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QENERAX.  SUmMARY 

The  year  1935  opened  in  New  England  with  a  moderate  snow- 
fall on  the  1st,  and  a  decidedly  warm  period  and  thaw  prevailed 
from  the  6th  through  the  11th  with  temperatures  frequently  20° 
above  normal.  Freezing  conditions  returned  on  the  12th  and 
terminated  what  was  developing  into  a  serious  tlood  and  freshet 
condition.  Thereafter  almost  without  exception  during  the 
month,  temperatures  were  subnormal  and  occasionally  over  20° 
subnormal,  without,  however  any  record-breaking  cold  days. 
The  month  averaged  the  coldest  January  since  1925,  and  the 
precipitation  was  greater  than  in  any  January  since  1923. 

A  moderate  snow  storm  on  the  13-14th  was  followed  by  fur- 
ther snows,  so  that  the  ground  remained  covered  during  the  re- 
mainder of  the  month.  A  coast  storm  on  the  23d  was  attend- 
ed by  deep  snow  over  nearly-  all  portions  of  the  Section  except 
Vermont  and  northern  New  Hampshire.  This  storm  caused 
considerable  interruption  to  traffic,  pi'incipally  on  account  of 
the  rapid  rate  of  fall,  whicli  exceeded,  in  most  instances,  snow 
removal  equipment  capacity.  The  accumulated  snow  depths 
varied  from  some  10  to  14  inches  in  about  ten  hours,  and  these 
amounts  were  not  record-breaking.  The  demands  of  motorized 
traffic,  however,  for  cleared  roads  and  streets,  resulted  in  the 
storm  being  the  cause  of  great  expense  for  snow-removal. 


TEMPERATURE 


The  average  monthly  temperature  for  the  yeclion,  based  on 
96  records,  was  17.5°,  whicii  is  5.1°  below  the  mean  for  the 
past  48  years.  The  liitjliest  montiily  mean  was  29.6°  at  Nan- 
tucket, Mass.;  tiie  lowest  was  4.0°  at  Ripogenus  Dam,  Maine. 
The  highest  recorded  was  62°  at  Plymouth,  Mass.,  on  the  9tli; 
the  lowest  was  -44°  at  Pittsburg,  N.  H.  on  the  31st.  The  great- 
est monthly  range  was  90°  at  Pittsijurg,  N.  H.;  the  least  was 
45°  at  Provincetown,  Mass.  i'he  greatest  daily  range  was  58° 
on  the  6th,  at  Woodland,  Me.,  and  Pittsburg,  N.  H. 


PRECIPITATION 


The  average  raontlily  precipitation  for  tiie  Section,  based  on 
175  records,  was  5.89  indies,  which  is  2.45  inches  above  the 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  12.29  inches  at  Portland,  Me.;  the  least  was  2.80 
inches  at  Burlington,  Vt.  The  greatest  amount  in  24  hours 
was  4.00  inches  at  Rockport,  Mass.,  on  the  10th.  The  average 
number  of  days  with  .01  inch  or  more  of  precipitation  was  12, 
wiiich  is  1  above  the  mean  for  the  past  48  years.  The  average 
snowfall  for  northern  New  England,  based  on  79  records,  was 
40.3  inches;  for  southern  New  England,  based  on  74  records, 
was  28.2  inches;  for  the  Section,  based  on  153  records,  was 
34.5  inches,  which  is  19.1  inches  above  the  mean  for  the  past 
48  years.  __^ 

"WIND,  SUNSHINE,  CLOUDINESS,  and  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  114  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
10  stations,  was  13.5  miles  per  hour,  which  is  0.9  mile  per  hour 
below  the  mean. 


The  sunshine,  based  on  the  records  at  9  stations,  averaged  49 
percent  of  the  possible  amount,  which  is  3  percent  above  the 
mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average 
for  the  Section,  based  on  126  records,  was  12  clear,  5  partly 
cloudy,  and  14  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.m.,  and  8 
p.m.,  observations  at  9  stations,  was  76  percent,  which  is  1  per- 
cent below  the  n!enn. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^vroras.— 22d,  27-29th. 

H(jlosJunar.  —  \S-\7ih,  19th,  28th. 

//r(/os.  so/ar.  — 1st,  5-6th,  13th,  15-l7th,  19-20th,  22d,  25- 
26th,  28tli. 

Hail. —  (dates  and  general  location) — None. 

7  /( linderstonna — Non  e . 

Fog,  dense.— \si,  4th,  G-lOtli,  17th,  20-22d. 

Frosts. — None  recorded. 

S'/f^i.  — (dates  and  general  location) — 1st,  13th,  14th,  18th, 
widely  scattered  over  southern  New  England;  8th,  9th,  10th, 
widely  scattered  over  northern  New  England;  17th,  20th,  22d, 
general  over  southern  New  England;  21st,  23d,  24th,  scattered 
over  New  England. 


1908- 


1929.... 
W.O.... 
1931.... 
1932.... 
19;^3•... 
1934--. 


COMPARATIVE    DATA    FOR    NEW  JSKGLAND. 


1895. 


1897 

1898 

1899  •••• 

1900 

1901 

1902  ••■• 

1903 

190i 

1905 

1906 

1907 


Period       22. 6 


^-  2. 1 

+  1.9 

+  3.0 

+  2.6 

-  7.4 
+  9.5 

-  1.5 
+  3.2 


+  3.3 
-9.0 
+  1.4 
-4.2 


+  0.28 
+  1.59 
+  0.15 
+  1.15 

-  1.20 

-  1.04 
+  0. 12 
+  0.32 
+  0.37 

-  0.61 

-  0.  f.3 

-  0.50 


-  0.26 

-  0.55 

-  0,33 

-  1.14 

-  1.52 

-  1.40 
+  2.15 
+  0.28 


-0.79 

—  0. 70 
+  0.17 

-  0.78 

—  0.59 
+  1.16 

-  1.06  I 


4.40 
4.81 
6.22 
4.42 
4.8fi 
8.05 
5.40 
5.92 
12.29 


Number  of  days 


L87      16!6 
1.  38      20.  0 


34.6 
12.7 
27.0 


16.6 
12.  2 
21.0 
12.0 
9.6 
11.3 
34,5 
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January,  1985 


Climatolog-ical   Data  for  January,  1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


No.  of  days        i 


Maine 
Aziscohos  Damtt-- 

Bangor  §  

Bar  Harbor  (near ) 
Brassua  Uumlt  — 

Daiilorth 

Eastport 

Kasl  VVinthrop.  ■■■ 

KUswortli  

Kustis  

Faruiiiigton 

FortFairtiiUl 

Fort  ICent — 

GardintT 

Greenville.. 

Hiriuan 

Houllun 

Jaeknuui 

Lewiston 

Lincoln 

Machias 

Madi.sonS 

Middledaui 

Millinockel§ 

Milo 

Mooseliead 

Norlh  Biidgton... . 

OKltowu 

Oroiio. 

Portland 

Presqne  isle 

RipogenusDamtJS 

Rnmford 

The  Forks 

Upper  Dam 

West  RocUport 

Win.slowt:§ 

WoodUind§ 

i-or  State     •  •  •  • 


New  Hmnvshire 


Dixviiie  Notch  .. 

UuiiKUU    

ErrolS    

Fitzwilliani* 

Franklin 

Glenclitl   

Hampton.---  — 

Hanover  S 

Keeneuiear)  §  -■ 

Lakeport 

Lincohi---   -- 

Manchester 

Milan     

Nashua  §  •- 

New  Durham:}.. 

Newport  

PinkhaniNotchtt 

Pittsburg 

Plynioutli 

West  Stewartstown 
Woliboro  Falls 
York  Pond  — 
For  State 


Mt-  Washington  : 


Bellows  Falls. 
Bennington..  ■ 
BloomfieldJJ  • 
Brattleboro§  • 
Burlington  ... 


Chelsea 

Cornwalltt 

East  Barnet 

East  Kyegate 

Enosbnrg  Fulls- -- 

Gilman 

Mays  Mill  Jt 

Newfane 

Newport  

Nortlifleld 

Readsboro 

Rocliester 

Rutland 

St.  .A.lbans 

St.  Johnsbury 

SearsbnrgMt ■ 

SearsburgSta.Jl--. 

Somerset}} 

So- Londonderry-. 

Vprnon}}§ 

West  Burke 


OxXord 

Penobscot . . . 

Hancock 

.Somerset 

Washington  - 
Washington  • 
Kennebec  -•• 
Hancock 


FraUklin.... 
Aroostook  -- 
Aroostook  -  - 
Kennebec-. - 
Piscataquis  . 
Cumberland 
Aroostook  .. 
Somerset . .  -. 
Androscoggin 
I'euobscot 
Washingto 
Somerset  • 
O.\lord.... 
Penobscot 
I^iscataqui; 


-■t  ... 
■land 


lud 


Aroostook  .. 
I'i.-catauuis.. 

O.xlord 

Somerset.... 

O.xford 

ICuo.x 

Kennebec... 
Wasliington 


Coos 

Grafton   

.Merrinuiek... 

Staliord  ..... 

Coos , 

Cheshire 

Merrimack... 
Grafton  ..... 
i{ockingham  - 

Grafton  

Cheshire 

Belknap..... 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Stratford 

Sullivan 

Coos 

Coos 

Grafton 

Coos 

Carroll 

Coos   -  -  • 


E.ssex 

Windham  -- 
Cliilteuden.. 

Windsor 

Orange 

Addison 

Caledonia  . . 
Caledonia  ... 

Franklin 

Essex 

Windham-- - 
Windham.. - 

Orleans 

Washington- 
Benniiigton- 
Windsor  ... 

Rutland 

Franklin..  ••■ 
Caledonia-  -  - 
Bennington 
Bennington  , 
Windham.--. 
Windham  .. . 
Windham.--, 
Caledonia  — 


1,110 

1.440 

350 


140 
711 
2,360 
1,660 
2.080 
1,000 
228 


-3.7 

-  5.0 
-6.4 

-  ib 

-  3.5 


+2.35 
+3. 96 
+  L98 


+  2.81 
+2.  97 
+  L13 


+  4.69 
+  8.32 
+0.81 
+  1.79 
+3.23 
+3.72 
+  1.91 
+  3.31 
+3.93 
+  5.51 
+3.25 


+2.00 
+0.  19 
+3. 22 
+1.71 


+  5-19 
+3.19 
+2,  83 
+2,02 


+  1.97 
+  1.13 
+  1.49 
+2.  25 
+  1.04 
-1-2.16 
+140 
+2.77 


+1.11 

+  i.'.59' 
+2. 27 


Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co- 

B.  L.  Hadley 
Walter  Tliurston 
Mrs.  Clara  Huff 

U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
W.B.  Clark 
Samuel  D-  Soule 

U.  S.  Weather  Bureau 
C.C.  P.  &L.  Co. 
William  H.  Cumming 
1'.  M.Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
tireat  Northern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Wintield  Heath 
Sturgis  F   Durgin 
C.  L.  Chadbourne 
Tliomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
Orville  Brown 
HoUingsworth  &  Whitney 
St-  (;roix  reaper  Co- 


Edward  Fenn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H-  Gleason 
N.H.Agr.  College 
Union  Water  l>ower  Co- 
Walter  E.  Bolles 
B'.  J.  Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmoutli  College 
Robert  P.  Hay  ward 
Harry  W.  Daniell 
Edward  A.  Carr 
Amoskeag  Mfg.  Co. 
Androscoggin  Res-  Co. 
Pennichuck  Water  Works 
E.E.Tobey 
H.P.Shepard 
J.  B.  Dodge 

Conn.  Valley  Lumber  Co- 
Mrs.  HattieG.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisheries 


J.  B.  Do  ge,  Director 


B.  F.  Hydro-Klectric  Co. 
Everett  Orchards 
(Ttorge  L.  Cooper 
Raymond  L.  Brown 

U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkee  tit 
Sarah  E.  Lane 
N.  E.  Power  Co. 
J.  F.Devins  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
F.  J.  Aokerman  ttt 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
(Jeorge  Briggs  tl  t 
W.E.  Sullivan 
L.  L.  Leonard 
H.  E.  Sparks  ttt 
N.  E.  Power  Co. 
Gilman  W.  Ford  ttl 


See  page  4  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatologrical  Data  for  January,    1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


I'rrmonl  Cont'd 

West  Hartford 

White  Kiver  Jc-- 

Whitintrham 

Wilder. 

Wilmington 

Woodstock 

For  State     . . . 

ifai^achtisells 


Adams 

AraheistI 

Aslilandn   

BlueHil.US 

Boston 

Boylston 

BrociitonS   

Cliester" 

Cliesterfield* 

Chestnut  Hill§... 

Clinton§ 

Concords 

East  Wareham  ■  ■ 

Egrenionttl*-  ..■  • 

Fall  River 

Faluiouthtt* 

FitchburgS 

Pramingham  §  . . 

Franklin* 

Gardner* 

Gloucester§     — 

Greenfield 

Grotou  * 

Hardwick* 

Haverhill§ 

Heath* 

Hingham  

Holyoke 

Hoosac  Tunnel . . 

Hubbardstou*.-. 

Hyantiis 

Ipswich* 

Jeil'erson 

Lake  Cochituate«§ 

Lawrences 

Leominster  — 

Lowell§ 

Mansfield* 

Middleboro*. . . 

Middletoa  

Milford* 

Millbury 

Nautucket  

New  Bedford  •• 

Northbridge*.. 

Otis* 

Pembroke* 

Peru' 

Potersliain 

Pittsfield. 

Plainfield* 

Plymonth 

Princeton 

Provincetown  .. 

Rockport 

Shelburne  Falls 
Southbridge*  •  ■ . 

Spot  Pond  

Springfield 

Sterling 

Stockbridge  .   .. 

Stony  Brook 

Swampscott 

Taunton§ 

Turners  B'alls... 
Ware  • 


Windsor  ■• 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor.. 


Berkshire  • 
Hampshire 
Middlesex  . 
Norfolk  ... 

Suffolk 

Worcester  . 
Plymoutli  ■ 
Hampden  ■ 
Hampsliire 
Suffolk  . . . . 
Worcester  ■ 
Middlesex  . 
Plymouth  . 
Berkshire.. 

Bristol 

Barnstable- 
Worcesjer  . 
Middlesex  . 
Norfolk  ... 
Worcester  . 

Essex 

Franklin  ... 
Middlesex 
Worcester  .. 

Essex 

Franklin.... 
Plymoutli  .. 
Hampden  ■• 
Berkshire  .. 
Worcester  ■  • 
Barnstable. 

Essex 

Worcester  ■. 
Middlesex  .. 


Webster* 

WestfieldS  

Westong 

West  Rutland.. 
VVilliamsto\vn§  . 
Winchendon* , . 
WoiTester(a)§... 
For  State  . . 


Rhode  Idarul 


Block  Island-. 

Kingston  

Pautucket§... 

Providence  . . . 

For  State. 


Baltic 

Barkhams-.^ad  , 
Bridgeport§..... 
BnrlingtOD 


Worcester  . 
Middlesex  . 

Bristol 

Plymoutli  . 

Essex 

Worcester 
Worcester  . 
Nantucket 

Bristol 

Worcester  - 
Berkshire  - 
Plymoutli  . 
Berkshire  . 
Worcester  • 
Berkshire  . 
Hamp.-~hire. 
Plymonth  .. 
Worcester  . . 
Barnstable . 


Franklin  -- 
Worcester  .  - 
Middl.—x  .- 
Hampiif-.  .. 
Worcester  .- 
Berkshire... 
Middlesex  -. 

Essex   

Bristol 

Franl;liu  .. 
Hampshire. 
Worc-<ler.. 
Ham  pile' I  .. 
Middlesex.. 
Worce-ler  •. 
Berkshire  -- 
Worcester  . . 
Worcester  ■  - 


Newport 

WashiiiKtoi! 
Providence 
Providence 


New  London 
Litchfield  — 

Fairfield 

Hartford 





+1.11 
+  I.I2 
+  4.27 
+2.99 
+4.00 
+3.65 
+2.21 
+  4.16 
+3-  08 
+  1.87 


+  1.94 
+2.58 
+0.70 
+2.  .30 
+1.07 
+3-87 
+  I.06 
+2.30 
+1.39 
+  3.02 
+2.14 
+5.17 
+  3.  49 
+2.99 
+4.59 
+2-34 
+  i.91 
+2.  63 


18-0 


+0-  .59 
+  1.62 
+2.31 


+2.36 
+0.  37 
+3.64 


EVH  K.  Doubleday 
K.  R.  Wilmotttf 
E.  T.  Sutton  til 
Olcott  Falls  Co. 
Walter  Adams  III 
Williams.  Katon 


N.  E.  Power  t^o. 

Mass.  Agr.  Coilesa 

Met.  Water  Works 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loring  H.  Reed 

City  En-inier 

John  A.  Smithies 

Hoyt  E.  Dodge 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tower 

Joseiih  L.  Kelley 

David  A.  Hunter 

Richard  C.  Bri-hain 

Wilfred  Wheeler 

Herbert  B.  Allen 

Met.  Water  Works 

Fred  A.  Darling 

William  H.  Dunn 

Ralph  M.  Barker 

T.  IL  Ward 

Wm.  P.  Wharton 

Fred  W.  Emmons 

City  Engineer 

C-  H-  Varney 

S.  A.  Agnew 

A.  W.  Ladd 

N.  B.  Power  Co. 

Mildred  Wheeler 

Slate  Teacher's  College 

Charles  Arthur 

E.  P.Mitchell 

Met.  Water  W^orks 

Essex  (Jompany 

W.  U.  llosnier 

i'rops.  Locks  ii  Canals 

A-  Buck 

Kalph  Sampson 

William  R.  lloelzel 

Milford  Water  Co 

N.  E.Power  Co. 

U.  S.  Weather  Bureau 

City  Engineer 

W.  E.  Burnap 

R.  J.  Langdon 

Charles  C  Rogers 

JIary  H-  Wood 
Met.  Water  Works 
L.  B.  Cummings 
Anna  M.  Tirrell 
Miss  L.  B.  Knapp 
Met.  Water  Works 
Irving  H.  McNayr 
TT.  S.  C.G.  Station 
N.  E.Power  Co. 
G.  H.  Abbott 
Met.  Water  Works 
U.  S.  Armory 
Met.  Water  Works 
Nesmith  H.  Bangs 
Silas  Baxter 
Weston  K.  Lewis 
E.  L-  Red  fern 
Turners  Falls  P.&  B.  Co. 
Edna  G.  Tyler 
L.  C.  Coated 
State  Sanatorium 
Weston  College 
Met.  Water  Works 
Williams  College 
■John  Gregory 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Lo>;an 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  4  for  explanation  of  reference  marks. 
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January,  1985 


Olimatolo^ical 

Data   for  January,  1985 

Temperature 

,  in  decrees  Fahrenheit 

Precipitation,  in  inches 

No.  Of  days 

03 

i 

^ 

a 

?• 

- 

f^R 

stations 

Counties 

•B 

a 
1 

3 

11 
1' 

1 

1 

1 

c  o 

2 

If 

11 

1° 

i 

1 

ll 

Observers 

Connecticut  Cont'd 

New  London  •••• 

Hartford    

Litchfield 

460 

300 
1,300 

49 
0 

40 

23.0 

-  3.9 

53 

9t 

-11 

28 

37 



45 

7 
40 

5.70 

+  1.66 
'  +  i.'36' 

L98 
2.36 
1.46 

20.5 
26.0 
34.0 

9 
16 

15 
17 
16 

5 
4 
2 

11 

10 
13 

n. 

S   P  Willard 

Collinsville 

Edwin  R  Wilder 

Cream  HilUt 

19.4 

-  3.9 

53 

9 

-15 

28 

34 

C.  L.  Gold 

Hartford.. 

Litchfield  

1.220 
585 

0 
19 

19 

45 

5.16 
3.51 

4-1.69 
+0.55 

L90 
1.50 

28.0 
27.5 

9 
13 

Falls  Village! 

21.0 

-  2.2 

52 

in 

-26 

28 

43 

11 

R 

14 

nw. 

I.N.  Hanson 

nw. 

LakeKonomoctt-- 

New  London.... 

178 

0 
0 

156 

51 
2 
92 



New  London  Waterworks 

68 

26.0 

-  2.2 

52 

7 

-  5 

28 

29 

5.84 

+1.85 

1  88 

20.9 

14 

10 

9 

12 

U.  S.  Weather  Bureau 

20 

fiii 

25. » 

-  3.4 

54 

C 

-  3 

25 

31 

6b 

6.97 

+3.07 

2.  42 

20.1 

11 

11 

V 

13 

Harry  G.  Tietjen 

Fairfield 

116 

43 

2R.  1 

-   1.7 

52 

9t 

-22 

28 

41 

44 

4.19 

+0.75 

1.21 

19.5 

13 

13 

H 

10 

L.M.Comstock 

Old  Greenwich 

Fairfield 

IS 

n 

3 

3.81 

1.05 

25.1 

13 

14 

3 

14 

nw. 

J.  D.  MacDonald 

Windham. 

Litchfield 

458 
1,015 

0 

22.0 
19.0 

52 
51 

9 
9t 

-22 
-22 

28 
28 

41 

0 

1 

nw. 
nw. 

U.  S.  Dept.  of  Commerce 
F.  Hurliman 

Salisbury 

4.26 

1,55 

27.9 

15 

11 

4 

16 

Storrs*!  

Tolland  

New  Haven  ..  . 

640 
340 

38 
48 

23.0 
26.0 

-  2.4 

-  1.2 

52 
56 

9 

-14 

-14 

28 
2H 

39 

43 
49 

5.(11 
4.20 

+  1.52 
+0.29 

2.42 
1.04 

26.0 
25.0 

12 
11 

15 
13 

2 

14 

in 

nw. 

Agr.  Exp.  Station 
William  J.  Pape 

West  Hitriland 

0 

11 

4.50 
4.90 

+  1.42 
+1.U 

2.00 
3.54 

■24'7' 

1 

5 
12 

Water  Bureau  Hartford 

23.0 

-  4.0 

56 

9 

-26 

28 

43 

14 

5 

12 

nw. 

Explanation  of  Reference  Marks  used  on  Fag-es 


and    4. 


The  departures  from  uormal  teinperature  and  precipitation  are  computed  only  for  such  stations  as  liave  ten  or  more  years  of  record,  but  all  complete  reports  are  used  In 
determining  section  or  State  means.  Reference  letters.  ».  h.  «.  appearing  in  the  table  indicate  number  of  days  misanig;  for  example,  b  represents  two  days,  etc. 

t  Also  on  otlier  dates.  §Thermometers  not  supplied  by  Weather  Bureau.    tttOhserver  for  New  England  Power  Co.  T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow . 

tt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Milliuocket;  Winslow,  W:iterville;-New  Hampshire -Arlington  Mills,  Salem  Center;  New  Durham,  Alton;  Pinkliam  Notch,  Gorham;- Vermont— Bloomfield,  North  Strat- 
ford, N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  — Massachusetts- 
Asliland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;— Connecticut- Cream  HiU,  West  Cornwall; 
Lake  Konomoc,  New  London. 

*  Record  furnished  by  Massachu.getts  Department  of  Public  Health.  x  Not  included  in  summaries. 

Explanation  of  Reference  Marks  used  on  Page    5. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
of  observations.  ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning:  amount 
recorded  is  for  the  preceding  24  hours.  •  Precipitation  included  in  that  of   next  measurement.  T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  i 


Explanation  of  Reference  Marks  used  on  Pagre    6, 
I  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


Boston  

Block  Island 

Blue  Hill 

Burlington  .. 

Eastport 

Nantucket  •  •  • 
New  Haven.. 
North  field  ... 

Portland 

Provideuce . ■ 


PRESSURE.  WIND,  HUMIDITY,  ANDSUNSHINK 


Atmospheric  Pressure 
<  reduced  to  sea  level  1 


30.12 
30.14 
30.16 


30.82 
30.83 
30-85 
30.83 


29.24 

29.31 

29. 16 

29.36 

28. 

29.28 

29.38 

29.35 

29.14 

29.  28 


18.0 
12.4 
14.2 


Relative 
Humidity 


January,  1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for   January.    1935 


Day  of  month 


I  H  H  H^°l" 


19     20      21      22 


24      25      2C.     27      28 


Eastport*"*  

Ellsworth 

Eustis 

Farmington 

Gardiner 

Greenville 

Houlton*'  

Jacknian 

Lewistou 

Madisou 

Millinocket 

Milo  

North  Bridgton . . 

Oldtown 

Portland*** 

Presque  Isle   

Ripogenous  Dam. 

Rumlord 

The  Forks 

Winslow 

Woodland**  

yew  Hampshire 

Berlin** 

Concord***  

Durham   

Franklin 

Hanover 

Keene (near) 

Lincoln** 

Nashua 

New  Durham 

Newport 

Pittsburg 

Plymouth 

Vermont 
Bloomfield  . .  . 
Brattleboro  .  . . 
Burlington***. 
I'avendish  — 

Chelsea 

Cornwall 

Enosburg  Falls 

Newport 

Northtield***  . 

Rutland'* 

St.  Albans  

St.  Johnsbury. ., 

Somerset** 

West  Hurke 

Woodstock 

Massnchussetts 

Amherst  

Blue  Hill 

Boston*** 

Chesterfield** .  . . 

Clinton** 

Concord 

East  Wareham** 

Egremont** 

Fall  River  

Falmouth** 

Fitchburg** 

Frainingiiam 

Franklin** 

Hardwick** 

Haverhill 

Hubbardston**. . 

Hyannis 

Ipswich** 

Lowell 

Nantucket***.... 
New  Bedford.... 

Otis** 

Pittsfield** 

Plymouth** 

Provincetown.  .. 

Rockport 

Southbridge*'.  .. 

Springfield 

Taunton 

Turners  Falls.... 
Williamstown   .. 

Winchendon 

Worcester 

Ulio'e  M'ind 
Block  Island*** . 

Kingston 

Providence***. . . 
Connectiott 

Bridgeport 

Colchester  

Cream  Hill 

EastH-'-t'iuid. .. 

Ham    !.l-* 

Nev.-  Haven***  .. 

New  London  

Norwalk  

Putnam 

Storrs  

Waterbury 


Coast 

....do 

Kennebec 

....do 

....do 

....do 

St.  John 

Kennebec . . . . 
Androscoggin 
Kennebec  . . . . 
Penobscot  ... 
....do 


Saco  

Penobscot   . . . 

Coast 

St.  John 

Penobscot  ... 
Androscoggin 
Kennebec  . . . . 
Kennebec . .. . 
St.  Croix 


Androscoggin 
Merrimac  . . . . 

Coast 

Merrimac  .  . . . 
Connecticut . . 

....do 

....do 

Merrimac  .  . . . 

....do 

Connecticut . . 

...do 

Merrimac  .  . . . 


l.OS]  .12]  T 
-  I  .75 

.46  .13 
1.9ll.... 
1.06;.... 

.91  .... 

.39  .05 
1.281  .18 

.65  1.07 
2.14 


Connecticut .  . 

...do 

Champlain  ... 
Connecticut. . 

...lo 

Champlain  .. . 

....do 

St.  L  iwrence 
Champlain... 

....do 

....do 

Connecticut .  . 


.do. 


Connecticut. 

Coast 

....do 

Connecticut. 
.Merrimac  ... 

...do 

Coast 

Housa  tonic. 
Coast 


.do. 


Charles 

Connecticut . 
Merrimac  . . , 
Connecticut  , 

Coast 

....do 

Merrimac  .  . . 

Coast 

....do 

Connecticut . 
Housa  tonic. 

Coast  

....do 

...do 

Thames 

Connecticut. 

Coast 

Connecticut. 

Hudson 

Connecticut . 
Blackstone  . . 


Coast . . . 
....do.. 
....do.. 


Coast 

...do 

Housatonic. 
Connecticut . 

....do 

Coast 

....do 

...do 

Qninebaug  . . 
Willimantic . 
Coast 


.12,1. 3112. 40i  T. 

...Il.7l2.041... 
.05t  .891  -84   T 


.21i  .89  .72 
.Oil  .Ol|'i.7J 
.Oil  .8412.19 


,  17  2.  60 
,KS    .01 
,20  1.15 
.  0."  2. 91 
10  2.22 
.011 
.51    .70 
1.46   .06 
1.52 


.59  .6!) 
.  32  1.  41; 
[.42  1.13 


.05 
.42    T. 

.36    .lU 
.3j!  .0!) 


. .  .  I  .29 
.081  •■''f' 

. . .  j  .30 


,10    .61 
22    .. 

.12    .13    .02  2. 


41 

21 

y.h 

.58 

,31 

.41 

.2( 

.03 

.  15 

.24 

.3( 

.  22 

.!( 

.03 

.28 

.08 

.40 

.5( 

.19 

.61^ 

.13 

.2a 

.51 

.33 

.28 

,15 

.4;i 

.19 

.32 

.13 

.39 

.04 

.27 

.14 

.33 

.13 

1.50 

.08 

.05 

.13 

.1( 

.30 

.2t 

.18 

.27 

0<) 

.45 

.13 

.41 

.12 

.36 

.41 

r. 

.3:- 

.25 

.26 

.18 

i.'5o 

.08 

1.91 

.  25 

.  U 

.!( 

9f 

1.7,'i 

1,7( 

■V. 

.23 

7(i 

91 

T. 

.14 

T 

.46 

.11 

.55 

.IC 

.22 

1.2( 

.4( 

.04 

.04 

.28 

1,51 

1  21 

.4f 

.65 

.42 

7.74 
6.86 
6.52 
4.04 
8.34 
7.91 
6.46 
3.72 
7.29 
8.24 
12  29 
3.11 
4.34 

6.' 15 
6.74 


5.74 
5.87 
7.34 
6.10 
5.11 
5.  .50 
6.37 
5.05 
7.75 
4.95 


5.06 
7.72 
.5.24 
5.43 


3.21 
5.59 
5.01 
6.57 
6.80 
5.82 
5.73 
6.84 
4.15 
5.02 
7.90 
7.33 
5.19 
5.88 
3.58 
4.27 


6.21 
5.  02 
5. 25 
4.77 
5.02 
4.88 
5.79 


6.14 
5.22 
6.02 


6.  33 
5.70 
4.95 
5.16 
5.01 
5.84 
6.97 
4.19 


See  page  4  for  explanation  of  reference  marks. 


OLIMATOLOGIGAL  DATA:  NEW  ENGLAND  SECTION 


January,  1985 


Daily  Temperatures  for  January.  1935 


Day  of  Montb 


Maine 

_      ,,     ,  j  Maximum . 

Bar  Harbor i  Minimum. 

Eastport  !  MiV^imir.' 

r',.»„,,.nnio  (Maximum. 

^'''^"^'"'^    !  Minimum. 

Houltonll U'Sum. 

LewistOM  iMhdmum. 

Mi'li-ocket JMhUmuu"' 

0><^town   !Sll^\r"V 

P<^'"and  iMfnimum.- 

Rumford  JMhUmum': 

W!nclr,,v  *  Maximum  . 

"''"*''°^^   /Minimum. 

New  Hampsliiie. 


Concord . . 
Durham  . . 

Keene 

Piltsljurg  . 
Plymoutli. 

Burlii 


)  Maximum 
(  Minimum. 
)  Maximum . 
(  Minimum. 
)  Maximum . 
(  Minimum. 
j  Maxinnun  . 
(  Minimum. 
\  Maximum 
1  Jiininuim. 


Vei-f. 


\  Mil 


unii 


'8'°"  (Mhnmum.. 

Newport  USlZ; 

North  field 1  Minimum.  ■ 

Ruth.,, ,111  Maximum. 

^"''''"■"''" (Minimum.. 

„.    , ,,  „,,„  j  Maximum  . 

^'•'^""'"^ i  Minimum.. 

St.Johnsbury  \^^~ ' 

^Voodstoclc  \^^Z^:. 

IfassadiHsetls 

A,„i,.i..uf  (Maximum. 

A'"''"-st i  Minimum.. 

„     .  \  Maximum  . 

Bo^to" I  Mi uimum . . 

Ri.r>fl-tnii  S  Maximum  . 

^'°'-'^™" !  Minimum.. 

co-ord ISSr.; 

EastWarebamI'. \^^- 

™>^-er \^^^Z.\ 

^''''•'1'"^^  iMhfimum.: 

I-— \^^^:. 

Nantucket \^^^:. 

^^o.U^rl,.ell !J{?i^ZS^; 

"'i"i'""^to-" iMhUmuZ.; 

Worcester \^^^:. 

Rhode  Miiiul 
Block  J^'and l^^ZS:. 

T/-,„~,».,„  S  Maximum . 

K"'=='on (Minimum.. 

Providence i  Mfnimum.'. 

Connecticut 

(roam  uiii  \  Maximum  . 

^'eamHill (Minimum.. 

Hartford !  Mfnimum" 

New  Haven l^!^^.: 

New  London \^^:. 

Norwalk l^Jf,^=: 

p^^t-- iMfSZ: 


32!    31 


■  3I-16 


26.3 
7.8 

25.7 
7.5 

16.8 


5.0 
25.3 
10.5 
■il.7 
•  1.0 
24.0 


29.4 
6.5 

28.2 
4.1 

18.8 
-  6.2 

21.5 
1.3 


22.6 
-  1.7 
21.7 


10.3 
31.6 
14.8 
34.2 
16.0 


28.0 
8.7 
31.3 
10.5 


21.5 
35.5 
13.8 
32.1 


28.1 
10.6 
31.3 
16.3 

18.4 
34.5 
17.0 


Seepage  4  for  explanation  of  reference  marks. 


W.  B.  Boston-3-14-36-1150. 
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NEW    ENGLAND    SECTION 


Gt.  H.  NOTES 


Vol.   XLVII.       Boston,  .A[ass.,   FEBRUARY,  1935.       No.  2. 


GENERAL  SUMMARY 

The  weather  during  Februarj',  1935,  in  New  England  was  un- 
iisually  moderate  for  the  mid-winter  month.  No  violent  ex- 
tremes occurred,  and  temperatures  ranged  only  a  little  above 
and  below  the  seasonal  normal;  these  variations  in  temperature 
occurred  very  frequently.  The  mean  temperature  was  but  a 
fraction  of  a  degree  mider  the  long  time  average,  but  precipita- 
tion and  snow  depths  were  considerably  deficient.  In  most  in- 
stances the  monthly  means  of  temperature  were  slightly  above 
the  average  for  the  area  in  southern  New  England,  and  slightly 
below  over  the  three  northern  States.  Snow  which  remained 
on  the  grovmd  from  the  outstanding  storm  in  January,  niain- 
tained  a  persistent  cover  throughout  the  month  in  nearly  all 
districts,  and  was  a  continuing  hindrance  to  out-of-door  activ- 
ities. There  was  a  great  enough  deficiency  in  precipitation  in 
northern  portions  of  parts  of  Maine  and  Vermont  to  cause  scat- 
tered shortages  of  water.  Altogether  the  weather  was  practical- 
ly normal  for  February,  although  slightly  less  rigorous  than 
might  be  expected.  But  it  was  a  greatly  marked  and  agreeable 
contrast  with  February  of  last  year,  which  was  the  coldest  on 
record.  

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
97  records,  was  22.2°,  which  is  0.3°  below  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  31.2°  at  Prov- 
incetown,  Mass.;  the  lowest  was  9.1°  at  Houlton,  Me.  'J'lie 
highest  recorded  was  64°  at  Waterbury,  Conn.,  on  the  16th; 
the  lowest  was  -36°  at  Pittsburg,  N.  H.,  on  the  6th.  The  great- 
est monthly  range  was  78°  at  Durham,  N.  H.;  the  least  was 
33°  at  Nantucket,  Mass.  The  greatest  daily  range  was  58°  on 
the  7th,  at  Lake  Cochituate,  Mass. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
178  records,  was  2.63  inches,  which  is  0.52  inches  below  the 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  4.35  inches  at  Peru,  Mass. ;  the  least  was  0.75  inch 
nt  Presque  Isle,  Me.  The  greatest  amount  in  24  hours  was  2.05 
inches  at  Lake  Konomoc,  Conn.,  on  the  loth.  The  average 
number  of  days  with  .01  inch  or  more  of  precipitation  was  10, 
which  is  1  above  the  mean  for  the  past  48  years.  The  avernge 
snowfall  for  northern  New  England,  )»ased  on  75  records,  was 
18.0  inches;  for  southern  New  England,  based  on  71  records, 
was  12.6  inches;  for  the  Section,  based  on  146  records,  was 
15.4  inches,  which  is  2.4  inches  below  the  mean  for  the  past 
48  years.  

WIND,  SUNSHINE,  CLOUDINESS,  and  HUMIDITY 

The  prevailing  direction  of  (he  wind,  based  on  114  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
10  stations,  was  11.8  miles  per  hour,  which  is  1.6  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  9  stations,  averaged  49 
percent  of  the  possible  amount,  which  is  1  percent  below  the 
mean. 


JW^. ^^-T-TTT 

The  cloudiness  was  above  the  mean.'' fl?4'ie  average 

Section,   based  on   122  records,   was  9  clear,^7'  pafti-y  cloudy 

and  12  cloudy  days.  ^'^-/A'o 

The  monthly  relative  hunudity,  based  on  the  8  a.m..  and  t 

p.m.,  ol)servations  at  9  statin 

cent  below^  the  niean. 


f<»^the 


was  73  percent,  which  is  2  per- 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 1st,  2d,  13th,  22d,  27th. 

Halos.  lunar.— 9th,  10th,  21st,  22d. 

Halos.  nolar.— 1st,  2d,  4th,  5th,  g-12th,  14th,  15th,  18th, 
20th,  22d,  25th,  28tli. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms— 15th,  20th,  26th. 

Fog,  dense. —2d,  8th,  9th,  13-l7th,  23-26th. 

Frosts. — None  recorded. 

Sleet. — (dates  and  general  location) — 8th,  9th,  scattered  over 
Massachusetts  and  northwestern  Connecticut;  14th,  general  over 
New  England;  15-17th,  and  19th,  scattered  over  northern  New 
England;  22d,  scattered  over  southern  New  England;  23d, 
general  over  New  England  ;  24th  and  25th,  scattered  over  North- 
ern northern  New  England;  26th,  general  over  New  England; 
27th,  scattered  over  southern  New  England. 


COMPARATIVE    DATA    FOR    NEW  ENGLAND. 


ib88  ... 
1889 ■... 
1890.... 
1891--.. 
l892.-.. 
1893.... 
1894- ••• 
l895---. 
1896--. 
1897. •.■ 
1898---. 
1899---. 
1900-  •• 
1901 • ■ • ■ 
I9n2--. 
1903- ••■ 
1904--- 
19()5---' 
1906---. 
1907---- 
190S  ••■ 
IflOg---. 

]yin  ••• 

1911  •■ • 
1912"-- 
1913- •■• 
1914  ••■ 
191.5---' 
1916---- 
1917---' 
1918---- 
1919  ••■ 
1920"-' 
1921---- 
1922---- 
1923- ••• 
1924- ■ •• 
1925  •■■ 
1926--- 
1927... 
1928.... 
1929.... 
1930.... 

1931  ... 

1932  ... 
1933.... 
1934.... 
1935-... 

Period 


+  1.8 
-6.8 
-2.0 
+  3.7 
+  0.7 

-  1.5 
-0.9 

-  U.S 

-  5.9 
+  5.5 

-  2.4 

-  4.1 
-3.9 
+  3.3 
-2.4 
+  2.3 
+  0.7 
-7.1 


+  2.8 
+  1.3 
+  1.5 
+  4.7 

-in.  7 


+  0.63 

-  0.83 
+  0.44 
+  1.46 

-  1.06 
+  0.90 

-  0.10 

-  2. 10 
+  1.93 

-  0.68 
+  2.05 
+  0.59 
+  3.98 

-  2. 19 
+  0.62 
+  0.88 


0.50 
0.67 
0.99 


+  1.62 

-  0..53 

-  0.32 

-  1.49 


+  1.02 
+  0.01 
-  0.13 
+  0.14 


0.07 
0. 24 
0.52 


Number  of  days 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,  1985 


Climatological   Data  for  February,  1935 


Maine 
Aziscolios  Divmtt.. 

Bangor  §  

Bar  Harbor  (near ) 
Brassua  Damtt  — 

Daiiforth 

Kastpon 

East  Winthrop 

Ellsworth   

Eustis 

Fanuiiigtoii 

Ft.Fairliehl  (uciir) 

Fort  Kent — 

GarUintr 

Greenville.. 

HiramiJ 

Houlton 

Jackniau 

Lewiston 

Lincoln •■ 

Machias 

Maclisong 

Middlertam 

MiUinockeiS 

Milo 

Mooseliead 

North  Bridgton...- 

Oldtown 

Orono. 

Portland 

Presqne  Isle 

Ripogenus  DamtJS 

Runiford 

The  I'orUs 

Upper  Diim 

West  Korkport 

Winslou  +  iS  

Woodlands 

For  State     •■■• 


New  Uampshi 

Berlin    

Bethleliem 

Concord   

Dixvillo  Notch 

Durham    

Errol§    

itzwilliam'.... 


Fn 
Gleneli 
Hnnipt 
Hanovi 


;r  9 


ir)  § 


n«. 


Keeneine 
Lakeport 
Lincoln  •• 
Manchest 
Milan  ■  • 
Nashua  § 
New  Durl 

Newport  

PihkhaniXotcl 
Pittsl)iirg  .... 
Plyniontli  •  •  •  • 
We-stSicuartst 
Wolfboro  Fall 
York  Pond  •  • 
For  State 


Mt.  Washington  ^ 
Vermont 


Bellows  Falls 

Bennington 

Blcomlieldn 

Brattleboro§ 

Burlington 

Cavendish 

Chelsea 

CornwalUt 

East  Uarnet 

East  Ryegate 

Enosbiirg  Falls  — 

Gilman 

MaysMilllt 

Newfane 

Newport 

NorthfielJ 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

Searsburg  Mt 

SearshurgSta.tt... 

Somersettt 

So.  Londonderry..  • 

Vernontt§ 

West  Burke 


Oxford 

Pi'nobscot . . . . 

Hancock 

Somerset 

Washington  .. 
Washington  .. 
Kennebec  — 

Hancock 

Franklir, 

Krahkiiii 

Aroostook 

Aroostook  . . . . 

Kennebec 

PiscataQuis  .-• 
Cumberland- • 

Aroostook 

Somerset 

Androscoggin 

Penobscot 

Washington  -. 
Somerset  ••.... 

Oxford.. 

I'enol>scot .. .. 
Piscataquis-... 

S..mcrset 

CiHiiberland.. 


Ox  foul 

Knox 

Kennebec... 
Washington  ■ 


Coos ...  - 
Grafton 
Mern  HUH 
Coos  — 
.Stafford 

(■l.e^hire 


Coos . 
Carro 
Coos 


Windham  .. 
Bennington 

Essex 

Windham  .. 
Cliittendcn.. 

Windsor 

Orange 

Addison  — 
Caledonia  .  • 
Caledonia  .. 
Franklin  .... 

Essex 

Windliani... 
Windiiaui... 

Orleans 

Washington. 
Bennington- 
Windsor  . . . 

Rutland 

Franklin.. .. 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham  .. 
Windham  — 
Caledonia. .. 


1.U0 
1,-HO 

3.50 


2.  QOO 

i.eco 

•500 
1,  (150 


140 
711 

2,360 


Temperature,  in  degrees  Fahrenheit 


01 

0    

C3     2n.2 


II 


+  1.3 
+  '6.'5 


+  0.8 

-"o.'y' 


-0.3 
+  '2.'8 


Precipitation,  in  inches 


+0.33 

-0.'65 
-0.07 
-1.76 
+0.30 
-1  20 
-0. 72 
—1.45 


-0  f.6 
+0.21 
-0.81 


-0.  53 
-1.10 
-0.44 
+0.04 
-0.93 
-0-49 


—0.37 
+0.79 
+0.08 


Union  Water  Power  Co. 
Haugor  Hydro  Electric  Co- 

B.  L.  Hadley 
Walter  Thurston 
Mrs.  Clara  Huif 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  it  L.  Co. 
William  H.  Cummins 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Klectric  Co. 
Bangor  Hydro  IClectric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Grpat  Northern  Paper  Co. 
Winlield  Heath 
Sturgis  F   Durgin 
C.  L-  Chadbourne 
Thomas  W.  Clark 
Prof.  A.  J-.  Fitch 
U.  S.  Wcatlier  Hureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
Orville  Brown 
Holliiigsworth  A  Wliitney 
St.  Croix  Paper  Co. 


Edward  Fenu 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 
Union  Water  Power  Co. 
Walter  E.  Bolles 
F.  J.Southiiiiiyd 
State  Sanat.orinm 
Frank  E.Leavitt 
Dartmouth  (Jollege 
Kobert  P.  Playward 
Harry  W.  Daniell 
Edward  A.  (;arr 
Amoskeag  Mfg.  Co. 
Androscoggin  Res.  Co. 
Ponnichi'cli  Water  Works 
E.  E.Tobey 
H.  P.  Sliepard 
.).  B.  Dodge 

Conn.  \'iiiley  Lumber  Co. 
Mrs.  Hatlie  (j.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


J.  B.  Dof^ge,  Director 


B,  F.  Hydro-Electric  Co. 
E/erett  Orchards 
ti'  crge  L.  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Dnrkeetn 
Sarah  E.  T/iine 


Co. 


J.  P.Deyins  ttt 

L.  H.  Pomeroy 

Gilman  Paper  Co. 

Fred  May  ttl 

P.  J.  Ackerman  fit 

C.  W.  Richmond 

U.  S.  Weather  Bureau 

N.  E.  Power  Co. 

E.  E.  Ordway 

George  H.  Ross 

R.  C.  McWilliams 

Fairbanks  Museum 

CJeorije  Briggs  tl  f 

W.E.  Sullivan 

L.  L.  Leonard 

H.  E.  Sparks itt 

N.  E.  Power  Co. 

Gilman  W.  Ford  it! 


See  page  10  for  explanation  of  reference  marks. 


February,  1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatologrical  Data  for  February,    1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inclies 


Vermont  Cont'd 

West  Hartford 

White  River  Jc-. 

Whitiugliam 

Wilder. 

Wilmington 

Woodstock 

For  .SUte     . .  ■ 

Mais)nchiitetls 


Adams 

AmheistS 

AshlaiidJt  ••■. 
BhieHilltJ§..- 

Boston 

Boylston 

Brockton  5   — 

Cliester* 

Chesterfield*.  ■■ 
CliestnutHill§. 

ClintonJ 

Concord§ 

East  Wareham 
Egremonttt*- .. 

Fall  River 

FalmouthU*--- 

Fitchbiirg§ 

Framingham  § 

Franklin* 

Gardner* 

Gloucester!  •• 
Greenfield  .... 
Grotou  ••■ .  — 
Hardwick  *  — 
Haverhill§  .... 

Heath* 

Hiiigham  

Holyoke 

Hoosac  Tunnel 
Hiibbardston*. 

Hyannis 

Ipswich* •. 

Jefferson  

Lake  CocliituatettS 

Lawrences 

Lfoiuinster 

Lowellg 

Mansfield*. 

Middleboro* 

MidiUeton  

Milford* 

Millbiiry 

Nantucket  

New  Bedford  — 

Northbridge* 

Otis* 

Pembroke* 

Peru* 

Petersham 

Pittsfield. 

Plainfield* 

Plymouth 

Princeton 

Provincetown  ... 

Rockport 

Shelburne  Falls 

Soiithbridge* 

Spot  Pond  

Springfield 

Sterling 

Stockbridge  •  — 

Swampscott 

TauntonS 

Turners  Falls..  ■■ 

Ware  • 

Webster* 

Westfield§  

WestonS 

West  Rutland  .  . 
Williamstown§  .. 
Winchendon*  . ... 

Worcester!  a  )§ 

For  State  — 


Windsor-. 
Windsor . . 
Windham 
Windsor.. 
Windham 
Windsor.. 


Berkshire  . . 
Hampshire 
Middlesex  . . 
Norfolk  .... 

Suffolk 

Worcester  .. 
Plymouth  .. 
Hampden  . 
Hampshire . 

Suffolk 

Worcester  . 
Middlesex  •  • 
Plymouth  .. 
Berkshire.. 

Bristol 

Barnstable. 
Worcester  .  • 
Middlesex  .■ 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin... 
Middlesex  ■  ■ 
Worcester  . . 

Essex 

Franklin.... 
Plymo'itli  • 
Hampden  .. 
Berkshire  .. 


SU't 


Hiir 


Worcester  ■ 
Middlesex  .. 

Es.sex 

Worcester  . 
Middlesex  . 

Bristol 

Plymouth  . 

Essex  

Worcester 
Worcester  . 
Nantucket . 

Bristol 

Worcester  . 
Berkshire  . 
Plymouth  . 
Berkshire  • 
Worcester  . 
Berkshire  . 
Hampshire. 
Plymoulh  . 
Worcester  . 
Barnstable . 

Essex   

Franklin  .. 
Worcester  . 
Middlesex  . 
Hampden  . 
Worcester  • 
Berkshire.- 


Bristol 

Franklin  .. 
Hampshire . 
Worcfsler.. 
Ffampden  •. 
Middlesex  -  • 
Worcester  ■  • 
Berkshire  ■  ■ 
Worcester  .- 
Worcester  . . 


Mode  Idnnd 


Block  Island.- 

Kingston  

Pawtucket§... 

Providence  --. 

For  State. 


Newport  — 
Washington 
Providence 
Providence 


Baltic 

Barkhamsteail 
Bridgeport§.-.  - 
Burlington 


New  London 
Litchfield  -.- 

Fairfield 

Hartford 


+  2.2 

+  0.2 

0-0 


-0-5 

+  -i-'o 

+  1-7 


-1.07 
-0.37 
-0.07 


-0.  H4 
+0. 22 
-l.UO 


-0.27 
+0. 12 
+0.05 
-0.62 


+0.03 
-0.21 
-0.15 

-0.  i-iO 

-o.n 

-0.45 
+  0.22 


—0.20 
-0.  13 
+0.87 

-o.'es 

-0.57 
—1.74 


+  0.10 
+0, 28 
-0.25 
-0.24 


-0. 55 
+0.44 
-1.35 
-0.  46 


+  0.07 

-0.07 

0.00 


Evii  K.  Doiibleday 
R.  R.  Wilmot  ttt 
E.  T.  Sutton  ttt 
Olcott  Falls  Co. 
Walter  Adams  111 
William  S.  Eaton 


N.  E.  Power  Co. 
Mass.  Agr.  College 
Met.  Water  Works 
Blue  Hill  Observatory 

U.  S.  Weather  Bureau 
Mrs,  Luring  H.  Reed 
t.'ity  Engineer 
.(olHi  A.  Smithies 


Met.  Water  Works 
Fred  A.  Tower 
.Joseph  L.  Kelley 
David  A.  Hunter 
Richard  C.  Brigham 
Wilfred  Wheeler 
Herbert  B.  Allen 
Met.  Water  Works 
Fred  A.  Darling 
^Villiam  H.  Dunn 
Kalpli  M.  Barker 
T.  H.  Ward 
Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  H.  Varney 
S.  A.  Agnew 
A.  W.  Ladd 
N.  E.  Power  Co. 
Mildred  Wheeler 
State  Teacher's  College 
Charles  Arthur 
E.  P.  Mifuhell 
Met.  Water  Works 
Essex  Company 
W.  11.  Ilosmer 
Props.  Locks  ^  Canals 
A.  Buck 

Ralph  Sampson 
William  R.  Hoelzel 
Milford   Water  Co 
N.  E.  Power  Co. 
U.  S.  Weather  Bureau 
City  Engineer 
W.  E.  Burnap 
R.  J.  Langdon 
Charles  C  Rogers 
Mary  II.  Wood 
Met.  Water  Works 
L.  B.  Cummings 
Anna  M.  Tirrell 


Met.  Water  Work 
Irving  H.  McNayr 
U.  S.  C.G.  .Station 
N.  E.  Power  Co. 
G.  H.  Abbott 
Met.  Water  Works 
II.  S.  Armory 
Met.  Water  Works 
Ncsbit  H.  Bangs 
Weston  K.  Lewis 
E.  L.  Red  fern 
Turners  Falls  P.  &.  B.  Co. 
Edna  G.  Tyler 
L.  C.  Coates 
State  Sanatorium 
Weston  ColleKe 
Met.  Water  Works 
Williams  College 
John  Gregory 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Losran 
XT.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  lO  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,  1985 


Olimatologrical  Data    for  February,  1935 


Temperature,  iudesrrees  Fahrenheit 


Precipitation,  in  inches 


ConnecUcul  Cont'd 

Colchester 

Collinsville 

Cream  Hilltt 

East  Hartland  — 

Falls  Villagei 

Hartford 

Lake  KonomocJt-- 

Nepaug 

New  Haven  — 
New  London  • . 

Norwalk  

Old  Greenwich 

Putnam  

Salisbury 

StorrsS 

Waterbury  — 

West  Hartland, 

For  State-. 


New  London- 
Hartford  -  -  - 
Litchfield  •-- 

Hartford 

Litchfield  --- 
Hartford  .-.. 
New  London. 
Litchfield  .-. 
New  Haven  - 
NewLondon- 

Fairfield 

Fairfield 

Windhnm.... 
Litchfield  . . . 

Tolland 

New  Haven  . 
Hartford 


+  0.2 
+  0.8 
+  0.5 


-0.18 
+0.39 
-0-  29 


S.P.Willard 

Edwin  R.  Wilder 

C.L.Gold 

D    N.  Gaines 

I.  N.  Hanson 

U.  S.  Weather  Bureau 

New  London  Waterworks 

Water  Bureau,  Hartford 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

A^T.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  TJsed  on  Pages    8,     9,  and  10, 


The  departures  from  normal  temperature  and  prcci  nitation  arn  coinpnted  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  .State  means.  Reference  letter.>,  »,  >>,  <:,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc, 

t  Also  on  other  dates.  S  rhermometers  not  supplied  by  Weather  Bureau.     11  lObserver  for  NewEufflandPower  Co.  T.  Precipitation  i.s  less  than  0.01  inch  rain  or  melted  snow 

tt  Fost-ortice  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam 
MiUinocket;  Winsl')w,  Waterville;-New  Hampshire— Arlington  Mills,  Salem  Center;  New  Durham,  Alton;  Pinkham  Xotoh,  Gorham;- Vermont— Bloomfield,  North  Strat 
ford,  N.  H.;  Cornwall,  Middlehnry ;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta-,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  — Massachusetts- 
Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham; —Connecticut- Cream  Hill,  West  Cornwall 
Lake  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  11. 

Except  as  otherwise  indicated  observationB  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
of  observations.  ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-liour  period,  midnight  to  midnight.  *»  Precipitation  measured  in  the  morning:  amount 
recorded  is  for  the  prenedinK  24  hours.  •  Precipitation  included  ni  that  of   next  measurement.  T.  Precipitation  is  less  tliaii  0.01  inch  rain  or  melted  snow. 


II  Ob.servatiou.s  are  taken  i 


Explanation  of  Reference  Marks  Used  on  Page  13. 
the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


PKHSSIIIUC,  WIN'I),  HUMIDITY,  ANDSLINSHINIC 


Atmospheric  Pressure 

Relati 

•e 

'reduced  to  sea  level) 

Humidify 

Stations 

S 

o 

1^ 

m 

1 
3 

<5 

•<  > 

a 

1 

5 

1 

'A 

B 

Is 
II 

Boston  

30.00 

30.75 

29.44 

3 

H.4 

37 

19 

fiH 

56 

fiO 

44 

Block  Island  .-.. 

30.02 

30.70 

29.45 

3 

16  9 

40 

23 

79 

80 

78 

47 

30.  02 
30.03 

30.67 
30.  72 

3 
3 

15.  H 
9.9 

44 
31 

s. 

19 
14 

63 

47 
43 

Burlington 

29  37 

81 

71 

Eastport 

2R.  9.') 

30.64 

29.37 

I.*) 

10.9 

34 

23 

HI 

67 

77 

49 

Nantucket 

29,  9! 

30.78 

29.  42 

8 

34 

s 

15 

80 

75 

H'A 

New  Haven 

30  05 

30.  77 

29.48 

3 

9.0 

23 

19 

73 

61 

64 

,52 

Northtield 

30.01 

30-82 

29.41 

3 

6.9 

21 

14 

92 

68 

79 

46 

Portland 

29.  9£ 

30-74 

29.41 

3 

8.5 

24 

4 

73 

67 

67 

.52 

Providence 

30.02 

30.72 

29.  48 

3 

11.2 

37 

nw. 

19 

70 

58 

62 

59 

February,  1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Precipitation  for  February.   1935 


stis. 


Farmington 

Gardiner 

Greenville 

Houlton**  

Jackman 

Ile^vi^ton 

Madison 

Jlillinocket 

Milo  

North  HridgtOD  . . 

Oldtowii 

Poi  ilaua*** 

Presuue  Isle   

Kipogenous  Dam. 

Rumford 

The  Forks 

Winslow 

Woodland**  


Seiv  Hampshire 

Berlin** 

Concord*** 

Durham   

Franklin 

Hanover 

Keeneuiear) 

Lincoln** 

Nashua  

New  Durham 

Newport 

Pittsburg 

Plymouth 

Vermont 

Bloomlieid 

Brattleboro 

Burlington***.... 

Cavendish  

Chelsea 

Cornwall 

IDnosburg  Falls... 

Newport 

Northtield***  .... 

Rutland'* 

St.  Albans  

St.  Johnsbury . ... 

Somerset** 

West  Hurke 

Woodstock 

Massachusselts 


Boston*** 

Chi-.'tprfield** . . . . 

Clinton'* 

Concord 

East  War>'!<am»*  . 

Egr^mont** 

Fall  River  

Falmouth** 

Fitch^Mlrg*' 

Franiingiiam 

Franklin'* 

Hardwick** 

Haverhill 

Huboanlston**... 

Hyannis 

Ipswioh** 

Lowell 

Nantucket*** 

New  Bedford 

Otis** 

Pittsfield** 

Plymouth** 

Provinc-etown.  . . . 

Rockport 

Southbridge**.  ... 

Spriugtield 

Taunton 

Turners  Falls 

Wllliamstown   ... 

Winchendon  

Worcester 

Ithoile  Island 
Block  Island*** .  . 

Kingston 

Providence***. ... 
Connecticut 

Bridgeport 

ri)Vjhe>tf"r  

Cvaam  Hill 

East  Hartland 

Hartford*** 

New  Haven***  . . . 

New  London  

Norwalk  

Putnam 

Storrs  

VVaterbury 


Day  of  month 


Coast 

....do 

Kennebec  . 
....do 


do 

do 

St.  John 

Kennebec 

Androscoggin 

Kennebec 

fenobscot   

....do 

Saco  

Penobscot  .... 

Coast 

St.  John 

Penobscot  

Androscoggin 

Kennebec 

Kennebec 

St.  Croix 


Androscoggin . 

Xlerrimac 

Coast 

Merrimac 

Ccmuecticut  . . . 

....do 

....do 

Merrimac 


.do. 


Connecticut . 


Connecticut.  . 

...do 

Champlain  . . . 
Connecticut. . 


Champlain 

...do 

St.  Lawrence  . 
Champlain 


Connecticut. 

Coast 

....do 

Connecticut . 
Merrimac  . . . 

....do 

Coast 

Hou=atonic.. 

Coast 

....do 

Merriiiuic  . . . 

...do 

Charks 

Connecticut. 
MLirimac  . . . 
Connecticut  , 

Coast 

....do 

Merrimac  .  .. 
Coast 

...do 

Connecticut . 
Housa  tonic. 

Coast 

....do 

....do 

Tliamos 

Connecticut . 

Coast 

Connecticut . 

Hudson 

Connecticut . 
Blackstone  . . 


Coast . . . . 
....do... 
....do... 


Coast 

...do 

Housatonic. 
Connecticut . 

....do 

Coast 

....do 

....do 

Quinebaug  . . 
Willimantic. 
Coast 


10  I  n  j  12  j  13      1-1  I  15  j  16      17  I  18      19  I  20  I 


■.28 

.:.; 

* 

.2.1 

.fM 

.09 

■r 

.4H 

.2! 

T. 

.20 

.  12 

.()(> 

.07 

.I.") 

.04 

.14 

.29 

.12 

.Ofi 

.14 

.12 

.09 

.1? 

Ah 

.IS 

.12 

.28 

.24 

.1:J 

.18 

.20 

.n 

,81 

88 

r. 

T 

.in 

1.S 

.08 

■r. 

.ly 
.4y 

.05 
.35 

.-isl 

.10 
.07    .07 


23     24     25 


'1 

.... 

.e;  T. 

.07!.... 

.08 
.11 

.'03 

.10 

.21 

T. 

.2.r 

.14 

.1ft 

T. 

.  12 

.0: 

;8(1 

.01 

.01 

.03 

r. 

.08 

.ifi 

.02 

.01 

.14 

'1'. 

.07 

1'. 

.1( 

.o;i 

.()>: 

.01 

.17 

T. 

.12 

T. 

.11 
.43 

.12 

.  13 

T. 

.If 

.H 

.36 

,70 

.47 

.If 

•V 

.1ft 

^^f 

isi 

.74 

.46 

.7,5 

,,ftft 

89 

■r. 

.36 

.79 

'.55 

.16 

tV 

.■-14 

,2? 

.ftl 

.12 

.48 

.47 

.40 

T. 

.'ift 

f.' 

.21 

.4fl 

.86 

.4(1 

.1ft 

.46 

1.96 
2.61 
2.22 
2.17 
1.55 
2.29 
1.78 
2. 22 
1.90 


1.76 
2.80 
2.64 
2.48 


1.13 
2.62 
1.65 

1.45 
1.74 
2. 09 
1.47 
1.58 


3.72 
1.82 
2.43 


2.  ,50 

3.  26 
3.26 


2.62 
2.36 
2.56 
2.99 
3.46 
2.97 
2.90 
3.41 


2.99 
2.94 
2.82 
2.28 
2.46 
2.48 


2.17 
2.50 
2.90 
3.23 


3.38 

2. 89 
2.64 


1.09 

2,  .50 
2.55 


See  page  10  for  explanation  of  reference 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February.  1935 


Daily  Temperatures  for  February.  1935 


9   10   11  I  12   13   14   15   16   17   18   19  20  21  I  22  23  24   25  26  27  28  I  29  I  30  I  3 


Bar  Harbor 1  SZ^^ 

cot^n-f  j  Maximum. 

Eastport  j  Miujmunj 

„     „      .,.  Maximum . 

*^'"°"^'"*^   I  Miuimum.. 

I^o""on    !  Mfifi'mum . '. 

I-ewiston  l^lfStr: 

M"U"ocket \^Z^:. 

rvi  j» ,  i  Jlaxinuim  . 

O'^i'o"'"   i  Minimum.. 

PorthiMd  iMfuimum.". 

R">^ford  iMhfimum.: 

Winslow   j  Maximum. 


New  Hampshire 
P     ,.     I,  j  Maximum. 

Bs''"'  I' (Minimum.. 

r.„  ,,>^,.^  i  Maximum  . 

Cowcord i  Minimum.. 

D"'-l'am iMhfimumV. 

,.  _  S  Maximum  . 

l^eeno iMiiiimum.. 

PiHsburg ISirm': 

P'l'"^^""' ISium.; 


\'ennont 

Burlii.gton j  Mhfimum . 

Newport  !  mnimumV 

Northfiekl JMnfiZm. 

p,,f,   ,, ,  S  Maximum  . 

^""'^"*^    !  Minimum-. 

S^  Albans USr; 

St-JoUn.bury  U[^^=: 

W°°dstock  iMhfimur.- 

Massachusdh 

Amherst !  Mii^mum.: 

H„  tn,,  Maximum  . 

^o»'0" i  Minimum., 

«^"'"f°" \m^mZ: 

Concord 1  Mfnimum.: 

East  Warehamr j  Jlf.f/Zm.: 

Fall  River 1  Mhdmum  ' 

^"chburg !S;ir; 

Lawrence !  S^S=: 

Nantucket |  SZ" : 

^^o.^.um,e  \i!^Z^.: 

^Vi'>ian>stown )  ^l^^^^^ 

Worcester !  jji'  ximum . 

I  Munmum.. 


Jihude  Island 

Block  Island !  Mfnimum.: 

l^'"'S«t°» IjlfnimuT.'. 

•--vidence j  SJfSS^: 

Conuectictd 
«-amHill \^^>Z^:. 

"-'f-*^ \^SZ^:. 

New  Haven !  Mfnimum' 

New  London !  jlfn^ri 

Nor^valk I  J}f,f/™„"™. : 

Putnam Maximum. 

(Minimum.. 


2.5J  23 


23|  40 


3G  37 

241  26 
351  42 


Seepage  n  for  explanation  of  reference  marks. 


W.  B.  Bo3ton-4-23-35-n50. 


N  N  Gr 
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NEW    EN&LAND    SECTION 


G.  H.  NOTES 


Vol.  XLVII. 


Boston,  Mass.,  MARCH,  1935 


No.  3. 


GENERAL  SUMMAKY 

In  all  parts  of  New  England  less  rain  or  snow  occurred  than 
is  usual  during  the  opening  spring  month,  but  significant  winter 
characteristics  continued  until  well  on  in  the  month,  and  it  was 
not  until  the  second  decade  that  snow  finally  disappeared  on 
northern  slopes  and  sheltered  spots  in  central  and  southern  parts 
of  the  region.  In  Maine  it  was  a  colder  March  than  average; 
and  snow  and  ice  continued  to  predominate  throughout  the 
month  over  central  and  northern  portions  of  Maine  and  New 
Hampshire.  There  have  been  but  four  drier  Marches  in  New 
England  since  records  were  first  averaged  in  1888,  and  but  12 
which  were  warmer.  The  warmth  was  far  below  the  outstand- 
ing warm  March  of  1 903  when  the  average  temperature  for  New 
England  was  40.8°.  "With  marked  regularity  throughout  the 
month  there  were  periods  of  two  or  more  days  when  temperatures 
were  above  normal,  although  there  were  no  very  warm  days  ap- 
proaching the  high  record.  Severe  storms  with  blustery  high 
winds,  rain  and  snow,  were  conspicuously  absent.  On  the  29th 
there  were  general  reports  of  atmospheric  dust  which  no  doubt 
originated  in  the  drought  area  to  the  westward  of  the  INIississip- 
pi.  General  indications  of  spring's  progress  were  approximate- 
ly normal,  or  a  little  in  advance,  at  the  close  of  the  month. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
97  records,  was  33.5°,  which  is  1.3°  above  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  42.0°  at  Paw- 
tucket,  R.  I.;  the  lowest  was  19.8°  at  Ripogenus  Dam,  Me. 
The  highest  recorded  was  76°  at  Waterbury,  Conn.,  on  the  16th  ; 
the  lowest  was  -22°  at  Bloomfield,  Vt.,  on  the  1st.  The  great- 
est monthly  range  was  84°  at  Pittsburg,  N.  H.;  the  least  was 
34°  at  Block  Island,  R.I.  The  greatest  daily  range  was  76°  on 
the  17th,  at  Ripogenus  Dam,  Me. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
179  records,  was  1.82  inches,  which  is  1.46  inches  below  the 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  3.29  inches  at  Lake  Konomoc,  Conn. ;  the  least  was 
0.8"2  inch  at  Brattleboro,  Vt.  The  greatest  amount  in  24  hours 
was  1.48  inches  at  Bridgeport ,,CQn«^.,  on  the  28th.  The  av- 
erage number  of  days  with  .01  "inch  or  more  of  precipitation 
wa.q  10,  which  is  the  mean  for  the  past  48  years.  The  average 
snowfall  for  northern  New  England,  based  on  75  records,  was 
7.7  inches;  for  southern  New  England,  based  on  64  records, 
was  4.0  inches;  for  the  Section,  based  on  139  records,  was  6.0 
inches,  which  is  5.0  inches  below  the  mean  for  the  past  48  years. 

WIND,  SUNSHINE,  CLOUDINESS,  and  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  112  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
10  stations,  was  13.0  miles  per  hour,  which  is  0.4  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  9  stations,  averaged  58 
percent  of  the  possible  amount,  which  is  6  percent  above  the 
mean. 

The  cloudiness  was  near  the  mean.  The  average  for  the 
Section,  ba^ed  on  121  records,  was  13  clear,  7  partly  cloudy, 
and  11  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  8  a.m.,  and  8 
p.m.,  observations  at  9  stations,  was  76  percent,  which  is  1  per- 
cent below  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

^wroras.— 14th,  25-27th. 

Halos,  /(i;(r;r.— ll-12th,  15-23d. 

Halos,  solar.— l-2d,  4th,  6-7th,  9-llth,  15th,  17th,  19th, 2Bd, 
25th,  28th,  31st. 

Hail.  —  (dates  and  general  location) — None. 

27iundersiorr?iS— 13-1 4th,  23-25th. 

Fog,  dense. —A-eth,  10-13th,  19-24th,  29th. 

Frosts  — None  recorded. 

Sleet. —  (dates  and  general  location) —  1st,  northwestern 
Maine;  2d,  northern  New  Hampshire;  4th,  widely  scattered, 
Massachusetts,  New  Hampshire,  Vermont,  and  southern  Maine; 
5th,  widely  scattered,  Maine  and  New  Hampshire;  6t!i,  scatter- 
ed Maine;  7th,  extreme  southern  Connecticut;  J 0th,  Massachu- 
setts, except  southeastern;  12th,  13th,  widely  scattered,  south- 
ern New  England;  14th,  extreme  northern  Vermont;  21st, 
Massachusetts  and  western  Connecticut,  and  scattered,  southern 
Maine  and  New  Hampshire;  23d,  northern  New  Hamp.'-hire  and 
Vermont,  southwestern  Maine,  central  Massachusetts;  24th, 
northeastern  Vermont;  28th,  New  Hampshire,  central  and 
southern  Vermont,  central  Massachusetts;  29th,  30th,  widely 
scattered.  New  Hampshire,  Vermont,  western  Massachusetts, 
and  Connecticut.  

COMPARATIVE    DATA    FOR    NEW  ENGLAND. 


932---- 

934.... 
935  •• 


Temperature 


-3.3 
+  3.3 
-I-  0.3 
-0.6 
-  2.5 
-2.5 
+  2.1 
-2.0 


-  1.0 
+  5.5 
-2.6 
-2.2 
+  4.8 

-  0.2 

-  1.5 
-7.1 

-  0.9 
-0.7 
+  3.3 
+  0.6 
+  7.5 
+  1.3 
-5.8 
+  0.1 


+  3.1 

+  0.2 
+  2.5 


+  2.31 
—  0.  S2 
+  3.00 


-  0.51 
+  0.08 

-  1.8J 
+  0.36 
+  2.25 
+  1.78 
+  0.  83 

-  3.07 

-  0,45 
+  0.  43 

-  1.23 
+  1.37 
+  0.50 

-  0.12 
+  1.15 

-  0.30 

+  1.'24 

-  0.  60 

-  1.79 


0.  13 
0.8J 
0.56 

1151 
0.29 
1.46 


9.71 
5.46 
10.31 
7.97 


00     11.1      10     12 


Number  of  days 


S'S 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Maech,  1985 


Climatolog'ical   Data  for  March.  1985 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Moxnt 
Aziscobos  Damtt,- 

BangorS 

Bar  Harbor  (near ) 
Brassua  DamJt  — 

Dauforth 

Eastport 

Kast  VVinthrop 

Ellswortli  

Eustis  

Farmiiigton 

Ft.Fairlield  (near) 

Fort  Kent 

Gardiiu'i- 

Greenville. ...•• 
Hirani« 


Jaekniiui 

Lewistoii  ■  ■  •• 

Lincohi 

Machias 

MadisonS  — 
Middlediiii\.. 
Millinoclang 
Mi 


Mooseheuil 

North  >iridgton.... 

Oldtown 

Oroiio. 

Portland 

Presuue  Isle 

KipogeniisDaiuUS 

Rumford 

The  Forks 

Upper  Dam 

West  Rockport 

Winslowtt§ 

Woodlands 

For  State     •  •  •  ■ 
A'eiu  Hdinpshire 

Berlin    

Bethlehem     ....... 

Concord    

DixviUe  Notch  .... 

Durham    

Errol§    

Fitzwilliam* 

Franklin 

Gleucliff   

Hanii.um---- 

H.Ul()..Tg      

Ke.Mnjaipan  §   .... 

Lakei.ort 

Lincoln...    ........ 

Mauflii-^l.T 

Milan 

Nashua  g  .......... 

New  Durhanitl-... 

Newport  

PinkhamNotchU-. 

Pittshurg 

Plymouth 

WestStewartstowi 
Wolfboro  Falls  •• 
York  Pond    

For  State      ■■■ 


Oxford 

Penobscot . . . 

Hancock 

Somerset 

Washington  . 
Washington  ■ 
Kennebec  .  ■  ■ 

Hancock 

Franklin 

Franklin 

Aroostook  .. . 
Aroostook  . . . 

Kennebec 

Piscataquis  .• 
Cumberland- 
Aroostook  ■  •  • 
Somerset  — 
Androscoggin 
Penobscot .  • . 
Wasliington  . 
Somerset  ■■.•■ 

Oxford.. 

Penobscot .  •  • 
I'iscataquis..  ■ 
Somerset  ■  •  ■  ■ 
Cumberland. 
Penobscot  ••• 
Penobscot ..  ■ 
Cumberland. 
Aroostook  .. . 
Pisciitaquis... 

Oxford 

Somerset 

Oxford 

Knox 

Kennebec... 
Wasliington  . 


>ick. 


Coos . . . 
Grafton 
Merrim 
Coos . . . 
Stratford  ... 

Coos 

Cheshire... 
Merrimack. 
Grafton  ... 
Kdckiiiglian 


Mt-  Washingtou 

Vermmit 
Bellows  Falls-... 

Bennington 

BloomlieldtJ 

BrattleboroS 

Burlinglnii 

Cavendish 

Chelsea    

CornwitllJI 

EastBaniet 

East  Kyegate  — 
Enosburg  Falls- • 

Gilman 

MaysMilin 

Newfane 

Newport 

Northtield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbu^y.•■- 
Sea^gburgMt 

Sear.sburg  Sta.Jt. 

SomersetJt 

So.  Londonderry. 

Vernontt§ 

West  Burke 


Windham  .. 
Bennington 

Essex 

Windham  ■• 
Chittenden.. 
Windsor.... 

Orange 

Addison  .... 
Caledonia  . . 
Caledonia  .. 
Franklin.... 

Essex 

Windham... 
Windham... 

Orleans 

Washington- 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin..  .. 
Caledonia. . . 
Bennington 
B'nnington 
Windham... 
Windham  .. 
Windham... 
Caledonia. .. 


1,200 

171 

1.190 


1,050 

514 

1,500 


—  1.3 

+  'i.'6' 


+  0,6 
-0.2 
+  3.1 
+  1.6 


+  0.3 


+  4.4 
+  '2.' 6' 


+  2.2 
+  0.1 
+  0.4 
+  0.5 
+  1.1 

+  lis 


—0.41 
-0.75 
-2.  60 


-0.5b 
-1.91 
-0  94 


-2.25 
-2. 32 
-1.  .55 


-1.66 
- 1.  26 
—0.76 


Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 
Mrs.  Clara  Hun 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I-  Hatch 
State  Normal  Scnool 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co- 
Bangor  Hyilro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Win  Meld  Heath 
SturgisP  Durgin 
C.  L.  Chadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  (;o. 
Charles  A.  Mixer 
SturgisF.  Durgiii 
Union  Water  Power  Co. 
Orville  Brown 
Hollingsworth  &  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenu 
George  H.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 
Union  Water  Powei 
Walter  E.  Bolles 
F.J-Southmayd 
State  Sanatorium 
Frank  E.  Leavilt 
Dartmouth  College 
Robert  P.  Hay  ward 
Harry  W.  Daiiiell 
Edwai-d  A.  Carr 
Anioskeag  Mfg.  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Works 
E.  K.  To  bey 
H.P.Shepard 
J.B.Dodge 

Conn.  \'alley  Lumber  Co. 
Mrs.  Hadie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  FisherieB 


•Co. 


B.F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S.Corp. 
Charles  K.Durkeettt 
Sarah  E.  Lane 
N.  E.  Power  Co. 
J.  F.Devins  t1f 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttf 
F.  J.  Aokerman  ttt 
C.  W.  Richmond 
U.  S.  Weather  Bureau 
N.  E.Power  Co. 
E.  E.  Ordway 
George  H.  Rosa 
R.  C.  McWilliams 
Fairbanks  Museum 


L.  L.  Li^onard 
H.  E.  Sparks  t1t 
N.  E.  Power  Co. 
Gilman  W,  Ford  ttt 


See  page  16  for  explanation  of  reference  marks. 
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Climatolosrical 

Data  for  March 

1935 

Counties 

1 

1 

1          Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No-  of  days 

£'2 

stations 

5  ~ 

1 

i 

ll 

$1 

1 

2 

1 

5 

1 
0 

Greatest    dally 

range 
T.ength  of  rec- 
ord, years 

Tntal 

CD 

11 

1 
0 

1 

0 

Observers 

VermoiU  Cont'd 
West  Hartford.  ... 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

490 
l.J.SO 

H70 
1.640 

7110 

0 
5 
0 
6 

0 
44 

1 

6 
22 
13 
16 
15 
68 

10 
100 
50 
50 
118 
40 
42 
2:i 
17 

58 
48 
6 
31 

38 

60 
14 
30 
21 
15 
48 
16 
41 
16 
39 
29 
6 
15 
43 
25 

84 
80 
51 
110 
■,■6 
50 
10 
21 
6 
62 
22 
64 
22 
20 
23 
23 
35 

49 
48 
49 
34 
22 
24 
37 
8S 
39 
15 
8 
61 
40 
17 
56 
30 
46 

75 
43 
79 

58 
47 
35 
04 

25 
12 
42 
17 

1.27 
1.45 
2.  52 
1.24 
2.42 
1.90 
1.63 

2.  62 
1.48 
1.74 
1.41 
1.52 
2.00 

i.'iig' 

1.28 
1.63 
1.81 
1.54 
2.35 
1.34 
1.94 
2.04 
1.86 
1.90 

"\.ri 

1.78 
1.76 
1.65 
2.56 
1.58 
2.33 

■-i.'32 

-i.os 
-2.02 

-1.23 
-1.21 

'-2,' 06 
—2.  33 
-2.  65 
-2.05 
-2,00 

'-i.'2i' 
-2.21 

-2.36 
-2.  20 
-1.98 

-i.'si 

-2.  13 
-1  91 
-1.46 
-2.  23 

■-i,"6(V 

-2.13 
-1.  46 
-2.18 
-0.88 
-2.05 

0.40 
0.44 
0.84 
0.18 
0.68 
0.48 
0.84 

0.86 
0,81 
0.96 
0.66 
0.80 
0.87 

'6.' 74' 

0.45 
0,84 
0.87 
0.95 
1.10 
0,53 
0.90 
0.75 
0.92 
0.97 

■6.'75' 
0.84 
0.69 
0.80 
0.88 
0.86 
0.68 

1.0 
4.3 
4.5 
1.0 
4.0 
4,5 
4.6 

3.0 
4,0 
2,5 
3.1 

4^5 

'"■l.h 
2.5 
1.5 

■r, 

5.5 
2.8 

"h'.b 
2.5 
3.5 
4.0 

7,0 
2,5 

6 
11 
12 

8 
10 

9 
11 

12 

8 

6 
11 
10 

ii' 
11 

8 

9 

7 
8 

8 
10 

12 
9 

7 
9 
12 

11 

9 

1, 

sw. 
nw. 

nw. 
se. 

Eva  K,  Doubleday 
R.  R.  Wilmotttt 

WiiitinKham 

7 

12 
9 
11 

13 

iu' 

8 

H 
9 
7 

10 
9 

6 
6 

■7 
15 

13 

12 
12 
U 

12 

14 

8 

E,  T.  Sutton  1 1 1 

Wilder    ....   ... 

Olcott  Falls  Co 

Woodstocli 

31.  0 
29.8 

35.  S 
35.8 

+   1.7 
+  1.2 

'  +  '2.  i 

58 
70 

66 
68 

70 

17 
16 

ir, 

16 

-11 
-22 

6 

7 

1 

9 

1 

42 
67 

44 
37 

William  S.  Eaton 

Massnchuietts 

Berkshire  ..... 
ihvnipshire  .... 

Middlesex 

Norfolk  

750 
■217 
■ill 
640 
124 
540 
110 
fiOO 
1,360 
124 

139 

18 

970 

190 

50 

4U2 

172 

240 

1,110 

15 

165 

325 

950 

50 

1.650 

70 

90 

800 

i.oao 
ao 

30 

820 

148 

57 

640 

85 

190 

53 

97  ■ 

275 

;i30 

17 

63 

350 

1.400 

65 

1.700 

920 

1, 0:17 

1,650 

no 

1.050 

40 

25 
400 
720 
160 
199 
555 
850 

20 

20 

f^ 
450 
210 

222 
900 
711 
960 

625 

6 
51 
0 
51 
66 
0 
42 
0 
0 
51 
31 
49 
10 
0 
49 
0 
51 
51 
0 
0 
6 
0 
0 
0 
36 
0 
0 
0 
6 
0 
27 

0 
42 
51 

0 
51 

0 

0 

0 

0 

0 
49 
50 

0 

0 

0 

0 

49 

49 
34 

6 

0 

0 
25 

0 

6 
22 
52 
33 

0 
10 

7 

0 
37 

0 
43 

N.  E.  Power  Co. 
Mass.  Agr.  College 
Met.  Water  Works 

AmherstS 

AshlaudU   

BlueHiUm 

36.7 

38.4 

+  3.0 

+  2.  8 

16 

16 

1 

36 

Blue  Hill  Ob.servatory 
IJ.  S.  Weather  Bureau 
Mrs,  Loring  11.  Reed 
City  Engineer 

Boylstou 

Wom->lor 

Plymouth 

Hampden 

Hampshire 

BrocktouS   

Chesterfield* 

'40,'7 
3ii  2 

oi;.  4 

.iT.  .S 

■  +  '4.'7" 

+  1.8 
+  2.0 

72" 
62 
72 
65 

15 
17 
16 

Hoyt  E.  Dodge 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
David  A  Hunter 

Chestnut  Hill§.... 

7 

-  3 

-  2 

8 

1 
1 

1 

44 
37 
41 
33 

11 
16 
9 
12 

0 
10 
11 
11 

20 
6 
11 

8 

s"w. 

Worcester 

Middlesex 

Plymouth 

Berkshire 

Bristol 

EastWarehani  ... 
KgremontU*- 

Fall  River  • 

3'J.O 

39.0 
40.2 

+  2.0 

65 

6 

14 

1 

29 

10 

8 

13 

Richard  C.  Brighain 
Wilfred  Wheeler 

Falmouthlt* 

Barnstal)le 

Worcester 

Middlesex 

Norfolk  

Worcester 

Kssex 

Franklin  ........ 

Middlesex 

Worcester 

FitchburgS 

+  5.0 
+  4.4 

68 
71 

16 
16 

8 

} 

37 
40 

9 

11 

U 

nw. 

Herbert  B.  Allen 
Met.  Water  Works 

Franklin*....:  .... 

■•9 

"\1 

'5 

'sw." 

Fred  A.  Darling 
William  H    Dunn 

Gardner* 

Gloucester!     

Greentield 

35.8 

62 

16 

9 

1 

29 

Ralph  M.  Barker 
T.  H.  Ward 

Groton* — 

Hardwiek* 

'■m.'i 

■+''i'6' 

'76' 

"16' 

"'\ 

"\2 

io' 

•■9- 

Wm.  P.  Wharton 
Fred  W.  Emmons 

HaverhillS 

Heath* 

1 

36 

City  Engineer 
C.  il.  Varney 
S.  A.  Agnew 
A.  W. Ladd 

Franklin 

Plymouth 

Hampden  

Herksliiro  

Wonvsler 

BarnsMble 

Kssex 

Worcester 

Middlesex 

Kssex  

Worcester 

Middle^ex...... 

Bristol 

Holyoke 

1.66 
2.40 
1.85 
2.13 
1.81 
2.  42 
2.  50 
1.69 
1.67 
1.611 
1.52 
1.96 
1.65 
1.11 
1.8-' 
2.71 
2.11 
1.74 
2.31 
1.81 
2.39 
2.23 
1.79 
1.86 
2.08 
2.  35 
1.81 
1.59 
1.90 
2.38 
2.03 
1,80 
1.97 
2.  2-2 
1..59 
1.85 
1.52 
1.60 
1.75 
2.01 
1.73 
2.61 
2. 52 
2.03 
2.09 
1.92 

2.4-t 
2.31 
1.  .59 
1.60 
1.68 

2.25 
1.91 
2,93 
2.16 

-2.29 

■-i.'35' 
-2. 17 
-1.73 
-1.67 
-1.47 
-2.13 

-1^84 
-2,37 
-2.  09 

-2.'66 

— i.oi 

-2.  04 
-2.  39 
—0.93 
-1.69 
-1.25 
—0.77 
-1.70 
-1.72 
-2.32 
-1.10 
-1.79 
-1.72 
-0.80 
-1.17 
-1.!I3 
-1.78 
-1.83 
—  1.11 

-2,' 32' 
-1.7(i 
-0.  79 
-2.17 
-1.65 
-2.81 

-6.'52' 
—1.40 
-1.61 
-1.05 

-1.39 
-2.47 
-2,  .53 

-2^42 

-1,26 
-1.2'l 
-1.14 
-1.07 

0.85 
0.72 
0.86 
0.63 
0.88 
0.95 
1.11 
0.85 
0.90 
0.84 
0.56 
1.02 
0.90 
0,45 
0,96 
1,03 
1,04 
0.94 
0.70 
0.83 
0.61 
0.85 
0.65 
0.67 
0.88 
0,93 
0,70 
0.85 
0.76 
1.15 
0.97 
0.91 
11.  86 
0.73 
0.C6 
0.98 
0.66 
0.43 

oisn 

0.94 
1.13 
0.86 
0.84 
0.45 
1,85 

0,96 
0,85 
0,97 
0,  95 
0.97 

0.95 
0.88 
1,48 
0.96 

3.7 
3.5 
6.0 

T. 

■  's.'s' 

2.2 
2.8 
5.2 
3.8 
T. 

'■i.% 
1.2 
2,5 
T. 
0,8 

■7.'5' 

'l.b 
9.0 

'i.s' 

5.0 
'1'. 

2  0 
T. 

'3,6 
4.S 
4,5 
.5.5 
2,2 

'i,'o 

4.1 

1.4 

■5.'4 

5.8 

■i.% 

1,5 

0^8 
0.6 
0,8 

'5.' 6 

13 

9 

7 
10 

9 
10 
10 

7 

6 
6 
9 

9 

7 
8 

7 
11 

9 

9 
6 

i2' 

9 
11 

9 
10 
14 
111 

5 

9 

6 

7 

15 
14 

9 

11 

7 
5 
8 

10 

Hoosac  Tunnel .-  . 
Hubbardstou* 

34.4 

37.' 8' 

■+'i.'2' 

65 
■■55" 

16 
"221 

2 
...... 

.1.. 

44 

•27  ■ 

10 

12 

9 

w. 

N.  E.  Power  Co. 
Mildred  Wheeler 

Hyannis 

10 

4 

17 

nw. 

State  Teacher's  College 

Jefferson 

Lake  CochituaicttS 
Lawrencei 

■37.' 6 
36.6 

■  +  '2."5 
+  2.4 

"73" 
70 

'16 
16 

—  9 

-  5 

"i" 

■4(5' 
38 

'ii' 

'io' 

io' 

nw. 

E.  P.  Mitchell 
Met.  Water  Works 
Essex  Company 
W.  H.  Hosiner 

Lowells  

36.4 

37.8 
40.6 

+  1.6 

64 

16 

-  6 

1 

39 

Mansfield*. 

A.  Buck 

Middleboro* 

I'lymouth 

ICssex  

Middleton  

1^' 

17 

9 

9 

William  R   lloelzel 

Milford* 

Worcester  — 

Worcester 

Nantucket 

Bri.stol 

Worcester 

Berkshire  

Plymo>itli 

Berkshire  

Worcester 

Berkshire  

Hampsliire 

Plymontli 

Worcester 

Barnstable 

Kssex    

Franklin  

Worcester  ..... 

Middlesex 

Hampden   

Worcester 

Berkshire 

Kssex    

iMilford   Water  Co 

Millbnry 

13 
12 
13 

sw. 

nw. 

N,  E.  Power  Co. 

Nantucket  

New  Bedford 

Northbridge* 

Otis* 

Petersham 

+  2.3 

+  4.4 

54 
59 

20 

24 
21 

1 
1 

18 
21 

U.  S.  Weather  Bureau 
City  Engineer 
W.  E.  Burnap 
R.  J.  Langdon 
Charles  C  Rogers 
Mary  H.  Wood 
Met.  Water  Works 

33.2 

+  1.5 

63 

17 

5 

9 

47 

12 

ie' 

2 
"1 

17 
8 

sw. 

nw. 

nw. 

L.  B.  Cummings 
Anna  M,  Tirrell 

Plainfield* 

40.4 

+  4.8 

66 

16 

15 

It 

32 

Miss  L.  B.  Kuapp 

Provincetown 

Rockport 

Shelburne  Falls  .. 
Southbridge* 

39.2 
37.4 
35.2 

+  8.7 
+  1.6 

61 

68 

6t 
16 
16 

20 
12 
0 

1 

27 
35 
43 

11 

19 
10 

13 
3 

7 
9 
13 

Irving  H.  McNayr 
U.  S.  C,  G.  Station 
N,  E,  Power  Co. 
G.  H.  Abbott 

Spot  Pond  

Met.  Water  Works 

Springfield 

Sterling 

40.4 

33.' 6 
3^6 
38.6 
36.2 

+  5.0 

+  i.'2 
+  3.4 
+  2.0 

72 

'62" 
6.5 
67 
66 

16 
16 
16 
16 

10 
...... 

8 

1 

—  1 

1 

1 
1 

1 

38 

37 
33 
36 
40 

12 

8 

11 

nw. 

U.  S.  Armory 
Met.  Water  Works 

Stockbridge 

Swampscott 

12 
15 
13 
9 

6 

6 

10 

13 
10 

16 

nw. 
nw. 

Nesbit  H.  Bangs 
Weston  K.  Lewis 
E.  L.  Red  fern 
Turners  Falls  P.  &  E .  Co. 
Edna  G.  Tyler 

Turners  Falls 

Ware  • 

Frankli-.    

Hami-^iiire 

Worc-siiT 

Hampden  

Middlesex 

Worce'^ler 

Berkshire  

Worcester 

Worcester 

Webster* 

38.8 
33.6 

70 
72 

161 
16 

16 

7 
5 

"2 

1 
..... 

40 
41 

.3.3' 

17 
14 

7 
5 

7 
12 

nw. 

State  Sanatorium 
Weston  College 
Met  Water  Works 

Weston§ 

West  Rutland 

Williamstow.iS.... 
Winchendon* 

34.4 

+  2.9 

63 

8 

9 

14 

w. 

Williams  College 
John  Gregory 
Clifford  L.  Davis 

Worcester(a)§ 

36.0 
37.4 

38.7 
39.6 
42.0 
40.4 
40.2 

+  1.9 
+  2.5 

+  3.3 

+  4.5 
+  36 

+  4.7 

69 
73 

65 
70 

72 

16 
16 

22 
6 
16 

16 

10 
-  9 

22 
4 
13 

4 

9 

1 
I 

1 

41 
47 

20 
36 
34 
37 
37 

12 
12 

9 
12 
19 
13 
13 

7 
8 

9 

2 
0 

5 

12 
11 

13 

17 

11 
13 

uw, 
nw. 

sw. 
sw. 

nw. 

Rhode  Mand 

Klock  Island 

Kingston  

Pawtuoket§ 

Providence 

Newport . 

Washington    ... 
Providence     ... 
Providence   .... 

26 
100 

97 
160 

65 
46 
43 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Lnsan 
U.  S.  Weather  Bureau 

Comiedicid 
Baltic 

New  Lend'. '1  ... 

Litchfield 

Fairfield 

Hartford 

140 

'"   144 

262 

0 
35 

The  Baltic  Mills  Co. 

Barkhamsit-ad  .... 

71 

RridgeportS........ 

Bnrlington 

39.5 

+   1.7 

16 

5 

1 

43 

11 

13 

7 

sw. 

Bridgeport  Hydraulic 

See  page  16  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March,  1935 


Olimatologrical  Data   for  March,  1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  HillU 

East  Hartland  — 

Falls  Vinage§ 

Hartford 

Lake  KonomoctJ-' 

Nepaag 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  .  ■  ■  ■ 

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Hartland 

For  State..   •• 


New  London- 
Hartford  •  ■  • 
Litchfield  ••• 

Hartford 

Litchfield  ... 

Hartford 

New  London. 
Litchfield  ... 
New  Haven  . 
NewLondon. 

Fairfield 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Hartford  — 


1.300 

1, 2-20 

585 


S .  p.  Willard 

Edwin  R.  Wilder 

C.L.Gold 

D.  N,  Gaines 

I.N.  Hanson 

U.  S.  Weather  Bureau 

New  London  Waterworks 

Water  Bureau,  Hartford 

TJ.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pages  14.  15,  and  16. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  idr  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  .State  means.  Reference  letters,  ».  b,  c,  appearing  in  the  table  indicate  number  of  days  missing;  fore.\ample,  >>  represents  two  days,  etc. 

+   Also  on  otlier  dates.  §  Thermometers  not  supplied  by  Weather  Bureau.    ttlObserver  for  New  England  Power  Co.  T.  Precipitation  is  le»s  than  0.01  inch  rain  or  melted  snow. 

XX  Post-office  addresses  of  the.se  stations  are  as  follows:  Maine— Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
.Millinocket;  Winslow,  Waterville;-Xew  Hampshire— Arlington  Mills,  Salem  Center;  New  Dnrliam,  Alton;  Pinkham  Notch,  Gorham;-Vermont— Bloomfield,  North  Strat- 
ford, N.  H. ;  Cornwall,  Middlaljiiry;  Vlays  Mills,  Colrain,  Mass.;  Searsbiirg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  —Massachusetts— 
Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;— Connecticut-Cream  Hill,  West  Cornwall; 
Lake  Konomoc,  New  I^ondon. 

•  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  17. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
of  observations.  ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight.  *»  Precipitation  measured  in  the  morning:  amount 
recorded  is  for  the  preceding  24  hours.  •  Precipitation  included  in  that  of   next  measurement.  T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken  in  the  i 


Explanation  of  Reference  Marks  Used  on  Page  18. 
cimum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESKURE,  WIND,  HUMIDITY,  ANDSt'NSHlNK 


Atmospheric 

Pressnr 

lielative 

<  reduced  to  sea  level 

) 

Humidity 

StHttnnn 

h 

1 

B 

i- 

i 

1 

^ 

1 

. 

l-s 

■p 

.2 
1 

. 

a 

§ 
'^ 

S 

11 

O 

►J 

W 

■<  > 

A> 

o 

^-^ 

m 

s 

ca 

i» 

30.03 

30.70 

9 

29.35 

12 

15.7 

49 

22 

61 

47 

.55 

61 

Block  Island  ... 

30  04 

30.70 

29.39 

13 

16  6 

46 

17 

78 

73 

80 

52 

Blue  Hill 

30  66 

g 

29  34 

12 

61 

s. 

67 

44 

59 

54 

Burlington 

30.04 

30.77 

9 

29  .38 

12 

11.6 

43 

23 

60 

54 

29  95 

30  03 

30 
39 

nw. 

65 

30.fi4 

29.31 

13 

15.6 

Vi 

66 

77 

New  Haven 

30  07 

30.  74 

9 

29.46 

12 

9.1 

34 

24 

70 

55 

62 

,50 

Northfield 

30  OJ 

30.77 

9 

29.  37 

12 

9  0 

32 

sw. 

17 

V4 

54 

69 

55 

30  69 

29  35 

12 

9    i 

35 
43 

3 

57 

Providence 

30.04 

30.70 

9 

29.  42 

12 

12.7 

nw. 

17 

62 

44 

57 

63 

';i^^»e88M!»iM^: 


March,  1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 
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Daily   Precipitation 

for 

March 

,    1935 

Drainage  basin 

Day  of  month 

3 

Stations 

I  1     2  \    3 

4  1     5  1     6       7       8 

9 

10  1  11 

12  1  13  1  14 

15 

16 

^ 

18 

19     20 

21 

22 

23 

24 

25 

26 

27 

28 

29     30 

31 

S 

Maine 
Eastport*'*  

Coast 

....do 

T. 

T. 
■.'05 

.ia 

T. 

....1  .05    .03'.... 

T 

.06.... 
T. 

.061  .20 
.01.  .31 

.  17      07 

T. 

■.'65 

■.'61 
T. 

.01 

t. 

'.'oe 

■f.' 

T. 
't'.' 

'.'64 

.08 

.15:  .05 
.  13  . . . . 

....    T. 

. .  , .    T. 

06 

T.     T. 

....    .0;; 

....|  .05 

.  o;i .... 

't'.' 

■v.' 

T. 

'.'oi 
'1- 

T. 

.04 
T. 

.10 

.03 

.08 

'!62 
.01 

T. 

'.'22 
't'.' 

'.'i3 

t.' 

.19 

'.'62 
.34 

.43 
.25 
.25 
.20 
.03 
.19 
.  IK 
.25 
.1!) 

'.'66 
.32 
.02 
.05 

'.'io 
.12 

.37 

'.'68 

'.'26 

.10 
.25 

.'io 

T. 

.28 
.20 
.01 

.oe 

.25 
.12 
.05 
.04 
.02 
.15 

'.is 

.40 
.26 

■.'6i 
■f.' 

T. 
.32 

'.'io 

'.'21 

'.'i9 

.52 
'.'46 

'.'i6 
.'35 

'.'36 
.45 

■'60 
.63 

!o'j 

143 
.31 

'.'si 

.40 
'.'32 

.20 

'.'28 
.21 

.45 
.38 
.38 
.60 
.72 
.39 
.37 
.18 
.25 

t^^ 

.61 
.52 

.8'.! 

'.07 

■.'6h 
.47 

.23 
.04 
.82 
.24 
.08 
.29 
.54 

■43 

.46 

.40 

.22 
.01 
.01 
.12 
.07 

t'.' 

■r. 

.05 

'.'68 
.81 
.48 

.48 

.05 

'.'68 

'.'46 
1.10 
.21 

'.'15 

.01 

.'67 

'.'i5 
.OK 
.05 
.21 
.18 

'lie 
'.'62 

.::: 

1.48 
1.72 

Eustis 

Farmington 

■:-!^ 

.25 
.03 
.02 
.13 
.37 
.38 

".in 

.28 

.... 

".is 

1.42 

....do 

.02 

.01 

.06 

T 

T. 

.11 
.09 
.21 
.19 
.19 
.12 
.07 
.10 
.22 

.  13 

'.  16 

T. 

"■■ 
V02 

L21 
1.47 

Greenville 

....do 

T. 

.13 
.25 

T?« 
.05 

tv 

.04 
.13 

:13 

.11 
.06 
T. 
.41 

1.79 
1.79 

la*(kniin 

.05 

1.91 

T  ^  \vi -tnn 

.03 

L66 

Madison  

Kennebec i . . . . 

■.'is 

.01    .13 

t.' 

'.'io 
f. 

'.'i7 

■f.' 

'.'63 
.06 

■.'02 

.04 
■'69 

.'01 
'.'06 
'.'10 

":: 

T. 

'f. 
.05 
T. 

't'.' 

'.'64 
'.'i7 

.06 

.12 

'.■33 
.10 

T.     .25 

Millinocket 

Jlilo 

Penobscot   

do 

T. 

T. 

.15 
■.•09 

■ooi.v;: 

t'.' 

';64 
t'.' 

T 

T. 
.07 
.07 
.10 
.03 
.04 

'.'06 

t'.' 
.02 
T. 

■r 
.06 

.or 

.O'. 
T. 

.08 
.03 

'.'64 

.05 

f. 

.06 
T. 
.01 
.04 
.04 
.02 

t'.' 

.6i 

.18 

t'.' 

.01 

1.17 

North  Bridgton  . . . 

.05 

1.39 

.12 
.01 
.12 
.12 

.03 
T. 
.10 
.25 

.06 

ioi 

.09 
.01 
.51 

■;« 

".09 

.06 
■62 

Vol 

.01  ...    1  .47 

1.96 

PortlanO"** 

Presquelsle   

kipogenousDam.. 

T 

".U 
T 

.03 

tv 

.02 

.02 

T. 
T. 

.05 

■r. 

1.96 

St.  John 

Penobscot  

Andro.scoggin   ... 

.... 

i'V 

.18 

.'ii 
.12 

.13 

.07 
.O.i 
.09 
.  12 
.19 
.09 
.17 
.34 
.32 
.07 
.07 

!io 

.06 
.08 
.24 
.13 

V22 
-OS 
.20 

■69 
.17 

.11 

.08 
.40 
.13 
.45 
.21 
.24 
.15 

.  10 

.17 
.15 
.25 

.18 

125 
.27 
.16 
.22 
.09 

1.03 

0' 

".03 
".09 

.02 
.09 

.02 

tv 

'tv 

Vol 

... 
T. 

.07 
T. 

t'.' 

■.'C6 
.05 

'.'6^ 

.11 

■'62 

.'23 
.24 
.27 

■'ie 
.1: 
.11 

.09 
.17 

".k 

'.24 

0.91 
1.22 

The  Fork's 

Kennebec 

St  Croix  

1.17 

Woodland**  

Neic  Hampshire 
Berlin** 

1.54 

Concord*** 

Merrimac 

T. 

1.29 

Coast 

.01 

1.59 

Frnnklin        

.05 

■'62 

iV 

T. 

■.'oi 

t'.' 

't'.' 
■f.' 

.... 
.01 

T. 

.'67 

T. 

'.'66 
■1'. 

'.'64 
'.'63 

;04 

.04 
.10 
T. 

'.'67 

'.'si 

T. 

■.'60 

T. 

Hanover 

Ketiie(near) 

Connecticut 

....do 

...  do 

llerrimac 

...do 

Connecticut 

...  do 

■'is 

T. 
T 

.03 

V67 

'ii 
^^ 

.21 

Vos 

.04 
.08 

T. 

.-00 

.07 
T. 
.15 
.06 

.01 

Vos 

tv 

L43 
1.29 

1.84 

Nashua 

.08 

1.49 

New  Durham 

Newport 

Kttsbiug  

Plymouth 

.'io 

T. 

T. 

.35 

.0!) 
■I'. 
.03 
.02 
.10 
.14 
.09 
.0. 
.04 
.07 

'.'67 
.01 
.Ob 
.11 

T. 

T. 
T. 
.01 

Voi 

T. 

.06 

.03 
T. 

V09 

tv 

".08 

T. 

f 
T. 

T. 

.05 
T. 

.02 
T. 
.05 

.24 
.06 
.26 

.10 
.24 
.16 
.15 
.13 
.20 
.07 
.23 
.08 
.10 

Vie 

.28 
.11 
.14 

.32 

:42 

T. 
.14 

■63 
.04 

t" 

'.'04 

V65 

T. 
T. 
T. 
.01 
T. 

tv 

T. 

tv 

tv 

r. 

■f 

t 

.'05 
.01 

'.'ui 

T. 
.05 
.06 

■f.' 

.06 
.06 

'.'6i 
V61 

t'.' 
■1. 

t'.' 

T. 

1.06 
2.12 
1.42 

Vermont 

Bloomfieid 

Brattleboro  . 

Burlington*** 

Cavendish  

Connecticut 

...do 

Champlain 

Connecticut 

....do 

Champlain 

T. 

t" 

T. 

.04 

tv 

.01 

1.58 
0.82 
0.88 
0.96 

Cornwall 

t'.' 

.02 

■f 
■.'65 

'.'65 

'.'io 
.10 

.14 

.01 
t'.' 

f.' 

T. 

.10 
.07 
.03 
.07 
.06 

■h 
'.2» 
.05 
.09 

.61 
.15 
.33 
.41 

'.'ib 

".u 
.11 

.02 
.12 

'.'6e 

.4t 
]3. 

1.17 

Enosburg  Falls.... 

St.  Liiwrence 

T. 

.07 
.OK 
T. 
.Oo 

Vos 
.'ii 

.03 

T. 
.17 
.04 
T. 

Vi7 
.04 
.2-2 
T. 

T. 
T. 

.Ofi 

Vio 

tv 

T. 

.02 

T. 
T. 

tv 
tv 

.08 
.25 
T. 
.02 

■.'62 
.20 
.11 

tv 

.09 

tV 

■'oi 

t'.' 

't'.' 

.08 
.08 

.04 
.02 
.07 

•f. 

t. 
T. 

.0: 
T. 

'.'65 
'f.' 
'.'67 

0.95 
1.62 

Northtield*** 

Rutland** 

Champlain 

....do 

...do 

Connecticut 

....do 

....do 

....do 

Connecticut 

T. 

\"" 
T. 
.01 
.04 
T. 

1.09 
1.26 

St.  Albans  

St.  Johnsbury 

Somerset** 

T. 
T 
.03 
.CI 

t. 

.0; 
T. 
T. 

.or 

'.'61 
T. 

:oi 
".'06 

'tv 

T. 

.02 

■f. 

■f 

T. 

.04 
.02 
.02 
.04 
.04 
T. 

■.'62 
.07 
.12 

'.'63 

.'oi 

.03 
.01 

.09 

V03 
.10 

.01 

.Ob 

".M 

'.  11 

i.'38 
2.64 

West  Burke 

Wood.-tock 

MassachusseUs 

'.'36 
.81 

.6e 

.81 
.45 
.87 
.49 

■.■53 
.90 

.92 
.91 

2.13 
1.90 

1.48 
1  41 

Blue  Hill 

T. 
.0 

Boston*** 

Chesterfield** 

....do 

Connecticut 

•1. 

T. 

L52 
1  28 

ileiTimac 

....do 

Coast 

Housatonic 

Coast 

....do 

Merrimac 

....do 

T. 

'tv 

.0 
.0^ 

".k 

1.81 
1  54 

Concord 

East  Wareham**  . . 

T. 

'.'6i 
.01 

.02 
.01 

.04 

2.35 

FallKiver  

Falmouth** 

.Sl'.j  .24 
.22    .36 

T. 
T. 

t.' 

T. 

T. 
.07 
.04 

1.94 
2  04 

Fitchburg** 

Framingham 

Franklin** 

'tv 

L85 
1.90 

Hardvviek** 

Connecticut 

T. 

■.'6.5 

.04 

■f 

.02 

.40 

;';. 

Vi2 

.04 
.23 
.15 

.10 

t. 

.10 
.02 
.10 
.02 

.17 

.85 

.  If 

■f. 

'f.' 
'.'06 

r. 
t.' 

T. 

.02 

'.'64 

ios 

.13 
.11 

'36 
.00 
T. 
.27 

r. 

T. 
T. 
.10 
.17 

.15 
.10 

'.■30 

:::: 

'.'05 
'.■'27 

'.'ii 

.07 
.08 

'.'('19 
.04 
T. 

'.'i8 

f 

t"^ 
.01 
.05 

.02 
.12 

t.' 

.05 
.86 
T. 

.SK 
.84 

.88 
.81 

.58 
'.'15 

.IC 

t 

f. 

T. 

2  56 

Haverhill 

Hubbardston**. . . . 

Hyanni- 

Ipswich*' 

Lowell 

Merrimac 

Connecticut 

Coast 

...do 

tv 

.... 
Voe 

.02 

Vin 

T. 

.02 
.04 

tv 

.05 
.04 

T. 

.05 

Vn3 

!oi 
r. 

.14 
.06 
.09 

.09 

:i 

.48 

'.m 

.24 
.40 

.09 
.22 
.15 
.11 

.29 
.07 
■f 

.36 
.34 
.18 

.33 
.13 

.42 
.55 
.26 
.37 
.26 

Vi7 
.28 

.28 

'.G?. 
T. 
.37 

1.58 
1.85 
2.13 
1.81 
1.66 

Nantucket*** 

Coast 

....do 

Connecticut 

Housatonic 

T. 

New  Bed  ford 

'.'34 

1.04 
.70 
.65 
.88 
T. 

1.15 
.91 
9^ 

Otis** 

■.'50 

.'64 
.85 
.09 

.34 

2.31 
1  79 

Pittsfield** 

Plymouth** 

T 

.05 
T. 

V67 
!07 

.01 
.05 

.08 

.76 
.70 
.52 
T. 
23 
.70 

.34 

V36 

.27 

.45 
.23 

.20 
.43 

.70 

.02 
T. 

f.' 

'.'2i 

T. 
T. 
T. 

'.'ii 

'.'61 

Rockport 

...do 

Thames 

Connecticut 

Coast 

tv 

tv 

tv 

T. 

T. 

■.'64 

.06 

.01 

Voe 

tv 

T. 

V65 

■r. 

.17 
.06 
T. 
.02 

.04 

.12 

tv 

T. 

T 
f.' 

f.' 

'tv 

'.'08 

South  bridge** 

Springfield 

Taunton 

'.'io 

T. 

2.38 
1.80 
1.85 
1  52 

Turners  Falls 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

.09 

tv 

T. 

tv 

T. 

V62 

tv 

T. 

'tv 
'tv 

.... 

.'64 
f.' 

.10 

.02 
.03 
T. 
T. 

T. 

.08 
.Oe 

;o3 

.04 
.01 
T 

.18 
.10 
.08 
T. 
.10 
.22 
.09 
.21 

'.'69 
.15 

.... 

.07 

'.'24 
T. 

T. 
't' 

'.'63 
t.' 

'.'46 

'.'64 

.... 

.66 

.86 
.84 

.45 

.96 
.28 
.95 

1.48 

'.'47 
.86 
.86 

1.51 
.35 

1.05 

■.'i2 

.39 

t" 
.20 
.42 

'.'85 

i.'6i 

.14 

i.'6i 

'.'49 

'.'is 

f.' 

'.'66 
■f.' 

t'.' 

Williamstown   .... 

Winchendon  

Worcester 

■f.' 

■r. 
t. 

T 

T. 

T. 
T 

.02 
T. 
.01 

.02 
.08 
.13 

.35 
.08 
.14 

T. 

'.'30 
'.'26 

2.52 
2.03 
2.09 

2  44 

Shade  Idand 
Block  Island*** . . . 

Kingston 

..    do. 

2.31 
1.60 

2.93 

Providence*** 

Connecticut 

Bridgeport 

Colchester  

....do 

Coast 

....do 

Housatonic 

Connecticut 

....do 

Coast 

....do 

....do 

'.'.'.'. 

tv 

T 
T. 

T. 

.02 

tv 

T. 

'tv 

T 

.25 
T. 
.15 
.13 
.13 
.16 
.04 

t.' 
.06 

.02 

.03 
T. 
.01 

.02 
.06 
.01 
.05 

.06 

.06 
.15 
.01 
.16 
.06 
.14 
..30 

Cream  Hill 

EastHartland 

.03   T. 

.20j... 

.01 

.01 

.10 

2.39 
1.73 
1.93 

Hartford*** 

New  Haven***.... 
Npw  London  

T. 
T. 
T. 

.02 
.02 
.13 
.32 

.08 

.28 
.14 
.52 
.75 

V38 
.32 

T. 
T. 
T. 
T. 

T. 
T. 

t.' 

T. 
T. 
T 

.... 

.20 
[27 

'.'66 

N'jrwalk  

2.66 

i'.ii 

1.90 

Putnam 

Storrs  

Waterbury 

Quinebang 

Willimantic 

tv 

tv 

'.'02!  .'64 

t'.' 

.... 

'.'99 

.37 

'.'i2 

See  page  16  for  explanation  of  reference  marks. 
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OLIMATOLOaiCAL  DATA:  NEW  ENGLAND  SECTION 


March,  1935 


Daily  Temperatures  for  March.  1935 


hi 


17      18      19  I  20  I  21      22      23      24      25  |  26  I  27      28  |  29  |  30  |  31 


Maine 

Bar  Harbor \^^ZS. 

Eastport  !  jHui'""™. 

o-„„  „!n=  Maximum 

Greenville   j  Minimum • 

Houltou    j  Mfnimum . 

T  -     .■.-  )  Maximum 

^e«"S'0"  i  Minimum. 

,,,.,,;,,„.,,.t  S  Maximum 

MUlii.ocket i  Minimum. 

rt,.. (Maximum, 

Oldtown  i  Minimum. 

Portia  „H  (Maximum. 

P°'^"'^"<'  'Minimum. 

D.,.v,f«,.^  S  Maximum 

^"•nford i  Minimum. 

Win^lnw  !  Maximum 

"'inS''o^T   (Minimum. 

New  Hampshire 

u<>,.n„  II  !  Maximum. 

•Berlin  II i  Minimum. 

/-.^„^„..,i  !  Maximum 

Concoid (Minimum. 

_     ,  \  Maximum . 

Diirl'am i  Minimum. 

xr^^„„  (Maximum. 

Keene iMinimum. 

_.,,  ,     ,„  S  Maximum  . 

Pittsburg iMinimum. 

Plymo"«> !  Minimum. 

Vermont 

Burlington j  jnifin'um'. '. 

.,      ^^, .  S  Maximum . 

^^"■y^ovt  i  Minimum.. 

,,.,,.,,  (  Maximum  . 

Northheld iMinimum. 

Rutland    iMfn'imum.: 

Qf    A1K„„=,  Maximum . 

St- Albans !  Minimum-. 

en   ,_, , (Maximum. 

St.Johnsbury  I  Minimum.. 

or     J  4.^^^.  (Maximum. 

Woodstock  (Minimum.. 

itassachusetti 

(  Maximum . 

A-U^l'erst (Minimum.. 

D„.t„„  S  Maximum . 

Boston j  Minimum.. 

Brockton J  lllfni'mum  ■ ' 

r.«„„„,/i  S  Maximum . 

Concord (Minimum.. 

East  WarehamI' \^^^^Z. 

Fall  River 1^""™.; 

irif^i,v,ir<r  (Maximum. 

F'tcliburg  (Minimum.. 

T       ,„„^o  i  Maxinnim. 

Lawrence (Minimum-. 

Nantucket \^^ZS:. 

Stockbridge    \^^:. 

Wi"ia«stown \^^Z:. 

Worcester 1  Mfnimum.", 

Rfiode  Idan'l 

Block  Island 1  Mmimum.: 

Kingston \^SSZ.: 

P-i<lence j  ^{fi^Z^ 

Connecticut 

r-r<><.m  Hill  (Maximum. 

Cream  Hill (Minimum.. 

Hartford 1  Mfi^'SX: 

New  Haven i  Mfnimum.: 

New  London !  ^}Sm.: 

Norwalk 1  Mfnimum.: 

Patnam Maximum. 


34 

47 

2 

2» 

3K 

46 

32 

,S5 

t)l 

■ii 

S7 

52 

2h 

33 

37 

4,1 

•6b 

SS 

■14 

28 

M 

4b 

30 

40 

39 

42 

?H 

■z» 

21- 

42 

4{ 

17 

2.") 

41 

37 

18 

2( 

38 

41 

31 

26 

31 

33 

33 

35 

?A 

8 

Irt 

35 

32 

34 

See  page  16  for  explanation  of  reference  marks. 
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NEW    ENGLAND     SECTION 


G.  H.  NOTES 


Vol.  XLVII. 


Boston,   Mass.,  APRIL,  1935. 


No.  4. 


GENERAL,  SUMMAKY 

April  weather  in  New  England  was  not  featured  by  outstand- 
ing abnormalities,  except  for  a  heavy  rain  storm  over  parts  of 
eastern  Massachusetts  and  adjacent  regions  of  Rhode  Island  on 
the  9-1 0th.  Great  accumulations  of  water  in  this  storm  were 
further  augmented  by  a  storm  of  the  12-13th,  with  the  result 
that  many  local  floods  occurred  in  the  Greater  Boston  area; 
small  dams  broke,  and  many  Hood  contiol  barriers  were  washed 
out,  with  widespread  damage  to  basements,  and  overflow  of 
swamps,  meadows,  etc.  Water  damage  in  basements  was  re- 
ported along  the  Charles  and  Merrimack  Rivers,  and  in  Wey- 
mouth. The  rain  of  the  9-lOth  did  not  reach  Maine,  but  other- 
wise from  that  period  to  the  close  of  tlie  month  the  rains  were 
slightly  more  frequent  than  normal,  but  the  amount  of  precipi- 
tation over  the  entire  area  was  subnormal.  Temperature  and 
sunshine  were  also  subnormal. 

Snow  on  the  grountl  in  the  deep  woods  and  mountain  ravines, 
practically  disappeared  during  the  latter  half  of  the  month. 
Vegetation  and  agricvUture  made  a  slow  but  steady  advance, 
and  there  were  but  few  retrogressions  in  their  development. 
The  first  two  and  a  half  w  t-eks  of  the  month  were  rather  persist- 
ently colder  than  normal,  but  thereafter  the  warmth  gained 
rapidly  and  gave  two  notably  warm  week-ends,  those  of  the 
20-21st  and  of  the  27-28t!i. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
93  records,  was  43.0°,  whicii  i.s  0.7°  below  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  48.8"  at  Spring- 
field, Mass.;  the  lowest  was  35.1°  at  Pittsburg,  N.  H.  The 
highest  recorded  was  91°  at  Springfield,  Mass.,  on  the  28tli ; 
the  lowest  was  -7°  at  Pittsburg,  N.  H.,  on  the  4th  and  5th. 
The  greatest  monthly  range  was  82^  at  Pittsburg,  N.  H.;  the 
least  was  28°  at  Nantucket.  Mass.  Tlie  greatest  daily  range  was 
51°  at  Brattleboro,  Vt.,  on  the  27lh. 


PRECIPITATION 

The  average  monthly  precipitation  for  Mie  Section,  based  on 
178  records,  was  3.18  inches,  which  is  0.14  inch  below  the  mean 
for  the  past  48  years  The  greatest  monthly  amount  reported 
was  7.65  inches  at  Pembroke,  Mass.;  the  least  was  1.32  inches 
at  Egremont,  Mass  Tlie  greatest  amount  in  24  hours  was  4.90 
inches  at  Pembroke,  Mass.,  on  the  9th.  The  average  number 
of  days  with  .01  int^li  or  more  of  precipitation  was  11,  which  is 
1  above  the  mean  for  the  past  48  years.  The  average  snowfall 
for  northern  New  England,  liased  on  74  records,  was  5.8  inches; 
for  southern  New^  England,  based  on  64  records,  was  3.3  inches; 
for  the  Section,  based  on  138  records,  was  4.6  inches,  which  is 
0.6  inch  above  t!ie  mean  for  the  past  48  years. 


WIND,  STJNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  107  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
10  stations,  was  12.4  miles  per  hour,  which  is  0.3  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  9  stations,  averaged  47 
percent  of  the  possible  amount,  which  is  7  percent  below  the 
mean. 


The  cloudiness  was  near  the  mean.  The  average  for  the 
Section,  based  on  120  records,  was  10  clear,  7  partly  cloudy, 
and  13  cloudy  days. 

The  nionthly  relative  humidity,  based  on  the  8  a.m.,  and  8 
p.m.,  observations  at  9  stations,  was  71  percent,  which  is  4  per- 
cent below  the  mean. 


DATES  OE  MISCELLANEOUS  PHENOMENA 

/l?(roms.— 6-12th,  15-17th,  19th. 

Hnlos,  lunar.— 8-12th,  21st. 

H((Ios.  so/f(r.— 1-lOth,  15th,  17th,  21st,  26th,  29th. 

Hdil.  —  (dates  and  general  location) — None. 

Thunderslorvis—17ih,  22d,  24th,  28th,  30th. 

Fog,  dense  — i-2d,  9th,  12-18th,  21-25th,  29th,  30th. 

Frosts. — Over  northern  New  England  the  entire  month;  and 
the  entire  first  half  of  the  month  over  southern  New  England. 

Slf^t. —  (dates  and  general  location) —  1st,  2d,  scattered, 
southern  New  England,  southern  Maine,  and  New  Hampshire; 
5th,  8th,  scattered,  Massachusetts  and  Connecticut;  9th,  10th, 
general,  southern  New  England ;  Portland  on  9th;  11th,  scat- 
tered, western  and  southern  Massacliusetts;  12th,  scattered. 
New  Hampshire,  Vermont,  southern  Maine,  general,  southern 
New  England;  13th,  scattered,  New  England;  14-17th,  19th, 
22d,  24th,  30th,  widely  scattered  over  New  England. 


COMPARATIVE    DATA    FOR    NEW  ENGLAND. 


IHSh  •■■ 
1SS9..-- 
1890.... 
IS'.ll.... 
18U2.... 
1893  ... 
1894.... 
1895.... 
189'5  ... 
1897- ■•■ 
1898. ■•• 
1S99- ■ • • 
1900. ■ ■■ 
1901- ••• 
1902  ... 
1903- ••■ 
1904,... 
190,5... 
1906.... 
1907.... 
1908.... 

1909  ... 

1910  ... 
1911.  .. 
1912.... 
1913.... 
1914.... 
1915..  . 
1916.... 
1917.... 
1918.... 
1919.... 
1920. . . . 
1921.... 
1922.... 
1923.... 
1924.... 
1925.... 
1926  . 
1927..  . 
IffiS.... 
1929.... 
1930.... 
1931.... 
193-2.... 
1933.... 
1934.... 
1935-... 

Period 


-2.2 

0.0 

+  0.2 


+  0.3 
+  2.3 
-  2.9 
+  4.3 


-2.6 
+  5.3 
+  4.1 

—  1.3 

-  2.1 
+  1.5 
-5.3 


-  0.15 

-  0.69 

-  0.  33 

-  2.30 

-  0.  13 

-  0.85 
+  1.22 

-  2.01 

-  0.35 
+  0.85 

-  1.64 

-  1.50 
+  3.48 


+  2.36 

-  1.12 
-  0.47 

-  0.12 

—  1.04 
+  1.27 

—  0.25 


.09 


-  0.49 

-  0.61 
+  2.39 
+  0.  63 

-  0.43 
+  1.71 
+  1.60 

-  1.18 

-  0.52 

-  1.73 
+  0.84 
+  2.64 

-  1.67 

-  0.41 

-  0.79 
+  2.49 


-13  I  3.  32  I 


0, 

H 

1 

S 

s 

1 

J 

4.97 

0.90 

6.  fi6 

0.72 

4.99 

1.14 

5.  IJi 

1.  19 

3.35 

0.  36 

7.68 

1.2U 

5.51 

0.72 

10.  08 

1.65 

2.  66 

0.28 

5.95 

1.60 

8.47 

1.89 

3.23 

0.54 

4.64 

0.35 

13.37 

1.74 

6.56 

1.25 

6.91 

0.80 

9.70 

1.35 

3.89 

0.83 

6.32 

0.&4 

6.32 

1.50 

4.39 

1.10 

1.93 

5.32 

0.62 

5.17 

0.58 

5.11 

0.71 

7.49 

0.85 

11.18 

1.27 

4.78 

0.60 

6.23 

1.35 

4.88 

1.25 

5.60 

0.91 

5.52 

1.39 

11.05 

2.5U 

7.74 

1.92 

5.67 

1.13 

7.59 

2.36 

7.36 

2.29 

3.62 

0.62 

4.45 

1.73 

3.09 

0.13 

7.81 

1.32 

10.  42 

2.49 

2.71 

0.37 

5.13 

1.06 

1.00 

12.49 

3.07 

7.49 

1.92 

7.65 

1.32 

13.37 

0.13 

Number  of  days 


.8  I  11 
.5  I  13 


MM 
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Climatological   Data  for  April,  1935 


Temperature,  in  degrees  Fahrenheit 


3<i> 
0-3 


Precipitation,  in  inches 


Maine 
Aziscohos  DaiuJJ-- 

BaiigurS  

Barilarbor  (near) 
Brassua  Uamtt... 

Daiiforth 

Kastport 

East  Winthrop.  ••• 


EUswortii  

Eustis  

Farmiiigtoii 

Ft.Faii-iield  (near) 

Fort  Kent — 

Gardiner 

Greenvillo.. 

HiramJt 

HoiiUou 

Jackman 

Lewiaton 

Lincoln 

Machias 

Madisong 

Midaieihim 

MillinockutS  

Milo 

Mooseliead 

North  iiridgton..-. 

Oldtown 

Orono. 

Portland 

Presque  isle 

Ripogenus  i»auiU§- 

Ruml'ord 

The  Forks 

Upper  Dam 

West  Rock  port 

Winslow«§ 

Woodlands 

For  State     •••■ 
New  Hampshire 

Berlin    

Bethlehem  — 

Concord    

Dixville  Nutch  — 

Durham    

Errol§    

Fitzwilliam" 

Franklin 

GleucliK   

Hampton 

Hanover  § 

Keenemear)  §  — 
Lakoport 


eolii 


lU- 


New  Du 

Newport  

PinkhamNotehtl-- 

Pittsburg 

Plymoutli 

West  Stewartstown 
Wolfboro  Falls.. ■• 

York  Pond 

For  State     •.•• 


Mt.  Washington  : 


Bellows  Falls 

Bennington 

Bloomfieldtt 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

Cornwall^ 

EastBaniet 

East  Ryegate 

Enosburg  Falls... 

Gilmaii 

MaysMilltt 

Newfane 

Newport  

Northlield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

SearsburgMt 

Searsburg  Sta.JJ.. 

Somersettt 

So-  Londonderry.. 

VernontJ§ 

West  Burke 


Oxford 

i'enobscot 

Hancock 

Somerset 

Washington  ... 
Washington  . . . 

Kennebec 

Hancock 

Franklin 

Franklin 

Aroostook 

Aroostook 

Kennebec 

Piscataquis  . . . 
Cumberland- •. 

Aroostook 

Somerset 

Androscoggin  . 

Penobscot 

Washington  ... 
Somerset  •  ■ . — 


lord 


I'enobscot 

l^iscataquis — 

Soni>;rset 

Cumberland-  • 

I'enobscot 

Penobscot 

Cumberland.. 

Aroostook 

Piscataquis... - 

Oxford 

Somerset 

Oxford 

JCnox 

Kennebec-.... 
Washington  . . 


Coos 

Grafton  

Merrimack... 

Coos 

Strafford  . .-  . 

Coos 

Cheshire 

Merrimack... 

Grafton   . 

Rockingham. 

Grafton  

Cheshire 

Belknap 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Strafford 


Coos  — 
Grafton. 
Coos . . . 
Carroll  • 
Coos   ... 


Windham  .. 
Bennington 

Essex 

Windham  . . 
Chittenden.. 

Windsor 

Orange 

Addison  — 
Caledonia  .. 
Caledonia  .. 
Franklin  .... 

Essex 

Windham..  • 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin..  •. 
Caledonia... 
Bennington 
B-nnington 
Windham... 
Windham  .. 
Windham... 
Caledonia. .. 


460 

1,100 

386 

76 


1,110 

1,440 

289 


2,360 
1,660 
2.080 
1,000 


-0-5 
—  0.2 
+  0.2 


+0.75 
+0.42 
-0.33 
+0.11 


-0-76 
4-0.02 
-0 .03 
-1.23 
—0-41 
+  0.69 
-0-1. i 


+0.51 
+0.61 
+0.12 


-0.16 
-L25 
+0.26 


—0.43 
-0.20 
-1  32 
-O.SO 
—0.52 

+6.07 


+0. 33 
+0.37 
+  0.-15 


-0.02 
—0.94 
+0.03 


+0.56 

-2.' 49 
-1.14 


Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 
Mrs.  Clara  Huif 

U-  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.  C.  P.  &L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  iClectric  Co. 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Winiield  Heath 
Sturgis  F   Durgin 
C.  L- Chadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.  S.  Weatlior  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgiii 
Union  Water  Power  Co. 
Orville  Brown 
Hollingsworth  A  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  Power  Co- 
Walter  E.  Bolle-s 
F.J.Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmoulli  College 
Robert  P.  Hay  ward 
Harry  W.  Daniell 
Edward  A.  Carr 
Amoskeag  Mfg.  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Works 
E.  E.  Tobey 
H.  P.Shopard 
J.  B.  Dodge 

Conn.  Valley  Lumber  Co- 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


J.  B.  Dodge,  Director 


B.  F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 

U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.  Durkee  11t 
Sarah  E.  Lane 
N.  E.  Power  Co. 
J.  P.Devins  tit 
L.  U .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t1t 
P.  ,7.  Ackerman  t1t 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Briggs  t*  t 
W.E.  Sullivan 
L.  L.  Leonard 
H.  E.  Sparks  Itt 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  itt 


See  page  22  for  explanation  of  reference  marks. 
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ClimatoloRical  Data  for  April 

1935 

Counties 

1 

i 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

1 

fi 

stations 

'l 

J 

2 

Greatest    daily 

range 
Length  of  rec- 
ord, years 

Total 

£"3 

li 

Q 

1 
0 

P3 

11 

SB 

00 

^1 

1 

0 

0 

Observers 

Vermont  Cont'd 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

490 
I.4.i0 

370 
1.640 

700 

5 
0 
5 
0 
44 

6 
22 
13 
16 
15 
08 

10 

100 
50 
50 

118 
40 
42 
23 
17 
63 
58 
48 
6 
31 
63 
38 
71 

14 
30 
21 
15 
48 
16 
41 
16 
39 
29 
6 
15 
43 
25 

84 
80 
51 

no 

25 
50 
10 
21 

6 
62 
22 
64 
22 
20 
23 
23 
35 
17 
49 
48 
49 
34 
22 
34 
67 
88 
39 
15 

8 
61 
40 
17 
56 
30 
46 

75 
43 

79 

58 
47 
35 
04 

25 
12 
42 
17 

2.12 
2.31 
2.84 
2.36 
2.64 
2.  ilO 
2.53 

2.34 
2.54 
4.73 
7.57 
4.77 
3.77 

-0.87' 

■-^6.63 
-0.87 
+  0.07 
-0.28 

+  1.03 
+  3.76 
+L43 
-0.06 

0.65 
0.74 
1.00 
0.74 
0.85 
0.7H 
1.15 

0.52 
0.63 
2.19 
3,411 
2.37 
1.60 

"3."7' 
5.0 
2.5 
15.0 
2.5 
6.3 

"i."o 
5.2 
5.1 
1.9 

8.8 

8 
13 
11 
10 
11 
11 
11 

13 
10 
11 
10 
11 
13 

8 
10 
4 

4 
8 

9 

"3 
4 

3 
14 

7 
10 

8 

10 
10 

17 
12 
16 
13 
14 
14 

13 

ne. 
nw. 
ne. 

n. 
nw. 

Eva  K.  Doubleday 
R.  R.  Wilmot  ttt 

White  Kiver  Jc--- 

Whitingham 

Wilmington 

Walter  Adams  ttl 

41.8 
41.1 

43.4 
45.0 

-  0.2 

-  0.4 

■-'o.'e 

83 
87 

82 
86 

27 
28 

27 
27 

16 

7 

21 
23 

6 
6 

4 

4 

41 
61 

40 

William  S   Eaton 

Massachusetts 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk  

Suffolk 

750 

217 

227 

640 

124 

540 

110 

600 

1.360 

124 

398 

139 

18 

97P 

190 

50 

402 

172 

240 

1,110 

15 

165 

325 

950 

50 

1.650 

70 

90 

800 

1.030 

30 

30 

820 

148 

57 

840 

85 

190 

53 

97 

275 

330 

47 

63 

350 

1,400 

65 

1.700 

920 

1.037 

1,650 

50 

1.050 

40 

25 

400 

720 

160 

199 

555 

850 

20 

20 

200 

520 

450 

210 

222 

900 

711 

960 

625 

6 
51 
0 
51 
65 
0 
42 
0 
0 
51 
31 
49 
10 
0 
49 
0 
51 
51 
0 
0 
6 
0 
0 
0 

36 
0 
0 
0 
6 
0 

27 
0 
0 

42 

51 
0 

51 
0 
0 
0 
0 
0 

49 

50 
0 
0 
0 
0 
0 

19 
0 

49 
0 

49 

34 
6 
0 
0 

25 
0 
6 

22 

52 

33 
0 
0 

10 
7 
0 

37 
0 

43 

A          l^^tK 

Mass.  Agr.  College 

AshlauJIJ   

BlueHimJS 

43.8 
45.2 

-  0.7 

-  1.2 

83 
84 

27 
27 

24 

28 

7 

7 

31 
27 

17 

16 

uw. 

Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  11.  Reed 
City  Engineer 

Worcester 

Plymoutli 

Hampden 

Hampshire 

BrocktouS   

2.32 

5!  61 
3.95 
3.97 
5.15 
1.32 
3.  35 
3.57 
3.52 
5.60 
3.96 
3.08 
6.36 
2.08 
3.55 
4.13 
3.75 
2.25 

-1.46 
-2.60 
+  1.72 
+  0.01 
+  0.49 

■-2.' is' 

-0. 64 
-0.54 
+0.37 
+  1.89 

'-6.' 66 
+  1.43 
-1.70 
-0.06 
+0.69 
+0.29 
-L91 

0.93 
0.  J5 
2.91 
1  95 
1.64 
2.12 
0.38 
1.31 
1.6.' 
1.56 
2.  50 
1.84 
0.69 
1.74 
0.63 
1.30 
1.65 
1.61 
0.54 

'2.'6' 
6.5 
6.0 

"o.'s' 

"4.'5" 
5.0 

"S.5 
2.0 
T. 

"s'o 

■r. 

0 
io_.  5 

4.0 
12.9 
4.0 
4.2 

3.U 

'6.'2' 
4.0 
2.0 
4.0 

1.8 

'i'.o 
6.0 

0.5 
10.0 

T. 
1.0 
0.2 

■3.'2' 
T. 

sis 

2.5 
■■f. 

■f.' 

2.2 

i'j.'o 

3.8 

0.4 
0.4 

'6.' 7 
0.5 

'o.'s' 

12 

12 
9 
10 
14 
9 
14 
13 
13 
14 
11 
7 
14 
14 

11 
12 
13 

Chesterfield* 

Hoyt  E.  Dodge 

13 
14 
3 

n 

0 
9 
12 
9 

17 
7 
15 
10 

sw. 

Worcester 

Middlesex 

Plymouth 

Berkshire 

•12. 0 
44.8 
41.4 

-  2.0 

-  0.2 

78 

85 
82 

27t 
27 
28 

22 
21 

20 

4 

4 
4 

32 
35 
35 

Fred  A.  Tower 

EastWareham  ... 
EgremontJl*...-.- 

Joseph  L.  Kelley 
David  A  Hunter 

45.9 

-  0.4 

81 

28 

27 

7 

32 

6 

7 

17 

nw. 

Richard  C.  Brigham 
Wilfred  Wheeler 

Barnstable 

Mkfdflsix :;:::: 

Norfolk  

Worcester 

7 

8 

15 

nw. 

Framiiigham§  .... 
Franklin* 

46  9 

+  0.1 

85 

27 

24 

4 

33 

Fred  A.  Darling 
William  H    Dtinn 

Gardner*        

Gloucester§     

Greenfield 

42  8 

76 

28 

26 

4t 

29 

5 

12 

13 

ne. 

Ralph  M.  Barker 
T.  H.  Ward 

Franklin 

Middle.-t>x 

Worcester 

Es-^ex  . 

UaverhillS 

47.0 

-  0.4 

86 

27 1 

26 

32 

..I 

9 

14 

City  Engineer 
C.  H.  Varney 
S.  A.  Agiiew 

Franklin 

Plymouth 

Hampden  

Berksliire  ...... 

Worcester 

Barnstable 

E.<sex 

Worcester 

Middlesex 

Hingham   

2.58 

ill 

4.63 
4.26 
5.93 
4.33 
3.05 
3.90 
5.22 
5.22 
5. 21 
5.48 

3183 

4.43' 
2.  32 
7.65 
2.59 
4.12 
2.23 
1.83 
6.19 
4.92 

-1.21 

■-i.'79 
-1.28 
+0.68 
+0.17 
+2.09 
+  0.85 
-0.37 
+  0.39 
+  1.34 
+  1.53 

■  +  i.'98' 

+0'.87' 

'+6.' 79' 

-1.42 

+4  28 
-1.12 
+0.68 
-0.88 
-2. 12 
+  1.98 

0. 55 
0.56 
0.76 
1.10 
1.91 
1.6H 
3.00 
1.20 
1.53 
1.78 
2.66 
2.24 
2.  ,53 
1.94 
2,65 

2.' .32 
0.52 
4.90 
0.68 

6.' 43' 

0.37 
3.85 
.3.10 
1.70 
3.00 
0.67 
1.18 
2.98 
0.66 
1  .53 
0.60 
1.90 
2.66 
0.57 
0.55 

0^49 
1.63 
0.98 
0.  62 
0.76 
0.93 
4.90 

1.32 
1.24 
I..54 
1.28 
1.54 

i.oo 
0.74 
0.93 

11 
12 
14 
7 
12 

11 

13 
8 
11 
13 
12 

12 
12 
14 

is' 

15 
12 
13 
12 
12 

12 
10 

'9 
13 
15 
11 
12 
14 
13 
12 
11 

9 
12 
11 
12 

9 
13 
15 
10 
11 
12 

16 
12 
8 
13 
12 

is' 

9 
13 

A.  W.  Ladd 

Uoosac  Tunnel . .  ■ 
Hubbardston* 

43-2 

82 

27t 

21 

4 

40 

9 

10 

11 

w. 

N.  E.Power  Co. 
Mildred  Wheeler 

43.8 

-   1.3 

75 

28 

26 

4 

26 

14 

4 

12 

ne. 

State  Teacliei's  College 
Charles  Arthur 

Ipswich*    

E.  P  Mitcljell 

Lake  CochitnatetJS 

44.5 
45.4 

-  i.9 

-  0.1 

84 

27 
27 

15 
25 

4 
4 

42 
34 

'5 

io' 

'i5 

uw. 

Met.  Water  Works 
Essex  Company 
W.  H.  Ho,smer 

Worcester 

Middlesex  ...... 

Bristol 

Plymouth 

Essex 

Lowell§  

Mansfield*  

45.0 

-   1.0 

80 

27 

26 

4 

31 

i5 

4 

ii 

Props.  Locks  cfe  Canal.-! 
A   Buck 

Middleboro* •. 

Ralph  Sampson 

Middleton  

William  R.  Hoolzel 

Milford* 

Worcester 

Worcester 

Nantucket 

Milford  Water  Co 

5 

7 
9 

18 
13 

sw. 

Nantucket  

New  Bedford 

Northbridge* 

Otis*  

43.8 

-  0.4 

60 

28 

32 

7 

19 

U.  S.  Weather  Bureau 
City  Engineer 
W.  E.  Bnrnap 
R.  J.  Langdon 
Charles  C  Rogers 
Mary  U.  Wood 
Met.  Water  Work.s 

Worcesti-r 

Berk.^liire  

Plynio.ith 

Berkshire 

Worcester 

Borksliire  

Hamp.shire 

Plymouth 

Worcester 

Barnslable 

Pembroke* 

Petersham 

12 

'2 

16 

nw!' 

42.6 

-  1.1 

85 

28 

21 

10 

46 

L.  B.  Cummings 
Anna   M    Tirrell 

Plaiufield* 

Plymouth 

16 

10 
11 
5 

6 

8 

no. 

nw. 
nw. 
nw. 

Miss  L.  B.  Knapp 
Met.  Water  Works 

46.3 
44.4 
44.2 

4-2.3 
+  0.6 

77 
79 
85 

28 
28 
27 

30 
20 

4 

6 

8 

29 
27 
43 

5 
13 

13 
14 
12 

Irving  H.  McNayr 
U.S.  C.G.  Station 
N.  E.  Power  Co. 
G.  H.  Abbott 

5.87 
2.35 
3.73 
6.04 
2.53 
3.40 
2.13 
5.82 
5.45 
2.20 
2.59 
2.64 
2.11 
4.70 
2.93 
2.26 

2.' 98 
3.79 

3.03 
4.28 
4.11 
3.  37 
3.70 

2.'34' 
1.76 

2  56 

+2.04 
-1.22 
-0.29 
+  1.98 
-0.67 
-0.37 

-i.(;9 

+i.'42' 
-0.74 
-1.12 

-0.75 
-2.03 
+0.  60 

-o.'kV 

-0.40 
-0.50 
+  0.24 

-0.50 
-0.31 
+0  32 
+  0.16 
-0.15 

-i'74 
-2. 15 
-1.54 

Shelburne  Falls  .. 
Southbridge* 

Franklin  

Worcester  ...... 

Middlesex 

Hampdei 

Worcester 

Berkshire 

Spot  Pond  

Springfield 

Sterling 

48.8 

+  1.5 

91 

28 

26 

4 

37 

9 

10 

11 

ne. 

U.  S.  Armory 
Met.  Water  Works 

Stockbridge 

Swampscott 

Taunton§ 

Turners  B'alls 

Ware* 

42.2 

42.8 
45.1 
47.0 

-o.'e' 

-  0.2 

+  1.4 

82 
76 
81 

27 
28 
27t 
27+ 

20 
24 
18 
23 

4 
7 
4 
4 

30 
40 

11 
10 
3 
5 

5 
4 
11 
10 

14 
16 
16 
15 

nw. 

se. 

nw. 

Neshit  H.  Bangs 

W^e.slon  K.  Lewis 

E.  L.  Red  fern 

Turners  Falls  P.  &  E .  Co. 

Edna  G.  Tyler 

L  C  Coatea 

Bristol 

Franklin    

Hampshire 

Worcester 

Hampden  

Middlesex 

Worcester 

Berk.shire  

Worcester 

Worcester 

Webster* 

46.7 
15.4 

86 
84 

27 

27 

2i 
20 

4 
4 

32 
49 

16 
6 

6 
11 

ij 

13 
i2 

6. 

nw. 

State  Sanatorium 
Weston  College 
Met  Water  Works 

Weston§        .     . 

West  Rutland  .   ... 

Williamstown§.... 
Wincliendon* 

43.2 

-  0.8 

80 

27 

23 

4 

36 

Williams  College 
John  Gregory 
Clifford  L.  Davis 

Worcester(a)§ 

44.0 
44.7 

44.2 
4.5.8 
48.3 
46.8 
46.3 

-  1.7 

-  0.5 

+  0.2 
+   1.4 

-  0.1 
+  0.2 
+  0.8 

82 
91 

69 
81 
82 
82 
82 

27 
28 

28 
28t 
27 
27 
27 

18 

31 
20 
20 
29 
20 

4 
7 

7 
4 
7 
7 
4 

36 
49 

21 
41 
30 
28 
41 

7 
6 

10 

8 

10 
4 
0 

10 
6 

13 
13 

13 
20 
18 

16 

nw. 

nw. 

nw. 

nw. 

Rhode  Island 
Block  Island 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

26 
100 

97 
160 

65 
46 
43 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Logan 
U.  S.  Weather  Bureau 

Pawtucket§ 

Providence 

Connecticut 
Baltic 

New  London  . . • 
Litchfield 

140 

0 
0 
35 
0 

The  Baltic  MilLs  Co. 

Barkhamstead  .... 

Bridgeport!........ 

Barlington 

Fairfield 

Hartford 

144 
262 

47.1 

-  0.7 

84 

27 

29 

4t 

39 

10 

9 

sw. 

Bridgeport  Hydraulic 

Se«  page  22  for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,  1935 


Climatological  Data 

for  April,  1935 

1 

Temperature 

.  in  degrees  Fahrenheit 

Precipitation,  In  inches 

No.  of  days 

o 

1 

s 

^ 

'■'.. 

a 

s 

S 

ss 

^ 

stations 

Counties 

1 
1 

M 

3 

S 

1^ 

1 

1 

1 

S 
P 

li 

£ 

^1 

5 -a 

1 

li 

CO 

II 

S 

^■0 

•ss 

1° 

GO 
r-O 

1 

° 
o 

<2 

1 

Observers 

Connectiait  Cont'd 

460 

49 

75 

28 1 

22 

34 

45 

3  00 

1  42 

0  98 

0.5 
2  5 

10 

10 
13 
11 

5 

15 

S .  P.  Willard 
Edwin  R.  Wilder 
C  L  Gold 

Collinsville 

Hartford    

300 

0 

7 

3.09 

n-w. 

Cream  HilUt 

Litchfield  

1,300 

40 

43.0 

—  0  3 

82 

i»7 

21 

7 

34 

40 

2.18 

-1.39 

0.44 

9.0 

1? 

,1 

14 

East  Hartland  .... 

Hartford 

Litchfield  

1,220 
585 

0 
19 

19 
45 

2.41 
1..50 

-L70 
-1.75 

0.96 
0.45 

6.0 
1.0 

12 

D    N   Gainea 

Falls  Villages 

44.0 

-  0.6 

86 

27 

17 

4 

45 

11 

5 

14 

vv. 

I.  N.  Hanson 

Hartford 

New  London.... 
Litchfield 

31 
0 
0 

ISfi 

■47.7 

+  1.0 

86 

L2 

11 

8 

7 

15 

TT.  S,  Weather  Bureau 

Lake  Konomoctt-- 

178 

51 
2 
92 

3.02 

-1.05 

1.00 

ow. 

Nepaug 

New  Haven 

New  Haven  .... 

68 

48.2 

+  1,0 

81 

27 

32 

17 

32 

2.42 

-1.10 

1.02 

1.9 

1? 

fi 

13 

1? 

. . 

U.  S    Weather  Bureau 

NewLondon.... 

20 

fi.'i 

47.2 

+  O.G 

81 

28 

27 

4 

34 

b.') 

3.12 

-0.53 

1.16 

0.2 

11 

q 

7 

14 

9 

7 

L.M.Comstock 

Fairfield 

13 

0 

3 

2.05 

0.70 

0.8 

15 

1? 

TllT 

Windhum 

458 

n 

44.4 

84 

27 

21 

4 

37 

0 

2.90 

0.68 

0 

U.  S.  Dept.  of  Commerce 
F.  Hurliman 
Apr.  Exp.  Station 
William  .1.  Pape 

12 

10 

Tolland  

640 

38 

45,4 

+  0.1 

83 

27 

21 

4 

31 

43 

2.96 

-6.47 

0.96 

LO 

11 

Waterbiiiy  

New  Haven  ..  . 

310 

48 

48.4 

+  0.6 

89 

27 

25 

4 

41 

49 

2.63 

-1.04 

1.31 

2.1 

12 

13 

4 

13 

Hartford 

0 

11 

1.89 
2.39 

-2.  40 
-1.29 

9 
11 

46.0 

-  0.3 

89 

27 

17 

4 

45 

i.37 

2.3 

10 

7 

13 

nw. 

Explanation  of  Reference  Marks  tTsed  on  Pages  20,  21,  and  22. 

The  departures  from  nonniil  temperature  and  precipitation  are  computed  only  for  sucli  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
detoriiiining  section  or  Statu  iiieans.  Reference  letters,  ",  ^.  c,  appearing  in  the  table  indicate  number  of  days  iius.^iiig;  for  example,  •>  represents  two  days,  etc. 

t   Also  on  otiier  dates.  SThermoMieters  not  supplied  by  Weather  Bureau.    ttlOb.server  for  New  England  Power  Co.  T.  Precipitation  is  loss  than  0.01  inch  rain  or  melted  snow. 

tt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Milliuockot;  Winslow,  Waterville;-New  Hampshire— Arlington  Mills,  Salem  Center;  New  Durham,  Alton;  Pinkham  Notch,  Gorham  ;- Vermont— Bloomfield,  North  Strat- 
ford, N.H.;  Cornwall,  Middlebnry;  Mays  Mills,  Colrain,  Mass. ;  Searsbura;  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  SliPlburne  Falls,  Mass. ; —Massachusetts— 
Ashland,  Fra.mingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cocliituate,  Framingliam; -Connecticut-Cream  Hill,  West  Cornwall; 
Lake  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 


Explanation  of  Reference  M  arks  TJeed  on  Page  23 . 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset, 
of  observations.  **'  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-hour  period,  midnierht  t 
recorded  is  for  the  preceding  24  hours.  •  Precipitation  included  m  that  of   next  measurement. 


ud  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
midnight,  **  Precipitation  measured  in  the  morning:  amount 
r.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pagre  24. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSUKE,  WIND,  HtlMIOITY,  AND  SUNSHINE 


Boston  

Block  Island 
Blue  Hill.... 
Burlington  . 
Eastport  — 
Nantucket  •  • 
New  Haven. 
North  field  -. 
Portland  — 
Providence . 


Atmospheric  Pressure 
I  reduced  to  sea  level ) 


29  87  aO.  29 

29  85  30.26 

29.88  30.25 
29.90  30.29 
29-  87  30.  40 
29.  84  30. 26 

29.89  30. 

29.90  .30. 34 
29.89  30.; 
29.87  30.27 


29.32 
29.36 
29.  30 
29  31 
29.  32 
29.  36 
29.  40 
29.  34 


Relative 
Humidity 


^^• 


'^im:: 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily 

Precipitation 

for   April 

.    1935 

Drainage  basin 

Day  of  month 

1 

stations 

1 

2 

^ 

4 

5 

6 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19      20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

.Vaitie 

i:astport***  

Ellsworth 

Eustis 

Farmington 

Ganiiner 

Greenville 

Houlton"  

fntt.<t 

.13 
.06 
.Vi 
.10 
.10 
.24 
.1! 

!o: 

.05 
.26 
.20 

T. 

.29 
1.24 
1.00 
1.00 
.89 
1.95 
.45 
.87 
.76 
L25 
1.2; 

KOL 
.48 
.77 
.04 
.10 

1.36 
.80 

1.10 

1.59 

.14 

.85 
.96 
.85 
.83 
.91 
.0; 

!4( 
.26 
.99 
.56 

.15 
.54 
.68 
.91 
.64 

.10 

.17 

.49 

.35 

.52 

.41 

.79 

.12 

.07 

.08 

T 

.27 

loi 

.68 
1.23 
.09 
.90 

■.'65 

.72 
T. 
.06 

'.'ii 

!6' 

.02 

'.'6i 

T. 

.04 

'.'■27 
.13 

'.'6'i 
'.'08 

'.'15 

.40 

.03 
.02 

'.62 

.28 
.62 
.25 
.19 
.43 
.42 
.36 

.15 
.06 
.63 
.30 
.12 
.52 

.'36 

.16 
.31 
.08 
.32 
.'27 

.6( 

".54 
.42 
.63 

LOO 
.01 
.44 
.24 
.04 

'.'ii 

.04 
.45 

.55 

.01 
T. 

J 

.01 

T. 

.05 
.11 
.10 
.  12 
.11 
.09 
.05 
.05 
.13 
T. 

T. 

'.'6i 

.06 
.02 
.06 

T. 

'.'6i 
'.'45 

.06 

.09 

'.'64 
.03 
.05 
.14 

'.'64 

■r. 

.57 
.39 
.30 
.34 
.35 
.3b 
.40 
.21 
.42 
.48 
.29 
.•27 
.49 
.13 
.41 
.'25 
.22 
.48 
.10 
.2' 

.04 
.55 
.i' 

'.H 
.62 
.■27 
.09 
..33 

1.87 

^°*^*o 

.04 
.13 

8  00 

Kennebec 

....do 

....do 

....do 

St.  John 

Kennebec 

Androscoggin   .... 
Kennebec 

.'i 

.02 
.12 
.04 
.04 
.01 
.04 
.04 
.  10 
.17 
.08 

3.17 

't." 

':63 
.45 
.21 

.20 
.2-2 
.30 
.04 

T. 

.03 

3.11 
5.37 
3  52 

2.15 

■^■^ 

lu  "v  ■    " 

.03 
.06 
.22 

.19 

.3b 
1.22 
T 

!02 
.16 

.09 

.Ob 
T. 

4.24 

Milliuocket 

Penobscot   

.77 
.41 
.43 
.25 
.32 

'.'si 

.20 
.15 
LOS 

!04 
.16 

.25 

'.  14 
.08 
.18 
.11 
.30 
T, 

.■29 
.07 
.53 
.04 
.30 

.09 
.20 
.21 

.38 

'.'32 
.52 
.36 
.43 
.06 

.64 
.42 
.01 
.32 
.73 
.55 
.18 
.23 

'.'is 
.11 

!l6 
.33 
.32 
.61 

North  Bridgton... 

.09 
'.'06 

.04 

.04 

'.'2( 

'.'65 

T. 
T. 

'.'6i 
'."67 

T. 

.01 
T. 

.0; 

■.'62 

.08 
.05 
T. 

't,' 

'.'62 
'.'62 

't.' 

.05 
'.'23 

Penobscot  

Coast 

f. 

."02 
T. 

.07 
.04 
.18 
.05 
.16 

.11 
T. 
.02 
.10 

.04 
■f.' 

'.'65 
.03 

.01 

'.'63 
.06 

T 

r. 

.O'. 

'.'i3 
'.'io 

.09 

T. 
T. 

.03 
.15 

.18 
.04 

■r.' 

'.'6'2 

.10 
T. 

'.0\ 
.01 

3.27 

Portland-" 

Presquelsle   

Ripogenous  Dam.. 

.... 

.08 

.05 

.12 

2.15 

Penobscot   

Androscoggin   .... 

■.'a. 

't. 

'.'io 

3.85 

Th     P*"^  V-« 

'.'65 

'.'64 

T. 

3.30 

■Win^iow 

Kennebec 

St  Croix 

Androscoggin 

.ic 
]6e 

T. 

'.'5: 
'.'69 

.03 
.11 
.52 
.10 
.19 
.43 

.57 
'.■42 

3.38 

WooJlaud"  

New  Hampshire 

4  U 

.10 

:ob 
.01 
.10 

.05 
T. 
.■24 
.U 

.01 
".M 

f.' 

'.'67 

'12 
T. 

'.'6i 
't.' 

.06 

2  86 

Merrimac 

Connecticut 

....do 

....do 

Merrimac 

do 

".05 

".i)4 

.... 

T. 

.01 
.02 

.03|  T. 
.15'    ni 

'.•i7 

.'04 

'.'i9 

.17 
■.■2'7 

'.'06 
.04 
.15 
.04 

.14 
.02 
.lb 

.15 
.12 

1.02 

'.'si 

.40 

.62 

.22 
.30 
.05 

.02 
T. 
T. 

Connecticut 

....do 

Merrimac 

Connecticut 

...do 

Champlain 

Connecticut 

....do 

"Ai 

T. 
T. 

'.'io 

.08 
T. 

'.'63 

T. 

T. 

'.'io 

.02 

.76 
.07 
.04 

!62 
.29 
.07 
.20 

•f.' 

'.'i2 

T. 
.03 

.12 
.05 
.11 

'.'10 

'.'6i 

'.i8 

T. 

.13 

'.'63 
.01 

'.'06 

't.' 

.44 
.54 
.56 

.58 
.39 
.70 
.45 
.00 

2.49 
3.18 
1  98 

Pittsburg 

Plymouth . 

.06 

.01 

.05 

.06 
.04 

.0-- 
.25 

.04 

.05 
'I'. 
.03 
T. 

Vermont 
Bloomfield 

.20 
.02 
.18 
.12 

T. 

T. 
.14 
T. 

Burlington"* 

Cavendish  

T. 
T. 

3.31 
2.18 
2.70 

T 

Cornwall 

St.  La  wrence 

Champlain 

....do 

do. 

T 

.10 

.15 
.06 
.07 
.22 

.14 
T. 

.23 

'.'gi 

.54 

.29 

'.'ib 
.30 

T. 

.48 
.39 
.26 

.21 

.09 

T. 
.11 

.Ob 

.02 

'.'is 

.03 

'.'36 

T. 

.57 
.09 
.04 
.06 

.37 
LOS 
.63 

.88 

'.'os 

.02 

■.'63 
.09 

.31 

.05 

2.35 
2.83 

Northtield*** 

.17 
.31 

.01 

Rutland** 

.02 

St.  Albans  

Connecticut 

....do 

....do 

....do 

Connecticut 

T. 

't.' 

.01 
T. 
.02 

.0; 
i'. 

.'05 
.09 
.08 

'.'03 

'oi 

T. 
.01 
.01 
.07 

.12 
.13 
.13 

.45 

tV 

T. 

T.- 

.07 

".62 
.01 

.63 

T. 
.02 

.08 
.03 

T.' 
T. 

f.' 

T. 

T. 
1.15 

133 

.04 
.78 

.63 

.99 
.20 

i;24 
.89 
.13 
.73 
.12 

i.'67 
.65 
.88 

1.13 
.54 
.50 
.72 
.87 
.21 

.49 

.42 
.59 
.23 

'.'oi 

.19 

T. 

'.'38 
.06 

'f. 

■f.' 

'.'62 
.02 
.12 

'.'6i 

.04 

'.'62 
'.'io 

.29 

!04 
.06 

'.'07 
.08 
.16 
T. 
.01 
.11 
.06 
.06 
.11 
.10 
.08 

!i6 

.06 

.11 

T. 
.07 
.07 
.09 

.53 
.20 

.07 
.07 

'.'36 
.17 
.02 

'.'i5 

.18 
T. 

'i'V 

T. 

i'.' 
.02 

T 

't.' 

.32 
'!■. 
.01 
.14 
.06 
.01 

.07 
.03 
.08 
.01 

T. 
T. 

.32 

'.'i8 
.10 

T. 

.41 
.16 

'.'64 
.14 

.34 
.08 
.02 

.02 
'f.' 

'tV 

T. 

't" 

'.'06 

'!45 

'.'29 

.'65 
.'20 

'.'is 

.31 

'.'is 

';38 

.82 
.34 
.40 
.52 

.46 
.35 
.24 
.12 
.26 
.31 

Somerset** 

West  Burke 

'.'oe 

.03 

'.'o^? 

.... 

3.24 

Woodstock 

ItrassachKssetts 

.05 

T. 

'.'69 
.05 
.16 

■.'02 
.08 

■.'62 

.02 
■.'61 

'.07 

tV 

'I'. 

.35 

1.72 
.16 

.81 
.21 

.17 

4. '78 
.85 

i.'95 
1.03 
2.12 
.18 
.36 
.18 
.09 
3.15 
.14 
1.65 
1.18 
.0:^ 
.30 
.17 
1.78 
.26 

■.'62 
'.'68 

'T.' 

T. 

.48 

.62 

.21 

.24 
.02 
.38 
.55 
.59 
.47 

'.'05 
.30 

'.'■78 
.64 
.27 

2.90 

2.54 
7.57 
4  77 

Blue  Hill 

Boston*** 

....do 

Connecticut 

Merrimac 

do 

T. 
■.'65 

Chesterfield** 

Clinton** 

1.69 
3.95 
3.97 
5.15 
1  32 

Concord 

East  Wareham**  . . 
Egremont** 

Coast 

Housatonic 

Coast 

....do 

Merrimac  

....do 

Charles 

Connecticut 

Merrimac 

Connecticut 

Fall  River 

.04 
'.'64 

.85 
1.62 
1.56 

'J'. 
1.84 

'.■47 
.76 
1.10 
1.91 

.13 

'.'24 

.'13 
.08 
.07 
.43 
.04 

■;64 

.19 

.02 

.04 

'.'6i 

.01 
T. 

■f.' 
'1" 
T. 
T. 

'ii'? 

.06 
.15 
.14 
.05 
T. 
.39 
.06 
.02 
.33 
.12 
.05 
.01 

.'oi 

'.'oi 
't" 

'.'oi 
.02 
.02 

■.'62 

.35 
.13 
.07 
.31 
.08 

3.35 
3.57 
3.52 
5.50 
3.96 

Falmouth** 

Fitchburg** 

.20 
".'63 

.06 

.01 

.02 

'.'i2 

.05 

'.'i3 

.09 
T 

Franklin** 

Hardwick** 

■.'21 

Haverhill 

.02.... 

65' 

.52 
.18 

'.'21 
.32 
.43 

'.'.'.'. 

3  75 

Hubbardston** 

2.54 
2.34 
4.63 
3.90 
3.83 

Hrannis 

.02 

'.'63 

'■i2 

Ipswich**. ::..:::: 

Lowell 

...do 

'i' " 

Nantucket*** 

.04 

.02 

.07 

New  Bedford 

....do 

Otis** 

Pittsfield** 

Connecticut 

Housatonic 

Coast 

....do 

...do 

■.'63 

.04 

-.03 

.06 

.08 
.1^6 

'.'io 

.05 

.28 
T. 

120 

1.18 
.09 

.27 

.71 

.68 
1.24 

.78 

.74 
.98 
.44 
.96 
.89 
1.00 
1.16 

'.'68 
.60 
L31 

3.' 85 
I,7f) 
3.00 

.10 

2:66 

".'i7 
'.'93 

.02 
.44 
.26 

.04 
.17 
.22 
.02 
.06 
.02 
.04 

.'43 
.43 
.21 

.03 
.05 

'r.' 

.09 

T. 
.01 
T 

'.'06 
•f.' 

.27 
.25 
.94 
.01 

'.14 
.33 

.46 
.13 
.32 
.17 

.84 
.68 

.24 
.23 
.12 
.32 
.36 
.31 
.38 

.50 
.33 
.16 

.41 
.33 
.42 
1.04 
1.90 
.35 
.66 
2.00 
.57 
.07 
.75 
76 

.54 
.92 
.63 

.15 
.85 

'.'26 
.30 
.59 
.51 
.50 
.93 
.22 

.06 

'.'62 
.02 
T. 

.03 
.05 
.10 

'.'64 
.04 
.Oi 

.14 
.16 
.05 
.14 
.06 
.12 
T. 

.08 
.08 

.08 
.09 
.06 

'.'05 
T. 

!l2 

•f.' 

.'26 
.16 
.12 
.23 
.36 

.'27 

.12 
.14 
.16 

.03 
.15 
.35 

.'67 
.04 

.14 

■.'63 

.05 

'i'.' 
"64 

!22 

T. 

.21 

1?^ 

.03 

''r'.' 

.45 

.05 

■f.' 
T 

.01 

.02 
.16 
.01 

'.'23 
.05 
.04 
.06 
T. 
15 

't.' 
'f.' 

.05 
.18 

■f.' 
T. 

'.'65 

.20 
.43 

'.'ig 

.13 
.27 
.43 

'.'38 
.14 
.44 
.40 
.18 
.62 
.08 
.04 

.32 
.37 
.43 

.45 
.25 
.43 
.15 
.30 
.36 
.42 
.60 
.15 
.20 
.33 

2.32 
2.23 

Provincetown 

Rockport 

5.87 
3.73 
2.53 
5.45 
2.20 
2.26 
2.99 

South  bridge** 

Thames  . 

.02 
.04 

T. 

.01 

T. 

.12 
T. 

T. 

T. 

.05 
'.'06 

"M 

.08 
.05 
.05 

■.'i4 

'.'67 
.07 

'.'6i 

■f." 

.08 
.13 
.01 

.05 
.11 
.01 

'.'6i 

.07 
.13 

■f.' 
.06 
.07 

.:" 

Springfield 

Taunton 

Connecticut 

Coast 

Turners  Falls 

Williamstown   .... 

Connecticut 

.01 
.06 

'.'63 
.02 
.02 

.01 

T. 
f  ■ 

T.' 
T. 
T. 

'.'65 
't'.' 

'f.' 

'.'i2 

T.' 
T. 

'.'oo 

.01 

.02 
't'. 

.03 

'.'64 

.03 

'.'27 

'i'V 

T. 
.03 

.01 
t'. 

T. 

•f.' 

'f. 

'.'28 
'.'62 

T. 

.34 
'.'28 

Winchendon  

Connecticut 

Hho'le  Mand 
Block  Island*** .  . . 

Coast 

....do 

....do 

Coast 

.02 

T. 
T. 
.01 
.06 

.02 

.07 

.11 
.02 
.19 

T. 

2.98 

3.03 
4.28 
3.37 

1.76 
3.00 
2.18 
2.41 
2.05 
2.42 
3  12 
1.99 
2.90 
2.96 
2.63 

Kingston 

Provi.lonce*** 

niecticut 

T. 

'.'oi 

...do 

.03    .13 

'.'64;:;; 
.061  T. 

ilill 

Housatonic 

Connecticut 

....do 

Coast 

....do 

....do 

■f.' 
T. 
T. 

'."05 

.02 

'i'.' 

'.-.^ 

utland..... 

.05 

^ven***  .... 
;,i  udon 

Z 

.... 

1 

.06 
.02 

T. 

.17 

Norwalk  

* 

.10 

Putnam 

Quinebaug 

Willimantic 

.04 
■.'03 

i?.« 

.30 
.08 
.12 

Storrs  

T. 

.06 

.07 
.05 

T 

Waterbury 

:o5"" 

f 


See  page  22  for  explanation  of  reference  marks. 
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Daily  Temperatures  for  April,  1935 


Day  of  Month 


10  I  11  I  12  I  13     14  I  15      16  I  17      18      19     20     21  |  22     23     24     25     26  I  27     28     29  I  30  I 


Maine 

Bar  Harbor  (near) !  J^rn^rum.'. 

TToot^^-*  S  Maximum  . 

„„„.,,„  i  Maximum  . 

Gree-.viUe   !  Minimum.. 

Wr.,iitrM,  \  Maximum  . 

"o^^^o"    I  Minimum.. 

LewistOM  1  Minimum.; 

Millinocket iMSm.: 

Oldtown   iMf.fim'um  • 

Portland  !  i^S^ : 

R-'fo^'J  l^Sun": 

Winslow  IJISm.: 


I  Hnni  pull  ire 

j  Maximum . 
1  Minimum.. 

j  Maximum  . 
(  Minimum.. 

j  Maximum . 
)  Minimum.. 

j  Maximum. 
I  Minimum  •■ 


Concord 

Durham 

Keene  (near). 


Ma.^ 


Pittsfurg JMhnmum.. 

Di„,„ 1,  S  Maxinuim  . 


R,,vii,,,xt,„,  (Maximum 

**"''"'8:'""  (Minimum. 

Npwnnrt  i  Maximum 

'^^"PO'^'  I  Minimum. 

No^'"«e>'' isis^ir. 

R""-<j ijiss; 

St.  Albans 

St- Joliusbury  ... 

Wnndstnr.l!  \  Maximum 

"°°"*'°'"  (Minimum. 


Miniiiiuiii.. 
Maximum . 
Minimum.. 


*"'•'«■•«' (Minimum.: 

„„„.„..  )  Maximum  . 


Brockton 

Concord 

East  WarehamI' 

FallKiver 

Fitclibiirg  

Lawrence 

Nantucket 

Stockbridge    ... 
Williamstown.  . 


Maxinuim  . 

Minimum  ■ 
M;i.Kinium. 
Mniiimim.. 


S  Maximum  . 

■  (  Minimum.. 
S  .Maximum . 

■  (  Minimum.. 
j  Maximum  . 
I  .Mininumi. . 
)  Maximum. 
(  Mininumi.. 
j  Maximum. 
)  Minimum.. 


jM 
(M 


aximura  . 

uimum. 

Maximum . 

Minimum-. 

Minimum.. 


Cniinecticiit 

C-«^"'«'" 1  Minimum.: 

Hartford !  JSlZ : 

Ne- Haven !  J}f,f>r.: 

^-^-<5- \^^:. 

N°--i>^ l^SSZ: 

^"*-™ \^IZ^:. 


58  50 

39  38 

63i  64 
36 


See  page  22  for  explanation  of  reference  marks. 
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GENERAL.  SUMMARY 

Over  Massachusetts,  Rhode  Island,  and  Connecticut,  there 
was  a  steady  ab?ence  of  rain  over  nearly  till  districts  from  the 
11th  to  the  close  of  the  month,  and  over  the  three  northern 
States  there  were  frequent,  scattered  showers  during  this  period 
which  were  light  in  amount.  This  resulted  in  dry  ground,  dry 
forest  floor-cover,  and  consequent  damage  from  forest  fires,  and 
poor  or  slow  germination  of  seed  and  vegitation  development, 
generally.  Had  this  lack  of  rain  not  been  accompanifd  by  a 
persistent  deficiency  of  warmth,  a  serious  drought  situation 
would  have  resulted.  The  only  warm  periods  were  from  the 
9th  to  the  11th,  and  from  the  26th  to  the  30th.  Scattered  oc- 
currences of  snow  were  reported  in  all  States  except  Rhode  Is- 
land, the  greatest  total  being  3  inches  at  Piltsburg,  N.  H.  This 
of  course,  omits  from  consideration  the  sumndt  of  Mount  Wash- 
ington where  21  inches  of  snow  fell.  Five  wet  or  normal 
months  of  May  have  now  been  followed  by  four  dry  Mays  in 
the  last  nine  years.  Since  1923  there  have  been  six  consecutive 
cold  Mays,  followed  by  six  consecutive  warm  Maj'S,  and  then 
the  month  under  review  whicli  was  subnormal  in  warmth. 
Ice  finally  vanished  from  lakes  in  northern  Maine  about  the 
tenth  of  the  month.  Weather  factors,  as  a  whole,  were  not 
favoralde  for  outside  activities,  and  vegetation  was  backward 
some  one  to  two  weeks. 

TEMPERATITRE 

The  average  njonthiy  temperature  for  tlie  Section,  based  on 
95  records,  was  52.4°,  which  is  2.6°'below  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  58.8°  at  Paw- 
tucket,  R.  I.;  tlie  lowest  was  43.7°  at  Pittsburg,  N.  H.  The 
highest  recorded  was  91°  at  Turner's  Falls,  Mn.ss.,  on  tlie  30th; 
the  lowest  was  22°  at  Chelsea,  Vt.,  on  the  23d.  Tiie  greatest 
monthly  range  was  G2°  at  Plymouth,  N.  H.,  and  Enosburg 
Falls,  Vt. ;  the  least  was  27°  at  Nantucket,  ]Mass.  The  greatest 
daily  range  was  55°  at  Plymoutli,  N.  H.,  on  the  26th. 


PRECIPITATION 

The  average  monthly  precipitation  for  tiie  Section,  based  on 
183  records,  was  2.13  inclies,  whicli  is  1.20  inches  below  the  mean 
for  tlie  past  -18  years.  The  greatest  monthly  amount  reported 
was  4.54  inches  at  Pittsburg,  N.  H.;  the  least  was  1.05  inches 
at  Eastport,  Me.,  and  Haverhill,  Mass.  Tlie  greatest  amount 
in  24  hours  was  1.54  inches  at  Chester,  Mass.,  on  the  31st. 
The  average  number  of  days  with  .01  inch  or  more  of  precipita- 
tion was  10,  whicii  is  1  below  the  mean  for  the  past  48  years. 
The  average  snowfall  for  northern  New  England,  l)ased  on  87 
records,  was  0.1  inch;  for  southern  New  England,  based  on  94 
records,  was  a  trace;  for  the  Section,  based  on  181  records,  was 
a  trace,  which  is  0.1  inch  below  the  mean  for  the  past  48  years. 

WIND,  SUNSHINE,  CLOtTDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  118  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
13  stations,  was  10.2  miles  per  hour,  which  is  1.1  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
59  percent  of  the  possible  amount,  which  is  3  percent  above  the 
mean. 


The  cloudiness  was  normal.  The  average  for  the  Section, 
based  on  125  records,  was  12  clear,  9  partly  cloudy,  and  10 
cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.m.,  and  8 
p.m.,  observations  at   10  stations,  "'  '       ■■  '    •     — 

percent  below  the  mean. 


35  percent,  which  is  11 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Avrows.—l-2d,  5th,  10th,  18-1 9th. 

Halos,  lunor—8-9th,  12th,  14th,  17th,  25lh. 

Halos.  solar.— l-Sd,  5th,  6th,  12-14th,  16th,  21st,  25th,  27- 
31st. 

//«//.  — (dates  and  general  location) — 10th  and  23d,  North- 
field,  Vt;  31st,  Woodstock,  Vt.,  and  Norwalk,  Conn. 

rhnnderslorws— 4th,  7-Sth,  10-llth,  13th,  16-19th,  21-22d, 
28-31st. 

Fog,  dense. —'dd,  0-7tb,  9-nth,  14tb,  27th,  29-31st. 

Frosts.— l-6th,  9th,  13th,  16-18th,  21-22d,  very  widely  scat- 
tered over  northern  New  England;  3-5th,  16th,  21-22d,  25th, 
very  widely  scattered  over  southern  New  Englaiul;  2o-24th, 
scattered  over  New  England. 


COMPARATIVE  DATA  FOR  NEW  ENGLAND. 


Tempenitnrf! 


+  4.2 
+  0.3 
—  1.1 


+  3.5 
+  0.6 
-0.4 
+  0.7 


+  0.1 
-  5.! 
+  2.2 


Precipitation 


+  0.24 

+  2.36 

-  1.15 
+  1.90 
+  1.99 
+  0.80 

-  0.81 

-  0.75 
+  1.47 
+  1.05 

-  1.54 
+  0.71 
+  2.  50 

-  0.70 

-  2.65 
+  0.19 

-  1.51 


—  0.74 
+  0.80 

-  1.50 
+  0.39 


3.47 

7.35 
8.82 
7.58 
4.92 
5. 33 
7.86 
8.96 
4.12 
8.24 
10.49 
5.43 
2.52 
7.00 


Number  of  days 
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^Iay,  1985 


Climatolog'ical   Data  for  May,  1935 


Temperature,  in  degrees  Fahrenlieit 


Precipitation,  in  inches 


Maine 
Aziscohos  Damtt-- 

Bant'orS  

Bar  ilarbor  (near ) 
Brassna  DamU  — 

Uaiitorili 

iiastpoit 

East  Wiutlirop.  ■•■ 

lillswoith  

Kiistis  

Farmiiigtou 

Ft.Fairliel(i(UL-ar, 

Fort  Kent 

Gardiner 

Greenville 

Hiramtt 

Houlton 

Jacknum 

Lewiston 

Lincoln •■ 

M;iehias 


MillinockolS  

Milo 

Mooselit-ad 

North  Bridgton.... 

Oldtown 

Or.ino. 

Portland 

Presqvii-  1>1'-' 

RipogunusUaniUS 

Rnnn'ord 

The  ForUs 

tipper  Dani 

West  iiocUport 

WinslowU§ 

Woodlands 

For  Stale     — 


Ne 


Ifampsli  ire 

Berlin    

Bethlehem  ••■ 

Concord   

Dixville  Notch  ... 

Durham    

Errol§    

Filzxiilliam* 

Franldin 

Glenclitt'   

Hampton 

Hanover  § 

Keene(near)  §  ■•. 

Lakeport 

Lincoln-..   ••• 

Manchester 

Milan    

Nashua  S  . . ... 

NewDurliamJt... 

Newport  

PilikhiimNotcht}- 

Pittsburg 

Plymouth 

WestStewartstoui 
Wollboro  Falls... 

York  Pond 

For  State     ■  •  ■ 


Mt.  Washington : 
]'ermont 

Bellows  Falls 

Bennington 

BloomtieldJt 

Brattleboro§  

Eiirlinston 

Cavendish 

Chelsea 

Cornwaim 

East  Barnet 

East  Ryegate 

Enosburg  Falls-. 

Oilman 

MaysMilltJ 

Newfane 

Newport 

North  field 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.Joh.nsbnry.... 

Searsburg  Mt 

Searsbnrg  Sta.JJ. 

Somersettt 

So.  Londonderry. 

VernonJJS 

West  Burke 


Oxford 

Penobscot . . . 
Hancock  ..... 

SointTset 

Washiiiuton  . 
Washington  . 
ivennebeo  ... 

Hancock 

Franklin 

Franklin 

Aroostook  .. . 
Aroo.stook  . . . 

Kennebec 

Piscataquis  .■ 
Cumberland- 
Aroostook  . . . 
■Somerset  — 
Androscoggir 
Penobscot.. . 
Washington  ■ 
Son 


Oxford..... 
I'enobscot . 
Piscataquis 


Cunibeiiiin 
Penob>cot. 
Peiiol)Scot  • 


Belknap  . .. 
Grafton  .. 
Hillsboro-. 

Coos 

Hillsboro.. 
.Stratford  . . 


Windham  .. 
Bennington 

Essex 

Windham  .. 
Chittenden.. 
Windsor .... 

Orange 

Addison 

Cnlc'donia  .• 
(■i.li-donia  .. 


Windham... 
Windiiam... 

Orleans 

Washington. 
Bennineton- 
Windsor  ... 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham  .. 
Windham... 
Caledonia. .. 


2,  000 

1,660 

500 

1,050 


610 

140 

711 

2,360 

1,660 

2.080 

1,C00 

228 


-I.'OO  j  o!72 


+0. 21 
-O^Kl 


-0.  70 
-1.05 

+0.27 


Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co- 

B.  L.  Hadley 
Walter  'I'hurston 
Mrs.  Clara  Huff 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Han  hah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.B.  Clark 
Samuel  D.  Soule 
0.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cummiug 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bang,,}'  H.vd]..  IvlrdricCo. 
Great  .\'.i  \i  t-i  i,  raj.er  Co. 
Union  \vi.h,l'„-,v.-rCo. 
Great  Norllni-j,  I'aiier  Co. 
Wintield  Heath 
Sturgis  F   Durgin 
C.  L.  Cliadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S   Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
Orville  Brown 
Hollingsworth  <Sl  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenn 
George  E.  Tucker 
U.  S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.  A gr.  College 
Union  Water  I'ower  Co- 
Walter  E.  Bolles 
F.  J.Southmayd 
State  Sanatorium 
J'rank  E.  Leavitt 
Dartmouth  College 
Robert  P.  Hay  ward 
Harry  W.  Daniell 
lid  ward  A.  Carr 
AmoskeagMfg.  Co. 
Androscoggin  Res-  Co. 
Pennichuck  Water  Works 
E.  E.Tobey 
H.P.Shepard 
J.  B.  Dodge 

Conn.  Valley  Lumber  Co- 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Keimeth  Berry 
U-  S.  Bureau  of  Fisheries 


J.  B.  Dodge,  Director 


B.F.  Hydro-lilectricCO. 
Everett  Orchards 
(ieorgeL.  Cooper 
Raymond  L.  Brown 
U.S.  ^Weather  Bureau 
Cen.Vt.P.  S.  Corp- 
Char!esl{.Durkee  ttt 
Sarah  E.  Lane 
N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t1t 
F.  J.  Ackerraan  tt  t 
0.  W.  Richmond 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  II.  Ross 
R-  C.  McWilliams 
Fairbanks  Museum 
(Jeorge  Briggs  ti  t 
W.E.  Sullivan 
L.  L.  Leonard 
H.  E.Sparksttt 
Conn.,  River  Power  Co. 
GilmanW.  Ford  it! 


See  page2S  for  explanation  of  reference  marks. 
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Climatolog-ical  Data  for  May, 

1935 

Counties 

1 
§ 

> 

Temperature 

.  in  di 

grees 

Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

6 

.-  c 

il 

2: 

Ph 

stations 

1 

ll 

3  O 

II 
a" 

1 

1 

1 

2 

it 

t 

0 

H 

II 

P 

0 

ll 

■SB 

QO 

il 

2 
0 

1 

1 

5 

Observers 

Venuunt  Could 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

4;io 

1,4.'>0 

370 

1.610 

TOO 

0 
8 
0 
5 
0 
44 

6 
22 

2.C2 
1.63 

'-6.' 99' 
■-o.'ai' 

-1.85 
-1.52 
-0.76 

■-i.'ss' 

-0.  65 
-1.71 
-1.83 
-0.17 

0.98 
0.93 
1.18 
1.04 
1.27 
1.10 
1.30 

1.00 
0.88 
0.81 
0.82 
0.95 
1.31 

0 
0 
0 

T. 
0 
0.1 

0 
0 
0 
T. 
0 
0 

12 

11 
11 

6 
11 

10 

8 

8 
9 
6 

6 

"3 
6 
10 
8 
8 

14 
11 

16 

'26' 
13 
9 
15 
12 

7 
9 

9 

"s' 

13 
12 
8 
11 

10 
11 

n. 
sw. 
sw. 
uw. 

nvv. 

Sb. 

Kvj  K.  Doublc<lay 
U.  K.  Wilmot  Itl 

\\\\'\W  Kiver  Jc 

Wliiliiitfliam 

13     2. 63 
16  :  1.83 

E   T   Huttou  11 1 

WiliiiiiiRKm 

' 

50.2 
49.6 

51.6 
54.4 

-  3.7 

-  4.3 

"-±■6 

83 
87 

81 

85 

27 
27 

27 

27 

25 
22 

28 
32 

31 
23 

51 
16 

50 
51 

46 

41 

68 

10 
100 
50 
50 
118 
40 
42 
23 
17 
63 
58 
48 

31 
63 
38 
71 
60 
14 
30 
21 
15 
48 
16 
41 
16 
3U 
29 

6 
15 
43 
25 
39 
84 
80 
51 
110 
25 
,50 
10 
21 

6 
62 
22 
64 
22 
20 
23 
23 
H5 
17 
49 
48 
49 
34 
22 
-'4 
37 
88 

15 

61 
40 

17 
56 
30 
40 

8 
75 
43 

79 

58 
47 
35 
104 

25 
12 
42 

17 

1,S2 
2.34 

2.11 

2.17 
2.56 
1.95 
1.35 
3.04 

William  S.  Eaton 

Fur  State 

ilnmichuulU 

Berkshire  

Hampshire 

Middlesex 

Norfolk  

750 
217 

■in 

OJO 
124 
5J0 
110 
fiOO 
1.360 
124 
39S 
189 

18 
9-0 
lUO 

60 
402 
172 
240 
1,110 

15 
165 
325 
950 

60 
1,650 

70 

90 

»0U 

1.0  iO 

30 

30 
8J0 
118 

57 
611) 

.S5 
l'.)0 

53 

97 
275 
330 

47 

63 

350 

1.4(10 

1.7^^ 
920 
1.017 
l.C.iO 
50 
1.050 
40 
25 
400 
7211 
160 
199 
555 
B50 
20 
20 
2iiO 
520 
450 
210 
222 
900 
711 
960 
625 

6 
51 

0 
51 

(■.5 

42 
0 
0 
51 
31 
49 
10 
0 
49 

51 
51 
0 
0 
6 
0 
0 
0 

0 
0 
0 
6 
0 

27 
0 
0 

42 

51 
0 

51 
0 
0 
0 
0 
0 

49 

50 
0 
0 
0 
0 
0 

19 
0 

49 
0 

49 

34 
6 
0 
0 

25 
0 
6 

22 

52 

33 
0 
0 

10 
7 
0 

37 
0 

43 

N.  E.  Power  t'o 

Mass.  AKr.  College 
Met.  Water  Works 

AshlaiKltt   

Hliiellill«§ 

.54.0 

55.5 

-  1.4 

-  16 

84 
85 

27 

36 
37 

31 

32 

29 

5 

8 

12 
13 

14 

10 

uw. 
w. 

Blue  Hill  Observatory 
U.  S.  Weather  Biu-eau 
Mrs.  Loring  H.  Keed 

Kr**  1  Imi 

Worcester 

I'lyiuonth 

Hampden  

Hampshire 

SutTolk         

BrocUtouS   

3.41 
3.53 
l.(i5 
2.07 
1.47 
2.05 
2.66 

1:93 
2.04 
2.31 

3.17 
1.94 
1.63 
2.57 
1.73 
2.  39 
1.05 
2.81 

2' 00 

2.70 
3.16 
1.81 

1  52 
2.72 
1.99 
1.21 
1.76 
1.27 
2.  16 

1.  79 
1.26 
2.(>6 
1.95 
2.41 
1.66 
3.20 
1.71 
2.00 
2.89 
2.32 

2.  26 
3.12 
1.94 
2.37 
1.96 
1.62 

2  49 
2.53 
1  60 
2.28 
2.53 
2.78 
1.74 

-0.12 
-0.28 
-1.71 
-1.17 
-1.69 

"-6.' 08' 
-1.40 
-1.91 
-1.44 
-0.91 

■-i.'is' 

-2.06 
-1.20 
-1.78 
-1.11 
-1.80 
-0.  74 
-1.67 
-1.60 

—6.63 
-1.70 

-o;36 
-1.52 
-2.  12 

-1.87 
-2.  1 1 
-1.76 
-1.  37 

'-6.' 67' 

-6:44 
-2. 17 
-0.10 
-1.77 
-1.14 
-0.47 
-0.79 
-0.87 
-0.69 

-1.07 
-1.17 
-1.  19 

-L31 
-1.57 
-1.45 
-0.66 
-0.54 


1.54 
1.06 
0.69 
0.98 
0.98 
0.79 
0.70 
1.01 
0.04 
0.76 
0.66 
1.47 
0.88 
1.33 
0.75 
0.60 
0.99 
0.85 
0.93 
0.  f;2 
0.54 
0.91 
1.03 
0.94 
0.89 
0.82 
1.01 
0.96 
0.66 
0.97 
0.  56 
0.45 
0.81 

0]50 
0.88 
0.94 

0^40 
0.56 
0.82 

0.73 
0.91 
0.91 
0.90 
1.12 
1.13 
0.83 
0.57 
0.89 
0.96 
1.01 
0.93 
1.12 
1.19 

0^82 
0.45 
1.00 
0.94 

1.08 
0.80 

i.in 

1.07 
1.54 

0.41 
1.08 
0.75 

n.  64 

1.08 

0.29 
0.80 
0.63 
0.45 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 

0 
0 
0 
0 
0 
T. 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

'1'. 

0 
0 
0 
T. 
0 
0 
0 
0 
0 
0 
0 
0 

■v. 

0 
0 
T. 

0 
0 
0 
0 
0 

0 
0 
0 
0 

9 
8 
5 
7 

10 
9 

11 
8 
6 
9 

5 

9 
7 
6 
5 

5 

11 

11 
8 
8 
8 
9 
8 
4 
7 

6 
9 
9 

12 
7 

10 

8 
9 

8 
10 
6 

8 

10 
10 
8 

8 
8 
9 

6 
9 
10 

9 
8 

11 
8 
10 
10 
10 

6 

8 
10 
8 

John  A.  Smithies 

26t 
27 
27 
27 

"34" 
31 
29 
29 

5 
5 
5 
5 

39 
34 
41 
37 

Hoyt  E.  Dodge 
Wet.  Water  Works 
Met.  Water  Work* 
Fred  A  Tower 

Chestnut  Jlill§.-.-- 

57.0 
53.9 
54.2 
53.8 

-  0.6 

-  2.4 

-  1.8 

85 
82 
85 

83 

15 

7 
15 

0 
6 
12 
10 

16 
8 
12 

nw. 

Worcester 

Middlesex 

Plymouth 

Berkshire 

East  Waivhum  .  ■ . 
Egiemoiittt* 

Joseph  L.  Kelley 
David  A  Hunter 

53.4 

-  1.5 

27 

35 

5 

30 

8 

15 

8 

sw. 

Richard  C.  Brigham 
Wilfred  Wheeler 

FalmouthJI* 

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

Essex 

Kitchburg5 

Krauiinghami  ■■•■ 
Kraiikliii* 

57.6 
57.2 

■52'2' 

+  02 

88 

28 1 
27t 

"27" 

32 
33 

"33" 

31 
5 

"■5' 

39 
37 

'33' 

5 

16 

10 

nw. 

Herbert  B.  Alien 
Met.  Water  Works 
Fred  A.  Darling 
William  H.  Dunn 
Ralph  M.  Barker 
T.  II.  Ward 

Gloucoster§     

Greenfield 

8 

17 

6 

s. 

Franklin 

Middlesex 

Worcester 

Win  P  Wharton 

Hardwick  • 

ii 

ii 

8' 

:::::: 

Fred  W.  Kinmous 

IIaverhill§ 

56.9 

-   l.S 

86 

27 

35 

5 

33 

City  Engineer 
C.  II.  Varney 
S.  A.  Agnew 
A.  W.  Ladd 

Franklin 

Plymouth 

Hampden 

Berkshire  

Worcester 

Barnstable 

Holyoke 

Hoosac Tunnel..  . 
ilnbbardstoii* 

'si.'s' 

•82- 

"•281  ■ 

27 

...... 

'48' 
26 

13 
"13 

10 

... 

8 
i2 

w. 

sw. 

N.  E.Power  Co. 
Alildred  Wheeler 

53.0 

-  2.4 

70 

27 

30 

5 

State  Teacher's  College 

Ipswich* 

Worcester 

Middlesex 

I<">;sex 

E.  P  Mitchell 

Lake  CochitualoUS 
I.awrencei 

53.0 
5.5.0 

-  4.2 

-  2.0 

86 
81 

27 
27t 

26 
33 

3 

5 

46 
36 

io 

io' 

:E. 

Met.  Water  Works 
Essex  Coinpauy 
W.  H.  Hosmer 

Worce-ster 

Middlesex...... 

Bvi;;tf)l 

Lowells  .-   

55.3 

-  2.4 

82 

27t 

34 

5 

35 

Props.  Locks  cV  Canals 
A.  Buck 

I-lymoutli 

'25 

"2 

4 

Ralph  Sampson 

Milford* 

W.ircester 

Worcester 

NanlncUet 

Bristol 

Worcester 

BerUshire  

Plymouth 

Berkshire 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Essex   

Franklin  

Worcester  ...... 

Middlesex 

Hampden  

Worcester  .... 
nerkshire 

Jlilford    Water  Co 

10 

15 
18 

5 

13 
11 
11 

sw. 
sw. 

N.E.Power  Co. 

Nantucket  

NewKedfor.l 

Northbridge* 

Otis* 

51.8 
57.2 

-  0.5 
+  0.9 

68 
77 

% 

41 
43 

5 
5 

23 

U.S.  Weather  Bureau 
(!ity  Engineer 
W.  E.  Buiuap 

R.  J.  Laiigdon 

18 

"3 

10 

w. 

Mary  H.  Wood 

27 

"36" 

"3" 

38 

31 

'33 
27 
12 

41 

Met.  Water  Works 

52.6 

-  3.1 

S3 

L.  B.  Cumming.s 

57.4 

'56.' i 
53.8 
52.8 

+  3.3 

■  +  '2'fi 
+  0.2 

86 

"84" 
85 
84 

27 

'27' 
27 
30 

39 

' '36' ■ 

:'.5 
29 

"37" 

5 
5 

"31' 

24 

5 

2 

sw. 
uw. 

Miss  L.  B.  Kuapp 
Met.  Water  Works 

ITovincctowii 

Rockport 

Shelhurnc  Falls   .. 
Somlilirlilue* 

12 
15 
12 

10 
11 

8 
0 
8 

Irving  H.  McNiiyr 
U.S.  C.G.  Station 
N.  E.Power  Co. 
G.  H.  Abbott 

SpriiisHeld 

Sterliii" 

58.0 

-  0.3 

88 

271 

12 

15 

4 

nw. 

U.  S.  Armory 
Met.  Water  Works 

Stoekbridge 

Swauipscott 

50.8 
52.8 
51.6 
56.2 

-o.'e 

-  1.6 

—  1.2 

80 

85 
81 
91 

27 
27 

27 
30 

29 
32 
27 
33 

31 

5 
h 
21 

41 
35 
44 
47 

15 

14 
5 
10 

9 
11 
13 

8 

7 

13 
13 

nw. 

Ncsbit  H.  Bangs 
Weston  K.  Lewis 

Bristol 

FraukliM    

Hampshire 

WorCfSK.r 

Hampden 

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

Turners  Fulls 

Ware  • 

2.07 
2.72 
1.91 
2.1; 
1.36 
3.29 
2.30 
2.51 
3.13 
2.19 

1.17 
1.95 
1.91 
1   ,51 
1.64 

1.25 
1.39 
2.12 

-1.29 
-0.29 
-1.  35 
-1.73 
-2.13 

-o.'oo 

-0.63 
-0.  .52 
-1.10 

-2.31 
-2.10 
-1.83 
—  1.45 
-1  80 

-1.97 
-2.41 
-1.62 
-2.  36 

Turners  Falls  F.&.  E.  Co. 
Edna  G.  Tyler 

VVestfield§ 

56.  2 

54.8 

.52.'6' 

.53.' 6 
54.4 

.52.4 
53.6 
58.8 
56.9 
55.5 

■-'3.'7' 

-  1.9 

-  0.4 

-  1.1 

-  0.3 

-  1.6 

-  0.3 

86 
85 

"so" 
"si" 

91 

72 
83 
86 
86 
86 

27 
27 

"27" 

■ '271 ■ 
30 

27 
27 

27 

27 

36 
29 

'si' 

"29" 
27 

40 
28 
38 
40 
30 

3 

5 

...... 

it 

5 
51 
4 
4 

lot 

35 
41 

■37' 
48 

21 
46 
37 
32 
46 

12 
10 

7 

4 
14 

w. 

State  Sanatorium 
Weston  College 

Weston§       •    • 

WilliamstownS.... 

Winchendon* 

Worco.sti!r(a)§ 

9 

'io' 

13 

13 
19 
12 
14 

13 

'i4 
9 

10 
4 
0 

11 
6 

9 

"7 

10 
14 

7 

sw. 
nw. 

sw. 
sw. 
uw. 
nvv. 
uw. 

Williams  College 
John  Gregory 
Clifford  L.  Davis 

Block  Island 

Newport 

Washiugton  .... 
Providence   — 
Providence   .... 

26 
100 

97 
160 

55 
46 
43 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Logan 
U.S.  Weather  Bureau 

PawtuckctS 

Provideneo 

ComieeHeul 
Baltic 

New  London  ... 

Litchfield 

Fairfield 

Uortford 

140 

144 
262 

0 

n 

35 
0 

The  Baltic  Mills  Co 

Barkliamsr-a.l  .... 

■sw." 

Water  Bureau,  Hartford 

Bridfteportg.. ...... 

56.  1 

-  2.4 

88 

29 

36 

16 

41 

18 

6 

7 

Bridgeport  Hydraulic 

Sea  page  23  for  explanation  of  reference  marks. 
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OlimatolORical  Data 

for  May,  1938 

^ 

Temperature,  in  degrees  Fahrenheit 

Precipitation. 

in  inches 

No.  of  days 

<D 

^., 

g2 

^ 

a 

e5 

r~ 

f^S 

stations 

Counties 

s 

s 

5 

1 

i 
3 

2 

eg 

f 

Kg 

ll 

1 

is 

■9„, 
II 

5^ 

•ss 

11 

11 

5 

1 

1 

P 

PL4 

Observers 

Connectiad  Cont'd 

Now.London.... 
Hartford    

460 
300 

49 

63.8 

-  3.6 

79 

27 1 

34 

5t 

35 

45 

1.73 
1.77 

-2.16 

0.66 
0.42 

0 
0 

8 

15 
17 

5 

nw. 

8   P  Willard 

Edwin  R.  Wilder 

Cream  HilltJ 

Litchfield  

1,300 

40 

62.2 

-  3.0 

80 

27 1 

32 

2r 

32 

40 

2.48 

-1.53 

0.81 

T. 

9 

18 

4 

9 

C.L.Gold 

Hartford.. 

Litclifield  

1.220 
585 

0 

19 
45 

3.03 
1.94 

-L94 

1.17 
0.81 

0 
0 

6 

n 

D   N   Gaines 

Falls  Village§ 

m  6 

-  3.0 

85 

27t 

27 

16t 

50 

16 

8 

7 

w 

I.N.  Hanson 

s. 

178 

fl 

61 

New  London  Waterworks 

Litchfield 

0 

156 

29" 

2 
92 

0 

68 

57.0 

-  0.9 

89 

40 

5 

31 

1.70 

-1.99 

0.53 

9 

9 

14 

U.  S.  Weather  Bureau 

20 

65 

55.  6 

—  1.6 

83 

27 

36 

5 

36 

65 

1.79 

-1.60 

0.85 

0 

11 

12 

9 

10 

Harry  G.  Tietlen 
L.M.  Com  stock 

Norwalk  

Fairfield 

116 

43 

56  7 

-  1.6 

90 

29 

31 

5 

46 

44 

1.97 

-1.90 

1.03 

7 

15 

13 

a 

nw. 

Old  Greenwich  .... 
Putnam  

wnd'ham:;::::: 

458 

n 

53.6 

85 

29 

29 

24 

42 

0 

2.23 

0.78 

0 

6 

95 

nw. 

U.  S.  Dept.  of  Commerce 

Salisbury 

Litchfield 

1,015 

1 

51.1 

82 

27 

29 

24 

43 

1 

1.90 

0.78 

13 

99 

9 

7 

F.  Hurliman 

Tolland  

Rit) 
3J0 

38 
48 

53.8 
58.0 

-  2.5 

-  1.0 

82 
90 

27t 

28 

32 
35 

5 
5 

39 
45 

43 
49 

1.94 
1  98 

-1.47 
-1.87 

0.75 
0.77 

8 
9 

13 
16 

H 

12 

7 

nw. 

Agr.  Exp.  Station 
William  .T.  Pape 

Waterbnry  

0 

2.17 
1.93 

-1.57 
-1.71 

i'.vt 

T. 

V 
8 

54.8 

-  2.6 

90 

28 

27 

24 

60 

14 

8 

9 

nw. 

Explanation  of  Reference  Marks  Used  on  Pages  26,  27.  and  28. 

The  departures  from  normal  temperature  and  precipitatiou  are  computed  only  for  sncli  .stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  State  means.  Reference  letters.  ".  b,  '^.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •>  represents  two  days.  etc. 

t   Also  on  other  datoB.  §  Thermometers  not  supplied  by  Weather  Bureau.    ttlObserver  for  New  England  Power  Co.  T.  Priicipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

XX  Post-oflice  addresses  of  the.se  stations  are  as  follows :  Maine -Aziscohos  Dam,  WiLson  Mills ;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin ;  Ripogenus  Dam, 
Millinockot;  Winslow,  Waterville;-New  Hampshire  — Arlington  Mills,  Salem  Center;  New  Durham,  Alton;  Pinkham  Notch.  Gorham;- Vermont— Bloomfield,  North  Strat- 
ford, N.  H.;  Cornwall,  Middlebnry;  Mays  Mills,  Colrain,  Mass.;  Searssburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  - Massachusetts- 
Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;— Connecticut- Cream  Hill,  West  Cornwall; 
Lake  Konomoc,  New  London. 

»  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Page  29. 
Except  as  otherwise  in,iicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  procipitatiOTi  recorded  is  for  the  24  hours  ending  at  the  time 
of  observations.     ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-hour  period,  midnight   to  midnight.      *♦  Precipitation  measured  in  the  morning:  amount 
recorded  is  for  the  preceding  24  hours.  ♦  Precipitation  included  in  that  of   next  meas\ireraent.  T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pa&e  30. 

ing;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs 


PUKSSURE.  WIND.  HUMIDITY.  AND  SUNSHINE 

Atmospheric  Pressure 
1  reduced  to  sea  level  1 

Wind 

Relative 
Humidity 

KtHtions 

i 

S 

1 

P 

S 

3 

p 

Sis 
<  > 

S 

P 

c 

1 
P 

S 

<! 

a 

1 

a 
0, 

il 

ll 

29  96 
29.  96 
29.96 
29. 95 
29  96 
29.88 
29.91 

30.37 
30.39 
30.35 
30.39 
30.36 
30.36 
30.35 

5 
6 

4 

5 

5 

29.5! 
29.61 
29.  47 
29.49 
29.43 
29.  .37 
29.16 

21 
21 

'■ii' 

6.0 

13  5 
14.0 
14.2 

9'.0 
6.9 

46 
34 

57 
47 
34 
27 
24 

w. 
w, 
s. 
sw. 

1 
1 
1 
1 
9 

■79' 

61 

58 
66 

78 

■76' 
45 
46 

52 
68 

64 
56 

'75' 

50 
61 
59 
56 
57 
58 

Block  Island  .... 
Blue  Hill..  . 

Boston  

Burlington 

Eastport 

Greenville 

Hanover 

Hartford  . . . 

29.97 
29.96 
29.98 
29.97 
29.93 
29. 96 

30.38 
30.37 
30.38 
30  38 
30.. 98 
30.39 

5 
6 
9 
4 
5 
5 

29.50 
29. 55 
29. 57 
29.41 
21.  43 
29.  62 

21 

21 
21 
1 
1 
21 

8.3 
13.4 
8.8 
8.0 
9.5 
1L4 

'37' 
24 
23 
30 
43 

sw. 
w. 

nw. 
nw. 

.... 

1 

25 

1 
1 

60 
71 
62 
65 
56 
53 

48 
65 
51 
47 
46 
39 

si' 

58 
60 
53 
54 

71 

'57' 
55 
60 
65 

Nantucket 

New  Haven 

Northfield 

Providence 

May,  1935 
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Daily 

Precipitation 

for   May. 

1935 

Drainage  basin 

Day  of  month 

1 

Statious 

1 

2 

3 

4 

5 

6       7       S  1     9  1  10  1  U  1  12  j  13  1  14  1  15  1   16      17  1  18  1  19     20 

21 

22 

23 

24 

25 

26 

27|28 

29  1  30 

31 

Maine 

Eastport*'*  

Ellsworth 

Eustis 

Farmington 

Gardiner 

Greenville 

Houltou"  

Jackiuau 

Coast 

.01 

.06 
.22 
.15 

■.20 

lis 

.20 
.10 

"."io 

.10 
.10 
.08 
.21 

■65 
.11 

".ha 

.OS 
.12 
.16 
.13 
.10 
.04 
.21 
.24 

.28 

1 

.47 
.45 

■."22 
.65 
.54 
.4-i 
.49 
.72 
.03 
.86 
T. 
.48 
.77 
.09 
.65 

.04 

•i 

I'.IO 
.83 
.13 
.70 
.91 

.60 
.27 
.98 
1  t\d 

.03 
.05 
.14 
.22 
.18 

'.■ii 

.29 

'."oi 

■;63 

.12 
.So 
.09 
.20 
.24 
.25 
.01 
.15 
.20 
.03 
.02 
.30 
.08 
.19 
.13 
.02 
.08 
.24 
.20 
.  02 
.17 

.16 
.34 

.14 
.06 
.23 
07 

.05 

"r 

.26 
.02 
.11 
.02 

■.'66 

.10 
.10 
.10 
.08 

1 

.00 
.06 
.14 

'.■64 
.15 

'."is 

T. 

T. 

.10 
.01 
.07 

T. 

't'.' 

T 

.i3 

.13 

r. 

'.'oi 
.01 
.02 

.19 

•r. 

'.'oi 

r. 

t. 

T. 

.J.... 

.30'.... 

.hOl  .10 
24'    (W 

'.'36 
.23 

.'37 
.29 
.10 
.21 
.16 
T. 
.42 

'.'26 
.80 

1.30 
.05 
.04 
T. 

.15 
.51 
.04 
1.05 
.34 

:i 
.49 

.40 
.18 
.61 

.04 
.3b 
.12 
.39 
.03 
1.02 
.13 
.37 
.02 
.08 
.f3 
.01 
.06 
.lb 

.  14 
.04 
.01 
.92 

1.05 
1  81 

icpniiebec 

.06 
T. 

r. 

T. 

.02 

t. 

....do 

do 

1.79 
1.68 

.24 
.39 
.31 
.56 

.09 

■'•j'i 

.26 
.06 
.18 

.34 
.08 
.23 
.30 
.13 
.14 

.17 
T. 

.01 

.05 

'.'oi 
'.'36 

....do 

?t.John 

Kennebec 

.02 
.17 
.05 

.06 
.01 
.10 

■"oe 
.01 

T. 

.02 
.01 

.08 

.10 

.06 

.05 
T. 
.05 

.12 
T. 
.07 
.05 

t. 

.03 

■f. 
T. 

'.'oe 

.18 
T. 

.04 

■■'l'.' 

T. 

T. 
.06 
.03 

T. 
.11 

2.55 
2.13 
2.47 

Madison 

Millinocket 

Mile 

.08 
.14 

'.'03 

.12 
.28 
.02 

'.'oi 

.03 

.48 

Penobscot   

do 

.02 
.19 
.18 
.39 

'."86 

■.'oi 

.30 
T. 
.05 

.79 
•.■0: 

.10 

'.'ii 

'.'io 

■r. 

ios 

.03 
'.'26 

'.'66 

■.'67 

.02 

■.is 

.01 

■.■64 
.04 

.19 
.08 
T. 
.11 
.10 

'.■45 
.04 
.02 

'."26 

.02 

.06 
.11 
.05 

'.'is 
■.■•22 

'f.' 

.10 

.07 

T. 

't. 

.11 
T. 

'.'oi 

.01 

■.'69 

T. 
T. 

't.' 

'.'6i 
'1'. 

'T.' 

■.■ii 

.14 

.01 
.07 

'.'67 
.11 

T. 
.11 

'.'oi 

T. 
f.- 

't. 

.01 
T. 

..23 
T. 

'.'oi 

.09 

'i'.' 
't 

■."65 
.15 

■.'65 
.00 

I.  84 
1.98 

Nortii  Bridgton  . . . 

Oldtown 

Porlhina'** 

Presuue  Isle   

Kipoi<»'noas  Dam.. 

Kiimlord 

The  Forks 

Winslow           

Saco  

Penobscot   

Coast 

St.  John 

Penobscot   

Androscoggin   .... 

Kennebec 

Kennebec 

St.  Croix 

Androscoggin 

Merrimac 

.01 
.03 

.28 
.30 

.22 

T. 

t' 

.01 

■■69 

".2\ 
.02 

'.'ie 
■."65 

2.00 
1.29 
1.38 
2.00 
3.15 

T.' 

.19 
t'.' 

1.44 

Woodland"  

yew  IlampslUre 

1.21 
2.36 

.01 

Franklin        

.10 
T. 

■.'i8 

T. 

.01 
.10 

.02 
.05 

'.'oi 

T. 

.28 

2  42 

.11 
.07 
.74 

.84 
.12 
.12 

.23 
.81 

'.'26 
.23 

'.'i4 

■'22 
.18 
.21 

1.30 
.86 
.19 

■.'61 
.20 

'.'ie 

.01 
■.61 

.01 

'.'io 

Keene(near) 

....do 

....do 

Merrimac 

'.'69 

■'oi 

.05 

.05 

'.'62 

'.'07 

T. 

T. 

.01 
.02 

'.'6:-; 

T. 

■.'61 

.01 

1.52 

.05 

.09 

1.71 

do 

.'o.-i 

.52 
.50 

.07 
.02 

"oi 

.If) 
.04 

10 

'.'i2 

.07 

.04 
.03 
'I'. 
.11 

'f.- 

r 

'::: 

t'' 

".(yi 

.02 
■f.' 

■'os 

f.' 

.07 
.03 
.25 
.04 

.10 

■;o8 

.07 
.12 
.07 
.34 

Connecticut 

....do 

:Ts 

.04 

"."ie 

.08 
.04 
.12 

.26 
.11 
T. 
Ofi 

.15 

T." 

.02 

'.'6j 

'.■35 

T. 

'.'iis 

.28 

't.' 

T. 

't.' 

.02 
''i'".' 

r. 

T. 

t. 

.07 
T. 

'.'in 
.02 
.01 

't. 

■'62 

■.■61 

'."oi 

'.'•28 
T. 

'.'06 
T. 

'.■37 

T. 

.40 
.Ot 

.16 

'.'55 
.08 

;.32 

.63 
.92 
.24 
.42 
.91 
.47 

!07 

.13 

.03 
.01 
.01 

■r. 

T. 

'.'oi 
.02 
.22 

.07 
.31 

.22 

'1' 

.05 

r. 
.01 

'.'08 

'.'62 
.09 
.20 

T. 

1  72 

Pitl.>burg 

i'lj' mouth 

4.54 

\-ennoiU 

Bloomtieid 

Brattleboro 

Burlington"* 

.  11 

.02 

tV 

T.' 

.04 

.01 

2.50 
1.59 
2.31 
1  84 

....do 

Champlain 

Connecticut 

....do 

Champlain 

St.'Lawrence  .'!"! 
Champlain 

....do 

....do 

Connecticut 

....do 

....do 

....do 

roimocticut . 

.09 
T. 
T. 
.03 

.'ia 

.35 
.05 

Y.' 
.11 

.82 
.66 
T. 

f.- 

T. 
.07 

.20 

tV 

■.'66 

T. 

'.'03 

.01 
.07 
.18 

.04 
.02 
.03 
T. 

Chelsea 

.?..  .99 

.... 

'f.' 

.01 
.01 

'•'1'. 

T. 

't.' 

T. 

:::: 

2.37 

l'uo>t)urg  Falls 

.32 
.01 
.01 
.14 
.18 
.17 
.15 
.-.'8 

.m 

.03 
.09 
.05 
.40 
.01 

.on 
.12 

.45 

.18 
.32 
.31 

.27 
.87 
1.22 
.95 
.22 

:S 

.07 
1.10 

.88 
.82 
.95 

1  06 
.98 
.98 
.43 
.57 

1.01 
.64 

3  50 

.12,  ■]-. 
.  1-.I    -  - 

T. 
T. 

'.'64 
.02 

T. 
T. 

.08 

T. 

.04 

Xorthtield*** 

'."62 

■.'6i 

.09 

.  13;   . . . 

.... 

.03 

'.'ii 

T. 

2.  36 

St.  -■Vlbaus  

.08 
.12 
.17 
.15 
.15 

.02 
.12 

1  87 

St.Johu>bury 

f  ■ 

.27 
.15 
.11 
.52 

"r^ 

.or> 

.28 
.18 

.34 

T. 
.41 
.06 
.06 
.0.5 
.11 

■34 

T. 

.28 
.34 
.07 
.04 
.33 
.08 
.34 

■# 

'.'55 
.10 

'A 

.13 
.34 
.25 

■.■46 

;o3 

.11 

.60 

.12 
.32 

■.'62 

.01 

T. 
.0« 
.11 

■'Oo 
.19 
.04 
.23 
.10 
.06 

.12 
.27 
.10 
T. 

.53 
.44 
.Of 
.35 
.11 

r. 

.'io 

.07 
.Vr> 

.01 

.08 

.01 

T. 

T. 

T. 

T. 

2  43 

We^t  Burke 

.04 

't.' 

.16 

.08 

.03 
T. 

.05 

3  00 

T. 

.V«s.snc/t"SS(;Hs 
Amherst  

2  17 

Blue  Hill        

■f. 

'.6i 

.79 

'.'io 
'.'ii 

'.oi 
'.'67 

.05 

'.on 

T. 
T. 

'f. 

'.'C3 

f.- 

r. 
r. 

r 

T. 

'.'05 

■■'r. 

1  T 

.06 
T. 

T. 

t. 

•r 

T. 
.03 
T. 

1.95 
1.35 
3.53 

Boston*** 

Che>terlieki** 

....do.   

T. 

T. 

'T" 
T. 

T. 

'.'6i 

.01 

Concord 

East  Wareham"  . . 

Egnmont** 

Fail  River  

....do 

Coast 

Housatonic 

Coast 

".14 

'.'62 

.'i:s 

.'ov 

'.'.'.'. 

''64 

.21 

.7( 

1.47 
2.  05 
2.  60 
1.97 

2.' 01 

....do 

Merrimac  

....do 

Charles 

.5; 
1.47 

"6i 

.14 
.02 

'.'46 

.02 

■.'57 
.22 
.04 

t'^ 

1.10 
1.07 

.02 
.01 

.63 
.1- 
.74 

1.17 
.1 
.42 
.0-- 

1.P3 
.70 
.20 
.56 

Framingham 

94 

.01 

T. 

•r. 

.11 

05 

T 

T. 

T. 

Franklin**     

.44 

4'V 

3.17 

H:irdwick** 

Connecticut 

.15 

■."12 

■■i5 

.06 
.05 

.is 

.13 
.16 

".U 

.20 

'.ii 
.01 

.10 

T 

.05 
'."04 

.35 

■.'65 

.28 
.08 

.17 

.06 
.12 
.31 

.20 

.18 
.18 

■f 
.20 

'.■39 
.12 

.18 
.05 

■.'08 

.16 
.17 
.12 

.06 

■'io 

.38 
.04 
.01 
.18 
.61 
• 

.02 
.01 
T. 

'.'63 

.J'J!,... 

(I'r 

'i'.' 

.... 

:::i;::: 

•r. 

T. 

.02 

't.' 

'1' 

■.'07 

;o6 

'1' 

".02. 
.08 

.24 
.0? 

Haverhill 

T. 

!     ,,,■ 

3.16 
1  81 

Hyaiuiis 

Coast   

.12 

■V. 

T. 

Ipswich" 

....do 

.87 
.94 
.22 

'.91 
1.12 
1.13 
.51 
.96 

■.80 
.90 
•94 

.40 
1.08 
.62 

!l7 

.81 
.61 
.78 

'.'46 

'.'io 

.25 

.03 
.05 
.57 
.05 
.16 
15 

.02 

'.'oc 

...j:;:: 

1.52 
1.27 
2.41 

1  71 

Nantucket*** 

Coast 

f^ 

.05 

New  Bedford 

Otis** 

....do 

Connecticut 

.... 

Pittsfield** 

Housatonic      .  . 

.50 
T. 

2.20 
1.94 
1.96 
1.62 
2  53 

T. 

'i'V 

T 
T.' 

* 

.07 

■J- 

'.'6g 

'.'2i 

.02 

.06 
.05 

'.6i 

T 
.12 

.10 

".'69 
T. 

".in 
't.' 

Provincetown 

....do 

do. 

.01 

t" 
i.'i'j 

.01 

T.' 

03 
'.'69 

.06 
.02 
.19 
21 

.12 
.2f 

.08 
.03 

.13 

.11 

.... 

■v.' 

't'. 

Southbridge** 

Thames 

T 

.44 
.03 

T. 

■.■24 

Springfield 

Connecticut 

T. 

.08 

2  28 

.05 

.12 

Turners  Falls 

Connecticut 

.49 
.53 

2  07 

Williamstown   

Hudson 

.06 

T 

T. 

T. 

.02 

.05 

T. 

2.30 

Winchendon 

Worcester 

Biackstone .::::::: 

Coast 

....do 

....do 

Coast 

....do 

T. 

'.'os 

.01 

tv 

.02 

.17 

'.'61 
.02 

tV 

.05 

■.'62 
T. 
.04 

.56 

.10 
.36 

.34 

.35 
.39 

■.'28 
.32 
.34 

.20 

T. 

.01 
T. 
.01 

.07 

.01 

T. 

'.'62 

T. 

t 

.08 
.14 
.11 

.11 
.11 

T. 

T. 

.20 
T.' 

.01 

3  13 

Shade  Island 
Block  Island*** . . . 

1   17 

.06 

'.'26 
.13 

.07 

i'V 

Providence"** 

Conyiedicnt 

Bridgeport 

Colchp--'  V   

.06 
.66 
.12 

.1>> 

.0.S 
.02 
.09 

T. 

1..51 

2.12 
1  73 

rrca-.M  i..ll 

T. 

T. 

EastHartland 

Connecticut 

.02 
.01 

Hartford*** 

;05 

.19 
.23 
.12 

'.'oe 

't.' 

T. 

•t.' 

■V. 
T. 

'.'oi 

.05 
.11 

T 
.01 

'.'63 

New  Haven***  .... 

New  London 

....do 

.85 

Norwalk  

...do 

.02 

.05 

t. 

.06 
.10 
.10 
.09 

.03 

I  97 

.78 
.75 
.77 

■.'62 
.04 

'1'. 

.0; 

.30 
.40 

Storr« .          

Willimantic. 

T. 

.05 

27 

■f. 

1.94 
1  98 

Waterbury 

Coast 

.28   .62    .14 

See  page  >•  for  explanation  of  reference  marks. 
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Daily  Temperatures  for 

May.  1935 

Day 

3f  Month 

Stations 

Mean 

1 

__! 

3 

J_ 

5 

_i 

"' 

8 

^ 

10 

U 

12 

^ 

14 

^ 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

^ 

28 

29 

30 

^ 

Bar  Harbor  { 

Muine 
,     S  Maximum... 

44 

52 

54 

56 

48 

53 

41 

53 

62 

47 

59 

56 

66 

62 

■59 

56 

59 

69 

63 

58 

62 

72 

71 

80 

74 

77 

60 

60.0 

le'^'^' i  Minimum.... 

39 

33 

28 

oO 

33 

34 

40 

38 

41 

41 

44 

48 

41 

43 

39 

37 

40 

38 

39 

35 

38 

41 

45 

45 

51 

52 

54 

55 

53 

40.6 

S  Maximum  .  •  • 

47 

49 

53 

49 

57 

51 

48 

63 

55 

47 

56 

52 

66 

52 

51 

60 

51 

54 

55 

5.5 

55 

57 

55 

56 

65 

58 

59 

55 

65 

58 

55.3 

Kastport  .... 

(  Minimum.... 

34 

32 

36 

34 

36 

39 

39 

38 

40 

41 

41 

40 

41 

40 

40 

40 

39 

39 

40 

41 

43 

38 

38 

43 

43 

44 

43 

44 

43 

42 

39.6 

)  Maximum.  •■ 

40 

41 

58 

56 

25 

49 

49 

56 

70 

57 

08 

56 

64 

51 

45 

66 

54 

47 

52 

60 

55 

53 

62 

61 

77 

82 

76 

69 

72 

60 

57.6 

Greenville  .. 

i  Minimum 

28 

29 

26 

29 

32 

35 

36 

29 

41 

40 

34 

34 

40 

34 

39 

30 

30 

34 

39 

32 

34 

38 

32 

53 

57 

54 

45 

45 

Hovilton  

j  Maximum  .  •  ■ 

44 
34 

46 
29 

53 

54 
30 

62 
27 

54 
34 

58 
34 

55 

70 

66 

45 

60 

45 

55 

60 
36 

02 
38 

51 

60 
41 

55 
36 

52 
35 

56 
37 

55 
40 

60 

56 
40 

57 

6C 
31 

69 
43 

76 

83 
50 

76 

57 

68 
56 

72 
47 

70 

60!6 

(  Minimum  — 

39 

37 

45 

38.5 

)  Maximum  ... 

49 

54 

55 

61 

62 

56 

47 

61 

69 

60 

60 

59 

70 

58 

53 

64 

63 

54 

56 

64 

63 

59 

67 

63 

73 

80 

84 

82 

70 

79 

69 

63.0 

Leuistoii  .... 

i  Minimum.... 

40 

35 

32 

38 

32 

38 

40 

40 

36 

44 

45 

42 

41 

47 

42 

40 

38 

38 

38 

44 

38 

37 

47 

40 

44 

55 

58 

61 

55 

41.5 

j  Maxinnnn  . .. 

47 

45 

53 

56 

63 

56 

55 

57 

71 

70 

62 

59 

67 

66 

51 

61 

57 

64 

60 

58 

60 

58 

57 

64 

74 

80 

84 

82 

74 

78 

77 

63.1 

MilUnocket.. 

37 

31 

30 

33 

25 

33 

37 

39 

30 

45 

38 

34 

36 

37 

4a 

35 

32 

38 

43 

35 

39 

38 

37 

41 

32 

68 

54 

57 

46 

46 

38.7 

Oldtown  

Maximum  .  '■  ■ 

49 
40 

51 
35 

55 
31 

58 
34 

62 
30 

62 

57 
40 

57 
40 

35 

67 
60 

48 

61 
41 

36 

68 
45 

% 

42 

61 
37 

60 
34 

67 
40 

57 
42 

61 

61 
40 

61 
35 

63 
35 

46 

82 
41 

80 
46 

80 
56 

76 
61 

78 
56 

72 
54 

64.2 

)  Maximum .  .. 

64 

56 

51 

53 

56 

59 

50 

57 

67 

65 

63 

65 

60 

54 

65 

59 

58 

57 

66 

58 

56 

60 

70 

81 

74 

70 

68 

6l!8 

Portland  .... 

'  Minimum.'... 

42 

39 

35 

41 

40 

40 

43 

42 

44 

46 

49 

45 

46 

49 

44 

45 

41 

41 

43 

46 

45 

41 

40 

49 

50 

55 

60 

67 

56 

49 

45.2 

\  Maximum  . .. 

45 

53 

51 

60 

61 

55 

47 

60 

72 

63 

60 

60 

69 

57 

50 

61 

62 

56 

53 

01 

63 

59 

59 

66 

73 

79 

83 

79 

71 

78 

68 

62.5 

Rumford  ... 

i  Minimum.... 

34 

30 

29 

32 

25 

34 

37 

36 

30 

42 

37 

38 

31 

44 

37 

35 

29 

32 

35 

40 

2» 

31 

28 

33 

39 

34 

39 

52 

55 

45 

52 

36.3 

\  Maximum  ... 

49 

54 

57 

60 

63 

62 

55 

63 

74 

75 

62 

62 

72 

71 

54 

63 

66 

55 

56 

62 

65 

60 

60 

66 

74 

79 

85 

84 

82 

80 

80 

66.1 

Wiiislow  .... 

(  Minimum...- 

3b 

34 

30 

35 

27 

35 

40 

39 

33 

43 

41 

39 

36 

42 

39 

37 

31 

33 

38 

43 

35 

36 

32 

43 

36 

39 

53 

58 

49 

54 

A 

ew  Hampsliire 

Berlin  II 

(Maximum... 

44 

50 

51 

59 

61 

51 

44 

58 

69 

64 

55 

58 

67 

57 

52 

60 

59 

48 

51 

69 

59 

52 

54 

63 

68 

78 

81 

77 

72 

74 

63 

59.9 

(Minimum.... 

32 

32 

31 

31 

26 

36 

39 

37 

32 

43 

39 

39 

32 

46 

39 

32 

29 

28 

33 

38 

30 

31 

■29 

30 

37 

33 

37 

54 

59 

42 

56 

36.5 

Concord 

iMYnimum  '■; 

.53 

51 

47 

61 

62 

60 

50 

64 

72 

66 

65 

65 

72 

62 

55 

67 

64 

60 

55 

65 

71 

61 

69 

67 

73 

85 

79 

30 

81 

69 

65.2 

41 

37 

34 

38 

30 

39 

42 

41 

35 

46 

46 

43 

39 

46 

41 

33 

40 

36 

40 

44 

42 

35 

32 

37 

38 

43 

64 

56 

48 

54 

40.7 

Durham 

j  Maxinuim... 

55 

54 

53 

57 

60 

63 

61 

72 

65 

67 

70 

68 

64 

60 

69 

60 

60 

58 

70 

72 

66 

68 

72 

79 

85 

84 

76 

67 

66.4 

iMininuim.... 

40 

31 

27 

39 

27 

39 

il 

40 

31 

46 

41 

33 

41 

42 

40 

29 

35 

30 

38 

34 

30 

28 

32 

33 

38 

40 

52 

56 

45 

53 

37.8 

Keene  (near). 

\  -Maximum  .  • . 

52 

50 

44 

61 

64 

60 

63 

65 

72 

67 

67 

67 

73 

64 

67 

67 

67 

62 

59 

66 

69 

63 

59 

66 

74 

79 

78 

78 

81 

68 

66.0 

)  Minimum.... 

39 

26 

28 

34 

27 

43 

41 

29 

47 

36 

36 

30 

47 

34 

25 

33 

27 

4U 

32 

29 

31 

28 

25 

29 

30 

34 

47 

54 

48 

64 

35.6 

Pittsburg  . . . 

(Max,, num... 

40 

42 

38 

54 

57 

47 

42 

56 

64 

62 

56 

50 

60 

54 

50 

54 

50 

40 

42 

52 

51 

46 

47 

57 

66 

73 

76 

73 

66 

73 

69 

65. 1 

(  MininuHU.... 

27 

24 

24 

25 

24 

34 

34 

32 

28 

41 

37 

35 

29 

40 

30 

29 

25 

30 

31 

32 

25 

28 

27 

36 

32 

37 

46 

46 

41 

44 

32.3 

Plymouth... 

)  Maxinnnn  ... 

50 

50 

46 

64 

63 

60 

63 

64 

74 

65 

60 

65 

69 

60 

54 

65 

64 

55 

56 

64 

65 

57 

68 

68 

76 

84 

85 

80 

70 

78 

66 

64.1 

(Minimum.... 

35 

29 

28 

34 

23 

32 

« 

38 

28 

42 

34 

37 

28 

45 

36 

27 

30 

27 

34 

39 

25 

28 

35 

29 

33 

46 

54 

48 

53 

34.5 

Burlington  . 

\'eniiont 
lyi^^mum  ■■' 

50 

50 

40 

54 

61 

52 

46 

64 

67 

58 

60 

65 

58 

50 

63 

55 

53 

52 

62 

66 

51 

56 

65 

69 

78 

82 

70 

70 

75 

64 

60.1 

o4 

32 

32 

36 

32 

42 

41 

41 

4(; 

48 

42 

38 

38 

41 

36 

36 

38 

39 

39 

46 

36 

35 

31 

40 

46 

40 

48 

58 

56 

52 

56 

40.9 

Newport  

)  Maxinnnn  .  .. 

43 

44 

46 

79 

61 

54 

45 

61 

70 

66 

58 

56 

02 

46 

47 

56 

5« 

62 

58 

55 

51 

54 

63 

77 

81 

63 

59.2 

(  Minimum.... 

28 

31 

28 

29 

28 

34 

38 

46 

43 

37 

34 

36 

34 

35 

29 

34 

42 

30 

31 

31 

34 

45 

36 

43 

55 

5ft 

45 

48 

37.1 

North  Held... 

;  Maximum... 

49 

51 

43 

56 

60 

56 

45 

62 

69 

68 

58 

61 

66 

55 

49 

64 

58 

5i 

50 

62 

54 

53 

56 

63 

70 

78 

81 

72 

08 

75 

67 

60.4 

1  Minimum.  .. 

35 

31 

29 

31 

26 

38 

38 

38 

32 

48 

36 

33 

31 

39 

36 

30 

30 

30 

36 

38 

30 

27 

25 

32 

37 

32 

39 

55 

49 

44 

49 

35.6 

Rutland  .  .. 

\  Maximum... 

50 

47 
34 

4U 
28 

55 
34 

65 
30 

59 
41 

66 

64 
41 

72 
36 

68 

48 

% 

65 
3fi 

68 
36 

62 

48 

65 
37 

65 
31 

64 

38 

s 

54 

35 

62 

40 

65 

35 

56 
34 

59 
30 

66 

77 
40 

80 
37 

84 
44 

78 
65 

69 

68 

79 

48 

74 
53 

64.2 

*  Minimum -... 

38.9 

bt.  .-\iuans  .  . . 

j  Maximum.  .. 

48 

51 

45 

58 

53 

68 

80 

69 

67 

66 

67 

64 

53 

68 

65 

51 

54 

68 

64 

66 

58 

68 

73 

79 

74 

72 

75 

76 

64.5 

t  Minimum 

34 

33 

30 

35 

42 

41 

41 

37 

50 

45 

32 

36 

48 

37 

31 

32 

34 

39 

41 

32 

29 

30 

34 

40 

39 

47 

59 

57 

51 

52 

39.6 

St.Johnsbury 

\  Maximum.  .. 

3.3 

50 
31 

48 
31 

59 
33 

62 

28 

59 
36 

60 

40 

60 
38 

71 

6U 
45 

63 
40 

35 

69 
31 

65 
47 

i 

61 
32 

60 
30 

i 

53 
35 

44 

31 

11 

56 
27 

66 
32 

72 
42 

80 
34 

84 

?I 

70 
60 

50 

75 
54 

)  Mininunn.... 

WnnHcfApV 

\  Maximum... 

51 
38 

51 

27 

46 
25 

37 

62 
25 

60 
38 

53 

43 

65 
39 

72 
29 

69 
45 

70 
37 

66 
31 

71 
31 

61 
48 

% 

27 

68 
28 

55 
36 

64 
42 

68 
29 

58 
28 

57 
26 

66 
26 

75 
34 

81 
31 

37 

76 
49 

72 
58 

78 
49 

71 
50 

(,i.l 

V>  OutlS-tUOli.  .  . 

(Minimum.... 

36.8 

niussachasella 

Amherst 

\  Maxinnnn.  .. 

53 

47 

48 

57 

61 

61 

52 

66 

71 

66 

65 

70 

73 

68 

60 

68 

68 

62 

60 

68 

69 

64 

5£ 

66 

74 

80 

85 

81 

83 

80 

77 

06.5 

(  Minimum 

35 

35 

37 

43 

46 

44 

37 

48 

44 

43 

40 

ii 

41 

32 

40 

35 

43 

41 

40 

40 

34 

36 

42 

44 

62 

49 

58 

42,2 

Boston 

\  JIaximum  ... 

54 

48 

48 

52 

57 

64 

52 

58 

68 

64 

70 

67 

58 

65 

58 

61 

59 

66 

67 

06 

57 

65 

73 

74 

85 

82 

82 

69 

62 

64.0 

(  Minimum.... 

42 

41 

37 

39 

40 

44 

43 

43 

47 

48 

61 

46 

45 

5C 

44 

42 

47 

42 

44 

47 

50 

47 

44 

43 

49 

55 

50 

60 

62 

58 

50 

47.0 

Brockton  ... 

)  Maximum  . .  • 
(Minimum... 

:: 

;: 

:: 

:: 

Concord.... 

J  Maxinnnn... 

54 

47 

52 

56 

63 

6.5 

53 

65 

73 

65 

7i 

70 

75 

67 

62 

69 

67 

62 

60 

67 

70 

67 

58 

65 

75 

78 

85 

82 

83 

79 

74 

67."  i 

(Minimum.... 

41 

36 

35 

36 

29 

43 

44 

43 

38 

48 

45 

42 

36 

50 

40 

33 

43 

39 

45 

42 

37 

38 

36 

31 

34 

46 

57 

56 

48 

52 

41.4 

East  VVareha 

,,      j  Maximum... 

60 

51 

5£ 

51 

57 

64 

50 

58 

66 

60 

72 

69 

65 

63 

65 

60 

63 

60 

70 

60 

67 

57 

70 

73 

77 

72 

76 

81 

64.5 

"'  • (  Mininunn.... 

44 

42 

41 

29 

39 

48 

43 

39 

47 

48 

44 

48 

60 

44 

33 

43 

41 

45 

40 

42 

41 

45 

1 

33 

44 

41 

55 

57 

62 

51 

43.2 

I  JIaxinuun  ... 

58 

49 

57 

54 

57 

65 

52 

63 

70 

59 

70 

69 

65 

64 

63 

67 

64 

63 

08 

63 

6f 

66 

63 

71 

77 

83 

76 

78 

77 

74 

6.5.4 

(  Minimum.... 

44 

42 

38 

39 

35 

43 

45 

43 

44 

47 

49 

45 

44 

49 

43 

39 

46 

41 

47 

43 

46 

45 

41 

39 

44 

60 

53 

59 

56 

54 

56 

4.5.5 

Fitchburg  .. 

)  iMaxinumi.  .. 

5b 

50 

55 

67 

6b 

65 

66 

68 

79 

69 

70 

69 

77 

72 

62 

72 

70 

62 

60 

68 

75 

66 

62 

66 

75 

84 

87 

88 

88 

87 

76 

70.0 

(Minimum.... 

40 

35 

32 

38 

32 

42 

44 

47 

40 

50 

4b 

44 

55 

42 

39 

43 

39 

44 

41 

45 

42 

37 

36 

44 

46 

65 

64 

72 

60 

45.1 

Lawrence... 

j  Maxinnnn... 

5< 

48 

52 

56 

60 

63 

55 

63 

70 

64 

67 

72 

63 

59 

63 

62 

59 

64 

67 

63 

60 

65 

74 

84 

81 

84 

78 

65.8 

(Minimum.... 

38 

37 

41 

33 

43 

44 

43 

38 

49 

48 

45 

41 

53 

43 

38 

47 

40 

38 

43 

42 

42 

39 

37 

41 

45 

48 

58 

64 

54 

56 

44.1 

Nantucket.. 

(Maximum... 

52 

48 

5U 

47 

51 

58 

51 

52 

63 

52 

62 

56 

59 

5s 

55 

56 

61 

58 

68 

60 

54 

62 

53 

61 

68 

65 

66 

65 

63 

61 

60 

57.6 

I  Minimum.... 

43 

42 

42 

42 

41 

45 

44 

44 

45 

46 

47 

45 

44 

48 

44 

45 

46 

47 

48 

47 

43 

48 

43 

43 

45 

48 

48 

53 

56 

49 

47 

45.9 

Stockbridge 

Maximum... 

51 

44 

45 

50 

59 

54 

5- 

61 

CS 

61 

63 

65 

55 

60 

64 

59 

55 

63 

07 

57 

56 

61 

09 

74 

79 

77 

75 

71 

62.2 

(  Minimum.... 

37 

34 

29 

38 

29 

40 

46 

41 

Si 

47 

44 

35 

51 

47 

30 

33 

43 

32 

34 

h 

33 

35 

■ii 

62 

56 

46 

54 

89.  4 

Williamstoui 

\  Maximum.  .. 

48 

46 

43 

52 

61 

55 

52 

62 

65 

61 

6i 

68 

64 

56 

63 

64 

60 

57 

65 

67 

59 

69 

71 

75 
38 

80 

76 

78 

78 

74 

63.0 

(  Minimum.... 

34 

31 

35 

32 

42 

45 

42 

36 

50 

40 

37 

51 

41 

33 

39 

34 

42 

44 

40 

37 

38 

34 

35 

45 

54 

58 

52 

57 

41.0 

Worcester  . . 

(  Maximum.  ■• 

53 

46 

55 

56 

61 

63 

55 

65 

64 

66 

68 

72 

67 

60 

66 

60 

58 

66 

68 

65 

58 

64 

74 

78 

84 

83 

84 

78 

75 

66.1 

(  Minimum.... 

39 

31 

31 

36 

29 

41 

44 

42 

36 

46 

43 

41 

36 

51 

38 

37 

39 

38 

42 

38 

36 

33 

42 

43 

52 

51 

61 

54 

41.2 

lihode  Maud 

Block  Island 

\  Maximum... 

54 

44 

48 
42 

50 
42 

49 
41 

49 
40 

58 
44 

49 

4: 

54 
44 

60 

45 

56 

47 

62 

5C 

47 

60 
46 

4£ 

58 
47 

57 
43 

69 
46 

60 
46 

59 

48 

61 

47 

56 

49 

61 

45 

52 
42 

60 

44 

66 

47 

66 

51 

72 
51 

6j 

65 

56 

66 
52 

56 
50 

58.3 

)  Minimum.... 

46.5 

Kingston  ... 

(Maximum... 

62 

59 

55 

52 

54 

67 

62 

69 

62 

69 

66 

69 

72 

63 

67 

65 

66 

68 

68 

67 

59 

65 

71 

75 

83 

7S 

79 

76 

70 

66.6 

(  Minimum.... 

43 

35 

37 

28 

42 

47 

44 

35 

45 

ii 

46 

37 

48 

44 

30 

38 

43 

40 

30 

36 

41 

42 

30 

30 

40 

37 

46 

55 

49 

80 

40.5 

Providence  . 

j  Maximum.  .. 

57 

51 

57 

54 

58 

67 

54 

62 

68 

63 

69 

68 

67 

68 

62 

66 

68 

63 

62 

67 

65 

69 

55 

64 

74 

77 

86 

86 

79 

74 

66.5 

(Minimum.... 

44 

42 

40 

40 

40 

45 

45 

44 

45 

49 

51 

48 

44 

52 

45 

42 

47 

44 

47 

45 

49 

47 

42 

41 

47 

53 

54 

61 

60 

5£ 

55 

47.3 

Connedicvl 

Cream  Hill  . 

)  Maximum... 

51 

47 

50 

52 

55 

58 

54 

64 

59 

62 

65 

67 

71 

65 

59 

62 

66 

61 

54 

64 

67 

61 

56 

63 

72 

78 

80 

77 

80 

79 

74 

63.6 

(  Minimum.... 

34 

32 

32 

33 

36 

37 

43 

38 

41 

46 

43 

42 

47 

34 

32 

40 

41 

35 

45 

37 

37 

34 

40 

47 

49 

55 

60 

54 

40.9 

Hartford..  . 

(  Maximum... 

50 

55 

55 

54 

67 

69 

65 

70 

7C 

73 

63 

64 

69 

65 

62 

67 

67 

58 

6b 

76 

79 

85 

84 

86 

80 

77 

67.6 

(  Minimum 

44 

41 

40 

39 

3£ 

45 

48 

46 

44 

48 

51 

49 

46 

53 

45 

42 

45 

44 

48 

44 

47 

46 

43 

40 

40 

47 

51 

60 

01 

56 

56 

46.7 

New  Haven. 

(  Maximum.  .. 

60 

50 

54 

51 

54 

61 

56 

64 

72 

69 

67 

70 

62 

64 

66 

64 

69 

63 

68 

53 

72 

77 

82 

81 

89 

75 

06 

65.8 

(Minimum.... 

40 

46 

43 

40 

40 

47 

48 

48 

46 

50 

51 

52 

49 

54 

47 

44 

46 

46 

48 

45 

49 

48 

43 

4'j 

43 

53 

51 

59 

60 

60 

51 

48.3 

New  London 

(  5Iaximum . . . 

60 

57 

55 

52 

54 

65 

55 

61 

61 

60 

70 

68 

70 

70 

67 

64 

64 

66 

64 

69 

62 

7! 

62 

66 

73 

77 

83 

77 

80 

75 

64 

65.9 

(  Minimum.... 

44 

41 

42 

41 

45 

48 

47 

42 

47 

46 

48 

43 

51 

45 

38 

44 

45 

43 

41 

45 

45 

43 

39 

48 

47 

55 

57 

57 

54 

45.3 

Norwalk.... 

Maximum... 

63 

55 

58 

53 

60 

66 

58 

6> 

70 

70 

73 

71 

75 

74 

71 

7C 

69 

71 

73 

68 

70 

64 

6( 

81 

83 

86 

86 

90 

82 

75 

70.6 

!  Minimum.... 

43 

40 

42 

41 

34 

45 

49 

45 

37 

38 

41 

39 

41 

54 

44 

35 

43 

39 

35 

43 

39 

43 

39 

35 

43 

42 

53 

67 

59 

50 

42.8 

Putnam  .... 

j  Maximum . . . 

55 

52 

54 

53 

63 

61 

63 

70 

63 

64 

66 

73 

66 

65 

67 

68 

61 

60 

70 

65 

66 

61 

61 

73 

76 

83 

81 

■  85 

79 

76 

66.4 

42 

35 

33 

38 

30 

40 

46 

43 

35 

44 

45 

47 

36 

50 

42 

33 

38 

42 

41 

38 

40 

41 

29 

33 

45 

41 

51 

55 

50 

45 

40.9 

See  pajie  28  for  explanation  of  reference  marks. 


W.  B.  Bo3ton-7-15-35-1150. 
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NEW    ENGLAND    SECTlOl 


G.  H.  NOYES 


Vol.  XL VII. 


Boston,  Mass.,  JUNE,  1935. 


No.  6. 


GENERAL  SUMMARY 

Rainfall  conditions  over  New  England  in  May  were  unsatis- 
factory in  nearly  all  localities,  because  of  a  deficiency,  but  this 
lack  was  steadily  overcome  during  June,  and  water  supplies  were 
effectively  restored.  The  rain  was  fairly  evenly  distributed  as 
to  time  and  areas,  and  naturally  was  accompanied  by  an  ap- 
preciable deficiency  of  sunshine  and  pleasant  weather.  The  firt^t 
decade  was  rather  steadily  deficient  in  warmth,  and  subsequent 
warm  periods  were  inadequate  to  return  the  mean  temperature 
to  normal.  The  outstanding  warm  periods  were  from  the  12th 
to  the  17th,  and  from  the  27th  to  the  30th.  Thunderstorms 
occurred  in  some  parts  of  New  England  daily  from  the  11th 
through  the  remainder  of  the  month.  In  many  localities  there 
was  too  much  rain,  and  in  some  instances  excesses  of  water 
caused  severe  damage  from  washing  planted  ground,  highways, 
etc.  Plant  growth  was  unfavorably  affected  by  too  much  rain 
in  several  instances,  but  for  the  most  part,  earlier  crop  delin- 
quencies were  adequately  restored. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
96  records,  was  64.0°,  which  is  the  same  as  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  68.5°  at  Wat- 
erbury.  Conn.;  tlie  lowest  was  54.8°  at  Eastport,  Maine.  The 
highest  recorded  was  93°  at  Haverhill  and  Springfield,  Mass., 
on  the  30th;  the  lowest  was  32°  at  Somerset,  Vt.,  on  the  2d. 
The  greatest  monthly  range  was  52°  at  Enosburg  Falls,  Vt., 
and  Lake  Cochituate,  Mass. ;  the  least  was  26°  at  Nantucket, 
Mass.  The  greatest  daily  range  was  48°  at  Plymouth,  N.  H., 
on  the  2d.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
182  records,  was  5.55  inches,  which  i.s  2. 15  inches  above  the  mean 
for  tiie  past  48  years.  The  greatest  monthly  amount  reported 
was  8.66  inches  at  Nashua,  N.  H. ;  the  least  was  2.12  inches 
at  Eastpoit,  Me.  The  greatest  amount  in  24  hours  was  3.05 
inches  at  Webster,  Mass.,  on  the  18th.  The  average  number 
of  days  with  .01  inch  or  more  of  precipitation  was  15,  which  is 
5  above  the  mean  for  the  past  48  years. 

WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  108  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
13  stations,  was  8.9  miles  per  hour,  which  is  1.5  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
60  percent  of  the  po33il)le  amount,  which  is  8  percent  below  the 
mean. 

The  average  number  of  clear  days  for  the  Section,  based  on 
121   records,   was  9;    partly  cloudy,  9;  cloudy,   12. 

The  monthly  relative  humidity,  based  on  the  8  a.m.,  and  8 
p.m.,  observations  at  9  stations,  was  78  percent,  which  is  3 
percent  aliove  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 7ih,  9th,  28th,   29th. 

Hnlos,  lunar. — 12th. 

Halos.8olar.—2,A,   13th,  21st,  2.5th,  26th,  29th. 


Hail.  —  (dates  and  general  location) — 12th,  13th,  eastern 
Maine;  22d,  central  Massachusetts,  Connecticut;  25th,  north- 
ern New  Hampshire,  southern  Connecticut. 

Thimderstorms—Ui,  4-6th,  9th,   ll-30th. 

Fog,  dense. —\-2,Qi\\. 


I'UESSnUE.  WIND.  Hl'MU)ITV.  ANDSUNSHINK 


Amherst 

HlocU  Island 
likieHill.... 

Boston  

Burlington  . 

Eastport 

Greenville.. 
Hanover  — 
Hartford  . . . 
Nantiu^ket  •. 
New  Haven. 
North (iekt  .. 

Portland 

Providence . 


Atmosuheric  Pressure 
<  reduced  to  sea  level ) 


29  95 
■29  95 
29.95 
29.94 
29.  90 
29.96 
29  95 
29. 91 
29.  93 
29.  9J 
29.95 
29.  93 
29.  94 
29.  9J 


30.20 
30.  25 
30.  25 
80.23 
30.17 
30.24 


29.  46 
29.47 
29.51 
29.  54 
29.  57 
29.  51 
29.  49 
29.  54 
29.  52 
29.54 
29.  50 
29.  52 


Si? 


Relative 
Humidity 
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+  1.7 
+  1.9 
—  2.7 
-4.5 


-1.5 
-0.9 

-  1.0 

-  0.  5 
-1.3 
-1.5 

-  3.4 

-  0.8 

-  3.3 
+  2.0 


-3.5 
-2.6 
+  0.7 
+  4.4 


-  1.32 
+  1.62 
+  2.74 
+  0.32 

-  1.25 
+  l.U 

-  0.67 
+  4.71 

-  0.56 


7.26 
9.04 
10.04 


4.68 
6.06 
6.70 
3.20 
3.31 
5.15 
5.42 
9.04 

12.26 
6.10 
5.12 
9.13 
5.54 

11.92 
5.72 
4.51 
6.91 
6.07 
6.46 
9.  22 

in.  60 
9.48 

10.81 
8.59 
£.90 
7.41 


Number  of  daya 


I  11.60  I     0.01 
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Climatological   Data  for  June,  1935 


Temperature,  in  degrees  Fahrenheit 


I       Precipitation,  in  inches 


Maine 

Bangor§  

Bar  Harbor  (near ) 
Brassua  DainU-" 

Danforth 

Eastrort — 

East  VViuthrop 

Ellsworth  

Eustis  

Farmington 

Ft.  Fiiirlield  (near) 
Fortlvenl......---. 

Gardiner 

Greenville.. 

Hiriiin« 

Houlton 

Jacknian 

Lewiston 

Lincoln 

Machias 

Madisong 

Middledam 

MiUinockelS 

Milo 

Moosehead 

Nortli  Bridgton..-- 

Oldtown.  

Orono. 

Portland 

PresQue  Isle 

RipogenusDamtlS 

RuDiford 

The  Forks 

Upper  Dam 

Van  Buren 

Wiiislowtt§ 

\Voodland§ 

For  State     — 
tlew  Hwnpshiie 

Berlin    

Bfthleheni  ........ 

Concord    

Dixville  Notch  .... 

Durham    

Errol§    

Fitzwilliam* 

Franklin 

Glenclill   

Hampton 

Hanover  §  

Keene(near)  §  .... 

Lakeporc 

Lincoln — 

Mancliester 

Milan 

Nashua  8  ■  •  —  — 
New  Durham  It  •■■ 

Newport  

PinkhamNoti^liU-- 

Pittsburg 

Plymouth 

West  Stewartstown 
Wolfboro  Falls 
York  Pond  — 
For  State 


Mt.  Washington  x 
Vmiwnt 

Bellows  Falls 

Bennington 

BloomlieldtJ 

Brattleboro§ 

Burlington 

Cavendish 

Chelsea 

CornwallU 

EastBarnet 

East  Kyegate 

Enosburg  Falls-. 

Oilman 

MaysMill« 

Newfane 

Newport 

Northlield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

SearsburgMt 

SearsburgSta-U-- 

Somersettt 

So.  Londonderry.. 

VernontI§ 

West  Burke 


Penobscot 

Hancock  ... 

Somerset 

Washington  •.  ■ 
Washington  .•• 

Kennebec 

Hancock 

Franklin 

Franklin 

Aroostook 

Aroostook 

Kennebec 

Piscataiiuis  .-• 
Cumberland-.' 

Aroostook 

Somerset 

Androscoggin  • 

Penobscot 

Wasliington  ... 
Somerset ... — 

Oxford.. 

Penobscot 

I'isc:\tiiqiiis 

Soni'^rsot 

Cumberliind.. 

I'enobscot 

Penobscot 

CambcrliUid.. 
Aroostook 


nis- 


Oxfo 

Somerset 

Oxford , 

.\roostook  . . , 
Kennebec... 
Wasliington 


Coos 

Grafton  

Merrimack... 

Coos 

Strahord  .... 

Coos 

Chesliire 

Merrimack... 

Grafton  

Itockingham . 

(irafton   

(_;liesliire 

Belknap 


Windliam  •• 
Cliittenden.. 
Windsor-... 

Orange 

Addison  — 
Caledonia  .- 
Caledonia  ■- 
Franklin. -. - 


Windliam... 
Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  .  -- 

Rutland 

Franklin.-  -- 
Caledonia- •• 
Bennington 
Bt-nnington 
Windham-.. 
Windham  .. 
Windham. -- 
Caledonia. .. 


1,180 
182 
216 


965 

505 

570 

1,484 


652 


■2.  000 
1,660 

600 
1,050 

514 
1,500 


140 


711 
2,360 
1,660 
2.080 
1,000 

228 


+  1.01 
+0.89 
+3.35 
+2.84 


+  3.49 
+0.68 
+  1.1G 
+3.07 
+2. 06 
+0.50 
+2. 70 
+2.  02 
+2.34 
+0.63 
+2.51 
+0.89 
+1.75 


+2.52 
+  0  99 
+  4.34 


+3.63 
+0.24 
+3.61 


+2. 97 
— n.  56 
+3.22 
+  2.36 
+8  20 
+2,07 
+1.14 
+  1.55 


+1.61 
+0.75 
+0.75 
+  1.01 


Bangor  Hydro  Electric  Co- 

B.  L.  Hadley 
Walter  Thurston 
Mrs.  Clara  Huff 

U-  S-  Weather  Bureau 
Augusta  Water  District- 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State.  Normal  School 

C.  W.  Norsworthy 
W.  B.  Vhak 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.  C  P.  A  L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  IJiectric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Winlield  Heath 
Sturgis  P   Durgin 
C.  L.  Chadbourne 
Thomas  W.  Clark 
Prof.  A .  L.  Fitch 
0.  S   Weather  Bureau 
Me.  Kxperinient  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
W.H.Scott 

Hollingsworth  &  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenn 
George  E- Tucker 
U.  S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  Power  Co- 
Waller  E.  Bolles 
P.  J.Southraayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
Robert  P.  Hayward 
Harry  W.  Daniell 
Edward  A.  Carr 
Amoskeag  Mfg.  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Works 
E.  E.  To  bey 
H.P.Shepard 
J.  B.  Dodge 

Conn.  A'alley  Lumber  Co- 
Mrs.  Hiitlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


J.  B.Dodge,  Director 


B.  P.  Hydro-Electric  Co. 
Everett  Orcliards 
(ieorgo  L.  Coopor 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.Corp. 
Charles  R.DurkeetU 
Sarah  E.  Lane 

N.  E.  Power  Co. 
J.  F.  Devins  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  t11 
P.  J.  Ackerman  ttt 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
B.  B.  Ordway 
George  H.  Ross 
R.  C.  McWilliaras 
Pairbank.')  Museum 
George  Briggs  ti  1 
W.E.  Sullivan 
L.  L-  Leonard 
H.  B.  Sparks  ttt 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttl 


See  page  34  for  explanation  of  reference  marks. 
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Climatological  Data  for  June, 

1935 

Counties 

1 

s 

i          Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No.  of  days 

p 

stations 

Ll 

•5  SI 

S 

H 

tS 

s 

O 

Greatest    daily 

range 
Length  of  rec- 
ord, years 

Total 

II 
1^ 

B 

■sg 

I 
0 

ll 

1- 

ll 

n 

1 
0 

Observers 

Vermont  Cont'd 
West  Hartford 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

490 
l,4.iO 

370 
1.640 

700 

0 
5 
0 
5 
0 
44 

6 
22 
13 
16 
15 
68 

10 
100 
50 
50 
118 
40 
42 

17 
63 

58 
48 

31 

63 

71 
60 
14 
30 
21 
15 
48 
16 
41 
16 
39 
29 

15 
43 
25 
39 
84 
80 
51 
UO 
25 
50 
10 
21 
G 
62 
22 
64 
22 
20 
23 
23 
35 
17 
49 
48 
49 
34 
22 
24 
37 

89 
15 

8 
61 
40 
17 
56 
30 
46 

8 
75 
43 
79 

58 
47 
35 
04 

25 
12 
42 

17 

4.94 
5.26 
4.28 
5.48 
5.07 
4.92 
5.43 

5.75 
5.  .50 
4.  96 
5.77 
5.07 
6.27 

■+2.'ii' 

+  2.72 
+  0.06 
+  1.46 
+  1.64 

■+i.'83' 
+  1.81 
4  2.41 
+2.18 
+  2.51 

1.18 
1.19 
1.23 
1.32 
1.20 
1.33 
1.94 

1.43 
1.74 
1.66 
1.23 
1.52 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

14 
16 
17 

16 

18 
15 
14 
13 
13 

7 

14 

9 

9. 

no." 

sw. 
s. 

Eva  K.  Doubleday 

K.  R.  Wilmot  ttt 

Whitingham 

10 
7 
3 
8 

9 

8 

13 
4 
9 

15 

5 

7 

9 
16 
It 
12 
13 

16 
15 

E.  T.  Sutton  ttt 

Wilder  

Olcott  Falls  Co. 

6.3.0 
63.3 

64.0 
65.6 

+  0.6 
+  0.3 

'  +  '6.'i 

85 
89 

8.5 

80 
26 

2St 
29 

39 
32 

43 
44 

2 
2 

2t 
2 

40 
44 

37 
37 

Massadiuiells 

Berkshire  ..... 
Hampshire  .... 

Middlesex 

Norfolk 

750 
217 

■m 

640 
124 
540 

no 

600 

1.360 

124 

398 

139 

18 

970 

190 

50 

402 

172 

240 

1,110 

15 

165 

325 

950 

80 

1.650 

70 

90 

800 

1.030 

30 

30 

»2i) 

148 

57 

540 

85 

190 

63 

97 

275 

330 

47 

63 

350 

1.400 

65 

1.700 

9-20 

1.037 

1.650 

50 

1.050 

40 

25 

400 

720 

160 

199 

555 

850 

20 

20 

200 

520 

4.50 

210 

222 

901) 

711 

960 

625 

6 
51 
0 
51 
65 
0 
42 
0 
0 
51 
31 
49 
10 
0 
49 
0 
51 
51 
0 
0 
6 
0 
0 
0 
36 
0 
0 
0 

0 

■ll 

0 

0 
42 
51 

0 
51 

0 

0 

0 

0 

0 
49 
50 

0 

0 

0 

0 

0 
19 

0 
49 

0 
49 
34 

6 

0 

0 
25 

0 

6 
22 
52 
33 

0 

0 
10 

0 
37 

0 
43 

N.  E.  Power  Co 

Mass.  Agr.  ColleL'e 
Met.  Watei-  Woiks 

Ashlaiidit   

BlueHilim 

63.6 
65.5 

-  0.4 

-  1.0 

86 
89 

29 
29 

48 
50 

1 
18 

25 
29 

1 
4 

9 
14 

20 
12 

IW. 

Blue  Hill  Obscrvatoiv 
U.  S.  Weather  linreau 
Mrs.  Loring  11.  Ueed 

Boylston 

Worcester 

Plymouth 

Hampden 

Hampshire.... 
Sultolk 

City  Engineer 

67.'6 
64.2 
64.3 
63.6 

4.31 
5.21 
6.42 
7.03 
5  52 
3.83 
4.69 
4.22 
4.74 
6.72 
5.99 
4.73 
6.69 
5.51 
6.00 
8.06 
6.67 
6.40 
6.58 
5.66 
5.14 
5.29 
6.87 
6.17 
7.17 
5.63 
5.78 
6.77 
6.40 
6.21 
5.25 
3  87 
5.87 
6.00 
6.56 
6.19 
4.42 
6.17 
5.36 
4.49 
5.54 
5.64 
4.62 
6.96 
5.29 
5.71 
5.80 
6.03 
5.14 
7.00 

5.31 
5.93 
4.52 
5.84 
6.97 
.5.07 
5.83 
7.96 
5.17 
5.61 
5.73 
4.45 
5.02 
6.98 
5.75 

4.  39 

4:  .34 
4.53 
4.79 

4.99 
6.17 
4.71 
4.72 

+  0.45 
+0.55 
+  3.14 
+2. 96 
+  2.26 

■+6.46' 

+  1.29 
+  1.10 
+3. 20 

+2.  87 

+3.' 09 
+1.37 
+  1.86 
+4.59 
+2.  35 
+3.05 
+  1.66 
+2.  ,35 
+  1.58 

'  +  2.' 63' 
+3.23 
+3.75 
+1.61 
+2.47 
+3.  53 
+  2.88 
+  2.97 
+2.  20 
+  0.96 

+2.72 

+3!52' 
+  1.35 
+2.92 
+  1.42 
+  0.82 
+  1.63 
+  1.30 
+0.81 
+2.06 
+2.29 
+2.21 
+3.17 
+  2.74 
+  1.75 
+  3.48 
+2.15 
+1.67 
+2.  23 
+0.09 

+3.97 

+  0^98 
+4.70 
+  1.20 
+2.19 

+i'oo 

+  1.33 
+3.  81 
+2.34 

+  1.77 
+2.  56 
+  1.10 
+  1.85 
+  1.82 

1-L97 
+2.61 
+  1.47 
+  1.28 

1.65 
ZOO 

'i.'oo' 

0.82 
1.73 
1.02 
1.05 
1.66 
1.90 
1.57 
1.92 
2.07 
1.49 
2.00 
1.51 
1.68 
1.55 
1.66 
1.27 
1.30 
1.59 
1.84 
1.48 

'i.'si' 

1.91 
1.68 
2.  22 
1.61 
0.81 
1.64 
1.70 
1.63 
1.80 
1.02 
2.33 
1.55 
1.14 
1.58 
1.87 
1.80 
2.00 

■I.'V) 
1. 10 
1.30 

L78 
1.39 

i.'gii' 

1.57 

2.  .58 
1.19 
1.80 
3.05 
1.41 
1.75 
1.81 
1.32 
0.92 
1  91 
3.05 

1.75 
2.  17 

i.'97' 
2.17 

1..50 
1.68 

1.63 
0.94 

0 
0 
0 
0 
0 
0 
0 

I 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

15 
16 
13 

'is' 

14 
14 
12 
12 
18 
11 
10 
15 
11 
18 
17 
14 
13 
18 
8 
14 
19 
19 
12 
16 

Chesterfield* 

Hoyt  E.  Dodge 

Chestnut  IIill§  •  •  • 

+  0.7 

-  0.7 

0.0 

90 
86 
88 

28 
29 
29 
28 

48 
47 
42 
42 

2 
3 

32 
30 
35 
36 

Met.  Water  Works 

Clinlon§ 

Worcester 

Middlesex 

Plymouth 

Berkshire 

Bristol 

11 
5 
11 

5 
10 
12 

14 
15 

sw. 

Met.  Water  Works 

Fred  A  Tower 

Kast  Wareham  ... 
EgremontJJ* 

Joseph  L.  Kelley 
David  A.  Hunter 

Fall  River  ■ 

65.7 

+  0.4 

88 

90 
92 

29 

27 
29 

49 

2 

28 

9 

10 

11 

sw. 

Richard  C.  Brigham 
Wilfred  Wheeler 

Falmouthtl* 

Barnstable 

Worc-ester 

Middlesex 

Norfolk  

Worcester 

Kitcliburg§ 

66.9 
67.1 

+  1.1 

+  0.6 

46 
48 

2 
2 

35 
37 

2 

18 

10 

sw 

Herbert  B.  Allen 
Met.  Water  Works 

Franklin'....:  .... 

Fred  A.  Darling 
William  H    Dunn 

Gardner* 

Gloucester!     

Greenfield 

62.1 

84 

29 

48 

2 

25 

6 

17 

7 

sw. 

rt^^T'^- 

Franklin 

Middlesex 

Worcester 

Groton  • 

Wm.  P.  Wharton 

Hardwick* 

"3' 

is' 

'\\ 

Fred  W.  Emmons 

Haverhill§ 

Heath* 

67.4 

+  6.2 

93 

30 

52 

2t 

27 

City  Engineer 
C.  H.  Varney 

Franklin 

Plymouth 

Hampden  

Berkshire  ...... 

Worcester 

Barnstable 

Essex 

S.  A.  Agnew 
A.  W. Ladd 

Holyoke 

63.5 

Hoosac Tunnel..  . 
Hubbardston* 

84 

17t 

43 

3 

39 

15 

3 

12 

N.  B.Power  Co. 
Mildred  Wheeler 

62.5 

-  1.5 

77 

26 

47 

6 

21 

14 

4 

12 

sw. 

State  Teacher's  College 
Charles  Arthur 

Ipswich* 

Worcester 

Middlesex..   . 
Essex  • 

30 
29 

E.  P.  Mit(^liell 

Lake  CochituatenS 

64.0 

65.8 

-  1.6 
-0.2 

90 
90 

38 
50 

2 

2 

40 
31 

11 
13 

17 
10 
15 
13 
16 
12 
13 
11 
10 
15 
15 
12 
20 
10 
10 
15 

■9 
12 
17 
15 
14 
18 

Met.  Water  Work.s 

9 

6 

15 

w. 

Es.sex  Company 
W.  H.  Hosi'ier 

Worcester 

Middlesex  ...... 

Bristol 

Lowell§ 

65.8 

-  0.6 

88 

30 

48 

2 

31 

Mansfield*. 

A.  Buck 

Middleboro* 

Plymouth 

Essex 

Worcester 

Worcester 

Nantucket 

Bristol 

Ralph  Sampson 

17 
15 

6 

'io' 

7 

1 

7 

"vi 
12 

14 

sw. 

William  R.  Uoelzel 
Milfoid  Water  Co 
N.E.Power  Co. 

Milford* 

Millbury 

Nantucket  

New  Bedford  .. 

6i.4 
66.1 

+  0.4 
+  1.0 

75 

84 

14 
29 

49 
53 

8 
2 

19 
20 

U.  S.  Weather  Bureau 

CityEngineer 

W.  E.  Burnap 

Northbridge* 

Worcester 

Berkshire 

Plymouth 

Berkshire 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Otis* 

R-  J.  Langdon 
Charles  C  Rogers 

Pembroke* 

Peru* 

20 

i2 

14 
12 

■5' 

13 

w. 

Mary  H.  Wood 

Petersham 

43 

Met.  Water  Works 

Pittsfield 

64.9 

-  0.5 

87 

27t 
30 

2 

40 

L.  B.  Cummings 
AniiM    .\f.  Tirrell 

Plainfield* 

66.7- 

+  3.5 

87 

50" 

10 

22« 

2 

6 

7 
5 

"vi 

13 

sw. 
sw.' 

Miss  1,.  B.  Kuapp 
Met.  Water  Works 

Princeton 

Provincetown 

65.2 
63.8 
65.6 

+  2.3 
+  1.7 

84 
90 

28 
17 
15t 

49 
48 
45 

18 
2t 

29 
31 
39 

Irving  H.  McNayr 
U.  S.  C.  G.  Station 
N.  E.Power  Co. 
G.  11.  Abbott 

Shelburne  Falls  .. 
Southbridge* 

Franklin  

Worcester  ...... 

Middle.sex 

Hampden  

Worcester 

Berkshire 

.Spot  Pond  

30 

Met.  Water  Works 

Springfield 

Sterling 

68.4 

+  0.6 

93 

47 

2 

40 

7 

15 

8 

8W. 

U.  S.  Armory 
Met.  Water  Works 

Stoekbridge 

Swampscott 

Tanntong 

Turners  Falls 

Ware  * 

62.8 
62.6 
64.7 
67.4 

+  '6!7' 
-  0.6 
+  1.2 

83 
84 
88 
91 

30 
28 
30 

42 
49 
41 
45 

2 
11 
2 

33 
25 

38 

14 
14 
12 
14 
17 
13 
14 
12 
18 
15 
17 
13 
14 

11 
11 
12 
11 
11 

13 

14 

16 

13 
10 

12 
6 

9 

9 
11 
13 
14 

nw, 

SP. 

sw. 

Nesbit  H.  Bangs 
Weston  K.  Lewis 
E.  L.  Red  fern 
Turners  Falls  P.AE.  Co. 
Edna  G.  Tyler 

Rri^nil 

Franklin    

Hampshire 

Worcpster 

Hampden  

Middlesex 

Worcester 

Berk.shire  

Worcester 

Worcester 

6.5.8 
65.5 

84' 
90 

"29+ 
29 

'46" 
44 

'"2 
2 

32' 
34 

L.  C.  Coates 

16 

8 

7 
11 

7 
11 

w. 
w. 

State  Sanatorium 
Weston  Collene 

West  Rutland 

WiUiainstownS.... 
Winchendon*. 

65.4 

64.6 
65.0 

62.2 
6.3.3 
68.1 
66.2 
65.0 

+  1.1 

85 

27 

44 

2 

34 

8 

12 

10 

s. 

Williams  College 

Worcester!  a  )§ 

For  State  

-  1.6 

-  0.1 

+  0.4 
-02 
+  0.6 

-  2.1 
+  0.4 

89 
93 

78 
87 
90 
89 
90 

29 
30 

26 
28 
14t 
HO 
14t 

47 
38 

.50 
39 
51 
51 
89 

2 
2 

2 
2 
10 
10 
2 

32 
43 

19 
38 
.SO 
28 
38 

9 
10 

5 
10 
16 
13 
11 

10 
8 

11 

3 
2 
7 
6 

12 

14 
17 
12 
10 
13 

sw. 

sw. 
sw. 

sw. 

Clifford  L.  Davis 

Jihofte  Idnnd 

Block  Island 

Kingston    . 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

26 
100 

97 
160 

55 
46 
43 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
,T(ihn  W.  Logan 
U.S.  Weather  Bureau 

Pawtucketg 

Providence 

For  State 

Connecticut 
Baltic 

New  London  . . . 
Litchfield 

Hartford'.;!.'.'.': 

140 

144 
262 

0 
0 
35 
0 

The  Baltic  Mills  Co. 
Water  Bureau   Hartford 

Barkhamstead  .... 

Barlingto'n  '.'.'.'.'.'.'.'. 

66.3 

-  0.5 

88    j 

15 

47 

3 

.32 

14 

9 

7 

sw. 

Bridgeport  Hydraulic 
Water  Bureau  Hartford 

1            1 

See  page  34  for  explanation  of  reference  marks. 
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June,   1935 


OUmatological  Data 

for  June,  1935 

Temperature 

,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

'■■a 

i 

g 

^ 

g 

-r 

- 

OR 

stations 

CountieB 

i 
s 

i 
s 

1"^ 

J 

E 

S 

S 

g 
3 

1 

Is 

p 

5 

£" 

3 

s 

is 

11 

|.i 

5 

11 

1 
o 

1 

o 

1 

1'^ 

r 

Oliaurvers 

Connecticut  Cont'd 

1 

460 

49 

65.4 

-  0.1 

89 

29 

42 

2 

35 

45 

6.26 

+  3.02 

1.98 

0 

14 

11 

9 

10 

S.P.Wlllard 

Collinsville 

Hartford    

800 

(1 

4.86 

0.93 

0 

14 

16 

Edwin  R.  Wilder 

Cream  HilUt 

Litchlield 

1,300 

40 

63.7 

-  0.3 

87 

30 

46 

21 

32 

40 

4.50 

+0.54 

1.58 

0 

16 

14 

3 

13 

nw 

C.  L.  Gold 

EastHartland  .... 
Falls  Villages 

Hartford 

Litchfield  

1,'220 

Sh5 

0 
19 

88 

19 
45 

4.86 

+  1.17 

2.86 
1.60 

0 
0 

15 
16 

65.2 

-  0.1 

29 

40 

16 

41 

9 

6 

15 

L  N.  Hanson 

Hartford 

Hartford 

159 

31 

67.3 

+  0.2 

89 

30 

48 

2 

34 

76 

2.74 

-0.34 

0.99 

0 

15 

4 

1? 

14 

s. 

U.  S.  Weather  Bnreaii 

Lake  Koiiomoctt-- 

e«e'.\r.'.':::: 

178 

0 

0 

156 

51 
2 
92 

6.31 

+  3.17 

2.81 

0 

13 

New  Haven 

New  Haven  .... 

68 

66.9 

+  6.3 

87 

15 

53 

2 

26 

5.58 

+2.48 

1.85 

0 

15 

o 

14 

14 

g 

U.  S   Weather  Bureau 

New  London  

New  London.... 

20 

6ft 

65.4 

-  0.5 

85 

15t 

48 

2 

31 

0 

18 

10 

9 

s. 

Harry  G.  Tietjen 

Norwalk  

Fairfield 

116 

43 

+  1.0 

91 

15 

45 

2t 

39 

44 

3.59 

+0.46 

0.84 

0 

12 

11 

13 

6 

L.M.Comstock 

Old  Greenwich  .... 

Fairfield 

13 

0 

12 

10 

9 

11 

J  D  MacDonald 

Windham 

Litchfield 

458 
1,015 

0 

■63."2' 

'85" 

"29" 

41 

2 

37 

0 

U  S.  Dept.  of  Commerce 

5.55 

1   ,=S8 

0 

16 

15 

8 

7 

Tolland  

New  Haven  .. 

640 
340 

48 

64.6 

68.5 

+  0.2 

+  1.0 

86 
92 

29 
291 

45 
45 

2t 

34 
40 

43 
49 

4.66 

5.47 

+L80 
+2.05 

1.26 
2.16 

0 
0 

13 

15 

14 
14 

2 
6 

14 
10 

nw. 

Waterbury  

William.!.  Pape 

West  Hartland 

0 

m's 

■-'ci 

92 

"29t' 

46" 

"ie" 

'«■ 

11 

5.ie 

+  3.90 
+  1.82 

'2.'86' 

0 
0 

12 
14 

11 

8 

11 

sw. 

Explanation  of  Beference  Marks  Used  on  Pag-es  32,  33,  and  34. 

The  departures  from  normal  lenipuraluro  and  precipitation  are  computed  only  for  such  stations  a.s  have  leu  or  mou!  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  State  means.  Reference  letters,  »,  h.  '.  appearins  in  the  table  indicate  number  of  days  missins:  for  example.  ^  represents  two  days.  eic. 

t  Also  on  other  dates.  §  Thermometers  not  supplied  by  Weather  Bureau.    HlObserver  for  New  England  Power  Co.  T.  PrHcinifation  i^s  lass  than  0.01  inch  rain  or  melted  snow. 

tt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam.  Wilson  Mills;  Brassua  Dam,  Kockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  WatervillP;-New  Hampshire— New  Durham,  Alton;  I'inkhani  Notch,  Gorham;  York  Pond,  Berlin ;- Vermont— Bloonifield,  North  Stratford, N.  H.; 
Cornwall,  Middlebury;  Mays  Mills,  Colrain,  Mass.;  Searsburg:  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. ;  — Massachusetts-Ashland, 
Framingham;  Blue  Hill,  Milton;  Egremont,  South  Kgremont;  Falmouth,  Hatohville;  Lake  Cochituate,  Framingbam;  —Connecticut-Cream  Hill,  West  Cornwall;  Lake 
Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Pag:e  35 . 

Except  as  otherwise  indicated  observations  are  geuerally  made  lale  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
of  observations.  •*•  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-hour  period,  midnitrht  to  midnight.  **  Precipitation  measured  in  the  morning:  amount 
recorded  is  for  the  preceding  24  hours.  •  Precipitation  included  in  that  of    next  measurement  !'    Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pag-e  36. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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Daily 

Precipitation 

for   June 

IS 

35 

Drainage  basin 

Day  of  month 

Stations 

'1    ^ 

3 

4|     SJ     6|     7 

8  j    9  1  10  1  11      12 

13      14 

15  1   16 

17  1  18 

19 

20  1  21  1  22 

23 

24 

25      26     27  1  28  1  29  1  30 

31 

Maine 

Eastport*'* 

Ells\yorth 

Fariuington 

Gardiner 

Greenville 

Houlton**  

Jaekman 

'coast 

;  ....do 

Kennebec 

::::^2:::::::;:::; 

....do 

St.  John 

Kennebec 

1  Androscoggin   . . . 

Kennebec 

Penobscot  

!  PrpSumpscoV ..... 
1  Penobscot   

Coast 

St.  John 

.09 

:i 

.02 

.18 

.02 

'.■i2 

.07 
.12 
T. 
.08 

■.■62 

■.■25'.'6l 

'.oii 

f.' 

'.'oi 

T. 

.06 

I  J.,. 

.64[  .5 
.89    .5 
.48  1.2-. 
.24  1.2C 

.30   .8£ 
.09   .5i 

.73'  .05 
.45;.... 

T.     .04 

.071.... 
....    .13 

.34'.... 
.471.... 
.621.... 
.4bL... 

.4... 
:Si-:-: 

'I'. 
.02 
.21 
.11 
.02 
.23 
T. 

.46    .0 

■.li'.:: 
'.u\".i> 

.78   .0 
.61    .0 
.48'   .0 

.05 
.21 
.30 
.31 
.34 
.49 
.   .25 
.65 
.46 
.11 
.33 
.22 
.80 
.42 
.18 
.43 
.47 
.48 
.38 
.78 

.■36 

.20 

.18 
.04 

.25 
.24 
.49 
.28 
.29 
.13 
.26 
.45 
.30 

.33 

.43 
.56 
.34 
.56 
.60 
.7B 
.47 
.35 
.76 
.74 
.50 
.46 
.38 
.26 

.44 

tv 

.06 
.03 
.02 

T. 

'.'oi 

.06 

'.'62 
.13 
.09 
.03 
.10 
.04 
.37 
.24 

tv 

.06 

.24 

.02 
'1 

.37 

't'.' 
.10 
.24 
.17 
.16 
.07 
.08 

.52 
.01 
.21 

.01 

'.'■ii 

.07 
.01 

.01 
.37 
.03 
.12 
.3S 
.01 

.09 

tv 

.16 
,.12 

■.■56 
■.'62 

■.'i4 

.02 
.17 
.05 
.38 
.19 

'.'os 

'.'6 
'.'if 

'.'3C 
.1£ 

'.0 

''n 

T. 
.4' 

.51 

T. 

.12 
.12 
.30 
.10 
.26 

'.'08 
.08 

■.'62 

'.'50 
.10 

.'i8 

.4b 

■.'62 
.40 

.'06 
.32 

.01 

'.'io 

■.'61 

'.'63 

2.12 
4.06 
4.69 

::: 

.IC 

"6s 

■."21 
.29 
.08 
T. 
.13 
.42 
.03 
.39 

T.- 
T 

1  .60 

!l 

.01 

.02 
.74 

tv 

.23 
'."48 

i.'oe 

'.'i£ 

.14 
■.'64 

Via 
.37 

'.'6e 

1.01 

!  ■" 

.31 

.11 

T 

.26 

.82 

.24 

[02 
.01 
.41 
.25 
.03 
.20 
.37 
.28 

.01 

.74 
1.67 
.65 
1.13 
.27 
.35 
.12 
.74 
.41 
.35 
.14 
.52 
.72 
.26 
.80 
.51 
.22 
.50 

.28 
.12 
.03 
.  10 
.44 
.42 
.57 
.33 
T. 
21 
.10 
.29 

.93 

i.'Sti 
.36 
.58 
.25 
.94 
.56 
.29 
.54 
.85 
.70 
.10 
.60 
.33 

.14 
.46 
.48 
.42 
.44 
.33 

'.'69 
.02 

.'32 
.40 
.21 

.16 

V69 

'.'06 

tv 

.45 

.'2i 

.1)5 

.62 

'.'6i 

'.'os 
.10 

T, 

.27 

.'is 

■.'28 

.ly 

'.'oi 
'.'29 

.76 
.24 
.21 
.24 
1.12 

.39 

.av 

.26 
1.36 
.48 
.14 
1.20 
,13 
.20 
1.20 
.23 

1.'35 
.06 
.62 

1.0b 

.85 

i.93 
1.20 

'.'49 
.48 

.13 

i.'24 
.49 
.68 
.75 

l'.26 
.94 

1.'73 
.96 

.'64 
1.33 

1.34 
.43 
1.15 

.03 

I'.io 

.18 
.87 
.87 
1.66 
1.57 

f 
1.22 
1.07 
1.37 

.18 

'.'ie 

.05 

5.22 
6.87 
4.72 
5.08 
6.79 

.76' 1.64    .13 

.Ult  .761... 

T. 

".'63 

'.'25 
T. 
.09 

'.'■ii 

.12 
.  17 
.02 
.  10 
.03 
.4 
.22 
.03 
.04 
.03 

tv 
'tv 

.62 
'.'65 

.'61 

Milliuocket 

Wilo  

North  Bridgton  . . 

OKltown 

Portland'** 

Presquelsle   

Ripofjenous  Dam. 

Rumlord 

The  Kork'!        

T.' 

.7 
.21 
.76 

I'.k 
.Oc 
.8S 
.66 

•f. 

.96 

.02 

.23 
2.02 
1.46 
1.35 
.85 
1.05 
.17 
1.40 
2.  12 
.73 
.40 
.77 

.12 
.19 
.11 
.61 
.71 
.97 
.12 
.26 
.45 
.5( 
.05 
.58 
.70 
.^n 
.02 

1.74 

!97 
,07 

i.'4i 

.12 

.27    .23 
!  .87J  .46 
1.421  .68 

.70   .22 
1.581  .10 

.51,1   .53 

.54 
.12 
.07 
.10 
.37 

.44 
1.3 

1.06 

'.f. 
.52 
.3( 
.95 

.9C1 
.40 
.05 
.37 

.38 
.20 
1.57 
.58 
.25 
.34 
.63 
.02 

•2 

.0 

'."6 
.3 

t^. 

.0 
.0 
.1 

■.'64 
t 

.K 
.11 
.0; 

.oc 

4.05 
6.75 
7.04 
4.01 
6.35 
5.52 
4.69 
6. 22 
5.72 

Androscoggin   ... 
Kennebec 

.07 

.48 

.06 

.27 
.OS 

'.'12 

T. 

i.2e 

.8- 
.46 
.55 
.45 

.54 

.66 
.85 

isi 

.45 
.49 
.25 
.55 
.65 
.79 
.45 

.38 
.70 
.16 
.34 
.14 
.05 
.21 
.33 
.26 
.14 
.13 
.22 
.23 
.28 
.30 

.43 

.95 
,98 
.15 
2.16 
.87 
.52 
.01 
.87 
1.05 
.21 
1.90 
.29 
.54 
.86 
,09 
1.84 
1,05 
2.22 
1.45 
.91 
.06 

2.' 30 
2.10 
1.08 
.07 
.33 
2.58 
.16 
.05 
.12 

.58 
1.28 
.92 

.06 

'.12 
.07 
.10 
.06 

.'06 

.■56 

.17 

.18 
.6u 
.74 
.20 
.78 

.69 
.02 

.08 

■f.' 
T. 

.16 

!68 

■."62 

.02 

■.'62 
".03 

T. 
T. 

■;26 

.06 

'.'65 

.20 
T. 

Van  Buren 

4.44 

.IC 

'.■90 

.0-- 
.03 
.18 
.28 

.■90 

'.'78 
.20 

'.'is 

.04 
.04 
.15 

i?^ 
.15 
.13 
.15 
T. 

'."08 

.3b 
.21 

[40 

'.'03 
.05 
.30 

'.l^ 
.5i 
.54 

.78 

■.03 
.44 
.06 
.66 
.57 
.1! 
.43 
.27 
.28 

T. 

.51 
■I' 
.41 
.18 
.60 
.10 

.76 
.12 
.98 

.26 
.37 
.10 
.34 
.21 
.60 
.67 
,37 

.13 

.55 
.22 
.51 
.6:5 
.17 
.21 
.64 

'.'so 

.54 
'.% 

.59 
.34 
.04 
.14 
.20 

.17 
.26 

.is 
.09 

.■36 
.15 
.38 

.14 

.03 
.58 
.35 
.04 
.70 
.48 
.82 
.60 
.28 
.05 

i'V 

■.'47 
.58 
.01 
.95 

'.'76 
.57 
.15 
.26 
.66 
.81 

.13 
.89 

'.'63 
.03 
.41 

.06 
.43 
.10 

.06 
.20 
.34 
.03 
.01 

.'29 

75 

24 

1.48   T. 
.301.10 

1.06   .01 
.27    .05 
.26    .11 
.30   T. 
.72],,,. 
10  1  57 

T. 

■.'61 

:o3 

.07 
.44 

T. 

.05 
.01 
.60 
.01 
.05 

i.'62 

.03 

■'oi 

.r 

■r. 

.34 

.33 

Vi 

.20 

'.■3 

.74 

'.'69 
1.11 
.4" 
.60 

'.15 
.60 
.55 

.18 
.40 

■."45 

t"^ 
T. 
.05 
'i'. 
T, 

T, 

tv 

■.'63 

Woodland**  

Sew  Hampshire 

Berlin" 

Concord**'  

St.  Croix 

Androscoggin 

Merrimac 

Coast 

Merrimac 

Connecticut 

'.'.'.'.do'.::::::'.::'.:: 

Merrimac 

....do 

Connecticut 

...do 

Merrimac  . 

.15 
!03 

:^ 

.03 
.11 
.59 
.03 

■r. 

.40 

.01 

T. 
T. 

.07 
.01 

■.'05 
.02 
.10 

'.'oi 

.26 

T. 

T. 
.10 

3.80 

6.15 
7.53 
6.67 
5.68 
4.56 
5.22 
5.01 
8.66 
6.44 
5.71 
5.88 
4.25 

■.'29 

'.'08 

.'04 
.35 

.'08 

Hanover 

Keene(near) 

Lincoln** 

Nashua 

New  Durham 

Il    2S 

Newport 

,09 
.26 
T. 

.67 
.16 
T. 
T. 

'.'64 
.13 
.03 
.10 

tv 

.oa 

.25 

T, 
,'03 

,03 

.11 
.01 
.17 
.07 
.01 

.01 
.04 
.13 

!02 
T, 

.10 

1,00 
't',' 

1.20 
1.02 

'.'75 
.10 

'.'06 
.10 

.98 
.31 

.19 
1.23 
.26 
.12 
1.26 
1.31 

!l5 
1.02 
.20 
.21 
.15 
.02 
L51 

:  14 

.04 
.1!) 

liso 

1.02 
',05 
^!l2 

':'i] 
.  12 

.58 
.12 
.37 
.06 
.91 

2'.  17 
.39 

;i6 

.11 
.59 
.60 
.79 
.84 

!26 
',16 

.10 
.69 
.10 

■.'19 
.4(1 
.  11 

.25 
.40 
.Hb 

[30 
.16 
.52 
.27 

■.'i8 

.'24 

.07 
T. 
.09 
.15 
.17 
.29 
1.56 
T. 
.27 
.19 

1.'59 

■.'66 

i;62 

.21 

'.'il 

1.04 
.  12 

!l6 
!l5 

.05 
.04 
.30 

.06 

.'06 

!l5 
.47 
.14 

.'64 
.04 

.32 
.03 
.27 

1.00 
1.05 
.03 
.2h 
.26 
.03 
.22 
.28 
.18 

;o8 

.27 
.29 
.88 
.39 

.03 
.35 
.OS 
.05 
1.35 
.55 
.45 

.■37 
.06 
.02 
.55 

.0' 
.4. 
.K 

'!62 
.24 

.r 

.'08 
.u 
'1'. 

.15 

.0- 

.01 
.2 

'.'6( 

T. 
T 
T. 
.35 

V62 
.41 
T. 
T 
.04 
.04 

.07 
.28 

t. 

tv 

1.05 

•tv 

.20 
f.' 

'.'69 
.02 

.35 
.01 

'.'62 
'.'31 

'.'87 

'.'18 

'.'67 
.01 
.12 
.47 
.23 

'.'6i 
■r. 

f. 

t'.' 

.42 
.33 

t'.' 

.01 

t'.' 

'.'oi 

T. 

Pittsburg 

Plymouth 

'.'is 

.05 
.05 

.02 

tv 

t'.' 

•r. 

.59 

Vermont 
Bloomtield 

Connecticut 

....do 

Champlaiu 

Connecticut 

....do 

Champlain 

.43 
.47 
.05 
.65 
.05 

'.'oi 

■62 

T. 

.03 

.27 

.'65 
.05 
.26 
.5« 
.73 

1. 01 
.12 
.48 

1.01 
.48 

".'54 

.08 

.13 
.01 
T. 

T. 

'tv 

Brattleboro 

Burlington*" 

Cavendish  

Chelsea  

tv 

.'es 

tv 

'1', 
.02 

f.' 

5.55 
6.58 

4;  53 
5.00 

5!  67 
4.31 

4!  95 
5.17 
7.10 

4.92 

Cornwall 

.62 
.09 
T. 
.01 
.12 
.36 

'.'6i 

T.' 

.05 
.01 
.02 
.10 
,15 
.06 
.06 

".u 

.02 
T. 

Knosburg  Falls.... 

Newport 

Northtield*" 

Rutland-* 

St.  Albans  

St.  John^buTy 

Somerset** 

WestHurke 

....do 

St.  Lawrence 

Champlain 

■•••do 

....do 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

....do 

Connecticut 

Merrimac 

....do 

.07 

.25 

.07 
.45 
08 

".'i5 
.10 
.02 

■.■67 

T. 
T. 
T. 
T. 
T. 

tv 

'oi 

^78 

'.'64 
■f. 
f.' 

'.'65 

.'24 

Woodstock 

Mamichiimtts 
Amherst  

Blue  Hill 

Boston*** 

Chesterfield** 

Clinton** 

Concord 

Ea^t  VVareham**  . . 

tv 

.'('13 

.0.; 

.'62 
t'.' 

.'w 

.09 

t. 
f, 

tv 

.'62 

5.77 
5.07 
5.21 
7.03 
5.52 
3.83 
4  69 

Egremont** 

1.73 

.07 

.'io 

.01 
'.'65 

■.■32 
.18 
.14 
.50 

,05 

tv 

FalliUver 

Coa.st 

....do 

Merrimac  

....do 

Charles 

.26 
.15 
.00 
.13 
.24 
1.04 
.03 
.10 
.21 
.09 
.05 
.13 
.06 

■.'69 
■.'oe 

Falmouth** 

.85 
1.66 

i.'is 

.89 
1,48 
1.35 

.80 
1.48 

.81 

'.'io 

T, 

t'.' 

4.74 
6.72 
5.99 
4.73 

Fitchburg** 

Framingham 

Franklin** 

.17 

.07 

.'24 
.05 

.'08 
.04 

.42 
.04 
.11 

r. 

Hardwick** 

Connecticut 

Merrimac 

Connecticut 

Coast 

....do 

Merrimac 

Coast 

....do 

.14 
.30 
.01 
.95 
.01 
1.44 
.03 
.04 

Voi 

.05 
.'62 

'.'28 
.02 

tv 

'!i5 
f, 

'tv 

.22 

.24 

'.{■2 
.10 
.03 
T. 

.'os 
t.' 

.02 

t. 
,07 

;o9 

,65 

.14 

,... 

Haverhill 

'.'08 

6.40 
6.87 
6.17 
7.17 
6.24 
6.19 
4.42 
5.36 
4.62 
5.29 
5.80 
6.03 
7.00 
5.31 
6.97 
5.07 
4.45 
6.02 
6.98 

Hubbardston**. . . . 
Hyannis 

T. 

.35 

Ipswich** 

Lowell 

.13 
.29 
.11 

1.02 
.'i4 

,30 
.30 

■.'84 

T. 
.01 

■.'08 
.87 

f,' 

Nantucket*** 

New  Bed  ford 

Otis" 

.08 

tv 

!09 

f.- 

1.50 
1.80 

'.'51 
.10 

.25 

.61 
.96 
.91 

1.07 

.86 
1.32 

.92 
1.23 

.35 

.58 
1.15 

.38 
.85 
.58 
.54 
.38 
.58 
.54 
.76 

.'78 
.65 

.08 

■.■64 
.02 
T. 

■.'64 

.'oe 

.03 

.01 

■]', 
t«^ 

,'27 
.06 

t" 

T, 

.02 

t'.' 

f.' 

.'63 
■V 

'tv 

.39 
.55 
.33 
.46 
.41 
.24 
.26 
,08 
.20 
.30 

!31 
.03 

.20 
.51 
.06 
.21 
.06 
.03 
.05 

f.' 

1.55 
.42 

i'ev) 

1.39 

1.19 
.95 
.77 
T. 

.07 

.'i? 

.04 

."86 
.42 
.26 

Pittsfield** 

Housatonic 

.Oal     fi:^ 

Coast 

....do 

....do 

Thames 

Connecticut 

Coast 

!29 
.10 

.07 
.01 

.41 
.25 
.42 
.04 
.37 
.55 
.03 
.21 
.02 
.12 

.01 

.18 
.02 

.41 

.47 
.18 

.'62 
.01 
.22 
.49 

■47 

.6i 

•63 

.03 
.38 

•1 

1.10 
.07 
.09 

1.71 

.'4i 
.35 

,02 
.34 
T, 

lis 
.'oi 

.38 
.21 

'tv 

■.'67 
.10 

■.'23 
.01 

Eockpopt 

South  bridge** 

Springfield 

Taunton 

tV 

Turners  Falls 

Connecticut 

T. 

.22 
.13 
.07 

T.' 

T. 
t. 

.'65 

tv 

.37 
.16 
.17 
T. 

■r. 

tv 

t'.' 

.05 
.11 
T. 
T. 

.13 
.42 

t°.^ 
T. 

.64 

155 

.01 

.53 

'.'Ofi 
.04 

.11 
.01 

f.' 

.'ii 

.13 

tv 

.04 
'i'. 

f.' 

tv 

.13 
.28 
.20 
T. 

t 

.15 

.12 
.13 
.14 
.14 
.19 

.'io 

'f. 

.05 

.'i5 
■.'25 

W'inchendon 

Connecticut . 

Blackstone 

Coast 

....do 

....do 

Coast 

....do 

Housatonic 

Connecticut 

....do 

Coast 

....do 

....do 

.39 

.64 
.43 
.37 

.11 

'.16 

.'oi 

.03 
.32 

tV 

Hhode  Island 
Block  Island***... 

Kingston 

Providence*** 

Connecticut 

Bridgeport 

Colchester  

Cream  Hill 

East  Hartland 

Hartford*** 

New  Haven*".... 

New  London 

N  rwalk  

T. 

.31 
.07 
.16 
.05 
.11 
.13 
.07 
.35 

.'1.3 
.20 

.'oi 

T. 

;i 

.93 

.52 
.84 

.04 

.0.5 

4.53 

4.71 
6.26 
4.50 
6.60 
2.74 

4'.  65 
3.59 

4 '66 

I'lunam 

Storrs 

Waterbury 

Quinebaug 

Willimantic 

Coast 

.'il 
.52 

."19 
.10 

.'46 

1- 

.'63 

f 

16 

■f.' 

■s 

f. 

1 

1 

1 

1 

See  page34  for  explanation  of  reference  mark 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June. 


Daily  Temperaturea  for  June,  1935 


8   9   10  I  U  I  12   13   14   15  |  16   H  |  18  |  19  20  21  |  22  |  23  24  |  25  j  26  |  27  28  29  I  30  I  3 


19 

,0 

53 

47 

46 

W 

50 

44 

45 

ftli 

57 

43 

45 

Maine 
Bar  Harbor  (near) l^^IZS/. 

E-tport l^f,^=; 

GreouviUe   !  J^fSZ: 

Houlton    1^^=: 

Inivi^fnti  S  Maximum  . 

^^""''°"  i  Minimum.. 

"'•'--^«' \^^:. 

0"^^^-" lSlf,i^=: 

^-"-J 1^=:. 

■^-"f-" 1^1^;^=: 

w'— iSlf,^=: 

New  Hampshire 

RbiHii  II  i  Maximum. 

"^"'"  " I  Minimum.. 

CnrynnrA  i  Maximum  . 

'^°"<=°^'> (  Miuimum.. 

Durham 1  Mfnimum.". 

Keenetaear) i  Mfnimum .' 

Pittsburg (MhUmum.: 

Plymouth jillhfimum': 

Vennoiit 
D....I..   „»~..  )  iMaxiiiium  . 

^"'""K*°" i  Minimum.. 

Newport  j  Maximum. 

"'^         j  Minimum.. 

NorthfieM \^^: 

«""-"'    iMfi^^.: 

St.  Albans \^{^~:. 

8t-Johnsb„ry  \^^Z^:, 

^-^«'-'< l^f,^=.;: 


Massach  usells 

Amlmrat  (Maximum. 

A""'«st i  Minimum.. 

P     .  i  Maximum  . 

^°^'°" (Minimum.. 

Bi'^^l^'o" 1  Mfnimum.: 

concord }  ^f;^=.: 

East  Warehamll Ulfn^/Zm.". 

Fan  River \^~.: 

Fitcl>bur« \^^^.: 

TflwrfiiiPfi  Maximum. 

Lawrence I  Minimum.. 

Nantucket !  ^Il^^=: 

stocu'^^'J^e !^f;^=; 

W'"--town \^ZS- 

^°^^«^t«-^ iMfsr-. 


Rhode  Island 

^^oc^.u^.na i^fS^^ 

Kingston I  Mfnimum  ' 

^ro.iaence \^SZ^-. 

ConnecticiU 

Trpam  Hill  (Maximum. 

Cream  Hill (Minimum.. 

Hartford \^^ZZ. 

Ne"' Haven UlfnTCm.-. 

New  London j  ^fn^;X!f ' 

Norwalk l^^fSm.'' 

Putnam jJJ?;^.'™"™- 


47     49 


52     56     51 


64 

5;- 

57 

72 

fi' 

55 

5f 

7f 

5: 

5f 

7f 

7^ 

5:- 

56 

7h 

75 

55 

57 

70 

77 

hi* 

58 

HC 

m 

56 

60 

Kl 

8( 

54 

5K 

7« 

8C 

54 

61 

m 

4K 

5kI 

78l 

See  pace  34  tor  explanation  of  reference  marks. 
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BW    ENGLAND    SEOTIO: 


a.  H.  NOTES 


Vol.  XLVII. 


Boston,  .Mass.,  JULY,  1935. 


No.  7. 


GENEKAl,  SUMMARY 

July  opened  in  New  England  with  generally  fair  and  mod- 
erately cool  weather  which  continued  4  or  5  days,  when  showers 
and  warmer  weather  developed.  The  coldest  period  was  the  2d 
and  3d,  and  the  warmest  were  the  5,  6,  11,  and  I'ith.  Although 
it  was  the  warmest  July  since  1921,  and  one  of  the  six  warm- 
est on  record,  practically  no  records  for  heat  were  hroken.  At 
the  same  time  the  humidity  was  somewhat  higher  than  usual, 
and  the  oppressiveness  of  general  conditions  was  frequently 
noted.  Over  parts  of  eastern  Massachusetts,  southern  New 
Hampshire,  and  southeastern  Maine,  the  rainfall  was  markedly 
deficient,  and  drought  conditions  became  pronounced  in  several 
localities.  Over  other  sections  of  New  England,  rainfall  was 
adequate,  and  in  most  instances  vegitation  and  agriculture  made 
satisfactory  progress.  After  the  first  few  days  of  the  month, 
the  rainfall  was  fairly  regular  as  to  frequency  and  volume,  but 
the  hardest  showers  occurred  about  the  7th,  and  the  23-24th. 
Thunderstorms  were  not  very  frequent  nor  of  notable  violence, 
and  a  few  localities  reported  hail  on  the  19th  and  23d,  with  lit- 
tle or  no  account  of  damage.  The  frequency  of  showers  and  un- 
usual excess  of  humidity  made  poor  haying  weather,  although 
the  crop  was  not  far  from  average.  General  out-door  activities 
were  favored  by  conditions  of  weather  which  averaged  perhaps 
a  little  better  than  normal. 


TEMPERATUKE 


The  average  monthly  temperature  for  the  Section,  based  on 
96  records,  was  71  2°,  wliich  is  2.1°  above  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  76.4"  at  Water- 
bury,  Conn.;  the  lowest  was  61.7°  at  Eastport,  Maine.  Tlie 
highest  recorded  was  101°  at  Turners  Falls,  Mass.,  on  the  6th; 
the  lowest  was  35°  at  Somerset,  Vt.,  on  the  2d  and  3d.  The 
greatest  monthly  range  was  59°  at  Plymouth,  N.  H. ;  the  least 
was  25°  at  Nantucket,  Mass.  The  greatest  daily  range  was  46° 
at  Plymoutli,  N.  H.,  on  the  3d,  and  Bloomfield,  Vt.,  on  the  1st. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
179  records,  was  3.76  inches,  which  isO. 04  inch  above  the  mean 
for  the  past  48  years.  The  greatest  monthly  amount  reported 
was  8.78  inches  at  Mays  Mill,  Vt. ;  the  least  was  0.88  inch  at 
at  Woodland,  'Sle.  The  greatest  amount  in  24  hours  was  4.70 
inches  at  Newfane,  Vt.,  on  the  6th.  The  average  number  of 
days  with  .01  inch  or  more  of  precipitation  was  11,  which  is  1 
above  the  mean  for  the  past  48  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  115  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
14  stations  was  8.6  miles  per  hour,  which  is  1.2  miles  per  hour 
below  the  mean. 


The  sunshine,  based  on  the  records  at  11  stations,  averaged 
60  percent  of  the  possible  amount,  which  is  the  mean. 

The  cloudiness  was  near  the  mean.  The  average  for  the  Sec- 
tion, based  on  127  records,  was  14  clear;  8  partly  cloudy;  and 
9  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.m.,  observations  at  10  stations,  was  82  percent,  which  is  4 
percent  aliove  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^((m-as.— 24-26th. 

Halos,  luiKir. — None. 

Halos,  solar.— l-2d,  6th,  26th. 

Hail.  —  (dates  and  general  location) — 19th,  Manchester,  N. 
H.,  Hoosac  Tiumel,  Mass.,  Old  Greenwich,  Conn.;  23d,  Bras- 
sua  Dam,  Me. 

Ih  anderstorvis—i-2Qth ,  28-3 1  st . 

yog,  dense.— Ist,  5-1 2th,  14-31st. 

Frosts. — None. 

Sleet.  —  (dates  and  general  location) — None. 


COMPARATIVE   DATA    FOR    NEW  ENGLAND. 


188«... 
1»S9... 
Id'JO... 
1891... 
1S92... 
1893  .. 
1894... 
1895... 

1897... 
1898... 
1899... 
1900... 
1901... 
1902... 
1903... 
1904... 
1!)05-.. 
1906-.- 
1907- -. 

1909... 
1910-.- 
1911--- 
1912-.- 
1913--- 
1914... 
1915... 
1916... 
1917... 
1918... 
1919... 
1920... 
1921... 
1922... 
1923... 
1924... 
1925... 
1926... 
1927... 
1928... 
1929  .. 
1930... 
1931... 
19.S2... 
1933... 
19.34... 
1935... 

Period 


'leiiiPB  ratine 


—  2.1 
+  0.9 
+  1.5  1102 
+  0.9  !l03 

0.0  101 
+  1.4  100 
+  2.3  Il04 

—  2.  8  j  96 

—  1. 1    100 


+  1.2 
—  1.7 
+  3.3 
-0.6 
-3.2 


33 

41  j  4.24 

34     3.92 


-  1.34 
+  3.89 

-  0.59 
+  0.19 

-  0.81 

-  1.45 

-  0.66 
+  0.  14 

-  0.06 
+  2.25 
+  0.13 
+  0.95 

-  0.69 
+  0.50 
+  0.95 

-  0-05 


-  1.53 

-  1.33 
+  0.23 

-  0.55 

-  1.06 

-  0.13 
+  3.77 
+  1.41 

-  1.21 

-  0.26 

-  0.21 
+  0.03 
+   1.07 

-  0.35 

-  0.5S 

-  1.53 
+  0.89 

-  0.35 
+  0.59 
+  0.73 

-  1.94 


19.90 
10.26 
8.84 


7.34 
6.90 
6.42 
6.38 
10.77 
7.17 
7.56 
7.10 


6.97 
9.60 
6.83 
10.02 


Number  of  days 


38 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,  1985 


Climatological   Data  for  July,  1935 


Temperature,  in  defrrees  Fahrenheit 


Precipitation,  in  inches 


Bangor  §  

Bar  lliubor  (near ) 
Brassua  Damtt  — 

Daiil'ortli 

Eastport  

East  VViutlirop 

Ellsworth  

Eubtis  

Fariiiiiigton 

Ft.Fairlield  (near  J 

Fort  Kent •  ■  ■  • 

Gardiner 

Greenville.. 

HiraniU 

Houllon 

Jackman 

Linvi.-.t(.n 

Lincoln 

Machias 

MadisouS 

Middledani 

Millinockel§ 

Milo 

Moosehead 

North  Uridgton.-.- 

Oldtown 

Oroiio. 

Portland 

Presqne  Isle 

RipogonusDamtJS 

Rmnl'ord 

The  Forks 

Upper  Uain 

Van  Buren 

Winslow«§ 

Woodlands 

For  State     — 
Neni   Ifitinpshire 


Berlin    

Bethlehem  ....... 

Concord   

Dixville  Notch  ... 

Durham    

ErrolS    

Fitzwilliam* 

Franklin 

GleucliK   

Hampton. ..  • 

Hanover  §  ■  ••■  ... 
KeeneUiear)  §  ... 

Lakeport 

Lincoln.  ■•   ... 

Manchester 

Milan 

Naslina  §  ■ 

New  Durham tt-.. 

Newport  

PinkhamNotchtt- 

Pittsburg 

Plymouth 

West  Stewartstowi 
Wolfboro  Falls.  •• 

York  eond  - 

For  State     ... 


Mt.  Washington  : 


Bellows  Falls.. 
Bennington — 
Bloom  fieldtt  .. 
Brattleboro§  .. 

Burlington 

Cavendish 

Chelsea 

CornwalUt 

Graf tsbury  Com... 

East  Barnet 

East  Ryegate  — 
Enosbnrg  Falls.. 

Gilman 

MaysMillJt 

Newfane 

Newport 

North  field 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  .Tohnsbury.•■• 
8ear«bllrg  Mt 

Searsburg  Sta.JJ. 

Somersettt 

So.  Londonderry. 

VernonlI§ 

West  Burke 


Penobscot . .  • 
Hancock  . . .. . 

Somer.set 

Wiisliington  . 
\Vii...hington  . 
Kennebec  •  •  • 

Hancock 

Franklin 


O.xford.....'.. 
Penobscot ..  • 
I'iscataunis... 

Somerset 

Cumberland- 
Peiiolj.scot... 
Penobscot ..  ■ 
Cun\berland. 
Aroostook  .. . 
Piscataquis-. 

0.x  ford 

Somerset 

Oxford 

Aroostook  . . . 
Ivennebec..  .■ 
Wasliington  • 


Merrimack... 

Grafton  ■ 

Rockingham. 

Grafton  

Cheshire 

Belknap 

Grafton  

Hillsboro-.... 

Coos 

Hillsboro 

Stratford 

Sullivan 

Coos 

Grafton 

Coos 

Carroll 


Windham  ... 
Bennington 

Essex 

Windham  ■• 
CMiittenden... 
Wi 


isor 


Orange 

Addison  ... 

Orleans 

Caledonia  . 
Caledonia  . 
Franklin.. 


Windham... 
Windham.. . 

Orleans 

Washington. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin.... 
Caledonia-.. 
Bennington 
B  nnington 
Windham... 
Windham  .. 
Windham... 
Caledonia. .. 


605 

570 

1.484 

510 


1,0.50 

514 

1,500 


140 

711 
2,360 


•1-3.3 
+  'i.'3 


+  1.5 
+  2.2 
+  5.0 
+  2.7 
+  1.1 

+  '6.' 5 


2.7 


2.0 


+  3.3 
+  3.1 

+  'i.'2' 
+  3.6 

+  '2.'4' 


+  3.9 


+  2.i 
+  '3."i 


-0.81 
+0.  64 
+0.  49 


—■,'.77 
-1.  19 
—0.52 
—0.74 
+0.  ,57 
+0.47 
-0.53 
-0.60 
-1.44 
-1. 11 


-0.  38 
-0.1-0 
-0.51 


-1.19 
-0.  62 
-0.31 


-1.11 
-1.21 
-0.  62 
-0.36 


+  2.23 
+3.68 
-1.15 


+0.99 
+.5.'i7 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Tluirston 
Mrs.  Clara  Hull' 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norswortliy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C.  P.  &  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Nortlierii  Paper  Co. 
Winlield  Heatli 
Sturgis  F   Durgin 
C.  L.  Cluidbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
W.  H.  Scott 

HoUingsworth  &  Wliitney 
St.  (;roix  Paper  Co- 


Edward  Fenu 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.  A gr.  College 
Union  Wafer  Power  Co. 
Waller  E.  Bolles 
F..l.Sonthinayd 
State  Sanatui'iiim 
Frank  K.  Leavitt 
Dartmouth  College 
Robert  P.  Hayward 
Harry  W.  Daniell 
Edward  A .  Carr 
Amoskeag  Mfg.  Co. 
Androscoggin  Res.  Co. 
E'ennichuck  Water  Works 
E.  E.  To bey 
H .  P . Shepard 
J.  B.Dodge 

Conn.  Valley  Lumber  Co. 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


J.  B.  Dof^ge,  Director 


B.F.  Hydro-Electric  CO. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkeettt 
Sarah  E.  Lane 
Charle- A.  Wheeler 
N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  lit 
F.  J.  Ackerman  1 1 1 
C.  W.  Richmond 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E .  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
(Jeorge  Briggs  t'  t 
W.E.  Sullivan 
L.  L-  Leoniird 
H.  E.  Sparks  ttt 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  Itf 


See  page  to  for  explanation  of  reference  marks. 


July,  1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatological  Data  for  July, 

1935 

Counties 

1 
1 

Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No.  of  days 

6 

—  c 

il 
1= 

stations 

h 

s 
£■3 

II 
0 

1 

S 

0 

1 

3 

1 
0 

Length  of  rec- 
ord, years 

Total 

a 
ll 

0 

if 

S  0 

4 

0  s 

1 
5 
>> 

>. 

Observers 

Vermont  Cont'd 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 
490 
.        1,450 
370 
1,640 
700 

0 
5 
0 
5 
0 
44 

6 
22 
13 
16 
15 
68 

10 
100 
50 
50 
118 
40 
42 
23 
17 
63 
58 
48 
6 
31 
63 
38 

60 
14 
30 
21 
15 
48 
16 
41 
16 

29 
6 
15 
43 
25 
39 
84 
80 
51 
110 
25 
50 
10 
21 

62 
22 
64 
22 
20 
23 
23 
35 
17 
49 
48 
49 
34 
22 
24 
37 
88 
39 
15 
8 
61 
40 
17 
56 
30 
46 

75 
43 

79 

58 
47 
35 
04 

25 
12 
42 

17 

4.07 
3.76 
5.44 
4.20 
7.77 
5.70 
5.38 

6.16 
3  10 
2.13 
2.09 
1.10 
3.17 

■+0.'35 

■  +0.'62 

+  4.56 
+  1.84 
+  1.6S 

■-i.'24 
—  1.42 
-1.99 
-2.39 
-0.91 

0.91 
1.23 
1.83 
1.32 
3.36 
1.23 
4.70 

2.59 
0.91 

0.83 
0.46 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 

11 

15 
10 
13 
13 
14 
12 

14 

11 

10 
12 
10 

7 

13 
9 
3 

10 

13 
13 

12 
17 

13 

19 
6 

10 
8 

10 

6 

5 
20 

15 
10 
10 
8 

11 

svv. 
sw. 

s. 

Eva  K.  Doubleday 
U.K.  Wilmotttt 

White  Kiver  Jc- 

VVilmiiigtou 

5t 
61 

6 
6 

35 

41 
51 

..... 

21 
2 

'40 
46 

33 

Walter  Adams  1 1 1 

Woodstock 

69,4 
70.2 

71.2 
73.2 

+  l.S 
+  2.5 

■  +  ■•2."  7 

92 
95 

95 
95 

Williams.  Eaton 

Masmchuietts 

Berkshire  ..... 
Hampshire  ■.■• 

Middlesex 

Norfolk  

750 
217 
227 
640 
124 
540 
110 
600 
1.360 
124 
398 
139 
18 

970 
190 
50 

402 
172 

240 

1,110 

15 

165 

325 

950 
50 
1,650 
70 
90 

800 

1,030 

30 

30 

820 

148 
57 

540 
85 

190 
53 
97 

275 

330 

3! 

1,400 

65 

1,700 

920 

1.037 

1,650 

50 

1,050 

40 

25 

400 

720 

160 

199 

555 

850 

20 

20 

200 

520 

450 

210 

222 

900 

711 

960 

625 

6 
51 
0 
51 
65 
0 
42 
0 
0 
51 
31 
49 
10 
0 
49 
0 
51 
51 
0 
0 
6 
0 
0 
0 

36 
0 
0 
0 
6 
0 

27 
0 
0 

42 

51 
0 

51 
0 
0 
0 
0 
0 

49 

50 
0 
0 
0 
0 
0 

19 
0 

49 
0 

49 

34 

0 

0 
25 

0 

6 
22 
52 
33 

0 

0 
10 

7 

0 
37 

0 
43 

N.  E.  Power  Co. 
Mass.  Agr.  College 

AmherstS 

BlueHill}J§ 

70.8 
72.6 

+  1.1 
+  0.9 

89 
92 

12 

54 

58 

4 

4 

26 
23 

9 

9 
9 

19 
13 

w. 

Blue  Hill  Observatory 
U.  S.  Weather  Bur.un 
Mrs.  Loring  H.  Keed 
City  Engineer 

Worcester 

Plymouth 

Hampden 

Hampshire 

Suffolk 

Brockton S   

3.64 
4.08 
1.67 
3.21 
1.64 
3.35 
5.28 
2.72 
4.20' 
3.69 
2.00 
3.04 

2^18 
3.70 
2.44 
3  85 
3.55 
6.30 

-0.40 
-0.22 
-1.99 
-0.71 
-1.77 

■+i.'o6' 

-0.65 
+0.34 
-0.17 
-1.60 

■-i.'29' 
-1.76 
-0.31 
-1.16 
—0.97 
0.00 
+2.23 

0^90 
0.59 

6.4i 

0.81 
1.  23 
0.77 
1.93 
0.79 
0.47 
0.80 
1.48 
1.07 
1.41 
0.47 
0.90 
1.43 
3.65 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

14 

15 
10 

8 
10 
10 
13 

9 

9 
13 
11 
12 

9 
12 
12 
11 
14 
11 
14 

John  A.  Smithies 
Hoyt  E.  Dodge 
Met.  Waterworks 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 

Chestnut  Hill§.... 
CUntou§ 

74.4 
71.4 
71.6 
71.4 

+  2.5 

93 
89 
91 

88 

'11 
19 
24 

52 
49 

48 
45 

27 
2 
2 

3 

2t 

31 

27 
30 
3! 

'2s 

15 
17 
6 
15 

0 
6 
15 
9 

16 
8 

10 
7 

sw. 
sw. 

Worcester 

Middlesex 

Plymouth 

Berkshire 

East  Wareham  . . . 

73  2 

73.0 
75.3 

+  2.2 

90 

12t 

54 

15 

9 

7 

sw. 

Richard  C.  Brigham 
Wilfred  Wheeler 

FalmouthJJ* 

Barnstable 

atl^::::: 

Norfolk  

Worcester 

FitchburgJ 

+  2.1 
+  3.7 

93 
95 

12 
12 

50 
52 

2t 
3 

34 
32 

2 

20 

9 

nw. 

Herbert  B.  Allen 

Franklin* 

Fred  A.  Darling 
William  H.  Dunn 

Gardner* 

GloucesterS     

70.0 

91 

24 

53 

2t 

26 

11 
11 

13 
14 

7 

sw. 

Franklin 

Middlesex 

Worcester 

Essex . 

Hardwick* 

Fred  W.  Emmons 

Haverhillg 

Heath* 

74.8 

+  1.7 

94 

5t 

54 

2 

26 

4 

19 

8 

City  Engineer 
C.  U.  Varney 
S.  A.  Agnew 
A.  W. Ladd 

Franklin 

Plymouth 

Hampden  

Berkshire  ...... 

Worcester 

Barnstable 

Essex 

Holyoke 

3.27 
6.15 
3.62 
5.57 
2.59 
2.95 
1.96 
2.98 
3.17 
2.36 
2.51 
4.75 
1.90 
2.69 
2.34 
5.73 

2.  23 
2.71 
4.69 
3.01 

'2.' 08' 
4.66 
4.23 
4.18 
2.87 
3.10 
2.77 
4.03 
3.40 
1.81 
3.96 
2.27 
3.34 
1.08 
3.66 
4.24 
2.56 
3.04 
3.32 
1.79 

3.  85 
5.77 
4.87 
2.47 
3.28 

3.51 
3.92 

5.77 
2.72 
3.98 

3.44 
3  16 
4.29 
4.77 

-1.04 

■-6.'93' 
+2. 53 
-1.18 
-1.33 
-1.91 
—0.86 
-0.97 
-1.21 
-1.44 
+  1.36 

-L3i' 

+2.' 87' 
-1.05 
-1.05 
+0.18 
-1.40 

+0.43 
-0.  20 
+0  76 
—  1.44 
+  0.27 
-0,93 
+0.45 
-0.  56 
-1.73 
-0.  35 
-1.21 
-0.77 

-i.'is' 

+0.64 
-1.79 
-0.66 
-0.64 
-2.03 

+i.'.5i' 

+  0.58 
-1.20 
-0.18 

+0.  43 
+0.42 
+  1.80 
-0.  55 
+0.88 

—0.  62 
-0.53 
-0.05 
+  1.11 

0.76 
2.06 
0.66 
1.50 
1.08 
0.90 
0.  .57 
0.67 
1.03 
0.86 
1,37 
1.30 
0.99 
0.65 
0.58 

o!57 
0.68 
0.76 

2.  W 
1.20 
1.70 

oiss 

i.'45' 
0.99 
0.64 
0.73 

6.' 72 
0.28 
1.23 
1.51 
0.47 
0.73 
0.  79 
0.75 
0.80 
2.07 
2.  25 
0.  ,52 
3.69 

1.41 
0.  8S 
2.13 
0.  82 
2.13 

1.19 
1.04 
I..59 
1.62 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 

0 

0 

...... 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

n 

0 
0 

0 
0 
0 
0 

16 
13 
13 
11 
13 
10 

11 

8 
11 
10 
10 
13 
10 

7 

9 
12 
14 

8 

13 
10 

Hoosac Tunnel..  . 

67.9 

91 

6 

37 

2t 

44 

18 

4 

11 

N.  E.  Power  Co, 
Mildred  Wheeler 

Hyannis 

70.6 

0.0 

85 

13 

52 

2t 

24 

11 

3 

17 

sw. 

State  Teacher's  College 

Worcester 

Middlesex 

Essex 

Worcester 

Middlesex  ...... 

Bristol 

Lake  CochituateIJ§ 

Lawrence§ 

Leominster 

72.2 
72.4 

+   1.4 
+  0.6 

96 

19 
19 

44 

,54 

2t 
3t 

37 
27 

ii' 

'i2 

::«. 

w. 

Met.  Water  Works 
Essex  Company 
W.  11.  ilosmer 

Lowell§ 

Mansfield*. 

74.0 

+  1.9 

91 

11 

55 

2t 

26 

l'»"0Ps-  Locks  c(i  Canals 

Middleboro* 

Plymouth 

Essex  •  ■ 



Kaliih  Sampson 

Middleton  

22 

is' 

7 

17 

2 

11 

7 

13 
13 

sw'.' 
sw. 
sw. 

William  K.  Hoelzel 
Milford   Water  Co 
N.E.Power  Co. 

Worcester 

Worcester 

Nantucket 

Millbury 

68.4 
75.4 

+  0.6 
+  4.7 

90 

24 

55 
62 

28 
2t 

18 
16 

U.  S.  Weather  Bureau 
City  Engineer 
W.  E.  Burnap 

Northbridge* 

Worcester 

Berkshire  

Plymo\ith 

Berkshire 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Otis* 

K.  J.  Langdon 
Clia.  le.s  c  Rogers 

Pembroke* 

ie 

18' 

'3 
'9 

12 
4 

w. 

sw. 

sw. 

s. 

Mary  11.  Wood 
Met.  Water  Works 

Petersham 

71.8 

'ri'.G 

+  1.9 

■  +  '5.'i' 

95 
■■96" 

6 
19' 

4S 
■"59" 

2t 
■■31' 

36 
2i 

L.  B.  Cumming.s 
Anna   M.  Tirrt-ll 
Miss  L.  B.  Knapp 
Met.  \\ater  Works 

Plainfield* 

Princeton 

Provincetown 

72.9 
71.9 

72.2 

+  4.0 
+  4.1 

88 
97 
95 

14 
5 
6 

55 
on 
46 

28 
2 

28 
35 
39 

12 

8 

18 

5 

Irvin-  H.  McNayr 
U.  S.  (;.G.  .stivtion 
N.E.  Power  Co. 
G.  H.  Abl.ott 

Shelburne  Falls  .. 
Southbridge* 

Franklin  

Worcester  ...... 

Middlesex 

Hampden  

Worcester 

Berkshire 

14 
10 
10 
15 

is 

10 
12 
11 
12 
8 

13 
10 
13 
14 
12 
13 

10 
10 
11 

10 

9 

10 

1 1 

13 

4 

14 

Spot  Pond  

Met.  Water  Works 

Springfield 

Sterling 

75.6 

+  3.0 

98 

12 

53 

2i 

34 

37 
26 
3B 
41 

14 

10 

7 

sw 

U.  S.  Armory 
Met.  Water  Works 

Stockbridge 

Swampscott 

Taunton§ 

Turners  Falls 

Ware* 

69.2 

72;  3 

74.6 

+  '2.8 
+  1.3 

91 

90 
90 
101 

6 
19 
6t 
6 

42 
54 
43 
49 

2 

3 

2 

15 
17 
9 

7 

11 
8 
8 

10 

5 
6 

14 
M 

s. 
sw. 

NesDit  H.  Bangs 
Weston  K.  Lewis 
E.  L.  Redfern 
Turners  Pulls  P. &  E   Co 
Edna  G    Tyler 

Bristol 

Franklin    

Hampshire 

WorcpslMr 

Hampden  

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

Webster  * 

73.7 
73.1 

7i.'6' 

+  '2.9 

91 
93 

"96' 

13 
19 

■■"et 

50 
46 

'46" 

2 
2 

"2 

29 
33 

'si 

21 
9 

14 
12 

6 
10 
18 
12 
11 

1 
13 

ii 

'8 
9 

13 
7 

10 
8 

9 
9 

12 

s. 
nw. 

State  Sanatorium 
\\(!ston  C<ille«e 
IMet.  Water  Works 
Williams  College 
John  Gregory 

WestouS       .    . 

West  Rutland 

Williamstown§.... 
Winchendon*. 

Worcester(a)§ 

72:3 

70.0 
71.3 
7,5.2 
74.2 
72.7 

+  0.5 
+  2.0 

+  L6 
+  2.3 
+  1.2 
+  0.8 
+  2.6 

90 
101 

83 
90 
94 
94 
94 

6t 

11 
12 
19 
19 
19 

.50 
37 

57 
41 

5fi 
5fi 
41 

28 
2f 

2 
3 
3t 

3 

29 
44 

16 
36 
31 
25 
41 

9 
10 

12 
14 
12 
9 
12 

8W. 

sw. 

sw. 

sw. 

Clifford  L.  Davis 

Shade  Island 

Block  Island 

Kingston  

Pa\vtncket§ 

Providence 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

26 
100 

97 
160 

55 
46 
43 
65 

I'.S.  Weather  Bureau 
A  tfr.  Exp.  Station 
J'  lin  W.  Logan 
U.  S.  Weather  Bureau 

Conneclicul 
Baltic 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

140 

144 

262 

0 
0 
35 
0 

The  Baltic  Mills  Co. 

Barkhanistead  .... 

ii' 

10 

Bridge  port§.... — 
Barlington 

74.3 

+  1.5 

94 

12 

51 

3 

20 

4 

sw. 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

t 

I 


I 


See  page  40  for  explanation  of  reference  marks. 
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July,  1985 


OUmatologrical   Data   for  July,  1935 


Temperature,  in  degrees  Fahrenheit 


^ 
"£ 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  Hilltt 

East  Hartland  — 

Falls  Villages 

Hartford 

Lake  Konomoett-- 

Nepaag 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  — 

Putnam 

Salisbury 

StorrsS 

Waterbury  

West  Hartland 

For  .State 


New'London  • 
Hartford  ... 
Litchfield  ••. 

Hartford 

Litchfield  ... 
Hartford  . . . . 
New  London. 
Litchfield  ... 
New  Haven  . 
New  London. 

Fairfield 

Fairfield 

Windham.... 
Litchfield  . . . 

Tolland 

New  Haven  . 
Hartford 


+  1.7 

+  'i.'5' 
+  3.2 


+2.28 

+6;7i' 

—0.72 


-0.83 
+0.67 
+0.03 


S.P.Willard 

Edwin  R.  Wilder 

C.L.Gold 

D.  N.  Gaines 

I.  N.  Hanson 

U.  S.  Weather  Bureau 

New  London  Waterworks 

Water  Bureau,  Hartford 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pages  38,  39,  and  40. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  hut  all  complete  reports  are  used  in 
determining  section  or  State  means.  Reference  letters.  «,  b,  =.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

t   Also  on  other  dates.  §  Thermometers  not  supplied  by  Weather  Bureau.    tftObserver  for  New  England  Power  Co.  T.  Precipitation  ia  less  than  0.01  inch  rain  or  melted  snow. 

Xt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
MiUinocket;  Winslow,  Waterville;-New  Hampshire- New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;- Vermont— Bloomfield,  North  Stratford, N.  H.; 
Cornwall.  Middlebiiry ;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. ; -Massachusetts-Ashland, 
Framingham;  RUie  Hill,  Milton;  Egremout,  South  Egreraont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;  —Connecticut- Cream  Hill,  West  Cornwall;  Lake 
Konomoc,  New  Loncion. 

«  Record  furnished  by  Massachusetts  Department  of  Public  Health.  i  Not  included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Page  41 . 

Except  as  ottmrwise  imiicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
of  observations.  ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24-honr  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning:  amount 
recorded  is  for  the  preceding  24  hours.  *  Preicipitation  included  in  that  of   next  measurement.  T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Observations  are  taken  in  the  i 


Explanation  of  Reference  Marks  Used  on  Page  42. 
ing;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSURE,  WIND.  HUMILITY.  AND  SUNSHINE 


Atmospheric  Pressure 
•  reduced  to  sea  level) 


Relative 
Humidity 


5_o 


Amherst 

Block  Island 

Blue  Hill 

Boston 

Burlington  .. 

Eastport 

Greenville... 

Hanover 

Hartford  . . . . 
Nantucket  •  ■• 
New  Haven.- 
North  field  ... 

Portland 

Providence  .  • 


29.94 

29.98 

29.96 

29.' 

29.99 

'29.96 

29.98 

30.00 

30.00 

29.  97 

29.98 

30. 


30.34 
30.38 
30.30 
30.33 
30.34 
30.33 
30.31 
30.34 
30. 35 
30.38 
30.37 
30.36 
30.33 
30.35 


29.61 
29.69 
29.61 
29.60 
29.  54 
29.  53 
29.  58 
29.  59 
29.  64 
29.  67 
29.  67 
29.  60 


1935 
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Daily 

Precipitation  for 

July. 

1935 

Drainage  basin 

Day  of  month 

1 

Stations 

1  1     2  1    3  1     4  1     5  1     6  1     7 

S  [     9  1  10  1   11      12  1  13 

14  1   15  1   16 

17 

18 

19 

20     21 

22 

23     24 

25 

26 

27 

28 

29 

30 

31 

.Vaine 

Coast 

do 

!    1 
— t — 

i    1    1 

1         1 
.11    .071  .01 
25    .43    .01 

1 

1 

.J. 

.11       (17 

.10 

.01 
.03 
.06 

■o( 

.08 

.13    .92 

....    .24 
1.7:il  ..53 

.07 

2  38 

:.:: 

OS' 

.80 
L25 
.42 
.38 

.'25 
75 

.21 
"."64 

'."06 
t" 

■.08 

"."24 

.04 

"."i7 

.01 
.19 

1.47 

Kennebec 

....do 

....do 

....do 

St  John 

.20 

:2?..  1..  ivvrt.iv:: 

.k  .... 

:12 

"."io 

"."is 

.04 

.23 
.05 

.10 
.02 
.09 
.10 

"."65 
.07 
.03 

4.48 

Farmiiigton 

Gardiner 

Greenville 

.89;  .02,  .73 
.89    .02.2.00 

:ll:r^vi8 

4"U^ 

T.     T. 
.13'  .03 

;::: 

.'63 

.14 

.11 
.0) 
.42 
20 

.14 
.16 
.36 

sa 

4.09 
3.98 

.70 

■"oi 

"."35 

"!65 

"f." 
.01 

2.51 

Jaiknian 

Lewiston 

Madison 

Milliiiocket 

Milo  

North  Bridgton. .. 

Kennebec. 

.08 

tv 

."24 

t." 
T. 

.17 
.01 

.90 

.56 
.08 

"."6i 

.32  1.05'  .30 
...   (  .251.... 

- 

[25 

.38 
.06 
.04 
.19 

"."is 

.03 

.05 

'.'6i 

'."i4 
.20 
.01 

.30 
.13 

.09 
.02 
.02 

.07 

"."06 

■r. 

.04 
.02 
.17 
.06 

■r. 

.01 

4.04 

Kennebec 

Penobscot   

....do 

Presumpscot 

Penobscot   

Coast 

St.  John 

T. 

.05 

tv 

.63 

.27 

L92 

.32 

.27 

ire 
.61 

....1  .07 

.56 
L08 

■."61 

"."57 
.01 
09 
T. 

".'26 

T. 
T. 

.47 

.15 
.68 
T. 
.48 
.24 

2.08 
.38 

1.10 

.01 

4.54 

.34 

.92 
.12 

L34 
.09 
.63 

L62 
.05 

■.U 

.19 

T. 

.95 
.25 
1.60 

. 03    .  03 

.■•:<    .87 

.09  r. 

L95 
".'05 

■f." 

.... 

.03 

.... 
.... 

f." 
T. 
.03 

."62 
.09 

t! 

.10 

tv 

.02 

t.' 

.06 

".m 
■."61 

L70 
.20 
.28 
T. 
.19 

".'06 
.07 

'.'02 
"t." 

6.29 
4.03 
1.20 

Portland*** 

Presquelsle   

Ripogenous  Dam.. 

.601  .01 
Sill    Hn 

.06 
.15 

2.72 
2  87 

.14 

.27 

.46 

4.22 

Androscoggin   .... 

Kennebec 

Si  John 

T. 

.40 
.25 

'63 

.25 

"."i2 

T. 

T 

.03 

".■36 

.07 
.07 

.04 

.08 

"."15 

.52 

;i5 

.68 

.10 

.01 

"."64 

.88 
.01 

""^sl''"" 

.22 
"."67 

.04 
.42 
.07 
.22 
.  13 
.33 

:80l."03 
1.04;    .40 

'1'. 

Van  Bureu 

.oi 
."63 

T 

.10 

2.51 

Kennebec 

.42 

.10 

.60 
.28 

"li 
.71 

.28 
1.04 

.15 

.15 
.68 
.02 
.58 
.59 
.07 
.06 

"."08 

LIO 
"."50 

ioi 

.01 
.54 

T. 

2.57 

St.  Croix 

.... 

0  88 

.Vfic  Ilitmpshire 

.02 

.07 
.06 

■."08 
.07 

t. 

.31 

.04 
.09 
.04 

T. 

"."6i 
.'6i 
'.■42 

"."is 

■."64 
.10 

.16 

.05 

'."6u 
'."64 

.09 

.28 

.13 

.04 

."69 
.04 

.08 
'.07 

.01 
.31 
.42 
.24 
.46 
.22 
.14 

.55 
'.'55 

.04 
T. 

"."64 
.06 
.01 
.04 

Concord  

T. 

.25 

3.04 

Durham   

Coast 

.... 

2  13 

:.'.: 

.04 
.01 
T. 

.37 

Keene(near) 

Lincoln** 

....do 

....do 

.... 

.07^2.78 

4.17 
3.34 

New  Durhim •*.... 
Newport** 

....do 

Conn,  cticut . 

.84 

2."27 
.01 
.61 

.07 
2.26 

■  fi 
."60 

."6.3 
■."64 

".ii' 

.04 

.15 

."62 
"."27 

■."65 
.38 
.08 
.01 
.01 

■."6i 
r. 

.18 

.03 

iV 

.03 

"."3( 

t".' 
.03 

.07 

".'67 
.14 

f.- 

.05 
.50 
.09 

'."19 
.02 
T. 
.29 
.13 
.14 

"."36 
.13 

.02 

.35 

.07 

f.' 
'."oi 

'."22 

t".' 

.08 

".■ii 
.09 
.03 

.24 
.02 

."65 

■"61 

■."io 
1'. 

.01 
.01 

■.■so 

.67 
.66 
.51 
.02 
.07 
.58 
.44 
.08 

.14 

"."25 

t.' 

."32 
.01 

■."63 

"."io 

.bi 
.18 
.52 

'.'64 
.21 
.31 

.6£ 

t. 

.07 
.23 

.29 

.16 
.66 

■f.' 

'!32 

't'.' 
1.24 
.02 

.61 
T. 
.06 

.■53 

■.'31 
.03 

.63 
"."43 

.26 

"."35 
.01 

t'.' 
.48 
.17 
.01 

'."is 

.Of 

.22 
'1'. 

T. 

't. 

.18 

■."46 
T. 

.25 
T. 

T. 
T. 
.01 

i.75 
.72 
.51 
.25 
T. 

"."45 
.03 

.03 

t". 

■'oi 

.05 
.05 

■i.' 
.02 

VV  '/io 

'."62 
.04 

"."(15 
T. 

"."62 
T 
.01 

.05 

V62 
.10 

.10 
.10 
T. 
.12 
.01 
.01 
.04 
.35 
.47 
.65 
.(14 
.02 

■]C6 

'."oo 

■."62 

"!« 

'.'oi 
".'64 
■."62 

'.V2 

".OS 
■."62 

"."25 
't. 

.2" 
.07 
.61 
.36 

.06 
.03 
.40 
.2« 
1.00 
L05 
.32 
.34 
.61 
.74 
.35 
.85 
.82 
.31 
.74 

.05 
.04 
.04 
.08 
.06 
.12 

".'io 

!l9 

.22 

.09 
.OH 
.  13 
..% 
.10 
.18 
.24 

.05 
.08 

'."is 

.19 

.07 
.18 
.02 
.25 

'.'21 

'.'20 
.21 

.51 
.16 
.04 
'1'. 

■'!■■. 
.06 

■f, 
.10 
.68 

.02 
.02 

"."62 

.09 
.05 
.03 

•r. 

.(J3 
.(15 
T. 

■."61 
.03 
.16 
.06 

"."12 
.04 

2.08 
4.44 

Pittsburg 

Plymouth . 

...  do 

Merriuiac 

Connecticut 

...do 

Champlain 

Connecticut 

...do 

Champlain 

...do 

St.  L:iwrence 

'.'oi 

T. 

tv 

■■67 

'■■^ 

.02 

.58 

.06 

tv 

T. 
■l\ 

".26 
'iV 

L30 

■.■97 
.24 

2.26 
.24 

1.0(5 
T. 

■'80 
1.25 

■.02 
3.60 
.02 
1.23 

3H 

1.17 

.64 

.08 
.84 
.14 
.99 
1.08 

LIS 
.69 
.62 
.80 

"."92 
.33 

.16 
.06 
.04 
.13 
.02 
.01 

"."31 

.05 
.10 
.08 

■."i4 

.43 
.10 
T. 
.12 
.05 
.05 
1.27 
1.62 

"."76 
.57 
.32 

!28 

■f. 
T. 
.02 

■.■30 
.14 
.03 

..12 
,10 

t  ■ 

"t." 

.16 
.26 

4.12 
3  63 

Vermont 

Blooratield 

Brattleboro  ** 

Burlington*** 

Cavendish  

Chelsea  

Cornwall 

3.03 
5.00 
4.01 
5.90 
4.33 
5  19 

Enos burg  Falls.... 

tv 

.04 
1.07 
.14 
.15 

1.50 
.06 
.70 

91 

.07 

"."is 
"".3i 

5.69 

Northtield*** 

....do  ....;::::::. 

St.Albans  

...do.. 

3.53 

Somerset** 

....do 

....do 

....do 

T.- 

■.■qg 

West  Burke*' 

13 

.65 
l.ir 

.27 
.36 
.13 
.70 
.20 
.41 

1.12 
.16 
.40 
.57 
.13 
.60 

"."30 

!20 
.21 
.09 

^22 
.54 

1.70 
..35 
.12 

'.3(. 

Ul 

L43 
.11 

.52 

4  26 

Woodstock 

.Vntsnck.issetla 
Amherst  

.08 
.ni 

;4s 

.24 

.04 

.01 

.IS 
.03 

•f 

.25 

.5! 
.13 
.01 
.16 

T. 

T. 

.01 
.01 

■."is 

.04 

.02 
■]'. 

.07 
T. 
.05 
.01 

.76 

.65 
T. 
.32 
.15 
.44 
.40 
.81 
1.23 
.36 
.24 

;4i 

.5(1 
.08 
.86 
.66 
1.10 

!86 
1.54 
.57 
.76 

■^49 
.51 
.30 
T. 
.40 

.05 
.01 
.22 

.07 
.43 
.04 

"."28 
'."62 

■'28 
l."56 

".\i 

■."61 
f.' 

".i\ 

■."65 

t.' 

5.70 
3  10 

Blue  Hill 

Coast 

ni 

.29 
.U8 
.33 

.25 
.36 
.01 
.19 
.47 
.79 
.37 
.17 
.06 
.17 
.40 
.56 
.03 
.50 
.37 
.03 
.66 
.05 
1.31 
.02 
.3.5 
.19 

2  09 

Boston*** 

Chesterfield** 

.... 

■96 

T. 

.38 

.01 
.02 
.50 

1.10 

Clinton** 

.Merrimac 

3  21 

Concord 

....do 

Coast 

Housa  tonic 

'.■41 

.171  .22 
.24'  .46 

".20 

1.64 

Egremont** 

.18 

.0" 
.04 
1.93 
.01 

.32 

■."06 
.88 
T. 

2."  26 
.56 
.10 
.03 

.85 
'.6'i 
■*^ 
.02 

■f." 

.40 
.10 
.02 

5  28 

Fall  River  

Coast 

2  72 

Falmouth** 

Fitchburg 

....do 

-.a 

".05 

.11 
.22 
.01 

•90 
.'02 

T. 

2:10 

.^1 
.I4 

•;^- 

.17 
.40 
.15 

"."53 

[17 

"'.. 

."85 
.20 

'."62 
t." 

.... 

4.20 
3.69 
2.00 
3  04 

Fiamingham 

Franklin** 

....do 

Charles 

.47 
.74 
.20 

.92 
.2fl 
.18 
1.0-! 

:^9 

.05 

i 
.37 

.08 

.05 
.03 
.07 
.25 

1.02 

'.&2 

■."18 
.51 

■:22 

Hardwick** 

Connecticut . 

:()8i."ofi 

041.... 
Col 

3.85 

Haverhill 

Hubbardston** 

Connecticut 

.57 

3  62 

Hyannjs 

Coast 

.57 
.02 
.02 
1.40 
.25 
.54 
.20 

'.K 

'.2» 
.65 

:ic 

.12 

.08 
.01 

L40 

L25 
.83 
.92 

."77 
1.17 
1.90 

.82 

.02 

t." 
't  ■ 

.01 

"."6i 

"t".' 

t'.' 

5  57 

Ipswich** 

Lowell 

....do 

T. 

.01 

'."28 
.65 

T. 

"."26 
.26 

loi 

"."34 
.03 

2.59 

5!  73 
2  23 

Nantucket*** 

New  Bedford   .... 

Coa.n 

....do 

:62 

.50 
.06 

Otis** 

■."67 
.24 

1.12 
T. 
.19 
.60 
.04 
.05 
.06 
.20 

T. 
.44 

.08 

.20 
T. 

4.69 

Pittsfield** 

Plymouth** 

Coast 

4  18 

Provincetown 

••••do 

.OS 

.05 
.25 
T. 

3  20 

f." 
T, 

.47 

"."is 

.06 
.99 
.26 

■."67 
.02 
.02 
.01 

'.'69 
.16 
.10 

'.'67 

■f.' 

.01 
.04 
.31 

1.59 

."84 
.43 
.44 
l.OC 

eouthbridge** 

Thames 

T. 

"."08 

T 

.02 

.14 

"."06 
.01 

3.40 
3.96 

« 
1  .51 

.32 
.76 
2.07 
.39 
.12 

T. 

tv 

.15 
.91 
.86 
.10 
.52 

V2S 

Turners  Falls 

Connecticut 

.25 
.06 
.11 
.39 

■."08 
"."io 

•V. 

.01 
.63 

.04 
1.52 
.43 
.06 
.11 
.18 

..    . 

T. 

T, 

4  24 

Williamstown    .... 
•Wincliendon  •*.... 

Hud.-on 

.04 
2.25 
.30 

f.' 

5.77 

Worcester 

Blar-kstone    

'O8    ■■" 

2  47 

Block  Island***... 

Coast 

....do 

....do 

.06 
.37 

■" 

3.51 

Providence*** 

Connecticut 

T. 

.52 

!32 
1.79 
.49 

.76 

T. 

i."58 

"."62 
T. 
T 

.01 

.95 
.34 
.29 
.46 
.02 
.42 

.02 

.60 
T. 
.30 
.09 
L02 

■■74 

2.72 

4.29 
6.22 
5.32 
3  27 

C:o...-.-ter  

Cream  Hill 

....do 

.17 
.04 
.17 

.361 1. 09 
.31    .12 

:27 

".'26 

".'ie 
'.'io 

".\6 

T. 

.06 

r. 

T. 

.m'.'.'.'. 
.i(  .... 

tvvv 

.  19 

East  Hartland**. . . 

Connecticut 

.43    .20!.... 

Hartford*** 

New  Haven***  .... 

....do 

Coast 

....do 

T. 
T. 

.55 

.32   .25 
.11    .21 
.231.65 

T. 
T. 

■  ii 

5.99 
4  03 

New  London  

3:23  .0:^ 

.22 

8  17 

NorwMlk 

...do ::: 

.... 

Putnam 

......... 

WiUimantic 

.03 
.07 

f." 

t." 

.49 

.... 

":25 

.... 

.... 
.... 

.70 

t." 

T. 

.36 
T. 

.37 
.02 

120' 

.061.... 
02 

3.51 
6.20 

Waterbury 

Coast 

2.00 

.32'  .27! 

see  page  40  for  explanation  of  reference  marks 
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July,  1985 


Daily  Temperatures  for  July,  1935 


I  10  I  11  I   12  I  13      14  I  15  I   16  I  17      18      19     20     21  |  22  |  23      24      25     26      27  I  28  I  29  I  30  I 


Maine 

Bar  Harbor  (near) \^SZ^:. 

^astport  \^S=- 

r'-ao   „iii^  i  Maximum  . 

<5reeuville   iMiuimum.. 

iT„„w„„  S  Maximum  . 

Houlton    j  iijiiiimum . 

T  „,  !o»„  Maximum  . 

Lewistoii  iMiuimum.. 

Miiii-cket l^^SZ^.: 

O'^town   \^^~:. 

P«,Hn„/^  j  Maximum. 

Portland  1  Minimum.. 

R"'"fo'-^l  iMfuimum.: 

Winslow   lg}fi™^ 


New  //<(mp.'.7/i 


Builin  II 

Concord 

Durham 

Keene  (near). 


Vennonl 
„      ,.      ,  S  Waxinuiin  . 

«i"'"'8^""  iMiuimum.. 

Newport  |  jlfifj"",!"!'.'. 

NortlWleia ijIf.fimumV 

R„H.,,„i  (Maximum. 

'^'"'''^'"^    iMiuimum.. 

8^-A".ans \^=^:. 

8t-Joln,sb.n.y  1  Sif,™!'.; 

Woodstock  1  Mf,fimu."V. 

Massucli  II  fells 

i  Maximum . 
Amherst j  Minimum.- 

D„of„,.  i  Maximum  . 

Boston 1  Minimum.. 

„, ,  .„„  S  Maximum  . 

Brockton iMiuimum.. 

r.«.  „„,/!  S  Maximum  . 

Concord i  Minimum 

l^astWareham,'. |  ^f;^=  " 

Fan  River ItSr.! 

Fitchburg  !  Smum.: 

Lawrence !  .Smm"'. 

Nantucket i  Mhdmun"; 

Stockbridge    \^ZS:. 

WiHiamstown !  SlllX I 

Worcester 1  MfniZmV. 


Wioile  Island 

ui„ni,  I  .1  ,„  1  I  Maxinuun  . 

Block  Island iMiuimum., 

Ki"Sston iMfnimum.: 

„       . ,  ■     „  )  Maxiuuim . 

P'ovidence iMiuimum.. 

ConvecUciil 
cream  Hill !  Mhfimum.: 

H-tford ISIri^^ZSl: 

New  Haven \^^Z^: 

New  London i  ^{SX: 

Norwalk l^^l^/. 

p«t-™ \^^^:. 


53]     5f 


75     881 

56|     65 

73     84 


80      6. 

59!     50 
67 


55 
71 
54     64 


64 

83      82 

64      61 


54  54 
80  84 
6l|     62 


66      66 


92      94 
70 


60;     5S!     60 


65  6-2 
79  83 
67      64 


58     64 

61 

52 


72 
62  55 
.„  73 
64     53 


See  page  40  for  explanation  of  reference  marks. 
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NEW    ENGLAND     SECTIO] 


Q.  H.  NOYES 


Vol.   XL VII. 


Boston,   iMas?.,    AU(;UST.   11)3-" 


No.  8. 


GENERAL,   SUMMARY 

Rainfall  wa-s  remarkably  deficient  throughout  New  England 
during  August;  only  in  tlie  years  1894  and  1907  was  less  rain 
recorded  during  this  month.  In  the  three  northern  States  the 
rain  averaged  slightly  above  2  inches,  but  in  the  three  southern 
States,  considerably  under  2  inches.  A  general  absence  of  rain 
prevailed  from  the  7th  to  the  10th,  and  from  the  loth  to  the 
21st  throughout  the  Section,  and  there  were  many  other  scatter- 
ed days  without  rain,  but  the  deficit  in  moisture  was  occasioned 
both  by  diminished  frequency  and  intensity  of  showers.  On 
the  22d,  heavy  rains  occurred  in  several  parts  of  Massachusetts 
and  Connecticut,  but  they  were  widely  scattered.  A  severe 
thunderstorm  occurred  on  the  13th,  from  about  5:30  to  6  p.m.. 
in  the  vicinity  of  Lakeville  and  Salisbury,  Connecticut,  and 
many  thousands  of  dollars  damage  was  done  by  wind  and  light- 
ning. The  storm  appeared  to  be  of  a  convectional  type,  rather 
than  tornadic,  and  there  were  many  localities  at  no  great  dis- 
tance without  any  storm  at  that  time.  The  lack  of  rain  several 
times  became  almost  of  drought-like  persistence,  but  relieving 
showers  returned  opportunely  and  drought  damage  was  not  im- 
portant. 

Temperatures  averaged  a  little  above  normal,  especially  in 
^Maine.  A  persistent  warm  period  from  the  12th  to  the  22d, 
was  general;  and  on  the  18th  and  19th,  some  of  tlie  highest 
temperature?  ever  recorded  in  Maine  occurred,  reaching  104°  at 
Bangor  and  Orono. 

Out-of-door  activities  thrived  under  the  favorable  weather, 
but  plant  growth  was  not  as  satisfactory  as  desired. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
95  records,  was  68  3°,  which  is  1.5°  above  the  mean  for  the 
past  48  years.  The  liighest  monthly  mean  was  73.9"  at  Water- 
bury,  Conn. ;  the  lowest  was  60.8°  at  Somerset,  Vt.  The  high- 
est recorded  was  104°  at  Orono,  Me.,  on  the  18th,  and  at  Bang- 
er, Me.,  on  the  19th;  the  lowest  was  34°  at  Pittsburg,  N.  H., 
on  the  24-26th.  The  greatest  monthly  range  was  51'^  at  Kings- 
ton, R.  I. ;  the  least  was  29°  at  Block  Island,  R.  I.  The  great - 
eat  daily  range  was  50°  at  Van  Buren,  Me.,  on  the  16th. 


PRECIPLTATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
180  records,  Wii.=>  1.97  inches,  which  is  1.88  inches  below  the 
mean  for  the  p-.ist  48  years.  The  greatest  monthly  amount  re- 
ported vva.s  4.60  inches  at  Gloucester,  Mass.;  the  least  wa^  0.25 
inch  at  at  Lake  Konomoc,  Conn.  The  greatest  amount  in  24 
hours  was  3.42  inches  at  Millbury,  Mass.,  on  the  23d.  'i'he 
average  numl)er  of  diiys  with  .01  incli  ca*  more  of  precipitation 
was  8,  which  is  2  below  the  mean  for  the  past  48  years. 


"WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  112  records, 
was  southwest.  Tiie  average  velocity,  based  on  the  records  at 
14  stations  was  8.4  miles  per  hour,  which  is  1.1  miles  per  hour 
below  the  mean 


The  sunshine,  based  on  the  records  at  11  stations,  averaged 
67  percent  of  the  possible  amount,  which  is  4  percent  below  the 
mean. 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
tion, based  on  124  records,  was  16  clear;  8  partly  cloudy;  and 
7  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  10  slations,  was  78  percent,  which  is  3 
percent  below  the  mean. 


DATES  OE  MISCELLANEOUS  PHENOMENA 

Auroras. — 4-5th,  24-25th. 

Hdlos,  lunar. — None. 

Halos,  solar.— lUh,  15th,  20-21st,  27th,  29th. 

Hitil. —  (dates  and  general  location) —  1st,  northwestern 
Maine  and  northern  Vermont;  2d,  western  Maine;  4th,  north- 
western Vermont;  13th,  northwestern  Connecticut;  14th,  south- 
western Maine. 

Thunderstorms— l-6th,  10-15th,  21-23d,  27-28th. 

Fog,  dense. —Ut,  3d,  4-24th,  27-31st. 

Frosts. — Niine. 

Sleet.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA  FOR  NEW  ENGLAND. 


1925 

66  R 

19'26 

66.5 

1927 

6S.7 

1928 

70.1 

1929 

6.'i.0 

1930 

66.2 

1931 

67.6 

1932 

68.  H 

19S3 

67.6 

1934 

64.7 

19.35 

68.3 

+  2.  o 

+  2.0 
-  2.0 


1.7S 

-  2. 10 

H   56 

-  0.29 

3.  17 

+  0.68 

4.16 

+  0.31 

5  67 

+  1.82 

4.66 

+  0.81 

2.7H 

-  1.07 

4.40 

+  0.55 

3.5« 

-  0.27 

4,  Oil 

+  0.24 

4,31 

+  0.46 

3.  67 

-  0.18 

2.68 

-  1.17 

3.09 
3.69 
5.61 
2.75 
5.10 
2.94 
3.91 
3.66 
2.85 
5.32 
2.19 
4.66 
2.11 
3.63 


+  0.06 

—  0.  29 

-  1.00 


-  0.  22 
+  2.43 
4-  0.83 

-  1.17 

-  1.81 

-  0.27 
+  0.49 


9.37 
H.36 
10.05 
8.45 


6.23 

5  72 
10.77 

7.17 
7,56 
8.50 
10.  06 

8]  58 

6  71 
9.50 
7.20 
6.34 

11.63 
4.53 
8.00 


1.37 


Number  of  days 


10  I  13 
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CUmatologrical   Data  for  August,  1935 


Temperature,  in  degrees  Fahivuljeit 


Precipitation,  in  inches 


Miuiie 

Bangui  S  

Bar  Harbor  (near ) 
Brassua  ]>aniU  — 

Daiifonli 

Eastyort 

East  Winllirup.  ..  ■ 

Ellswortli  

Eustis 

Fanniiigtoii 

Ft.Fairlieia  (near) 

Fort  Kent 

Gardiner 

Greenville.. 

HiramtJ 

Houltuu 

Jaeknuui 

Lewiston 

Lincoln 

Machias 

Madisunij 

Middledaiii 

MillinockelS  

Milo 

Moo.sehead 

Nurlli  Itridgton.--  • 

Ol.ltown 

Oroiio. 

Portland 

Presque  Isle 

KipogennsDainttS' 

Kunilord 

The  i'orks 

Upper  i)aui 

Van  Bur.-n 

\Vinslo\vtt§ 

Woodland§ 

For  State     •  •  •  ■ 


Hew  Hampshin 

Berlin    

Bethlehem  —  ■■ 
Concord    

Dixville  Notch  .. 

Durliani    

ErrolS    

Fit/.williani* 

Franklin 

Gleiielitr    

Hamilton  ■•••.... 

Hanover  § 

K-o;,euiear)  §   .. 


LiiUeport 

Lincoln- ■   — ••• 

Manchester 

Milan 

Nashua  §  ........ 

New  Dmliamtt  •• 

Newport  

PinkiianiNotchlt. 

Pittsburg 

Plyuiuuth 

WestStewartstowi 
WoUboro  Falls- ■• 

York  Pond 

For  State     .  •  • 


Mt-  Washington  : 

\'ennont 
Bellows  Falls.... 

Bennington 

BloonitieldJ}  --•• 

Brattleboro§ 

Burlington 

Cavendish 

Chelsc-a 

CornwnlUt 

Crafts  bury  Coin- 

Ea.st  Harn.'t 

East  Kycgiite--.- 
Enosburg  Falls- - 

Oilman    

MaysMillU 


Penobscot ■  ■  • 
Hancock  ..... 

Somerset 

Washington  • 
Washington  - 
Kenncljec  -■- 
Hanco.-k 


Franklin 

A  rooslook  . . . 
Aroostook . .  • 
Kennebec.... 

Piscalaquis  .. 
CumlaTland. 


Newport  

Northfield 

Readsboro 

Rocliester 

Rutland 

St.  Albans 

St.  Johnsbury 

Searsburg  Jit 

SearsburgSla.U.. 

Soraersettt 

So.  Londonderry.. 

Vernontt§ 

West  Burke 


Andioscoggil 
Penoliscot  ■ .  ■ 
Washington  - 
.Somerset  .-.•- 

Oxford.. 

I'enobscot . .  - 
I'i.^cataquis... 
Somerset  .•■- 


Penobscot... 
Penoljscot  ■.- 
Cumberland. 
Aroostook  .. . 
Piscataquis... 

Oxford 

Soiner.set 

Oxford 

Aroostook  . . . 


Washington  — 


Hillsbnro- 
Stratford  . 
Sullivan. 
Coos ...   . 

Coos 

Hrafton.. 
( 'oos ...  ■ 
Carroll  . . 
Coos    — 


Windham  .. 
Kennington 
fCs.sex 


Wiiidliam 

Orleans 

Washington. 
Bennington. 
Windsor  ,  .. 

Rutland 

Franklin.... 
Caledonia.  ■■ 
Bennington 
Bpnnington 
Windham... 
Windham  •• 
Windham... 
Caledonia. .. 


1,140 
375 
364 

1,180 
18-2 
216 


+   3.1 
+  '2.'8 


+  1.5 
+  3.0 
+  2.9 
+  2.6 


+  1.4 
+  2.2 
+  2.0 


+  2.4 
+  '6."4 


+  0.5 
+  1.9 
+  0.3 


+   1.4 
+  '2.'3 


-0.95 
—0.24 
—2.05 
-1.91 
-0.11 
+0.05 
-0.15 
+0.05 


Bangor  Hydro  Electric  Co. 

B.  L.  Iladley 
Walter  Thurston 
Mrs.  Clara  Hult 

U.  S-  Weatlier  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 

(hiion  Water  Power  Co. 
Baugoi-  Hydro  Electric  Co. 
Bangcii-  Hydro  Electric  Co. 
Ureal  Nouhern  Paper  Co- 
Unitni  Water  i'owerCo. 
Gr.-at  Northern  Paper  Co. 
Winfield  Heath 
S  urgis  F   Durgin 
C.  L-  Chadbourne 
Thomas  W.  (;lark 
Prof.  A.  L.  Fitch 
U.  S-  Weather  Bureau 
Me.  ICxperiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
SturgisF.  Durgin 
Union  Water  I'ouer  Co. 
W.H.Scott 

HoUingsworth  &  Whitney 
St-  Croix  Paper  Co. 


Edward  Fenn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.  A gr.  College 
Union  Water  I'owerCo. 
Walter  E.  Bolles 
P.  J.Sontlnnayd 
State  Sanatorium 
Fraidc  E.  Leavitt 
Dartmouth  College 
Robert  P.  Hayward 
Harry  W-  Daniell 
Edward  A.  Carr 
Anioskeag  Mfg.  Co. 
Andro.s('Oggin  Res.  Co. 
Peniuchuck  Water  Works 
E.  E.  Tobey 
H.P.Sliepard 
J.  B.  Dodge 

Conn.  \'alli-y  Lumber  (,'o. 
Mrs.  Il;-i;:.>  (J.  Trow 
Clauae  i;,  ker 
Kei.net !i  Berry 
U.  .S.  Bureau  of  I'Msheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  (;o. 
Everett  Orchards 
George  L-  CoO|)er 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkee  lit 
Sarah  E.  Lane 
Charles  A.  Wheeler 

N.  E.  Power  Co. 
J.  F.Derins  ff1 
L.  H.  Pomeroy 
Gilmaii  Paper  Co. 
Fred  May  ttf 
F,  J.  Ackennan  1 1 1 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Jfuseum 
George  Briggs  t*  t 


W.E.  Su 

L.  L.  LeuUMrd 

H.  E.  Sparks  I  It 

Cnnn..  River  Power  Co. 

i^iluian  W.  Ford  ttt 


See  page  46  for  explanation  of  reference  marks. 
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Climatologrical 

Data 

for 

August 

,    1935 

Counties 

1 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

ii 

9h 

stations 

i 

s 

1, 

11 

1 

1 

1 

2 

5 

II 
3 

1 

S 

C 

0 

it 

6 

1 

5 

0 

Observers 

\-ermont  Confd 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

490 
1,450 

370 
1,640 

700 

0 
5 
0 
5 
0 
44 

6 
22 
13 
16 
15 
68 

10 
100 
50 
50 
118 
40 
42 
23 
17 
63 
58 
48 
6 
31 

38 
71 
60 
14 
30 
21 
15 
48 
16 
41 
10 

29 
6 
15 
43 
25 

84 
8(1 
51 

no 

25 
50 
10 

62 
22 
64 
22 
20 
23 
23 
35 
17 
49 
48 
49 
34 
22 
24 
37 
88 
39 
15 

01 
40 
17 
56 
30 
46 
8 
75 
43 
79 

58 
47 

35 
104 

25 
12 

42 
17 

2.06 
2.34 
0.74 
2.37 
2.75 
2.57 
2.52 

1.44 

0.82 
2.31 
3.95 
2.14 
3.26 
2.78 
0.54 
0.82 
2.47 
1.76 
1.74 
1.51 
1.33 
1.72 

2".  02 
1.37 
L82 
3.04 
4.60 
1.32 
1.50 
0.85 
1.06 
1.40 

'-6.' 72' 

'-0.'74' 
-1 .26 
-0.77 
-1.05 

-3.-44- 

-1.24 
-0.25 
-1.48 
-0.  62 
-0.  69 
-3.32 
-3.03 
-1.44 
-2.00 
-1.79 

"-■i.ii' 

-2.40 
-2.78 
-1.97 
-2.35 

'-6!84' 
+0.97 

-2.  43 
-3.  6» 

-2!  35 

0.88 
0  61 
0.23 
0.79 
0.58 
1.25 
1.73 

0.60 
0.33 
0.78 
2.  28 
1.40 

i;22 
0.25 
0.37 
1.57 
0.76 

0]59 
0.47 
1.10 
0.70 
1.02 
0.43 
0.74 
2.04 
3.22 
0.42 
0.  55 
0.32 
0.38 
0.48 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

7 
8 
7 
7 
10 
7 
8 

9 
8 
7 
8 
5 
6 
10 
6 
5 
7 
7 
7 
7 
7 
5 
4 
8 
8 

8 
9 
8 
10 
6 
5 

12 

15 

4 

S. 

ne. 
uvv. 
sw. 

uw 

Eva  K.  Doubleday 
K.  R.  Wilmottlt 

White  River  Jc 

Whitingham 

Wilder    

10 
11 
12 
12 

13 

15 
15 

15 
8 
9 
14 
11 

7 

6 
12 
10 
5 
7 

9 

6 

E   T   Sutton  tit 

Olcott  Palls  Co 

Wilmington 

66.0 
66.4 

67.2 

+  1.7 
+  1.4 

'  +  'i.'4 

91 
95 

95 
92 

18 
18 

17 
171 

38 
36 

43 
45 

25 
29 

29 
23 

36 
42 

38 
34 

MassnchiiieUs 
Aoanis         •  ■• 

Berkshire  ...... 

Hampshire 

Middlese-x 

Nonolk  

750 
217 
227 
640 
124 
540 
110 
600 
1.360 
124 
39S 

lag 

IS 
970 
190 

50 
402 
172 
240 
1,110 

15 
165 
326 
950 

50 
1.650 

70 

90 

SOO 

1.030 

30 

30 
820 
148 

57 
540 

85 
190 

53 

97 
275 

3i;u 

47 
63 
350 
1,400 
65 
1,700 
920 
1.037 
1,650 
50 
1,050 
40 
25 
400 
720 
160 
199 
555 
850 
20 
20 
200 
520 
450 
210 
222 
900 
711 
960 
625 

51 
0 
51 
05 
1) 
42 
0 
0 
51 
31 
49 
10 
0 
49 
0 
51 
51 
0 
0 
6 
0 
0 
0 
36 
0 
0 
0 

J 

0 
0 
42 
51 
0 
51 
0 
0 
0 
0 
0 
49 
50 
0 
0 
0 
0 
0 
19 
0 
49 
0 
49 
34 
6 
0 
0 
25 
0 
6 
22 
52 
33 
0 
0 
10 

0 
37 

0 
43 

N.  E.  Power  Co. 
Mass.  Agr.  College 
Met.  Water  Works 

AshlandU   

BlueHilin§ 

69.0 
70.7 

+  1.4 
+  0.8 

91 
90 

18 
18 

48 
52 

25 
25 

27 
24 

11 
13 

6 
11 

14 

7 

uw. 
sw. 

Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  H.  Keed 
City  Engineer 
John  A.  Smithies 

HnvkL'ili 

Worcester 

Plymouth 

Hampden 

Hampshire 

Suffolk          

Brockton§   

71.6 

+  2.1 

94 

18 

42 

31 

34 

13 

12 

6 

sw. 

Iloyt  E.  Dodge 

Chestnut  Hill§.---- 

69.0 

■+i:2' 

+  0.9 

■go" 

93 
90 

■"is" 

18 

1 

"i9" 
44 
46 

"91 
9 
26 

■32' 
38 

Met  Water  Works 

Worcester 

Middlesex 

Plymouth 

Berkshire 

22 
10 
21 

5 

11 
6 

4 
10 
4 

s. 
sw. 

rn'pnrilS 

Fred  A.  Tower 

East  Wareham  . .  • 
Egremontn*-..---- 

■Joseph  L.  Kelley 
David  A  Hunter 

71.2 

+  2.0 

90 

14 

52 

7t 

29 

13 

14 

4 

sw. 

Richard  C.  Brigham 

Faluiouthtt* 

Fitchburg§ 

Framiiigham  §  .... 
Franklin*  

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

Kssex 

70.6 
71.6 

+  2.4 
+  2.8 

96 
94 

18 
18 

48 
48 

24 
9 

37 
3fi 

11 

15 

5 

ew. 

Herbert  B.  Allen 

Fred  A.  Darling 
William  H   Dunn 

Gloucester§     

Greenfield 

68.4 

89 

1 

50 

25 

25 

17 

8 

6 

sw. 

Ralph  M.  Barker 
T.  H.  Ward 

Franklin 

Middlesex 

Worcester 

Wm.  P.  Wharton 

Hardwick* 

Fred  W.  Emmons 

HaverliillS 

72.1 

+  2.0 

92 

17 

51 

24 

31 

6 

20 

5 

City  Engineer 
C.  H.  Varney 

Franklin 

Plymouth 

Hampden 

Berkshire  

Worcester 

Barnstable 

Kssex 

Worcester 

Middlesex 

Kssex 

Worcester 

Middlesex...... 

Hingham  

Holyoke 

HoosacTnnnel..  . 
Hubbardston* 

S.  A.  Agnew 
A.  W. Ladd 

0.63 
1.20 
1.09 
1.35 
0.91 
1.85 
2.12 
0.82 
1.34 

2.92 
1.60 
1.28 
2.04 
4.44 
2.15 
1.67 
3.17 
0.82 
2.11 
1.90 
1.49 
1.37 
1.  08 

l'.66 
2.63 
3.06 
0.80 
1.52 
L64 
0.82 
1.78 
1.25 
1.42 
2.30 
0.83 
0.46 
1.17 
0.76 
2.12 
1.25 
1.47 
1.08 
3.94 
1.68 

1.02 
1.49 
2.29 
1.14 
1.48 

0.86 
1.28 
1.86 
1.14 

-3.7i 

'-2.' 36 
-2.22 
-2.55 
-2.  45 
-2.09 
-3.01 
-2.  79 
-2.89 
-1.37 
-2.  00 

'-L25' 
-2.49 
-1.02 
-3.61 
-2.21 
-2.  28 
-2.37 
-2.  67 
-2.  64 
-2.09 
-2.67 
-0.50 
-0.01 
-3.07 
-2. 33 

-3!  45 

-3!  04 

■-i.'ss' 
-2.93 
-3.43 

-3'.  48 
-1.75 

'-2.'76' 
-2.92 
-0. 03 
-2.02 

-2.65 
-2.89 
-1.94 
-2.  36 
-2.20 

-2.86 
-3.36 
-2.  65 
-2.70 

0.21 
0.25 
0.28 
0.  63 
0.30 
0.75 
0.95 
0.30 
0.35 
0.60 
1.76 
0.43 

LOO 
3.42 
L30 
1.12 
1.98 
0.35 
1.01 
0.60 
0.60 
0.57 

o.'s? 

0.66 
1.75 
1.17 
0.24 
0.74 
0.49 
0.33 
0.61 
0.54 
0.46 
0.97 
0.22 
0.20 
0.45 
0.35 
0.86 
0.40 
0.75 
0.21 
2.76 
3.42 

0.42 
0.91 
1.80 
0.55 
L80 

0.40 
0..50 
1.10 
0.31 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

5 
10 

7 

7 
5 

5 
7 

7 
7 
7 
7 
6 
7 
4 
9 
6 
7 
11 
10 
7 
8 
5 

8 
10 
9 
7 
8 
7 
9 
8 
9 
6 
8 
4 
6 
5 
9 
9 
8 
9 
9 
7 

5 
5 
6 

6 

6 

7 

7 
9 

65.8 

89 

13t 

42 

24t 

42 

14 

9 

8 

w. 

N.  E.  Power  Co. 
Mildred  Wheeler 

70.1 

+  1.3 

86 

18 

50 

25 

24 

14 

8 

9 

sw. 

State  Teacher's  College 

Ipswicli" 

40 
50 

E.  P  Mitchell 

70.0 

-  1.0 
+  1.0 

95 
96 

19 

18 

25 

44 
82 

Met.  Water  Works 

l.a\vrence§ 

15 

0 

7 

w. 

Essex  Company 
W.  U.  Hosiner 

Lowell§ 

71.4 

+  1.9 

96 

18 

52 

241 

31 

Props.  Locks  &.  Canals 
A.  Buck 

Middleboro*. 

Plymouth 

Essex 

Ralph  Sampson 
William  R   lloelzel 

Middleton  

21 

5 

5 

Milford* 

Worcester 

Worcester 

Nantucket 

Milford  Water  Co 

19 
18 
20 

6 
3 

6 
8 

sw. 

s. 
sw. 

Nantucket  

New  Bedford 

7314 

+  1.8 
+  4.6 

86 
90 

18 

1 

56 
57 

30 
2,it 

20 
18 

U.  S.  Weather  Bureau 
City  Engineer 

Worcester 

Berkshire  

Plymouth 

Berkshire 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Otis* 

Pembroke* 

R.  0.  Langdon 
Charles  C.  Rogers 
MaryH.  Wood 
Met.  Water  Works 

Petersham 

Pitts  field, 

Plaintield' 

70.3 

+  3.1 

93 

13 

45 

29 

45 

19 

2 

10 

ue. 

L.  B.  Cummings 
Anna  M.  Tirrell 

70.6 

+  4.2 

87 

1 

54 

25 

25 

26 

3 

2 

sw. 
sw. 

8. 

Miss  L.  B.  Knapp 
Met.  Water  Works 

Provincetowii 

72.6 

72.4 

+  4.8 
+  6.2 

93 
96 
95 

17t 
17t 
17 

56 
53 
44 

25 

25 
29 

28 
32 
35 

15 
7 
17 

8 
6 
6 

8 
18 
8 

Irving  H.  McNayr 
U.S.  C.G.  Station 
N.  E.  Power  Co. 
G.  H.  Abbott 

Shelburne  Falls  .- 
South  bridge* 

Franklin  

Worcester  ...... 

Middlesex 

Hampcieii  

Worcester 

Berkshire 

Springfield 

Sterling 

72.8 

+  2.0 

94 

18 

50 

25t 

33 

14 

12 

5 

SW. 

U.S.  Armory 
Met.  Water  Works 

Stockbridge 

Swampstott 

TauntonS 

Turners  Falls 

Ware  • 

65.1 
68.3 
68.5 
72.7 

+  '2.'3 
-  0.4 
+  4.1 

88 
87 
90 
98 

1.3t 
1 
18 

38 
50 
42 
44 

25 

25 
9 
25 

36 
26 

38 
39 

18 
9 

9 
4 
11 
12 

4 
5 
U 
10 

se. 
sw. 

Nesbit  H.  Bangs 

Weston  K.  Lewis 

E.  L.  Red  fern 

Turners  Falls  P.&E.  Co. 

Edna  G.  Tyler 

L  C  Coates 

Bristol 

Franklin    

Hampshire 

Worci-ster 

Hampden 

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

Webster  * 

88 
96 

18 

48 
45 

70.4 
70.4 

25 
9 

35 
40 

14 

10 

5 

7 

s. 
sw. 

State  Sanatorium 
Weston  College 

Weston§       .••• 

WiUiamstowng.... 

67.4 

+   1.4 

88 

131 

45 

25 

27 

14 

7 

10 

w. 

Williams  College 

Worcester(a)§ 

For  State  .  .  • 

68.3 
69.8 

70.0 

6^.7 
71.5 

■roii 

-  0.6 

+   1.5 
+   1.  1 
+  05 
+  0.3 
+  1.5 

91 
98 

84 
W2 
93 
93 
93 

161 
17 

14 
14 
14 
14 
14 

45 
38 

55 
41 
52 
52 
41 

9 
25 

31 

251 
25 
9 

37 
45 

17 
40 
30 
27 
40 

20 
16 

15 
14 
21 
17 
17 

4 
8 

10 

8 
4 
8 
8 

7 
7 

6 
9 
6 
6 
6 

sw. 

s. 

nw. 
s. 

Clifford  L.  Davis 

Rhode  Mand 
Block  Island 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

26 
100 

97 
160 

55 
46 
43 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Lofran 
U.  S.  Weather  Bureau 

PawtucketS 

Providence 

Conneclicitl 

New  London  . . ■ 

Litchfield 

Fairfield 

Hartford 

140 

""    144 

262 

0 
0 
35 
0 

18 

Bridgeport§...  ..... 

Barlington 

71.0 

+  0.3 

.0 

1 

48 

251 

29 

9 

4 

sw. 

Bridgeport  Hydraulic 
Water  Bureau   Hartford 

See  page  46  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


August,  1985 


Olimatolosrical  Data    for  Aug^ust,  1985 


Temperature.  indegreeB  Fahrenheit 


S  a 

Is      I         §1         I         2         I 

3      a      Q*"      w      «      J 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester 

Collinsville 

Creain  HilUt 

East  Hartland  

Falls  Villages 

Hartford 

Lake  Konomoctt-- 

Nepaug 

New  Haven 

New  London  

Norwalk  

Old  Greenwich 

Putnam  

Salisbury 

Storrsg. 

Waterbury  

West  Hartland 

For  State 


New  London- 
Hartford  ... 
Litchfield  .-. 

Hartford 

Litchfield  ••■ 
Hartford  — 
New  London- 
Litchfield  ... 
New  Haven  . 
New  London. 

Fairfield 

Fairfield 

Wiiidhnm.... 
I^itehfield  ... 


4S 

■ffl 

41) 

■ih 

49 

Ht 

47 

■29 

S.P.WiUard 

Edwin  R.  Wilder 

C.L.Gold 

D.  N.  Gaines 

I.  N.  Hanson 

U.  S.  Weather  Bureau 

New  liOndon  Water  Work.N 

Water  Bureau,  Hartford 

U.  S.  Weather  Bureau 

Harry  G.  Tiet.len 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr   Exp.  Stafion 

William. I.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pages  44.  45,  and' 


The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used 
1  determining  section  or  State  means.       lleference  letters,  a,b,c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc.        t  Also 


Jt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Ilockwood ;  Hiram,  West  Baldwin ;  Ripogenus  Dam, 
Millinocket;  Winslow,  Waterville;-New  Hampshire— New  Durham,  Alton;  Finkham  Notch.  Gorhani;  York  Pond,  Berlin ;- Vermont— Bloonifield,  North  Stratford, N.  H.' 
Cornwall,  Middlebury;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  -  Mas.<'achU8etts-Ashlautl[ 
Framingham;  Blue  Hill,  Milton;  Egremouc,  South  Bgremont;  Falmouth,  Hatchville;  Lake  Cocliituate,  Framingham;  —Connecticut- Cream  Hill,  West  Cornwall ■  Lake 
Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


Not  included  in  summaries. 


Explanation  of  Reference  Marks  TTsed  on  Paere  47. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *••  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  iu  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.        T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Paere  48. 

ng;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  vvliich  it  .almost  always  occurs. 


PKK.SftnKE,  WIND.  HUMIDITY.  AND  Sl'NSHINIC 


Amherst.... 
Block  Island 
Blue  Hill.... 

Boston  

Burlington  . 

Eastport 

Greenville.., 

Hanover 

Hartford  . . . , 
Nantucket  ■- 
New  Haven.- 
Northfield  ... 

Portland 

Providence . ■ 


Atmospheric  Pressure 
'  reduced  to  sea  level ) 


30.01 
30.  02 
30.03 


30.02 
29. 99 
30.00 
30.  02 
30.02 
30.01 
30.00 
30.01 


311  SI 
30.29 
30.  27 
30.29 
30.27 
30.31 
30.30 
30.29 
30.31 
30.32 
30  31 


29  57 
29.62 
29.61 
29  57 
29.  50 
29.52 
29.  58 
29.51 
29.59 
29,  65 
29.  65 
29.51 
2^.51 
29.60 


Itelative 
Humidity 


\VV»'>  VV\VVi>Js\n\  ^vSWW-NV-v 
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Daily    Precipitation  for 

August.    1935 

Drainapre  basin 

Day  of  month 

2 

H 

stations 

I 

■2  1     3  1     4 

5  1     6 

7  j     S 

9 

10 

il  1   12  1  13  1  14 

15 

16  1  17 

18 

19 

20 

21 

22  1  23 

24 

25 

26 

^^ 

28 

29 

30  1  31 

Maine 

Eastport*"*  

E!l.<worth 

Coast 

keiniebec" .;;;;;!; 

....do 

....do 

...do 

St.  John 

'  .51 
.08 

T. 

'.'oi 

.T>    .62 
1.02    .04 

;|:S 

l-;63 

1.17   .09 

'."62 

't.' 

■.'6» 
■1'. 

".05 
.05 
.38 

f. 

".2\ 

't.' 

.01  .... 

'f.' 

'.'oi 
f.- 

.05 
.06 

.61 

'.'oe 
.10 

.04 
.'62 

■.'63 

'.'•in 

.62 
■33 

:::: 

.06 

.05 
.06 

'.'69 
.21 
T. 
.02 

■.'53 
.01 

■.'6;i 
.37 

.09 

.01 
'.'62 

.34 
.02 
.12 

.19 

;o7 

'.'2! 

.01 

'.'64 
.01 
.15 

■f. 
.02 

'.'6'2 

'ni 

.63 
.12 

f.' 

.06 
t',' 

■'0- 

".14 
'.'69 

.... 

'.'65 

... 

41 

24 

08 

13 

72 

00 

'."ii  '.'68 
.  04  . . . . 
34 

.'."  '.'29 
43 

.06   .94 
43 

.30.... 

.07    .17 

10 

...    2.20 

.2b.... 
22 

20 

19 

.01  .2;; 

.Oil,  17 
.  .  .    1  .  '.15 

.01 

.05 
'.'65 

.60 
.03 
T. 

.46 

■;■■: 

*•« 

■.'63 

T. 

.01 
.03 

.06 
T. 

.08 

■r. 
r. 

.23 

■■'i'.' 

'tv 

T. 
f. 
t. 

'.'69 
T. 
.01 

tV 
'.'64 

.02 

.08 
.22 

^•27 
.15 
.15 
.12 
1.02 
.06 

.'36 
.03 
.17 
.03 
.01 
.04 

'.'•29 
.30 
.30 
.12 

.11 

.14 
T. 
.01 
.23 
.13 
.01 
.14 

'.'is 
.22 

.23 

.31 

.02 

.'49 
.43 
.30 

.'■28 
.21 
.60 

.65 
.34 
.39 

.'io 

.01 

T. 
'.■■21 

T. 

.23 
.35 

'.'24 

'.'6'2 
.•26 

.1(1 
.  13 

'.'36 
.02 
.50 

'.'1:17 
.27 

.'.'' 

.'23 
.40 

'.'35 
.43 

.14 
.07 
.10 
.06 
.21 
.06 
.26 
.08 

■.'20 
.09 
.•29 

'.'69 
.06 
T. 
.05 

.  12 

".0> 
.00 

'.'i.3 

.04 

f.' 
.14 

■f 

.02 

.07 
.0! 

2.13 

■.oi 

:::: 

.01 
.29 
.01 
.05 
.0(. 

r. 

.16 
.04 
.02 
.05 
.05 
.18 
.01 

T°.^ 
.20 

.04 

.'62 

.22 
.19 
.02 
.40 
.63 
.22 
.31 
.04 

:^2 

.63 
t. 

i.m 
.7y 

.80 

1.55 

.57 

.70 
.7St 
.■11 
.4( 
.65 
.44 
.68 

T. 

.'64 
.01 

.'6i 
.  12 

.16 

't'.' 
.01 
.06 
.04 

:::: 

'!62 
'.'ie 

.08 

■.'39 

.18 

.lb 

.'10 

1.53 
1.56 

Farmiugton 

Gardiner 

Greenville 

r.  1  .  56 

.74'  .85 
.2al  .09 
.42   .10 
.451  .04 
.OIL... 

.35 

.40!  .08 

....    .27 

.01    .03 

IQ 

2.68 
3.30 
■2.01 

.02 
T. 

'.'06 

■.'63 

2.38 

A\)droscoggin    ... 

Kennebec 

Penobscot   

i'resnmpscot 

I'l-nobscot  

Coast 

St  John 

2.66 

Sliidi.^m 

M.llinockct 

Nilo   

Noi  ih  Briilffton  . . . 

OUltown 

Portlan.T** 

PreSQuelsle   

Kipotfenous  Dam.. 

0.88 
•2.56 
1.27 
3.00 

....;.  IS,.... ,....,^.™,    .„,.... 

T.     .lol.... 

T. 

.12 

•35 

T 

.27 

2.18 

Penobscot   

Androscoggin    ... 

Kennebec 

St.  John 

Kennebec 

St  Croix 

.24 
.17 
.09 

.20 
.29 

1 

■36 

.27 
.03 

.08 

".'63 

"56 

1 .46  ... . 
1.84  T. 

.'3.5 
T. 

3.04 
•2.93 

The  Forks 

Van  Buren 

■.■35 
.34 
.28 

10 

.53 
m 

... 

■.'61 

T. 

.05 

'f.' 
T. 

■.'68 
.01 

'.'05 

't" 

•2.14 
3.44 

Woodland**  

yew  lliiinpshire 
Berlin**. 

2.10 

Androscoggin 

Merriuiac 

1   48 

.66;   .10 

.41    .15 
.48!  .03 
1.83,  T. 

.85..., 

Durham         

1.  55 

Franklin 

M.rrimac 

Connecticut 

....do 

'.'ne 

f.' 
.03 
.17 

1  47 

Hanover 

Keene(near) 

■.'65 

.('.■2 

.01 
.01 

'.'65 

'.'85 
T. 

.01 

'.'i7 

T. 

.01 

,14 

■.■(12 
.15 

.07 

■iV 

.09 

!o; 

■.■06 
.0. 

'.'3i 

'.'65 
'.'33 

2.90 
2.64 

Merrimac 

XewDurham'*.... 

'.■'^ 

■.'14 

'.'15 

'.■51 
.22 
.11 

'ow 
T. 

■.'C3 

:33 

'.'65 

.31 
.43 

■96 
1.73 
1.25 

.37 

'.'C9 

■'58 
.18 
T 
.18 

.01 
2.28 

■: 

.80 

.29 

Pitljbui-jr 

...do 

1.... 
.-27 

.24 

.16 
1  54 

.10 
'.'08 

tV 

.06 

tv 

•2.56 

Vermont 
Bloorafield       

Connecticut 

...do 

Champlain 

.16 
T. 

tv 

T. 

i.'i4 

.371.... 
.7.'>    .16 
.27.... 
.  15    . . . 

■:63 
t, 

■.'03 
'.'21 

'i'.' 

'.'63 

T, 

.01 

t'. 
T. 

•f. 

.01 
•'1'. 

'•iV 

T. 
•,•,.•  ■ 
'.'06 

2  08 

Brattleboro  •* 

Burlington*** 

■.'63 

1.92 
3.26 

.08 

Champluin 

sty^-^wrcnce:::: 

Champlain 

■■)•■ 

■r. 

.07 

.■(18 
.19 
T, 

.01 

■'6; 

Eno>burg  Falls.... 

1.04.... 

2.80 

KortiiHfld*** 

Rutland 

.IB 
T. 

■.a2 

.3S 

.4-'i   ... 

2.77 

St.  Albans  

St.  JohujlHiry 

Soiui-r.<et** 

West  Hnrke*" 

Woodstock 

Mnsmchussdls 
Amherst  

....do 

Conntcticut 

....do 

■.'59 

■.'si 

T. 
T. 

.73 

.(;2 

1.05 
.20 
1.25 

.15 
.99 
.35 

'.'76 
.57 
.10 
.31 
.16 

T. 

■_i5 
ioi 

.05 
T. 
T. 
.01 
.30 
T. 
.11 

1.70 
3.13 
3.  03 
2.  10 
2.57 

BltieHill 

T. 
T. 

B'wtoi,*** 

•       -trriWd" 

...do 

Connecticut 

Merrimac 

...do 

Coast 

Housatonic 

Coast 

:::: 

'.'i8 

•t'.' 

'.'37 

....i  ,31 

2.14 
0.^2 
1.76 
1  74 

F     ;  \Vare!iam«:: 

'.'.'.']  .'34 

.47 

Vt 

.0; 

"v\  ■'' 

;4itV]; 

.Glij  .. 

2.M 

1  51 

Ku'remont*" 

Fall  River  

.... 

."4 
.04 

.f.5 
1.10 

,n2 
T. 

•r. 

1.33 
1  72 

....do 

Merrimac 

do. 

T  ■ 

T. 

.  18 

.04 
.01 

.... 

.... 

1  69 
2.02 

Fitch'nirg 

t 

... 

1  ' 

1    (!? 

1:,  ;   iiiffnam 

43  :n3 

'."os 

•1? 

'.'or 
■r. 
.01 

■r. 

■'62 

'.'(13 
.15 

... 
.02 

.40 
.21 

■.■23 
.28 
.63 
.30 
.29 

.14 
.03 

57 

.32 
.15 

■'.02 
t'.' 

■.'(is 

■.■45 

1  37 

Charles 

.03 
.24 

■.'i5 

.271  T. 

1.82 

I-:.      :  ■  ick*» 

.04 
T 

".44 
.26 
.71 
T. 
.10 

■r. 

i...    .  .-hill 

Merrimac 

Connecticut 

Coast 

■;;; 

•.•i7 

T. 

.09 
.02 

'.'63 

T. 

.08 

Huo:,ai-.iston**.... 
Hjannis 

.... 

.02 

'1. 

■ 

.'.35 

,... 

1.09 
I  3.5 

Ipswich** 

do 

27 

.01 

.31 

.  12 
.02 
.06 

.04 

.02 
T. 

.06 
f.- 

T 

T. 

.09 

.03 

.06 

r. 

.0; 

.29 

.6(1 

i.'i2 

0.91 

Lowell 

Merrimac 

* 

.44 
T. 

.... 

.13 

f.' 

New  Bedford 

Otis** 

Connecticut 

Housatonic 

Coast   

..do. 

T.' 

:::: 

.57 

.15 
.05 

0  82 

Pittsficld** 

Plymonth** 

.02 

.08 
.27 
.01 
1.17 
.74 

.05 
T. 
.01 
.14 
.18 
.04 
.03 

.14 

.10 

■r. 
".i)h 

.03 

09 

■.'04 

r. 

■r 

1.37 
1.69 

Provincetown 

T. 

.01 
.07 

1 

.09 
..50 

•r. 

.02 

•f. 

44 

Rockport 

Southbridge** 

Bp-insfield 

::::do:::::::::::: 

TliJimcs 

.... 

■.'ie 

'.'64 

f- 

'.'03 

t. 
T. 

.05 
.08 
.04 
.01 

.06 
T. 

't. 

.1^ 
.'29 

t" 

.10 

3.06 
1.52 
0.82 

.... 

'!22 

Turners  Falls 

.15 

.03 
.11 
.09 
.51 

.09 
.08 
.19 

.'.'.. 

.02 
.02 
.07 

.20 
.75 

.... 

"o'f, 

0  83 

Williamstown    

Hudson  . 

1  47 

.20 

.07 
.20 

.08 
2.76 

.20 
'.'55 

1. 10 
1.77 
T. 

.... 

".in 

.14 

f.' 

.41 
.44 
.31 

20 

'.'61 

'.'04 

Worcester 

Blackstone 

.09 

T 

.02 
.03 

.35 

,17 
.46 
.32 

3  94 

Shore  Isl'ind 
Block  IsUvn.!***... 

Coast   

.11 

.91 
T. 

1  0'' 

Kii.e^ton 

....do 

T.' 

T. 

.12 

't'. 
.02 

T. 

'.'6i 

Providence*** 

...do 

Connecticut 
BridReport 

Coa.-it 

...flO 

.04 

1.86 

Colchester  

,S'' 

2  35 

Cream  Hill 

Housatonic 

Connecticut 

T. 

.20 

.18 

.■35 
.02 
.02 

.78 

.08 
.12 

.12 

'.'2i 
.16 
.32 
.21 
.35 
.18 
.22 

■■i3 

t.- 

T 

East  Hartland**. . . 

.11 

1  03 

Hartford*** 

....do 

.08 

T. 

.... 

•r. 
.01 

.06 

.25 
.17 

'.'ei 

.25 

T. 

0  93 

New  Haven***  ... 

Coast 

r. 

T. 

T. 

.36 
.02 
.39 
05 

T. 

T. 

0  72 

New  London  

.19 

Norwalk  

...do 

.30 

.14 

.28 

... 

.01 

.13 
.09 

.07 

1  94 

Putnam 

Quinebaug 

.22 
.38 

.15 

.... 

1   15 

Storrs 

.16 
.36 

is 

.;:: 

... 

.20 

Watf-rbnrr 

Coast  ...     . 

07 1 

0  90 

Seepage  46  for  explanation  of  reference  marks. 
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August,  1935 


Daily  Temperatures  for  August.  1935 


9     20     21 


22     23      24      25      26  I  27  I  28     29 


Harbor  (near). 


I  Ma 


Miuimuu!.- 
.,     .       ,  )  Maximum . 

l!'''3'""i'^  (Minimum.. 

,,            .„  \  Maximum  . 

'^'"«"v"''^   /  Minimum.. 

Maximum  . 

Minimum. 


Hoiilton    .... 

Leuistoii 

Millinocket. . 
OUltowii   .... 

Portland  

Uuniforci  

Wiuslou-   .... 

^ 

Berlin  II 

Concord 

Durliani 

Keene  (near). 
PiUsburK  .... 

Pl.Mi.OUUl.... 

BiirlingtOM  .. 

Newport  

Nort!.|-u-l<i.  .. 
Rutland  .  .. 
St.  AilKUis... 
St.J.j!iu.<lniry 
Woodstock  .. 


S  Ma.xiinuui 

I  Mi 

jMa 

t  Minimum.. 

)  Maximum . 

(  .Minimum-  • 

)  Maximum. 


Maximum  . 

Minimum.. 
Maximmn  . 
Minimum.. 


Minir 
Maxii 
iMinii 


\  Ma: 
(  Mil 


j  IMaxinunii 
(  Minimum, 
j  Maxinnini 
(  Minimum. 
\  Maximum 
)  Minimum. 


)  Miniii 
)  Maxiii 
I  Minin 


j  Maxinunn . 
I  Minimum.. 
\  Maxiuium . 


j  Maximum . 
I  Minimum., 
j  Maximum. 
I  Miuiunnn.. 
(  Jfaxiimnn . 
/  -Minimum.. 


Connectici'l 

P,.p„,,,  1,111  >  Maximum. 

'"'^*'"  '"" (  Minimum.. 

HMrif<M.,i  j  Maximum. 

ii»-^"'^^'i (Minimum.. 

vT„  ..  IT  ......  (Maximum. 

f^^'^^  "'^^''^" i  Minimum.. 

New  London 1  MfnimuT .-. 

Norualk iMfnimum.: 

Piifnam  (.Maximum. 

^"'^"^™ i  Minimum.. 


Amlierst 

Boston 

Broclctou 

Concord 

ISast  VVareliamI' 

Fall  River 

Fitclil.urg  

Lawrence 

Nantucket 

SlockbridKe  ... 
Williamstowii.  . 
Worcester 


53     4(1 

77     79, 

6nl    5J! 


73!     72 


66|    64!    63 
»2      H3| 
53i     [>&■     62 


55 

73!     7.5 

58!     61 


b4 
71 

^ 

5;- 

a 

76 

79 

5( 

47 

75 

8C 

5:^ 

5;^ 

'li 

82 

49 

4b 

72 

76 

61 

77 

HI 

48 

41 

54      541     62 


81      86:    95     98 


bO      851     891 


59|     61 
S6|     9U 


60j  68  60; 
86!  93|  89| 
60     72, 


ill  93 

d6|  6u 

94  e« 

60  66 


58  58 

89 

65'  G6 

92|    95,  96 

64      62 1  68 


82      82 
66      ■■■■ 

87 


841     841     83 


64      62|     62:     62 
88      861     861     83 


80  82, 
66'  72 
85 


471     6OI     63 


!ii     ?i 


77.7 
57.5 
72.5 
55.1 
74.5 
54.7 
79.0 


53.1 
83.3 

57.5 


77.6 
51.5 
80.6 
67.1 
83.9 
54.3 
79.4 
53.4 
76.4 
48.5 
77.1 
52.6 


5^.1 
79.7 
55.4 


76.5 
62.8 

77.2 
53.0 
77.2 
57.5 
80.4 
56.2 


56.5 
81.1 
62.3 

79  5 
63.9 

80  7 
62.2 
82.  6 


)  pxae  45  for  explanati m  of  reference  marks. 
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GENERAL  SUmMABY 

The  cool  weather  of  the  last  week  of  August  continued  with 
slight  interniption  throughout  September  over  the  greater  por- 
tion of  New  England,  with  only  about  six  to  eiglit  days  scatter- 
ed througli  tlie  niontli  wlien  it  was  a  little  warmer  than  the  aver- 
age. The  variations  from  the  average  temperatures,  however, 
were  not  extreme.  It  was  the  cooleat  September  since  1928,  and 
the  next  coolest  previous  thereto  were  in  1 918  and  1917.  Frosts, 
occurring  in  the  middle  of  the  month,  were  fairly  heavy  and 
wide-spread,  but  were  not  as  early  as  is  frequently  the  ease. 
Foliage  toward  the  close  of  the  month  was  l)ecoming  unusually 
brilliant  in  coloring.  The  deficiency  of  rainfall,  which  began 
in  August,  was  approximately  equalized  in  Septeml'cr,  and  the 
frequency  of  the  showers  was  up  to  the  normal.  In  Connecticut 
and  Rhode  Island  rain  fell  very  infrequently  and  lightly  after 
the  10th,  and  the  lack  of  rain  was  l)econiing  noticeable  by  the 
close  of  the  month.  An  exce.ss  of  cloudiness,  with  much  dark 
and  threatening  weather,  contributed  an  unpleasant  aspect  to 
the  general  weather  conditions.  Fall  vegetation  and  out-door 
activities  made  excellent  progress. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
100  records,  was  58.2°,  wliich  is  2.1°  below  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  65.2°  at  New  Bed- 
ford, Massachusetts;  the  lowest  was  50.6°  at  Somerset,  Vermont. 
The  highest  recorded  was  88°  at  Putnam,  Coim.,  on  the  7th; 
the  lowest  was  22°  at  Somerset,  Vt.,  on  thfl  17th.  The  great- 
est monthly  range  was  59"  at  Van  Buren,  Me.;  the  least  was 
28°  at  Block  Island,  R.  I.  The  greatest  daily  range  was  50°  at 
Brattleboro,  Vt.,  on  the  25th. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
184  records,  was  4.39  inches,  wliich  is  0.64  inch  above  tlie 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  6.91  inches  at  Falmouth,  Mass. ;  the  least  was  2.21 
inches  at  Brockton,  Mass.  The  greatest  amount  in  24  hours 
was  3.63  inches  at  Falmouth,  Miiss.,  on  the  4th.  Ti;e  average 
number  of  dnys  with  .01  inch  or  more  of  precipitation  was  10, 
which  is  the  mean  for  the  past  48  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

Tlif  prevailing  direction  of  the  wind,  based  on  111  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
13  stations  was  9.3  miles  per  hour,  which  is  1.2  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  10  stations,  averaged 
50  percent  of  the  possible  amount,  which  is  7  percent  below  the 
mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
the  Section,  based  on  121  records,  was  10 clear;  9  partly  cloudy; 
and  1 1  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  8  a. 
p.  ra.,  observations  at  10  stations,  was  79  percent, 
percent  below  the  mean. 


,,  and  8 
lich  is  2 


DATES  OF  MISCELLANEOUS  P:9:EN0MENA 

fvOV  fj  ^'  '^ 

Auroras.— 16th,  23d,  24lh. 

Halos,  I itnnr. — None.        '     ''.','77. "'.TV   CF    ILLIi--.    - 

Halos,  solar.— 2d,  6th,  12th,  19th,  26tli,  27th. 

ITcr//.— (dates  and  general  location) —  19th,  west  central 
Maine;  20th,  northern  New  Hampshire;  22d,  western  Maine, 
northern  New  Plampshire,  and  northern  Vermont ;  23d,  central 
Maine. 

Thunder-storms— 1st,  8-lOth,  14-15th,  17-23d,  29th. 

Fog,  dense. —l-7th,  9-12lh,  14-22d,  24-29th. 

Frosts. — Light  frost  occurred  in  extreme  northeastern  ]Maine 
on  the  3d  and  4th,  and  on  the  6th  in  southwestern  Connecticut. 
Heavy  or  killing  frosts  were  general  over  nearly  all  Vermont, 
New  Hampshire  and  Maine  on  the  14th,  and  occurred  over 
practically  all  New  England  on  the  24th. 


COMPARATIVE  DATA  POR  NEW  ENGLAND. 


1888... 
1889... 
1890... 
1S91... 
1892... 
1893 . . . 
1894... 
1895... 

isye... 

1897... 
189S  .. 
1899... 
1900-  . 
1901- •• 
1902  • 
1903- ■• 
190'1  •  ■  ■ 
1905- • • 
1906 ■• • 
1907- •  • 
1908--- 
1909... 
1910- • • 
1911- • • 
1912- •• 
1913... 
1914... 
]91.'>... 
1916... 
1917... 
1918  .. 
1919... 
1920... 
1921... 
1922... 
1923... 
1924... 
1925  .. 
1926... 
1927... 
1928... 
1929- .. 
1030... 
1931 ... 
1932.  . 
19:'.3... 
1934  .. 
1935... 

Period 


57.7 
59.3 
,  CO.  4 
63.8 
58.5 
56.1 
62.6 
62.8 
59.0 
59.4 
62.6 
58.9 
62.6 
61.6 
61.6 
61.0 

58!  9 
61.8 
60.8 
62. 5 
59. 8 
59.8 


-  4.2 
+  2.3 
+  2.5 


+  0.5 
+  2.2 
-0.5 
-0.5 


il02  I 


3.53 

1.60 

6.87 

5.02 

5.55 

2.42 

2.44 

2.38 

5.45 

4.08 

2.HS 

2.49 

3.99 

2. 47 

1.65 

3.27  I 

5.42 

6.43 

6.93 

4.39 


+  2.41 

-  1.50 

—  0.80 
+  0.93 


—  2,15 
+  1.56 
+   1.66 


0.90 
0.  42 
0.55 
0.  50 
2.77 


.33 


-  1.37 

-  1,26 
+  0.24 

-  1.28 

-  2.  10 

-  0.48 
+  1.67 
+  2.68 
+  3.18 
+  0,64 


6.02 
7.09 
5.51 

10.32 
3.95 
7.08 
9.16 
5.81 
6.60 
7.92 
6.17 

10.42 
3.63 
5.42 

12.43 
2.98 

10.12 
6.68 
6.75 
6.12 
7.76 
4.07 
4,75 
6.84 


6,01 
5,8" 
10.48 
8.36 


7,  C9 
6,42 
8  73 
12  66 
15.76 
15.64 
6.91 


2.  o;j 
2,59 

0.67 

0.65 


0  69 
1.25 
1.28 


Number  of  days 


15.76 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Septembek,  1985 


Climatoloerical   Data  for  September,  1935 


Temperature,  In  degrees  Fahrenheit 


Precipitation,  In  inches 


Maine 


Bangor §  

Bar  Harbor  (near) 
Bra^sLia  UainU  — 

Eastiiort 

East  Wiutlii-up 

Ellsworth  

Eustis  

Faruiiiigtuii 

Ft.FairlieldCnear, 

Fort  Kent — 

Gardiner 

Greenville.. 

HiraniU 

Houltoii 

Jackman 

Lewistuu 

Lincoln 

Machhis 

MadisuiiS 

Middledain 

Millinookel§  

Milo 

Mooseliead 

North  liridgton.-.- 

Oldtown 

Orono. 

Portland 

Presqne  Isle 

RipogeniisUamttS 

Rinnloni 

The  ForUs 

Upper  Dam 

Van  Biiren 

West  Kockport... 

WinslowttS 

Woodlands 

li'or  State     — 
A'ei"  HanipslUre 


Berlin    

Bethlehem — 

Concord    

Dixville  Notch  .... 

Durham    

Errol§    

First  Conn.  LakeJI 
Fit/.vvilliam». 

Glenclill   

Hampton 

Hanover  S  

Keenelnearl  8  — 

Lakeport 

Lincoln- ■■    —  — 

Mancliost'.'i- 

Milan 

Na.-lHia  S  .......... 

NewinirliamJt... 

Newport  

PinkhamNotchU-- 

Plymouth 

WestStowartstowii 
Wolflioro  Falls  — 

York  Pond    

For  State     •  •  •  • 


Mt.  Washington  : 
I'erinovt 


allows  Falls. 


BloomtieldU  •••• 
BrattleboroS  .■-. 

Burlington 

Cavendish 

Chelsea 

norinvalUt 

Craftsbury  Com. 

EastBarnct 

East  llyegiite 

Enosburg  Falls.. 


May.sMilin 

Newfane 

Newport 

North  Held 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Jolinsbury .... 

Searshurg  Mt 

Searshnrg  Sta-U- 

Somersettt 

VcrnonltS 

West  Burke 


Penobscot  ■  •  • 

Hancock 

Somerset 

Washington  . 
Kennebec  ••• 

Hancock 

Franklin 

Franklin 

.\roostook  . . . 
Aroostook  . . . 
ICennebec... 
Piscataquis  .. 
Cumberland- 
Aroostook  .. . 
Somerset  — 
Androscoggii 
Penobscot  ■  ■ . 
Washington  . 


<ford  . 


i  i.scataquis-. 
SouierhUt  ..-. 
Cumberland. 
Penobscot--. 
l'enol>scot  ■-. 
Cumberland. 
Aroostook  .. . 
I'iscata(iuis-.. 

0.\lord 

Som 


rset . 


Coos 

Grafton  ... 
Merrimack- 
Coos  

Stni.fford  ... 


Merrimack.. 

Grafton  

itockinghan) 


,DOI 


Hi 
Coos  — 

StraHord 
Sullivan  ■ 
(  oos ...  . 
Grafton-. 
Coos ...  . 
Carroll  -. 
Coos    


Windliam  . 
Bennington 

Essex 

Windham  - 
Chittenden. 
Windsor-.. 

Orange 

Addison  ... 
Orleans 


il.'doni 


iham. 


Orleans 

Washington. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin. ... 


Caledonia... 
Bennington 
B  n\iington 
Windham... 
Windham.-. 
Caledonia.  -. 


1,250 
680 
4-18 


2,  3fiO 

1,6R0 

2.0i<0 

228 


-fl.Ol 
+0.65 
+2. 05 


+0.09 
-0.11 

+  i.'78 
-1.11 
-1.07 
+  1.48 
+0.41 
-0.01 
+0.79 
-0.14 
+0.  53 
+0.311 
+  1.79 
+  1.03 
+  0.40 
+0.53 


+0.  42 
+2.61 
+  1.71 
+0.30 


+  1.51 
+0.75 
+0. 28 


Bangor  Hydro  Electric  Co- 

B.  L-  Hadley 
Walter  Thurston 

U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co^ 
Mis.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B-  Claik 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 
C.C-  P.  &  L.  Co. 
William  H.  Cummlng 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  iilectrie  Co. 
Great  Nortlicru  Paper  Co. 
Union  Water  Power  Co. 
Great -Northern  Paper  Co. 
Wiulieid  Heath 
Si-urgis  P   Durgin 

C.  L.  Cliadhonrne 
Tliomas  W-  Clark 
Prof-  A-  L.  Fitch 
U.S-  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  I^iperCo. 
Charles  A-  Mixer 
StiirgisF.  Durgiii 
Union  Water  Power  Co. 
W.H.Scott 

Orville  Brown 
Hollingswortli  A  Whitney 
St-  Croi.K  I'aper  Co- 


Edward  Fenu 
George  F-  Tucker 
U-S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H-Agr.  College 
Union  Water  Power  Co- 
Conn   Valley  Lumber  Co. 
Walter  E.  Bolle." 
F.  J-  Southraayd 
State  Sanatorium 
Frank  K.  Leavitt 
Dartmouth  College 
Robert  I'.  Hayward 
Harry  W-  Daniell 
Fdward  A.  Carr 
Amoskea-g  Mfg.  Co. 
Androscoggin  lies-  Co. 
Pennichnck  Water  Works 
E.E.Tobey 
H.P.Shepard 
J-  B.  Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Ivenneth  Berry 
U.S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-KlectricCo, 
Everett  Orchards 
Gt-orgf  L-  Cooper 
Raymond  L.  Brown 

U.  S.  Weather  Bureau 
Cen.Vt.  P.  S.  Corp. 
Charles  U.Durkeettt 
Sarah  E.  Lane 
Cliarle-  A.  Wheeler 
N.  E.  Power  Co. 
J.  P.  Devins  ttt 
L.  II .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttt 
F.  J.  Ackerman  1 1 1 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H,  Ross 
R   C.  McWilllams 
Fairbanks  Museum 

e  Brig 
W.E.  Sulli- 
L-  L-  Leoniird 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  ttl 


See  pa:;e  52  for  explanation  of  reference  marks. 
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Climatolog-ical  Sata  for  September,    1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Windsor.... 

Windsor 

Windham  . . 
Windsor  — 
Windham  .. 
Windsor  — 


Berkshire  •• 
Hampshire  • 
Middlesex  . . 

Norfolk 

SutTolk 

Worcester  . . 
Plymouth  .. 
Hampden  .  • 
Hampshire . 

Suffolk 

Worcester  . . 
Middlesex  . . 
Plymouth  .. 
Berkshire .  •  • 

Bristol 

Barnstable.. 
Worcester  ■  • 
Middlesex  .  • 
Norfolk  .... 
Worcester  . . 

Kssex 

Franklin  .... 
Middlesex  . . 
Worcester  . . 

Essex 

Franklin.... 
Plymoutli  .. 
Hampden  .. 
Berksliire  .. 
Worcester  .• 
Barnstable.. 

Essex 

Worcestf r  . . 
Middlesex  .. 

Kssex 

Worcester  .. 
Middlesex  . . 

Bristol 

Plymouth  . . 

Essex 

Worcester  . 
Worcester  .. 
Nantucket.. 

Bristol 

Worcester  . . 
Berkshire  . . 
Plymouth  •  • 
Berkshire  .. 
Worcester  .. 
Berkshire  •• 
Hampshire . 
Plymouth  .. 
Worcester  . . 
Barnstable .. 

Kssex   

Franklin  ... 
Worcester  . . 
Middlesex  .. 
Hampden  .. 
Worcester  .. 
Berkshire... 


Bristol 

Franklin  .. 
Hampshire . 
Worcester.. 
Hampden  .. 
Middlesex  ■■ 
Worcester  . . 
Berksliire  •. 
Worcester  .. 
Worcester  . . 


Newport  — 
WashiiiKton 
I'rovidence 
Provideiiie 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


+  1.10 
+  0.67 
-1.13 
-0.  45 


-o.sn 

+0.70 
+  3.43 


+  1.26 
+  1.03 
+n.50 


+  1.84 
-1.21 
+0.45 


+0.30 
+  1.24 
+  1.02 
+  1.15 
+2.03 
+  0.67 

+  l!02 


+0.30 
+  1.63 
+2.21 
+0.59 


-0.  43 
-0.23 
+0.48 


+0.30 
-0.01 
+  1.12 
+  0.40 


Eva  K.  Doublediiy 
K.  K.  Wilmot  ttt 
E.  T.  Sutton  1 1 1 
Olcotl  Falls  Co. 
Walter  Adams  1 1 1 
William  S.  Eaton 


N.  E.  Power  Co. 
Mass.  Agr.  College 
Met.  Water  Works 
Blue  Hill  Observatory 
U.  8.  Weather  Bureau 
Mrs.  Loring  H.  Reed 
City  Engineer 
John  A.  Smithies 
Hoyt  E.  Dodge 
Met.  Waterworks 
Met.  Water  Works 
Fred  A.  Tovifer 
Joseph  L.  Kelley 
David  A.  Hunter 
Richard  C.  Brigham 
Wilfred  Wheeler 
Herbert  B.  Allen 
Met.  Water  Works 
Fred  A.  Darling 
William  H.  Dunn 
Ralph  M.  Barker 
T.  H.  Ward 
Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  H.  Varney 
S.  A.  Agnew 
A.  W. Ladd 
N.  E.  Power  Co. 
Mildred  Wheeler 
Stiite  Teacher's  College 
Charles  Arthur 
15.  P.  Mitchell 
Met.  Water  Works 


Props.  Locks  it  Canals 

A.  Buck 

Kalph  Sampson 

William  R.  Hoelzel 

Milford  Water  Co 

N.E.  Power  Co. 

U.  S.  Weather  Bureau 

City  Engineer 

W.  E.  Burnap 

R.J.  Langdou 

Charles  C  Rogers 

Mary  II.  Wood 

Met.  Water  Works 

L.  B.  Cummings 

Anna  M.  Tirrell 

Miss  L.  B.  Knapp 

Met.  Water  Works 

Irving  H.  McNayr 

U.  S.  C.  G.  Station 

N.  E.  Power  Co. 

G.  H.  Abbott 

Met.  Water  Works 

U.  S.  Armory 

IMet.  Water  Works 

Nesbit  H.  Bangs 

Weston  K.  Lewis 

E.  L.  Red  fern 

Turners  Falls  P.  &  K .  Co. 

Edna  G.  Tyler 

L.  C.  Coates 

State  Sanatorium 

Weston  Collej;e 

Met.  Water  Works 

Williams  College 

John  Gregory 

Clifford  L.  Davis 


D.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  LoL'an 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  52  for  explanation  of  reference  marks. 
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Olimatolosical 

Data    for  September,  1935 

Temperature,  in  degrees  Fahrenheit 

1 

Precipitation,  in  inches 

No.  of  days 

01 

£-5 

>: 

S 

s 

~ 

F?S 

stations 

(louuties 

!s 

gS 

•"2 

02 

;ss 

■^'s 

Observers 

1° 

1 

2 

S 

it 

3 

2 

r 

r 

1 

2,G 

^5 

O  ^ 

5? 

1 

1 

1 

•3§ 

r 

Connecticut  Cont'd 

460 

49 

60.2 

-  2.2 

78 

121 

34 

17t 

84 

45 

3.87 

+0.41 

l..')7 

0 

9 

13 

14 

w. 

S.P.Willard 

300 

V 

4.62 

2.29 

0 

16 

in 

nw 

Edwin  R.  Wilder 

Cream  HiUJt 

Litclilield  

1.300 

4(1 

57.1 

—  3.9 

80 

12 

31 

30 

33 

40 

2,75 

-1.52 

0.93 

0 

11 

14 

12 

nw. 

C.  L,  Gold 

Knst  Hartlaiid  

Hartford 

\,nQ 

(1 

19 

4.51 

+  0.85 

0 

M 

D.  N.  Gaines 

Falls  \"illuge§ 

Litchfield  

585 

19 

58.3 

-  2.9 

81 

25 

30 

24 

40 

45 

-1.18 

0.8.i 

0 

12 

12 

11 

w. 

I.  N.  Hanson 

]Iiu-tfi>r(l 

Hartford 

159 

■M 

61.2 

-  0.5 

83 

40 

24 

28 

V« 

4.96 

+  L47 

3.  (W 

0 

6 

14 

14 

U.  S.  Weather  IJureau 

LakeKonomoctt-- 

New  London.... 
New  Ifavpu  .... 

178 

0 
15fi 

51 
92 

4.70 
3.53 

+  1.20 
-0.01 

2.21 
1.99 

0 
0 

6 
9 

New  London  Waterworks 

62.  8 

—  0.7 

82 

12 

42 

30 

26 

9 

13 

U.  S.  Weatliei-  llureau 

New  London  

Now  London.... 

20 

(15 

62.5 

-  1.6 

81 

1 

37 

30 

29 

6.T 

5.12 

+  1,82 

1.70 

0 

11 

10 

Harry  G.  Tiet,ien 
L.M.Comstock 

Kairlicid 

116 

43 

61.6 

-   1.7 

81 

12 

37 

24t 

33 

44 

4.47 

+0.93 

2.  27 

0 

9 

19 

7 

FMirlHdd 

13 

n 

8 

4,55 

1,73 

0 

9 

16 

sw. 

,T.  D.  MacDonald 

\Viiidlmni 

Litchfield 

458 
1,015 

0 

1 

59.6 
56.0 

88 
78 

25 

30 
30 

24 

17t 

42 
35 

0 

3.85 
3.00 

1.20 
0.75 

0 

7 
12 

6 

8 

10 

nw 

nw. 

U  S.  Dept.  of  Commerce 

Salisbury 

F.  Hurliman 

38 

-  1.3 

78 

13 

33 

24 

32 

43 

3.22 

-0.33 

\.r,2 

0 

9 

14 

12 

Apr.  Exp,  Station 

62.7 

-  1.2 

86 

12 

35 

24 

39 

49 

3.96 

+0.38 

2.10 

0 

10 

13 

6 

William  .1,  Pape 

West  Il;trilana 

For  State 

0 

11 

4.49 
4,14 

+0,17 
+0.21 

2.50 
3,08 

0 
0 

5 

g 

60.7 

-  2.0 

88 

7 

30 

24t 

42 

13 

6 

11 

nw. 

Explanation  of  Reference  Marks  Used  on  Pag-es  50,  51.  and  52. 

The  departures  from  normal  temperature  and  i)recipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used 
in  determining  section  or  State  means.  Reference  letters,  h,1),i',  appearing  in  the  table  indicate  number  of  days  missing:;  for  example,  b  represents  two  days,  etc.  t  Also 
on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttt  Oberver  for  New  England  Power  Co.      T,  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

tt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam.  Wilson  Mills;  Brassua  Dam,  Kock  wood ;  Hiram,  West  Baldwin;  Kipogenus  Dam, 
Millinocket;  Winslow,  Waterville;-New  Hampshire— First  (  onn.  Lake,  Pittsburg ;  New  Durham,  Alton;  Pinkham  Notch.  Gorham;  York  Pond,  Berlin  ;-  Vermont— Bloom- 
field,  North  Stratford.  N.  H. ;  Cornwall.  Middlebnry;  Mays  Mills,  Oolrain,  Mass. ;  Searsburg  Sta..  Wilmington;  Somerset,  Wilmington;  Vernon,  Sliclburne  Falls,  Mass.; 
—  Massachusetts—  Ashland,  Framinghara;  Blue  Hill,  Milton ;  Egremont,  South  Egremont;  Falmouth,  Hatuliville;  Lake  Cochituate,  Fiamingham;  — Coniic^cticut- Cream 
Hill,   West  Cornwall;  Lake  Konomoc.  New  London. 

*  Record  tuniished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  53  , 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  fnr  the  24  hours  ending  at  the  time  of 
>bservations.         *•*  Regular  Weather  Bureau  .station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         *«  Precipitation  measured  in  the  morning;  amount 


recorded  is  for  the  preceding  24  hour 


Precipitation  included  in  that  of  next  measurement. 


Precipitation  is  less  than  0,01  inch  rain  or  melted  snow. 


E.'cplanation  of  Keference  Marks  Used  on  Pagre  54. 

Observations  are  taken  in  tlie  nioniing;  the  ninximnm  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


PltKSSdllK,  Wl.NIi,  IlUMimTY,  ANDSUNSHINIC 


Atmo..i|>hpric  Pressure 
'reduced  to  sea  level) 


Relative 
Humidity 


Amherst  — 
Block  Isliuu 
Blue  Hill.... 

Boston  

Burlington  , 
Kastport  — 
Greenville. 
Hanover  — 
Hartford  . . . 
Nantncltef 
New  Haven. 
Norllilield  .. 
Portland  — 
Providence . 


30  04 

m  04 

30.01 
30.  0.1 


30  OH 
30.04 
30.  02 
30.04 


30.39 
30.38 
30.33 
30.35 


29.  43 
29.  44 
29.  48 
29.44 
29.  ,52 
29,  ,50 
20.  56 
29.4  8 
2J.  47 
29.51 
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Daily 

Precipitation  for    September. 

1935 

Drainage  basin 

Day  of  montli 

1 

i|    .1    S 

t\     5;     6|     7J     8|     9 

10  j   11 

12  j  13  j  14  1  15  j   16  1  17 

18 

19  1  20  1  21 

22 

,. 

24 

25 

26 

27  1  28 

29 

30 

31 

Maine 

Eastport*** 

Ellsworth 

Eust'.s 

Farmiiigton 

Coast 

....do 

Kennebec 

••  .•<lo 

1 

i-:47 

i:: 

T.j.48!... 
11    JR 

i 

I.... 

l\ 

1 
.22,.... 
.1.5^.... 
.22    ... 
.27[T. 
.47   T. 
,H.05 

1 

.J.... 

1  07 

".'06 

.'io 
.20 

'is 

.08 

.51 
.81 
.91 
.32 

.08 

•1'. 

107 

.14 
.07 
.13 
.20 
.42 
.24 
.40 

'.'63 

■.tl 

.06 
■.'6'7 

'.'65 
.06 
.12 

".'oi 

2.98 
5  87 

'f  ■ 

■.'60 
.15 

1.10 
.55 

,1! 
1.80 

r. 

.90 
.79 
2.27 
.04 
.29 
1.05 
1.74 
.34 
.35 
.67 

9? 

... 
'.'83 

'.'6 

.OS 
T.' 

.05 

'.'37 

.48 
.10 

:::: 

.78 
1.24 
1.36 
.77 
.75 
1.22 
1.40 
.03 
.27 
.68 
1.60 

1.57 
.64 
.04 

1.35 
.80 
.12 

'.'56 

1.92 
.38 
.55 
.07 

'.'og 

.04 

.... 

.08 
.42 
.:<6 
.07 
.39 
.33 
.00 
.05 
.29 

'.'oi 

.161  .2f 
.11    .67 

3.44 
6.29 

Greenville 

...do 

.03 

yM 
l:?i 

f." 
.... 

.03 

'.'io 

'.'69 

.7b 
.74 

:33i:;:; 

.83    ... 

.03 
■.'63 

T 

'tv 

■■r. 

tV 

.23 
.18 
.16 

'.'43 
.48 
.13 

'.'6i 
.22 

.30 
.4b 

'.'26 
.12 

'.04 

.13 
.07 
.11 

.40 
.22 
.50 
.91 
.:(3 
.04 

.'■28 
.55 
.26 
.31 
.53 
.35 

.26 
.60 
.04 
.■26 
.82 
.72 
.(iO 
.■2S 
.57 
.o2 
.43 
.70 

.31 

'.W 

.81 
.39 
.42 
.18 
.18 
.20 
.65 
.17 
.35 
.40 
.22 
.80 

'.26 

.41 
.08 
.47 
.02 
.22 
.96 

3.14 
8.96 

Jacknuui 

L.-wiston 

WadU-u 

S'°''''' 

Kennebec 

Androscoggin    ... 

Kennebec 

fenobscot   

.07 
.01 
.il 

.45 

".'6a 
r. 

.19 

.11 
.21 
.  12 

.01 

;::. 

.45 
.15 
.18 
.04 
.25 
.04 
.2t 

145 

:::: 

8.91 
5.61 
4.00 

1 

.04 
.29 
.16 
.24 
.02 

'.'16 
.19 
.35 

■'il 

.01 

.02 

.22 
.16 
.05 

'.'07 

North  iiridgton  . . . 

Oldtown 

Portland'" 

Presuue  Isle   

KipoKPMOUs  Dam.. 

Presumpscot 

Penobscot   

Coast 

St. John 

Penobscot  

1    iifi 

.33 

i.'is 

.05 

'.'63 
'.'ib 

.32 

i.'3H 
.65 
.20 
.83 
.91 

1.0-1 
.14 
.98 

1.60 
.45 
.58 

".67 

'.•n 

!l6 

[82 

f.' 
.58 

i.'ie 

1.24 
.65 
1.30 

1.05 

'.'63 
'.'67 

.47 

'.'48 

f.' 

t'. 
.02 
.68 
.22 

■.'96 
.10 

T. 

.06 

i.'34 

on 



.0>.... 

't  ■ 

'.'14 

.... 
.... 

T.' 
.20 

.... 

:■:'» 

'::; 

.03 
'!'. 

■■i'.' 
'.'ni 

.24 

.04 
.02 

.20 

'.'6i 

.20 
.47 
.01 

'.2\ 
.40 

l'. 

.08 
.05 
.25 

.10 
.02 
.05 

.... 

'f.' 

■'26 

'lis 

.16 

.06 

'.'65 

.02 
't.' 

'f.- 
't'.' 

■V. 

.01 
.01 
.01 

.03 

'.}4 

::: 

.■2s! 

5.58 

'.'76 

'.'■78 
.41 
T. 

i.'TO 
.33 

i.'s6 
.11 
.74 
.20 
.49 

.85 

2.' 24 
1.94 

.46 

.21 
.28 
.04 
.30 

1.02 

.43 
T. 
.11 
.23 
.15 
.09 

.45 

.16 

.36 
..50 
'1'. 
.10 
.13 

.08 
.04 
.08 

:ll 

.25 
.24 

■f. 

'.'io 

.05 

2.28 

4.58 
3.66 

'.'65 

"tV 
.01 

■.'06 

.07 
.02 

29 

...      .44 
.17    .40 

.27! 

4.47 

The  Forks 

Kennebec 

St  John 

T. 

.30 
.30 

.15 
.14 

.10 
7fi 

.23 

.... 
.OS 

.07 
.30 

'r.' 

.10 

■'65 

3.20 
3.85 

Win-i'ow 

Kennebec 

.07 

.85 
.41 

.41 
1   16 

.::  .... 

4.53 

Woodland"  

Xtw  Ilampihire 

T. 
'.'i4 

.10 

".bi 

3  83 

Androscoggin 

Merrimac 

T. 

T. 

.02 

Concord     

'oe'  ""' 

4  92 

.58 
.25 
.52 
.12 
.32 
1.2fi 

'.'62 

'.'i4 

L75 

first  Conn.  Lake. . 
Franklin        

Connecticut 

.10 

.15 

T. 

.35 

■'ob 

.02 

5.88 
5  49 

Hanover 

Keeiie(near) 

Connecticut 

.  ..do 

....do 

Merrimac 

....do 

.03 

'.'24 

•,;;  • 

T    1.2a 

■r.  1  . 1 1 

■.'64 

4.20 
4  63 

Lincoln"  :;::;:: 

i.4k!.... 

'.'si 

.03 

1.9-2 
.22 
.03 
.20 

1.7b 

■i 

.31 

■75 
1.78 

■.'65 

.72 
1.80 
1.73 

75 

.08 

■■33 

6.30 

Nashua'* 

.01 

.21 
.94 

.01 

5  16 

New  Durham".... 

L65 
.56 
.97 

.53 
1.03 
.01 

:i 

.65 
.61 

.44 

'.'43 
.02 

i.'48 

T. 

LOf 

.34 
1.90 
.04 
.81 
.35 
.38 

■:% 
.11 
.21 
.20 
.5:! 
1.99 

:l^ 

.06 
.39 
.07 

1.'79 
.96 

.07 
.05 

'V  ■ 

t'.' 

.50 

'.'29 
.41 
.27 

'iis 

.17 
.26 

.18 

.2.T 

.10 
.01 

'.'28 
2.42 

f.' 

'.'6i 

T. 

f.' 

.02 

T.' 

T. 

'.0: 
.08 
.03 
.05 

T.' 

.01 
.17 
T. 
'i'. 

i.'-io 
•r. 

i'V 

.45 

T. 
T. 

■f.' 

:::: 

'.'6i 

i'.' 

.08 

■.'27 
.48 

'.'56 

r. 

.56 

'.'53 
.01 

.07 
.20 
.87 
.71 
.21 
.05 
.71 

.2f; 
.  05 

.45 

.... 

.03 

.03 
.01 

'.'62 
.04 

T. 

.01 
.04 
.04 
.08 

.08 

'.'62 
.22 

I 

.19 
T 

T. 

'.'6i 
.01 

.01 

.04 

.03 
'j'.' 

T. 

■.'53 
.01 
.09 
.20 
.43 
.44 
.26 

•r. 

.48 
.10 

.03 
1'. 
'!. 
T. 

'.'65 

■.'il 
■r. 

■.■i2 

T. 

\'e>-mont 

Bloomfield 

BnUtleboro  " 

Burlinstoii"* 

Cavendish  

Connectii  ut 

...  do 

Ch«mplain 

Connecticut 

....do 

Champlain 

....do 

St.  L.;uvrence 

Champlain 

....do 

...do 

Connecticut 

....do 

....do 

....do 

'.'ivi 

i 

.09 

'.'04 
.12 

.29 

rV 

.'03 
'.'03 

T. 

3.  SO 
4.78 
4.23 
3  92 

Chelsea 

Cornwall 

EnofluirR  Falls.... 

'.'82 

■2.76 
2.75 

Newport 

Kortliiield*" 

.03 

.  0G| .... 

.  031 .  - . 

3.69 
3  08 

.01 
.02 

.ov. 

't.' 

St.  .Aroiins   

^l    I    l^l^bury 

.61 

.02 

f.' 

.02 

5.11 

W    ■'   lUirke*' 

.02  1.7i^ 

IH 

.05 
T. 

'.'56 

■.'67 

.4-5 

3.93 

W,     .!-i()ck 

.06 

'1' 

1   J" 

.01 

4  99 

Mnsfuchitttetts 

.01 

.11 

.01 

■.'63 

T 

'.2ti 
.15 

.29 
.10 

'.'.'.'. 

T. 

f. 
T. 

'f.' 

Blue  Hill 

T. 

'1'.     T. 

.04 
.01 

■.'66 
.09 

!02 

Boston"* 

....do 

Connecticut 

T. 

'.'io 

.80 
2.15 

.70 
T. 
.96 
1.28 

'.'is 

T. 
1.05 

T^.^ 

T. 

T. 

2.69 

Chesterfield" 

4  25 

Concord 

....do 

Const 

'.'6i 

.16 

i.'ig 

■.'i7 

••i^• 

'.'61 

tV 

'.'ib 

3  77 

East  Wareham"  . . 

.02 
.18 

Coast 

....do 

Merrimac  

:::: 

.0. 
T. 

•■t; 

.13 
.37 

1.21 
1.43 

.16 
'.'ftj 

1-;;, 

Falmouth** 

....[.... 

.20 
.19 
.16 
.04 
.35 
.80 
25 

T. 

■.■64 

'.'63 

.... 

.15 

'.'is 

't.' 
■f.' 

.09 

.02 

Kr:,    ir^am:::::: 

■38 
'.'67 

:::.' 

3.84 

....M.521.00 

.06t-N-!     -- 

■r,„. 

T 

.02 

Connecticut 

Merrimac 

Connecticut 

Coast 

:::: 

.01 

HnM'a;i!~ton*' 

■'i'.' 

T. 
46 

1.78 

1.07 
1.3s 
.22 

2105 
.OR 

1.82 
.95 

.75 
1.37 

1.39 
1.08 

.88 

1.08 
1.81 
.98 

..35 
.59 
.75 

.47 
.39 

.53 

T 

T. 

.02 

■.09 

.50 
.78 
.30 
.35 
.66 
.32 

.10 

'.'08 
.02 

4:58 

Hyaniiis 

2.00  1.90 

.90 

.12 
.16 
.23 
.05 
.12 
.20 

.19 

!22 

.18 
.12 

".'28 
.62 
.11 

[pswich** 

...do 

1.65 
2.13 
1.09 

.66 

.10 

T. 

.02 

.12 
.07 

T 

.06 

.03 

Lowell 

i.'ig 

T. 
2.42 
1.46 

Nanfjckf-t*" 

r. 

T. 

'.'6i 

.17 
.08 

.07 
.10 

.01 

".m 

5  21 

lew  Bedford  .... 

....do 

.... 

His*' 

.12 

.55 

.nj  .46 

.47    .38 

>itt>field** 

1.35 

T 

1.74 
1.60 
1.33 

.03 
1  2.3 

.35 

T. 

.84 
.94 

.11 
.05 
.35 

.45 
.88 
.03 

;59 

.52 
.48 

.11 
.03 
.03 

.03 

.08 
.93 
1.02 
.31 

.02 
.02 
.04 
.10 
.12 
.08 

'rovincetown 

....do 

do 

T. 

1.9fi 
.91 
.02 

=:SS 

1.95 
.68 

2.25 
.94 
1.61 

.66 

1.39 
..01 
T. 
..3H 
.96 

'.'62 

T. 

T. 

■.'63 
.02 

■.'04 

'.'io 

.08 

■.'50 

T 

.02 

.04 
.12 
.10 

.01 
.04 
.17 

.09 

■.'6i 
■.■js 

4  90 

lockport 

'f.' 

'1'. 

.03 
T. 

■v.' 

3  84 

outhDridge** 

Springfield 

Thames 

Connecticut. 

.... 

.04 
T. 
.02 

■t'' 

.03 

T. 

T.' 

.58 
.01 
.96 

'.'oi 

■.'64 

v. 
'.'6i 

.06 

■f.' 

T. 

'.'oi 

T. 

.08 
.06 

■.'36 

'.'32 

4.42 
4  56 

1.'         .n** 

T            -  Kails 

Coast 

Connectiait 

Hud.-:on 

Connecticut 

Blackstone     ...     . 

.... 

■■" 

.08 

.72 

3.34 
4  97 

-town   .... 
Wr.        ulon  *♦.... 

i.'42 

.12 

T. 

3.64 

Worce.-ter 

.30 

.03 
.62 
.02 

.10 

4  57 

RWe  Mand 
Block  Island***... 

Coa-=t 

do. 

T. 
T. 
T. 

.0(i 
.02 
.02 

.02 
.03 
.03 

.01 
T.' 

,7. 

.01 
.08 
.03 

'.'io 

f.' 

T. 
.08 

Kingston 

I  66'l  ■"> 

5  21 

Providence*** 

....do 

.05 

.2;^ 

1.57 

.45 

.83 
6'> 

T. 
T 

T.' 

'.'62 

T. 

".12 

T. 

.02 
.02 
.03 

T. 
.02 

.53 
T. 
.02 

't'.' 

T. 
'.'il 

T. 
T. 

(:on))ecticut 

[Jolene.ster   

...do 

Horspto-fic 

Connecticut 

...do 

Coast 

:::: 

'•    ";82 
.03    .22 
.  23  2. 10 
.012.93 

3  87 

Cream  Hill 

East  Hartland**. . . 

,.. 

T 

.22 

T. 

■.1^.-'' 

2.75 
4  51 

Hartford*** 

.24 

.17 

.03 
.75 
1.13 
.86 
.17 

1.44...     .... 

.46    .01  .... 

■r. 

4  96 

New  Haven***  .... 

.02 

.01 
.02 

•1'. 

T. 

New  London  

....do 

...do 

.... 

Norwalk  

*  '2:2-25 

.92 

1 

4  47 

1.2f)1.18 

.52 

.05 

.... 

.... 

.40 
.05 

3torrs 

:X 

T. 

.091  -.54.... 

T.     .31.... 

T. 

.07 

-r 

.07 

.05 

.3.96 

'TT  ■■■ 

1 

1 

1" 

.See  page  52  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


September,  1985 


Daily  Temper atu 

es 

for 

September.  193E 

Day  of  Month 

stations 

Mean 

1 

_1 

S 

4 

5 

6 

^ 

J_ 

9 

^ 

_^ 

^ 

^ 

JL 

Ji 

16 

17 

18 

JL 

^ 

21 

^ 

23 

24 

25 

26 

27 

^ 

29 

30 

31 

Milne 

\  Maximum  .  . 

69 

68 

69 

67 

65 

72 

67 

69 

65 

62 

65 

72 

68 

56 

57 

63 

67 

71 

65 

67 

56 

60 

66 

74 

71 

71 

70 

71 

66.5 

Bar  Harbor  (near) 

(Minimum... 

51 

53 

48 

47 

H 

5; 

48 

51 

55 

49 

44 

52 

42 

41 

43 

44 

42 

44 

52 

60 

49 

50 

40 

51 

42 

55 

66 

41 

42 

43 

48.1 

Eastport  

S  Maxinunn.- 

64 

69 

67 

65 

68 

68 

61 

63 

65 

71 

59 

52 

52 

60 

63 

67 

65 

62 

61 

55 

60 

60 

70 

65 

49 

51 

53 

61.6 

\  Minimum... 

50 

52 

51 

49 

54 

51 

53 

52 

52 

52 

50 

61 

46 

43 

47 

45 

43 

46 

6: 

53 

49 

46 

43 

40 

4b 

51 

4b 

45 

4h 

46 

48.3 

Greenville   

)  Maximum  .  ■ 

68 

64 

67 

68 

65 

66 

62 

65 

62 

6- 

60 

63!    57 

58 

50 

55 

61 
33 

66 

75 

61 

62 

56 

52 

49 

72 

80 

69 

46 

53 

47 

61.4 

(Minimum... 

42 

411 

38 

39 

48 

50 

4! 

50 

45 

48 

42 

51 

42 

37 

38 

42 

34 

54 

56 

42 

45 

40 

4 

45 

61 

t 

3b 

39 

40 

44.0 

Houlton    

\  Maximum  .. 

69 

71 

66 

77 

67 

70 

67 

67 

65 

67 

68 

67 

60 

52 

55 

59 

66 

73 

68 

62 

61 

61 

56 

80 

50 

50 

54 

64.3 

1  Minimum.  ■■ 

42 

48 

37 

.50 

52 

49 

50 

42 

44 

4i 

40 

3( 

42 

43 

34 

54 

58 

41 

43 

40i     351     42 

53 

4( 

36 

40 

40 

43.3 

(Maximum  .. 

69 

70 

6) 

73 

70 

70 

73 

60 

65 

70 

73 

58 

6.^ 

52 

62 

68 

82 

73 

68 

72 

58 

551     73 

80 

70 

48 

64 

57 

66.9 

Leniston 

(Minimum... 

50 

52 

50 

52 

58 

.53 

54 

54 

55 

3? 

50 

52 

46 

42 

47 

43 

40 

48 

66 

53 

48 

47 

43 

3h 

50 

54 

49 

44 

42 

43 

48.2 

Millinocket 

j  Maximum  . . 

68 

71 

73 

67 

71 

68 

70 

67 

64 

67 

65 

61 

51 

«1 

65 

68 

77 

7: 

75 

64 

57 

5h 

72 

80 

77 

49 

55 

56 

66.3 

(Minimum... 

42 

45 

38 

38 

52 

50 

47 

52 

47 

52 

47 

51 

38 

33 

42 

44 

35 

35 

55 

5s 

42 

44 

43 

0! 

45 

46 

48 

39 

42 

44 

44  4 

Oldtown   

\  Maximum . . 

70 

69 

69 

70 

68 

71 

69 

69 

67 

64 

65 

70 

f.8 

62 

61 

54 

63 

67 

7' 

72 

65 

66 

62 

57 

69 

78 

75 

55 

57 

58 

66.2 

(  Minimum... 

47 

50 

44 

4:i 

:,b 

57 

50 

52 

51 

52 

50 

52 

38 

45 

45 

34 

Jl 

5( 

60 

44 

45 

42 

35 

47 

51 

65 

45 

43 

45 

47.0 

Portland  

J  Maximum . . 

67 

69 

66 

65 

74 

69 

70 

73 

62 

65 

7< 

78 

.^9 

(51 

58 

62 

67 

65 

81 

7b 

69 

68 

60 

62 

70 

80 

75 

51 

59 

60 

67.0 

i  Minimum... 

54 

55 

53 

52 

59 

97 

55 

56 

5b 

65 

50 

55 

51 

4b 

51 

4( 

43 

51 

5b 

6f 

54 

51 

45 

41 

53 

60 

51 

46 

4< 

42 

51.6 

KiunforO  

S  Maximum  .. 

70 

68 

71 

04 

73 

71 

68 

70 

05 

61 

68 

70 

61 

62 

52 

63 

66 

70 

8IH     72 

65 

67 

56 

51 

73 

79 

67 

61 

53 

65.8 

(Minimum... 

4■:^ 

42 

40 

40 

49 

45 

46 

49 

48 

49 

41 

44 

38 

31 

41 

32 

39 

51- 

48 

41 

43 

43 

36 

43 

47 

45 

40 

38 

35 

42.1 

Van  Bnren 

i  Maximum.. 

g;i 

67 

77 

?- 

68 

66 

70 

73 

71 

80 

72 

70 

68 

74 

53 

57 

73 

60 

77 

75 

67 

07 

69 

73 

64 

86 

75 

60 

51 

61 

68.6 

1  Minimum . . . 

49 

38 

6d 

54 

45 

43 

45 

36 

47 

37 

47 

33 

40 

42 

32 

54 

55 

36 

40 

39 

35 

39 

63 

4b 

27 

38 

37 

42.2 

Winslow   

S  Maximum  . . 

74 

75 
46 

75 

75 
41 

71 

55 

73 
5( 

70 
61 

71 
51 

72 
50 

67 

50 

70 
49 

73 
41 

65 
35 

65 
44 

65 
45 

65 
43 

69 

32 

71 
39 

81 
59 

79 
61 

76 
45 

72 

41 

70 

41 

61 

75 

82 
63 

79 

59 

61 

64 

70.9 

(  Minimum... 

43 

41 

32 

47 

55 

42 

41 

41 

45.4 

J\'ew  Ilmiivshiye 

Berlin  II 

\  M.ixinuun.  . 

69 

68 

70 

63 

69 

68 

63 

67 

63 

63 

66 

68 

59 

63 

53 

58 

66 

70 

81 

74 

66 

66 

54 

52 

80 

82 

62 

50 

60 

48 

64.7 

(  ."liinimum... 

42 

43 

39 

41 

49 

43 

43 

47 

48 

50 

40 

53 

39 

28 

41 

42 

30 

4( 

4S 

60 

39 

40 

40 

29 

85 

50 

50 

44 

42 

42.7 

Concord 

\  Ma.ximuiii  . . 

74 

69 

61 

75 

68 

71 

70 

59 

66 

72 

77 

56 

65 

67 

62 

69 

72 

82 

75 

67 

72 

58 

58 

83 

75 

49 

65 

69 

(  Miniiiniui... 

48 

-18 

45 

52 

56 

52 

47 

48 

56 

52 

45 

47 

45 

39 

51 

43 

35 

54 

54 

51 

44 

42 

43 

35 

43 

50 

49 

44 

45 

40 

46:8 

Durham  

j  ^jji^^i  ;;|;^;ji  •  • 

7;i 

73 

72 

65 

79 

72 

74 

75 

71 

70 

74 

82 

74 

65 

65 

5b 

73 

72 

82 

76 

71 

75 

62 

66 

79 

80 

79 

69 

62 

72.2 

46 

50 

40 

48 

53 

51 

48 

45 

55 

62 

40 

4! 

43 

37 

50 

39 

31 

57 

50 

62 

42 

41 

40 

28 

44 

52 

67 

44 

41 

37 

45.6 

First  Conn.  Lake 

j  Maximum:: 

62 

65 

69 

68 

70 

68 

65 

63 

60 

60 

63 

58 

58 

51 

58 

63 

71 

74 

65 

57 

60 

50 

48 

78 

74 

62 

56 

42 

62.4 

(  Mniinunn... 

,     3u 

3", 

:-;s 

42 

54 

44 

41 

45 

41 

46 

37 

4,! 

31 

27 

39 

87 

31 

4IJ 

44 

r3 

42 

42 

36 

25 

46 

51 

43 

36 

35 

34 

39.7 

Keene{near) 

\  Mii.-viuunii.  . 

71. 

73 

r.4 

69 

72 

69 

61 

70 

71 

71 

69 

66 

72 

62 

69 

7t 

79 

74 

58 

72 

60 

64 

75 

75 

57 

63 

59 

69.0 

(  .Miiiinnnii... 

-J-l 

i-} 

-!^ 

54 

48 

42 

43 

56 

47 

38 

39 

45 

35 

50 

43 

29 

50 

59 

41 

47 

33 

30 

41 

48 

54 

44 

46 

36 

■14.4 

Plymouth 

\  .\hi.xiin,i)]i  .. 

72 

ii'.l 

6J 

71 

69 

66 

70 

60 

64 

66 

71 

61 

59 

6:) 

6! 

65 

71 

81 

69 

66 

69 

57 

50 

74 

7-' 

65 

54 

59 

65.3 

*  Minimum--- 

-12 

4i' 

38 

40 

49 

44 

45 

44 

50 

48 

40 

38 

42 

S2 

43 

35 

28 

43 

59 

49 

40 

42 

40 

29 

42 

49 

50 

41 

40 

35 

41.9 

yei-iiio.i 
Biirli'.glon 

\  Maximum  .. 

69 

68 

71 

61 

76 

69 

68 

70 

63 

66 

69 

6? 

59 

59 

61 

66 

73 
56 

79 

fi'i 

05 

68 

58 

55 

76 

74 

66 

47 

56 

54 

65.4 

(  Minimum..  • 

48 

45 

44 

54 

56 

48 

5-1 

55 

5.? 

52 

48 

51 

43 

37 

43 

38 

37 

63 

51 

49 

46 

38 

3f 

54 

62 

45 

44 

42 

41 

47.8 

Newport  

)  Ma.xinmn,  .  . 

67 

72 

r.2 

7.< 

68 

67 

63 

67 

69 

67 

61 

61 

60 

66 

72 

82 

61 

65 

59 

57 

76 

80 

71 

47 

55 

48 

65.7 

(  .Mininuun..- 

45 

3- 

45 

50 

48 

46 

51 

49 

46 

44 

39 

37 

32 

44 

o9 

33 

48 

68 

56 

45 

41 

32 

45 

59 

44 

39 

36 

43.8 

Nortlilield 

)  .Maxinunn  -  . 

70 

66 

70 

58 

71 

68 

67 

69 

60 

64 

67 

56 

59 

60 

59 

66 

73 

82 

73 

67 

55 

52 

79 

69 

46 

54 

54 

65.1 

44 

40 

38 

45 

50 

43 

45 

50 

52 

y 

39 

44 

35 

31 

44 

34 

29 

50 

54 

45 

44 

40 

33 

31 

44 

51 

45 

44 

41 

39 

42.6 

Rutland    

\  M:,Xinuun... 

67 

74 

64 

70 

71 

69 

69 

63 

65 

69 

75 

65 

65 

66 

72 

68 

76 

82 

72 

64 

72 

69 

58 

79 

76 

67 

51 

57 

55 

67.5 

(  Minimum-..- 

50 

43 

41 

53 

54 

46 

42 

51 

55 

54 

40 

60 

44 

39 

46 

38 

32 

49 

54 

58 

46 

49 

41 

31 

46 

52 

48 

44 

42 

40 

45.9 

St.  All.ans 

)  Maximum... 

71 

66 

76 

72 

68 

70 

65 

64 

70 

69 

63 

60 

60 

64 

68 

76 

81 

73 

67 

67 

67 

55 

78 

76 

71 

49 

57 

55 

66.9 

(  .MiMinnn.i-.. 

47 

42 

41 

49 

55 

50 

50 

55 

49 

52 

49 

58 

41 

33 

46 

34 

37 

54 

64 

53 

49 

46 

42 

36 

53 

04 

45 

41 

40 

40 

47.2 

St.John.sbiiry  

)  Maxinunn  .  . 

67 

69 

73 

69 

72 

70 

68 

(>7 

64 

6-i 

70 

65 

61 

58 

61 

68 

73 

79 

76 

68 

68 

62 

53 

76 

79 

72 

50 

58 

49 

66.8 

(  .Mininmm. . , 

47 

44 

40 

42 

5! 

44 

46 

51 

50 

49 

4i 

47 

43 

32 

46 

42 

3H 

48 

58 

60 

45 

44 

42 

31 

43 

51 

50 

42 

40 

44.9 

Woodstock  

1  Maximum... 

72 

67 

71 

68 

69 

69 

70 

64 

66 

69 

75 

56 

60 

67 

62 

6s 

74 

82 

73 

64 

70 

59 

53 

81 

66 

b3 

51 

57 

66.8 

/  Mininnnn.... 

45 

4' 

37 

44 

52 

43 

39 

4.. 

53 

46 

37 

45 

41 

34 

49 

S-i 

25 

52 

54 

41 

41 

38 

29 

44 

48 

52 

44 

44 

39 

43.1 

Mms'tdnlf 

•//,s 

Amherst 

\  .Maximum.. 
(  Minimum.... 

82 
47 

67 
47 

72 
46 

59 
56 

75 
57 

i 

74 

4'' 

7! 
48 

61 

57 

70 
50 

72 
43 

80 
48 

62 
62 

59 
50 

12 

fi-! 

'J" 

71 

";; 

81 
53 

66 

.50 

76 
46 

U 

6< 
30 

80 
50 

52 

78 
57 

53 
48 

i 

64 
44 

70.0 

48.1 

Boston 

)  ilaxiimnn  . .. 

68 

64 

74 

74 

72 

6J 

70 

71 

80 

62 

61 

73 

C,  ' 

~i 

71 

73 

62 

65 

78 

77 

77 

64 

65 

61 

69.  3 

)  .^Ilnimu^■l-... 

57 

58 

55 

60 

64 

59 

55 

57 

57 

56 

51 

56 

54 

.52 

52 

.=;9 

55 

52 

45 

44 

53 

59 

54 

46 

45 

42 

53.6 

Brockton 

S  Maximum  .. 

hii 

72 

70 

67 

74 

70 

77 

75 

70 

73 

73 

81 

74 

64 

75 

85 

78 

77 

76 

71 

7b 

78 

70 

67 

64 

73.5 

Ulinimum     . 

52 

50 

50 

68 

57 

5:1 

52 

54 

55 

49 

51 

55 

53 

54 

49 

4:i 

ri-i 

.J  7 

63 

63 

50 

4(3 

40 

50 

55 

60 

50 

45 

39 

51.8 

C'oncoid 

\  Maxinunn.. 

75 

66 

70 

67 

7") 

66 

74 

70 

65 

70 

71 

79 

62 

65 

73 

63 

09 

70 

7.-1 

78 

71 

73 

67 

79 

80 

79 

56 

67 

61 

70.2 

/  Minimum-. 

51 

46 

5t 

65 

54 

46 

47 

57 

50 

42 

50 

54 

48 

51 

40 

33 

53 

57 

50 

45 

43 

38 

.32 

49 

55 

56 

46 

45 

38 

48.1 

ISast  VVareluiml'  ...... 

\  Maxinunn,  . 

7-1 

70 

69 

70 

74 

64 

72 

64 

72 

70 

76 

08 

(•'.) 

74 

61 

6s 

70 

75 

81 

72 

63 

63 

72 

75 

76 

58 

63 

62 

69.9 

/  Mininuun-.. 

.52 

54 

57 

.56 

60 

62 

49 

50 

59 

55 

45 

-? 

57 

57 

52 

49 

37 

47 

60 

64 

49 

50 

41 

34 

47 

SO 

63 

54 

48 

40 

52.2 

Fall  River 

(  Jlaxinnim  .. 

76 

73 

70 

65 

68 

72 

69 

70 

70 

71 

67 

6s 

71 

75 

81 

72 

76 

67 

08 

73 

75 

77 

61 

67 

62 

" 

71.0 

/  Minimum... 

54 

58 

59 

58 

60 

65 

52 

5S 

60 

54 

48 

57 

54 

52 

53 

48 

41 

57 

61 

64 

51 

56 

-:3 

40 

51 

59 

61 

50 

47 

41 

53.4 

Fitchburg  

jMa.ximum.. 

69 

75 

78 

70 

73 

72 

80 

67 

68 

74 

65 

72 

70 

79 

8A 

63 

74 

^c 

68 

82 

811 

71 

.58 

65 

62 

71.5 

(  Minimum... 

49 

5(1 

-15 

49 

56 

60 

56 

56 

53 

46 

48 

51 

46 

51 

44 

38 

52 

59 

62 

48 

45 

34 

■19 

57 

54 

44 

44 

39 

48.9 

Lawrence 

I  Maximum.. 

76 

72 

72 

64 

75 

iis 

74 

73 

57 

73 

72 

80 

09 

64 

71 

64 

71 

70 

76 

78 

70 

73 

61 

66 

79 

77 

76 

59 

06 

62 

70.3 

(  Mhiimnm... 

51 

54 

48 

51 

57 

6' 

50 

56 

54 

45 

49 

51 

45 

53 

46 

40 

52 

57 

63 

49 

48 

44 

37 

49 

55 

59 

44 

43 

39 

60-3 

Nantucket 

1  .Miiximum.. 

71 

69 

68 

611 

73 

67 

70 

75 

70 

69 

72 

66 

61 

65 

67 

73 

76 

71 

73 

00 

72 

77 

64 

62 

58 

68.4 

(  Minimum... 

68 

60 

59 

59 

65 

60 

60 

60 

58 

58 

57 

58 

.52 

57 

54 

54 

56 

61 

64 

61 

56 

52 

51 

52 

61 

63 

58 

55 

47 

67.5 

Slockbridge    

S  ^.':i\iniuin.  . 

73 

6-1 

6.5 

59 

73 

6S 

70 

60 

65 

69 

75 

62 

58 

65 

60 

66 

69 

77 

72 

63 

71 

59 

67 

80 

76 

78 

53 

59 

54 

66.4 

(  .Minimum-... 

46 

■13 

40 

53 

57 

56 

43 

43 

.55 

51 

36 

40 

48 

60 

42 

29 

53 

57 

.52 

45 

46 

38 

28 

4' 

44 

53 

47 

36 

37 

45.4 

VVilliamstoun 

71 

65 

68 

63 

7! 

67 

67 

63 

60 

65 

66 

73 

64 

57 

66 

5-1 

70 

76 

70 

60 

60 

75 

74 

55 

59 

58 

65.6 

)  JliVdinum.'.: 

48 

47 

42 

56 

56 

52 

46 

50 

57 

54 

43 

47 

50 

4'' 

52 

43 

33 

63 

.58 

60 

49 

39 

43 

47 

50 

54 

48 

47 

40 

48.2 

Worcester 

1  Maximum.. 

67 

60 

67 

74 

71 

60 

70 

71 

79 

65 

67 

74 

64 

70 

69 

76 

79 

72 

74 

63 

79 

79 

78 

66 

66 

62 

70.4 

(  Minimum... 

47 

60 

47 

56 

58 

60 

51 

47 

56 

53 

47 

49 

50 

49 

54 

43 

35 

53 

57 

55 

48 

49 

4n 

32 

48 

58 

57 

46 

45 

49.1 

lUioile  Isli 

,i>l 

Block  Island 

\  Maximum.. 

73 

66 

67 

70 

70 

67 

71 

72 

70 

69 

65 

7] 

67 

62 

70 

62 

65 

70 

70 

74 

70 

70 

63 

62 

68 

70 

72 

64 

63 

57 

67.7 

)  Minimum.... 

57 

61 

62 

58 

66 

59 

59 

59 

58 

59 

55 

60 

58 

57 

58 

50 

51 

60 

62 

58 

58 

49 

SO 

59 

62 

64 

55 

51 

46 

57.5 

V 

j  Maximum . . 

76 

73 

64 

72 

71 

74 

77 

73 

72 

72 

78 

76 

63 

75 

66 

71 

74 

78 

76 

73 

06 

72 

74 

76 

73 

65 

f,2 

72.0 

(  Minimum... 

50 

50 

56 

55 

61 

56 

45 

45 

57 

50 

40 

44 

54 

55 

46 

33 

47 

53 

63 

44 

34 

43 

30 

45 

50 

61 

•53 

47 

48.9 

Providence 

\  Maximum . . 

70 

67 

74 

66 

76 

73 

65 

I? 

72 

82 

68 

66 

74 

64 

70 

72 
58 

75 
60 

81 

74 

75 

63 

68 

76 
54 

76 

78 

58 
60 

67 
46 

61 

71.0 

(  Minimum... 

53 

57 

56 

59 

66 

58 

55 

56 

57 

53 

50 

57 

55 

53 

50 

49 

45 

60 

56 

54 

45 

43 

60 

58 

42 

53.8 

Ccwnedi, 

it 

Cream  Hill 

S  Maximum.. 

7-1 

6S 

62 

58 

72 

72 

74 

67 

58 

68 

70 

80 

72 

55 

69 

62 

63 

67 

69 

75 

65 

72 

63 

68 

79 

78 

66 

58 

60 

60 

67.5 

'  Minimum-.. 

50 

50 

47 

50 

52 

55 

47 

49 

46 

40 

48 

50 

47 

49 

39 

36 

48 

54 

65 

47 

47 

36 

35 

48 

50 

55 

45 

38 

34 

46.7 

Hartford 

\  ..laxinnim  .  . 

76 

64 

66 

61 

70 

69 

76 

72 

64 

72 

71 

83 

68 

60 

74 

65 

68 

72 

80 

70 

76 

66 

68 

78 

76 

76 

58 

67 

61 

69.9 

(  .Nriniinum.:. 

53 

55 

53 

55 

59 

60 

53 

55 

-58 

54 

48 

56 

65 

54 

52 

49 

60 

59 

51 

52 

45 

40 

53 

56 

58 

4£ 

46 

42 

52.5 

New  Haven 

(Maximum.. 

77 

66 

64 

70 

72 

69 

7-1 

78 

68 

71 

71 

82 

71 

65 

67 

65 

72 

73 

80 

73 

76 

65 

67 

77 

76 

76 

66 

61 

71.1 

(Minimum... 

56 

58 

56 

11 

65 

59 

54 

.59 

54 

49 

56 

57 

55 

55 

49 

43 

62 

61 

5-1 

56 

47 

42 

57 

58 

63 

46 

42 

54.5 

New  London  

i  Maximum.. 

81 

(-8 

66 

72 

67 

75 

69 

71 

71 

79 

74 

63 

72 

67 

70 

74 

79 

74 

76 

66 

67 

77 

76 

76 

60 

71.3 

(  Minimum... 

52 

56 

56 

64 

60 

51 

62 

,54 

60 

54 

54 

54 

59 

47 

40 

57 

60 

52 

54 

46 

40 

57 

56 

59 

37      .. 

Norwalk 

(  Maxinuim  .. 

7*1 

67 

64 

68 

72 

72 

76 

74 

71 

81 

73 

67 

If, 

69 

69 

73 

79 

76 
50 

76 

60 
50 

68 
37 

76 
45 

78 
54 

57 

44 

62 
37 

72:2 
5L0 

(  Minimum... 

49 

53 

57 

58 

65 

62 

51 

57 

52 

40 

48 

55 

55 

60 

46 

39 

54 

00 

49 

47 

Putnam 

(  Maximum .  ■ 

75 

70 

67 

63 

72 

66 

72 
4-:, 

_ 

65 

70 

™ 

80 

65 

59 

67 

64 

09 

72 

80 

71 

77 

72 

67 

75 

75 

78 

66 

66 

70.5 

(Minimum.... 

46 

48 

53 

56 

57 

59 

i6 

57 

48 

50 
_ 

51 

56 

44 

35 

52 

55 

45 

45 

42 

30 

45 

50 

56 

49 

48 

48.6 

See  paste  52  for  explanation  of  reference  marks. 


W.  B.  Boston-8  -11- 
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EW    ENGLAND     SECTION 


a.  H.  NOTES 


Vol.   XLVII.       Boston,  Mass.,  OCTOBER.   I '.13: 


No.  10. 


GENERAL  SUMMARY 

The  first  half  of  the  month  was  colder  than  normal,  and  this 
was  almost  offset  by  the  second  half,  so  that  the  month  aver- 
aged practically  normal  for  warmth.  The  practical  working  of 
this  reversal  of  temperature  trend  resulted  in  steady  heat  values 
throughout  the  month,  thus  prolonging  the  pleasant  character- 
istics of  autumn  with  but  slight  interruption.  A  lack  of  rain 
both  in  frequency  of  occurrence  and  volume,  contributed  to  the 
favorable  weather  aspects,  and  out-door  activities  were  carried 
on  with  better  than  usual  results.  The  lack  of  rain,  particular- 
ly from  about  the  4th  to  the  22d,  resulted  in  a  serious  fire  haz- 
ard in  tlie  dry  leaves  in  the  woods,  and  many  fires  resulted,  in 
spite  of  tlie  many  extraordinary  precautions  which  were  put  in 
force  by  the  forest  authorities.  It  was  very  commonly  remark- 
ed that  the  autumn  foliage  colorings  were  more  brilliant  and 
longer  lasting  than  usual,  and  woodland  journeyings  were  great- 
ly increased,  thus  further  contributing  to  the  forest  fire  hazard. 
The  first  snows  of  the  autumn  season  were  unusually  late,  from 
the  23d  to  2oth,  and  were  light  and  scattered  in  volume.  Where 
heavy  frosts  did  not  occur  during  September,  nearly  all  sections 
of  New  England  were  visited  hv  frosts  from  the  3d  to  8th,  ex- 
cept a  few  localities  along  Narragansett  Bay  and  Vineyard 
Sound.  Garden  bloom  in  sheltered  locations  remained  alive 
well  on  toward  tlie  close  of  the  month  in  central  and  southern 
New  England.  

TEMPEKATtTRE 

The  average  monthly  temperature  for  the  Section,  based  on 
99  records,  was  49.2°,  which  is  0.8°  below  the  mean  for  the 
past  48  years.  The  liighest  monthly  mean  was  55.8°  at  Prov- 
incetown,  Mass. ;  the  lowest  was  43.8°  at  Somerset,  Vt.  The 
highest  recorded  was  82°  at  Weston,  Mass.,  on  the  14th;  the 
lowest  was  16°  at  First  Connecticut  Lake,  N.  H.,  on  the  25th. 
The  greatest  monthly  range  was  63"  at  Fitchburg,  Mass. ;  the 
least  was  29°  at  Nantucket,  Mass.  The  greatest  daily  range 
was  54°  at  Enosburg  Falls,  Vt.,  on  the  14th. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
182  records,  was  1.06  inches,  which  is  2.44  inches  below  the 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  3.12  inches  at  Falmouth,  Mass. ;  the  least  was  0.27 
inch  at  Putnam,  Conn  The  greatf^st  amount  in  24  hours  was 
1.35  inches  at  Nantucket,  Mass.,  on  the  6th  and  7th.  Tlie  av- 
erage number  of  days  with  .01  inch  or  more  of  precipitation 
was  7,  which  is  2  less  than  the  mean  for  the  past  48  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
13  stations  was  10.2  miles  per  hour,  which  is  1 .6  miles  per  hour 
below  the  mean. 


The  sunshine,  based  on  the  records  at  11  stations,  a'Veragpd 
67  percent  of  the  possible  amount,  which  is  13  percent  abbVe 
the  mean. 

The  cloudiness  was  considerably  below  the  mean.  The  aver- 
age for  the  Section,  based  on  127  records,  was  17  clear;  7  part- 
ly cloudj';  and  7  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  10  siations,  was  75  percent,  which  is  4 
percent  below  the  inean. 


DATES  OF  M13CELLANSOUS  PHENOMENA 

Auroras.— I'yih,  16tli,  20th,  21st,  25th,  27th,  30th. 

FJalos.  lunar.  — iSth,  20th. 

Hnlos.  soZar.— 13th,  18th,  21st,  23d,  28th. 

Z/rrtY.  — (dates  and  general  location)  — 3d,  4th,  5th,  north- 
western Vermont;  6th,  southern  and  extreme  northern  Vermont; 
25th,  north  central  Vermont. 

Thunderstorms— B-Uh,  18th,  22-24th. 

Fog,  dense. —2-(3th,  8-15th,  17th,  19th,  21-31st. 

Sleet.  —  (dates  and  general  location) — 3-6th,  15tb,  23-24th. 

i^rosis.— (killing)— 3-8th. 


COMPARATIVE    DATA    FOR    NiiW  S3SIGLAKD. 


l«8S... 

mo.'.'. 
iwi... 

IMII... 
1895  ■• 
1H96--- 
1S97... 
1898-.. 
1899-.. 
1900- •■ 
1901... 
1HU2... 
1903-.. 
1904-.. 
1905-.. 
1906.. • 
1907... 
1908.. 
1909... 
1910- •• 
19n--. 
1912 ■.. 
1913.  • 
1914--- 
191.')... 
1916- •■ 
1917... 
1918- •■ 
1919--. 
1920 ■. ■ 
1921--- 
1922-.. 
1923  •• 
1921- ■  • 
1925- •  • 
1926- •  • 
1927- • • 
1928- • • 
1629- • • 
1930--- 
1931-.. 
19.S2... 
19.33... 
1934... 
1935-. 

Period 


-  3.4 
-1.8 

-  1.4 
-4.9 
+  2.1 
+  2.7 

-  4.3 

-  2.9 
+  0.6 
+  l.C 
+  1.7 


-4.2 
+  2.6 
-0.9 


+  3.0 
+  0.8 

-  1.5 

-  O.S 
+  3.1 
+  2.4 

-  O.fi 

-  2.8 


3.82 
1.50 
4.01 
4.96 
5.03 


—  2.00 

+  0.51 
+  1.46 
+  1.53 


6.53  i 
2.01  I 
3.65  i 


1.96 
2.35  , 
2.54  I 
4.41 


+  0.13 

-  1.25 

-  1.82 
+  0.8U 
+  1.16 

-  0.  S6 

-  1.90 

-  1.85 
+  0.54 

-  0.59 
+  3.19 

-  1.29 

-  0.73 

-  1.56 
+  2.31 

-  0.61 
+  0.05 

-  1.54 

-  1.15 


i  3.  .50 


4.74 

+  124 

5.  (12 

+  I..52 

5.40 

+  1.90 

2.51 

-  0.99 

2  (.3 

-  0.57 

2.96 

-  0.54 

3,29 

4  95 

+  1.45 

4  00 

+  0.50 

2.66 

-  0.84 

I  06 

-  2.44 

9.92 

2.37 

6.5S 

2.90 

10.85 

2.02 

10  14 

0.51 

2.81 

7.37 

0.93 

10.88 

1.57 

11.23 

0.23 

6.02 

2.00 

2.44 

0.15 

12.05 

2.65 

3,  99 

0.70 

8.26 

1.59 

6.55 

0  44 

8.67 

2. 1)4 

6.39 

1.69 

4.19 

0.62 

3  63 

0.38 

10.  10 

1.89 

10.15 

1.9'' 

8.86 

1.07 

4.  J(l 

0.41 

3.13 

0.  55 

10.  93 

1.54 

8.04 

I.  00 

11.77 

3.05 

4.90 

0.^9 

5.18 

1.48 

4.17 

0.92 

9.21 

3.49 

8.74 

0  05 

7.50 

1.49 

6.10 

0.52 

6.11 

0.99 

5.34 

1.07 

2.35 

2.  09 

0.00 

9.08 

2.81 

13.  90 

2.52 

9.11 

1.  91 

H.  13 

0.50 

6.71 

1.38 

6.22 

0.77 

7.94 

1.44 

10.04 

1,22 

8  31 

1,55 

,5.31 

1.19 

3.12 

0,27 

13.90 

0.00 

Number  of  days 


0.3  I 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1985 


Climatolog-ical   Data  for  October,  1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


gg 


Maine 

Bangor  §  

Bar  Harbor  (near ) 
Brassua  Uamtl  — 

Eastport  

EastVViutlirop.  ■•• 
Ellswortli  


Eiistis  

Farmiiigtoii 

Et.  FairlieUl  (uea. 

Gartiiner 

Greenville.. 

Hiramtt 

Houllon 

Jackuuin 

Lewistou 

Lincoln 

Machias 

Madison§ 

MidcUedam 

Millinocket§  — 


ilo. 


Moosehead 

North  Bridgton... 

Oldtovvn 

Orono. 

Portland 

Presque  Jsle 

RipogenusDaiir;!" 

Eumlord 

The  ForUs 

Upper  Dam 

Van  Hun-n 

WinslowtJS 

Woodlands 

For  State     . . . 
New  Hampshire 


Berlin    

Bethlehem  .... 

Concord    

Dixville  Notch 

Dinliam    

ErrolS    

First  Conn.  LakeU 

Fitzwilliani* 

Franklin 

Glenclill   

Hampton  ■■■■ 

Hanover  § 

Keene(near)  is   ■  ■ 

Lakeport 

Lincoln   ■•   

ManchpsliT 

Milan     .., 

Na-i.ua§  ......... 

New  DurliamlJ.. 

Newport  

PinkhaniNotchU 

Plymouth 

We.'ft  St.ewartstow 
Wolfboro  Falls-. 

York  Pond    

For  State     •  • 


Mt.  Washington  " 

Bellows  Falls 

BeuninstDU. 

Bloom  HeldU 

BrattlehoroS  

Burlington 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com. . 

EastBarnet 

East  Ryegate 

Enosburg  Falls- ■• 

Gilman 

MaysMiim 

Newfane 

Newport 

Northlleld 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbnry 

SearsburgMt 

Searsburg  Sta.tt.- 

SomersetJt 

Vernontt§ 

West  Burke 


Penobscot . 
Hancock  -  -. 
Somerset ... 
Washingtoi: 
Kennebec  . 
Hancock  -•. 


Pi.s^•ata4lll^  ..- 
CuiiiU-rlaiid--- 

Aroostook 

Somerset 

Androscoggin  . 

Penobscot 

Washington  ... 
Somerset ....... 

O.Nford.. 

Penuliscot 

Piscataquis 

Somerset 

Cumberland... 

I'euobscot 

I'onobscot 

Cumberland. . 


Addison 

Orleans 

Caledonia  .. 
Caledonia  -• . 

Franklin 

Es.sex 

Wiiidliam.... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin.... 
Caledonia... 
fU'nnington 
Bennington 
Windham  ... 
Windham... 
Caledonia. .. 


+  0.8 
+  LO 
-  0.1 
+  0.4 


+  0.6 
+  '6.'4 


-3.61 
-2.  H9 
-2. 59 
-2.34 


-2.66 
-1.76 


Bangor  Hydro  Electric  Co. 

B.  L-  Hadley 
Walter  Thurston 

U.  S-  Weatiier  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
Samuel  D-  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Gumming 
P-  M.  Tripp 

l!nion  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co, 
Winfield  Heath 
Sturgls  P   Durgiu 
C.  L-  Chadbourne 
Thonnis  W-  Clark 
Prof.  A-  L.  Fitch 
U.S.  Weatiier  Bureau 
Me.  Experimefit  Station 
Great  Northern  Paper  Co-. 
Ctiarles  A-  Mixer 
Sturgis  F.  Durgili 
Union  Water  I'ower  Co. 
W.H.Scott 

HoUingsworth  &  Whitney 
St.  Croix  Paper  Co- 


Edward  Fenn 

George  E.  Tucker 

U-  S.  Weather  Bureau 

Sarah  H.  Gleason 

N.H.Agr.  College 

Union  Water  J'ower  Co- 

Cunn   Valley  Lumber  Co. 

Walter  E.  Bolles 

F.J.Southmayd 

Stale  Sanatorium 

Frank  E.Leavitt 

Dartmouth  College 

Kobert  P.  Hay  ward 

Harry  W.  Daniell 

Edward  A.  Carr 

Amoskeag  Mig.  Co. 

Androscoggin  lies.  Co. 

Pennichuck  Water  Works 

E.  E.Tobey 

H.P.Shepard 

J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


K.F.  Hydro-Electric  Co. 

Everett  Orchards 

y>  orge  L.  Cooper 

Raymond  L.  Brown 

U.  S.  Weather  Bureau 

Cen.Vt.P.  S.  Corp. 

CluirlesU.Durkeettt 

Sarah  E.  Lane 

Charle"  A.  Wheeler 

N.  E.  Power  Co. 

J.  P.  Devins  tti 

L.  H.  Pomeroy 

Gilman  Paper  Co. 

Fred  May  t+1 

P.  J.  Ackerman  t1  f 

C.  W.  RIclimond 

U.  S.  Weather  Bureau 

N.  E.  Power  Co. 

E.  E.  Ordway 

George  II   Ross 

R   C.  McWllIiams 

Fairbanks  Museum 

George  Bripgs  ft 

W.E.  Sullivan 

L.  L.  Leonard 

Conn.,  River  Power  Co. 

Gilman  W.  Ford  it! 


See  page  oS  for  explanation  of  reference  marks. 
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CUmatologrical  Data  for  October,    1935 

Counties 

I 

Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No.  of  days 

P 

a, 

stations 

«-l 

1 

is 

£ 

1 

1 

Greatest    daily 

range 
Length  of  rec- 
ord, years 

Total 

a 
II 

a 

|l 

t 
0 

c'aj 

B  3 

£•1 

1 

>> 

5 
t. 

1 

0 

Observers 

Veriiiimt  Cont'd 
We«t  Hartford.  .-• 

1 

Windsor 

Windsor 

Windliam 

Windsor 

Windham 

Windsor 

•100 

■190 
l,-)50 

370 
1,640 

700 

0 
5 
0 
5 
0 
44 

1 
1     6 

'^ 
16 

15 
68 

10 
100 
50 
50 
US 
40 
42 
23 
17 

58 
48 
6 
31 
63 
38 
71 
60 
14 
30 
21 
15 
48 
16 
41 
16 

29 
6 

15 
43 
25 
39 
84 
80 
51 

no 

25 

50 

in 
21 

6 
6'2 
22 
64 
22 
20 
23 
■li 
35 
17 
49 
48 
49 
34 
22 
24 

88 
39 
15 

8 
61 
40 
17 
5(! 
30 
46 

8 
75 
43 
79 

58 
47 
35 

104 

25 
12 
42 

17 

1.06 
0.84 
0.95 
n.67 
0  76 
1.13 
1.29 

1.07 
0.88 
0.5S 
O.Cl 
0.34 
0.79 
0.49 
LOS 
1.08 
0.64 
0.69 
0.43 
1.9(1 
0.97 
1.49 
3.12 
0.82 
0.54 
0.63 
0.  97 
0.31 
0.89 
0.80 
0.80 
0.91 
1.26 

'-i.''79 

— i.9fi 

-■2.84 
-•2.05 
-1.92 

-2.'75 
— _'.  S3 
-3.^26 
-2.81 
—2.33 
-■2.78 
-2.^2:1 
-2.32 
-2.  97 
-2.  52 
—2.78 

'-2,38 
-2.16 
-  (1.  52 
-2.70 
-2.97 

'-i.96 
-2.83 
-2.17 
-2.75 
-2.77 
-■2. 16 
-2.35 

0.43 
0.40 
0.31 

0.41 
0.31 

n.  .-,H 

1  27 

0  3^2 
('.  37 
0.16 
(^■27 
0.17 
0.36 
0.16 
0.42 
0.45 
0.13 
0.34 
0  20 
0.84 
0.65 
0.  32 

0^66 
0.16 
0.24 
0.58 
0.13 
0.35 
0.50 
0.'28 
0.81 
0.38 

0 

0 
0 
0 
0 
0 
0 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

6 
5 

7 
4 

7 
6 
7 

7 

7 
9 
6 
6 
5 
6 
6 
7 
4 
4 

7 
6 
7 
5 

6 
5 
5 

7 

5 

11 
10 
12 
13 
12 
10 
13 

13 
15 

13 

8 
9 
8 
8 

11 

5 

20 
8 
10 
10 
13 
9 

11 

svv. 
s. 

sw. 
uw. 

8. 

se 

Et«  K.  Donbleday 
K.  R.  Wilmottn 

VVhitinKiiaui 

K.  T.  Sutton  tit 

Wilder 

47.4 
45.0 

19.3 
50.4 

14' 

14 

14t 
22 1 

Olcott  Falls  Co 

WilmiuglOM 

Woodstock 

+  '6.'7 
-  1.9 

'V'o.'s 

78 
78 

74 
73 

iu' 

17 

23 

'i7' 

17 

8 

25 
25 

51 
64 

47 
47 

31 
29 

Walter  Adams  III 
William  .S.  Eaton 

Massach  melts 

Berkshire  ..... 
Ilaiupsliiio  .... 

Middlesex 

Norfolk 

Suffolk 

750 
217 
227 
640 
124 
540 
110 
600 

1.360 
124 
398 
139 
IS 
970 
190 
00 
402 
172 
240 

1,110 
15 
165 
325 
950 
50 

1.650 
70 
90 
800 

1.030 
30 
30 
SJO 
Uti 
57 
540 
»5 
I9U 
58 

275 
330 
47 

i;3 

:i50 
65 

i.'on 

920 
1.037 
l.S.SO 

5(1 
1.050 

40 

400 
72il 
IGO 
199 
555 
»50 
20 
20 
2Cil 
520 
1.50 
210 
222 
900 
711 
960 
625 

6 

51 
0 

51 

Co 
0 

42 
0 

y 

51 
31 
49 
10 
0 
19 

51 

s 

6 
0 
0 
0 

3H 
0 
0 
0 
6 
0 

27 

42 
51 
0 

49 
50 

0 

0 

0 

0 

0 
19 

0 
49 

0 
49 
34 

6 

0 

0 
25 

0 

6 
22 
52 
33 

0 

0 
10 

0 
37 

0 
43 

Mass.  Agr.  College 

Ashlai.dtJ   

llUioHilllJS 

51. S 
53.8 

'5:;.'4 

+  0.6 
+  0.2 

'  +  '6.i' 

76 
78 

'77" 

23 
23 

"23 

•27 
32 

29 

15 
19' 

9 

5 

'  6' 

9 

sw.' 

Blue  Hill  Observatory 
U.  S.  Weather  H.ireau 
Mrs.  Loring  11.  iceed 
City  Engineer 

Worcester 

Plymouth 

Hampden  

Hampshire 

BrocktoiiJ   

Ctiestortield* 

Chestnut  HillJ.--.. 

'hk'.'(, 
51.0 
50.1 
51.2 

'53.'2' 

'+  i.'i' 

-  0.4 

0.0 

■f '6'i' 

"si" 

77 

s:) 
74 

"75" 

22 
18 
18 
22 

■■•29' 

'36' 
27 
■J3 

■23 

'29" 

'"81' 

8t 
81 
17 

'•25' 

48 
37 

48 

3S 

■31 

16 

'6' 

15 

Hoyt  E.  Uodge 
Met.  Waterworks 

Worcester 

Middlesex 

Plymouth 

Berkshire 

co":ul^§::::v::::: 

Kasi  Wareham  ... 
Egrouiontn*-..---- 

14 
23 

9 

5 

s. 

sw. 

Fred  A.  Tower 
Joseph  L.  Kelley 
DMVidA  Hunter 

21 

7 

3 

sw. 

Richard  C.  Bri-liam 

Barnstable 

Woiveslor 

Mid.llese.x 

Norfolk  

Worcester 

Essex 

Franklin 

Middlesex 

Worcester 

FitchburgJ 

Framint'ham  5  ■••■ 

51.8 
53.2 

+  1.4 
+  1.6 

81 
80 

18 
23 

23 
26 

25 
17 

53 
42 

13 

11 

7 

uw 

Herbert  B.  Allen 
Met.  Water  Works 

Fred  A.  Darling 
William  H.  Dunn 
Ralph  M.  Barker 

Gloucester§     

51.1 

72 

23 

29 

25 

28 

18 

9 

4 

sw. 

Grotou  • 

Uardwick* 

HaverliillS 

Heatli  • 

■53:4" 

'  +  '6.'i 

...... 

14' 

'29' 

"25" 

'36' 

'is' 

'ii' 

,5 

Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  H.  Varney 
S.  A.  Agnew 
A.  W.  LacUl 

Franklin 

Plymouth 

Hampden  

Berkshire  

Worcester 

Barnslable 

Kssex 

Worcester 

Middlesex 

Kssex  

Worcester 

Middlesex  ...... 

Bristol 

Uolyoke 

'56."  6 

54.' i' 

■+ as 

'72' 

18 
' '26' ■ 

0.65 
L02 
1.33 
2.75 
O..59 
0.74 
0.62 
0.86 

-i:79 

-0.63 
-2  46 
-2.65 
-3.15 
-2. 48 

0.24 
0.31 
0.76 
L05 
0.25 
0.26 
0.18 

0 
0 
0 
0 
0 
0 
0 
0 

6 
8 
11 
7 
9 
8 
6 
6 

lY 

"c 

-8 

'W.'" 

HoosacTunn-l..  . 

26 
'33" 

8t 

"'s' 

50 
•27' 

N.  E.  Power  Co. 

Uyaniiis 

Ipswich*.... 

22 

4 

5 

sw. 

State  Teache.'s  College 

Jefferson 

SO.' 7 
51.1 

.V2. 2 

'55.' 7' 
55.2 

+  0.1 

■+'6.'5' 

'  +  'i.'5' 

+  2.8 

79 

'75' 

m 

16 

"9 

'a' 

sw. 

E.  V   Mitcheil 

Lake  CochituateJ}? 

Lawrences 

Leomiuster 

18t 
18t 

"is 

'^">^ 

20 
27 

'29' 
"42' 

8t 
25 

"25" 

8 

49 
42 

'38 

16 
17 

Met.  Water  Works 
Essex  Company 
W.  11.  Ilosiner 

Lo«oll§ 

Mausfield* 

0.63 

0.  h(i 
1  59 

II.  r.2 

0.  02 
0.32 
2.76 
2.  05 
0.65 
1.44 
1.55 
2.  00 
1.11 
2.04 
1.45 

(i.'se 

2.  U2 
('.40 
1.24 
0  65 
0..5G 
0.90 
0.54 
1.72 

0  37 
1.07 
1.12 

1  04 

(')  5:'i 
0.53 
1.21 
1.16 
1  33 
0.47 
1.01 

L58 
1.04 
0.6:3 
0.76 
1.00 

0.63 
0.67 
1.13 
0.56 

-2  83 
-3.  66 

-0.'63' 
-1.77 
-3.10 
—1.97 
-LJ2 
-1.30 
-1.88 
-1.14 
-L95 

-2.' 85' 
-1.40 
-2.40 
-1.90 
—■2. 62 

-•I  89 
-2. 59 
-1.46 

-L65 
-1.66 

-3. '30 
-2.53 

-i'9.5 
-1  73 
-:i  18 
-2.49 

-1.98 
-3.13 
-2.  97 
-2  36 
-2.59 

-2' 71 
-2.76 

2.39, 

0.43 

0.27 
n  58 
0.  -20 
0.18 
0.  09 
1.35 
0.72 
0.25 
0.56 
0.58 
0.80 

i.'oo 

0.64 

6.' 42' 

1.19 
0.17 
0.55 

o.ri 

0.17 
0.31 
0.21 
0.75 
0.  12 
0.45 
0.54 
0.'25 

b'.n 

0.15 
0.69 
0.38 
0.90 
n.27 
1.35 

0.«3 
0.25 
0  31 

n.  30 
0.63 

0.21 
0.  23 
0.50 
0.15 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 

T. 

0 
0 
0 
0 

"6' 

0 

0 
0.5 

0 

0 

0 

0 
0 
0 
0 
0 

0 
0 

4 

7 
8 

7 
4 
6 
7 

11 
9 
7 
9 

11 
7 

23' 

".: 

"1' 

Proiis.  Locks  iCanaU 

A.Bu.-k 

Ralph  Sampson 

W.lliamR.  Hoelzel 

Milluid   Water  Co 

Middleboro* 

Middieton  

riymouth 
lissex    

Milford* 

Worcester 

Worcester 

Nantucket 

Bristol 

23 
22 
23 

2 

6 
3 

6 
3 
5 

8. 

sw. 

N.  E.Power  Co. 

U.  S.  Weather  Bureau 

City  Engineer 

W.  E.  Burnap 

Naiitnck.it  

New  Bedford 

Northbridse* 

Worcester 

Berltshlre  

I'lyinoiUh 

Berkshire 

Worcester 

Berkshire  

Haiiip.liire 

Plymoulh 

Worce>t-r 

Barnstable 

Essex 

Otis* 

R.  J.  Langdon 
Clmi  les  C  Rogers 

Pembroke* 

;:: 

'3' 

ii 

Peru* 

Petersham 

48.' 6' 

-o.'i' 

"71' 

"\i" 

'24" 

..... 

'38' 

Met.  Wal  er  Works 
L.  B.  Cummings 

Plaiutield* 

'7,3' 
74 
72 

29' 
23 
14 

"37' 
31 

2fl 

"'st' 

17 

41 

Miss  L.  B.  Knapp 
Met.  Water  Works 

Princeton 

55.' 8 
.=12.7 
50.6 

+  '3.'3 
-  0.7 

6 
5 

5 
6 

7 
9 

7 

7 
7 

'7' 
9 
9 
9 

7 
5 

7 

8 
8 
5 
6 

7 

4 
10 

7 
12 

s. 

Provincetown 

18 
19 
20 

13 

6 
2 

is' 

5 
9 

'3 

Irving  H.  McNayr 
U.  s.  C.G.  Station 
N    K.  Power  Co. 
(i.  !1.  Abbott 

Shelbnrne  Falls  .. 
Sontli  bridge* 

Franklin  

Worcester  .  ■ 

Middlesex 

Hampden  

Worcester  ..     • 

Berkshire 

ICssex   

Bristol 

Franklin    

Hampshire 

Worcester 

Hampden  

Middlesex 

Worcester 

Berkshir. 

Worcester 

Worcester 

Spot  Pond  

Springfield 

Sterling 

.54.4 

47.' 8 
50.6 
50.3 
51.8 

h>'.A 
52.4 

+  2.5 

-'6.7 
-    1.1 
+  0.9 

74 

'74" 
72 
74 
72 

82 

lit 

'14' 
23 
23t 
19 1 

'22" 
18 

27 

"is" 

29 
20 
25 

'27" 
25 

'    i7" 
25 
17 

8 

'17" 
St 

43 

51 

45 
43 

35 
47 

U.  S.  Armory 
Met.  Water  Works 

Stockbridge 

Swampscott 

Tannton§ 

Turners  Falls 

Ware* 

17 
23 
13 
14 

18 

9 
3 

7 
8 

'4' 

5 
5 
11 
9 

4 

7 

10 

6 

7 

3 
6 
6 

4 
5 

sw. 

sw. 

sw. 

nw. 
uw. 

Nesbit  H.  Bangs 
Weston  K.  Lewis 
E.  L.  Itedfern 
Turners  Falls  P. &E.  Co. 
Edna  ii.  Tyler 
L.  C.  Coates 
Stale  Sanatorium 
Weston  College 

VViniainstown§.... 

Winchendon* 

Worce>t.>r(a)§ 

49.2 

+  0.7 

72 

14 

25 

^ 

38 

12 

20 
18 

20 
22 
24 
21 
22 

9 

'5' 

8 
3 

1 
6 
4 

Williams  College 
.fohn  Gregory 

61.9 

5.5.1 
."iO.e 
51.3 
53.6 
53.4 

+  0.4 

+  0.2 
-  1.2 
+  0.5 
+  1.4 
+  0.4 

82 

72 

78 

7a 

78 

18 

29 
IRt 
20 
23 
201 

18 

38 
21 
31 
33 
21 

17 

7 

^'      i 
17 

1 

53 

18 
42 
35 
27 
42 

RhoiJe  Idarul 

Block  Island 

Kingston  1 

Pan  tuckets 

Providence 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

2fi 
100 

97 
160 

55 
46 
43 
65 

L'.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Loi-a.i 
U.S.  Weather  Bureau 

CminecHcid 
Baltic 

Fairfield 

Hnrtford 

140 

144 
262 

0 
0 
35 
0 

1 

The  Baltic  Mills  Co. 

Biikhamsfad  .... 

52.'?' 

-  i.'e' 

'75 

'20" 

•26' 

'"' 

38 

BrKigeport§........ 

23 

5 

■■5 

sw. 

Bridgeport  Hydraulic 

1 

if;. 


See  page  58  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1935 


Olimatological  Data   for  October,  1935 


Temperature,  indesrrees  Fahrenheit 


Precipitation,  in  incites 


ConnecUciit  Cont'd 

Colchester 

Oollinsville 

Cream  HillJl 

East  Hartland  — 

Falls  Village§ 

Hartford 

Lake  Konomoctt- 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  — 

Putnam  , 

Salisbury 

Storrs§ 

Waterbnry  

West  Hariland 

For  State..   •• 


New  London. 
Hartford  .  • . 
Litchfield  ■•. 
Hartford ..... 
Litchfield  ... 
Hartford  .  •  • . 
New  London. 
New  Haven  . 
NewLondon . 

Fairfield 

Fairlield 

Windham. . .. 
Litchfield  . . . 

Tolland 

New  Haven  . 
Hartford  — 


S,  P.Willard 

Edwin  K.  Wilder 

C.  L.  Gold 

I).  N.  Gaines 

I.  N.  Hanson 

U.  S.  Weather  Bureau 

New  London  Waterworks 

U.  S.  M'eather  Bureau 

Harry  G.  Tietjen 

L.  M.Cora  stock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hur'iman 

Apr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  TJsed  on  Pag-es  56,  57,  and  58. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used 
in  determining  section  or  State  means.  Reference  letters,  a,b,c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc.  t  Also 
on  other  dates.    §  Thernionieters  not  supplied  by  Weather  Bureau,    ttt  Oberver  for  New  England  Power  Co.       T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

%l  Post-office  addresses  of  those  stations  are  as  follows:  Maine— Azi^5Col^os  Dam,  Wilson  Mills;  Brassua  Dam,  Uockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  AVaterville;-New  Hampshire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notcli,  Gorhani;  York  Pond,  Berlin;- Vermont— I51oom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury ;  Mays  Mills,  Colrain,  Ma.ss. ;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shclburne  Falls,  Mass.; 
—Massachusetts-  Ashland.  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cocliituate,  Frauiingham;  —Connecticut— Cream 
Hill,  West  Cornwall;  LaKe  Ivonomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  59. 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  fo; 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.        T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


ir  the  24  hours  ending  at  the  time  of 


Explanation  of  Reference  Marks  TJsed  on  Pag-e  60. 

Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSURE.  WIND,  HUMIDITY.  AND  SUNSHINE 


Atmospheric  Pressure 
'reduced  to  sea  level) 


Amheret 

Block  Island 

Bine  Hill 

Boston  

Burlington  . . 

Eastporl 

Greenville... 

Hanover 

Hartford  . . . . 
Nantucket  ■  • 
New  Haven.. 
North lield  ... 

Portland 

Providence .  • 


30  18 
30.20 
30.19 
30  14 
30  16 

mi? 

30.20 
30.18 
30.21 
30.18 
30.17 
30.19 


30.61 
30.54 
30.59 


•.;9.59 
29  66 
29.  64 
29  64 
29.  37 
29.1 

29.' 52 
29.61 
29.64 
29.  64 


60 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1935 


Daily  Temperati 

ires 

for  October. 

1935 

Day  of  Month 

station 















































Mean 

1 

2 

_!. 

_L 

5 

_L 

J_ 

J_ 

_1 

10 

2L 

A 

^ 

14 

^ 

16 

'" 

18 

19 

20 

iL 

^ 

23 

21 

25 

ii. 

^ 



_M 

31 

Maine 

^■ 

S  Maximum . . . 

60 

57 

56 

59 

53 

56 

48 

56 

59 

69 

57 

64 

57 

61 

61 

51 

57 

62 

51 

61 

52 

61 

00 

59 

59 

56 

54 

65 

70 

68 

61 

67.4 

Bar  Harbor  (near). . . . 

i  Minimum.... 

45 

48 

47 

32 

35 

35 

31 

38 

38 

46 

36 

37 

47 

42 

31 

34 

44 

31 

43 

32 

43 

52 

84 

36 

26 

27 

43 

61 

45 

44 

39.0 

\  Maxiuium .  •• 

66 

57 

53 

61 

51 

44 

51 

54 

53 

60 

53 

58 

60 

56 

51 

62 

62 

59 

60 

49 

69 

86 

49 

44 

82 

60 

64 

69 

68 

50 

54.3 

Eastport  

)  Minimum 

46 

43 

39 

45 

41 

40 

37 

36 

40 

38 

49 

41 

38 

44 

40 

37 

37 

45 

46 

42 

38 

46 

49 

34 

31 

36 

33 

48 

47 

45 

44 

41.1 

)  Maximum .  •• 

CO 

60 

51 

56 

47 

47 

46 

54 

59 

59 

62 

51 

54 

64 

50 

62 

59 

66 

53 

54 

53 

55 

48 

40 

48 

49 

67 

67 

60 

60 

55.1 

GreeiiTille  

(  Minimum 

39 

40 

26 

32 

35 

31 

30 

27 

27 

32 

42 

■-'9 

36 

36 

30 

24 

30 

40 

39 

25 

31 

42 

30 

24 

30 

28 

34 

38 

40 

43 

33.2 

)  Maximum  .  •  • 

60 

59 

66 

57 

50 

53 

44 

57 

00 

67 

60 

56 

56 

67 

61 

50 

60 

61 

68 

57 

55 

66 

61 

66 

42 

45 

45 

65 

71 

58 

50 

56.5 

Houlton  

i  Minimum-.. 

41 

41 

30 

42 

35 

32 

26 

29 

37 

44 

■69 

30 

36 

36 

29 

23 

32 

3^ 

411 

27 

40 

48 

33 

27 

33 

26 

41 

42 

38 

40 

34.7 

i  Maximum  ... 
(  Minimum- ••. 

61 

55 

57 

60 

56 

53 

48 

61 

60 

05 

70 

69 

63 

75 

58 

59 

61 

64 

05 

00 

57 

69 

64 

46 

46 

60 

bt 

7( 

71 

57 

53 

59.8 

Leniston 

4i 

36 

32 

44 

35 

39 

36 

32 

32 

34 

44 

37 

31 

36 

37 

33 

29 

35 

46 

30 

44 

48 

32 

20 

3f 

35 

37 

61 

47 

37.1 

J  Maximum  .  -  - 

61 

5f 

5S 

59 

52 

53 

48 

69 

62 

61 

61 

54 

68 

68 

59 

66 

63 

60 

58 

53 

5f 

51 

88 

58 

45 

49 

44 

65 

70 

57 

54 

67.4 

Millinocket 

(  Miuimum 

41 

46 

27 

38 

38 

31 

26 

31 

25 

34 

44 

43 

3b 

41 

41 

30 

22 

28 

39 

35 

25 

42 

49 

33 

22 

33 

31 

42 

37 

39 

42 

36.  9 

)  Maximum .  • . 

61 

59 

57 

59 

58 

52 

50 

57 

60 

61 

65 

62 

56 

67 

63 

54 

60 

61 

62 

60 

54 

61 

61 

44 

53 

60 

64 

70 

61 

59.0 

OliUown  

f  Minimum 

41 

49 

31 

4b 

3b 

34 

36 

27 

31 

■6i 

46 

45 

28 

37 

45 

33 

26 

34 

39 

46 

2b 

41 

53 

38 

29 

Sb 

31 

39 

39 

47 

44 

37.8 

)  Maximum  . . . 

58 

58 

61 

56 

50 

49 

55 

67 

65 

59 

65 

6b 

6C 

58 

58 

57 

66 

64 

55 

6b 

64 

50 

47 

04 

57 

65 

60 

53 

51 

58.4 

Portland  

'  Minimum.... 

4.) 

41 

38 

41 

38 

42 

40 

35 

8b 

37 

46 

45 

35 

43 

40 

35 

37 

48 

44 

38 

47 

50 

36 

31 

41 

42 

47 

49 

48 

48 

41.3 

j  Maximum  ... 

64 

53 

54 

53 

52 

52 

58 

60 

63 

67 

85 

59 

74 

70 

59 

64 

67 

60 

69 

51 

56 

63 

49 

47 

88 

82 

68 

71 

63 

56 

69.4 

Rumford  

f  Minimum.-.. 

33 

29 

26 

37 

30 

28 

28 

25 

24 

28 

36 

30 

25 

30 

31 

24 

24 

29 

85 

31 

25 

44 

42 

30 

24 

27 

27 

33 

32 

46 

41 

30.7 

VanBuren 

i  Maximum  .  ■  - 
i  Minimum-... 

65 

59 

6C 

62 

60 

65 

•• 
87 

ei 

64 

65 

69 

67 

62 

n 

6b 

60 

05 

60 

63 

64 

59 

.58 

60 

60 

48 

68 

55 

70 

73 

69 

58 

62.' 2 

Winslow  

)  Minimum.!".! 

38 

46 

49 

32 

82 

33 

24 

22 

32 

45 

43 

26 

37 

47 

3U 

21 

30 

34 

42 

20 

37 

49 

38 

26 

35 

30 

33 

36 

60 

42 

35.0 

Kew  Hiwipshire 

Berlin  II 

j  Maximum... 

62 

49 

63 

63 

56 

47 

48 

59 

60 

66 

64 

53 

60 

78 

66 

60 

68 

73 

69 

63 

57 

67 

64 

50 

49 

54 

69 

69 

73 

6(i 

59 

59.8 

I  Minimum-... 

35 

39 

29 

3b 

4( 

27 

27 

23 

24 

29 

33 

40 

23 

31 

43 

21 

22 

33 

3ft 

42 

23 

35 

44 

35 

24 

33 

32 

40 

33 

40 

36 

32.6 

Concord  

(Maximum... 

69 

55 

63 

58 

55 

51 

51 

6'^ 

62 

67 

70 

59 

67 

79 

57 

59 

71 

76 

66 

63 

62 

69 

69 

49 

46 

64 

63 

74 

65 

63 

57 

62.5 

(Miuimiun.... 

40 

34 

30 

41 

38 

32 

28 

32 

44 

32 

27 

31 

35 

29 

24 

33 

43 

35 

28 

43 

45 

33 

26 

36 

35 

40 

38 

42 

48 

.34.8 

Durliaiii 

)  Maxiuunn  . . . 

69 

59 

61 

53 

59 

53 

52 

60 

62 

66 

73 

63 

69 

78 

71 

60 

72 

69 

6R 

66 

68 

71 

73 

65 

51 

66 

68 

76 

65 

69 

62 

64.1 

(Minimum.... 

35 

44 

26 

39 

31 

42 

37 

31 

27 

26 

33 

40 

25 

29 

51 

31 

20 

27 

43 

43 

25 

35 

53 

38 

46 

34 

38 

of 

46 

45 

35.8 

First  Conn.  Lalie 

;  .Maximum  . . . 

59 

55 

49 

49 

41 

44 

45 

44 

60 

66 

62 

59 

56 

72 

67 

59 

62 

CO 

65 

59 

59 

60 

60 

45 

39 

46 

50 

65 

70 

72 

64 

56.8 

'  .Minimum.... 

38 

29 

31 

31 

29 

22 

29 

25 

81 

37 

36 

25 

32 

36 

18 

24 

38 

33 

34 

23 

44 

44 

28 

16 

31 

25 

45 

40 

•M 

45 

32.3 

Keene  (near) 

j  Maximum... 

70 

61 

62 

57 

54 

53 

51 

60 

64 

66 

69 

59 

67 

76 

65 

57 

70 

65 

64 

65 

7( 

65 

57 

47 

65 

64 

72 

71 

67 

58 

1  Minimum-... 

35 

41 

2fs 

37 

2b 

35 

19 

23 

24 

41 

35 

23 

30 

46 

25 

17 

29 

28 

34 

23 

43 

56 

30 

19 

27 

29 

30 

40 

44 

46 

32!  5 

Plymouth 

(  Maximimi  .-• 

63 

55 

01. 

55 

51 

50 

49 

56 

56 

61 

66 

53 

60 

75 

64 

55 

63 

69 

61 

60 

56 

56 

61 

66 

43 

61 

o^ 

67 

68 

(■4 

60 

58.9 

f  Minimum -.- - 

3t 

33 

24 

31 

2b 

25 

20 

20 

25 

33 

29 

20 

44 

21! 

16 

27 

36 

28 

19 

41 

45 

33 

24 

25 

33 

29 

47 

34 

29.6 

Vennoii 

Burlington 

\  Maximum  ... 

59 

52 

68 

53 

52 

48 

48 

56 

61 

63 

63 

52 

60 

68 

62 

52 

63 

61 

65 

60 

62 

73 

62 

44 

46 

57 

65 

68 

68 

70 

63 

68.8 

(Minimum-.-. 

43 

39 

41 

3b 

31 

27 

28 

31 

46 

44 

35 

28 

54 

34 

28 

29 

50 

40 

34 

32 

59 

40 

34 

29 

42 

37 

49 

54 

54 

47 

39.2 

Newport  

i  Maximum... 

51 

46 

56 

55 

48 

46 

48 

57 

66 

61 

46 

59 

77 

70 

66 

63 

6" 

55 

61 

64 

45 

41 

54 

63 

69 

72 

70 

67 

(Minimum-... 

3h 

36 

3(1 

36 

31 

24 

25 

26 

37 

43 

37 

27 

44 

39 

32 

25 

44 

46 

36 

2fa 

42 

43 

32 

37 

31 

49 

45 

41 

36 

35.' 5 

Nnrflifii^lil 

)  .Maxinuuii  ... 

65 

51 

67 

62 

50 

47 

46 

58 

61 

68 

61 

62 

63 

76 

66 

55 

70 

71 

64 

61 

61 

69 

67 

45 

47 

58 

58 

68 

65 

58 

60.1 

nUllrMilt;!!.! 

(Minimum.  .- 

35 

30 

29 

39 

29 

25 

24 

21 

23 

27 

45 

28 

23 

33 

28 

21 

19 

35 

34 

27 

24 

50 

40 

31 

26 

31) 

28 

41 

38 

55 

40 

31.5 

Rutlaiiii  

j  Maximum... 

74 

52 

59 

52 

53 

49 

53 

65 

70 

66 

65 

63 

76 

63 

55 

68 

72 

66 

61 

67 

68 

71 

52 

44 

64 

61 

75 

77 

70 

62 

(  Minimum-... 

38 

3!) 

32 

2S 

30 

2>; 

2i; 

30 

47 

39 

28 

36 

43 

26 

24 

37 

34 

45 

29 

49 

35 

27 

39 

29 

42 

40 

48 

45 

35!  5 

St.  Albans 

j  Jlaximum. .. 
(  Minimum. . . ■ 

55 

54 

59 

55 
40 
57 

52 

61 

36 

4^ 

s 

61 

OS 

61 
29 
63 

70 
45 
67 

02 

52 
42 
57 

61 
29 
61 

73 

45 
7G 

68 

a 

23 

58 

65 
27 
69 

64 
52 
63 

65 
36 
63 

63 

tt 

65 
29 

71 
58 
65 

65 
46 
63 

48 
35 

45 
26 
42 

57 
42 
56 

56 
36 
53 

70 
39 
70 

50 
69 

73 
65 

70 

65 
41 
62 

30.5 

St- Johnsbirry  

iMaximiuu... 

4i- 

67 

41 
63 

So 
57 

6'! 

67 

(Minimum.... 

4-/ 

41 

28 

35 

34 

2',' 

28 

23 

25 

28 

50 

40 

26 

31 

44 

25 

22 

34 

33 

41 

24 

48 

48 

35 

27 

33 

31 

44 

37 

44 

39 

34'- 5 

Woodstock  

iMa-Kimum... 

6s 

60 

61 

58 

48 

52 

51 

60 

67 

63 

57 

64 

78 

t;(i 

59 

70 

72 

65 

62 

63 

70 

61 

55 

45 

63 

60 

72 

66 

65 

56 

61.9 

>  Miinmum.... 

38 

36 

28 

32 

32 

26 

30 

20 

22 

24 

43 

47 

23 

29 

45 

22 

19 

32 

31 

42 

23 

43 

54 

35 

21 

40 

27 

37 

34 

49 

38 

33.0 

Jlasaadiiiscilf 

Amlierst 

(Maximum... 

70 

58 

64 

6'. 

66 

53 

53 

59 

63 

66 

71 

01 

68 

71 

6f 

58 

70 

70 

6» 

66 

68 

73 

69 

50 

46 

66 

67 

73 

63 

7j 

59 

63.7 

(  .Minimum.... 

44 

34 

32 

39 

31 

40 

28 

24 

34 

32 

48 

32 

27 

42 

34 

24 

23 

36 

41 

•10 

31 

52 

50 

34 

26 

39 

39 

38 

50 

63 

60 

37.1 

Boston 

;  ."^l!-  ximum  .  -. 

69 

60 

63 

61 

67 

18 

50 

SO 

57 

65 

59 

67 

73 

61 

56 

68 

76 

67 

6o 

5S 

73 

78 

63 

52 

65 

66 

73 

62 

57 

52 

62.6 

(  Miaiiiiiim.... 

■17 

48 

47 

46 

41 

41 

38 

36 

44 

44 

511 

47 

40 

48 

44 

36 

43 

47 

48 

48 

4' 

52 

53 

38 

32 

46 

48 

80 

41 

47 

47 

44.9 

Brockton 

J  M.iNiuunn  .-• 

68 

64 

64 

60 

54 

50 

60 

63 

65 

74 

67 

6« 

76 

64 

53 

67 

75 

71 

71 

65 

72 

77 

53 

53 

68 

6b 

72 

76 

66 

54 

65.2 

(Minimum---. 

40 

48 

38 

46 

36 

41 

38 

32 

38 

41 

41 

35 

44 

53 

37 

29 

40 

44 

51 

40 

42 

58 

42 

30 

41 

41 

45 

49 

45 

48 

41.6 

Concord 

S  -Maxinuim... 

71 

58 

65 

62 

58 

45 

50 

59 

63 

68 

74 

62 

68 

76 

61 

67 

71 

80 

68 

69 

63 

74 

78 

62 

54 

68 

6b 

75 

64 

58 

51 

64. 2 

(Minimum-... 

41 

33 

30 

37 

35 

41 

30 

23 

31 

3( 

43 

33 

28 

43 

40 

28 

23 

38 

37 

39 

28 

49 

52 

34 

25 

39 

35 

37 

41 

46 

47 

30.0 

East  Wareliainr  ■ 

j  Maximum... 

66 

61 

64 

67 

59 

48 

47 

56 

60 

62 

6^ 

hb 

64 

67 

65 

50 

61 

05 

69 

72 

67 

74 

7n 

56 

54 

72 

62 

61 

75 

60 

56 

62.6 

(  Minimum. ..- 

37 

51 

33 

42 

30 

42 

40 

27 

34 

30 

•12 

47 

32 

42 

61 

43 

23 

43 

43 

50 

34 

42 

58 

41 

35 

34 

31 

43 

41 

40 

51 

Fall  River 

Maximum  ... 
(iMiuimum-.-- 

68 
47 

62 
44 

63 

4S 

59 
36 

51 
40 

52 

30 

58 

62 
32 

34 

70 
50 

63 
46 

65 
39 

68 
51 

65 
46 

64 

64 
34 

71 
51 

68 
47 

71 
46 

63 
37 

71 
60 

73 
54 

55 
39 

62 
29 

68 
47 

63 
44 

71 
49 

75 
51 

68 

48 

5b 

48 

63  .'s 

42.6 

Fitchbure  

)  Maximum .  - 

71 

59 

64 

61 

88 

49 

54 

62 

66 

70 

73 

7(J 

67 

59 

71 

81 

6^ 

72 

68 

77 

76 

65 

55 

75 

70 

76 

05 

57 

63 

66.0 

(Minimum.... 

38 

37 

31 

38 

35 

38 

27 

26 

44 

38 

32 

37 

60 

29 

27 

43 

44 

50 

28 

42 

55 

37 

23 

42 

37 

36 

40 

52 

4b 

37.7 

T 

(  Maxinuiui... 

70 

56 

63 

58 

56 

47 

51 

58 

6C 

66 

70 

62 

62 

75 

61 

57 

70 

68 

67 

62 

73 

54 

49 

66 

67 

73 

65 

55 

51 

62.8 

(  Miiiiimim-... 

41 

42 

35 

43 

35 

40 

37 

29 

34 

31 

43 

45 

32 

43 

45 

35 

28 

37 

45 

48 

33 

47 

54 

39 

27 

38 

4E 

41 

46 

45 

Nantucket 

j  Maximum... 

64 

63 

63 

67 

59 

54 

49 

55 

58 

62 

67 

6" 

63 

65 

64 

50 

61 

63 

65 

69 

60 

71 

64 

62 

63 

6( 

70 

63 

67 

61:5 

(Minimum.... 

5C 

61 

50 

53 

47 

49 

42 

45 

45 

49 

55 

47 

47 

52 

50 

45 

47 

52 

54 

64 

47 

56 

54 

48 

43 

52 

49 

53 

54 

52 

54 

49.9 

Stockbridge  

Maximum.  ■■ 
(  Minimum-... 

39 

t^ 

62 

28 

55 
36 

52 
2b 

48 
36 

48 
31 

21 

63 
22 

67 
28 

69 
46 

54 
31 

67 
24 

74 
30 

56 
39 

62 
211 

69 

lb 

70 
30 

68 
35 

61 
34 

72 
26 

71 

60 

67 

48 

49 
34 

49 
31 

63 
34 

63 
29 

70 
3(. 

66 
43 

65 
54 

56 
4l» 

61.9 

33.7 

Williamstown 

S  Maximum... 

67 

54 

61 

51 

50 

50 

46 

54 

5H 

63 

64 

53 

62 

72 

63 

55 

64 

67 

63 

62 

63 

60 

61 

46 

69 

69 

68 

65 

60 

59 

59.8 

(  Minimum-... 

44 

41 

33 

38 

37 

35 

25 

27 

33 

62 

38 

30 

37 

43 

26 

26 

39 

39 

37 

35 

57 

49 

35 

32 

37 

35 

38 

47 

58 

61 

38.5 

™    J 

)  .Maximum.  ■. 

70 
37 

38 

63 
31 

61 
38 

57 
35 

48 

53 
36 

61 
26 

63 
29 

6S 
30 

71 
41 

64 
37 

71 
33 

75 
39 

61 
45 

70 
25 

?? 

67 
46 

69 
39 

66 

73 
47 

73 
54 

54 
34 

51 
24 

66 

40 

66 
41 

73 
40 

63 
42 

56 
51 

62 
45 

64.0 

37.5 

Rhode  Ida 

wl 

Block  Island 

(Maximum... 

65 

62 

64 

63 

5f 

55 

81 

04 

58 

59 

66 

59 

59 

63 

66 

54 

60 

66 

62 

66 

59 

68 

68 

53 

52 

04 

61 

66 

69 

62 

55 

60.8 

(Minimum.... 

52 

50 

49 

51 

45 

44 

3» 

42 

48 

48 

57 

60 

48 

53 

48 

40 

46 

51 

53 

56 

54 

58 

52 

46 

38 

50 

48 

53 

57 

51' 

52 

49.4 

Kingston 

(Maximum... 

65 

63 

62 

64 

52 

51 

56 

58 

61 

69 

62 

65 

66 

68 

69 

63 

72 

68 

71 

60 

70 

72 

66 

52 

70 

65 

68 

70 

67 

61 

63.7 

(Minimum.... 

33 

46 

30 

39 

25 

40 

38 

22 

33 

29 

32 

46 

28 

35 

51 

35 

21 

35 

44 

42 

38 

62 

57 

41 

30 

39 

31 

34 

42 

46 

49 

37.6 

Providence 

(Maximum. .. 

66 

60 

63 

64 

57 

49 

50 

58 

61 

f)0 

72 

01 

65 

71 

63 

55 

6b 

69 

66 

62 

71 

78 

53 

52 

67 

65 

72 

69 

67 

62 

63.0 

(Minimum.... 

49 

44 

38 

43 

40 

41 

38 

34 

40 

36 

51 

44 

41 

50 

44 

35 

39 

48 

49 

49 

43 

53 

63 

43 

33 

47 

44 

50 

48 

50 

49 

44.1 

Coimecticiil 

Cream  Hill 

(Maximum... 

65 

54 

60 

57 

52 

50 

50 

57 

64 

66 

69 

59 

70 

72 

59 

64 

68 

74 

64 

65 

05 

72 

63 

55 

46 

65 

62 

70 

67 

62 

57 

62.0 

(Minimum.... 

40 

36 

38 

37 

iS 

34 

31 

27 

35 

38 

47 

36 

32 

43 

45 

29 

43 

40 

45 

37 

50 

65 

32 

26 

3S 

38 

46 

50 

62 

47 

38.9 

Hartford 

(  Maximum  . . . 

68 

60 

64 

61 

5-- 

50 

55 

68 

64 

65 

73 

60 

67 

68 

64 

59 

77 

70 

68 

07 

71 

75 

63 

61 

70 

6e 

71 

72 

71 

57 

64.5 

(  Minimum..-. 

49 

44 

38 

44 

37 

41 

39 

30 

35 

36 

5U 

43 

34 

49 

44 

35 

43 

51 

48 

40 

55 

51 

41 

35 

45 

44 

48 

50 

66 

50 

43.0 

New  Haven 

(  Maximum.  .. 

68 

60 

64 

60 

59 

49 

53 

58 

60 

61 

61 

63 

67 

66 

58 

64 

72 

69 

72 

62 

67 

73 

53 

53 

70 

65 

67 

70 

68 

66 

63.2 

(Minimum..-. 

51 

44 

40 

43 

39 

41 

39 

34 

37 

38 

52 

43 

37 

50 

46 

37 

47 

52 

62 

44 

61 

62 

42 

36 

45 

47 

46 

55 

55 

61 

44.8 

New  London  

(  Maximum. .. 

70 

61 

67 

66 

61 

53 

58 

57 

62 

64 

72 

63 

69 

70 

64 

63 

71 

74 

76 

63 

69 

74 

64 

54 

70 

65 

6. 

70 

07 

67 

65.5 

(Minimum..-. 

53 

45 

38 

45 

31 

40 

39 

30 

38 

36 

4-, 

47 

36 

47 

34 

.38 

31 

46 

54 

53 

42 

55 

66 

43 

35 

4  b 

45 

48 

50 

87 

61 

43.8 

Norwalk 

j  Maximum  ... 

69 

62 

66 

62 

CO 

50 

5.i 

67 

61 

(6 

72 

61 

67 

67 

65 

5^ 

63 

71 

70 

73 

66 

72 

73 

56 

55 

70 

68 

70 

74 

71 

62 

64.8 

(  Minimum.... 

37 

39 

34 

3b 

31 

40 

38 

29 

29 

33 

44 

42 

31 

39 

46 

35 

26 

38 

41 

40 

59 

54 

36 

31 

35 

41 

37 

48 

59 

52 

39.4 

Putnam 

(Maximum... 

59 

64 

61 

57 

49 

44 

60 

61 

66 

70 

59 

72 

71 

56 

69 

71 

68 

69 

65 

71 

78 

79 

51 

68 

67 

73 

T^ 

70 

56 

65.0 

(Minimum.... 

36 

42 

29 

39 

26 

3. 

" 

22 

29 

27 

43 

42 

26 



41 

41 

31 

22 

31 
_ 

45 
_ 

46 

31 

47 

68 

39 

26 

37 

34 

40 

48 

42 

36.7 

See  page  58  for  explanation  of  reference  marks. 


W.  B.  Bo8ton-12-16-35-1150. 


October,  1985 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily 

Precipitation  for 

October, 

1935 

stations 

Drainage  basin 

Day  of  month 

1 

I 

2 

1     H     5 

6 

7  1     8 

h 

10 

11 

12 

13 

14 

15 

16 

h' 

18 

19 

20 

21 

22 

|23 

|24 

25 

26  1  27 

28 

29 

30 

31 

Maine 
Eastport*»* 

1 
Coast           .     ...  1 

.1 
.2( 
.4 
.12 
.0 
.3£ 
.3.'^ 
.41 
.OC 
... 
1 

.OV 

.0 

T. 

.2 
.2 

T. 

.Oi 
.01 

!o- 

.04 

... 

.0 
.01 
.It 
.11 
OL 

!4i 
.12 

.44 
.14 
.20 
.  14 
.03 
.6 
!  .45 
.42 

!45 
.10 
.27 

.01 

L04 

T. 

.1 

.0 

.0 

.Ot 

!08 
.30 
.01 
.15 
.07 

L05 
0  84 

Fiinuiugton 

Gardiiun- 

do. 

T. 

.01 

do 

.0 

1 

.0 

0.65 

...dn 

.1 

... 

't. 

.06 

T.  !   . . 

.Ot 
.1 
OC 

Houltou   

Jacki.um 

j 

.K 

.0. 

... 

T. 

.0' 

'f. 

0.85 
]  45 

Kenin'l)ec 

.0 

".bi 

■.'63 

.2. 

'.'ic 

.01 

.0 

1  ^f 

.08 

't.' 

't'. 

Androscoggin    ... 

Kennebec 

I'cuobscot    

do 

.0 

'.'6. 

T. 
.IC 

.oe 

0.70 
0.76 

Madison 

'f. 

.04 
'1'. 

.0£ 

.0: 
.2 
.u 
•r. 

T 

1.32 
0.75 
1  29 

North  Briitgtoii .  . 

.ic 

.03 
.65 

.02 

Penobscot 

.3 

.Dfc 
.31 

... 
.3J 

.3: 

T. 
.09 

.1 

.0- 

.Of 

PortliiuU'** 

Presuiielsle    

RilH)','eiiini,s  Uara. 

Coa'it 

T. 

0  48 

St.  John 

Penobscot   

Androscoggin    ... 
Kennebec 

".k 

■jl 

.ot 

.0' 
0' 

... 

.2. 

.50 
.12 

1    22 

1.09 
1  06 

".k 

'.'i 

09 

IBi  .45 

The  Folks    

.12 

.le 

.2t 

1.15 

^'i^n  Buren 

Winslow 

Woodland**  

A'ei*  Hampshire 
Berlin** 

.0 

.0- 

.04 

.09 

.70 
.50 

IC 

.02 

0  99 

St  Croix 

.25 

T. 

T. 
.01 

■.■31 

■^ 

.05 

T. 

1  01 

.Androscoggin .... 
.Merriniac 

CoMjecticut' !!!!.' 

Meiriniiic 

Cojiuecticut 

■r. 

T. 

.Oi 

f. 

T. 

.2" 

.0 

.0 
T. 
.01 
.21 
.Oi 

.le 

.04 
.06 
.0 

T. 

.r 
i?° 

.03 
.V. 
.Oh 
.05 
.26 

'.'67 
.19 
.13 
.10 
.07 
.11 
.14 

.09 
T. 
T. 

'r.' 

T. 

.02 

't. 

.02 

T. 
'f. 

1  23 

Concord   

T. 

T 

37 1 

T. 

'i'.' 

T. 

T. 

'.'62 

.oe 

0.48 

n- 

".b- 

.!! 

T 

.46 
.40 
.19 
.20 
.36 

!63 
.40 
.0'. 

.14 
.06 
.(13 
.41 
.41 

.13 
.05 
.14 
.49 
.06 
.14 
.14 
.06 

.37 
.02 
.05 
.45 
.34 
.20 
.01 
.65 
.29 
.60 
.66 
.12 
.02 

.35 
.04 

First  Conn,  l.iike. 
Franlclin 

.OH 
.14 
.40 

.03 

.031    .. 

.22 

.Oi 

.01 

2.34 

Hanover 

T. 

.Of 
.16 
.05 

.01 

... 

!03 

t'. 

.01 
.01 

'.'i. 

0.93 

Lincoln**  

do 

'.'ie 

.08 

.33 

.!'" 

.52 

1  47 

Merriniac 

. .    do. 

.05 

.01 
T. 

.01 

.02 

New  Durlnsm** 

0  48 

.17 

.oe 
.1- 

.19 
.10 
.0 

!]8 
.25 
T. 
.37 

.17 
.11 
.22 
.22 

't.' 

.0'- 
T. 

.44 
.02 

.14 
.2h 

T. 
.51 

T 

r. 

Vermont 
Bloo\u(iold 

Conrecti'i'ut 

....do 

Champli.in 

".T2 

.82 
.22 
.20 
.41 
.64 
.93 
.63 
L27 
.16 
.48 
.72 
.64 
.25 
.80 

.02 
'.'32 

'.'38 
.01 
.19 

'.'08 

T. 

.17 

i''. 

'f. 

.0 

2.10 

Bratileiioro  ** 

.04 

0.70 

Burl  in:  ton*** 

T. 

t1° 

T. 

T. 
T 

T. 

T 

.23 
T. 

■r. 

.02 

T. 

1  64 

T. 

T. 

'.'62 
t. 
T. 

T. 

.01 

.02 

CornxNall    

Eno,biuK  rails... 

.do 

St.  Lav,  1  "nee.... 

Ohamp'ain 

do 

.01 
.82 

'.k 

'.'25 
.07 

r 

■•f.' 

.06 
T. 

m 

T. 

'.'08 

'r. 

.05 
.48 
.32 

!ii 

.27 
.08 

'.■12 

'.'24 

•f.- 

.15 
T. 

1.44 
3.03 

Nortlifieia*** 

'.'oi 

'i'.' 

.02 

.01 

0.92 
1  52 

St.  Albans   

Connecticut.'.'!.'!.'! 

....do 

do.  . . 

.45 

'.'n.,!  '  "" 

't. 

Sc.  Johnsbury 

Somerset** 

Wo<t  liurke*" 

T. 
■f.' 
.03 

'.bi 

.03 
.30 
.12 
.01 

T. 

.04 
T. 

'.'28 
.10 

T. 

'.'66 

1.10 
1.19 
1.85 

Woodotock 

do. 

T. 

T. 
T. 

.03 

T. 
'.'06 

■t.' 

't'.' 

.04 

.05 
.01 

T. 

'.'62 

T. 

.01 

.06 

T. 

.13 
.02 
.06 
.19 
.01 
T. 
.03 
.32 
.52 
.04 
.16 
.24 

1.13 

Massachussetts 

Aral.er^t  

Bluellill 

Boston " '"' 

Chesterlield"* 

Clinton** 

Connecticut 

Coast 

.    ..do 

.16 

.05 
.06 
.01 

.13 

".21 
.17 

'f. 

•v.' 

0.88 
0.61 
0.34 
LOS 
0  69 

MeiTinuic 

!09 
.05 

'V: 

'.'os 

.13 
.04 

'.'22 

■f.' 

T. 

■r. 

'T. 

'.'os 

East  Wareham**  . . 

Co,i.,t 

Hou'^'i  tonic 

'.'06 

.84 

■.■32 
l.K) 

.44 

.'47 

'!6i 

.28 
.31 

.26 

.  (V.>l 

1.96 

)>reiiiont** .      ... 

.04 

0.97 

.06 

....do 

'.'io 

.07 
.04 

T. 

.01 
.10 
.17 

.04 

,      _ 

.01 

0  82 

|,   ,..,|,,|..    .         1  ■!, 

...do 

.06 
.13 

!04 
.03 
.80 
.06 
.08 
.20 
.14 
.03 

.V 
.11 
T. 
.05 
.10 

.04 
.04 

.29 
.22 
.30 

.15 
.08 
.06 

'.'oi 

;■;• 

.03 
.03 
'I'. 

T. 

']'. 

Hardwick*'  . 

Connecticut 

.15 
.05 

'.'o'i 

.24 

'■i'.' 

.09 

't." 

.09 

T. 
'1'. 
.05 
T. 
T. 
.02 
T. 
T. 

.28 

0.  80 

1 

.36 

't" 

'.'62 
T.' 

'T' 

'.'62 

.01 
.04 
.02 
.01 

Connecticut 

Coast 

....do 

.13 

"As 

.10 

.13 

.03 

l.'Oo 

".b'i 

.03 

'.bi 

.'22 

.02 

'.'62 

T. 

Hyannis 

2.75 

.01 

.05 

0  59 

Coast 

1.15 
.72 

.06 

.07 

T. 

.67 
.43 
..56 
1.00 
.17 
T. 
.03 
.09 
.31 

.'54 
.32 
.90 
.27 

.30 
.05 
.04 

.18 
.05 
.10 
T. 
.06 
.11 
.12 
.07 

.21 

.'06 
.06 

.'44 
.17 

.47 
.54 
.03 

2.76 

....do 

Connecticut 

Honsatonic 

Coast   

do 

'.'42 
.45 

.02 

'.'05 

.'ifi 

.30 

T. 

.13 

2.05 

Pittsfield** 

0" 

.'27 
.'63 

.'20 

.10 

T. 

.10 

■V 

T. 

2.04 

Plymouth** 

Provincetowu. 

... 

T. 

r'' 

1.98 

.19 

2.02 

do 

T. 

.06 

"r 

0.40 

Soutlibridge*' 

Sprinslield 

Thames 

Connecticut 

Coast 

.19 
T. 

.07 
.01 

;,P« 

.01 
.08 
T. 
.06 
.04 
.04 
T. 

.01 
.01 
T. 

.06 
.04 
.03 

.'61 
.02 
T. 

T.' 
T 

.10 

.02 

'!• 

T. 

.15 

0.65 

.24 
.13 

.'38 

.'is 

.03 
.01) 
.05 

.04 
.08 

.'69 
.05 
.02 

.14 

T. 

.45 

T. 

.21 
.12 
.01 

.18 

.02 
.02 

.03 

.'22 

.02 

.14 
.01 
.04 

T.' 

0.90 

.01 

t'.' 

!02 

.60 
.08 
.17 

.50 
.06 

.'23 
.23 
.12 

!05 

1.07 

Turners  Falls 

Connecticut 

.30 
.Ofi 
.16 

.16 
.18 
.13 

f.' 

.'69 

.'oi 

T.' 

.04 

!oi 

.02 

T. 

.03 

1.12 
1.16 

Winchendon  ** 

Connecticut 

.03 

T. 

0.47 

Bhorle  Island 
Block  Island*** 

Coast 

.07 

.'io 

T 

.07 
.22 

1.58 

25 

1.04 

do 

T. 

0.76 

Connecticut 

Bridgeport 

Colchester 

.02 

!08 

T^.° 
T. 
.05 

T. 

1.13 

do 

.15 
.07 

0.54 

Cream  Hill 

Housatonic 

.'64 

.08 

f.' 

T. 
T. 

.03 

T. 

.08 
.03 
.22 

.04 
f 

.'05 
T. 
T 

.04 

'I'. 

0.53 

0.91 

....do 

.10 
.04 

.15 
.1.5 
.32 
.46 
.27 
.11 
.10 

.03 
.08 
.12 

New  Haven*** 

0.76 

.20 

.05 

.04 

.06 

0.27 

.13 

.oa 

T. 

.05 
.05 

.02 

.05 

T. 

r. 

0.36 

Waterbury 

.14 

See  page  58  for  explanation  of  reference  marks. 
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NEW    ENGLAND    SECTION 


G.  H.  NOYES 


Vol.   XLVII.      Boston,  Mass.,  NOVEMBER,  1935.     No.  11. 


GENERAL.  SUMMARY 

November  in  New  England  was  a  mild  month  for  the  close  of 
autumn,  but  a  normal  quantity  of  snow  fell.  Precipitation  and 
cloudiness  were  in  excess,  and  the  lack  of  sunshine  which  was 
only  about  a  quarter  of  possible,  contrilmted  to  a  dark  and  sul- 
len aspect  of  the  general  weather  conditions.  There  were  but 
two  cool  periods,  from  the  15th  to  the  19th,  and  from  the  23d 
to  the  25th,  but  no  outstanding  cold  weather  occurred;  these 
cool  periods  were  also  almost  wholly  cloud}'.  Averaging  tbe 
entire  Section,  there  were  but  7  clear  days.  Only  four  other 
Novembers  have  been  as  mild  or  milder  since  1888,  when  Sec- 
tion averages  were  first  compiled,  namely,  in  1896,  1902,  1927, 
and  1931.  The  5th  was  a  very  warm  day,  with  maxima  well 
up  in  the  70's,  although  not  reaching  the  80°  record  of  earlier 
years.  The  lowest  temperature,  1°  below  zero  occurred  on  the 
25th,  but  this  was  far  from  the  November  record  low  of  -20°  of 
1933  and  other  years.  Occurrences  of  precipitation,  which  were 
mostly  rain,  were  fairly  regularly  scattered  throughout  the 
month;  there  were  three  somewhat  outstanding  storms,  those  of 
the  12-13th,  17-18th,  and  the  28-29th.  Nearly  all  the  snow 
fell  on  the  18th;  there  were  a  few  other  scattered  occurrences, 
principally  on  the  23-24th.  Snowfall  variations  in  othf^r  years 
have  ranged  fron  a  trace  in  1890  to  more  than  17  inches  in  1898 
and  1921. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
96  records,  was  42.0°,  which  is  3.9°  above  the  mean  for  the 
past  48  years.  The  highest  monthly  mean  was  50.4°  at  Rock- 
port,  Mass.;  the  lowest  was  32.8°  at  Presque  Isle,  Me.  The 
highest  recorded  was  76°  at  Shelburne  Falls,  Mass.,  on  the 
5th;  the  lowest  was  —1°  at  Berlin,  N.  H.,  on  the  25th.  The 
greatest  monthly  range  was  72°  at  Berlin,  N.  H.;  the  least  was 
34°  at  Nantucket  and  Provincetown,  Mass.  The  greatest  daily 
range  was  47°  at  Brattleboro,  Vt.,  on  the  5th. 


PRECLPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
178  records,  was  4.82  inches,  which  is  1.36  inches  above  the 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  9.55  inches  at  Machias,  Me.;  the  least  was  2.38 
inch  at  Presque  Isle,  Mt^.  The  greatest  amount  in  24  hours  was 
3.89  inches  at  Pembroke,  Mass.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  13,  which  is  3  above 
the  mean  for  the  past  48  years. 

The  average  snowfall  for  northern  New  England,  based  on  75 
records,  was  4.8  inches;  for  southern  New  England,  based  on 
59  records,  was  4.1  inches;  for  the  Section,  based  on  134  re- 
cords, 4.5  inches,  which  is  the  mean  for  the  past  48  j'ears. 

WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  110  records, 
was  northeast.  The  average  velocity,  based  on  the  records  at 
14  stations  was  11.3  miles  per  hour,  which  is  1 .4  miles  per  hour 
below  the  mean . 


The  sunshine,  based  on  the  records  at  1 1  stations,  averaged 
27  percent  of  the  possible  amount,  which  is  16  percent  below 
the  mean. 

The  cloudiness  was  considerably  above  the  mean.  The  aver- 
age for  the  Section,  based  on  124  records,  was  7  clear;  5  part- 
ly cloudy;  and  18  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  11  stations,  was  84  percent,  which  is  8 
percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 2d,  29th,  30th. 

Halos.  lunar. — 5th,  6th,  7th,  10th. 

Hxlos,  solar.— 5th,  6th,  7th,  24th,  27th. 

Hail.  —  (dates  and  general  location) —  17th,  scattered  over 
central  New  England;  18th,  central  and  northeastern  Mass. 

Thunderstorms— 2d,  17th,  18th. 

Fog,  dense. —\-15th,  17th,  19-22d,  26-2gth. 

Sleet.— 8ih,  16-18th,  23d,  29-30th. 

Earthquake. — 1st  (shortly  after  midnight),  general  over  New 
England. 


.925 

926.... 
927 


COMPARATIVE    DATA    FOR    NEW  ENGLAND. 


-0.3 
-  3.9 

+  2.7 
+  3.9 


-5.4 
+  3.8 

-  b.6 
-1.9 


-  2.7 
-0.6 
+  0.6 


+  5.6 
-1.6 
—  5.6 


-  1.29 

-  0.10 
+  2.  52 

-  0.27 
+  2.  92 
+  2.  22 

-  1.30 
+  2.03 


2.29 
0.50 
0.06 
0.75 
0.13 
1.09 
0.H4 
■  0.94 


+  1.10 
+  1.00 
+  2.40 

-  2.05 
+  0.53 

—  0.77 
+  0.19 


+  0.08 
-  2.13 
+  1.92 


10.44 
6.05 

10.25 

11.01 
5.65 

10.12 
5.71 
2.71 
6.11 
3.55 


Number  of  days 


0.19      4.5     10     10 
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Climatoloeical   Data  for  November,  1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

Bangor §  

Bar  Harbor  (near ) 
Brassua  DamJJ  — 

Eastport 

East  Winthrop 

Ellsworth  

Eustis  

Farniiagton 

Ft.  FairlieUi  (near) 

Gardiu^r 

Greenville.. 

HiraiuU 

Houlton 

Jackuian 

Lewiston 

Lincolci 

Machias 

Madisoii§ 

MidciledLini 

MillinocjkelS  

Milo 

Mooseheiid 

Nortli  liridgton.... 

Oldtuun 

Oroiio. 

Portland 

Presque  Isle 

RipogenusDamUS 

Runiford 

The  Forks 

Upper  Dam 

Van  Buivn 

WinslowtJS  

Wuo.llaiidg 

Fui- Stale      .... 
A'eio  littmpsldre 


Berlin    

Bctlilelieni — 

Concord    

Dixville  Notch  .... 

Durliaui    

Errol§    

First  Conn.  LaketJ 


Wasliiugton  ■ 
Ivennebec  ■•■ 
Hancock 


ikli; 


Gleucliir   

Hampton ... 

Hanover  S 

Keene(near)  §  • 

Lakeport 

Lincoln-..   . 

Manchester 

Milan     

Nashua  S  ....... 

New  Dnrhaintt- 

Newport  

PiukhaiiiXotcht 

Plymouth 

WestStewarlslo 
Wolfboro  Falls- 
York  Pond    — 
For  State     • 


Mt.  Washington  ; 

Vermont 
Bellows  Falls.... 

BenninKton 

BloomHcldtt  .... 
BrattleboroS  .... 

Burlinftton 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Cora. 

EastBarnct 

East  K.VfKnte-... 
Enosbing  Fiills.. 

Oilman    

MaysMiUU 

Newlanc 

Newpoit  

Northlield 

Roaiisboro 

Rocliester 

Rutland 

St.  .Albans 

St.  Jolmsbury.... 

Searsburg  Mt 

Searsburg  Sla.U- 

Somersettt 

VernontJS 

West  Burke 


Franklin 

Aroostook 

Kennebec 

I'iscaUmuis  .. . 
Cumberland.. 

Aroostook 

Somer.set 

Androscoggin  ■ 

Penobscot 

Washington  .. 
Somerset .. . — 

Oxford 

lVnol)Scot 

Piscataquis 

Somerset 

Cumberland... 


I'eui 


iscot . 
jscot . 


Cumberland. 
Aroostook  .. . 
Piscataquis... 

Oxford 

Somerset 

Oxford 

Aroostook  ... 
Kenneljec... 
Wasliington  . 


Coos 

Grafton   

Jlerrlmack — 

Coos 

Stratford 

Coos 

Coos 

Cheshire 

Merrimack.... 

Grafton   .. 

Rockingham .. 

Grafton  

Cheshire 

Belknap .. 

Grafton  

Hillsboro 

Ccjos 

IIillsb..n) 

Stnilf(n-.l 


Coos  ■ 
Carro 
Coos 


Windham  .. 
Bennington 

Essex 

Windham  .. 
Chittenden.. 


sor . 


Or 
Addison  ... 

Orleans 

Ciiledonia  . 


vvaslnngton. 
Benninston. 
Windsor  ... 

Rutland 

Franklin..  ... 

Caledonia... 

Bennincrton 

B.imington 

Windham... 

Windiiam... 

Caledonia 


605 

570 

1.4S4 

510 


711 
2,  SCO 
1,660 


+  2.2 


+  2.9 
+  '4.6 


+  4.4 


+  5.3 
+  ■5.'? 


+2.89 
+  0.64 
+  1.26 


+n.  S3 
+  1.34 
+  0.27 


+  1.34 
+  1.35 
— 0.  04 
-0.21 
+  1.84 
+  1.94 


+  1.63 
+  1.,54 
+0. 27 
+1.39 
+  1.11 
+0.  65 
+0.89 


+  1.30 
+I.i2 


+0.06 
+  1.57 
+  1.02 
-0.21 
+0  HO 
+  1.89 
+0.98 


Bangor  Hydro  Electric  Co- 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co.- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.C  P.  .tL.  (;o. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  l^ower  Ccl  " 
Bangor  Hydro  Kiectric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Nortiieru  Paper  Co. 
Union  Water  I'ower  Co. 
Great  Northern  i^aper  Co. 
Winlleld  Heath 
SiurgisP   Durgin 
C.  I,.  Cliadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Cliarles  A.  Jlixer 
SturgisF.  JJurgiii 
Union  Water  Power  Co 
W.H.Scott 

Hollingswortli  &  Whitney 
St.  Croix  I^aper  Co. 


Edward  Penn 

George  E.  Tucker 

U.  S.  Weatlier  Bureau 

Sarah  H.  Gleasou 

N.H.Agr.  College 

Union  Water  I'ower  Co- 

Conn-  Valley  Lumber  Co. 

Walter  E.  Bolle.» 

F.J.Southmayd 

State  Sanatorium 

Frank  K.  Leavitt 

Dartmoutli  College 

Robert  P.  Hay  ward 

Fred  Wiggin 

lidward  A.  Carr 

Amoskeag  Mfg-  Co. 

Androscoggin  Res.  Co. 

Pennichnck  Water  Works 

E.E.Tobey 

H.  P.Shepard 

J.  B.Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U.  S.  Bureau  of  Fisheries 


U.S.  Weather  Bureau 


B.  F.  Hydro-KlectricCO. 
Everett  Orchards 
Gforae  L-  Coo|;er 
I{aymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkeettt 
Sarah  E.  Lane 
Charle-  A.  Wheeler 

N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  n.  Pomeroy 
fiilman  Pai.er  Co. 
Fred  May  t)1 
F.  .1.  Ackerman  tit 

C.  W.  Richmond 

IT.  S.  Weather  Bureau 
N.  E.Power  Co. 
B.  E.  Ordway 
George  H.  Ross 
R.  C.  Mc Williams 
Fairbanks  Jhiseum 
George  Briggs  tt  t 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  1tr 


See  page  64  for  explanation  of  reference  marks. 


I 


»S82aai9««8%^ 


NOVEMBKR,     1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


68 


Climatolo^ioal  Data 

for  November,    1935 

Counties 

1 

Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No-  of  days 

k 

03  0 

stations 

iol 

z  - 

1 

i 

i     1 

i    - 

1 

1 

1 

i     S 

1     - 

Greatest    daily 

range 
Length  of  rec- 
ord, years 

Total 

h 

p 

5 

ll 

"■a 

11 

is 

■5  8 

11 

ill 

1 

0 

Observers 

ierinonl  Cuufd 
West  Hartford.  ... 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

:  Windsor 

400 

•iyo 

1.460 

370 

1.640 

700 

0 
5 
0 
5 
0 
44 

1 

. 

6 
22 
13 
16 
15 
68 

10 
100 
50 
50 
US 
40 
42 
23 
17 
63 
58 
48 
6 
31 
63 
38 
71 
60 
14 
30 
21 
15 
48 
16 
41 
16 
39 
29 
6 
15 

i 
39 
84 
80 
51 
110 
25 
50 
10 
21 

62 
22 
64 
22 
20 
21 
23 
35 
17 
49 
48 
49 
34 
22 
24 
37 

39 
15 

8 
61 
40 
17 
56 
30 
46 

8 
75 
43 
79 

58 
47 
35 
104 

25 
12 
42 
17 

4.36 
4.11 

4  85 
3.75 
5.41 
4.64 
4.65 

5.  .50 
4.41 
4.60 
.5.48 
3.  91 
5.01 
4.50 
5.59 
4.48 
4.98 

5  16 
4.65 
8.39 
3.59 
6.53 
6.82 
4.73 
4.87 
3.86 

4  38 
6.40 

5  11 
5.03 
3.81 
6.10 
0.28 

'+i."i5' 

+6.16 
+  1.34 
+  1.43 
+  L59 

■+6'75' 
+  1.01 
+1.63 
+0.58 
+  1.17 
+  1.20 
+  1.56 
-0.43 
+  1.05 
+  1.43 
+  1.16 

+6.'2i' 

+2.95 
+2.76 
+  1.27 
+1.07 

■+6.59 
+2.34 
+0.60 
+  1.26 
-0.22 
+2.94 
+0.27 

1.42 
1.01 
1.03 
0  90 
1.36 
1.25 
2.05 

1.85 
1.43 
1.72 
1.50 
1.42 

L80 
1.50 
1.86 

L13 

2.07 
2.. 58 
L45 

i'.3H 
L85 
2.25 
L46 
1.44 
1.49 
1.74 
L18 

6.0 
5.0 
2.8 
4.(1 
4.0 
5  0 
3.6 

3.2 
3.0 
7.5 
3.4 
1.0 
65 

"i.o' 

7.8 
5.0 

'  o.'s 

4^0 
6.5 

•tV 

3.0 

■■4.'6' 

10 

15 
14 
12 
13 
13 
12 

14 
14 
13 

15 
12 
15 
11 
14 
11 
15 
16 
13 
19 
10 
17 
15 
14 
16 
12 

14 
15 
16 
13 
13 
12 

4 
3 
5 

8 

5 
6 

4 

"b 
6 

4 
0 
10 
2 
4 
4 
6 

2 
4 

4 

27 
15 
20 
20 
21 
20 

21 
22 

22 
20 

ne. 

no. 
s. 

mv. 
n. 

n. 
n. 

Evu  K.  Doubleday 
U.K.  Wihnot  Ml 

Whitiiigham 

E.  T.  Sutton  tit 

Wilder  

Olcott  FallN  Co. 

40.0 
38.8 

40.8 
43.4 

4io 

45.  •} 

f  5.5 
+  4.1 

+  '4.'5 

■+;j.'2 

+  3.4 

75 

75 

70 

69 
71 

5 
5 

5 
0 

14 
S 

20 
20 

24 
25 

24t 
24 1 

33 
47 

34 
31 

William  IS    Eaton 

Mattachuietls 

Berkshire 

Hampshire  .■•• 

Middlesex 

Norfolk  

750 
■217 

610 
124 
54U 
110 
600 
1.360 
124 
398 
!H9 

18 
970 
190 

50 
402 
172 
240 
1,110 

15 
166 
325 
950 

50 
1.650 

70 

90 

800 

1.030 

30 

.fo 

118 

57 

540 

t<a 

190 

53 

97 

275 

330 

47 

M 

351! 

1.400 

65 

1.700 

920 

1.037 

1,650 

50 

I.O.i.J 

25 
400 
720 
160 
199 
555 
850 
20 
20 
2flO 
520 
150 
210 
222 
900 
711 
960 
625 

6 
51 

0 
51 
65 

0 
42 

0 
51 
31 
49 
10 
0 
49 
0 
51 
51 
0 
0 
6 
0 
0 
0 
36 
0 
0 
0 
6 
0 
27 
0 

42 
51 
0 

51 
0 
0 
0 

0 
49 
50 

0 

0 

0 

0 

0 
19 

0 
49 

0 
49 
34 

6 

0 

0 
25 

0 

6 
22 
52 

0 
0 
10 

7 
0 
37 
0 

43 

Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 

\-slilandt:   

BlueHilltli 

5 
5 

20 

25 
25 

24 
24 

Blue  Hill  Ob.servatory 
U.  S.  Weather  Bureau 
Mrs.  Loiiiig  11    Iteed 

boyl<tou 

Worcester 

Plymouth 

Hampden  

Hampshire 

Brockton§    

46.2 

f  4.0 

70 

5 

20 

25 

25 

6 

8 

16 

ne. 

City  EuKineer 

Che.sierHeld* 

■16.  0 
42.  4 
4:1.2 
45.8 

+  '4.'7 
+  2.3 
+  4.3 

73 
70 
74 
65 

4 
5 
5 
5 

■  '22' ' 
11 
16 
23 

21 

"■25" 
25 
25 
27 

25 

40 
35 
87 
33 

'25 

Hoyt  E.  Uodge 
Met.  Water  Works 
Met.  Water  Works 

Chestnut  Hill§..... 
Clinton§ 

11 

0 

19 

Worcester 

6 
11 

5 

17 
14 

ne. 
ne. 

East  Warehara  ... 
KgreiiioiiUt'......- 

I'lymouth 

Berk>hire 

.Toseph  L.  Kelley 
Diivid  A  Hunter 

45.9 

+  3.2 

68 

5 

7 

2 

21 

nw. 

Richard  C.  Bri-ham 
Wilfred  Wlieeler 

Barnstable 

Worcester 

Middlesex 

Norfolk   

Worcester 

Kssex 

Franklin 

Middlesex 

Worcester 

lissex 

Franklin 

Plymoith  

llr.mpden  

lierk.shiie  -.   ... 

Worcester 

liiirnstable 

ICssex 

Worcester 

Middlesex 

Essex  

Worcester 

Middlesex 

fiicliUirg^ 

44.0 
45.  4 

+  5.1 
+  4.6 

71 
73 

5 
5 

19 
18 

25 
25 

.37 
30 

5 

9 

16 

u\\ 

Herbert  B.  Allen 

Franklin* 

7' 

"9 

"\i 

ne. 

Fred  A.  Darling 
William   H    Dunn 

Gardner* 

Gloucester§     

Greentield 

4.5.0 

70 

5 

28 

25 

21 

Ralph  M.  Barker 
T.  H.  Ward 

'45.' 4" 

+  '4.'6' 

■;..: 

"'51' 

"26" 

"■is" 

'27' 

"i' 

6 

"lY 

Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  IL  Varney 

S.  A.  Agnew 
A.  W.  Ladd 

Hardwi.k* 

HiiverhillS 

Heath* 

Hingham  

Holyoke 

41.3 

4.00 
4.70 
4  68 
4.  40 
5.57 
4.77 
5.26 
4.85 

+0.58 

+  6.34 

+0.  6s 
+  1.91 
+0.87 
+  1.26 
+  1.27 

1.61 
0.97 
1.51 
1.30 
1.44 

■i.'86' 

3.9 
3.2 

'■'o" 

■■8.'2' 
4.5 
5.0 

12 
17 
16 
12 
18 
16 
15 
17 

Lloosac  Tunnel..  . 
Ilubbardston* 

70 
66 

5 

13 

25 

29 

6 

8 

17 

N.  E.  Power  Co. 
Mildred  Wheeler 

47.8 

+  4.0 

It 

30 

26t 

19 

5 

3 

22 

ne. 

State  Teaclier's  College 
Charles  Arthur 

Ipswich* 

Jellurson 

E.  P  Mituliell 

l,ake(JouhitU!ile}J§ 
Lawrenpt'i 

42  6 
42.6 

+  2.5 
+  3.2 

+  3.'9 

71 
70- 

:::::: 

5 
5 

'"5" 

6 
19 

■26" 

25 
25 

"ii" 

45 
31 

■32 

"V 

"& 

■l7- 

ne 

Met.  Water  Works 
Essex  Company 
W.  11.  llo.smer 

Lowells 

5.17 
5.36 
6.72 
5.  03 
5.01 
5.12 
5.40 
5.74 
4.91 
5.73 
7.61 
6.14 
5.04 
4.58 
6.87 
8.35 
4.29 
7.01 
5.45 
5.71 
4,26 
5.17 

3  31 
4.63 
5. 12 

4  57 
5.42 
4.84 
3.27 
3.77 
3.60 
3.91 
3.55 
5.28 
4.05 
4.79 
5.09 

7!  04 
5. 20 
4.  '.'O 
4.98 

4.06 
4.06 
4.70 
3.93 

+  1.46 
+0.69 
+3.16 

■+i;37' 

'+2. 18 
+1.68 
+  1.02 
+  1.95 
+4.  31 
+  1.85 
+  1.15 
+  1.34 
+2.09 
+4.37 
+  0.48 
+3.87 
+2.05 
+1.94 
+  0.  .S8 
+  1.92 
-  0. 23 
+  1,03 
+0.63 

+i.'38 
+  1.45 
-0.60 
+0.38 
-0.51 
+0.81 

+  2^27 
-r0.n6 
+  1.10 
+  1.62 

-0.  24 
+2.78 
+  L65 
+  1.23 
+  1.52 

+0.99 
+0.06 
+  1.21 
+0.  12 

1.80 
1.92 
1.63 
2.00 
2.26 
2.  35 
1.74 
1.70 

1.34 

'i.'so' 

L85 

2.68 
2.90 
1.66 
1.49 

L09 

i.'so' 

1.62 
2.09 
1.57 
1.45 

L23 
1.80 
1.39 
1.28 
1.46 
1.89 
3.89 

1.11 
1.33 
1.51 
1.26 
1.51 

1.S5 
1.3'> 
1.27 
1.21 

4.5 

■■,■,,•■ 
8.8 
7.0 

t. 

9.0 

4.6 

2.5 

0.0' 

5.5 
0 

■2.'2' 

■5.' 2' 
5.8 
1.4 
0.5 

"i'.o 

■fi.'s' 
5.5 

i.'i 

3^7 

0.8 
0.6 
4.0 
6,0 
2.8 

'3.0 

14 
14 
15 
14 
13 
15 
19 
14 
15 
14 
12 
17 
20 
14 
14 
13 
15 
17 
15 
14 
16 
16 
13 
16 
13 
16 
12 
13 
18 
12 
13 

IS 
15 
13 
16 
14 

13 
14 
11 
12 
12 

11 
13 

17 

17 

Props.  Locks  Jj  Canals 

Mansfield* 

n 

"e 

13 

A.B.i.k 

Ralph  Sampson 

William  R.  Hoelzel 

Middleboro* •• 

Mi.idleton  

Plymouth 

Essex 

Worcester 

Worcester 

Nantucket 

Bristol 

Wor<f.>ter 

Berkshire  

I'lymouth 

Berkshire 

Worcester 

Berkshire  

Hi.nuxshire 

I'lynioiub 

Worcester 

Barnstable 

Es-s-x    

Franklin  

Worcester  ...... 

Middlesex 

Hampden  

Worcester  ..     . 
Berkshire 

6K 
6fi 

Millhury 

.50.0 

+  ■.5.' 6' 
+  44 

5 
4 
10 

6 

5 
4 

19 
21 
16 

u. 

ne. 

N.  E.  Power  (Jo. 

Naiitu.ket  

New  Bedford 

Norlhbridge* 

5 

5t 

34 
26 

25 
25 

18 
19 

U.  S.  Weather  Bureau 
City  Engineer 
W.E    Uurnap 

Otis* 

R.J.Langdon 

I'enibroke* 

I'eru* 

Mary  11.  W^ood 

I'etprsham 

Met.  Water  Works 

I'ittsfield, 

IMiiiufield* 

40.9 
'49'2 

+  3.7 
+  7.' 7 

■'76" 

5 

■"st 

17 

"is 

25 

■■■2.51' 

28 
23' 

7 

0 

23 

ne. 

L.  B.  Cummings 
Anna   M.  Tirrell 

I'ly  month 

Prinreton 

11 

1 

18 

lie. 

nw. 
ne. 

Miss  L.  B.  Knapp 
Met.  \\';),ter  Works 

I'rovincetowii 

Rockport 

Slielburne  Falls   .. 
Southbridge* 

48.7 
.50.4 
44.6 

+  5.5 
+  7.6 

65 
75 
76 

5 
4 
5 

31 

30 
16 

25 
25 

19 

2« 
39 

6 
11 

5 

6 
0 
6 

18 
19 
19 

Irvin-  II.   McNnyr 
U.  S.  C.G.  Station 
N    E.  Power  Co. 
G.  11.  Abbott 

Spot  rood  

5 

"5  " 
5 
5 

5 

ig" 

20 
20 
20 

'  25" 

'2.5'  ■ 
25 
25 
25 

"2h" 

25 

3i 

■37 
24 

35 
28 

24 
37 

'27 

Mel.  Water  M'orks 

Springlield 

Sterling 

Stoik  bridge 

Swauipsoott 

Tauntong 

Tnrners  Falls 

Ware  • 

46.3 

41.4 
44  1 
45.0 
44.0 

+  5.5 

+  ■3.' 6 
+  4.6 
+  5  2 

69 

■■76" 

69 
68 
71 

6 

"9' 
8 
3 
3 

7 

4 

8 

17 

18 
IS 
24 
19 

sw. 

ne. 

U.  S,  Armory 
Met.  Water  Works 
Nnsbit  H.  B:uiKS 
Weston  K.  Lewis 
E.  L.  Red  fern 
Turners  Falls  P.  &  E.Co. 
Edna  (J.  Tyler 
L.  C.  Coates 

Bristol 

Franklin    

Hampshire 

Worcsfr 

Hampden  

Middlesex 

Worcoler 

Berkshire      ••.• 

Worcester 

Worce.-.ler 

Wtb«tir» 

16 
"17 

4 

"2 

",S 
7 

9  1 
fi 
6  1 

0 

■■ 

"2 
12 

'7' 
5 

3 
3 
0 
5 

'7 

17 
14 

18 

23 
23 

19 
21 

17 

n. 
n. 

ne. 

n. 

11. 

nw. 

45  0 
41.2 

67 

5t 
5 

5 

State  Sanatorium 
Weston  College 

\Vemon§        .     . 

West  Rutland      .  . 

VVilliamstownS.... 
Wiiichendon* 

42.8 

+  4.8 

70 

Williams  College 
John  Gregory 
Clifford  L.  Davis 

Woroest(!r(a)§ 

43.0 
44.8 

4«.9 
45.7 
46.0 
45.8 
46.6 

+  3  2 
+  4.0 

+  4.3 
+  5.0 
+  2.7 
+  .5.4 
+  3.7 

70 
76 

63 
65 
68 
70 
70 

5 
5 

5 
5 
28 
5 
5 

17 

27 
14 
22 

25 
25 

25 
25 
25 
25 
25 

34 
45 

17 
30 
24 
23 
30 

Wio,le  Mirul 

Blo(-k  Island 

Kini-'sum  

Pauui.ketS 

Providence 

Newport 

Washiiii-'toM  .... 
Provid.nee   .... 
l'rovid.;n(«   .... 

26 
100 

IfiO 

55 
46 
13- 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Jnlm  W.  Loijaii 
U.  S.  Weather  Bureau 

Connecliciit 
Bailie 

NV»v  London  ... 

Litchfield 

Kairtield 

H>irtioid  . 

140 

144 

262 

0 
0 
35 
0 

Birkhaiiis'-ad  .... 

Brid^eDortS 

Binliiife'i^jn 

45.9 

+  '2.S 

■«'! 

■■■5" 

•26" 

•is" 

2.5 

Water  Bureau,  Hart.tord 
Bridgeport  llvdvanhc 
Water  Bureau   Hartford 

1 

1 

I  for  explanation  .if  icference  marks. 
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November,  1935 


Ollmatolog-ical   Data   for  November,  1985 


•og 


Temperature.  iudeKrees  Fahrenheit  |        Precipitation,  in  inches 


i5    |S 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  HillJt 

East  Hartland  — 

Falls  Villages 

Hartford 

Lake  KonoraocU-' 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  .  ■  ■ . 

Putnam  

Salisbury 

StorrsS 

Waterbnry  

West  Hartland 

For  State- •   •• 


New  London. 
Hartford  .  •  ■ 
Litchfield  ••. 

Hartford 

Litchfield  ... 
Hartford  •  •  •  . 
New  London. 
New  Haven  . 
NewLondon. 

Fairfield 

Fairfield 

Windham.... 
Litchfield  . . . 

Tolland 

New  Haven  . 
Hartford.... 


300 
1,300 
1,220 


13 

458 

1,015 

610 


+  5.5 
+  '3.'5' 


+  4.9 

+  4.4 
+  5.5 


+  1.13 
+  0.47 
+0.04 


-0.29 
+0.22 
+  0.53 


S.P.Willard 
Edwin  R.  Wilder 

C.  L  Gold 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

P.  Hurliman 

Apr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Keference  Marks  Used  on  Pagres  62.  63.  and  64. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used 
in  determining  section  or  State  means.  Reference  letters,  a,b,c,  appearing  in  the  table  indicate  number  of  days  m'ssing^;  for  example,  b  represents  two  days,  etc.  t  Also 
on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttf  Qberver  for  New  England  Power  Co.      '1'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

IX  Post-offtce  addresses  of  tliese  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  flock  wood ;  Hiram.  West  Baldwin;  Ripogenus  Dam, 
Millinockot;  Winslow,  Waterville:-New  Hampshire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham  ;  York  Pond,  Berlin;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury ;  Mays  Mills,  Colrain,  Ma.ss.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton ;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Fraraingham;  —Connecticut- Cream 
Hill,   West  Cornwall;  Lane  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  x  Not  Included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Page  65 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pagre  66. 

Observations  are  taken  in  tlie  morning;  tlie  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSURE.  WIND.  HUMIDITY.  AND  SUNSHINE 


Atmospheric  Pressure 
'reduced  to  sea  level ) 


SiJ 


Amherst . 

Block  Island  ■ 

Blue  Hill 

Boston  

BurliiiRton 

Eastport 

Greenville 

Hanover 

Hartford 

Nantiiclifl  .•■ 
New  lliiven.-.. 
Nortlili.-ld 


30. 12 
30. 14 
30.  05 
30.  17 
30.14 
30. 12| 

m.' 

30.  I2| 


Provi.li- 


30.  64 
30. 54 
30.44 
30.44 
30.43 
30  56 
SO., 59 
30.  46 


29 

29.  51 
29.  39 
29. 52 
29.  52 
29.  57 
29.  41 
29.  55 
29.  50 
2^  46 
29. 5-3 


6.6 
18  8 
16.5 


November,  1935 
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Daily 

Precipitation  for  November, 

1935 

Drainage  basin 

Day  of  month 

■S 

stations 

' 

,|. 

4|     5{     6|     7       sj     9|l0 

U  1   1-2      13  1  14  1  15 

16 

17 

,.|1S 

20 

21  1  22  1  23 

24 

25 

26 

27 

28 

H»« 

31 

S 

M(xine 

Eastport*"* 

Ell.sworth 

Eustis 

Faruiington 

iardiner  

Greenville 

Coast 

....do 

Kennebec 

....do 

::::^S:::::::::::: 

St.  John 

Kennebec 

Androscoggin    .... 

i: 

sJ 
'.w'..'.'. 

.96   .02 

't.' 

.01 
.02 

•r.' 

.011 

:6j :::::::: 

.06 
.15 
T. 

.30 
.73 

1         i 
.20   .2ji  T. 

.6"  ....  

.24.03|.... 

T. 

.42 
T. 

.J.... 

.41!.... 
1.121.... 

.51 
.08 

.15 

".'ig 

T. 

'.'62 
"f" 

.10 
.06 

'."oi 

.01 
"."63 

"f. 

"f." 

.96 
1.39 
.30 

1.76 
1.12 

.01 

"t. 

4.82 
5.  23 
2.51 

"oe!"" 

"f." 

.07!  .07!  .55    .18 
051  .4;'.  1.07    -08 

T.' 

'•Y.' 

.71';  .i5]  .12 
1.13!  T.     .09 

".33i'^5 

T. 
.01 

T. 

.30 
.29 
.24 
.03 

".'26 

'.'68 
.01 
.41 

'.'26 
.31 

.03 
.05 
.02 

.11 

.09 

'.'67 

■."61 

T 

"."oi 

.10 
.06 

!67 
.19 
.41 
1.60 
1.55 
.30 
.45 
.33 
.79 
.  12 
.09 
l.Oli 
.04 

.65 
1.06 

.37 
1.16 

.05 
06 

4.30 

T. 

(19 

.03!  .5\\\.4> 
.021  .12   .64 

.20 
.15 
.12 

■.'69 
.24 

.30 

■.03 
1. 0.; 

!:S:;: 

.06 
.09 
.15 

.29 
.03 
.03 

.18 

■.■65 
.30 

5.51 

Jacknian 

2.86 

:|:^ 

....1  .071  .25:1.04 

.12!....l  .71    .-16 
0'<     nj  1   !■)!    F,A 

5.06 

Madison 

Milliuocket 

Milo  

.16 
.26 

'.'ii 
".ai 

5. 20 

Penobscot  

....do 

Presunip.scot 

Penobscot   

Coast 

St.  John 

Penobscot  

Androscoggin   

Kennebec 

.(.9 
1.20 
1.60 
.56 
.19 
.38 
.16 
.37 
.80 

.32 
.27 

.68 
■J' 

.87 
T. 
.30 
.82 
.3! 
1.38 
.25 
.90 
.57 
.72 

.53 

1 

1.01 
.72 
.30 
.57 
.42 

1.20 

.02 
■.'63 

't." 

.OS 

".'30 

5  25 

....  "."m  '.'.'.'. 

.14 

.18   .65 
.Ifi   .59 
.10   .60 

r'    31 

'."io 

"t." 

.04 

"."02 
.05 
.04 

.45! 

4.94 

SoTih  Hridgton... 

Oldtown 

Portland  •« 

Presquelsle   

iipogenousDam.. 

.04 
■."OS 

".hi 

1.'29 
.43 
.01 

.73 

'.'62 

'.'io 

.06 
.06 

!04 
T. 

'.'65 
.05 

:::: 

.... 

r.' 

"."69 
.07 

.06 
.13 
04 

".io 

l!09 

.5.04 
3.46 
2  38 

.14 
.07 
.03 

.84    .58 

.211.11 

0^1  in 

■f." 

"."ci 

.86 
.37 
.86 

.  02 

.■52 

5.48 

The  Forks 

Van  Buren 

VVinslott 

Woodland"  

iVeif  Hampshire 
Berlin" 

.01 

4  42 

.57 

.23 
.23 

.03 

.10 
.07 

■.oi 

.89 

.... 

T. 

.36 
T. 

".12 
.36 
.04 
.41 

.... 

'.'ie 

.18 
.72 

-;o, 
.12 

.51 
.62 

.18 

.06 

:•■» 

.15 
■."06 

.'16 
.16 

T.' 

.04 

■.■i4 
.04 

■.'ok 

.16 
.27 

".'08 
.15 

.09 
.12 
.05 
.20 
.Ofi 
.07 

.07 
.15 

.... 

T. 

t. 

.... 

T. 
.20 

'."63 
".38 

■f.' 
T 
T. 

"."oi 

.12 
.11 

.12 

.05 
.30 
.04 
.45 
.04 
.18 
.44 
.05 
.28 
.09 
.33 

T. 
.30 
T. 

.17 
.10 

t.' 
T. 

"."03 

.89 
1.06 

.01 
.20 
.07 
.29 
.21 
.12 
.04 

.ie 

.46 

T 

.19 

T. 

.02 
.17 

.14 
.22 

.37 
.32 
.18 
.23 

.50 
.82 

.52 
.39 

'.03 
.74 
1.06 
.72 

.15 
.30 

..0 
.52 

1 

'■*" 
1.08 
.89 
1.62 
1.80 

T. 
.24 
.22 
.54 
.49 
.44 
.21 

.'55 

r.' 

.04 
■."51 

".'ig 

.30 
.05 

.02 

.39 

■f. 

T. 
■."67 

T. 

.05 
.20 

.  10 
.03 
.06 
.05 
.12 
.11 
.03 
.30 

"."60 
.04 
.15 

.07 
•V. 
T, 
.09 
.02 

.02 
.09 
.12 

.05 

"t" 

".13 

"."6i 

T. 

.02 

"T. 

.04 
T 

."69 

T. 
.14 

"t." 

T. 

■.'62 

'.'62 

r" 

T. 

.09 

T. 
.01 

■'.ii 
■f." 

1.31 
2.  3<- 

.HO 
1.23 
.  15 
1.17 
.79 
.58 
.32 
.14 
1.44 

."5( 
.89 

.46 
.24 
.25 
.7fi 
.63 
.4h 
.37 
.60 
.75 
1.07 

.05 
.31 

.84 
.33 
1.20 
.04 
.73 
.55 
1.25 
1.24 

... 

.07 
•V. 

'Y. 

5. 12 

St  Croix 

A  ndroscoggiu 

Merrimac 

Coast 

Connecticut 

Merrimac 

Connecticut 

::::do::::::::::::: 

r 

'.'os 

.17 
T.' 

T.' 
.14 
T. 
.31 
.03 
.32 
.71 

■.■45 
.35 

1.28 
.37 

r. 

.28 
.27 
1.42 
T. 
.13 

.07 

T. 
T. 

T. 

6.05 
4.27 

04  1   91 ' 

i'V 

■."61 

4  58 

First  Conn.  Lake.. 

.02 

'.oi 

.04 

■33 

.02 

!20 

'.41 
.06 
.55 
.34 
.05 

T. 

1.0') 
.0^ 
.O.'i 

'.■62 

.08 

.02 
T. 

4.32 

Hanover  ....   

t"' 

1,49 
4.55 

T. 

".02 

T. 
T. 

.'63 
T. 

T. 
T. 

Nashua  ••      

.09 
'f. 

't. 
t" 

T. 

.16 
T. 
T. 
T. 

"t" 

T.' 

'i'".' 

.05 
.... 

4   18 

Jew  Durham**.... 
iewporf* 

i."20 
.57 

1.20 
.01 

.4!S 

T. 

•rV 

T, 

^^ 

5.16- 

Merrimac 

Connectitut 

...do    

Champlain 

Connecticut 

....do... 

T 

'.'o:! 
T 
.03 

•r. 
."26 

T. 

t' 

T." 
T. 

4  41 

Vermmtt 

Bloomtield 

Irattleboro  ** 

Jurlingloii*** 

Javendiih  

Chelsea 

Cornwall 

4.43 
4.  to 
2.  45 
4.00 
4.94 
3  63 

.•iu..i";rg  Falls.... 
\.    ■,       It 

....do 

St.  L  iwrence 

.4K    T. 
291     (11 

3.64 

N    :         .;'"!"• 

Champlain 

....do 

do. 

T. 

.03 
.10 

.24 

.08 
.91 

T. 

.07 
.63 

T. 

3.86 

ins  

St.  J^,lni.-bnry 

Bomer.set** 

West  linrke** 

Connecticut 

....do 

...  do 

....do 

Connecticut 

Coast 

...do 

Connecticut 

!6i 
".6i 

.02 

'.27 
1.03 

.17 
.46 

!22 
.21 

.If) 

.In 

.01 
.31 
.02 
.19 

1.12 
.33 
.5b 
.M 
.54 
.52 
.14 
3b 
.73 
.9fi 
.90 

'.15 

■63 
.06 

.61 

'62 

f.' 

■V 

r 

T. 

T.' 
'1'. 
.04 

.01 
.02 

'.'6i 
'.'64 

.01 
.03 
T. 

".oh 
1 

"r 

r. 

'.2'] 
.70 
.22 

r. 
■r. 

■.07 

■.■62 
■."27 

.04 

'.'64 

".\o 
■f.' 
".41 

tv 

.02 

.09 
.05 
.02 

ilil 
.13 

'.■•22 
.05 

.2! 
.11 
.06 

't' 

.22 
T. 
.10 
.15 

.04 

".14 
.20 

■t.' 

.04 
.12 
.02 
.19 
.17 

T, 
.03 
.05 

.18 

.15 
30 
.10 

.18 

.03 
T 

.'oi 

't 

.23 
'I. 
T. 
.30 

".'69 
T 

.02 
.HP 

.02 

■40 
■.'23 

"."16 

^^:' 

".04 
.01 
T 

'.■3.3 

.04 

"f." 

T. 
T." 

.15 

.01 
.45 
.02 
.07 

.01 
.OS 
.01 
.03 
.2( 
.12 
.03 

■.03 
.SO 
.12 

.09 
.03 

.33 

.19 
.01 
.05 

.16 

.20 
.42 
.19 
.58 

.Ob 
.4' 
.40 
1.67 
.37 
.21 

.36 

1.64 

.90 
.<9 
1.20 

.80 

;o3 

.5!' 
.32 
.It 
.77 

■."61 
T 
.13 

.47 

.2?, 

r. 
.01 
.2; 
.01 

..31 
.39 
1.22 
.10 

"."61 

T. 

.0! 

■^oi 

T. 

.62 

1.5U 
1.0' 

■* 
1.14 
.05 
.40 
1.77 
2.58 
.72 
.14 

■iV 
..5( 
.57 
1.30 
2.03 

2.17 
2.35 
.56 
•45 

1. 11 
.40 
.60 
.31 

."70 
.65 
.78 
.54 

.74 
1.04 
.87 

:5o 

.46 
.96 
..53 
.51 
.44 

.90 
1.30 

.39 
1.2t 

.01 
.85 
.50 

1.'52 

3:1^ 

■.'S'l 

[12 
1.S2 
.0-; 

l]6b 
.04 
.95 
.16 

1.49 
.25 
.81 

4."  63 
2.6S 

■'.11 
.  13 

."63 
.56 

.46 
.'10 

.03 
.27 
.06 

"."si 

.06 
.02 
.76 

.42 

•  03 
.07 
.05 
.05 

T. 

■.'04 

".'oi 
.01 

■."62 

"61 

'''.. 

T. 

.41 
.65 

.1- 

1.43 
.2- 

.24 

1.5! 

i.  i; 

.68 

1.1? 

1.4.'^ 
.Ob 

1.25 
.25 
.Oh 

1.51 

i."44 

.02 
.14 

1.42 
1.30 

1.49 
.05 
T. 

1.57 
1.28 
1.4f 
.23 

.26 
T. 
.50 

.9h 
.60 
.80 
.0.5 
1.13 
1.90 

.69 

1.87 
.72 

.48 

.2? 
1.24 

.97 

l.'so 
1.4L 
1.S3 
.18 
.54 
.06 

•r. 
1.49 

1.5' 

'37 

T. 

;r8 
.94 

.27 
.05 
1.48 
1.  23 
1.80 
.06 
1.09 
1.30 

'."59 

i.S9 

.71 
1.01 

.76 

1.27 

'1'. 

.02 
.03 

5.27 
6.56 
4  29 

\Voo<l.-io<k 

Mr.^>:nchuueUs 

".'oi 

.16 

r. 

T.' 
.00 
.01 

"."65 
•f." 

.07 

■.'63 
.02 

"."01 
.02 
T 

"."63 
.05 

■f." 
T. 

T. 

.09 
.17 
.11 
.12 

.02 
.01 
T. 
.31 
.30 
.20 
.27 
.20 

'."io 
.22 
.12 

.08 
.17 
.13 
.06 

t'' 

.18 
.33 
.06 
.51 
.02 

"'62 
.02 
.22 
.08 

.26 
.30 
.60 

.10 

.10 
.70 
.24 
.52 
.20 

"."67 
"."34 

.14 
.  18 

4.64 

31n^  Hill 

.01 

T. 
.03 

■  ."62 

T. 
T. 

"."62 

■;64 

.04 

.12 

.01 

T. 

.12 

'.d 

'08 
T. 

■f. 
.10 
.04 

"."62 
.02 

.62 
06 
.02 
.06 

Bn-f.:-"* 

■:Vld«* 

."63 

3.91 
4.48 
5.16 
4.65 
8.39 
3  59 

i.i.i  W.-ieliam**.. 
Egrumuiit** 

...do 

Coast 

Housatonic 

Coast 

"."08 
.04 

"."69 

T. 

Fall  Kiver  

'      1     ,  , 

6.53 
6.82 
4.73 
4.87 
3.  86. 

Falmouth** 

....do 

.03 

.22 
.10 

■."63 

't".' 

■'i'.' 

.13 

".'oi 

.15 

■."62 

■'Oo 
.04 

.01 

".is 

T. 
."04 

'."oi 

.02 

"."oi 

.02 

t'.' 

T. 

.07 

■.'04 
.04 

'."02 

T. 
'.'Oo 

i'.' 

'."08 
.01 

Framingliam 

Franklin** 

Hardwick** 

...do 

Charles 

Connecticut 

Merrimac 

T. 
.01 
T. 

T 

'r. 

.■fiQ 

■'i'.' 
.01 

.04 

■."06 

.01 

.03 
.05 

■f.' 

■.62 

".'62 

"."36 
.06 

'."64 

aaverhill 

.10il.3' 

T. 
.03 

'.'65 
.01 

'.'i9 

.04 
'.'4.5 

'.'62 

't.' 

.45!  .07 

6  10 

Hubbardston**.... 
Hyamiis 

Connecticut 

Coast 

.83 
.23 
.11.5 

.03 
.24 
1.7( 
.95 

.09 

'is 
'.21 

.46 
.08 
.41 
.20 

.09 
.58 
.31 

.21 
.44 

■'os 

.18 
.25 
.37 

.22 
.47 
.8>* 
.92 
.97 
.40 

■.'60 
1.07 
..38 
.02 
.20 
.46 
.10 
.52 
.54 
.25 
.35 

.45 
1.2s 

.10 
.10 
.45 

'.'oi 

.12 

.04 

.01 

"."65 
.34 
.09 
.01 

.04 
.05 

.01 

■."22 
.03 
.01 
.13 

■.■'22 

.05 
.08 
.08 

.03 
.05 

'."25 
0? 

.i; 

.70 
.29 

.15 

.70 
.26 
.60 
.87 
.64 
.OS 

!o5 

.03 
.52 
.07 
.26 

.10 

.31 
1.33 
.44 

.26 
.08 
T. 
.29 
.29 

!62 
.22 

.13 

4.68 
4.40 

...  do 

Merrimac 

LOWfll 

\-n:i--'c.n*" 

Coast 

....do 

Connecticut 

Housatonic 

.13 
.01 

f. 

■i'.' 

.01 
".'oi 

.06 

.05 

."n 

.02 
T. 
.50 
.08 

."is 

.02 
.03 
T. 

.26 
.34 

.70 

'"?5 

T. 

.14 
.17 

".\2 
.22 

.30 

.40 

■."64 
.04 
.08 
.28 
.95 
.42 

1.18 

't  ' 

T. 
f." 

".'io 

5.73 

';    ■      M»*    

4.58 

;'iii..,,iah** 

8.35 
7.01 

Provintetown 

Rockport  

•■■■do 

...do 

Thames 

Connecticut 

Coa«t 

South  bridge** 

Springfield 

"tV 

T." 

■'r. 

4.26 
3.34 
5.42 

4.8* 

Turners  Falls 

Connecticut 

(Vinchendon  **.... 

Connecticut 

BliicUstone 

Coast 

f.' 

.01 
.08 

T.' 

T.' 
.02 

.03 
T. 

T. 
.02 
.01 

.02 

4.05 

4.79 

7]  o"i 

4.  2'J 
4.79 

Worcester 

Hho'ie  Island 
Block  Lsland***... 

T. 
.03 
.04 

.50 

.28 

.35 

.56 

.03 

.02 

T 

.35 

.01 

T. 

.01 

T. 
T. 

■•r." 

T. 

.01 
f." 

.02 

T. 
T. 

T. 

T. 
.02 
.01 

'."oi 
■I-. 

T. 

■.'62 

Kingston 

Providence*** 

Connrrticut 

....do 

....do 

T. 

....do 

Housatonic 

Connecticut 

....do 

...do 

rroam  Hill 

R.stHartland**. .. 
Hartford*** 

■.'26 

T. 

T. 

.05 
.06 

.06 

■.'69 
.20 
.07 

.03 
.13 
.01 
T. 
.03 

.01 

"."ii 

.19 

T 

•V. 

T. 

'ios 

1.23 
1.35 
.4b 

.01 

4.51 
5.  .51 

MewHaven***  .... 

.io|  .01 

.10 
.40 
.24 

T. 

Sew  London  

Vorwalk  

1.04 
1.72 

.03 

.12 

.... 

4  09 

Williraantic 

!io 

.03 
.10 

T. 

.02 

■'i'.' 

T. 

.09 

.09 
.02 

T. 
.03 

.06 
.05 

.06 

.08 

.36 
.24 

T. 

r. 

.31 

.35 
.15 

.03 
.02 

T. 

.06 

.26 
.44 

o'i- 

T. 

4.14 

rt'aterbury 

T 

T. 

.2711.  12 

1 

See  page  64  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November, 


-Daily  Temperatures  for  November 

.  1935 

\ 

Day  of  Montii 

stations 

-  Mean 

I 

2 

J_ 

4 

' 

6 

J_ 

8 

9 

10 

1> 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

ii 

Maine 

Bar  Harbor  (near) 

}  Maximum.  .. 

49 

57 

58 

57 

60 

60 

51 

62 

47 

55 

53 

51 

41 

37 

36 

36 

35 

31 

39 

53 

39 

35 

47.0 

(  Minimum  — 

44 

47 

43 

33 

45 

48 

33 

38 

31 

27 

43 

45 

37 

35 

31 

29 

21 

28 

28 

27 

37 

39 

37 

19 

20 

23 

27 

38 

3! 

30 

34.0 

Hastpdrt  

j  Maximum  .  •  • 

48 

55 

49 

48 

57 

57 

46 

51 

40 

46 

51 

50 

44 

40 

38 

38 

39 

38 

38 

49 

50 

51 

44 

31 

32 

39 

41 

54 

55 

39 

45.3 

)  Minimum.... 

43 

47 

38 

40 

48 

40 

38 

38 

31 

40 

46 

42 

34 

33 

26 

24 

32 

32 

32 

42 

43 

26 

22 

27 

28 

30 

41 

38 

31 

35.7 

Greenville   

j  jMaximum  .  •  • 

57 

58 

49 

53 

61 

59 

45 

48 

37 

41 

49 

47 

37 

35 

32 

30 

27 

31 

30 

39 

44 

40 

35 

24 

32 

33 

37 

47 

48 

35 

41.3 

(Minimum.... 

42 

48 

34 

26 

41 

40 

26 

33 

23 

25 

34 

34 

34 

3( 

26 

21 

12 

23 

24 

22 

32 

31 

23 

15 

15 

26 

20 

30 

30 

22 

28.2 

Hoiilton    

Maximum... 

56 

55 

49 

51 

62 

61 

48 

47 

43 

45 

52 

50 

37 

37 

35 

30 

29 

31 

32 

40 

45 

41 

37 

25 

32 

36 

37 

52 

51 

38 

42.8 

(Minimum... 

33 

48 

30 

27 

43 

38 

28 

27 

21 

25 

38 

33 

32 

29 

28 

19 

9 

20 

21 

16 

29 

20 

22 

12 

11 

17 

12 

32 

36 

30 

■ 

I  Maximum  ... 

54 

57 

58 
35 

55 

71 
52 

58 
35 

46 
30 

54 
37 

48 
31 

49 
29 

66 

61 
38 

40 

49 

48 

40 

2b 

35 

48 

46 

52 

41 

35 

35 

43 

43 

44 

55 

51 

39 

47:6 

(  Minimum-... 

4b 

46 

30 

48 

36 

30 

26 

22 

28 

30 

30 

34 

25 

24 

22 

29 

34 

40 

34 

28 

33.3 

Milliiiocket 

Maximum... 

60 

60 

51 

53 

64 

63 

50 

50 

46 

45 

52 

49 

36 

36 

34 

31 

27 

31 

3t 

51 

42 

28 

38 

37 

39 

48 

52 

44.2 

(  Minimum-... 

3d 

50 

30 

27 

44 

44 

26 

34 

27 

22 

42 

33 

33 

31 

29 

22 

14 

24 

22 

22 

33 

23 

2t 

18 

16 

28 

20 

31 

37 

26 

29^0 

Oldtown   

53 

56 

5b 

53 

63 

62 

52 

50 

48 

49 

55 

55 

40 

40 

37 

34 

32 

33 

37 

44 

49 

47 

45 

33 

38 

41 

43 

51 

60 

45 

46.4 

(  Minimum- •.. 

39 

6( 

37 

23 

45 

51 

3U 

37 

29 

26 

43 

38 

36 

33 

31 

28 

16 

26 

29 

28 

37 

30 

31 

19 

18 

22 

22 

41 

37 

I'orHand  

)  Maximum.  .. 

52 

55 

64 

62 

59 

47 

56 

44 

50 

58 

52 

41 

47 

44 

39 

30 

37 

44 

48 

50 

46 

38 

33 

44 

46 

45 

6a 

54 

44 

47!? 

'Minimum.... 

49 

50 

42 

3S 

49 

44 

36 

41 

35 

34 

49 

39 

39 

38 

34 

30 

24 

29 

34 

39 

40 

38 

29 

2b 

25 

31 

43 

35 

31 

37.0 

Kumford  

j  Maximum  ... 

56 

61 

57 

65 

68 

60 

47 

51 

47 

48 

5t 

52 

41 

50 

46 

40 

30 

35 

40 

45 

42 

39 

38 

39 

41 

42 

43 

46 

43 

46.5 

(  Minimum-... 

42 

37 

29 

27 

37 

30 

24 

33 

25 

25 

37 

37 

29 

25 

21 

19 

26 

22 

21 

23 

33 

17 

14 

19 

31 

32 

33 

34 

25 

28.  2 

V'an  Biiren 

j  Maximum  ... 
(  Minimum-... 

WinsJovv 

j  Maximum  -  -  - 

55 

45 

62 
49 

ei 

33 

58 
20 

44 

64 
49 

63 
25 

53 
36 

52 
25 

6i 
25 

5b 
43 

55 
37 

40 
35 

45 

43 
29 

43 
28 

40 
17 

35 
25 

45 
27 

44 

52 

50 

40 

35 

42 

42 

41 

52 

55 

43 

49.' i 

(  Mininnnn.--- 

35 

25 

25 

31 

29 

19 

17 

22 

32 

32 

39 

30 

31.1 

New  Himi'pshire 

Berlin  II 

i  Maximum... 

65 

58 

55 

57 

58 

44 

50 

47 

55 

60 

52 

4( 

42 

39 

38 

30 

33 

41 

35 

4S 

42 

30 

33 

36 

35 

45 

53 

44 

33 

45.6 

(  Miuinmm.... 

3b 

44 

28 

27 

36 

43 

24 

28 

24 

27 

40 

40 

34 

31 

29 

20 

24 

24 

27 

26 

25 

28 

4 

5 

31 

34 

33 

32 

28.0 

fniicnrd 

i  Maximum  . . . 
(  Minimum-... 

54 

49 

59 
49 

61 

34 

55 

28 

72 
53 

61 

34 

48 
28 

55 
41 

51 

30 

49 
38 

60 
47 

54 
43 

4c 
41 

51 

40 

46 
36 

40 
29 

31 

27 

38 
31 

48 
32 

45 
34 

51 
29 

42 
32 

21 

40 
23 

43 

18 

44 

30 

49 
34 

44 

48 
38 

41 
30 

49.0 



34.9 

Uiirliam 

j  Maxinnm. .  .  - 

53 

59 

62 

59 

74 

67 

52 

55 

-50 

54 

61 

54 

46 

53 

49 

43 

42 

49 

44 

52 

49 

42 

39 

48 

47 

50 

58 

59 

45 

51.8 

(  Minimum- ... 

48 

49 

35 

27 

42 

51 

44 

40 

24 

3b 

48 

45 

38 

35 

32 

27 

28 

27 

25 

28 

29 

30 

27 

14 

20 

26 

42 

42 

33.9 

First  Conn.  Lake 

j  Maximum... 

63 

57 

50 

59 

64 

52 

48 

44 

44 

42 

51 

51 

42 

38 

36 

38 

29 

31 

36 

46 

30 

28 

30 

31 

37 

48 

34 

42.5 

)  Minimum-... 

45 

40 

2b 

29 

46 

36 

24 

36 

17 

28 

41 

42 

29 

25 

2.5 

16 

18 

21 

2C 

28 

2£ 

18 

1 

20 

21 

31 

31 

16 

26.5 

KL'ene(near) 

\  Maximum.  .. 

55 

62 

64 

60 

70 

64 

47 

5b 

54 

49 

60 

56 

54 

45 

41 

40 

35 

3b 

49 

49 

51 

47 

38 

36 

42 

47 

48 

67 

57 

39 

50.3 

(  Minimum..-. 

5C 

5( 

32 

14 

55 

4(" 

24 

39 

21 

28 

45 

46 

43 

39 

34 

33 

27 

29 

28 

26 

30 

23 

27 

20 

19 

20 

30 

39 

39 

33 

33.3 

Pl.vnioiiUi 

jMaximum... 

55 

63 

56 

55 

73 

65 

4=i 

50 

46 

47 

60 

52 

4b 

44 

39 

35 

37 

40 

40 

45 

45 

40 

35 

36 

39 

45 

50 

50 

37 

47.0 

(  Minimum.... 

45 

48 

27 

21 

47 

29 

20 

35 

20 

26 

40 

44 

39 

35 

30 

23 

23 

28 

26 

25 

25 

27 

25 

16 

16 

26 

20 

33 

32 

27 

29.3 

Veiit^oii 
Hiirlington 

jMaximum  ... 

64 

59 

5i 

5b 

69 

51 

47 

49 

46 

50 

63 

40 

35 

36 

33 

33 

34 

31 

39 

44 

47 

43 

33 

25 

33 

39 

44 

54 

43 

36 

44.3 

(  Minimum. --- 

49 

37 

31 

39 

48 

41 

30 

30 

25 

40 

40 

33 

32 

32 

29 

25 

24 

24 

28 

37 

38 

3-' 

18 

17 

IE 

32 

34 

42 

35 

25 

32.1 

Newport  

j  Maximum.  .. 

55 

58 

62 

68 

62 

66 

50 

45 

45 

49 

58 

52 

40 

39 

35 

35 

31 

34 

34 

41 

46 

41 

33 

30 

35 

38 

50 

49 

36 

45.0 

1  Minimum---- 

32 

29 

26 

36 

34 

41 

34 

36 

31 

41 

43 

34 

35 

31 

30 

26 

24 

19 

27 

29 

33 

31 

11 

11 

23 

32 

31 

33 

20 

29.3 

Nortlilield 

Maximum... 

56 

56 

55 

58 

71 

51 

44 

52 

48 

47 

60 

52 

41 

38 

33 

31 

HI 

32 

40 

41 

46 

44 

32 

30 

36 

38 

44 

55 

44 

36 

44.7 

(  Minimum-   -■ 

46 

36 

29 

30 

51 

31 

25 

27 

24 

28 

47 

37 

3b 

33 

31 

25 

22 

28 

23 

33 

31 

28 

16 

9 

25 

32 

39 

35 

23 

29.6 

Kiitlaiid    

j  Maximum.  -■ 
(  Minimum--- 

64 
43 

57 
48 

57 
38 

64 
36 

74 
51 

52 
43 

48 

63 
41 

54 
23 

49 
41 

59 
46 

59 
35 

37 
33 

35 
33 

35 
30 

35 
31 

36 
26 

29 
25 

46 
28 

45 
32 

52 
30 

39 
31 

39 
21 

30 
16 

35 
10 

42 
27 

47 
32 

54 
40 

42 
37 

39 
29 

46.9 

32.7 

(  Maxinium .  .. 

SI.  Albans 

i  Minimum.... 

■■ 

•■ 

St-Jolinsbury   

j  Maximum.  .. 

63 

60 

68 

59 

69 

69 

46 

5i 

47 

46 

59 

55 

44 

44 

36 

35 

35 

33 

31 

42 

49 

44 

38 

32 

37 

37 

42 

53 

53 

.38 

47.' 2 

(  Minimum.... 

37 

53 

28 

52 

45 

25 

38 

23 

27 

44 

40 

38 

35 

31 

31 

22 

28 

29 

29 

32 

30 

24 

15 

12 

25 

32 

37 

36 

25 

3L7 

Woodstock  

j  Maximum . .. 

55 

61 

59 

59 

75 

68 

44 

55 

50 

47 

64 

56 

53 

46 

39 

35 

35 

38 

41 

42 

48 

40 

35 

35 

45 

45 

52 

52 

40 

48.3 

50 

51 

30 

26 

42 

41 

22 

38 

22 

25 

43 

47 

42 

37 

32 

32 

24 

26 

26 

28 

26 

22 

25 

14 

16 

22 

32 

37 

40 

29 

31.7 

Ma^mdniseUs 

All 

j  Maximum.. - 

5S 

62 

65 

61 

70 

66 

45 

57 

55 

51 

61 

58 

47 

40 

37 

35 

38 

49 

52 

53 

48 

39 

36 

44 

45 

47 

60 

56 

37 

50.9 



(  Minimum  — 

51 

55 

40 

30 

58 

35 

31 

36 

29 

34 

48 

51 

40 

36 

35 

32 

33 

30 

40 

29 

29 

22 

20 

20 

30 

31 

42 

37 

27 

35.9 

Boston 

i  Maximum  ... 

53 

58 

57 

62 

71 

66 

51 

55 

51 

53 

66 

59 

48 

42 

41 

41 

41 

46 

66 

51 

55 

42 

34 

44 

48 

5 

60 

58 

42 

61.6 

(  Minimum.-.. 

49 

50 

47 

41 

55 

42 

39 

42 

36 

46 

52 

45 

41 

40 

37 

33 

36 

32 

32 

38 

42 

42 

28 

25 

20 

34 

37 

44 

40 

33 

39.3 

Broelcton 

(Maximum-.. 

53 

57 

56 

6^ 

70 

67 

56 

51 

55 

55 

63 

61 

47 

43 

40 

41 

40 

49 

55 

56 

58 

61 

35 

45 

48 

50 

60 

45 

53.1 

1  Minimum-... 

49 

50 

48 

37 

53 

55 

37 

44 

35 

39 

6C 

55 

45 

40 

37 

34 

37 

36 

32 

35 

H9 

35 

31 

27 

20 

31 

31 

42 

40 

32 

39  2 

Concord 

j  Maximum.. - 

52 

60 

62 

64 

74 

67 

49 

57 

54 

53 

67 

57 

45 

54 

50 

39 

38 

50 

51 

55 

47 

40 

38 

45 

48 

51 

60 

67 

42 

52.1 

(Minimum.... 

49 

51 

32 

27 

50 

35 

29 

35 

29 

34 

50 

45 

41 

38 

36 

31 

28 

32 

30 

34 

28 

27 

25 

23 

16 

24 

30 

44 

37 

30 

34.2 

liast  Wareliamli  • 

j  Maximum . . . 

58 

60 

57 

61 

65 

60 

56 

60 

55 

69 

62 

64 

51 

45 

44 

45 

52 

40 

51 

55 

55 

61 

40 

38 

42 

49 

56 

59 

52 

42 

53.1 

(Minimum.... 

53 

52 

52 

30 

43 

56 

35 

40 

33 

31 

.52 

51 

45 

44 

40 

40 

40 

40 

30 

32 

35 

31 

38 

3' 

27 

24 

23 

32 

42 

28 

38.4 

Fall  Kiver 

j  Maximum  ... 

51 

56 

60 

61 

OS 

64 

54 

58 

58 

56 

64 

62 

54 

43 

42 

41 

48 

48 

50 

56 

55 

61 

43 

35 

45 

45 

64 

62 

62 

39 

53.3 

(Minimum.... 

50 

50 

47 

36 

54 

42 

36 

43 

33 

36 

50 

54 

43 

39 

37 

34 

37 

34 

30 

37 

40 

30 

26 

21 

31 

31 

44 

33 

38.5 

Fitchbiirg  

jMaximum... 
(Minimum.... 

54 
46 

60 
50 

46 

65 
28 

71 
54 

67 
49 

49 
31 

57 
32 

56 
28 

52 
32 

64 
47 

54 
50 

54 

40 

66 

47 
35 

45 
31 

35 
28 

39 
29 

63 
30 

49 
28 

51 
31 

54 

28 

48 
30 

f. 

46 
19 

47 
29 

49 

60 
41 

60 
38 

40 
29 

35.0 

Lawrence 

j  Maximum.  .. 

52 

59 

58 

62 

72 

64 

49 

56 

50 

53 

63 

55 

43 

57 

47 

39 

34 

35 

47 

47 

53 

45 

42 

33 

40 

46 

47 

59 

58 

41 

50.2 

(Minimum.... 

47 

48 

38 

53 

42 

34 

40 

37 

37 

49 

43 

39 

37 

32 

25 

30 

30 

33 

31 

29 

27 

24 

19 

29 

29 

40 

41 

30 

35.1 

Nantucket 

jMaximum... 

64 

61 

56 

57 

68 

62 

54 

56 

54 

57 

61 

61 

59 

50 

46 

47 

56 

59 

40 

54 

52 

59 

50 

43 

42 

46 

51 

58 

49 

44 

54.4 

(  Minimum-... 

55 

55 

50 

45 

56 

51 

50 

5( 

44 

43 

54 

56 

50 

45 

44 

46 

45 

41 

40 

43 

44 

44 

41 

36 

34 

36 

40 

47 

44 

37 

45.5 

Stockbridge    

jMaximum... 

60 

61 

66 

57 

70 

46 

63 

56 

49 

63 

61 

55 

41 

38 

38 

34 

35 

47 

48 

49 

44 

33 

35 

37 

40 

46 

57 

45 

34 

48.8 

(Minimum.... 

51 

53 

37 

30 

57 

29 

49 

39 

24 

29 

48 

48 

37 

35 

34 

33 

31 

29 

30 

38 

211 

30 

23 

20 

19 

25 

34 

42 

34 

26 

34.0 

Williamstown 

Maximum... 

61 

60 

61 

57 

70 

06 

47 

51 

52 

48 

62 

59 

52 

39 

40 

36 

41 

49 

49 

43 

39 

33 

40 

45 

57 

51 

37 

48.4 

(  Minimum.... 

54 

53 

57 

39 

31 

41 

40 

47 

43 

38 

36 

33 

34 

30 

28 

30 

38 

34 

35 

24 

20 

17 

26 

31 

40 

36 

31 

35.7 

Worcester 

)  Maximum.  .. 

51 

63 

61 

63 

70 

65 

46 

56 

65 

51 

66 

57 

52 

48 

45 

38 

34 

51 

47 

53 

49 

42 

37 

45 

46 

48 

58 

59 

38 

51.0 

(  Minimum.- -- 

47 

49 

41 

29 

53 

43 

41 

26 

32 

48 

52 

41 

39 

34 

31 

27 

27 

30 

34 

30 

29 

27 

24 

17 

27 

29 

40 

38 

28 

34.9 

Rhode  Idaml 

Block  Island 

(Maximum... 

56 

58 

59 

58 

63 

63 

54 

56 

51 

68 

61 

62 

60 

47 

45 

47 

53 

53 

48 

57 

51 

58 

47 

36 

42 

44 

50 

60 

58 

41 

53.2 

(  Minimum.... 

54 

53 

50 

51 

58 

46 

45 

49 

43 

50 

57 

57 

44 

42 

40 

44 

37 

36 

48 

45 

47 

32 

29 

27 

39 

40 

50 

41 

36 

44.6 

Kingston 

jMaximum... 

55 

57 

61 

59 

65 

64 

54 

68 

55 

54 

64 

62 

63 

51 

44 

42 

47 

48 

50 

56 

55 

51 

37 

43 

42 

•■:9 

59 

61 

47 

53.8 

(Minimum.... 

51 

50 

45 

35 

54 

52 

35 

44 

35 

53 

56 

47 

42 

;!8 

34 

41 

33 

30 

32 

34 

30 

31 

25 

14 

2f; 

22 

42 

42 

23 

37.6 

Providence 

j  Maximum... 

54 

58 

58 

57 

70 

60 

51 

57 

53 

55 

64 

63 

51 

46 

42 

41 

46 

46 

48 

56 

53 

57 

42 

34 

43 

4* 

■V49 

62 

61 

41 

52.3 

(  Minimum 

50 

50 

43 

38 

56 

43 

38 

43 

37 

39 

55 

61 

43 

41 

38 

33 

39 

32 

43 

40 

35 

28 

25 

21 

33 

35 

46 

38 

32 

39.3 

Connecticid 

Cream  Hill 

jMaximum... 

61 

58 

67 

56 

66 

58 

47 

55 

57 

47 

67 

60 

55 

50 

38 

34 

29 

32 

50 

47 

49 

54 

34 

30 

39 

36 
26 

42 
31 

56 
32 

56 
34 

34 
25 

48.8 
33.6 

(  Minimum  — 

47 

50 

42 

37 

48 

42 

31 

37 

27 

35 

43 

50 

48 

32 

32 

29 

27 

26 

26 

34 

30 

34 

24 

15 

13 

Hartford 

j  Maximum.  .. 

59 

65 

66 

60 

68 

66 

48 

58 

56 

54 

64 

63 

61 

49 

44 

40 

39 

41 

49 

56 

53 

55 

41 

39 

43 

43 

48 

60 

55 

38 

52.7 

(Minimum.... 

51 

54 

43 

37 

59 

42 

35 

42 

35 

37 

51 

55 

46 

42 

40 

37 

32 

34 

32 

43 

37 

24 

22 

20 

31 

35 

45 

37 

31 

38.9 

New  Haven 

j  Maximum.  •. 

58 

64 

63 

60 

68 

65 

46 

60 

53 

59 
40 

63 

62 

61 

49 

44 

42 

41 

41 

50 

57 

52 

59 

40 

38 
24 

41 
22 

42 
33 

fo 

59 
49 

57 
37 

39 
33 

52.8 
41.0 

(  Minimum.... 

52 

54 

46 

43 

43 

42 

57 

58 

48 

42 

42 

37 

34 

35 

33 

46 

41 

40 

25 

New  London  

Maximum... 

59 

59 

64 

63 

69 

64 

60 

61 

56 

55 

60 

61 

60 

61 

46 

43 

40 

40 

51 

57 

50 

61 

53 

37 

39 

42 

50 

59 

56 

39 

53.7 

(  Minimum 

51 

52 

54 

39 

56 

57 

38 

46 

36 

43 

54 

57 

50 

44 

42 

37 

34 

33 

44 

37 

24 

23 

21 

33 

37 

44 

35 

33 

40.8 

Norwalk 

Maximum... 

60 

67 

62 

61 

72 

62 

48 

60 

54 

53 

65 

64 

66 

55 

44 

44 

38 

42 

47 

56 

52 

56 

43 

37 

43 

43 

51 

59 

59 

40 

53.4 

(Minimum.... 

52 

55 

46 

39 

57 

48 

44 

28 

33 

53 

57 

55 

42 

39 

38 

35 

34 

26 

37 

29 

32 

28 

23 

23 

24 

35 

44 

40 

27 

38.6 

Putnam 

i  Maximum... 
i  Minimum.... 

See  page  64  for  explanation  of  reference  marks. 
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NEW    ENGLAND     SECTION 


G.  H.  NOYES 


Vol.   XLVII.      Boston,   Mass.,    DECEMBER,  193o.     No.  12. 

GENEKAL,  SUMMARY 

December  weather  in  New  England  was  notably  pleasant,  ex- 
cept for  a  substantial  deficiency  in  temperature,  which  was  per- 
sistent throughout  the  Section,  and  generally  throughout  the 
month.  There  were  brief  periods  from  the  8th  to  the  12th,  and 
on  the  loth  and  IGth  when  temperatures  were  shghtly  above 
normal,  but  otherwise  it  was  uniforml.y  subnormal  in  warmth. 
There  were  no  outstanding  occurrences  of  severe  co!d,  and  the 
extreme  low  temperature  for  the  month,  24^  below  zero,  is  far 
from  the  record  cold  of  50°  below  zero  which  occurred  in  Dec- 
ember, 1933;  and  the  Section  monthly  temperature  of  22.9° 
seems  moderate  when  compared  to  the  colder  records  of  18.3°  in 
1904,  and  16.7°  in  1917.  The  colder  portions  of  the  month 
were  considerably  mitigated  by  nsore  sunshine  than  usual,  and 
an  absence  of  raw  winds.  Snow  was  also  consijicuously  deficient 
both  as  to  frequency  and  amount.  The  clear,  cold  weather  the 
later  portions  of  the  month  oontrilmted  to  the  ample  formation 
of  clear,  thick  ice  on  many  of  the  streams  and  ponds,  and  pros- 
pects for  a  satisfactory  ice  iiarvest  were  encouraging.  The  lack 
of  rain  and  snow  cover  during  the  second  and  third  decades  were 
favorable  factors  for  a  moderate  fire  hazard  in  the  woods,  par- 
ticularly of  central  and  southern  New  England,  but  no  outstand- 
ingly serious  fires  developed.  In  gene^ral  the  M'eather  was  more 
than  ordinarily  favorable  for  oat-door  activities  to  the  close  of 
the  month. 


TEMPESATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
95  records,  was  22  9°.  which  is  3.6°  below  the  mean  for  tlie 
past  48  years.  The  highest  monthly  me;in  was  32.1"  at  Nan- 
tucket, Mass.;  the  lowest  was  11.4°  at  Craftsbury  Common, 
Vt.  The  highest  recorded  was  56°  at  Plymouth,  Mass.,  on  tlie 
9th;  the  lowest  was  —24°  at  Enosburg  Falls,  Vt.,  on  the  29th. 
The  greatest  monthly  range  was  64'  at  Enosburg  Falls,  Vt. ;  the 
least  was  86°  at  Manchester,  N.  H.  The  greatest  daily  range 
was  43°  at  Enosburg  Falls,  Vt.,  on  the  30th,  and  at  Madison, 
Maine  on  the  31st. 


PHECIFITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
176  records,  was  1.34  indies,  whicii  is  1.93  inches  below  the 
mean  for  the  past  48  years.  The  greatest  monthly  amount  re- 
ported was  3.67  inches  at  Bar  Harbor,  Me.;  the  least  was  0.63 
inch  at  Springfield,  Mass  The  greatest  amount  in  24  liours 
was  2.05  inches  at  Bar  Harbor,  Me.  The  average  number  of 
days  with  .01  inch  or  more  of  precipitation  was  8,  which  is  2 
below  the  mean  for  the  past  48  years. 

The  average  snowfall  for  northern  New  England,  based  on  68 
records,  was  10.8  inches;  for  southern  New  England,  based  on 
65  records,  was  3.4  inches;  for  the  Section,  based  on  133  re- 
cords, 7.2  incties,  which  is  4.2  inches  below  the  mean  for  the 
past  48  years. 

WIND,  SUNSHINE,  CLOUDINESS,  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  113  records, 
was  northwest.     The  average  velocity,  based  on  the  records  at 


13  stations  was  10.9  miles  per  hour,  which  is  2.0  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
42  percent  of  the  possible  amount,  which  is  2  percent  below  the 
mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
the  Section,  based  on  123  records,  was  10  clear;  6  partly  cloudy; 
and  15  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  12  stations,  was  75  percent,  which  is  2 
percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

.4((rams.— 14-15th,  23d,  27th,  28th. 

Halos,  latuir.— 7th,  12th,  21st. 

Halos,  solar.— 7ih,  10th,  12-13th,  19th,  24th,  29th. 

Hdil. — (dates  and  general  location) — None. 

ThundcnstGrms — None . 

Fog,dense.—\-2^,  9-llth,  14-16th. 

Sleet.  —  (dates  and  general  location) — 1st.  7th,  10th,  14th, 
20th,  scattered  throughout  the  Section;  8-9th,  general  through- 
out the  Section;  loth,  western  Massachusetts  and  northwestern 
Connecticut.  

COMPARATIVE    DATA    FOE,    NEW  ENGLAND. 


1888.... 
1889-. • • 
1S90  ••• 
1891..  . 
1892.... 
IS93.... 
1894  ... 
1895.... 

1896 

1897.... 

1898- ... 

1899.... 

190O.... 

1901.... 

1902.... 

1903.... 

1904.... 

!905--.. 

1906.... 

1907  . 

1908.  ... 

1909.... 

1910.... 

1911---- 

1912.... 

1913-. .. 

1914.... 

1915.... 

1916---- 

1917.... 

1918.... 

1919---- 

1920  ■•. 

1921-.. . 

19-22.... 

192S.... 

1924..-. 

I925...- 

1926.... 

1927.... 

1928 •-.. 

1929- • ■ . 

1930.... 

19.S1 

1932.... 
1933..  . 
193 1..  • 
1935- ... 

Period 


+  6.4 
+  5.2 
+  4.8 


-  0.18 
+  0.  8-5 
+  0.80 

-  1.95 

-  0.33 
+  0.35 
+  0.08 

-  1.59 


-  0.14 
+  1.07 

-  0.03 

-  0.  23 


+  0.23 
+  0.07 
-  1.93 


Number  of  days 


I 


68 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Decembek,   1985 


Climatolog'ical   Data  for  December,  1935 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangori 

Bar  Harbor  (near  j 
Brassua  DamU  — 

Eastport 

East  Wintlirop.  ••■ 

Ellswoith  

Eustis  

Farmiiigton 

Ft.Fairlield  (near. 

Gardiner 

Greenville.. 

Hiranitt 

Houlton 

Jacknian 

Lewiston 

Lincohi 

Maeliias 

Madi.soiiS 

Middledam 

MillinoeketS 

Milo 

Mooseliead 

North  Bridgton.... 

Oldtown 

Orono. 

Porlhiud 

Pres<i\ie  Isle 

Ripuiieniis  UaniJlS 

Riniilord 

The  Forks 

Upper  Darn 

Van  Bure;n 

Winslow«§ 

VVoodliindS 

F(n- State      .-■■ 
Nent   Hdiiipsldre 


Bethlfli'-iii  ........ 

Coiicor.i    

Dixvilie  Notch  .... 

Durliaiii    

ErrolS    

First  Conn.  LaketJ 

Fitzwiliirtiii* 

Franklin 

Glenclilf   


iptoii 


Hanover  §  

Keeueuiear)  §  ... 

Lakeport 

Lincoln  ••■   — ••• 

Manchester 

Milan 

Nashua  § 

New  l)ui-h:ini}}... 

Newport  

PinklKiuiNotch}}. 

Plymouth 

We.stStcwartstowi 
Wolfboro  Falls... 

York  Pond    

For  Stsvte     ■  •  • 

Mt.  Washington  X 
Vermont 

Bellows  Falls 

Bennington 

BIoomHeldlJ 

Brattleboroj 

Burlhigton 

Cavendi.sh 

Chelsea 

CornwalUt 

Craftsbury  Com.. 

East  Barnet 

East  Kyegate 

Euosburg  Kails-. . 

Gilman    

MaysMilU: 

Newfane 

Newport 

Norlhfield 

Readsboro 

Rochester 

Rutland 

St.  .\lhans 

St.  .lolmshury 

Searsburg  Mt 

Searshurg  Sta.J}.- 

Sonierspltt 

Vernon  Jt§ 

West  Burke 


Penobscot .  ■ 
Hancock  .... 
Sonier.set  — 
Washington 
Kotinebec  .. 
Hancock.... 

Franklin 

Fralikhn.... 
Aroostook  .. 
Kcii.ii'bcc... 
I'iscaUiquis. 


Aroostook  •  ■  ■ 
Somerset .  • .. 
.\iuiroscoggii 
Penobscot — 
Washington  . 
Somerset  ■  •  .-• 

Oxford.. 

Penobscot ■ .  • 
Piscataquis... 


Cumlierland. 
Peuol)SCot--. 
Penobscot  ••  • 
Cumberland. 
Aroostook  .. . 
Piscataquis... 

Oxford 

Somerset 

Oxfor.l 

Aroo.-took  .. . 

Wasliington  . 


Rockingliam . 

Grafton  

Cheshire 

Belknap..... 

(iratton  

Hillsboro 

Coos 


jltord. 


Windliani  .. 
Bennington 

Essex 

Windham  .. 
Chittenden.. 
Windsor  ...• 


Orleans 

Washington. 
Beniiiiigton- 
Windsor  .  .. 

Rutland 

Franklin.... 
Caledonia... 
Bennington 
B.  nnington 
Windham... 
Windham.... 
Caledonia.^. 


605 

570 

1.484 

510 


1,190 
125 
669. 


2,000 

600 

1,050 


15.4 


See  page  70  for  explanation  of  reference  marks. 


-0.63 

-i.'To' 


-2.48 
-1.'27 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
Samuel  D.  Soule 

U.  S.  W'eatlier  Bureau 
C.  C  P.  &  L.  Co. 
William  H.  Cumming 
p.  M.  'J'ripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Nortlierii  Paper  Co. 
Win  field  Heath 
Sturgis  F   Durgin 
C.  L.  Chadbourne 
Thomas  W.  Clark 
Prof.  A.  JL.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
W.H.Scott 

Hollingsvvorth  &  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenu 
George  JC  Tucker 
U.S.  Weatlier  Bureau 
Sarah  H.  Gleason 
N.H.  Agr.  College 
Union  Water  Power  Co. 
C.inn    Valley  Lumber  Co. 
Walter  E.  Bolles 
F.J.  South  mayd 
State  Sanatorium 
Frank  K.  Leavitt 
Dartmoutli  College 
Robert  P.  Hayward 
Fred  Wiggin 
Edward  A.  Carr 
Au)oskeag  Mfg.  Co. 
Andro.scoggin  Res.  Co. 
Peiniichuck  Water  Works 
E.  £.  Tobey 
H.P.Shepard 
J.  B.  Dodge 
Mrs.  HatlieG.  Trow 
Claude  Baker 
Keinieth  Berry 
U.  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  K.Durkee  ttt 
Sarah  E.  Lane 
Cbarle*  A.  Wheeler 

N.  E.  Power  Co. 
J.  F. Devins  tit 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttl 
F.  J.  Ackerman  ttt 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
(Jeorge  Briggs  t '  t 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W,  Ford  ttt 


December,  1935 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatoloffical  Data  for  December,   1935 


Counties 

1 

Temperature 

in  degrees  Fahrenheit 

! 

Precipitation,  in  inches       1 

No-  of  days     | 

p 

Stations 

i, 

5° 

a 

II 

c 

1 

ir 

£ 

t 

li. 

1 

li 

0 

ll 

V 

il 

E  S 
GO 

1 
5 

"2' 
1 

Observers 

y'ermonl   Cont'd 
\Ve=t  Hartforrl. 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

490 
1.450 

370 
1.640 

700 

0 
5 
0 
5 
0 
44 

6 
22 
13 
IB 
15 
68 

10 
on 
,50 
,50 
18 
40 
42 
■23 
17 
63 
5S 
48 

6 
31 
03 
38 
71 
60 
14 
30 
21 
15 
48 
16 
41 
16 
39 
29 

6 

15 
43 
25 

84 
80 
51 
110 
25 
50 
10 
21 
6 
62 
22 
64 
•22 
20 
23 
23 
35 
17 
49 
48 
49 
34 
■22 
24 
37 
88 

0.95 
1.13 
1.41 
0.85 
1.50 
1.05 
1.20 

1.24 
1.05 
1  01 
1.74 
0.66 
1.'24 
1.'24 
1.16 
1.^20 
0.91 
1.^26 
1.02 
■2.18 
1.02 
1.38 
1.47 
1.44 
1.06 
0.84 
0.93 
•2.02 
1.38 
1.19 

n.85 

1.21 
1.30 

-i.24 

— i.23 
-2.  41 
-1  W) 
-1.43 

'-2.' 47 
-2.  81 
-2.23 
-2.79 
-2. 67 
-2.20 
—2.09 
-1.84 
-■2.74 
-2  72 
-2. 38 

■-i.'97' 
-2.76 
-2. 20 
-1.70 
-2.77 

-2.' ,54' 
-2.01 
-0.96 
-2. '27 
-2.  72 
-2. 09 
-1.  .53 

0. 43 

0.52 
0.59 
0.48 
0.70 
0.48 
0.84 

0.39 
0.40 
O.BO 
0.63 
0.34 
0.67 
0.94 
0.  60 
0.58 
0..57 
0.  64 
0.57 
1.21 
0.01 
0.50 
0.63 
0.89 
0.58 
0.46 
0.  .52 
1.07 
0  67 
0.6(1 
0.44 
0.65 
0.52 
1.12 
0.46 
0,56 
0..52 
0.55 
0.79 
0.  02 
0.56 
0.62 

4.6 

8.6 
3.0 
12.3 
5.0 
7.7 

3.6 
■2.0 

0,9 
0.3 
0.8 
0.2 

'6.'4 
1.3 
0.9 
5.2 

"s.'e 

■■■2.' .5 
1.2 

'6.'7 
3.9 

"ii'.i 

"V.2 
5.7 

"h'.5 
'i.k,' 

1.0 
1.5 

3 

1^ 
3 
8 
5 
8 

14 

8 
6 

9 
7 
8 
8 
8 
9 
8 
12 
8 
9 
9 
7 

5 
6 
7 
9 
8 
7 
6 

10 
6 
7 

13 
8 
8 
8 
8 
9 
6 

5 
7 
7 
10 

8 
11 
8 

8 
14 

3 
2 
12 

5 
6 
4 
6 

5 
6 

23 
22 
12 
IB 
17 
IB 
17 

18 
11 

n 

w. 
nw. 

sw. 
ne. 

nw 
uw. 

EvH  K.  Doubleday 

U.  U.  Wilmot  lit 

Whitinerhaiu 

Wilder  

Olcotl  Falls  Co. 

3i' 
43 

30 
25 

'■2.5' 
23 

30' 

Waller  Adam.s  1)1 

20.1 

n.7 

21.8 
24.8 

■23.9' 
■27.1 

■21.6 

-  2.0 

-  4.5 

'-'•i.'e 
"-"b'A 

-  5.4 

'-■4.1' 

41 
44 

48 
44 

■43' 
45 

■56" 

n 
9 

10 

8 

"st 

9 
..... 

-  8 
-24 

3 

•29 

29 
29 

'26' 
■29 

"-b' 

3Iaiimch,useU$ 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk  

750 
■J  17 
■227 
640 
124 
510 
110 
600 

'124 

139 

IS 
970 
190 

50 
402 
172 
240 
1.110 

15 
165 
325 
950 

50 
1.650 

70 

90 

»00 

1.030 

30 

30 
S20 
148 

57 
540 

85 
190 

53 

i 

47 
63 
350 
1.400 
65 
1.700 
920 

i.oa? 

1,6,50 
50 
1.060 
40 
25 
400 
720 
160 
199 
5,55 
850 
20 
20 
200 
520 
450 
210 
222 
900 
711 
960 
625 

6 

51 
0 

51 

65 
0 

42 
0 
0 

51 

31 

49 

10 
0 

49 
0 

51 

51 
0 
0 
6 
0 
0 
0 

36 
0 
0 
0 
6 
0 

27 
0 
0 

42 

51 
0 

51 
0 
0 
0 
0 
0 

49 

50 
0 
0 
0 
0 
0 

19 
0 

49 
0 

49 

34 
6 
0 
0 

25 
0 
6 

22 

52 

33 
0 
0 
10 

0 
37 

0 
43 

Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 

AshlaiidU    

Blue  llilljl§ 

Boston  • 

8 
11 

10 
4 

13 
16 

nw. 

Blue  Hill  Observatory 

Worcester 

Plymouth 

Hampden  

Hampshire 

Mrs.  Loring  H.  Reed 
City  Engineer 
John  A.  Smithies 

Brockton§   

15 

0 

IB 

uw 

Ctiesterfleld* 

lloyt  E.  Dodge 

Chestnut  Hill§...- 

■28.0 
■26.4 
25.2 

•27.8* 

-  2.  6 

-  4.0 

-  2.0 

44 
45 

4.T 

52" 

12 
12 
9 

6 
0 

29 
29 

29 
29 

28 
27 
31 
37" 

14 
16 
10 

0 
4 
8 
11 

17 
11 
13 
9 

uw. 

Worcester 

Middlesex 

Plymouth 

Berkshire 

Met.  Water  Works 

Concord} 

East  Warehara  ... 
Egrcniontn*.  ...••■ 

Fred  A.  Tower 
Joseph  L.  Kelley 
David  A.  Hunter 

ii.h 

-  5.2 

51 

9 

5 

29 

23 

10 

8 

13 

nw. 

Kichard  C.  Brigham 
Wilfred  Wheeler 

Barnstable 

Middlesex  '■.'■'.'.■ 

Norfolk  

Worcester 

Fltchbnrg^ 

Framingliain  §  ■■■■ 

Franklin* 

Gardner* 

25.  6 
27.3 

■2'7.'6' 

-  -2.6 

-  2.4 

51 
46 

"45" 

9 

8 

"9' 

4 

29 
29 

'  ■•29" ' 

24 
26 

'23 

13 

9 

9 

nw. 

Herbert  B.  Allen 
Jlet.  Water  Works 

9 
6 

'i3 

10 

9 
15 

n. 

Fred  A.  Darling 
William  H.  Dunn 

Oreentleld 

Franklin 

Middle.sex 

Worcester 

T.  H.  Ward 

Wm.  P.  Wharton 

Hardwick  • 

Fred  W.  Emmons 

Haverhill* 

Heath* 

27.2 

-  3.2 

44 

8t 

3 

■29 

21 

13 

9 

9 

Cilv  Engineer 
C.  U.  Varuey 

Franklin 

Plymouth 

Hampden  

Berkshire  ...... 

Worcester 

Barnstable 

F«isex 

Hingham  

Holyoke 

Uoosac  Tunnel  •.  . 

S.  A.  Agnew 

0.90 
1.43 
1.02 
1.37 
1  46 
1.  '22 
1.09 
1.13 

-2.77 

■-•2. '20 
-2.59 
-2.28 
-2.95 
-2.57 
-2.31 

A.  W.  Ladd 

22.4 

42 

10 

-3 

29 

29 
26 

9 

7 

15 

nw. 

N.  E.Power  (,'(). 
Mildred  Wheeler 

30.2 

-  3.6 

50 

9 

4 

•29 

9 

1 

21 

nw 

State  Teacher's  College 
Charles  Arthur 

Ipswich*         

WorcestiT 

Middle.sex 

Essex  

Worcester 

Middlesex...... 

•ii 

"e' 

14 

11 

i'2 
19 
14 

uw. 
nw. 

E.  P.  Mitchell 

Lake  CochituatetJS 
LuHrenceS 

■24.2 
23.6 

25.4 

32.1 
30.4 

-  4  9 

-  4.6 

45 
45 

8t 
8 

-  5 
0 

■29 
29 

23 

Met.  Water  Works 
Es.sex  Company 
W.  11.  Hosmer 

Lowells 

"-K.Y 
-  1.9 

44 

".5i" 

50 

12 
9 

i 

"w" 

9 

29 

"■20" 
6 

24 

'2'2' 
19 

1.33 
1.01 
l.,50 
1.  10 
0.91 
1.03 
2.97 
1.  33 

i.or, 

1.  21 
1.28 
1.61 
1.04 
I.  13 
1.29 

0^98 
■2.12 
■2. 12 
1  37 
1.30 
1  14 
0.63 
1.27 
1.16 
1.22 
1.25 
1.24 
0.90 
0.76 
0.91 
1.18 
L41 
1.29 
0.93 
1.03 
1.25 

1.69 
0.84 
1.05 
1.06 
1.16 

1.06 
0.81 
0.82 
1.23 

-•2.02 
-•2  90 
-2.20 

-2.' 37 

-0.'77 
-2.71 
-2.  62 
-1.57 
-2.38 
-1.61 
-2.19 
-2. 07 
-1.49 
-2.  40 
-2.87 
-1.55 
-1.50 
-l.BI 
-2.18 
-2.67 
-2  71 
-2.  62 
-1.09 

— •2.'7i 

-•2!  32 

-2'.  95 

-i.'62' 
-2. 43 
-■2.43 
-2.28 

-■2.11 
-4.00 
-3.1fi 
-2.  X3 
-2  65 

-2  36 
-2.  P4 
-3.22 
-1.79 

6.68 
0.61 
0.92 
0.56 
0.45 
0.48 
0.90 
0.41 
0.57 
0.57 
0.88 
0.63 

'6.'4'2' 
0.57 
1.16 
0.38 
1.13 
1.15 
0.56 
0.61 
0.,58 

0.72 
0.42 
0.66 
0.55 
0.70 
0.22 
0.43 
0.49 
0.78 

0..'6 
0.,51 
0.60 
1.21 

0.,54 
0.  ,52 
0.54 
0.5s 
0.58 

0.48 
0.61 
0.33 
0.72 

1.0 

"tV 
"o.i' 

13.8 
5.8 

''23.'^2' 
3.0 

10.5 

"iVb 
,5,4 
5.4 
0.0 
4.4 

"0.2 
1.4 
2.3 
3.0 
0.4 

''i.'o' 

■2.6- 

"i.'o' 

0.5 

"■i.i' 

5.0 
1.8 
3.1 

9.2 
.3.9 
1,8 
•2.5 
4.4 

"i.3 

9 

8 
9 
6 

10 
14 
10 
8 
12 

17 
5 
12 
10 
10 

4 
10 
10 
10 

7 
9 
8 
8 

8 
6 

7 

6 
11 
12 

fi 
8 

13 
6 
5 

8 

5 
6 
9 
9 

'is' 

'13 
5 
16 

"5- 

'b 

Props.  Locks  >t  Canals 
A.BiK^k 

Middleboro* 

MIddleton  

Milford* 

I'ly  mouth 

Essex 

Worcester 

Worcester 

Nantucket 

Rali)h   .Sampson 
William  K.  Iloelzel 
Milford    Water  Co. 
N.  E.  Power  Co, 

\ati  tucket 

New  Bedford 

City  Kngiiieer 
W.  E.  Buniap 

Worcester 

Berkshire  

I'lymoMlh 

Berkshire  

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Otis* 

K.  J.Laugdon 

I'enibroke* 

Cliailes  (.;   Itogers 

I'eru* 

MaryH.  Wood 

Petersham 

Met.  Water  Works 

l-itts(ield. 

20.8 

-  5.8 

45 

12 

-  fi 

29 

34 

10 

1 

20 

w. 

L.  B.  Cummings 
Anna   M.  Tirrell 

29.9 

-  1.4 

56 

9 

4 

29 

32 

20 

3 

8 

nw. 

nw. 
nw. 

Mi.ss  L.  B.  Knapp 
Met.  Water  Works 

Princeton 

rrovineetown 

.31.4 
31.5 
24.6 

-  3.1 

-  1.1 

49 
,50 
45 

9 
19 
9f 

11 
B 

29 
29 
29 

21 
31 
28 

1 
16 
11 

13 

4 

17 
14 
16 

Irving  H,  McNayr 
U.  S.  C.  G.  Station 
N.  E.  Power  Co. 
G.  n.  Abbott 

Shelburne  Falls  .- 
Souttibridge* 

Franklin   

Worcester  ...... 

Middlesex 

Hampdo 

Worcester 

Berkshire 

91 

...... 

"29' 

•is 

11 

Met.  Water  Works 

Springlield 

27.8 

-  '2.3 

48 

10 

10 

nw. 

U.  S.  Armory 
Met.  Water  Works 

Stock  bridge 

Swampscott 

TauntonS 

Turners  Falls 

Ware* 

21.6 
26  3 
2.5.0 
■25.4 

-  .5!  2 

-  1.5 

45 
45 
42 
46 

9 
9 
9t 

9 
8t 

—  4 
2 

29 
•29 
HI 
29 

29 
24 
31 
32 

15 

61 
40 
17 
56 
30 
46 
8 
75 
43 
79 

58 
47 
35 
104 

25 
12 
42 
17 

11 
13 

5 

7 
6 

7 

7 

13 
12 
19 

15 

nw. 

Nesbit  H.  Bangs 
We.ston  K.  Lewis 

Franklin    

Hampshire 

Woro-ster 

Hampden  

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

Turners  Falls  P.&E.  Co. 
Edna  G.  Tyler 

Webster* 

L.  C.  Coates 

26.8 
25.6 

47 
45 

3 
-  3 

29 
29 

25 
29 

24 

15 
16 

5 
1 

11 
14 

n. 
nw. 

Weston§ 

Weston  Collejie 
Met.  Water  W^orks 

Williamstowng.... 
Winchendon* 

21.8 

-  4.7 

42 

9 

-  4 

29 

6 

14 
11 

9 
6 
17 
10 
11 

5 

"4' 
6 

6 
0 
9 
5 

■20 
14 

16 
19 
14 
12 
15 

nw. 
nw. 

uw. 
nw. 

Williams  College 

Worcester(a)§ 

•24  8 
26.2 

31.0 
27.4 
■20  0 
27,8 
28.8 

-  3.5 

-  3.7 

-  4.9 

-  3  3 

-  4.3 

-  4.8 

-  4.0 

46 
56 

51 
48 
47 
52 

8 

9 
15 
9 
9 

0 

-  6 

10 

-  6 
6 
5 

-  6 

29 
29 

29 
31 
29 
•29 
31 

26 
37 

21 
3S 
26 
23 
38 

Clifford  L.  Davis 

Rhode  Idarul 
Block  Island 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

26 
100 

97 
160 

55 
46 
43 
65 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
.Tohn  W.  Locan 
U.  S.  Weatlier  Bureau 

PawtucketS 

Providence 

Cmmeeticnt 

New  London  . . . 

Lifchfield 

Fairfield 

Hartford 

140 

144 
262 

0 
0 
35 
0 

•29 

27 

n 

12 

Rridgeport§. -..•■•  ■ 
Biirhncton 

•27.2 

-  4.9 

54 

9 

3 

7 

nw. 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

See  page  70  for  explanation  of  reference  marks. 
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December,   1935 


Olimatolog'ical  Data    for  December,  1935 


Temperature.  ii\  degrees  Fahrenheit 


PreciDitatioti.  in  inches 


ConnecUcid  Cont'd 

Colchester 

Colhn.sville 

Cream  Hilltt 

Kast  Hartlanfl  — 

Falls  VillaKe§ 

Hartford 

Lake  KonomoctJ-- 
New  Haven  — 
New  London  .. 

Norwalk  

Old  Greenwich 

Putnam 

Salisbury 

StorrsS 

Waterbury  — 

West  Hiinland, 

For  State- 


New  London  • 
Hartford  ••• 
Litchlield  ... 

Hartford 

Litfh field  ... 

Hartford 

New  London. 
New  Haven  . 
NewLondon. 

Fair/ifdd 

Fairfield 

WiiuUiiim 

LitchHeld  ... 

TolhuHl  

New  Haven  . 
Hartloni.... 


1,300 
1,220 

159 


-2.59 
-3.09 
-2.05 


S.P.WiUard 
Edwin  R.  Wilder 

C.  L.  Gold 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

U.S.  Weather  Bureau 

Harry  G.  Tiet.len 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr   Exp.  Station 

William  .7.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pages  68,  69.  and  70. 

The  denarturcs  froui  nonual  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  hnt  all  complete  reports  are  used 
in  determining  section  or  State  means.  Reference  letters,  a,b,e,  appearing  in  the  table  indicate  number  of  days  missinff ;  for  example  b  represents  two  days,  etc.  t  Also 
on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    til  Oberver  for  New  England  Power  Co.      '1    Precipitation  is  le.ss  than  0.01  inch  rain  or  melted  snow. 


Xt  Post-office  add 
Millinocket;  Winslow, 
field.  North  Stratford, 
—Massachusetts-  Asli 


hese  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
>;-New  Hampshire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhaiu;  York  Pond,  Berlin  ;- Vermont— Bloom- 
nwall,  Middlebiiry;  Mays  Mills,  Colrain,  Mass, ;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
lingham;  Blue  Hill,  Milton;  Egrcmont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingbara;  —Connecticut- Cream 


Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Publ 


Health. 


J  Not  included  in  summaries. 


Explanation  of  Keference  Marks  Used  on  Page  71 . 
Excent  as  otherwise  indicated  observ.ations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations  *'*  Regular  Weather  Bureau  station  ;  precip'itation  is  for  the  24  hour  period,  midnight  to  midnight.         *•  Precipitation  measured  in  the  morning ;  amount 

recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Keference  Marks  Used  on  Page  72. 
II  Observations  are  taken  in  the  morning;  the  maxiraani  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRKSS 

lltl!:.  WlNl 

),  IHIMIDI 

TY,  AND  SUNSH 

INK 

Atmospheric  Pressnre 
1  reduced  to  sea  level ) 

Wind 

Relative 
Humidity 

Stations 

1 
S 

1 

2 

II 

a 

II 

0 

§ 

a 

a 

1 

a 
0 

S. 

30  00 
29  95 

30.68 
30 .  66 
•An  RJ 

29  44 
29  38 
29.  42 
29  41 
29.  48 
29  22 

20 
20 
10 
20 
16 
16 

6.6 
19  3 

14.1 
15.2 
9.3 
13  0 

32 

43 
39 
41 

36 

nw. 
nw. 

79 

81 
70 
SO 
82 

■76' 
67 
58 
75 
75 

74 

69 
60 

'77' 

57 
39 
44 
44 
29 
44 

Block  Island   ... 
nine  Hill 

29  95!  '^fi  K'^ 

BurliuKton  

30  01 
29  «7 

30.78 
30.49 

30.00 
29.98 
29.92 
30- 00 
30. 00 
29.94 
29.96 

30.74 
30.68 
30.61 
80.71 
30  76 
30.60 
30.65 

y 

29.  4.5 
29.  42 
29,34 
29.  44 
29.45 
2 '.37 
29.41 

20 
20 
20 
20 
20 
16 
20 

4.0 
9.1 

14.6 
9.4 
6.5 
8.5 

12.6 

18 
32 
46 
27 
24 
27 
35 

nw. 

uw. 
ne. 

nw. 

30 
27 

87 

79 
71 
90 

75 
70 

68 
62 

.57 
74 
62 
54 

86 

75 
60 
87 
69 
60 

■4! 

■48' 
28 
■17 
45 

Hartford 

Nantucket   

New  Haven 

North  field 

Providence 

1935 
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Daily  Precipitation  for  December.   1935 

Drainage  basin 

Day  of  month 

1 

Stations 

I 

2 

3 

4  1    S 

•_ 

1 

8|     9 

10|ll|l2 

18 

14  j  16  1  16 

n|i8 

19 

20  1  21 

JL 

23 

24 

25     26 

27 

28  1  29 

30 

31 

Eastport*** 

Coast 

T. 

".'6i 

T.' 

.'oi 

T. 

J.. 

.05    .04 
.05'  .03 
.tti  .01 
.Ofii  .04 

.02 

:ot 

".03 

.37 

.13 

..,. 

1 
T.     .36 
.19^1.28 

T. 

'J'. 

.01 

.04 

1 

1.07 

.$2 
.15 

2.68 

ir'        ko 

.04 

T. 

ni 

.08 

'."oi 

.05 

.ii7 

■'69 

■'65 
.24 
.69 

.52 

.49 
.65 
.95 
.62 
1.00 
.83 
.73 

:l 

.76 
.74 
1.44 
.81 
.56 
.53 
.30 

.03 
.03 
.01 
.01 
.01 
.04 
T. 
.02 
.04 

1.56 

Farinington 

Gardiner 

Greenville 

Houlton   

T 
.05 

.11... 

■f.' 
.09 
.02 

■[oi 

:::: 

't.' 

.03 
.02 

f.' 

■r. 
.01 
.01 
.02 

1.96 

::::do:::::::::;:;: 

....do 

St.  John 

'.■62 

'1. 

.05 

'•i'. 

T. 

.08 
.04 
.10 
.08 

.05:  T 

.02   .27 

.38 
.09 

.ii 

T. 
■V. 

.02 

.Oi 

.02 

:^o? 

.62 

T 

.10 

.14 

.26 

.03 

T. 

!03 
.05 

'.■•io 

.10 
.10 

1.92 

Jaekman 

Lewiston 

Madison 

Millinocket 

Kennebec 

Androscoggin   .... 

Kennebec 

Penobscot  

.« 

".06 

.01 
T.' 

.10 
.03 
.02 
.04 
.05 

■'66 

T. 
.02 

.07 
.12 
.12 
.04 
.07 
.02 
.05 

'.'oi 

T. 

.79 
.74 
.78 
.54 
.66 
.60 

.20 
.64 
.08 

■f  ■ 
T. 

2.07 
2.29 
1.93 

1.47 

North  Briagton  . . . 

Oliltown 

Portlan.i-" 

Presciue  Isle   

KipogenousDam.. 

Presumpscot 

Penobscot   

Coast 

St.  John 

Penobscot  

■.04 

.43 

'.'oi 

'4' 

T. 

■.■62 
■.■62 

:::; 

■.'26 

.03 

't.' 

T. 
T. 

.22 

.40 

'i'.' 

.02 

•V. 

.12 

.16 

■•i''. 

.01 

.11) 
.04 

f.' 

T. 

2.42 

.07 

1.37 

01  i     01 

.28 

1.36 

Kennebec 

.10 

.04 

.03 

.15 

T 

T. 

T. 

.01 

1.86 

Van  Bureii 

Winslow 

Woodland"  

iVeii'  Hampthire 

St  John 

t. 

.06 
.04 

.02 

■.'04 

r. 

T. 
■.■63 

■69 

.01 
.01 

".if, 
T 
T. 
.01 
.01 

.... 

.06 
.09 

.04 
T. 

■;6i 

T. 

.01 

■.■63 
.08 

.86 
1.26 

.05 
.45 
.56 
.49 
.50 
.50 
.47 
.13 
.31 

.68 

■'67 
.02 
.50 
.21 

.07 
.08 

.06 
.07 
.07 
.02 
T. 

'T.' 

.10 

.73 
.05 

■35 

.14 
.81 

.19 
.03 
.61 
.04 
.36 
.13 
.48 
.53 

'1'. 

^t^r'ioix   

.03 

.01 

T 

T. 
T. 

.01 

.01 

T. 

'1'. 

■1'. 
.01 
.08 
.07 

'r.' 
.02 

.06 
T. 

T. 

2.48 

Androscoggin 

Merrimac 

!l3 
.04 
T. 
.05 
.01 
.07 

'.io 

■r. 

.05 
.05 
.02 

f 

"os 

T. 
T. 

•r. 
■'ii 

03 

.... 

".'.'. 
T.' 

■.'64 

■;6s 

Concord          

1  10 

Coast 

1  41 

First  Conn.  Lake. . 

Franklin 

lanover  ....  

Keene (near) 

Connecticut 

Merrimac 

Connecticut 

...do 

....do 

Merrimac 

.45 
.25 
.35 
.21 

.13 

.07 

.02 

■f.' 
T 

't.' 

'1'. 

.02 
'f.' 

■'oi 

.01 

.04 
T.' 

.02 

1.87 
1.16 
1.00 
1.37 

Lincoln" 

Nashua'* 

.02 
.04 
T. 

.64 

1  17 

.61 

.70 

Ne«porf* 

Connecticut 

Merrimac 

f." 

T. 

T. 
T. 

.22 
.90 

.... 
... 

T. 
T. 

T. 
T 

1  04 

T. 

T 

Vermoitl 

Brattleboro  " 

...do 

Champlain 

Connecticut 

....do 

.05 
T. 

.01 

■.04 
.01 

T.' 
T. 
T. 
T. 

.02 

t.- 

T. 

.07 
.02 
.03 

■.'63 
.01 
.01 

:;;• 

".03 

.04 
.07 

.'60 
.46 
.48 
.81 
.23 

.41 
.49 

.45 
T. 
T. 

r.' 

T. 

T. 

T. 

T. 

.50 
.21 
.22 
.22 
.55 
.43 

!25 

T. 
.09 
.39 
.21 
.12 
.08 
.18 
.12 
.21 

.62 
T. 

T. 
T.' 

T. 

'.'6i 

T. 

■.02 
T. 
T. 

I 

f. 

T. 
T. 

't. 
■r. 

T 

'.'oi 

■!■ 
T. 

■f. 

1.04 

Cavendish  

Chelsea            ..  .. 

1.12 
0  95 

T. 

.04 
.04 
T. 

.08 

!oi 

T. 

■f.' 
T. 

Pno-hiirg  Kails.... 

. .  do 

St.  L,.i  wrence 

Cliamplaiu 

do. 

.13 
T. 
T. 
T. 

T. 

08 
.02 
.01 
.02 

.10 
.04 
.01 
.01 

-- 

~: 

T. 

.05 
.01 
.02 

■f 
T. 

T. 

't.' 

T. 
.03 

■.■62 
T. 
.01 

^: 

.06 

•r. 

t" 

■r. 

.... 
T. 

■.'03 

''r°^ 

■;63 

T. 

■f.' 

T. 

1  15 

^:    ''^'m--::::: 

T. 
T. 

0  92 

.<t   J('hn*bury 

Connecticut 

T. 

.07 

6i 

T 

T. 
.21 
.01 
.01 

.02 
.02 

'tV 

T. 

T. 

.09 

.51 
.04 

.07 

.25 
.27 
.26 
.11 
.34 
.32 
.04 

.11 
.35 
.31 
.32 
.24 
.07 
.42 
.22 

.01 
.37 
.60 

.10 
T. 
T. 
.28 

■.■34 
".64 

.■64 

T. 

.05 

.19 

.41 
.56 
.57 
.35 

.09 
.63 
.17 

■;64 

.52 
1.21 
.03 

.50 
.05 

■."58 
.10 
.44 
.61 
.03 
.55 
T. 

T 

.02 

T. 

T. 

.01 
.02 

T. 
.01 

'.'oi 
"r" 

.02 

T. 
'I'. 

.02 
.02 
.01 
.04 
.03 
.02 
T. 

T. 
T. 

■f. 

■.'63 

.03 

T. 

'V. 

.01 

■'62 
.01 

1  26 

....do 

...do 

...do 

Connecticut 

.01 
T. 

.09 
.60 
.03 
.05 
.06 
.05 

1  44 

,11 

T. 

T. 

T. 

.12 

T 

T. 

T. 

't 

T. 

Woodstock 

f. 

.09 

.10 
.01 
.02 
.02 
T. 
.01 

62 

■f.' 
T. 

"61 

.20 

.40 
.13 
.17 
..58 
.02 

!04 
.61 
.31 

:i 
.01 

.46 
T. 
.04 

'.■79 
.68 
.23 
.41 
.57 
.42 

1.16 
.02 

'.'ei 

.05 
.40 
.70 
.26 
.51 
.06 

.32 
■!44 

.as 

.03 
.18 

".•26 
.32 
.19 

.48 

T. 

.01 
T. 

.02 

■.'04 
.(■2 

T. 
■J- 

.01 

1.05 

Blue  Hill       

T. 

T. 
T. 

1  74 

Chestorfield" 

...do 

Connecticut 

T. 

■.■62 

■f.^ 

'!67 
■.■69 

'.03 

't.' 

T 

.03 

■•■■ 

T.' 

f.' 

■■.6i 
'i'. 

■.■64 

T. 

0.66 
1.20 

Clinton**          

T. 
.01 

.05 
T. 

.'oi 

.11 

;o4 

T. 
.16 
.06 

r.' 

.04 
.07 
.06 
T. 

T. 
".12 

T. 
T 

'■i'. 

1  26 

Concord 

East  Warc'haiti"  . . 

....do 

Coast 

.10 

.06 

".i~ 

'.'67 

■.'36 
.06 

".bt 

1.02 
2  18 

Egremont" 

Fall  River  

Falmouth** .     ... 

Housatonic 

Coast 

....do 

.05 

.05 
or, 

f. 

^• 

T. 

.15 
.06 
.01 
.05 
T. 
.01 

.■qs 

1  02 

1.38 
1  47 

11 

...do 

Charles 

Connecticut 

Merrimac  . 

.05 
.03 

.'05 

;o2 

.07 
.06 
.06 
.04 

.n-2 

.10 
.09 
.01 

".oh 

.03 
.05 
.09 
.08 
.10 
.03 

.08 
.05 
.06 

■.'is 
r. 

T. 
".02 

■.05 
.04 

■'oi 

•f 
T. 

.02 

^' 
.01 

T 

■f. 

T.' 

■.'62 

T. 
T 

Franklin** 

T. 

0  84 

Hardwick** 

Haverhill 

.01 

.01 

0.85 
1  21 

Connecticut 

.01 

't.' 

■!66 

.04 
.02 

".12 

'.'65 

Ipswich** 

do 

.05 

.02 

■63 
.20 

■'m 

T. 

.01 

■.'06 

.03 

T. 

.45 
.46 
.44 
.22 
.20 
.10 
.05 
.27 
.77 
.28 
.23 
.10 
.26 
.23 
.23 
.30 

.28 

!io 

.12 
.23 
.16 
.02 
.28 
.1.5 
.04 
.16 

.03 

'.U 
15 

T. 

1  46 

T. 
f.' 

f.- 
T. 

.03 

'.'oi 

.0^ 
.02 
.02 
.05 

Nantucket*** 

New  Bedford  .... 

Coast 

...do 

Connecticut 

Honsatonic 

Coast 

....do 

....do 

Thames 

Connecticut 

Coast 

Connecticut 

Hudson  .     . 

T. 

't' 

t. 
T 

■r. 

.01 

.'02 

f. 

.13 
.10 

.67 
.21 
.04 
.05 
.05 
1.13 
1.15 
.07 
.06 
..55 

'.'oi 

.08 
■.'63 

T. 
'.'64 

.13 

.01 

■'62 

!oi 
'.'61 

.04 
.15 

't. 

.10 
.02 

.30 
39 

2.97 

Pittstield" 

T 

■.■6i 

1  13 

Plymouth" 

Provincetown 

■.'69 
T. 

".is 

.05 

.11 
.02 
.07 
T. 

.'65 

.06 
T. 

r.' 

.■."' 

.15 
.39 

... 

1.76 
2.12 

Southbridge** 

■j2 

.03 

't.' 

T. 
T 

■.'03 
'1'. 
.01 

.07 

■\\' 

.12 
.01 
.01 

.03 
.05 
.10 
.01 
.04 
.02 
T. 
.06 

.01 

.08 

'f.' 

.02 

'."oi 

■1-. 
.02 

'.'oi 

T. 
■."62 
■.'62 

.06 

'1' 

T. 

.02 
T. 
.01 
.04 
.01 
T. 

■'64 

■.■62 
.61 

T. 

'.'62 

l.,30 

Bprinjrfifld 

0  63 

r. 

T. 

T. 

.01 

.08 

^' 
T 

".m 

1  25 

Turners  Falls 

1.24 

William^town    

T. 

.05 

T. 

.03 
T. 

T. 
■f. 

■f,- 

.18 

.20 

T. 

1  29 

Connecticut 

Blackstone 

Coast 

....do 

....do 

T. 
f. 

.14 

■.'oi 

.40 
.15 
.24 

.15 
.21 
.01 

T.' 
.27 
.22 
.30 

Worcester 

T. 

T. 

T. 

.11 

tV 

.02 

■.■io 
.10 

.04 

".oi 

.02 

T. 
'f. 

T. 
.18 

!26 
.08 
.02 
.10 

T. 

.CO 

.03 
.52 
.19 

.11 
.60 
.3f 

:i7 

.04 
.21 

1  03 

Jiho'ie  Island 
Block  Island***... 

Kingston..... 

Providence*** 
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''%:::■:::::- 

....do 

.05 

.05 

•f.^ 

T. 
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T. 
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T. 
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T. 

T. 
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T. 
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T. 
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T. 
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T. 

T. 
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T. 
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.10 
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T. 
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See  page  70  for  explanation  of  reference  marks. 
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OLIMATOLOGIGAL  DATA:  NEW  ENGLAND  SECTION 


December.   1985 


Daily  Temperatures  for  December.  1935 


2      13      U      15      16 


|.8 


■20      21      22     23      24      25     26      27      28     29 
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1> 
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See  page  70  for  explanation  of  reference  marks. 
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No.  13. 


GENERAL    SUMMARY. 

Cold  weather  persisted  from  the  j-ear  1934  into  .January  and 
February  of  1935.  While  record  breaking  low  extremes  of  temp- 
erature did  not  predominate  as  in  the  winter  next  preceding, 
there  were  no  comments  historically  pointing  to  "old  fashion- 
ed" winters  such  as  used  to  prevail.  A  snow  storm  on  January 
23d  caused  a  considerable  hindrance  of  traffic  in  all  parts  of  the 
Section  except  the  extreme  northern,  which  was  somewhat  out 
of  the  storm's  influence.  In  Boston  the  snow  accumulated  some 
8  inches  in  two  hours,  and  it  was  this  rapid  rate  of  fall  which 
largely  caused  the  moderate  snow  blockade.  The  normal  march 
of  warmth  carried  on  into  April,  without  noticeable  Spring  fresh- 
ets as  the  snow  in  the  deep  northern  woods  disappeared.  Heavy 
rains  from  the  9th  to  12th  of  April  in  eastern  iSIas-achusetts  and 
Rhode  Island  caused  local  floods.  jMay  was  cool  and  dry,  which 
is  not  a  wholly  unfavorable  condition  for  agriculture,  but  it  con- 
tributed seriously  to  forest  fires.  This  lack  of  rain  was  largely 
restored  during  .June,  with  an  accompanying  lack  of  sunshine 
and  of  pleasant  weather.  July  was  the  warmestmonth  of  the  year, 
as  usual,  and  was  somewhat  more  oppressive  from  excess  of 
humidity  than  is  usually  the  case;  there  iiave  been  hut  three  or 
four  warmer  months  ever  recorded  in  New  England.  On  August 
13th  a  local  storm  in  Salisbury,  Conn. ,  and  vicinity  caused  con- 
siderable damage  by  wind  and  lightning,  but  was  not  believed 
to  have  been  of  tornadic  type.  Record  breaking  high  tempera- 
tures for  all  time  occurred  in  central  Maine  on  the  ISth  and  19th, 
reaching  104°.  Drought  conditions  developed  in  moderate  de- 
gree in  various  localities.  Frosts  returned  in  September  and 
probably  were  a  contributing  factor  to  one  of  the  most  colorful 
displays  of  autumnal  foliage  within  memory.  Rainfall  deficiency 
was  largely  restored  except  in  Rhode  Island  and  Connecticut, 
and  with  October  being  a  decidedly  dry  month,  water  supply 
conditions  became  a  problem.  Forest  fires  resulted  from  the  dry 
weather,  and  the  autumn  foliage  colorings  continued  brilliant. 
November  was  above  normal  in  warmth  and  cloudiness,  and  not 
particularly  pleasant,  with  a  normal  amount  of  snowfall,  and 
was  followed  l)y  subnormal  warmth  in  December,  which  was 
almost  twenty  clegrees  colder  than  November.  A  lack  of  snow 
and  rain  in  mid-December  permitted  fire  hazards  in  the  woods, 
and  further  contributed  to  the  water  supply  problem  in  parts  of 
Connecticut. 

The  average  annual  temperature  for  the  Section,  was  4.5.4°, 
which  is  0.5°  below  the  mean  for  the  past  48  years.  The  high- 
est annual  mean  temperature  was  51.3°  at  Waterbury,  Connect- 
icut; the  lowest  was  37.0°  at  First  Connecticut  Lake,  New 
Hampshire.  The  highest  temperature  reported  was  104°  at 
Orono,  Mnine,  on  August  18th  and  Bangor,  Maine,  on  August 
19th;  the  lowest  was  -44  at  First  Connecticut  Lake,  New  Hamp- 
shire, on  .January  31st.  The  annual  range  for  New  England  was 
148°;  the  greate.st  local  annual  range  was  137°  at  Woodhmd, 
Maine;  the  least  local  annual  range  was  80°  at  Block  Island, 
Rhode  Island.  The  greatest  daily  local  range  was  76°  at  Ripo- 
genus  Dam,  :Maine,  on  March  17th. 

The  average  annual  precipitation  for  the  Section,  wats  38.54 
inches,  which  is  2.93  inches  below  the  mean  for  the  past  48 
years.  The  average  annual  snowfall  was  72.2  inches,  which  is 
8.5  inches  above  the  mean  for  the  past  48  years.  The  greatest 
annual  precipitation  was  52.27  inches  at   Somerset,  Vermont; 


the  least  annual  amount  was  28.39  inches  kt  Prescpie  Isle, 
Maine.  The  greatest!  local  monthly  amount  was  12.29  inches 
at  Portland,  Maine,  in  January;  the  least  local  monthly  amount 
was  0.25  inch  at  Lake  Kcmomoc,  Connecticut,  in  August.  The 
greatest  amount  in  any  24  hours  was  4.90  inches  at  Pendn-oke, 
Massachusetts,  on  April  9th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  125,  which  is  4 
above  the  the  mean  for  the  past  48  years. 


COMPARATIVE  DATA  FOR  NEW  ENGLAND 


18S8 

1889 

1890  .... 

1891 

1892 

1S93 

1894 

1895 

1896 

1897 

1898.... 

1899 

I'JOO 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917..  .. 

1918 

1919  .... 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1933 

1934 

iy3S 

Annual 


4-0.5 
+  1.3 
+  0.2 
+  1.6 
-0.3 
+  0.1 

-  0.1 

-  3.1 
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l„, 

^:^ 

4"l.  2 

111'   157,     .-.1 

79.  5 

no;  v,ii   .j,^ 

33.1 

106 

96 

70.1 

111 

151 

94 

80.  5 

117 

137 

102 

,-)3.  4 

11)2 

171 

93 

hh.  (i 

112 

153 

t9 

53.6 

HI 

I,'i3 

98 

,-).i.  2 

112.  1,58 

41 

54.9 

Jm 

161 

161 

95 

62,2 

i\; 

1,J 

92 

41.5 

126 

139;     85 

94.3 

126 

141 

88 

.54.3 

118 

1,52 

91 

Vl.H 

115 

157 

8;- 

82.4 

118 

1,53 

K 

58.9 

104 

164 

87 

60.0 

131 

147 

95 

82.8 

127 

141 

94 

n'i.h 

136 

138 

95 

51.0 

r,'ii 

13i 

95 

71.7 

12s 

141      91 

4(,H 

116    1.9,     91 

MONTHLY  AVERAGES  AND  EXTREMES,  1935. 
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Climatolog-ical  Data  for  the  Year  1! 
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Precipitation  (inches). 
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Bold  face  type  gives  state  values,    i  All  complete  records  used  in  determining  state  values,     t  Also  on  other  dates.     §  Thermometers  not  supplied  by  Weather  Bureau. 
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Monthly  and  annual  precipitation  for  the  year  1935,  with  departures  from  the  normal. 
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Carendish 

Chelsea • 

Cornwall  

Eiiosburg  Falls 

Newport 

Nortutield 

Rutland 

St.  Alliai  , 

St.  Jolinslmry  .... 

Somerset 

Woodstock 

MdKsncltiisettg. 

tinherst 

Blue  Hill 

Boston 

Chestnut  Hill 

Clintou 

Concord  

East  Warehara 

Fall  Kiver 

b'itrliburg 

Framingham 

aioucrster 

Hya 

uiwrence 

Lowell 

Wauluoket  

Uew  IJe.lford  ... 

Pittstield 

Plymouth   

Proviiicetown  . . 
Rockport 

Jprinefield 

itookbridge  — 
Swarapscott — 

raunton 

rnrners  Falls.. 
HTiUiamstown  . 
Worcester 

Wi'xle  Island, 
mock  Island 

Kingston 

Pautii.kf't 

i*rovidence 

rnnnerlieiit. 

Sridgeport 

>eani  Hill 

falls  Village.... 
Hartford 
*ew  Haven.. 
'lew  London. 

iorwalk 

I'atnani 

itorrs  

RTaterbury... 
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CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION. 


Year,  1935 


Monthly  and  annual  mean  temperatures  for  the  Year  1935,  with  departures  from  the  normal. 

January.    February.      March.  April.  May.  June. 


Maine. 

Bar  Harbor 

Kastport 

Farmingt.on 

Oartliner 

(iieenville 

Houlton 

Lewiston 

Madison  

Millinocket 

North  Bridgton. 

Oldtown 

Portland 

Presqup  Isle 

Ripogenns  Dam. 

Rum  ford 

Van  Buren 

Winslow 

Woodland 


A'eic  Hmnvshire. 

Berlin 

'^flthleliora 

Concord 

Durham 

Errol    

First  Conn.,  Lalte. 

Franklin 

Glenoliff 

Hanover  

Keene(near) 

Nashua 

Pinkham  Notch... 

Plymouth 

Vermont. 

Bennington 

Bloomlield 

BrHttlehoro 

Burlington 

Cavendi-sh  

Chelsea 

Cornwall 

EnosburK  Falls 

Newport 

NorthtieUl 

Rutland 

St.  All.iins 

St.  Jolinsbury 

Somerset 

Woodstock 

Mnssnehiisettx. 

Amherst 

Blue  Hill 

Boston 

Chestnut  Hill 


on . 


Cli 

Concord 

Ea>t\Vinnliani  . 

FallRiver 

Fitchburg 

Framingham.. . 

Gloucester 

Hyannis  

Lawrence 

Lowell 

Nantucket 

New  Bedford... 

pittsfield 

Plymouth 

pr'ovincetown .  . 

Rockport 

Springfield...   . 

Stockbridgo 

Swampscott 

Taunton 
Turner's  Falls. . 
Williamstown. . 

Worcester 

Khnile    Ma 
Block  Island  ... 

Kinsston 

Pawtucltot 

Providcncp  — . 


Bridprepnrt.  . .. 
Cream  Hill  .. 
Falls  Village  . 

Hartford 

New  Haven  . . 
New  London  . 

Norwalk 

Putnam  . 

Ptorrs  

Waterbnry  . . . 


20.9  j- 


2. 5  31. 2 
5.  0|28.  7 
2.5  27.9 
. . . .  21. fi 


.2 

'  27. 2 

)  30.fi 

3.028.8 


+  0.3 
+  0.8 
-0.6 


-  0. 
-2.5 

+  06 
+  0.2 

+  0.8 


+  4  rifi.o 

>2.H 

+  1  '/axh 

+  2..1j-)o.4 

+  l.flk.i.O 

+  2,3|43,8 

+  4.4'4M  3 

+  1.5'42,6 

+  4.8.... 

+  3.7  46.3 

+  1.6144.4 

+  5.0148.8 

142.2 

+  1.2|4-2  8 

+  .3.4145.1 


+  3.3 
+  4.5 
+  3.6 
+  4  7 


+  1.7  47.1 
+  1.8j4.3.0 
+  1.5144.0 
+  4.4  47.7 
+  4.6148.2 
+  3.5|47.2 
+  3.6  47.2 
44.4 
3.6  45.4 
+  4.8  48.4 


-  0. 7  56. 1 

-  0.3  52.2 

-  0.6  52.6 
+  1.057.2 
+  1.057.0 


+  06 
+  0.4 


5.3 


-  6. 

-  3.3 

-  3. 


5.2 


July. 


8  CO.  1 
171.6 
.'•)|69,5 
0169.  6 
4  70.  8 

0.6 

9  70.8 


«?  6 
B2.6 
63.6 
02.  8 
62.4 
62.  0 
64.9 
65.4 
65.  2 

3.158.0 

3.7 


-2.4 

-  0.5 
+  0.9 

-  3.1 
+  3.3 
+  2.6 
+  0.2 


0.0 
+  '6.'5 


0.574.3 
0. 3  70. 6 
0.172.6 

0. 2  74. 8 
0.  3i75.  2 
0.  5|73.  8 
L0  75.6 


August. 


67.0 
2.2  69.6 
67.0 
67.3 
68.0 
68.2 
69.0 
66.1 
67.2 


+  2.0 
+  3.3 
+  3.1 


+  2.5 
+  1.2 
+  0.9 
+  2.5 
+  2.4 
+  2.0 
+  2.1 

+  '2'9 


+  4.7  73.4 
1.9  70.3 


+  s!  0  72'  8 


September 


3. 5  57. 3 
3.l!55.0 
+  3.4:.'-)7.0 
+  3.2|57.4 
+  2.4,52.7 
+  3.1153.8 
+  2.8  57.6 
+  2.155.4 
+  2.5  55.4 
+  1.5  56.3 
+  3.0  56.6 


-  0.6 
+  3..-) 

+  L2 


+  0.3  61.6 

+  0. 9  57. 1 

+  3.3  58.3 

+  2.8  61.2 

+  1.4i62.S 

+  1.5,62.5 

+  1.7|61.6 

i59.6 

+  I.8I59.8 

+  3.6  62.7 


October. 


December.    Annual 


+  3.0 

+  4.2 

+  4.4 

2.5 


+  4.4 

+  '4.'6 
+  5.5 
+  5.1 
+  5.8 
+  5.3 


+  3.7 
+  2.5 
+  1.9 
+  4.3 
+  5.2 

+  4'9 


+  5.3 
+  .5.7 
+  5.5 


+  4, 
+  2.3 
+  4.3 

+  '3.'2 

+  5.1 
+  4.6 


+  3 
+  5.6 
+  4.4 


+  5.5 

+  ■3.' 6 
+  4.6 
+  5.2 
+  4.8 
+  3.2 


+  2.8  27.2 
+  3.5  2L5 
+  4.3  24.0 


Reference  letters  indicate  number  of  days  missing;  »  one  day,  b  two  days,  etc. 


Year,   1935. 
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SUPPLEMENTAL   RAINFALL   DATA, 

1935. 

Stations. 

iiiiii|l|lil 

July. 
Sept. 

1 

i 

1 

"c 

< 

Maine. 

BrassuaDaui !.".'. 
East  Winthrop  .. 
Ellsn-orth.... 

1  1  i 

.    7.59    1.96    1.51   3.39 
•1  5.55   2.01;  2.26   8.33 
•1  7.61    1.97!  1.25  2.78 
1  9.53    3.10    1.72    3.00 

1.26   4.37 
2.47    4.47 
1.53   5.15 
1.8l|  4.06 

1         1 
I.24I  2.29    3.7S 
4.49,  2.30,  4.29 
2.90   2.30!  4.58 

1.47'  l.,M    ,i.:>7 

1.20 
0.99 
0.81 
0.  S6 

5.46 
4.17 
4.61 

5.-.;3 

2. 16136.  21 
1.61|37.94 
2.14137.66 

2.6<'4U.36 

Eust: 

Ft.  Fairfield  (near) 

Hiram 1 

Jackman 

Lincoln  

Machias 

Mi<i(11eDam..., 

Milo 

Moosehead  — 

Orono , 

Sebec  

Squa  Pan  Dam 

The  Forks 

Upper  Dam. 

West  Rockport. 


Nru'  Hnmpshire. 
Dixville  Notch  ..., 

Fitzwilliam  

Hampton  Beach.. 
Lakeport 


Lincoln  

Littleton 

Manchester 

Milan 

Mt.  Washington 
New  Durham  ... 

Newport  

West  Lebanon.. 
West  Stewartstowu 
Wdlfboro  Falls 
York  Pond  .... 
I'ermont. 


Bellows  Falls 

Craftsbury  Comm. 

East  Baruet 

East  Ryegate 

Gilman 

Mav'eMill , 

Mclnrloe  Falls  ... 


>  irgMt 

>  ,;   luug  Station 

\  ernon  

West  Burke 

West  Hartford 
White  kiver  Junc'n 

Whitingham 

Milder  

Wilmington 

'■[cifxiichiifetlit. 

Adams     

Ashland 

Athol 

Boylston 

Chester 

Chesterfield 

Egremont 

Falmouth 

Franklin 

Gardner 

Greenfield 

Groton 

Hardwick 

Heath 

Hingham 

Holyoke 

Hoosac  Tunnel  . 
Hubbardston  . . . 

Ipswich 

Jefferson 

Kenoza  Lake  . . . 

Leominster 

Jiansfleld 

Middleboro 

Middletou 

Milford 

Millbury   

Mt.Wachu.sett... 
Newbui-yport . . . 
Northbridse .... 

Otis  (west; 

Pembroke 

Peru 

Petersham 

Plainfield   

Prinreton 

Shelburne  Falls 

South  bridge 

Spot  I'ond 

Sterling ' 

Ware  ! 

■WpI,.-    r ; 

Westtield 1 

Weston  College 1 

West  Rutland j 

Winehendon I 

Worcester  (Clark)., 


4.73  1.95 
4.761  1.82 
6.97;  2.84 
4.04,  1.00 
5.27,  2.23 
10.  66!  3. 54 
4.91   2.12 


5.36  1.73 
3.14  2.92 
3.6:31 
3.17! 
1.66! 
2.561 
1.291 
2.701 


2.  13 
3.20 
2.15 
4.31 
2. 83! 


3.30 

3.04 

42,  2.57 

88!  3.08' 

7.25   3.23; 

6.68   2.94 

3.25! 

6.48  3.'i.5 
6.30  3.I81 
3.58  2.82! 
5.49;  2.91' 
4.21  J.  35, 
7.09i  .... 
5. 19:  2. 37 
6.91  3. 57' 
5.891  2.3S; 
6.211  3.51 
8.28,  4.19 

6.33  3.49 
5.21  3.17 
5.03  2.43 
5.86   3.42 

5.34  .... 
5.14   3  22' 

4.88;  2.901 

5.95!  2.48| 


i.SJ,  1.46 
>.39l  2.46| 
5.29 
5.36  3.15 
4.46   2.25   2.05 


6. 25 


2.  75 

j'gg 

4.65 

3.51 

i.M 

3.75 

5.26 

2.86    1.92 

3.06 

1.39 

6.04 

2.08 

1.2.'> 

4.44 

2.  02 

3.91 

2.  -22 

2.86 

1  95 

3.29 

2.14 

5.70 

2.37 

270 

■2.  .53 

5!  07 


2.S4  2. 91 1  5.75 
4.73|  2.56 
3.88  2  96  5.49 
3.77  3.04!  6.27 
2.32I  3.41  4.31 
1.69  3..53I  5.21 
1.32   2.661  4.69 


3.  26 
3.17 
3.64 
4.08 
5.28 
931  4 .74'  4.  20 


5.01 
4.04 
4. 20 


7.01,   l.Oii.Jj.  :i- 
9.55,  3.  OS' 46.  35 

5. 00    1.26 

1.47136.19 

1.491 

,04 


4.28    5.4-    . 

5.48    4.20   2.37i  4.20   0. 

2  75   4.72   0.76   5.41 


1.45! 

1.34  41.43 
l.'J5i38.80 


1.34 

1. 35  41. 88 

1. 36  43. 99 


35.97 

)3i'22 

i31.yl 

.95 

I  43. 93 

.  11135.62 

.  09139.  74 


3.961  3.17  4 
3.08  1.94  6 
2.08  2.59  6 
3.55  1.731  h 
4.13  2.391  6 
2.2.5  2.81  6 
. . . . !  1. 62  5. 66 
2. 5S;  2. 00  5. 14 
1.84!  2.70  5.29 
2  54  3.16!  6.87 
4.63,  1.52i  7.17 
4.26  2.721  5.63 
4.07  1.411  6.89 
3.05  1.761  6.40 
5.22!  2.161  5.25 
5.22  1.791  3.87 
5.21:  1.261  5.87 
5. 4,S'  2. 66|  6. 00 
4.69  1.95!  6.56 
...i  2  97|  6.35 
4.80'  1.481  6.29 
4.43!  3.20  fi.  17 
2.321  1.71,  5.36 
7.65  2.(K):  4.49 
2.  .59 1  2.89  5.54 
4.12  2.32  .5.64 
1.83  3.12  6.96! 
4.92  2.37  5.71 
2.35!  2.49  5.14 
3.73  2.53  7.00, 
6.04  1.60'  5.88' 
3.40  2.53  .5.93 
2.  .59  2.72  5.83j 
2.M  1.91i  7.96| 
2  11;  2.17  5.17! 
4.70!  L36  5.61! 
2.93;  3.29|  5.731 
2.99  2.5li  5.02 
2.53!  2.15   7.64! 


SUPPLEMENTAL    RAINFALL 

DATA, 

1935. 

Continued 

Stations 

i 

1    1 

1 

S 

< 

t 

i 

i 

< 

Connecticut. 

Baltic  

6.17 

2.82   2.25 

2.25 

1.2.1 

4.99    3.44 

0.86 

8.82 

0.63 

4.06 

1.01 

33  f;n 

Barkhamstead ..... 

5.0t 

2.69   L91 

2.84 

1.89 

6.17   3.16 

1.28 

8.81 

0.67 

4.  Of 

0,8- 

33. 29 

Burlington 

5.9;- 

3.06   2.16 

2.  56 

1.88 

4.72   4.77 

1.14 

4  9^ 

0  ,5f 

3.9i 

1.2: 

36.88 

Colchester 

5.7( 

3.23   2.29 

3.  Of 

1.7; 

6.26   6.22 

2.  35 

3.81 

0.,5- 

4.75 

1.40 

41.34 

Collinsville 

5.02 

3.67   2.11 

8.0!! 

1.77 

4.86   4.62 

1.07 

4.62 

0.41 

8.  62 

1.1; 

85  99 

East  Hartland 

h.  16 

3.10   l.Tc 

2.41 

3.  Of 

6.50    3.27 

1.03 

4  51 

0  91 

5  51 

1    15 

38.31 

l.akeKononioo  .... 

7.97 

4.10   3.29 

3.  02 

1.82 

6.31  10.26 

0.26 

4.7( 

0.7! 

New  Hartford  . .   . 

4.99 

2.73    1.75 

2.3;i 

1..S2 

6.19    2.74 

0.  85 

4.1! 

0.76 

4.  Of 

0,97 

33  05 

OklGreeuwich 

3.81 

3.42   2.6C 

2.05 

1 .  82 

4.34   4.15 

1.44 

4.  ,55 

1.41 

3.42 

1.06 

34.07 

Putnam 

1.09    .... 

2.90 

2.2; 

1.15 

3.  85 

0.27 

Salisbury 

4.26 

2.99   2.18 

1.57 

1.9( 

5.55   5.  ,35 

2.  18 

3.0( 

1.05 

8.W 

1  24134.90 

West  Hartland  .... 

4.50 

2.48   1.04 

1.89 

2.17 

7.62   3.49 

0.84 

4.49 

0.77 

4.38 

1.05 

34.72 

KILLING  FROSTS. 


ifdhie 

Bangor 

Bar  Harbor  (near) 

Kastport 

Farmington 

Gardiner 

Greenville 

lioulton 


iiilliuocket 

North  Biidgtou  . 

Oldtown 

Orono 

Portland 

I'resque  Isle 

KipoKi  iui.>  Dam  -. 
liimin.ril  Falls.  . 

VanKuien 

vrinslow 


1.90  1.28 
2.69  2.04 
2.34  4.44 
5.81I  1.10 


3.40  1.52 
I.8I1  1.64 
2.27  1.78 
2.56|  0.46 

3.041  L17 
3.32'  0.76 
1. 79  2. 12 
3.85  1.25 
4.87;  1.08 
2.33   3.92 


1.06  4, 
0.97;  :,. 
3.12    H. 


3  Mi 

0.  8-1 

0. 9;j 

38.16 

5.11 

1.38 

37.88 

5.  OH 

1.1!^ 

40.82 

8.81 

0,85 

39.  97 

5.28 

L30 

42.  84 

4.0c 

0.90;34. 10 

4.7<! 

1.43140.48 

4,  68 

1.02'37.43 

5.  ,57 

1.46142.16 

4.77 

1.22  41.94 

5.61 

1.29 

.5 '86 

i.'oi  w.'oi 

6.72 

1.6f'4L70 

5.08 

I.10;38.00 

5  01 

0.91;41.96 

5.12 

1. 03  40. 99 

h'.hf, 

i.'334i.'36 
1.06  40.95 

4  41 

5. 7:; 

1.21 

35.  30 

1.2K'43.42 
1.6li 

1  ojL.. 

1.2;i,41.62 
0.98141.12 

1.37■^8.61 


1.4l!38.74 
0.93138.03 
0. 93;38. 94 


Woodland. 


ISerlin ... 

Bethlehem 

Concord 

Durham 

Errol 

First  Conn.  Lake 

Franklin 

Glenclill 

Hanover 

Keene  (neari 

Manchester 

Nashua 

Piiikham  Notch 

Plymouth 


Vei-wont. 

Bennington 

BloomlieUI 

Brattleboro 

Burlington 

Cavendish 

Chelsea 

Cornwall 

Craftsbury  Comm. 

East  Barnet 

Enosburg  Falls... 

Newport 

Northfield 

Rutland   

St.  Albans 

St.  .Johnsbury 

Somerset 

Woodstock 


liast  in     First  in 
spring,     autumn. 


Oft 

8* 

do 

3 

do 

V5 

Sept 

14* 

do 

Oct, 

3* 

Sept 

18 

Oct. 

Sept 

14* 

Oct. 

3* 

sept 

14 

Oct, 

Sept 

17* 

Get. 

25 

Sept 

4* 

do 

do 

Sept 

14 

do 

24* 

Oct. 

do 

17' 

do 

Sept 

13 

do 

do 

14 

do 

24* 

Oct 

3* 

do 

13* 

do 

•;* 

Sept 

17 

Apr. 
May 


Sept.  24* 
do     26       do     14* 

do  17* 
Oct.  7 
Sept.  17 

do  14* 
Oct.  8 
Sept.  14 


May  24* 


June 
Jlay  ! 


do    24' 
do 


Oct.  7 
Sept.  24 
do  17 
do     17 


Massachusetts. 

Adams 

Amherst 

Blue  Hill 

Boston 

Brockton 

Chestnut  Hill... 

Clinton 

Concord 

East  Wareham. . 

Fall  River 

Fitchburg 

Framiugham  . . . 

Gloucester 

Haverhill 

Hoosac  Tunnel.. 

Hyannis 

Lake  Cochituate 

Lawrence 

Lowell 

Nantucket   

New  Bedford  . . . 

I'ittsrield 

Plymouth 

Provincecown.. . 

Rockport 

Shelburne  Falls. 
Springfield   . 
Stockbridge.. .. 

Swanipscott 

Taunton 

Turner's  Falls  . . 

Westfield 

Weston 

WilliamstovFn  . . 
Worcester , 

Jiliofle  Island. 

Block  Island 

Kingston 

Pawtucket   

Providence 

Comiectlcul. 

Bridgeport 

Colchester 

Cream  Hill 

Fall's  Village... 

Hartford 

New  Haven 

New  London. 

Norwalk    , 

Putnanm , 

Salisbury 

Storrs  

Waterbury... ..  . 


Last  in     First  in 
spring,     autumn. 


May 
do 
Apr. 


do 

Apr. 
May 
Apr. 
May 
Apr. 
May 
Apr. 
May 
Apr. 


Sept.  17* 
do     17 

Oct.  25* 
do      8 

do  8* 
do  8* 
do  8* 
Sept.  24 
Oct.  5* 
do  7 
do  3 
do  3* 
do  25 
do  3 
24-;  Sept.  3 
18  I  Oct.  8 
24*  Sept.  17* 
1K*|  Oct.  8 
KS*  do  8* 
20  Nov.  25 
18  I  do  25* 
24*;  Sept.  17* 


do'     7* 

Nov. 

■>^* 

do     17* 

Oct 

May   16' 

do 

5* 

^y  ir 

do 

Sept. 

17 

do      5* 

Oct. 

8 

do    2.5* 

i^ept. 

17* 

^i?: 

Oct. 

Sept. 

3* 
24 

do     18 

do 

May    3* 

Oct. 

8* 

do     24 

do 

8 

Apr.  17 

Nov. 

23 

May  25 

Sept. 

Apr.  17* 

Nov 

do     18 

do 

19 

Apr.  17' 

Oct. 

S» 

May  23 

Kept. 

17 

do     18 

Oct, 

5 

do     25 

Sept. 

17 

May  24 

Oct. 

Apr.    17 

do 

8 

do     17* 

do 

8* 

do     26* 

do 

5 

May  24' 

Sept. 

24 

do     26* 

<lo 

17 

do     24 

do 

24 

Apr.    17* 

Oct. 

5* 

•  As  no  frost  was  recorded  the  date  given  is  of  the  last  freezing  temperature 
In  spring  or  the  first  in  autumn.  t  Summit. 
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GENERAL  SUmMART 

Tabulated  figures  for  tcmporature  and  snov.fall  during  Jan- 
uary in  New  England,  in  1986,  do  not  properly  represent  the 
general  weather  conditions  which  prevailed.  During  tlie  first 
lialf  of  the  month  it  was  persistently  warmer  than  normal,  with 
a  general,  heavy  rainstorm  on  the  3— ith.  During  this  period, 
weather  conditions  were  much  more  like  spring  than  mid-win- 
ter. In  the  latter  half  of  the  month,  however,  severe  winter, 
with  all  its  tyi^ical  rigors,  prevailed.  Temperatures  were  per- 
sistently and  consistently  sulmormal,  and  tiie  snowstorm  of  the 
19th  eii'ectively  covered  all  portions  of  New  England;  toward 
the  close  of  the  month  snow  depths  ranged  from  nearly  a  foot 
in  southern  districts  to  four  feet  in  northwestern  Maine.  In 
some  portions  of  northern  Vermont  the  total  snowfall  nearly 
equalled  the  greatest  previous  January  record.  The  cold  wea- 
ther was  not  severe,  and  no  records  were  broken.  During  tlie 
storm  pei'iod  along  the  coast  on  the  4-5th,  thunder  was  heard 
at  several  stations.  Sleet  occurred  somewhat  generally  over 
nearly  all  districts  during  the  earlier  half  of  tlie  month,  but 
with  no  important  serious  results;  it  occurred  much  less  fre- 
quently the  latter  half  of  the  montli. 

TEMPESATUKE 

The  average  monthly  temperature  for  the  Section,  based  on 
97  records,  was  21  3°.  wliieli  is  1.3°  below  the  mean  fnr  the 
past  49  years;  the  average  temperature  for  the  northern  division 
was  16.8° ;  for  the  southern  division,  25.6°.  The  highest  month- 
ly mean  was  31.4°  at  Nantucket,  Mass.;  the  lowest  was  9.4°  at 
First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  56° 
at  Waterl)ury,  Conn.,  on  the  3d;  the  lowest  was  -29°  at  Blotnu- 
field.  Vt.,  on  the  21st  and  30th.  The  greatest  monthly  range 
was  71"  at  Durham,  N.  H.;  the  least  was  38°  at  Provincetown, 
Mass.  The  greatest  daily  range  was  49°  at  Berlin,  N.  H.,  on 
the  22d. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
183  records,  was  6  31  inches,  which  is  2.81  inches  above  the 
njean  for  the  past  49  years;  the  average  precipitation  for  the 
northern  division  was  5  76  inches;  for  the  southern  division, 
6.84  inches.  The  greatest  m(mthly  amount  reported  was  10.01 
inches  at  Portland,  Me. ;  the  least  was  2.77  inches  at  Bethlehem, 
N.  H.  The  greatest  amoimt  in  24  hours  was  2.80  inches  at 
Colchester,  Conn.,  on  the  3d.  The  average  nuniV^er  of  duys 
with  .01  inch  or  more  of  precipitation  was  13,  which  is  2  above 
the  mean  for  the  past  49  years.  The  average  snowfall  for  the 
northern  divi.sion  based  on  72  records,  was  33.7  inches;  for  the 
southern  division  based  on  72  records,  was  17.3  inches;  for  the 
Section,  based  on  144  records,  25.5  inches,  which  is  9.9  inches 
above  the  mean  for  th.e  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  115  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations  was  11.4  miles  per  hour,  v/hich  is  0.3  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
49  percent  of  the  possible  an:iount,  which  is  2  percent  above  the 
mean. 


The  cloudiness  wv 

a^ slightly  above  the  mean. 

The  average 

for 

the  Section V\bri'?ed  on  126  records,  was  11  clear;  6  partly  cloudy; 

and  14  cloudy  days. 

The  monthly  relative  humidity,  based  on  tlie  8  a.  m.,  and  8 

p.  m.,  ob-servations  at  10  stations,  was  7()  percent,  which  is  1 

percent  below  the  mean. 

[ENOMENA 

DATES  OF  MISCELLANEOUS  PI 

Auroras.— 20th,  24th. 

HalosJanm\—4ih,  7-9th,  loth,  15th,  olst. 

Hidos.  sohtr.—2-Ath,  Gth,  8th,  11th,  14th,  16-1 7th,  20-21st, 

23d,  25-27th. 

Hdil. —  (dates  and  general  location) — None. 

Thunderstorms— 4ih .  5th . 

Fog,  dense. -Zd,  5-7th.  10th.  12th,  15-16tl),  18-19th. 

i'/eei.  — (dates  and  general  location)— 2d,  general;   3d,  scat- 

tered;  5th,  13th,  general  over  Mass.;   6th,  7th,  scattered  over 

Mass.  and  Conn.;  Dth,  18th,  19'ih.  20tli,  general  over  southern 

New  p]iigland;    lOth,  scattered  over  northern  Mass.  and  north- 

ern N.H.;  12th,  16th,  scatteredover  northwestern  Conn.;  1.5th, 

scattered  over  northern  New  England;  21st  25th,  30th,  scatter- 

ed over  southern  R.I.;   23d,  scattered  ovei 

northeastern  Mass. 

e,  New  Hampshire,  and 

COMPARATIVE  DATA    (  Northern:  Main 

"Vermont;    Southern:  Massachusstts,  Rhode  Island,,  and  Connecticut.) 

■len,i>e™t,n,> 

I'rHcii>itiitii)ii 

No.  of  days  (all 

North 

Si.uth 

North 

South 

New  England) 

^ 

J 

>. 

V. 

_ 

'S. 

"■i  fc 

0 

» 

■s 

" 

*fi 

'S 

rt 

a 

£ 

n- 

>> 

c 

:^ 

1 

2 

M 

^ 

£ 

c 
o5 

£ 

1 

5  = 

S 

§ 

1888 

10.2 

56 

-44 

18.2 

59 

-26 

4.23 

34.2 

4.33 

14.8 

14 

in 

13 

a 

1889 

26.4 

6(1 

-19 

32.5 

63 

-  3 

4.06 

15.4 

5.16 

7.0 

12 

10 

10 

n 

1890 

22.5 

63 

-23 

32. 3 

69 

3.23 

15.1 

2.76 

5.5 

15 

7 

15 

1891 

21.8 

53 

-30 

29.4 

59 

-  2 

5.  92 

21.7 

7.26 

12.8 

16 

9 

14 

1892 

19.9 

•W 

-m 

26.8 

64 

-12 

4.42 

17.0 

4.8/ 

9.5 

13 

7 

10 

14 

189;? 

10.5 

55 

-39 

18.4 

60 

-23 

2.17 

12.7 

2.  72 

14.5 

13 

11 

8 

1894 

18.7 

5b 

-40 

28.5 

58 

-  9 

2.52 

19.3 

3.  30 

17.3 

14 

1! 

8 

12 

IS'.'a 

18.1 

52 

-29  1  ■Jd.2 

56 

-12 

2.51 

17.3 

3.96 

14.3 

14 

10 

12 

ISJ6 

16.  S 

50 

-27  ]  23.  1 

50 

-17 

1.U8 

11.1 

2.  02 

10.4 

10 

9 

12 

1897 

19.3 

5S 

-24 

26.8 

60 

-15 

3.  39 

21.9 

4.00 

18.5 

q 

9 

10 

1? 

isys 

16.9 

56 

-39 

26.8 

56 

—15 

5.09 

36.8 

4.98 

17.5 

11 

12 

1899  

18.1 

59 

-32 

26.5 

57 

—26 

2.64 

12.5 

4.11 

6.2 

9 

14 

7 

10 

1900 • 

19.4 

56 

-2H 

28.3 

62 

-13 

4.95 

29.0 

4.21 

8.8 

10 

12 

9 

10 

1901 1  17.5 

48 

-31 

26.  2 

55 

-11 

2.53 

21.7 

1.93 

7.3 

10 

11 

1902 '17.6 

5(1 

-2(1 

25.0 

55 

-  6 

2.01 

11.6 

2.  29 

7.6 

8 

14 

7 

10 

1903 18.7 

57 

-37 

27.2 

54 

-12 

3.46 

14.4 

3.69 

7.8 

10 

12 

1904 

10.7 

55 

-44 

19.3 

53 

-29 

3.17 

30.2 

4.35 

27.9 

12 

12 

6 

13 

1905 

13.5 

54 

-45 

22.7 

56 

3.54 

26.  2 

4.52 

24.2 

10 

12 

a 

1906 

24.9 

67 

-25 

32.  6 

—  7 

2.48 

9.1 

3.03 

6.4 

9 

12 

11 

1907 

14.5 

56 

-45 

25.7 

65 

-26 

2.16 

17.4 

3.  ;-i4 

16.0  1  12 

8 

g 

15 

1908 

20.3 

62 

-26 

28.3 

58 

-13 

2.48 

9.9 

3.  ;33 

8 

14 

g 

1909 

19.4 

57 

-32 

28  8 

67 

-14 

4.53 

2S.1 

3.96 

10.5 

12 

9 

15 

1910 

22.1 

6-^ 

-28 

28.5 

64 

-17 

3.31 

l:j.9 

n.  7n 

14.3 

12 

12 

13 

1911  ■         . 

19.8 

58 

-:?s 

29  7 

60 

-  4 

2.  S3 

11.5 

3.04 

1.6 

12 

n 

13 

1912  

10.5 

49 

-39 

18.2 

5.^ 

-22 

3.09 

26.6 

3.13 

17.4 

11 

12 

8 

11 

1913 

30.6 

.59 

-30 

36.5 

4 

2.93 

7.8 

3.  .57 

1.6  !  12 

11 

7 

13 

1914  

15.2 

57 

-44  1  26.4 

63 

—  17 

2.40 

14.9 

3.54 

7.3  i  11 

9 

16 

1915  

21.1 

62 

-38 

30.2 

61 

-  6 

3.41 

1.).  1 

8.  32 

b.4  !  12 

11 

13 

1916 

21.2 

65 

-29 

30. 6 

70 

-  5 

1.66 

1H.3 

1.57 

3.7  ,  in 

11 

13 

1917   

16.9 

51 

-3(i 

27.3 

55 

-10 

3.2;i 

21.7 

3.  12 

9.  8  j   12 

10 

6 

1ft 

1918 

8.8 

50 

-44 

IS.l 

54 

-25 

2.  .50 

24.9 

3.  30 

14. 1  1  10 

13 

10 

1919     •••    • 

2i).9 

61 

-27 

30.7 

59 

-12 

2.54 

\:i.i 

3.70 

:«.  1  ■    9 

9 

14 

1920 

8.6 

48 

-42 

18.9 

(12 

-22 

1.  K'i 

22.  7 

2.S6 

18.9 ;  11 

12 

12 

1921 • 

19.7 

53 

-33 

29.0 

63 

-  7      1.39 

8.4 

2.48 

4.4 

9 

13 

10 

1922  

13.7 

58 

-38 

23.4 

65 

-20     2.01 

2.  (15 

6.6 

17 

a 

1923 

iy.3 

49 

-38 

23.  6 

55 

-15  ;  4.63 

36.2 

6.  .57 

32.9 

14 

10 

15 

1924   ... 

18.9 

57 

-34 

28.6 

68 

-  23     3.  56 

17.7 

3.  95 

7.0 

9 

13 

11 

1925 

10.7 

4:1 

-48 

24.  2 

68 

-21 

2.  72 

32  9 

3.  75 

20.2 

10 

12 

1? 

1926 

17.7 

51 

-29 

28.1 

59 

2.63 

21.5 

2  67 

7.5 

10 

10 

14 

1927 

19.3 

50 

-32 

27.3 

.54 

-14 

2.41 

19.8 

2.  S6 

In  I 

13 

11       5 

15 

1928 

19.8 

57 

-3/ 

30.0 

58 

3. 113 

2.57 

5.4 

10 

11       8 

12 

1929 

17.1 

63 

-36 

26.  2 

60 

—  17 

3.21 

20,4 

3.84 

12  1 

13 

13 

7 

n 

1930 

18.8 

60 

-33 

29.1 

-  9 

2.  (■>2 

16.4 

2.79 

7  3 

111 

6 

15 

1931 

17.2 

52 

-:« 

26.7 

55 

-14 

2.37 

25.7 

3.29 

16.2 

8 

13 

a 

in 

1932 

27.8 

67 

-20 

36.5 

73 

0 

4.05 

15.  a 

5  13 

9.2 

15 

7 

6 

18 

19?t3 

27.0 

59 

-2! 

34.9 

65 

0 

2.35 

13.4 

2. 37 

5.2 

9 

11 

8 

12 

1934   .    .      . 

16  8 

52 

—44 

28.6 

57 

3.114 

18.9 

3.  .58 

3.8 

11 

9 

7 

15 

1935 

12.4 

58 

—44 

22.7 

6' 

-28 

5.90 

40  7 

5.80 

28.2 

12 

12 

5 

14 

1936   

16.8 

52 

-29 

25.6 

56 

-19     5.76 

33.7 

6.84 

17.3 

13 

11 

6 

14 

reriod 

17.9 

67 

-48 

26.9 

T.i 

-29 

3.14 

19.9 

3.81 

12.2 

11 

11 

8 

12 

tt 


CLLMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1986 


Climatolog'ical   Data  for  January,  1936 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inclies 


£5 


Maine 

Bangor  §  

Bar  Harbor  luear) 
Brassua  DauiU  — 

Eastport  

East  Wiiithrop.  -•■ 

Ellswortii  

Eustis  

Fariuiiigton 

Ft.Fairtield  (near) 
Gardiner 


Hiranitt 

Houlton 

JackDKin 

LewiM-.n 

Liiieohi 

Machias 

Madisoiig  

Middledi.iii 

MilhuockflS  

Milo 

Moosehead 

Nortli  Bridgton.-.  • 

Oldtown 

Orono. 

Portland 

Presqiie  Isle 

RipogemisDainltii 

Kmni'ord 

The  Forks 

Upper  Dam 

Van  Buren 

Winslo\v:t§ 

Woodlands 

For  State     •  ■  ■  • 


New  llainpshire 

Berlin    

Bethlehem  ....•■•■ 
Concord   

Dixville  Notch  .... 

Durham    

ErrolS    

First  Conn.  Lakejj 

Fiti!  William* 

Franklin 

GlcnclJir    

Huniiitnii.... 

Haii..\./i-S  

Kf.'i:.-'ii.';u-l  §   .... 

Liiki'i.ort 

Lincoln...    ........ 

Manchester 

Milan 

Nashua  §  .......... 


Pinkh'i'niNo 
Plymouai  . 
We?t  Slfwai 
Woliboro  Fi 
York  Pond 
For  Stat 


Mt.  Washington  t 
Veimont 

Bellows  Falls 

Bennin(,'ton 

BloomlieUin 

Brattleboro§  

Bnrlingt<in 

Cavendish 

Chelsea 

Corn  wall  n 

Craftsbury  Com.. 

East  Harnet 

East  Kyegate 

Enosburg  Falls... 

Gilman  

Mays  Milltt 

Newfane 

Newport 

Norlhfield 

Reailsboro. 

Rochester 

Rutland 

St.  Albans 

St.  JoIi7isbury 

Searsburg  Mt 

Searsbnrg  Sta.Jt.. 

Somersettt 

VernontJg 

West  Burke 


Penobscot  — 
Hancock  ...... 

Somerset 

Washington  .. 
Kennebec  — 

Hancock 

Franklin 

Franklin 

Aroostook 

Kennebec 

Piscataquis  .. . 
Cunibei-land-. 
.Aroostook 


Oxtord..... 
I'cnob^cot  • 
I'isciitaiiuis 


Cumberlan 
Aroostook  . 
Piscataquis 
O.xford 


Bi'lknai. .. 
Grafton  .. 
HiUsboro- 


fil 

460 

1,100 


1,200 

171 

1.190 


500 
1.P50 

514 
1,500 


2,  300 

1,660 

2.0S0 

228 


+4.47 
+3.90 
+3.40 
+2  SO 
+5.  .4 
+5.18 


+  1.79 
+1.80 
+  5.00 

+  4.'23' 

+3.  04 
+2.  02 
+3.44 
+2.51 


+3.34 
+3.23 
+2.01 
+6.04 
+1.97 
+2.  69 


+3.79 
+2.49 
+2.87 


+  3.22 

+0.67 
+2.  67 


+4. 94 
+2. 29 
+2.  09 


+2.39 
+3. 25 
+5.21 
+2. 43 
+  4.03 
+0.74 
+3.  62 


+2.  02 
+3.33 
+1.70 
+3.36 
+2.2S 
+2.47 


+2. 04 
+1.12 
+  1.1! 


Bangor  Hydro  Electric  Co- 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Han  nail  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.  C.  P.  iL.  Co. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Nortlieru  Paper  Co. 
Union  Water  I'ower  Co. 
Great  Nortliern  Paper  Co. 
Wintield  Heath 
Scurgis  F  Durgin 
C.  L. Chadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S   Weather  Bureau 
Me.  FJxperiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  I'ouer  Co. 
W.H.Scott 

Hollingsworth  it  Whitney 
St.  (,'roix  Paper  Co. 


Edward  Fenn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  Power  Co. 
Conn    Valley  Lumber  Co. 
Waller  E.  Bolle.s 
F.J.Southmayd 
State  Sanatorimn 
Frank  E.  Leavitt 
Dartmouth  College 
Uobert  P.  Hay  ward 
Fred  Wiggin 
Edward  A.  C'arr 
Amoskoag  Mfg.  Co. 
Androscoggin  Kes-  Co. 
Pennichuck  Water  Works 
E.  E.Tobey 
H.P.Shepard 
J.B.Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


B.  F.  Hydro-Eleclric  Co. 
Everett  Orchards 
Ueorge  L.  Coopt-r 
Raymond  L.  Brown 

U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Ciiarles  K.  Durkeellt 
Sarah  E.  Lane 
Charles  A.  Wheeler 
N.  E.  Power  Co. 
J.  F.Devin.s  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
P.  J.  Aokerman  1 1 1 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliaras 
Fairbanks  Museum 
Oeovge  Briggs  tU 
N.  E.  Power  Co. 
L.  L.  Leoni.rd 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttl 


See  page  4  for  explanation  of  referenc 


January,   1936 


CLIMATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


Oimatologrical  Data  for  January,    19S6 


Temperature,  in  deurees  Fnhreiihpit 


Vo'inonl  Cont'd 
West  Hartford.  ... 
White  Kiver  Jc--. 

WhitiiiKliain 

Wilder. 

WiliuiiiKtoii 

Woixlstock 

For  State     . . . 

Ma$$acliusetls 


Adams 

AmIierstS 

Ashland JJ    

Beechwood 

BliieHillU§ 

Boston 

Boylston 

Brockton}    

Chester* 

Chestertield* 

Chestnut  Hill§.-.. 

Cliiit<)n§ 

ConoordS 

Kast  Warehani  . . . 
EgreinontJJ*-..-... 

Kail  Kiver 

FalniouthU* 

KitchbursJ 

Framinghani  S  — 

Franklin* 

Gartlner* 

tiloueester§     

GreeuKeld 

Grotou* 

Hardwick* 

HaverhillS 

Heath* 

Holyoke 

UoosacTniinel  ..   . 

Hnbbardston* 

Ilyannis 

Ipswich* 

Jeller.soii 

Lake  Cochitnate{}§ 

Lawrences 

Leominster 

Lowell§ 

MaiisMeld*. 

Middl.'horo*.... 

Middloton  

Milfor.l* 

Millhiiry 

NantM<l;L't  

New  Uedford... 
NorlhlMidge*... 

Otis* 

Pembroke* 

Peru • 

Peti^rsliain 

Pittslicld. 

Plainlield* 

Plymouth 

Princeton 

Provincetowii  .. 

Rock  port 

Shelbnrne  Falls 
South  bridge*... 

Spot  I'ond  

Spriiigtield 

Sterling 

Stockbridge  .   ... 

Swampscott 

TauutoiiS 

Tumors  Falls — 

Ware* 

Webst.T* 


Windsor.. 
Windsor.. 
Windham 
Windsor-. 
Windham 
Windsor-. 


Berkshire  • 
Hampshire 
Middlesex  . 
Norfolk  -.. 

do  ... 

SulTolk 

Worcester  . 
Plymouth  . 
Hampden  . 
Hampshire, 
SulTolk  .... 
Worcester  . 
Middlesex  . 
riymouth  . 
Berkshire . . 

Bristol 

Barnstable- 
Worcester  .. 
Middlesex  - 
Norfolk  .... 
Worcester  . . 


Franklin  .. 
Middlesc^c  . 
Worcester  . 

Kssex 

Franklin... 
Hampden  . 
Berkshire  . 
Worcester  . 
Barnstable 


Rhntle  Idaml 

Block  Island 

Kinifston  

Pawtucket§ 

Providence 

For  State-... 


C<m»ecticnl 


ICssex  

Worcester  •- 
.Middlesex -- 

Bristol 

I'lymouth  -• 

Ksse.x 

Worcester  ■ 
Worcester  -  - 
Nantucket  ■- 

Bristol 

Worcester  -  - 
Berkshire  - . 
I'lymouth  .. 
Berkshire  .. 
Worcester  •  • 
Berkshire  .• 
Hampshire. 
Plymouth  .. 
Worcester  . . 
Barnstable.. 

Essex  

Franklin  ... 
Worcester  .. 
Middlesex  •. 
Hampden  .. 
Worcest«T  .. 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
Worcester . . 
Hampden  .. 
Middlesex  •. 
Worcester  . . 
Herk.shire  •■ 
Worcester  .. 
Worcester  . . 


Newport 

Washiuston 
Providence 
Providence 


New  London 
Litchfield  .... 

Fairfield 

HHrtfoid 


326 

950 

50 

1.650 


9.iO 

1.0;j7 

1,650 

50 


Precipitation,  in  inches 


+■2. 47 
f  1.31 
+  2.,')  J 
+2.06 


+4.40 
+2.K5 
+4,50 


+2. 20 
+2.  86 
+2-22 
i-4.69 
+4. 25 


+3.44 

+5.  08 
+  3.95 
+  4-01 
+4-  31 
+  4.20 
+2.  56 
+2.91 

+3."  43' 


+4  33 
+  3.35 
+  3.65 


+  1.15 
+2. 13 
+  4.22 
+  2.24 


+  1.30 
+  1-71 
+4.  22 
+  5,41 
+2.  22 
+3.30 
+  5  40 
+3.83 
+4.45 
+3  66 
+3.95 
+  1.84 


+  1.80 
+2  40 
+3.  08 
+5. 05 
+3.00 
+0  92 


+  4.  64 
+  3.14 
+2.91 


+3.  ,37 
+2.68 
+  4.05 
+3-64 


Eva  K.  Doublcday 
U.  K.   Wilmot  lit 
E.  T.  .Sutton  III 
Olcotl  Falls  Co, 
Waller  Adams  1 1 1 
William  S.  Eaton 


N.  E.  Pt)wer  Co. 
Mass.  Aki'.  E.xp.  Sta. 
Met.  Water  V\  orks 
Hinghain  Water  Co. 
Blue  llili  Observatory 
U.  S.  Weather  Bureau 
Mrs.  LoriiiK  II.  Keed 
City  Engineer 
.loliii  A.  Siiiillije.>i 
IIoytE.  Du.lfje. 
Met.  Water  W  orks 
Met.  Water  Works 
Fred  A.  Tower 
.Joseph  L.  Kelley 
Diivid  A.  Hunter 
Richard  C.  BrigUam 
Wilfred  Wheeler 
Herbert  B.Allen 
Met.  Water  Works 
Fred  A.  Darling 
William   II.  Dunn 
Halph  M.  Barker 
T.  II.  Ward 
Win.  I'.  Wharton 
Fred  W.  Emmons 
City  Engineer 
(;.  II.  Varney 
A.  W.  I.add 
N.  E.  Power  Co. 
Mildred  Wheeler 
Slide  Teachei's  College 
Charles  Arthur 
E.  1"   Mitchell 
Met.  Walei-  Wdrks 
E.sse.x  Companv 
W.  U.  llosiner  ' 
Props.  Locks  ,^  Canals 
A.  ISuok 
lialph  Sampson 
William  R.  Iloelzel 
Millord    Water  Co 
N.  E.  Power  Co. 
U-  S.  Weather  Bureau 
City  Engineer 
W-  E.  Burnap 
R.  J-  Langdon 
Cliai  le.s  C  Itogers 
Mary  II.  Wood 
Met.  Waterworks 
L.  B.  CuinmiMg.s 
Anna   M.  Tirreil 
Miss  L.  B.  Knapp 
.Met.  Water  Works 
irv^ngH.  McN;iyr 
U.  S.  C.G- Station 
N   E.  Power  <,'o. 
G.  H.  Abbott 
Met-  Water  Work.s 
II.  S.  Armory 
Met-  Water  Works 
Nisbit  II.  B:i,ngs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  I'.Si  K   Co 
EdnaG.  Tyler 
L.  C-  Coates 
State  Sanatorium 
Weston  College 
Met   Water  Works 
Williams  College 


Clifford 


Jregory 
"  "     Davi 


U-S.W^eather  Bureau 
Agr.  Exp.  Station 
■John  W    L..;.an 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co, 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureaii,  Hartford 


See  page  i  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,   1986 


OlimatolOKical 

Data    for  January,  1936 

1 

1 

1 

Temperature 

.  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

« 

? 

a 

^ 

6 

a 

s 

? 

^.n 

^ 

stations 

Counties 

1 

K 

2 

1 

Is 

2 

5 

1° 

1 

■"2 

11 

1° 

5 

2 

1 
0 

P-. 

Observers 

Cnnnedictd  Cont'd 

New  London.... 
Hartford    

460 
300 

50 
0 

25.0 

—  1.9 

52 

3 

-  3 

31 

40 

46 

H 

8.15 
6  68 

+4.03 

2.80 
1.  55 

18.0 
19.0 

10 

n 

16 
16 

1 
5 

14 

10 

nw. 

Collinsville 

Edwin  K  Wilder 

Cream  HilUt 

Litchfield  

1,300 

41 

20.8 

-  2.5 

48 

3 

-   5 

30 

32 

41 

5.  75 

+2.18 

1.95 

27.9 

16 

n 

4 

16 

nw. 

C.  L.  Gold 

Hartford.. 

0 

211 

6.61 

+  3. 14 

1.30 

22.0 

Falls  VilhiKe§ 

Litchfield  

585 

20 

21.7 

-   1.5 

50 

3 

-16 

30 

.39 

46 

5.  19 

+  2.26 

1.39 

28.5 

15 

15 

1 

15 

Hartford 

New  London.... 

13 
13 
12 

13 

4 

14 

U.  S.  Weather  Bureau 
New  London  Water  Work 

200 

0 

52 

8.54 
7.00 

+4.45 

2.65 
2.72 

W.i' 

uw. 

Mt.  Carmel 

26.4 

53 

3 

-  4 

30 

39 

13 

12 

6 

B.  W.  McFarland 

12 
14 

10 
11 

9 

7 

12 
13 

U.  S.  Weather  Bureau 
Harry  G.  Tietjen 
L.M.  Com  stock 

New  London.... 

20 

66 

29.2 

0.0 

51 

3 

4 

23 

38 

66 

8.15 

+  4.26 

2,61 

6.8 

Norwalk  

Fairfield 

116 

44 

25.0 

-  1.8 

52 

3 

-  6 

30 

32 

4b 

7.11 

+  3.58 

2  22 

14.0 

12 

19 

7 

5 

nw. 

01(1  Greenwich  .... 

Fairfield 

13 

0 

4 

1..55 

15.2 

10 

13 

7 

11 

ne. 

J.  D.  MacDonald 

Windham 

458 

0 

U  S.  Dept.  of  Commerce 
F.  Hurliman 
Aptr.  Exp.  Station 
William  .T.  Pape 

3 

nw. 

StorrsS             

Tolland  

New  Haven  ..  . 

640 
340 

39 
49 

25.  2 
28  2 

-  0.2 
+  1.0 

52 
5G 

3 

-  1 

-  5 

231 
30 

41 
43 

44 
50 

6.  33 

+  4.53 
-1  2.  69 

2.26 
1.92 

21.5 
11.6 

12 
15 

14 
16 

6 
fi 

11 

West  Harlland 

Hartlord 

0 

-16 

30 

■43' 

12 

6.35 
7.01 

+3.' is 

9 
12 

25.3 

66 

2.80 

17.4 

14 

6 

11 

nw. 

Explanation  of  Keference  Marks  Used,  on  Pages  3.  3,  and  4. 


The  departures  from  the  normal  temperature  are  computed  from  tlie  aver.ipes  (if  tl 
cipitation  with  i.s  vears  or  more  of  record  are  computed  from  a  normal  or  "standard  im 
for  the  period  of' record  are  used.  Reference  letters,  a,h,.-,  appearing  in  the  table  1 

on  other  dates.    §  Thermometers  not  supplied  l)y  Weather  Bureau,    ttf  Qberver  for  New 


■  p.  IK'. I  li'v  st:iti(iiis  having  10  or  more  years  of  record.  Departures  of  pre- 
jiisiiMi  t<i  a  iinifoirn  ,;s-year  period;  for  stations  of  10  to  14  years  the  means 
iiiiiiilH  r  .ii  ,i;ns  missing;  for  example,  b  represents  two  days,  etc.  t  Also 
1  I'lnv.i  Co.      'I     I'rtcipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

tt  Post-oltioe  addresse.s  of  these  stations  are  as  loHows:  Miiiie-Azisnolios  Dam,  Wilson  Mills;  Rrassua  Dam,  Kock  wood ;  Hiram.  West  Baldwin;  Ripogenus  Dam 
Millinooket;  WInslow,  War,erville;-New  Hampshire  lirst  Cuim.  L:ike,  Pittsburg;  New  Durham,  Alton;  Pinkliam  Notch,  Gorham  ;  York  Pond,  Berlin  ;-Vermont-BI(i()m- 
neld,  North  Stratford.  N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  (jolrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Slielburne  Falls,  Mass.; 
—  Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Kgreniont,  Souili  Egremont;  Falmouth,  llatchville;  l,ake  Cocliituate,  Framinghara;  —Connecticut- Cream 
Hill,   West  Cornwall ;  Lalie  Ivonomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


I  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Pagre  5 . 
Except  as  otherwise  indicated  okservations  are  generally  nia<lc  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *•*  Regular  Weather  Bureau  station  ;  pncipitation  is  for  the  24  hour  period,  midnight  to  midnight.         *»  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken  in  the 


Explanation  of  Reference  Marks  Used  on  Pag-e  6. 

ing;  the  maximum  then  read  is  ch.aiged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRKSSUIIK.  WIND,  HUMIDITY.  AND  .SUNSM  1  .N  IC 

Atmospheric  Pressure 

Holalive 

1  reduced  to  sea  level ) 

Humidity 

StlltloilN 

>• 
1 

a 

0 

§ 

1 

. 

3 

a 

n 

i 

S 
* 

S 

'A 

a 

<-> 

^ 

"i  2- 

0 

CO 

3 

^ 

Amherst.           .   .. 

29  96 

30  54 

g 

29   17 

23 

70 

.0 

19 

55 

Block  Island  .-.. 

29  93 

31)  53 

8 

28  83 

19 

19  4 

54 

19 

81 

75 

75 

43 

Blue  Hill 

29.  93 

30.51 

n 

29.01 

19 

17.7 

52 

8 

3 

81 

65 

73 

53 

29  09 

29.  06 

23 
23 

12  6 
10.1 

10 
34 

ne. 

19 
13 

75 

61 
75 

67 

59 

Burlington  

29  961  30-64 

a 

ue. 

80 

43 

Greenville 

29.R8i  30.49 

2 

28.  90 

23 

9.0 

39 

Hanover 

29.96';  30,57 

8 

29  03 

23 

4.9 

24 

sw. 

23 

88 

70 

85 

30 
46 

74 
79 

65 
68 

51 

Nantucket     

29. 91 

30.49 

;; 

28.88 

19 

15.4 

se. 

10 

77 

New  Haven 

29.98 

30.56 

8 

29. 05 

19 

9  8 

35 

19 

72 

58 

63 

52 

North  Held 

29.95 

30  59 

g 

29.00 

23 

7.2 

30 

23 

90 

75 

89 

34 

Portland 

29.91 

.30,52 

g 

28.93 

16 

10.0 

35 

s. 

3 

68 

58 

62 

54 

Providence 

29.  93 

30.50 

' 

29.03 

19 

13.3 

40 

nw. 

16 

72 

57 

66 

57 

January,  1936 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Precipitation  for  January.   1936 

Drainage  basin 

Day  of  month 

1 

1 

2  1    3  1     4  1     5  1     6 

7  1     S        9      10 

11  1  12  1  13  1  14  1  15  1  16  1  17 

18 

19  1  20  1  21      ■>2  1  -23 

24 

25 

26  1  27      28 

29 

30 

31 

ifidne 

Sastport*'*  

;iUwonli 

Eu5t;s 

farmiiiKton 

iardiner 

Coast 

....do 

Kennebec 

::::^S::::::::::::: 

....do 

•r. 

tv 

•■rV 

. 04^1. 4- 
.04  2.64 
....'1.18 
....'l.&i 
.012.5 

! 

\  .04 

;  -lo 

".u 
As 

.08 

.-38 

r."24 

,L,2 
.65 

.37.... 

■.'oi 

.04 
.09 
.08 
.01 

T. 
.04 

.35 
L21 
.6 
1.47 
1.02 
1.11 
.5.=i 
.55 
L05 
.31 
.56 
.45 
.8.^ 

'.9] 

'.it 
.71 
.65 

tv 

".bo 

.14 

".is 

V62 
tv 

T. 

tv 

T. 

.24 

.25 
■1( 

!oi 
.u 

.16 

".k 

".u 

Vra 
.u 

.'is 

1 1... 

..        .42L2- 
.05,     .   :L08 

1  .131  T.  11.19 
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.(W   T.  '1.95 

1 !L0( 

'.■i3 

.09 

.22 
.20 
.15 
.15 
.14 
.21 
.02 
.It 
.17 
.2 
.38 
.10 
.20 

'.'44 
'.'•29 

.09    .03 

:i:J^ 

.061  .24 

t' 

.01 

t. 
'.'44 

.18 
f. 

■r 

'.'io 

.12 
.38 
.49 
.35 
.60 
2.37 
.25 
.59 
.43 
.03 
.19 
.35 
.36 
.65 
.12 
.10 
.32 
.30 
.52 

.... 

tv 

■f.' 

.32 
't'.' 

:::: 

'.'65 

.03 
.26 
.07 
.14 
.32 
.02 
T. 
.04 
.20 
.25 

T. 
.06 
.05 
.06 
.25 
.02 

.... 

•r. 
■f 

T. 

3.  24 

8.28 
6.40 
6.60 
8  85 
8.04 

acknmu 

.01 

.01 
T. 
.57 
.65 

2  14 

.8ii 

1:1 

1.76 

.7 
.37 

l.lo 
.64 

.32 
l.Oo 
.16 
.10 
.02 
.54 
.10 
1.50 
.05 

.t!9 

.25 
.02 

'.'oi 

.04 
.07 

.... 

'."oi 

.76 
.61 

','23 

j.Of 

Ivv 

1  .25 
.10 
.12 

'.'12 
.14 

.'25 

....!l1: 
.2''1  Sit 

.13 
.80 

■1 
1     30 
.57 
1.85 
.08 
.33 
.60 
.20 

.24 

.12 

8  68 

iladisun 

^illiiiotket 

Kennebec 

1.57 
L76 

i.'35 

i.'47 
.64 

1.75 
L76 
1.6C 
.65 
LOO 

'.'86 
1.53 

'.\l 

....do 

ioi 

'.'os 

.06 
.02 

.021.... 

5.10 

"orth  Bridgtou  ... 

.72  .... 
.56    .  - 

.08 
.10 
.33 

.08 
.09 
.06 
T. 

Penobscot   

Coast 

T 

r. 

.10 

■'io 

•ortlan.i-" 

•resquelsle   

ipogeiiusDam. .. 

.05 
.86 

!l5 

.50 

10.01 

Penobscot  

Androscoggin   .... 

.07 
.01 
.18 

■.05 
.07 

.33 

5.34 
6  96 

VC9 

.23 

T. 

.10 

St  John 

rin-ilow 

.76 
.42 

■45 
■.42 
.01 

".ib 

i.r. 
2.10 

.29 
1.27 
2.28 

.3f 
1.70 
l.t>4 
1.S9 

.94 
LIS 
2.40 
1.06 

.92 
1.50 

.43 
1.93 

.94 

.9! 

!42 
.62 
L16 

.20 

.37 
.12 

■.'08 

.49 

■.■42 
.06 

.'20 
.03 

:o2 

.U 
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.22 
.12 
1.15 
.24 

.21 

■.■55 
.31 
.34 

.20 
.42 
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.59 

.■i4 

.13 
.11 

.02 

;66 
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.07 

.05 
.03 
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.01 
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.08 
.05 

■.'26 
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T. 

.05 
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.01 
.02 
.04 
.!( 
.04 
.04 
.04 
.05 

.73 

.09 
.73 

1  15 

T. 

t. 

tv 

■f 

f.- 
T. 
T. 

.04 

.15 
.33 

".\i 
.09 
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.2 
.17 
.01 
.07 

.07 

'.'46 

1.'34 
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i.'cK 

1.68 

1.71 
.02 

L93 
.23 

2.  28 
.26 

1.39 
.66 

1.27 

1.53 

1.27 
1.43 

1.40 

i.4; 

.27 
L03 
LOO 

.88 

.43 
L52 

.48 
LOO 

.07 

.54 

.5( 

.21 
.65 
.34 
.46 

,46 

.(.y 

.41 
.37 
.85 
.66 
.23 
.41 

.07 
.97 
.16 
.46 
.15 

'.'08 
.24 
.21 

t.' 

'.b\ 

.25 
T. 

.  .34 

.01 
■.'37 

•r. 

.46 

.59 

.44 

.08 

.02 

.20 
.14 

.18 

'.'06 
.04 

'.'02 
'l 

.02 

t'.' 

6  63 

Voodlatid"  

Scr  Hwnpshire 
lerliii" 

St.  Croix 

Androscoggin 

T. 

6  29 

.03 

'.'oi 

'.'4: 
.37 
.21 
.23 
.29 
.59 

'.'54 
T. 
T. 
.33 

.18 

'!37 
.41 
.33 
.40 
.Of 
.35 
.34 
.18 

fi  08 

.19 
1.28 
.12 

.08 
.02 
:/« 

.06 
T. 

5  07 

Coast 

Connecticut 

Merrimac 

'.'oi 

irst  Conn.  Lake. . 

.56 

.05 

T. 

5.19 
5.45 
4  74 

laiioviT 

'42   .3.5 

1 

'.'% 
LIO 
.27 

.72 
.53 
.10 
.51 
.50 
.80 
.17 
.80 
.09 
.64 

.10 
.10 

.  t.6 

.'65 

...do 

....do 

Slerrimac 

...do 

Connecticut 

■r 
i.'i4 

.44 
.21 
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.08 
.45 
.10 
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.71 

LIO 
L08 

.2( 
L0.5 
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.7f 
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.34 
.40 
.2h 
.27 

incolii" 
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a<hiia'* 
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T. 

.03 

tv 

T 

.09 
.0! 
T. 
T. 

T. 

tv 

.02 

r. 

tv 

.02 

".si 

.13 

.04 
.32 
.21 
.10 
.15 
.02 
.22 
.25 

.28 

■r. 

.01 

t'.' 
t. 

t. 

'145 
.02 
.15 

'.38 
.07 
.48 
.17 

.05 
T. 

.23 
.01 
.43 
.13 
.10 

'.'26 
.80 
.11 
.03 

T. 

T. 
.02 
.12 

'.'ie 

.16 

.01 

T. 
T. 

.02 
T. 

; '.''" 

T. 

.06 
02 
.03 

T. 

.08 

'.'()5 
.02 

■.'65 
.14 
.02 
.02 

Merrimac 

Connecticut 

...do 

5.76 
4  30 

Vennmit 
loomtield 

'.'65 
.03 

urliiigtoii*** 

■avendijh  

helsea  

oniwall   

Chaniplain 

Connecticut 

..do 

Cham  plain 

...do 

St.  Liiwrence 

Champlain 

....do 

...  do 

f. 

.01 

.15 
.13 

.... 

■^04 

T, 

T. 

T. 

3.46 
6.24 
4.80 
4.39 
2.89 
5.37 
3.74 
4  24 

iiosburg  Falls.... 

ewport 

orthiield*** 

utlatid 

t.  Albans   

t.  JolMubury 

Connecticut ...     . 

.58 
.87 
.57 
Llo 

1.58 
1.48 
1.39 
.04 
1.75 
L.t4 
.S3 
.23 
1.53 
1.00 
LOS 
1.93 
l.O.'i 
1.30 
1.44 

}:| 
1.47 

.48 
.2-2 
1.49 
1.18 
1.80 
.73 
1.99 
.50 
.88 
1. 10 

1.85 

i;75 
1.44 

2.30 
2.80 
1.95 
LH 
1.64 
2.02 
2.61 
2.22 

T. 
130 

tV 

.23 

1.01 
.06 
•I'. 
.45 
.64 

.59 
1.28 

'.■5.3 

i.'22 

'.'6i 
■.'os 

.05 

.49 

.'90 
.33 
.01 
.45 

.02 

tv 

.14 
.23 
.14 

.26 
.70 
.90 

'."78 
.66 
1.46 

'.■75 

'.'76 

"56 
.92 

■.■36 

".■96 
.18 
1.12 

1.60 

'.'26 
.63 

'.'71 

.38 
.52 

.12 

'oi 

.07 
T. 
.05 
.06 
.07 
.01 

".be 

.04 
.13 
.10 

■.'69 

.... 

.i2 

'.'in 
.13 
.06 
.01 
.10 
10 
.18 

.'ii 

.OS 

.12 
.12 

.18 
.10 
.01 

.17 
T. 

.10 
.42 
.08 

".12 
.28 
.08 
.19 

.07 
.14 
.10 
.04 

.05 
.11 
.06 

'.'08 
.11 

■64 

'.'69 

!08 
'.15 

".bh 

.03 
'.06 

i.'ie 

.... 

:::: 

T. 

■.■31 

.76 
.14 
.2 
.66 

.03 

■.'43 
.63 
48 

i.oo 

.■74 
i.'TO 

1.25 
.60 
.47 
.61 
.58 

1.08 
.05 

1 

.40 

.60 
.  or. 

.98 

l.,30 
.84 
.40 

.23 

1.15 

.79 
.81 
.38 
.7ij 

.08 
.69 
.60 

!96 
.53 

'.■32 

i.'oi 

Life 
'.'76 

'.'67 
.03 

■.'68 
.30 

.81 

.05 

'.■79 

.04 

.90 
.14 

.03 

■62 
1.03 
.02 
T. 
.80 

T. 

.03 
.04 

T. 

■.'67 
T. 
T. 
.01 

.'65 
'.'67 

'.'6i 

.07 
.05 

Voi 

"tv 

.15 
.04 
.01 

'.oa 

V62 
Vi9 

.07 
'.'0,5 

'r. 

tv 
tv 

.05 

V26 

.09 
.12 
.09 

■.'12 
.06 
T. 
.17 
.14 
.22 

'.'io 

.08 

■.'04 
.\4 
.15 
.10 
.10 
.12 
.09 
.09 
.18 
.23 

T. 
.14 
.14 
T. 

.... 

.'io 

i.'eo 
'.'24 

.04 

'.'io 

.'::: 

.'64 
.12 

•f.' 
'.'62 

T. 

.07 

1.42 
.74 
1.06 

i.'is 

1.64 
1.24 

i.'80 
2.45 

1.04 

i'75 
I..54 
.85 
1.27 
1.20 
1  Oi 

'if 

L59 
1.25 
I.  SO 
1.23 
.55 
1.21 

1.31 
.01 
1.93 

.76 
.52 
.25 

i.'is 

L05 
1.'^^ 

1.28 
1.10 
L25 
.9i 

1.'32 

■r. 

.7' 
1  70 
1.17 
1.42 

.'Oi 

Lie 
1.49 

i.'io 
.63 

i.'ii 

L70 

'.'53 
1:66 

L60 

".02 
.06 

.'i4 

tv 

'.'03 

'.'64 
t.' 

'.'05 
.18 

'.'62 

'.'oi 
.02 

.28 
.07 

'.'32 

.43 
.51 
.35 
.56 

.46 

.5< 
.51 
.53 
L19 
.05 

.m 

.03 
.49 
.41 
.55 

.26 
44 
.5.5 
.35 
.78 
.52 

.71 
'.'37 

.22 
.23 

.40 

.19 
.33 
.40 
.05 
.36 
.26 
.26 
.08 

.  11 

71 

T 

.03 

t.' 

.15 
.17 
.2.5 
.08 

'f.' 
.01 

t.' 
T 

.04 
.13 

.02 

tv 

.01 
.03 

.:'' 
.02 
.0. 

.04 
T. 
T 

T. 

.05 

'.'os 

".06 
.02 

'.'6i 

03 

4  27 

43  Tr. 

6  04 
5.' 22 

6.47 

ITest  Hurke*' 

koodstocfc 

ilasmchtmetts 

mhei-st  

luellill 

....do 

Comiocticut 

Coast   

...do 

Connecticut 

Merrimac 

...do 

Coast 

Housatonic 

Coast 

....do 

Merrimac  

...do 

Charles 

.21 

L30 

.... 

i.02 
.08 
.41 

1.14 

.-61 

.  3C. 
.37 

1.28 

lit 
l.|2 

1.10 
.55 
1.2o 

I.&1 

2.14 
1.  20 
.60 
.75 
.61 
1.25 
1.35 
2.18 
L92 
1.34 
.65 
.50 
L99 
LI5 
.62 
1.03 
1.66 
.52 
.78 
.76 
1.10 
.93 

1.12 
1.14 
LOS 

2.00 
1.10 
1.25 
.68 
1.95 
1.99 
1.41 

i.i;2 

'.'is 

T. 

.03 
2.43 

.07 

lostoii"* 

hfstertield" 

lintoi!'* 

onoord 

6.46 

4.84 
8.00 
6  54 

«sl  Warehain" . . 

^ecioiit*' 

all  Kivpr  

almouCh** 

1.51 

i.ig 

.65 

■.'oi 

tv 

t.' 
'f.' 

T. 

t' ' 

t'.' 

t. 

.04 

".bi 

'.'62 

7.56 
5.04 
6.98 
6  06 

'.'oi 

7.78 
7.97 
7  78 

tamiiipham 

tankliu" 

ardwick** 

Connecticut 



7  31 

[averhill 

ubbardston**. . . . 

Merrimac 

Connecticut 

Coast 

do. 

T. 

1.27 

"f 
.0! 
.04 
1.1'< 
1.26 

l.(M 
.05 

f 

t" 

.01 
t'.' 

t. 
t'.' 

:o2 
.02 
.12 

.14 

.OS 
.01 

.02 

.'..: 

't'.' 

'.'6i 

7.18 
6  IT 

janiiis 

»swich" 

.60 
'.'02 

6.02 
8.67 
7.82 
4.92 

owell 

■;,P3 

antiickct*** 

Coast 

e«-  ntdiord 

....do 

Connecticnt 

Housatonic 

Coast   

....do 

....do 

as*' 

5.17 
4.62 

IttsHpId" 

.11 

.... 

05 

8  31 

iwn 

.98 

.03 

^' 

r 

5.96 

i-e" 

Thames 

.08 
.08 

.06 
■J'. 

.05 

tv 
tv 

T. 

tv 

Vos 

.04 

'oi 

.10 
.05 
.10 
.02 
.05 
.08 
.06 
.10 

.09 
.13 
.10 
.06 
.13 
.18 
.14 

.10 
.07 
.12 

.13 
.20 
.11 

'.'io 

.16 
.26 
.05 

T. 

t.' 
.03 

T, 
T. 

'.'65 
t'.' 

T. 
t'  ■ 

'.'61 

-r. 

T. 
.01 

'.'61 
.04 

'.'61 

.07 
T. 

■r. 

.05 

6  97 

Connecticut 

i.'io 
'.'ig 

.'38 

.10 

.■46 
1.30 

'.b2 
2.02 

•f.' 

■f. 

"r'.' 
t'.' 

'f.' 

6  76 

aiKitnii" 

Coast 

M 

'.bb 

.04 

!oi 

.06 
.3.5 
.07 
.15 
.03 
.03 
.16 

6.07 
5.50 
4.41 
5.94 

7  45 

.95 
.03 

miiamstown    .... 
rincheiidon  ••.... 
Worcester  

Hudson 

Connecticnt 

Blackstone 

JV,o<!e  Mand 
lockl.land"'... 

.02 
'.'61 

5.49 
6.85 
6.84 

7.88 
8.15 
5.75 
6.61 
6,95 
7.56 
8.15 
7.11 

inffston 

do 

'.'24 

.2-2 
.-05 

rovi.1r.iice"* 

....do 

Coast 

...do 

Housatonic 

Connecticut 
riil?.-nort 

.38 
1.54 

.60 
L27 

i.'so 

:land"... 

Connecticut 

.82 

.12 
.19 
.21 
.57 
.07 

•  .  AAven*"".'.'.'. 

ew  London  

orwalk  

....do 

Coast 

....do 

do 

.2J 

.48 

T. 
'J'. 

'.Z 

.03 
.03 

t'.' 

tv 

t.' 

utnam 

orrs 

Willimantic 

2.26 
1.92 

.43 

.22 

T. 

.06 

.19 

.10 

.68 

tv 

.05 
.04 

.13 
.16 

.05 
.24, 

i 

1.90 
.91 

.45 
.31 

1.36! 

1.54 

26 

T. 

T. 

aterbury 

.02 

"1 

0.33 

1 
1 

! 

"i 

.... 

See  page  4  for  explanation  of  reference  marks. 


OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1936 


Daily  Temperate] 

res 

for  January. 

1936 

Day  of  Mouth 

stations 

Mean 

' 

i     ■' 

_'_ 

4 

5 

6 

_J_ 

8 

^ 

10 

i^ 

12 

13 

_li. 

15 

16 

'" 

18 

_li 

20      21 

22 

23 

24 

25  1  26 

27 

!^ 

29 

30 

31 

Maine 

1 

r 

1 

1 

Bar  Harbor  (near).  .. 

S  Maximum... 

2f 

4- 

46 

32 

32 

30l    3C 

!    26 

40|     29 

29 

39 

39 

39 

23 

18 

21 

19      2 

33 

34 

2 

ir 

14 

16 

17 

12 

21 

22 

26.9 

■■  (  Minimum.... 

H 

1 

■Ai 

30 

31 

24 

2] 

12 10 

26     29 

20 

20 

9 

1; 

11 

13 

2 

12 

12! 

2 

—  ^ 

-  4 

-  3 

a 

12 

1 

-  3 

12.3 

Eastport  

S  Maximum.  •■ 

26 

3t 

491     41 

40 

32 

331    271    34 

41 

•    3b 

30 

421     42 

42 

46 

2G 

21 

26 

23 

2 

37 

15 

20 

25 

22 

14 

17 

14 

29.8 

•■  iMiuimuu..... 

18 

It 

36!     35 

29 

27 

25!   r 

1     12 

31 

28 

24 

22 

12 

)3 

20 

6 

2 

16 

n 

15 

( 

—  6 

-  6 

2 

7 

12 

5 

5 

3 

14.4 

Gree..ville   

j  Ma.ximum  .  •• 

2c 

2 

3- 

3b 

30 

30 

3 

23 

2.5 

3 

29 

27 

31 

32 

2b 

I'j 

6 

9 

10 

1 

21 

31 

_  ( 

0 

9 

6 

11 

4 

7 

4 

19.9 

i; 

2C 

24 

24 

19 

20;      14 

r 

20 

10 

13 

-  2 

4 

14 

-  1 

-  6 

2 

4 

-  2 

-  9 

-13 

-14 

-  6 

-10 

4 

-  4 

-20 

4.5 

Hoiilton    

;  Maximum  ... 

22 

2 

4C 

40 

32 

32 

36|     27 

2' 

31 

3.3 

28 

34 

32 

26 

40 

20 

4 

13 

15 

1 

21 

33 

5 

13 

21 

12 

16 

15 

13 

12 

23.5 

■■  1  Minimum... 

s 

1       ■^ 

19 

31 

26 

15 

If 

1      9 

-  3 

1£ 

27 

11 

10 

6 

—  4 

20 

1 

-  8 

—  1 

6 

-    7 

5 

-11 

-10 

-  6 

-12 

7 

-  1 

4 

—15 

5.2 

S2 

2 

4C 

43 

40 

41 

3^ 

35 

2o 

4C 

38 

35 

4r 

2'. 

34 

41 

24 

10 

lb 

19 

2 

34 

36 

13 

20 

2b 

14 

18 

19 

18 

19 

28.8 

LewistOM 

••  fSUnuimm.'.'.. 

t 

1- 

24 

30 

3C 

30 

2c 

11 

9 

2t 

24 

2( 

11 

12 

8 

18 

8 

4 

10 

10 

- 

-  5 

-  3 

0 

-  2 

0 

10 

-  6 

-18 

-14 

9.3 

Milliiiofket 

j  Jlaximiun... 

2- 
12 

43 

41 
2b 

27 

33 

23 

3c 
19 

29 
17 

2; 

31 
Ifc 

32 
24 

28 
9 

32 

2 

23 

37 

lb 
4 

6 

12 

14 

2 

27 
-14 

4i 

4 
-10 

5 

13 

10 
-16 

17 

12 

12 

9 

22.5 

n 
11 

1 

—  5 

18 

—  8 

3 

8 

4 

IC 

2 

—23 

5.4 

Maximimi.  .. 

2t, 

21 

4t 

45 

47 

35 

3i. 

35 

2b 

35 

35 

31 

37 

42 

30 

45 

24 

15 

18 

2 

34 

35 

14 

14 

20 

19 

17 

16 

15 

28.1 

Oldtowii   

10 

14 

23 

35 

31 

26 

■& 

20 

7 

24 

30 

22 

13 

8 

22 

12 

2 

10 

-  1 

14 

-  5 

-  5 

—  5 

-  1 

10 

5 

-  4 

-14 

U-0 

j  Ma.x'iminiV.'!.' 

32 

T 

48 

46 

42 

41 

3i 

3b 

3b 

43 

41 

38 

44 

35 

45 

46 

29 

]7 

18 

24 

2 

38 

3S 

lb 

23 

26 

15 

-1 

23 

16 

23 

32.0 

FortlatKl  

■  ■  '  Mininunn  — 

lb 

2i 

27 

35 

3'J 

3C 

24 

21 

* 

32 

26 

25 

22 

22 

21 

14 

11 

12 

in 

15 

3 

1 

5 

9 

12 

8 

-  1 

0 

17.3 

Ruiuford  

1  Maximum... 

31 

2fc 

3'J 

41 

40 

36 

35 

32 

2S 

3b 

34 

35 

3t 

33 

41 

Is 

12 

22 

20 

2 

22 

3S 

7 

12 

18 

14 

18 

14 

14 

26.6 

••  (Minimum.... 
J  Maximum  . .  • 

b 

It 

22 

29 

29 

28 

2f 

10 

6 

19 

20 

15 

15 

3 

~  ^ 

13 

5 

0 

10 

8 

- 

-10 

-  6 

-  5 

-  3 

-  4 

-u 

6 

-  4 

-lb 

-19 

6.4 

Van  Biiren 

■■  !  Miiiimum.  ■. 

'.'.'.\ 

S  Maximum... 

■31 

■26 

■"45 

"41 

■40 

4c 

■■40 

"37 

■■31 

"'3! 

■37 

"si 

'39 

"4r 

"25 

"42 

"l8 

"i5 

"i'j 

""2_ 

"26 

38 

"ib 

"ib 

"25 

"jj 

"26 

"i8 

"is 

29.' 5 

VVinslow   

••  (Minimum.... 

3 

4 

19 

33 

30 

27 

2o 

16 

1 

20 

29 

1" 

9 

5 

4 

21 

lu 

-  3 

6 

12 

f 

10 

-  8 

-  ' 

-  3 

0 

10 

0 

-13 

-18 

8.8 

New  ir,ui> 

w)iire 

Berljii  II 

S  Maximum... 

27 
-13 

36 
13 

lb 

37 
32 

36 
30 

33 
20 

31 

2f 

32 

20 

31 

37 

7 

30 

2» 

34 
20 

37 

20 

16 
0 

34 

—  4 

20 
-  2 

18 
-  b 

20 
-lb 

19 

17 
6 

1£ 

-2 

33 

-lb 

16 
0 

2 

—11) 

10 

—  8 

14 

-10 

10 

—22 

13 

-16 

10 
0 

14 
-26 

14 
—23 

23. 8 

•■  (  Minimum.... 

Concord 

S  Maxinnim  ... 

32 

3 

42 

45 

42 

39 

39 

37 

3£ 

4' 

43 

28 

42 

43 

18 

22 

21 

2' 

32 

35 

18 

17 

20 

17 

18 

20 

2(1 

3o!3 

••  )  Minimum.... 

s 

7 

31 

34 

32 

32 

31 

25 

21 

34 

29 

2C 

25 

16 

li' 

11; 

h 

5 

18 

3 

0 

8 

3 

1 

4 

-  2 

4 

3 

-12 

12.9 

Durham 

j  Maxinnim.  .■ 

34 
12 

37 

52 

17 

45 
30 

42 

44 
27 

41 
29 

42 
26 

36 

19 

41 
31 

40 
32 

41 

27 

■46 
19 

44 
17 

40 
14 

44 
29 

1? 

20 
6 

20 
18 

23 
14 

21 

37 

-  4 

39 

2i! 

16 
0 

26 

-10 

18 

—  8 

20 
6 

20 

8 

15 
-19 

22 
—11 

33.0 

■■  (  Minimum  — 

12.6 

First  Conn.  Lake.... 

)  Maximum... 

23 

3 

35 

32 

32 

26 

25 

23 

25 

35 

33 

2n 

30 

23 

35 

34 

5 

1( 

15 

K 

1' 

24 

30 

-10 

-  8 

7 

5 

5 

4 

5 

3 

19.0 

■•  (Minimum.... 

b 

19 

23 

23 

24 

22 

21 

12 

-  6 

17 

20 

11 

20 

-  8 

-  3 

—■M 

5 

0 

-2- 

-  4 

-14 

-17 

-16 

-12 

-25 

-11 

-26 

—27 

-0.1 

Keenelnoar) 

)  Maximum... 

29 

29 

41 

43 

37 

36 

35 

31 

38 

38 

42 

40 

35 

35 

27 

21 

2b 

2t 

36 

30 

20 

19 

15 

18 

19 

21 

20 

29.7 

■•  (  Minimum.... 

0 

1 

n 

32 

26 

28 

16 

15 

29 

31 

22 

IS 

14 

U 

27 

7 

C 

15 

11 

-li: 

—  6 

2 

7 

—10 

-10 

-11 

-  1 

-    5 

-17 

8.8 

Plymouth 

\  Maximum  . . . 

25 

37 

38 

36 

.^5 

33 

29 

29 

35 

34 

34 

32 

37 

30 

34 

2i 

13 

16 

21 

2C 

24 

32 

11 

8 

11 

13 

14 

g 

11 

14 

24.9 

••  (  Minimum.... 

' 

-  4 

2y 

29 

2b 

21 

10 

2( 

24 

14 

5 

-  1 

10 

8 

-11 

-  7 

4 

-  1 

-10 

0 

2 

—10 

-19 

6.6 

Vermo 
Burlington 

jJhuviMum.... 

27 

31 

40 

.,_ 

38 

29 

21. 

31 

33 

33 

31 

21 

38 

32 

12 

12 

9 

14 

22 

33 

2 

5 

9 

- 

14 

8 

11 

8 

2.3.2 

■  (  Mininuim.... 

9 

15 

31 

32 

31 

27 

21 

8 

10 

2b 

24 

2:< 

17 

21 

5 

-  4 

-  6 

1 

-  6 

17 

-  5 

-  8 

—  7 

-12 

-12 

2 

-  9 

-15 

-9 

7.7 

Newport  

|Max,n..um... 

25 

29 

38 

37 

37 

34 

26 

28 

28 

34 

30 

35 

37 

37 

32 

21 

10 

Ic 

10 

19 

29 

30 

10 

6 

10 

3 

10 

9 

10 

10 

23.2 

•  (  Miuninim.... 

ti 

14 

26 

''■^ 

28 

26 

22 

7 

-  2 

22 

25 

15 

20 

-  0 

—  7 

7 

—  6 

-16 

3 

-  2 

-lb 

0 

-10 

-  9 

-  8 

-2c 

-20 

-  2 

-10 

—21 

-21 

2.5 

NortliHeld 

*  .Maxiiiu:iii  . .. 

26 

2s 

39 

37 

32 

31 

34 

28 

35 

3:! 

32 

3- 

22 

31 

31 

15 

14 

18 

2( 

31 

31 

9 

S 

12 

10 

13 

7 

10 

13 

24.1 

■  *  ;- i  i '  1  i  1 M il :  1 !  .    . . 

0 

4 

27 

31 

31 

26 

25 

8 

8 

26 

19 

18 

-  1 

12 

-  2 

-15 

-17 

6 

-10 

-lb 

0 

-  7 

-15 

-23 

-22 

2 

-19 

-25 

-21 

2.0 

Kutlaiid    

\  :  1 '  M 1 1 1 1 )  1  •  .  • . 

2J 

31 

39 

39 

3(; 

34 

3'^ 

25 

28 

34 

33 

34 

41 

20 

41 

27 

17 

29 

29 

17 

ie 

30 

30 

9 

9 

10 

5 

11 

15 

8 

24.7 

!  ^''-u'l'i'i  ".. 

5 

8 

17 

33 

30 

25 

20 

17 

27 

29 

2^ 

19 

8 

16 

17 

0 

-  3 

-  2 

0 

-  5 

4 

2 

'' 

—10 

-11. 

—  9 

-  1 

-10 

-16 

-10 

8.3 

St.  Alljans 

■  1  MiViVi'u'i'iii','.'.:'. 

::: 

St-Johnsbury   

)  Maxiimnn... 

"■2n 

"29 

3"i 

■■3s 

is 

■35 

"29 

■  'so 

"25 

38 

"34 

33 

36 

37 

"35 

"34 

"15 

■  10 

"15 

"io 

11 

"28 

■■31 

0 

"il 

"il 

9 

"is 

"12 

""9 

"i2 

23.' 6 

•  (  Minimum.... 

—  3 

2,-, 

■31 

28 

26 

20 

2 

■lA 

28 

20 

22 

-    1 

1 

15 

P 

8 

-22 

-  6 

-  7 

—  7 

-19 

-19 

1 

2 

-23 

-22 

4.  a 

Woodstock  

»  Maxinuuu... 

2! 

30 

40 

42 

Z\i 

36 

34 

24 

34 

35 

44 

36 

35 

34 

20 

16 

18 

24 

25 

32 

22 

13 

17 

15 

16 

20 

16 

15 

19 

27.5' 

■  '  Minimum.-.. 

2 

2 

2.5 

3: 

32 

30 

2t' 

19 

12 

25 

29 

17 

12 

3 

2 

Is 

—  4 

-  8 

lu 

■^ 

-12 

—  6 

3 

3 

-12 

-20 

-16 

-  2 

-13 

-22 

-17 

5.6 

il/,(^«(r/,/ 

fells 

Amln-rst 

\  !Miiximun\  .  ■• 

33 

35 

50 

44 

39 

35 

39 

35 

33 

39 

37 

38 

47 

36 

38 

39 

32 

23 

22 

28 

40 

4(! 

15 

19 

23 

14 

18 

19 

21 

20 

31.3 

•  (.Minimum.... 

10 

11 

31 

35 

32 

29 

29 

26 

26 

32 

33 

30 

bO 

20 

27 

25 

18 

U 

8 

-  3 

17 

4 

5 

6 

-  4 

0 

-  4 

16.3 

Boston 

(Maxinnim... 

35 

35 

54 

46 

43 

40 

41 

40 

39 

4) 

43 

42 

50 

36 

50 

46 

33 

3.T 

29 

26 

28 

38 

41 

18 

25 

27 

17 

22 

26 

23 

24 

35.3 

■  /  Minimum.... 

21 

21 

35 

35 

33 

31 

32 

28 

29 

37 

34 

32 

32 

26 

28 

29 

17 

15 

17 

16 

15 

21 

9 

7 

9 

7 

10 

8 

9 

4 

5 

21.0 

Brockton 

)  Maximum  ... 

33 

54 

47 

43 

47 

40 

b9 

36 

44 

43 

42 

51 

49 

50 

48 

37 

33 

S3 

30 

30 

38 

42 

19 

25 

27 

25 

24 

26 

23 

25 

36-8, 

■  (  .Minimum   ... 

14 

19 

31 

30 

3t 

2K 

30 

26 

28 

36 

32 

31 

27 

25 

22 

37 

23 

14 

17 

16 

t 

17 

6 

3 

7 

5 

8 

5 

6 

0 

-  1 

18  8 

Concord 

)  JIaximum.  .. 

34 

83 

52 

47 

42 

3ii 

40 

39 

38 

42 

42 

41 

50 

37 

50 

42 

21 

20 

26 

29 

38 

40 

17 

24 

27 

20 

22 

23 

23 

23 

34.0 

■  (Minimum.... 

8 

8 

33 

33 

31 

30 

2fS 

24 

22 

34 

30 

28 

27 

24 

22 

27 

20 

13 

17 

10 

6 

15 

7 

4 

5 

-  5 

3 

6 

3 

-13 

-  9 

IS.* 

East  Warehanil' 

j  Maximum... 

36 

48 

52 

45 

44 

40 

41 

41 

45 

46 

42 

44 

48 

43 

52 

43 

33 

38 

2t 

43 

15 

20 

26 

29 

22 

25 

26 

22 

24 

36.4; 

■  (  Jliniir.um.... 

-  4 

1 

19 

29 

30 

27 

30 

22 

22 

30 

31 

28 

22 

25 

20 

33 

23 

15 

23 

IS 

12 

15 

10 

12 

11 

8 

13 

^ 

7 

-  3 

5 

17.5 

Fall  River 

j  MaxinnUM  ... 

3:i 

36 

52 

41 

42 

37 

39 

41 

42 

45 

39 

4_' 

50 

36 

51 

51 

39 

34 

33 

27 

31 

41' 

42 

16 

24 

25 

21 

23 

24 

25 

22 

3.5.5 

•  (  Minimum 

15 

17 

31 

32 

35 

28 

31 

25 

28 

34 

33 

30 

28 

25 

26 

28 

2i 

18 

16 

13 

24 

7 

8 

11 

8 

8 

7 

7 

6 

20.1 

Fitchburg  

*  Maximum..- 

30 

33 

51 

46 

36 

46 

40 

39 

34 

40 

42 

41 

48 

43 

43 

38 

32 

23 

82 

25 

■ix 

39 

34 

22 

22 

25 

20 

2l> 

22 

29 

22 

•  (Minimum.... 

10 

28 

34 

3'' 

27 

30 

23 

21 

31 

31 

27 

20 

22 

18 

27 

18 

11 

19 

13 

6 

2 

5 

4 

5 

4 

4 

6 

0 

-  4 

-  8 

15;  7 

Lawrence 

!  Maximum... 

30 

30 

52 

46 

40 

36 

40 

35 

34 

41 

40 

39 

45 

36 

46 

44 

26 

19 

19 

22 

25 

34 

22 

16 

20 

20 

17 

20 

18 

19 

20 

30-7 

•  (Minimum.... 

9 

9 

28 

33 

31 

28 

30 

25 

23 

32 

32 

28 

25 

23 

24 

26 

15 

13 

13 

12 

3 

13 

2 

4 

2 

3 

4 

4 

4 

-12 

-  3 

15.6 

Nantucket 

(Maximum... 

34 

40 

51 

44 

46 

38 

38 

45 

48 

43 

39 

49 

37 

50 

49 

c4 

46 

47 

33 

32 

41 

43 

23 

24 

25 

23 

24 

26 

22 

24 

■  (  Mininuim.... 

26 

37 

35 

34 

32 

32 

32 

34 

36 

34 

31 

31 

29 

29 

34 

26 

26 

31 

24 

22 

27 

15 

15 

15 

15 

12 

11 

13 

18 

2o!5 

Stockbridge    

!  Maxinnim.  .. 

38 

34 

49 

40 

38 

3:h 

31 

34 

32 

36 

35 

35 

47 

3d 

41 

39 

26 

23 

26 

17 

24 

35 

35 

13 

15 

16 

7 

12 

13 

22 

15 

28-8 

•  (  Minimum.... 

5 

6 

33 

34 

29 

28 

27 

18 

25 

30 

30 

26 

11 

28 

2U 

14 

11 

9 

-   4 

-19 

2 

0 

-  2 

5 

-  5 

-  8 

1 

2 

-19 

-12 

11-4 

Williuinstown 

)  Maxinnim.  .. 

28 

32 

42 

38 

37 

83 

3-i 

32 

31 

35 

36 

06 

41 

40 

40 

30 

25 

28 

17 

22 

34 

35 

16 

15 

14 

8 

15 

12 

17 

16 

28. 1 

■  (Minimum.... 

5 

9 

31 

34 

29 

28 

27 

27 

29 

30 

30 

29 

29 

15 

23 

2'' 

13 

9 

6 

6 

li 

5 

2 

5 

6 

-  8 

-  4 

1 

0 

—  s 

-  6 

13.8 

Worcester 

iMa.ximum... 

3S 

33 

51 

44 

38 

36 

f)7 

38 

32 

38 

46 

41 

47 

40 

32 

23 

23 

25 

26 

36 

38 

15 

21 

25 

18 

19 

23 

25 

21 

32.5 

•  (  Minimum.... 

11 

11 

29 

29 

32 

25 

3u 

21 

23 

32 

31 

28 

23 

20 

18 

20 

19 

12 

17 

9 

9 

4 

2 

6 

6 

4 

2 

—  4 

15-5 

lihode  Ifl 

(ni(( 

Block  I.sland 

1  Maximum... 

33 

43 

52 

42 

44 

38 

41 

37 

45 

46 

39 

41 

49 

37 

50 

43 

37 

38 

40 

27 

29 

43 

44 

18 

22 

24 

21 

20 

23 

21 

22 

35.8 

■  (Minimum.... 

24 

27 

35 

35 

:-.2 

36 

30 

34 

36 

32 

33 

33 

26 

31 

32 

27 

24 

24 

19 

23 

29 

10 

14 

15 

15 

10 

9 

12 

16 

15 

25.0 

Kingston 

)  Maximum . .. 

36 

35 

52 

47 

41 

40 

42 

40 

37 

48 

42 

43 

50 

46 

49 

51 

39 

37 

34 

37 

26 

39 

43 

17 

22 

25 

20 

22 

22 

25 

21 

36.5 

■  (Minimum.... 

0 

2 

32 

26 

32 

24 

31 

21 

26 

34 

27 

26 

25 

24 

.35 

22 

17 

19 

0 

11 

4 

5 

6 

7 

10 

3 

-   1 

0 

16.3 

Providence 

S  Maximum... 

32 

37 

53 

4-1 

43 

41) 

41 

39 

43 

44 

41 

42 

52 

37 

51 

46 

36 

29 

31 

26 

28 

4n 

43 

18 

23 

24 

21 

23 

22 

21 

23 

35.3 

■  (  Mininuim.... 

19 

19 

37 

34 

32 

3L' 

33 

29 

29 

36 

34 

32 

33 

26 

29 

30 

21 

16 

18 

16 

14 

23 

6 

^' 

8 

8 

' 

8 

"' 

' 

21.3 

Cniiimctlciil                            1 

Cream  Hill 

S  Maximum... 

36 

30 

48 

38 

39 

32 

34 

35 

33 

35 

36 

35 

42 

34 

41 

38 

30 

25 

21 

21 

20 

30 

30 

12 

12 

20 

15 

13 

16 

16 

19 

28.6 

10 

16 

24 

26 

30 

26 

25 

21 

24 

27 

26 

27 

14 

20 

23 

14 

10 

13 

5 

11 

-  2 

-  4 

-  2 

—  3 

4 

-  5 

13.1 

Hartford 

Maximum . . . 

34 

41 

63 

42 

44 

36 

40 

39 

37 

42 

40 

42 

50 

36 

45 

43 

37 

23 

25 

26 

28 

40 

40 

19 

21 

23 

16 

20 

22 

21 

22 

83.8! 

•  (Minimum.... 

18 

16 

33 

32 

32 

30 

30 

35 

33 

23 

28 

29 

21 

16 

19 

15 

11 

22 

8 

7 

10 

7 

4 

20.7' 

New  Haven 

j  Maximum... 

33 

41 

53 

44 

45 

37 

40 

40 

43 

44 

40 

42 

50 

35 

50 

42 

38 

26 

27 

26 

28 

41 

40 

17 

20 

24 

18 

20 

24 

22 

22 

34.6 

•  (  Minimum-... 

19 

21 

33 

31 

31 

30 

32 

35 

33 

33 

35 

26 

31 

31 

25 

20 

20 

15 

13 

24 

4 

7 

11 

7 

8 

13 

9 

9 

21.9: 

New  London  

\  Maximum.  .. 

37 

36 

51 

46 

44 

42 

44 

43 

38 

45 

41 

46 

50 

43 

48 

46 

42 

35 

30 

81 

31 

41 

42 

20 

26 

30 

23 

23 

27 

26 

37.2 

•  (Minimum.... 

15 

16 

32 

32 

36 

27 

31 

29 

31 

35 

32 

31 

30 

26 

36 

33 

27 

19 

21 

15 

11 

24 

4 

5 

8 

11 

10 

7 

11 

8 

7 

21.3 

Norwalk 

i  Maximum... 

36 

35 

52 

41 

43 

37 

40 

39 

40 

43 

38 

45 

50 

40 

45 

45 

37 

28 

29 

29 

39 

31 

17 

23 

24 

17 

23 

26 

25 

24 

34.6 

•  (Minimum-... 

4 

9 

32 

25 

36 

21 

30 

18 

29 

29 

26 

28 

24 

19 

30 

23 

21 

22 

14 

-  2 

-  1 

0 

-  4 

5 

5 

0 

-  6 

8 

15.4 

j  Jiaximum... 

Putnam 

'  (  Mi  nimum. . . . 

.... 

See  pa^e  4  for  explanation  of  reference  marks. 
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NEW    ENGLAND     SECTION 


Q.  H.  NOYES 


Vol.   XLVIII.      Boston,   Mass.,   FPZHRrARY,  1936.     No.  2. 


GENERAL.  SUBIMAKY 

Winter  persisted  with  only  minor  interruption  throughout  the 
month,  and  there  were  lait  few  days  with  a  mean  temperature 
above  freezing  along  the  coast,  and  practically  none  in  the  in- 
terior; and  also,  but  very  few  days  with  mean  temperatures 
above  normal.  The  month  was,  however,  considerably  colder 
than  February  last  year,  but  was  some  six  degrees  warmer  than 
Feliruary,  IdSi.  One  of  tiie  relatively  warm  periods  was  the 
17-I8tli,  and  the  other,  the  25-27th.  The  ground  remained 
covered  with  snow,  except  along  the  southern  coast  at  the  close 
of  the  n)onth,  but  the  depth  of  snowfall  during  the  month  was 
practically  normal;  most  of  the  snow  fell  on  the  !4th  during  a 
typical  "nortlieaster".  Rural  transportation  was  consideraI)ly 
impeded  by  the  persistent  cold  and  snow  cover,  except  along 
the  major  highways  where  efficient  snow-removal  was  accQJ<>-r 
plished.  The  accumulated  snow  cover  in  many  parts  of  I^w 
Hampshire  and  Maine  at  different  times  during  the  month  was 
in  excess  of  three  feet  deep. 

TEMPEEATXJRE 

The  average  monthly  temperature  for  the  Section,  based  on 
100  records,  was  17.5°,  which  is  4.9°  below  the  mean  for  tiie 
past  49  years;  the  average  temperature  for  the  northern  division 
was  13.8°;  for  the  southern  division,  21.1°.  The  highest  month- 
ly mean  was  26.8°  at  Nantucket  and  Provincetown,  Mass.;  the 
lowest  was  6.7°  at  First  Connecticut  Lake,  N.  H.  The  highest 
recorded  was  54°  at  Waterbury,  Conn.,  on  the  25th;  the  lowest 
was  -29°  at  Bloomfield,  Vt.,  on  the  9th.  The  greatest  monthly 
range  was  72°  at  Falls  Village,  Conn.;  the  least  was  38°  at 
Provincetown,  Mass.,  and  Block  Island,  R  I.  The  greatest 
daily  range  was  52°  at  First  Conn.  Lake,  N.  H.,  on  the  24th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
181  records,  was  2. 67  inclies.  whicl)  is  0.47  inch  below  tlie 
mean  for  the  past  49  years;  the  average  precipitation  for  the 
northern  division  was  2  38  inches;  for  the  southern  division, 
2.95  inclies.  The  greate.-t  monthly  amount  reported  was  5.30 
inches  at  Portland,  Me. ;  the  least  was  1.05  inches  at  Bethlehem, 
N.  H.  The  greatest  amount  in  24  hours  was  2.05  inches  at 
Kingston  and  Pawtucket,  R.  I.,  on  the  17th.  The  average 
number  of  days  with  .01  inch  or  more  of  precipitation  was  9, 
which  is  the  mean  for  the  past  49  years.  The  average  snowfall 
for  the  northern  division,  based  on  75  records,  was  19.2  inches; 
for  the  southern  division,  ba=ed  on  77  records,  was  14.3  inches; 
for  the  Section,  based  on  152  records,  16.7  inches,  which  is  0.8 
inch  below  the  mean  for  the  past  49  years. 

WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

Tht' prevailing  direction  of  the  wind,  based  on  116  records, 
was  northwest.  The  average  velocity,  ba^ed  on  the  records  at 
14  stations  was  10.3  miles  per  hour,  which  is  1.8  miles  per  hour 
below  the  mean 

The  sunshine,  based  on  the  records  at  10  stations,  averaged 
53  percent  of  the  possible  amount,  which  is  3  percent  above  the 
mean 

The  cloudiness  was  slightly  below  the  mean.  The  average  for 
the  Section,  based  on  127  records,  was  13  clear;  5  partly  cloudy; 
and  11  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  ni.,  observations  at  11  stations,  was  72  percent,  which  is  3 
percent  below  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

/lio-oras  — 15th,  16th,  21st,  29th. 

HdlosJ ua(ir.— 2d,  6-9tii,  20th. 

Halos.  so/ur.— 3d,  5-7th,  10-1  3th,  20-22d. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms — 25th. 

Fog,  de use. —l&i,  4th,  9th.  16-18th,  25th,  27th. 

Sleet.  —  (dates  and  general  Lication) — 3d,  scattered  over  cen- 
tral N.  H.,  and  southwestern  Conn.;  4th,  general;  5th,  scatter- 
ed over  central  IMaine  and  northwestern  Mass.;  9th,  scattered 
over  southern  New  England;  13th,  scattered  over  northern  R.I. ; 
14lh,  general  over  southern  New  England;  15th,  scattered  over 
southwestern  Conn. ;  16th,  scattered  over  southwestern  Maine 
and  eastern  Mass.;  17th,  general  over  Maine  and  N.  H.;  18th, 
general  over  central  New  Etigland;  24th,  widely  scattered  over 
New  England;  2oth,  general  over  northern  New  England  and 
Mass.;  26th,  general  over  nortfiern  New  England;  27th,  gen- 
eral over  nqyth^ni  New  England  and  northwestern  Mass. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


.'recipitation 


1888 

1.SS9 

1890 

1S91  ... 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900-  ••• 

1901 

1902  •••• 

1903 

1904 

1905 

190G 

1907 

1908  ■•■■ 
1909 

1910  •■■• 

1911  ■••■ 

1912 

1913  ■••• 

1914 

1915 

1916 

1917 

1918 

1919  .... 

1920 

1921 

1922 

19-23 

1924 

1925  .... 

1926  .... 

1927  .... 

1928 

1929 

1930 

1931  .... 

1932  .... 

1933 

1934 

I9'5 

1936 

Period 


■J" 

r- 

? 

s 

-.30 

26.2 

-38 

2:i.6 

-20 

32.9 

-2S 

30.6 

-26 

27.9 

-32 

28.0 

22.0 

-27 

21.2 

-42 

27. 1 

-27 

28.3 

-38 

29.6 

-30 

2:i.8 

-30 

27.2 

-23 

21.6 

-23 

26.6 

-37 

29.4 

-43 

20.7 

-32 

20.2 

-36 

27.6 

-37 

19.2 

-38 

24.0 

-32 

2S.8 

-31 

-32 

25.5 

-34 

24.5 

-:30 

25.8 

-36 

21.5 

-32 

31.2 

-34 

2S.5 

—39 

2:i.4 

-41 

24.0 

-24 

30.1 

-45 

24.3 

-30 

30.1 

-40 

29.0 

-38 

20.6 

-28 

23.6 

-20 

31.6 

-28 

25.3 

-32 

31-3 

-37 

27.9 

—34 

28.0 

-37 

31.4 

—32 

27.7 

-31 

29.0 

-20 

31.0 

-42 

1.5.9 

-36 

26.  5 

-29 

21.1 

-45 

26.1 

No.  of  days  (all 
South         New  England) 


.2"    i    ■? 


22.  3 
14.8 
10.5 
13.8 
15.0 

g!8 
21.1 

4.6 
22.  9 
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February,   1936 


Climatolog'ical   Data  for  February,  1936 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


jMaine 

Bangor  S  

Bar  Harbor  (near) 
Brassua  Uauitt  — 

Eastport  

Kast  Wiutlirop.  ■■■ 

Ellsworth  

Eustis  

Fanni.iKti.li 

Ft.FiiirlK.ld  (nearl 

Gardiner 

Greenvillf.. 

HiraiiiU 

Houiton 

JackuKin 

LewistoM 

Lincoln 

Maehias 

MadisonS 

Middledam 

Millinockel§  

Milo 

Moosehead 

North  J5ridgton.--- 

Oldtown 

Orono. 

Portland 

Presqne  Isle • 

RipogennsDaratJg. 

Ruin  ford 

The  Forks 

Upper  iJiun 


Vai 


)W«§  ... 
aiidg... 
ir  State 


.\f.i 


ipfliii 


Berlin    

Bethleliein   ........ 

Concord    

Dixville  Notch  .... 

Durham    

Errols    

First  Conn.  LakejJ 

Filzniliiam* 

Franklin 

Glendilf   

Hampton 

Hanover  S  

Keeiiemcari  §  .... 

Lakeporl 

Lincoln. ..   — 

Manciiwter • 

Milan 

Nashui.  s  ........■■ 

Newlniriiaini:   ... 

Newport   

PiukiunnNoK^ht:.. 

PLvmoutli 

\Vest.<tewart>t(«,v;i 
Wolfboro  ?'alls   ... 

York  Pond    

For  State      


Mt.  Washington  t 


Bellows  I'^alls. 
BeiininKton... 
Bloomrieldtt  . 
Brattlel)oro§  . 
Burlington  ... 

Cavendish 

Chel^e^ 

Corir.v»!!it  •• 
Cratt<i.m-.v  C. 


Ea>t  Ki-A-it 
Enosburg  L-i 

Gilmaii 

MaysMilUt- 
Newfaiie-.  • 
Newport  . . . 
Northiield.  . 
Readsboro. 
Rochester... 

Rutland 

St.  .\lt«n=... 
St..loini'-i.Mr 
Sear.cljurt.'  M 
Sear>bi;r;.,'  Si 
SomcrsttU  ■ 
VernonlJg.. 
West  Burlte  • 


I'enobscot  . . 
Hancock  . ... 
SiHuerset  ■••• 
Washington 


Wi-.dl.am... 

Washington. 
Bennington. 
Windsor  ... 

Kutland 

Franklin..  ■■ 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham... 
Caledonia. .. 


10 
603 
550 
500 

].2(!0 
171 

1,190 
125 
65-2 


IC, 
7 

1.93 

44 

2.71 

24 

3.21 

6K 

3.30 

70 

5.30 

2fi 

1.73 

12 

2  21 

48 

2.15 

;s() 

2.  42 

M 

1.25 

■M 

41 

2.84 

20 

2.37 

2.75 

37 

2.12 

44 

1.05 

H4 

2.t^2 

ti 

1  73 

44 

2.22 

f)l 

1  99 

19 

2  34 

17 

H.'i 

2.  r,s 

2S 

1.9K 

H 

3.81 

9fi 

2.16 

7 

2.  Oil 

SO 

I!i 

2.11 

lii 

2.  oh 

■■'2 

2.17 

hr\ 

4!i 

2.24 

23 

1.86 

III 

2.47 

« 

2.  05 

2.31 

5.47 

35 

2.20 

2;< 

1.70 

31 

1.88 

42 

2.72 

03 

1.4S 

34 

2.77 

M 

1.53 

50 

1.70 

+0.  50 
—11.49 
-0.17 


-0.59 
+0.  fiO 
+0.12 
+  1.14 
-0.19 
+0.44 
—0.68 
-0.09 
-0.81 


-0.61 
-0.54 
-0.18 
+0.  f2 


-0. 33 
-0.28 
0.00 
-0,29 
—0.15 
+  0.22 
-0.81 


-7  -i: 


14 

l't)ii 

"-'-o'Ad' 

4(. 

1,22 

-1.01 

1.36 

7 

2.  60 

-l.CO 

?4 

■>  24 

-0.93 

2.  2fi 

.59 

1  31 

—  1.03 

15 

■2  72 

-0.93 

H 

1.93 

21 

1.37 

-0.65 

s 

43 

i.m 

-0.41 

12 

2.28 

-0.70 

13 

2.94 

-0.31 

25 

2.  .53 

—1. 33 

40 

2.  54 

-0.13 

2.  21 

Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  NorsHorthy 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 
C.C.  P.  ctL.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  IClpctric  Co. 
Bangor  Hydro  IClectric  Co. 
Great  Kortliern  Paper  Co- 
Union  \\ater  Power  Co. 
Great  Nortliern  Paper  Co. 
Winlield  lieath 
Siurgis  F   Durgin 

C.  .[>.  Cliadhourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  l>aper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Union  Water  Power  Co. 
W.H.Scott 

Hollingsworth  &  Whitney 
St.  Croix  Paper  Co. 


EdwarJ  Fenu 

George  K.  Tucker 

U.S.  Weather  Bureau 

Sarah  H.  Gleason 

N.  H.  Agr.  College 

Union  Water  Power  Co- 

dnn   Valley  Lumber  Co. 

Waller  E.  Bolle.s 

F.  J.Southniiiyd 

State  Sanatorium 

Prank  K.  Leavitl; 

Dartnioiilli  Cullege 

Robert  P.  Hay  ward 

Fred  Wiggin 

Edward  A.  Carr 

Amo.skeag  JIfg.  Co. 

Androscoggin  Kes-  Co. 

l^ennichuck  Water  Works  ' 

E.  K.Tobey 

H.  P.Shepard 

J.  B.  Dodge 

Mrs.  HatlieG.  Trow 

Claude  Baker 

Kenneth  Berry 

U.  S.  Bureau  of  Fisheries 


B.F.  Hydro- Electric  CO. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  K.Dnvkee  tit 
Sarah  E.  Lane 
Charles  A.  Wheeler 
N.  E.  Power  Co. 
J.  F.  Devins  ttt 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  1  H 
F.  J.  Aekermau  f  1 1 
C.  W.  Richmond 
U.S.  Weather  Bureau 
N.  K.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Bripgs  ft  f 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Fordltf 


See  page  lo  for  explanation  of  reference  marks 
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Climatologrical  Data  for  February,    1936 


Temperature,  in  degrees  Fahrenheit  |      I'recipitntioii.  in  inelii 


Windsor.- 
Windsor.. 
Windham 
Windsor.. 
Windhuni 
Windsor.. 


Berkshire  .. 
ilumpshiru  • 
Middlesex  .. 

Norfolk  

do  .... 

Suffolk 

\Vorce.sler  . . 
I'ly mouth  •■ 
Hampden  . . 
Hampsliire . 

Suffolk 

Woreester  •• 
Middlesex  .. 
Plymouth  .. 
Berkshire  .•• 

Bristol 

Barnslahle.. 
Worcester  . . 
Middlesex  ■■ 
Norfolk  .... 
Worcester  .. 

Ksscx 

Kranklin  ■■.. 
Middlesex  . . 
Worcester  . . 

Kssex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Woreester  •  • 
Barnstable.. 

Kssex 

Worcester  • . 
Middlesex  -. 

lissex    

Worcester  .. 
M  iddlesex  . . 

Bristol 

Blynn)uth  .. 

Essex 

Woreester  ■ . 
Worcester  .. 
Nantucket- ■ 

Bristol 

Worcester  .  • 
BerUshiro  .. 
Plymouth  .. 
Berk  si  lire  .. 
Worcester  .. 
Berkshire  •. 
Hampshire. 
Plymouth  .- 
Worcester  . . 
Barnstable .. 

Essex   

Franklin  ... 
Woreester  . . 
Middlesex  .  • 
Hampden  .- 
Worcest<T  •. 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire . 
Worcester.. 
Hampden  .  - 
Middlesex.. 
Worcester  .. 
Berk.shire  ■ 
Woreester  . . 
Worcester  . . 


Newport 

WashiuRton 
Providence 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hiirtrord  ..   . 


490 
1.4S0 

370 
1.6-10 


1.700 

920 

l.0:n 

i.e.'io 


to.  58 


+0.  52 
+0-16 
-O.IJt 
+0.31 
-O.IG 
-0  96 
-0.71 
-0  43 
-  0.  02 


-0. 73 


-0.49 
-0.57 
-0  15 
-1-W 
+0-0:i 
+  0.13 
—0.14 


— 0. 68 
—1.77 
—0.94 
-0. 59 
—0. 28 
+0.07 
+  0.53 
+0.36 
-0. 22 


-0.  42 
+0.  M 
— I.IH 
+0.41 


Evil  K.  Doublcday 
K.  U.  Wilniot  til 
K.  '1'.  .Sutton  111 
Olcott  Kails  Co. 
Walter  Adams  I  II 
William  S.   HIatoii 


N.  E.  Power  t'o. 
Jlass.  Afcr-  Jixp.  Sta. 
Met.  Water  Works 
Hinsham  Water  Co. 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  H.  Ueed 
City  Enpiiieer 
John  A.  Smithies 
Iliiyt  E.  DodKO 
Mot.  Waterworks 
Met.  Water  Work.s 
Fred  A.  'I'ovv'er 
Joseph  L.  Kelley 
Diivid  A.  Hunter 
Richard  C  Brifrham 
Wilfred  Wlieeler 
Herbert  B.  Allen 
I\Iet.  Water  Works 
Fred  A.  Ihirliiif; 
William   11.  Dunn 
Ralph  M.  Barker 
T.  II.  Ward 
Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C  II.  Varney 
A.  W.  Ladd 
N.  E.  Power  Co. 
Mildred  Wheeler 
Stute  Teachei's  College 
Charles  Arthur 
E.  P.Mitchell 
Met.  \\'ater  Works 
Essex  Company 
W.  H.  Ilosmer 
Props.  Locks  ,k  Canals 
A.  Buck 


Rii 


^aInpson 
in  i;.  lloelz 

I  Water  ( 
•owerCo. 


N. 

U.  S.  Weather  Biirea 
City  Engineer 
W.  E.  Burnap 
R.  J.  Langdon 
Charles  C   Rogers 
Mary  H.  Wood 
Met.  Water  Works 
I,.  B.  CummingH 
Anna   M.  Tirrell 
Miss  L.  B.  Kiiapi) 
Met.  Water  Works 
Irving  U.  McNiiyr 
U.  S.  C.  G.  Station 
N.  E.  Power  Co. 
G.  H.  Abbott 
Met.  Waterworks 
V.  a.  Armory 
Met.  Water  Works 
N.shit  II.  Bangs 
Weston  K.  Lewi.s 
Water  Works 
Turners  Falls  P.&  l> 
Edna  G.  Tyler 
L.  C.  Coates 
State  Sanatorium 
Weston  College 


Met.W;i 


W^orks 
ins  Ciillege 
Jrt'gcjry 
d  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  lo  for  explanation  of  reference  marks. 
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February,  1936 


Climatological 

Data   for  February,  1936 

Connties 

1 

1 

1 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.ofdays 

ii 

r 

stations 

£. 

li 

1 

5 

1 
1 

2 

a 

if 

1 

i 

2-3 

V 

5 

25 
•SB 

11 
g-2 

0 

! 

1 
0 

Ohservers 

Connecliad  Cont'd 

Colchester. 

Collinsville 

Cream  UilltJ 

KastHartland  .... 
Falls  Villagei 

New  London  . . . . 

Hartford    

LitclUield  

Hartford 

Litohlield  

Hartford 

NewLondon 

New  Haven  . . . . 

'  Hew  Louhon. '.'.'■ 

Fairlield 

Fiurlield 

Windhiim 

Litchfield 

Tolhiiid  

New  Haven  ..  . 

460 

300 

1.300 

i.no 

6«5 
58 
178 

■m 

106 
■20 
116 
18 
458 
1,015 
610 
310 

50 
0 

41 
0 

20 

32 

0 

1 

157 

06 

0 
0 
2 
39 
49 
0 

21.3 

—  5.7 

49 

25 

-  7 

20 

31 

45 

8 
41 
20 
46 
77 
52 

93 
6fi 
45 
4 

44 
50 
12 

1.90 
3.07 
3.  35 
2  93 
1.90 
3.21 
3.53 
2.27 
3.05 
2  77 
2.91 
2.58 

-2.09 

■-6.' 65' 

-1.15 
-1.36 
-0.78 
-0.45 

-i.'ii' 

-0.96 
-0.72 

0  52 
0.74 
1.68 
0  70 
0. 56 
1.20 
0.85 
0.55 
0.87 
0.6S 
1.01 
0.75 

12.0 
1.5.5 
23.  2 
2J.5 
15.0 
15.3 

'io.'i' 

9.3 
8.5 
1.20 
7.0 

7 

6 

8 
10 

7 

9 
8 
10 
10 

14 
17 
15 

12' 
13 

5 
1 
2 

4 

10 
11 
12 

ii' 
12 

nw. 
nw. 
nw. 

n. 

S.P.Willard 
Edwin  K.  Wilder 

16.8 

-  6.2 

46 

25 

-  9 

19 

28 

C.L  Gold 
D.  N.  Gaines 

17.0 
21.8 

-  8.7 

-  5.4 

52 
46 

25 
26 

-20 
-  3 

20 
20 

45 
31 

Conn.  Power  Co. 

U.  S.  Weatlicr  Unreau 

Lake  Konoinoctt-- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk-  

Old  Greenwich  .... 

■2.3'7 
25  2 
21.6 

-  4.0 

-  5  0 

"48" 
48 
49 

"26" 

17 

..... 

1 
-12 

19 
20 

■32' 
28 
40 

9 
10 
12 
14 
12 

10 

6 
7 
7 
5 

10 
13 
10 
8 
12 

nw! 
sw. 

B.  W.  McFarland 
U.S.  Weather  Bureau 
Harry  G.  Tiet.ien 
L.M.Conistcck 
J.  U.  MacDon.nld 

Salisbury 

StorrsS 

Waterbnry  

West  riiriland 

For  State 

16.6 
20.0 
23.0 

"-'4  6 
-  4.3 

50 
48 
54 

25 

25 
25 

-14 
-  9 
-10 

20 
20 
20 

36 
31 
37 

2.15 
3.08 
2.54 

■-6.' 24' 

-1.47 

0.61 
1.26 
0.48 

14.7 
13.0 
14.5 

11 

7 
7 

15 
16 
13 

1 
6 

13 
11 
10 

nw. 
nw. 

F.  Hurliinan 

A^r    Exp    Station 

William  .1.  fape 

20.8 

-  5.4 

54 

25 

-20 

20 

45 

2.70 

-0.90 

1.68 

13.4 

9 

13 

5 

11 

nw. 

Sxplanation  of  Reference  Marks  Used  on  Pag-es  8,  9,  and  10. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  year.s  of  record.  Departures  of  pre- 
cinitation  with  is  vears  or  more  of  record  are  computed  from  a  normal  or  "standard  mean  '  adjusted  to  a  uniforin  3.5-year  period:  for  stations  of  10  to  14  years  the  means 
fi.r  the  npi-  nd  of  record  are  used  Reference  letters,  »,!>,'■,  ai)pearing  ui  the  table  indicate  number  of  days  missms ;  for  example,  i<  lepresents  two  days,  etc.        t  Also 

oil  other  dates.    §  Thermometers  "not  supplied  by  Weather  Bureau,    ttl  Oberver  for  New  England  Power  Co.      T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

It  Post-office  addresses  of  the.se  stations  are  as  follow.s:  Miine -Azisoolios  Uain,  Wilson  Mills;  Rrassua  Dam,  Uockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam. 
Millinockot-  Winslow,  Waterville;-Now  Hampshire-First  Conn.  Lake.  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhani;  York  I'ond,  Berlin  ; -Veruiont-Kloom- 
field    North'stritford   N    H  •  On-nwall    Miibllehnry;  Mavs  Mills,  Colrain,  Mass. :  .Seiirsbuig:  Sta.,  Wilmington  :  Somerset.  Wilmington  ;  Venxni,  f; 
—  Mass.tchusetts-  Ashland,  FramiiiiJ  ham ;  lUne  Hill,  Mifton;  Egreiuout,  South  Kgremont;  Falmouth,  Hatch villc;   Lake  Cochituate,  Fiaminghani; 
Hill,   West  Cornwall;  LaKeKonomoc,  New  I.ondon. 

•  Record  furnished  by  Massachusetts  Department  of  Public  Health.  t  Not  included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Page  1 1 . 
Except  as  otherwise  iiidieated  observations  are  ge.nerallv  made  late  in  the  af  tcnioon,  near  sunset,  and  precipitation  recorded  is  for  the  ?-i  I'miis  ending  at  the  time  1 
observations.         *•»  Regular  Weather  Bureau  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  mead  red  in  the  morning;  amoun' 
recorded  is  for  the  preceding  24  hours.       •  Precipitation  included  in  that  of  next  measurement.         T.  I'recipitation  is  less  than  0.01  inch  rain  01  melted  snow. 


II  Observation 


Explanation  of  Reference  Marks  Used  on  Page-  12. 
Limuin  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


PRlCHSlIltlC.  WINM).   HtlMlDlTV.  AND  SIINSH  I  N  IC 


Atmospheric  Pressure 
'reduced  to  sea  level) 


:'k  Is 


Boston   

HurliiiBton  . 

JCastport 

Greenville.. 
Hanover  — 
Hartford  ... 
Nantucket  ■ 
New  Haven. 
North  Hold  .. 
I'ortlaiid  — 
Providence . 


30  O'.i 
30  05' 
30.07, 
30.01 
30  06 
29  97 
29.  99 


.09 


30.04 
30.03 
30.06 


30.47 
311  46 
30.49 
30.  49 


30.52 
,30.  49 
30.  51 
30.49 
30.47 
3(1.  50 
30.49 
30.50 
30.49 


29  40 
29  32 
29.  28 
29  33 


29.  42 
29.39 
29.  35 
29.  36 
29.38 
2H.  33 
29.  38 


58 

.51 

,50 

69 

62 

76 

•  ■ 

.52 

59 

51 

80 

47 

62 

60 

Bl 

63 
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Daily 

Precipitation  for   February. 

1936 

Drainage  basin 

Day  of  month 

- 

Stations 

1  1     -2  1     o 

4  1     5  1     6       7  j     S  1     9      10  1   11  1   12 

IS 

U  1  15      16 

17 

" 

19     '20  1  21 

•22 

•23|24 

25 

■26|27 

,. 

29  1  30 

31 

H 

Mnine 

Eastport"* 

ElNvvorth 

i 

.20  T. 
.31  .... 

1 
T.  i  .08 
.Oil  .55 

.0- 
".k 

.29 
.34 
.07 
.39 

■1 

".33 
".'75 

.3-. 
"."64 

"."6i 
■."56 

"."27 

T. 

.    4 
.31 
.01 
■[■. 
T. 

f." 

■r 

.OJ 

.l.oJ.... 

.07     1.  i.... 

.23 
.8" 

.04 

.81 
.87 

1  .:* 

.02 

T. 

.'20 
.46 
.37 
.6b 
54 

.".°V.[^ 

.02[  .35 
.■201  .05 
. 04'     08 

.01 

l."73 

do 

3.42 

Eu«t  <         

Kennebec 

• -.<io 

....do 

....do 

St.  John 

Kennebec 

Androscoggin   

Kennebec 

fenobscot   

i'resumpscot  ...... 

-i- 

.... 

1  .12;  .07 
.15!  .01 

.w;  .08 

.29|  .06 
!l9|'.'i2 

'mI""" 

T. 

■•i" 

.23 

.27 
.37 
.27 
.27 
T. 
.13 
.54 
.50 
.53 
.22 
.47 
.05 

\': 

.82 
.48 
T. 

".'•ib 

.25 

T. 
.50 
.33 
.19 
.35 
.44 
.32 

'.'■27 
.60 
T. 

.45 

.19 
T. 

.04 
.62 
.23 
.20 
.03 
.Oi. 
.19 
.19 

.02 

}} 
.02 

"t." 

■t." 
■t." 

"!64 

1.75 

Fannington 

Gardiner 

Qr-cnville 

H..-.-.ltoii    

'     '      '"' 

.24 
.24 
.11 

".'ii 

.54 
.23 
.04 

.'28 
.11 
1.46 

'.'24 

'.'•28 
.00 

.10 
.98 
.33 

146 
.56 
.39 
.05 
.5b 
.5b 
.20 
.32 

.08 
.32 
.40 

'.m 

.17 
.23 
.46 
.19 

(12     'Jn 

.26!  .44 

70!  .80 

2.75 
3.42 

1 

60      lOi 

.... 
.... 

:::: 

.62 
.11 
.30 
.52 
.10 
.21 
.21 
.52 
.80 
.39 
.10 
.05 
.18 
.'25 

.22 

.;b 

.02 
.'27 
.03 
.■27 
.08 
.Ob 

';22 

.10 
.55 

.35 
.13 

'.'i3 

.'22 

't.' 

".'6b 

"."i'? 

'.■65 
.11 

■."io 

.49 
.56 
.43 
.13 
.14 
.18 

2  88 

.:"' 

".'08 

.12 

T. 

•r.' 

.15 

■'?' 
.04 
■f. 

'.'6i 

.06 
.09 

.36    .77 
.O'i    .15 

i.-g 

2.74 
1.60 

•f.' 

'.'63 
'.'65 

f.' 

"t." 

.... 

....1  .76 
.121  .50 

.72 
.44 
.38 

.62 
.23 

2.91 

.37 

.0- 

.23 
.17 
.44 

.05 
.09 

.20 

.2b 

T. 

.20 
.34 
.37 
.3t 
.25 
.40 

■'.36 

'."i4 

.18 

.OL 
.23 
.14 
.61 
.19 
.20 
.18 
.26 
.25 
.22 

1:::: 

".'io 

'.'36 
'.'2S 

.24 

'.'69 
.02 
T. 

.13 

.4b 

'.'6i 

"t".' 
■■i' " 

T. 

.06 

'iV 
■f.' 

'!39 

'.'02 
"•r." 

T. 

■f" 

■■52 

1.30 
.2( 

;7< 

.70 
.  10 
.58 
.•2f 

'.■67 

.76 

■."3;; 

.04 
.05 
T 

■r. 

.15 

.02 
.10 
.53 

■■'r.' 

"."os 
.10 

T. 

... 

3.36 

MiH    

Nouh  ISritlsrtOU... 

I.CkI 

.5b 

,H'2 

■.'65 
T. 

:::: 

■.■75 

".in 

.■27 
■.■52 

'."•26 

.23 
.15 
.08 
.08 
.15 
.'27 
.13 
.15 

■;6. 

'lio 

2.56 
2.71 

>  Dam... 

Coast 

St  John 

... 

■'i'." 
"."22 

.30 
.62 
.3b 

.25 

.3'- 
.52 

.07 
.48 

.2a 

.37 

.58 
.40 
.63 
.•21 
.30 
.07 
.15 
.45 

.45 
.2o 
.38 
.33 

.24 

.Oo 
.43 

.14 

1.73 

Penobscot    

'.'65 

T. 

2.21 

.01 

.04 

2.15 

Kennebec 

St  John 

•r. 

.45 

2.42 

,;...  ..>.ren 

voodiami"' ::."::: 

SeK  Hampshire 
Berlin*' 

.11 
.01 

■'07 

.Oi 
.12 

.02 
.03 
.05 
.29 
.12 
.14 
.16 
.03 
.03 

■t." 

.31 
"."67 

"■i'"." 

T. 
.■21 

.02 

■.'6'7 

St  Croix  

Androscoggin 

■\\ 

.38 

■2.37 

2  b2 

Pirr?t  Conn.  Lake. . 

■^r:     W-.U 

Connecticut 

Merrlmac 

CoMiieciiciit 

.w 

TV 
.01 

'.'33 

.,55 

■.'20 
.02 

■."06 
.30 

■■i'.' 

'.'■26 
.11 

'■}■.■ 

.09 
.22 
.16 

■2.34 
2.08 
2.16 

...do 

.0! 

".09 
.27 

2  11 

So-      a" 

'sew  Durham'*.... 

....do 

Connecticut .    . 

2  55 

Ne«  Dort** 

.35 
T. 

.07 
.78 
.01 
.01 

.... 

T. 
T. 

"t".' 

.... 

.47 

'.'is 
'i''.' 

't.' 

■'i''.' 

.04 
.'64 

t. 

T. 

.15 

.27 
.01 
.14 
.13 
.14 
T. 
.18 
.35 
.1! 
.24 

.12 

.00 

.02 
■.'62 

2.10 

•lynioiith 

Merrimac 

ConnfccUi:ut 

....do 

Champlain 

Connecticut 

...do 

T. 

.14 
.02 

iV 

T. 
'J-. 

2.24 

Vermont 

.03 

.... 

.01 
■."62 

."6i 

■v.' 

'i'.' 

T. 

T. 

tv 

.01 

Biir:i;:-tou"* 

.  -li    

T. 

1.48 
2.77 
1  53 

:  Falls.... 

...do 

St.  L.iwrence 

Champlain 

....do 

■1-. 
T. 

't.' 

.05 

'."08 

.04 

'.'oi 

'."34 
'1'. 
.04 

■■i'.' 
.01 

.'22 

■'i''.' 

.'22 
.0; 
T. 

1  '22 

■\ 

.01 

'i'.' 

!•*• 

1  31 

.02 

T. 

1  37 

Connecticut 

....do 

■r. 

.Gi 

.01 
.01 

.04 
.lb 

.05 
60 
.22 

T 

T. 

■."67 
".'62 

•t." 

.26 
'.'48 

.3o 

!25 
T. 
.37 
.37 

".'32 

.35 
.23 
.28 
.32 

.42 

■."•27 

.18 
.22 
.33 
.31 
.22 
.14 
.30 
.15 

:l\ 

.01 

.59 

3fl 

"."6i 

T 

.09 
T. 

.02 
.83 

.28 
.32 

'.'60 

.81 
1.76 

1.15 
.9'J 
.45 

.08 
.43 

.•2b 

'tV 

T. 

.'6i 

".'69 

■.'(>i 

T. 

'■i'V 

T 

.72 

.04 

■■^' 
■'!'  ■ 

■'24 

'f." 

.02 
.64 

T." 

"."6i 

.14 

.01 

T. 

T. 
.02 

■r. 

.70 

]•. 

T. 
.20 

't.' 

T. 

.40 

!o6 
.23 

.44 
..57 
.34 

.01 
.12 

.5b 

T. 

.19 
.lb 
.40 
.10 

.04 
.01 
.01 

"."61 

.22 
.01 

.10 
.16 
.43 

T. 

't.' 

.19! "" 

2  53 

■:e«* 

.28 
T. 

"."•ii 

"."62 

.03 
T. 
.01 
.12 

.'('.3 

.4S 
.57 

■■r." 

.51 
'.'93 

'.'is 

.88 
.03 

.01 

.29 
1'. 

.01 
'iV 

T. 

't'.' 

"."64 
.19 

T.' 

.If 
1.48 
1.30 

.•20 

1.02 

"•?s 

T. 

T. 

.0-1 

■'i'V 

.66 

.41 

.52 

'.20 
.30 
.74 
.5-J 

".23 
.3b 
.43 
.36 

.51 

■r. 
.34 

.48 
.25 

".41 
.65 
.55 
.41 

.18 

.07 
■1'. 

■'r ' 

.17 

.13 
.01 
.01 

.!■:--, ■kllSSiUS 

ini:.oi-t  

BliK'  Hill 

Bo>'..  i.-'* 

M** 

Connecticut 

Coast 

...do 

Connecticut 

Merrimac 

2.  (A. 
4.44 
3.66 
•2.30 
3  45 

1.10 
.bb 
.12 

.44 

■.■oi 

.03 
T. 

.05 

...  do 

T.' 

3. '20 
•2.39 

.21 
.02 
.09 

.19 

.20 

.... 

■.•i3 

'.'li 

.03 

'.'27 
.2a 

".vt 

.'65 

.10 

t!" 

Coast 

.41'  1.21 
.311  .76 
*  11. 50 

".'19  :54 

'1'.  11  m 

71 

4-f 

2  SI 

'  ',**■      ■■■ 

....do 

.08 

!78 
.47 
.46 
.97 
.18 

"."5i 

.04 
.01 
.25 
.'25 
.20 
.04 

.15 
.45 
.84 
.27 
.01 
.21 
.84 

.50 
2.05 
1.85 

.35 

."43 
.47 
.65 

.44 

."•26 

.4(1 

.'I6 
.74 
.30 
15 
.35 
.•25 
.45 
.36 

1.20 
.30 
.42 
.20 
.10 
.37 
.42 

1.28 
.'27 
.34 
.08 
.24 

■:% 

.30 

;i 

.55 
".'45 

.38 
.53 
.54 
.42 
.51 

T. 

T. 

.07 
.05 

■i'V 
Voo 

2:78 
3.91 
2  80 

..do 

Charles 

.03 

.03 
.02 

!06 

"."C3 
.04 
.01 

wi.-;:: 

Connecticut 

Merrimac 

Connecticut  .  

Coast   

...do 

Merrimac 

T.- 
■47 

.19 
T 

■■r." 

.32 

.03 

.31 
T. 

■'65 

.08 
.06 

•:63 

.06 
T 

'iV 

3.01 
3.07 
2.36 
'2.52 

3  11 

.46 

.16 
.02 
.40 
.40 

.84 
.92 
1-21 
.93 
.82 
.25 
1.15 
1  M 

.09 

'>rd'.'.";;' 

Coast 

'.'.'.'. 

... 

■"63 
!o3 

.08 

'!. 

.05 

'2.71 

.... 

V!; 

.... 

u. 

.0. 

'■i'.' 

.21 

':.:: 

3. 02 

■- 

;o'.vv 

Coast 

.39 
.29 
.45 
.27 
.56 
.10 
.43 
.50 
.42 
.50 

..57 
.47 
.37 

.43 

".'63 
.26 
.36 
.33 

:n 

i?.^ 

T. 
.07 
.06 
T. 

't." 

■.'65 
'.'(")'2 

.01 

■i-".' 

"T." 
.14 

.01 

2  37 

....do 

■•-■(io 

Thames 

Connecticut 

Coa«t 

T. 

'.'62 

T. 

'■\" 
"."62 

T. 
T. 

t".' 
"t" 

T. 

"."08 
.12 
.02 
.09 
.■22 
.10 
.05 

T ...'.;;!; 

.4l'l.'03 
.03  1.36 

".'63 

2.79 
3.87 
3  27 

.10 

"."63 
'.'42 

.15 
.23 
.23 
.26 
.24 

.56 
.20 
.39 

.4'. 
.43 
.35 

.'47 

tv 

■."63 

'.'26 
'!. 
.35 
T. 

.21 
.04 
.17 

.20 
.03 
.06 

.04 
.46 
.50 
.52 
.73 

.75 
.98 
.46 

.70 
.42 
1    fiK 

.35 

2  32 

:  ills 

•.m"*:::: 

Slock  I^land"•... 

Connecticut 

Hudson 

Connecticut 

Black-stone 

tv 

.If. 

".W. 

.08 
T. 

'f.' 

.04 

'.'6i 

■iV 

■'i'.' 
■)'. 

2.08 

2!  49. 
2.69 

3.43 

angstoii 

...  do. 

.::;  :: 

T 

"rovi.letice*" 

....do 

Coa.^t 

.OJ 

.02 

CoK.iecticHt 
W.i^....^t 

'.'37 

.03 
.06 
.16 

"."06 
.06 

....do 

Hon.satonic 

1  90 

■] 

"lis 

3.35 

tiiMld**.  .. 

.31; 

....1  .57 
.10  1.13 
.171  .78 
.42    .&> 
*   1.01 

'.'04    .'.58 

.01 

.08 

3.21 
3.05 
2.77 
2.91 

"H*** 

Coa«t 

....    T. 

;  on 

do 

■'"i 

.02 

.04 
"."06 

Qninebaug 

•■ 

f.' 

;::::::. 

\au-ibury 1 

Coast 

.48* 

1 

:  V 

... 

2.54 

1 

i 

! 

See  pnpe  10  for  explanation  of  reference  marks. 
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Februaey.  1936 


Daily  Temperatures  for  Febiuary.  1936 


7  j     8  I     9  I   10  I  11  I   12      13  I   11  j   lo'[  16      1 


21      25     26  I  27      28  |  29     30  I  3 


Bar  Harbor 

Kastporl  .. 
Greenville 
Houltou  .. 
Lewistoii  . . 
Milliiiocket 
OliUown  .. 
Portland  .. 
Kiimford  .. 
Van  Buron 
Wliislow    .. 


ilaiii 
(near).  .. 


S  .Maximum . 
I  Minimum.. 
)  Ma.ximuin  . 
1  Minimum- ■ 
j  Maximum  . 
i  Minimum-, 
j  Ma.ximum  . 
(  Minimum-, 
j  Maximum  • 
I  Minimum., 
j  Maximum . 
I  Minimum-  ■ 
j  Maximum . 
'  Minimum. - 
j  Maximum  . 
\  Minimum-. 
!  .Maximum  . 
i  Minimum -- 
)  Maximum  - 
I  Minimum-. 


Bfi-lin  II. 
Concord  . 


iXem  Ildiiipi-liire 
>Ma 


unum. 
(  Minimum.. 
j  Maximum  . 
I  Minimum-- 

O.rl.am 1  Mhnmmn-: 

First  Conn.  Lake )  ^lf,^'Sr.: 

,.          ,         \  )  i\iaximum . 

Keene(near) (  Minimum- - 

.Maxinuim  . 

Minimum  ■- 


Plymout 


l'( 

Bnrli..gton 

Newport  

North  lit-Id 

Kiitlaiul     

St..-\ll)ans 

St- Jolinsbnry  ... 
WoodstocU  


.'laximum  - 
Minimum.- 
Maximum . 
Minimum-- 
iMaxiiiium  . 


S  Maxinr, 
)  Mininui 


j  Maxinium  . 
I  Minimum. 
i  Maxinuim . 
i';\nnimiito. 


Mdsi-dchiii-etU 

4,„, ,  j  Maximum. 

'^ "'"'-"''■ I  Minimum-. 

„     ,  )  Maximum  - 

f'*^^'"" (Minimum-. 

Brockton j  Mhfimn'm  '■ 

_            ,  S  Maximum . 

Concord j  ^|i„i,„^^, 

<^-tWarel.aml'. \]!^^ZZ. 

FallKiver iSli^lT.: 

_.,  ,  .  )  Maximum  . 

f^'tcliburg  i  Minimum.. 

Lawrence j  Mafi',""^' ; 

.,      ,     ,  ,1  )  Jlaxinumi . 

^'^'""C'^et I  Minimum.. 

Stockbridge    iMfnimum' 

Wi'Ha.nstown i  ^^^^ 

"■—tor ISJS^; 


lihoJe  hlaiKl 


Kingston 

Providence 


imum.. 
Maximum  . 
Minimum- - 
Maximum . 
Minimum-. 


Coiuiedici't 

,,.,,  )  Maximum - 

Cream  Hill j  Minimum-. 

,,     .,     ,  )  Maximum . 

Hartford (Minimum-. 

)  Maximum . 

^ew  Haven )  Minimum-- 

V       r  ^„A^^  S  Maximum . 

New  London i  Minimum.. 

,,  i  Maximum  . 

f""'"'*'"' i  Minimum.. 

p"t-m !51fii^=: 


2 

3U     23 
12     12 


19 

251-4-8 
34  17!  21 
10-  5-15 
39      23l    20 

231 


16     24 

-  ij-ie 


25]  29 
4|-  3 
29     30 


24t     20 

4!-  4 
181    25 


3 

10 

3.S 

IC 

3fi 

17 

lii 

3,'i 

12 

■m 

—  3 

5 

See  page  lo  tor  explanation  of  reference  marlis 
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NEW    ENSLAND    SECTION 


O-  H.  NOTES 


Vol.   XLVIII. 


Boston,  Mass.,   MARCH,  1936. 


No.  3. 


GENERAL  SUMMARY 

The  outstanding  weather  feature  of  INIarch  1936  in  New 
England  was  the  precipitation  and  resulting  floods,  which  are 
described  and  tabulated  on  later  pages. 

It  was  one  of  the  outstanding  warm  Marches,  with  consider- 
able balmy  weather  and  gentle  winds,  in  marked  contrast  to  the 
usually  expected  boisterous  conditions  which  frequently  prevail; 
only  in  1903  and  1921  was  it  warmer.  There  were  a  few  daj^s 
during  the  finst  week  when  temperatures  averaged  normal  or 
sliglitly  below,  but  thereafter  it  was  steadily  warmer  than  nor- 
mal, with  about  the  usual  amount  of  sunshine.  From  the  9th 
to  the  28th  there  was  rain  almost  daily,  (snow  in  the  earlier  part 
of  the  month  in  northern  districts) ,  which  carried  off  practicaliy 
all  the  snow  cover  except  that  in  the  remote  north  woods,  and 
northerly  exposed  White  Mountain  ravines.  While  the  snow- 
fall was  considerably  less  than  normal,  the  total  precipitation 
averaged  8  inches,  which  was  greater  by  more  than  an  inch"  and 
a  half  than  any  March  previously  recorded,  so  that  a  very  large 
part  of  the  precipitation  was  rain.  This  was  in  marked  contrast 
with  the  precipitation  of  last  March  which  was  one  of  the  notably 
dry  Marches  of  record.  The  month  closed  fair  and  warm  with 
typical  Spring  conditions  apparently  somewhat  favorably  ad- 
vanced.   

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
98  records,  was  38.9°,  wliich  is  6.5°  above  the  mean  for  tlie 
past  49  years;  the  average  temperature  for  the  northern  division 
was  36.0° ;  for  the  southern  division,  4 1 .7°.  The  highest  month- 
ly mean  was  46.0°  at  Plymouth,  Mass.;  the  lowest  was  30.2° 
al  Ripogenus  Dam,  Me.  The  highest  recorded  was  77°  at  Water- 
bury,  Conn.,  on  the  30th;  the  lowest  was -25°  at  First  Conn. 
^•Lake  on  the  2d.  The  greatest  monthly  range  was  89'  at  Bloom- 
field,  Vt.;  the  least  was  35°  at  Nantucket,  Mass.  The  greatest 
daily  range  was  61°  at  Brattleboro,  Vt.,  on  the  2d. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
176  records,  was  8.04  Indies,   which  is  4.66  inches  above  the 
I  mean  for  the  past  49  years;   the  average  precipitation  for  the 
i  northern  division  was  8  01  inches;   for  the  southern  division, 
8.06  inches.     The  greatest  monthly  amount  reported  was  23.86 
,  inches  at  Pinkham  Notch,  N.  H.;  the  least  was  3.22  inches  at 
j  Jackman,  Me.  The  greatest  amount  in  24  hours  was  6.46  indi- 
es at  Pinkham  Notch,  N.  H.,  on  the  12th.     The  average  num- 
'  her  of  diu's  with  .01  inch  or  njore  of  precipitation  was  15,  which 
is  5  above  the  mean  for  the  pnst  49  years.     The  average  snow- 
fall   for   the  northern  division,  based  on  76  records,   was  6.8 
inches;  for  the  southern  division,  babied  on  81   records,  was  5.2 
;  inches;  for  the  Section,  based  on  157  records,  6.0  inches,  which 
s  18  4.9  inches  below  the  mean  for  the  past  49  years. 

WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  113  records, 
was  south.  The  average  velocity,  based  on  the  records  at  14 
stations  was  10.4  miles  per  hour,  which  is  2.0  miles  per  hour 
below  the  mean. 


The  sunshine,  based  on  the  records  at  11  stations,  averaged 
47  percent  of  the  possible  amount,  which  is  5  percent  below  the 
mean 

The  cloudiness  was  above  the  mean.  The  average  for  the  Sec- 
tion, based  on  126  records,  was  10  clear;  6  partly  cloudy;  and 
15  cloudy  days. 

The  montlily  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  11  stations,  was  78  percent,  which  is  4 
percent  al)Ove  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— Qth,  20-24th. 

H(ilos,lunar.—2-5th,  8th,  29-31st. 

Halos,  solar.— 2d,  5th,  7th,  15th,  23-24th,  26-27th,  29-3()th. 

Hail.  —  (dates  and  number  of  ob.-ervers  reporting  on  each)  — 
9th,  1;  11th,  1;  r2th,  1;  13th,  1;  21st,  2. 

Thunderstorms — (dates  and  number  of  observers  reporting  on 
each)— nth,  1;  12th,  16;  13th,  16;  14th,  1;  19th,  1;  20th,  5; 
21st,  22;  30th,  2;  31st,  1. 

Fog,  dense. —l-6th,  9-13th,  16-22d,  25-31st. 

Sleet.  —  (dates  and  number  of  observers  reporting  on  each)  — 
3-5th,  8-9th,  13th,  loth,  22d,  25th,  27th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


I     5       I 


36.3 
3J.0 
40.1 

32.  8 

33.  4 
40.3 
34.4 
33.5 
28.0 


36     3.5. 4     89 


Precipitation 


No.  of  days  (all 
South         New  England) 


14      3.31      14.0      4.04 
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Bangor  S 

Bar  HiuLior  (near 
Brassua  DamU-- 

Eastport 

East  Wiuthrop.  •  • 

Ellsworth  

Eiistis  

Farmiiigtoii 

Ft.  Fairlield  ( 

Gardiner 

Greeiiv 

HiraiiiU 

Houltoii 

Jackinau 

Lewiston  — 

Lincoln 

Machias 

MadisouS  ■•• 

MiiWledam  ■ 

MillinockelS 

Milu 

Mooi-eheiul  ■ 

N 

Oldtown... 

Oroiio.  ••■■ 

Portland.- 

Presque  1  s 

Kipo;,'eniis 

Runiiord 

The  Forks  •  ■  ■  • 

Upper  Dam-.- 

Van  Buren  . . . 

Winslow»§  -• 

Woodlands 
For  State 
A'fiu  Hdiitvslii 


Bangor  Hydro  Electric  Co. 

B.  L-  Hadley 
Walter  T luuston 
U.  S-  Weather  Bnreau 
Augusta  Water  District. 
Bangor  Hydro  lilectricCo. 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
Samuel  L)-  Soule 
U.S.  Weather  Bureau 

C.  C.  P.  &.  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co, 
Bangor  Hy(iro  Electric  Co. 
Groat  Xorthern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Winlleld  Heath 

turgis  P   Durgin 
C.L- Cliadbourne 
Thomas  W.  Clark 
Prof-  A.  L.  Fitch 
U..S    W.utlier  Bureau 
Me.  ICNiMTimcntSiation 

Noi  th'-in  i'aper  Co. 
Charles  A.  Mixrr 
Sturgib  F..  Uurgiii 
Union  Water  Power  Co. 
W.H.Scott 

HoUingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Edward  Fenu 
George  E-  Tucker 
U-  S.  Weather  Bureau 
Sarah  H-  Gleason 
N.  H- Agr.  College 
Union  Water  Power  Co- 
Cunn   Valley  Lumber  Co. 
Waller  E.  Bolles 
F.J-Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College         * 

Robert  P.  Hay  ward 
Fred  Wiggin 

Edward  A.  Carr 

Amoskeag  Mfg.  Co. 

Androscoggin  Res-  Co. 

Pennichuck  Water  Works 

E.  E.Tobey 

H.P-  Shepard 

J.  B-  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO. 
Everett  Orchards 
Geori;!'  L.  Cooper 
Raymond  L.  Brown 
U  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp- 
Charles  U.  Durkee  ttt 
Sarah  E.  Lane 
Charle.-  A.  Wheeler 
N.  E.  Power  Co. 
F.  Devins  tit 

L.  H .  Poineroy 

Oilman  Paper  Co. 

Fred  May  ttt 

F.  J.  Ackerman  tit 

C.  W.  Richmond 

U-  S.  Weather  Bnreau 

N.  E.  Power  Co. 

E.  E.  Ordway 

George  H.  Koss 

R.  C.  McWiiliams 

Fairbanks  Museum 

George  Briggstn 

N.  E.  Power  Co. 

L.  L-  Lenniird 

Conn.,  River  Power  Co- 

Gilman  Vv'.  Ford  ttt 


See  page  16  for  explanat 
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Climatological  Data  for  March,    1936 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  i 


Wiiidsor.- 
Windsor.. 
Windliaui 
Windsor . . 
Windham 
Windsor . . 


Berkshire  ■■ 
Hampshire  < 
Middlesex  .. 
Norlolk  .... 

do  .... 

Suffolk 

Worcester  .. 
Plymouth  .. 
Hampden  . . 
Hampshire. 

Suffolk 

Worcester  •• 
Middlesex.. 
Plymouth  .. 
Berkshire  •■• 

Bristol 

Barnstable  ■■ 
Worcester  . . 
Middlesex  •• 
Norfolk  — 
V\'orcester  . . 

Kssex 

Franklin  .... 
Middlesex  .  ■ 
Worcester  . . 

Essex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  •  ■ 
Barnstable. • 

Kssex 

Worcester  .. 
Middlesex  .• 

Essex 

Worcester  .. 
Middlesex.. 

Bristol 

IMymouth  .. 

Essex 

Worcester  ■  ■ 
Worcester  . . 
Nantucket.. 

Bristol 

Worcester  . . 
Berkshire  . . 
Plymor.lh  .. 
Berkshire  -. 
Worcester  •. 
Berkshire  .. 
Hampshire. 
Plymouth  .. 
Worcester  .. 
Barnstable.. 

Essex  

Franklin  ... 
Worcester  . . 
Middlesex  .. 
Hampden  .  ■ 
Worcester  .. 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
Worci-stHr . . 
Hampden  .. 
Middlesex  .. 
Worcester  . . 
Berkshire  •• 
Worcester  .. 
Worcester  . . 


Newport 

Washington 
Providence  • 
Providence   . 


New  London 
Litchfield  ..., 

Fairlield 

Hnrti'ord 


1.450 

370 

1.640 


63 

350 

1,400 

65 

1,700 

9i0 

1.037 

1,650 


+  6.3 
+  '6.'5 


+-i.  70 
+6.  24 
+■4.97 
+4.31 


+2.  S3 
+  6.41 
+  1.35 


10.0 

1.17 

1.5 

2.  m 

3.5 

■2.f>7 

,■).() 

.5.5 

10.9 

2.  20 

6.9 

1.82 

0.5 

1-40 

3  5 

2. 15 

2.2 

1   15 

3.6!) 

10.0 

2.91 

7.1 

2,  75 

6,0 

8.0 

+5.33 
+5.6S 
+3.  2S 
+  4.45 
+3.31 

+5.'25 


+  0.43 
+0.82 
+  6.68 
+5.54 
+  2.21 
+6  68 
+5.84 
+  1.89 


+4.85 
+4.96 
+7.  64 
+4.21 


+  4.83 
+4.91 
+2.40 
+5.99 


Eva  K.  Doubleday 
U.  R.  Wilmot  tit 
E,  T.  Siittou  fit 
Olcott  FalL-Co. 
Walter  Adams  ttl 
William  s,  Eaton 


N.  E.  1-ower  Co. 
Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 
Hingham  Water  Co. 
Blue  Hill  Observatory 
U.  8.  Weather  Bureau 
Mrs.  Loring  11.  Ueed 
City  Engineer 
John  A.  Smithies 
Hoyt  E.  Dodge 
Met.  Waterworks 
Jlet.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
Diivid  A.  Hunter 
Richard  C.  Brighara 
Wilfred  Wheeler 
Herbert  B.  Allen 
Met.  Water  Works 
Fred  A.  Darling 
William   H.  Dunn 
Ralph  M.  Barker 
T.  a   Ward 
Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  11.  Varney 
A.  W.  Ladd 
N.  E.  Power  Co. 
Mildred  Wheeler 
Sti.te  Teacher's  College 
Charles  Arthur 
E.  P.  Mitchell 
Met.  Water  Woi'ks 
Esse.x  Company 
W.  II.llo.<mer 
Props.  Locks  i  Canals 
A.  Buck 
Ralph  Sampson 
William  R.  Hoelzel 
Miiford   Water  Co 
N.E.Power  Co. 
U.  S.  Weather  Bureau 
City  Engineer 
W.  E  Buniap 
R.J.  Langdon 
Chaiies  C   Rogers 
Mary  H.  Wood 
Met.  Water  Works 
L.  B.  Cuuimings 
Anna   M    Tirrell 
""  li 

Met.  Water 
Irving  H.  McNayr 
U.  S.  C.  G.  Station 
N.  E.  Power  Co. 
G.  II.  Abbott 
Met.  Water  Work.s 
U.  S.  Armory 
Met.  Water  W'orks 
N.shit  H.  B.-.ng.s 

Water  Woiks 
Turners  Falls  P.  ^  K 
Edna  (i.  Tyler 
L.  C.  (  oatprt 
State  Sanatorium 
Weston  Collesie 
Met.  Water  Works 
Williams  College 
.lohn  Gre^'ory 
Clifford  L.  Davis 


U.S  Weather  Bureau 
Agr.  Kx-p.  Station 
John  W.  Loi/an 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
BridKeport  Hydraulic 
Water  Bureau,  Hartford 


See  pane  16  for  explanation  of  refere 


16 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March,  193& 


Olimatologrlcal   Data    for  March,  1986 


Temperature,  indetrrees  Fahrenheit 


Precipitation,  in  inches 


5   13 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  HilUt 

East  Hartland  — 

Falls  Villages 

Hartford 

Lake  Konomoclt-- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  — 

Putnam 

Salisbury 

StorrsS 

Waterbnry  

West  Hnrtland 

For  .State 


New  London. 
Hartford  .  • . 
Litchlield  ••• 

Hartford 

Litcli field  ... 
Hartford  ..•• 
New  London. 
New  Haven  . 

do  

New  London. 

Fairfield 

Fairfield 

Windlmm 

Litchfield  . . . 

Tolland  

New  Haven  ■ 
Hartford  — 


+  0.3 
'+6.Y 


+  7.6 
+  5.6 
+  6.6 


+3.00 


+3.14 
+  4.23 
+  3.  42 
+2.  20 
+4.54 


+2.; 


25 
+6.55 
+4.78     „.,„ 

+  5.  .55    

+3.  79     3.  48 


S.P.Willard 

Edwin  R.  Wilder 

C.L.  Gold 

D.  N.  Gaines 

Conn.  Power  t'o. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

P.  Hurliman 

Apr.  Exp.  Station 

William  .T.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pages  14.  15,  and  16. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a,!-,!-,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 

,   .   _     . . ^ ,.•-.>,,..  „r„_»,,,,_  jjyj.gg^ij     ttf  Oberver  for  New  England  Power  Co.      '1'.  Precipitation  is  less  than  0.01  inch  rain  <  '     " 


other  dates.    §  Thermometers  not  supplied  by  Weather  : 


or  melted  snow. 


JJ  Post-ofHce  addres.ses  of  tliese  stations  are  .as  follows:  Maine— Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  Waferville;-New  Hampshire— First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkliam  Notcli.  (iorham;  York  Pond,  Berlin  ;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  Colrain.  Mass.;  Searsburg  Sta.,  Wilmington;  .Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mase.; 
—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cociiituate,  Framingham;  —Connecticut- Cream 
Hill,   West  Cornwall;  Lake  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  17. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  ami  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 

observations.         ***  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 

recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  TTsed  on  Pag-e  18. 

II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  wliicli  it  almost  always  occurs. 

PHICSHllRK,  WIND.  HUMIUITV.  ANDSHNHHINK 


Atmospheric  Pressure 
'reduced  to  sea  level ) 


Relative 
Humidity 


Amherst 

Block  Island 

Blue  Hill 

Boston  

Burlington  .. 

Eastport 

Greenville... 

Hanover 

Hartford  — 
Nttntu{'Uet  ••• 
New  Haven.. 
Northlield  ... 

Portland 

Providence.. 


30.43 
30.42 
30.41 
30.  42 
30.47 
30. 46 
30.41 
30.45 
30. 44 


29  08 
29  09 
29.07 
29  06 
29.  04 
29.  17 
29.13 
29.07 

29. 10 
29.13 

29. 11 
28.99 
2i'.  09 


6  0 
15.5 
14.7 
10.7 


7.7 
9.6 
12.6 


.iai»RiK»«SAH««Si^^ 
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Daily   Precipitation  for 

March 

1936 

Drainage  basin 

Day  of  month 

1 

1  1    2  1    3  1     i 

5 

^ 

■|     « 

9 

10 

11  1  12  1  13 

14  1  15 

16 

17 

18 

19 

•20  1  21  1  22  1  23 

24 

25 

26 

^'' 

28  1  29 

30  1  31 

Maine 

Eastport*** 

Ellsworth 

Eustis 

Fariuintrton 

Gardiner  

Greenville 

Houltoii   

Jai'knian 

Coast 

....do 

Kennebec 

T 1  .16    .01 

.51 
.38 

'.'oj 

"65 

■.'bo 

.14 

.42 
.65 
.11 
31 

.28 
.15 

....  1.091  .44 
.022.05    .47 

■|'     11    Kl        •« 

i 
.06'.... 
.02.... 

.111.... 

.02 

'.'ei 

.71 
.69 

T. 
.05 
.60 
.24 
.12 

3l 

'■'48 

.25 

1.-2S 

T. 
.43 
111 

1 
.ISI  .08 
.  65    . 10 
I.20I  .60 
.801  .55 
.61    .45 
.481  .32 

■I. 

.40 
.19 
.19 
.16 
.12 

.83 
.53 
.56 
.65 
.70 
.50 
.90 
.23 
.48 

■'si 

.56 
.83 
.24 
.49 
.79 

-.1 

.04 

4.48 

.02.... 

.19.... 
.60!.... 
.60    .15 

.4S,  T. 
.25    .!17 
.15    .02 
.70l.... 
.601.... 

.09 
.01 

•f." 

.05 

.05 

".'oi 

.05 
.13 

.07 
.04 
.01 

7  55 

li'  T      -i  .v<      fi.v 

36  2  27 1     Of. 

11  11 

■■■(Jo i'-rVI'"" 

.12 
■'62 

".12 
.01 

'.'.'.'. 

.42{  .32 
.091.... 
.04!... 
.02.... 
.57    .17 
.49.... 
.061... 
.15'      '1 

.  02  2.  ^2 
....;4.04 

::::i:lJ 

.  13'3  07 
,  ^^  ■>.  r,» 

.■251/2- 
....1  .54 
....    .42 

.38'5.07 

....|  .95 

.■;6....|.... 

.831  .04,.... 
.65!  .071.... 
.071  .OSl.-.- 

.051.40 
.3311.95 

....    .40 
04   .nfi 

.09 
.37 

.09 

"m 

".<A 

't.' 

8.79 
10.54 

1 

.371  .38 
.681  .20 

.01 

.56 
1.52 

.  X7 

.19 
.31 

'!i2 
.45 
.64 

.19 
.09 
.43 
.75 
.09 
.51 

.02 
.03 

.17 
.43 
.68 
.63 

3.22 

Androscoggin   .... 

Kennebec 

Penobscot   

....do 

Presumpscot 

Penobscot   

Coast 

.... 

'  !'•    ... 
M-'    .'12 

'.'id 

't.' 

.021  .liii  .6.^' 1. 60 
.8.)i     -261  .80    .49 

:.:: 

•r. 
.01 
.01 

Madi-iuu         

8.80 

Millinocket 

Milo  

North  Briagtou... 

.81 
.41 

.4b 
.59 
.97 
.20 

■.'sj 

'f.' 

■."is 
■'os 

.lb 
'.■35 

.73,  .11 
.431  .23 
.35    .14 
T.     .22 
.03    .03 

.32'   .831  .03    .49 
.0711. (0  — ! 

8.11 

.4b 
.05 

T. 

'.'28 
.07 

.2i 

.72  2.85    .OS 
.u3l  .87    .61 

1.14 
.32 

1.17 
.07 

i.'36 
.04 

.•23 
■.'17 

■i'.' 

'.'oi 

.32 
T. 

■.■54 
.02 

12.50 
7.21 

Portland'** 

Pres.iuelsle   

RipogenusDam... 

.82 
1.85 

.39 
1.45 

.12 

.18 

Penobscot  

Androscoggin   .... 
Kennebec 

i'V 

.09 

■r. 

.45 

'.'67 

.09:1.181   .25 

.81|  .2bll  6' 

.68 

1.29 

.7u 

.96 

.45 
.28 

7.44 
13.06 

Th  "K°rV-i! 

oi'i  on 

.5C 

7  09 

Van  Bureu 

Wiu«low 

Kennebec 

St  Croi.x 

Androscoggin 

Merrimac 

Coast 

Connecticut 

•v.' 

.53 
.2b 

T. 
.45 
.33 
.01 
.32 
.09 
.20 
.16 
.19 
.46 

.25 

.03 
.40 
T. 
.27 
.09 

.04 

•f- 
'T.' 
'.'04 

'.'io 
'."6i 

T. 
.43 

'.'ii 

.15 

.02 

.15 

.24 
.54 

.19 
.37 
.29 

■.'41 
.40 
.24 

.50 

.38 

.75 

.16 
.15 

.oa 

.26 
.!■; 

At 
.25 
.16 
.36 

.21 
T. 
.36 

".'\i 

.02 
.10 
.49 

.44 
.»3 
T. 

.05 
.10 
T. 

'.'ig 

.82'i.8i 

.18 
.14 

.09 
.02 
.01 
1.35 
.17 
.39 
.03 
.20 

'.'29 
.49 

.82 

'.'78 
.19 
.96 
.68 
.37 
.40 

1.34 
.63 

.04 

.89 
.03 

.04 

.07 
.41 
.22 
.91 
.04 
1.47 
.43 
.31 

.61 
.18 
.14 
.51 
.61 
.75 

t" 

.29 
1.07 

.97 

.52 
2.04 
.46 
.54 
.97 
.77 
2. 12 
.19 
1.72 
2.00 
.25 
2. 12 

.10 
.57 
.31 
1.52 

.79 

'.'45 
.15 
.59 
.33 

.09 
.84 

2.  20 
.61 

1.35 
.20 

1.41 
.25 
.27 

1.-23 
.08 

1.75 
1.82 

.04 
2.41 

.10 
1.03 

.52 

'.'is 

.18 
.10 

.42 

'.'oi 

■f.' 
.02 
.40 
.33 

'.'Ob 

.23 
.26 

■■32 
'.'62 
■.'14 

.68 
.49 

.16 
1.08 
1.38 
1.37 
.84 
.69 
.76 
.05 
1.03 
3.30 
.31 
1.13 

.53 
.13 
.32 
.86 
.90 
.45 
.54 
.29 
.90 
.32 

■f' 

2. 12 
.CO 
.50 
.62 

■.■i2 

.61 
1.44 

'.'87 
.31 

1.36 
1.22 
.03 

.'28 

125 

.10 
.02 

.04 

.'oi 

'T.' 

.12 

'f.' 
T. 

'.'69 
.02 

".08 

'.'oi 

i.'54 
.30 

".\2 

'.'ig 

.12 
.25 
.'24 
.02 
.29 
.42 
.50 
.32 
.02 

'.'53 

.21 

.09 
.33 
.■29 

[40 
.32 
.34 
.15 
.34 
.31 

.02 

■f.' 
■J'. 

■.'03 

■■i" 

'.'oi 

'tV 

.62 
.81 

'."84 
.47 
.34 
.53 
.52 
.74 

".92 
1.20 

■.■45 

.•29 

.ii 

.78 
.49 
.5t 
.2b 
.'22 
.33 
.39 

.57 

f 

'.'02 
.19 
.63 

'.'57 
.■27 

.26 
1.10 

'.'65 
.05 

.06 

.05 
T. 

"f. 
T. 
T 

",'6 
'.'6 

"  "2i 

.06 

'.'33 
'.'63 

.15 

'.'61 
.09 
.■23 
.13 
T. 
T 
.16 
.20 

6  18 

Woodland**  

yew  HampsfUre 

.07 

.05 

2.85 

1.6b 
1.82 

0  IH 

1.01 
.Ob 
.Ob 
.03 
.29 
.10 
.12 

2.49 
.02 
T. 
.20 
.33 

.27 

;46 
.30 

'.■45 
.31 
.09 
.28 

T. 

.02 
.01 

T. 

.01 

'.'oi 

6.69 

9  80 

First  Conn.  Lake.. 
Franklin 

.03 

•?^U? 

5.95 

Hanover 

Keene (near) 

Lincoln**  

Nashua'* 

Connecticut 

....do 

....do 

'.'29 

tV 

'.'63 

'.'is 
■.'oi 

T. 

i'.' 

r. 

'T.' 
T. 

■f. 

".03 

.06 
1.07 

2 '67 

\^ 

.46 

';67 

.03 
.26 
.13 

'.'69 
.01 

1.31 
.37 
2.21 
.75 
1.10 
1  35 
3.4b 

1.14 

:i 

1.05 
1.55 
.78 
.8b 

i.r2 

.02 

.02 
.01 
.04 

't.' 

.02 
.05 
.04 
.08 
.04 

■.'69 
.01 
.11 

.01 

.02 

■f. 

T. 
'.'62 

5.63 
7.60 
11.27 
9  64 

New  Durham**.... 

Newport** 

Plymouth 

....do 

Connecticut 

Merrimac 

Connecticut 

....do 

Champlain 

Connecticut 

....do 

"oi 

T. 

12  97 
7.06 
V2.42 

0.  27 
9.88 
3.80 
9.47 
6  88 
4.73 
4.31 
3.36 
6.05 

Vermont 

Bloom  Held 

Brattlehoro  •* 

Burlington*** 

Cavendish   

Chelsea  

Cornwall 

Enosburg  Falls.... 

St.  Lh  wreiice 

Champlain 

....do 

....do 

'.'ig 
.11 

T. 

'.'oi 
.02 

't.' 

North  held*** 

Rutland 

St.Aibans   

St.  Johnsbury 

Somerset** 

West  Burke*' 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

...do 

Connecticut 

Merrimac 

....do 

Coast 

■r. 

.05 

.04 
.18 
.06 
.18 

.10 
.61 
.70 
.08 
.60 
.65 
.68 

'.'95 
.49 
.21 
.78 
.25 

'.56 
.04 
.94 
.41 
.56 
.32 
.96 

".94 
1.15 
.88 
.42 
.23 
.35 

'.'os 

.22 
.38 

[86 
.53 

.23 
.03 
.25 

!l8 

.48 
.20 

'.■42 
.11 

".62 

.30 
.10 
.14 
.20 
.36 
.16 

■■.04 
.07 
.12 

^24 

■1'. 
'f." 

'.'61 

'.'03 
.16 

'.'is 

.23 
.59 

!22 

.23 

■r. 

T. 
.04 

.10 

.08 

.21 
'!68 

.03 
T. 
T. 
.07 
.10 

.'lb 
.02 
T. 
•V. 

'.'31 

.14 

.20 
.01 
.22 
.01 
.02 

■.'65 

'f. 
T. 

■.■46 
.03 

T. 

.06 
.01 

.02 
.02 

■r. 
.01 

■.'20 

.61 

.20 

2.38 
.02 
.18 
T. 

1.40 
.28 

1. 01 

3.05 

2.'C8 

'.'6s 

1.43 

■v. 

1.36 

.34 
.44 
2.50 
1.34 

.04 
1.30 
2.63 

.(■4 

1.26 
.02 

\n 
.52 

1.90 
1.7h 
.43 
-2.03 

Lsb 

1.55 

.25 

1.94 
1.07 

.22 
2.15 
l.Oh 

.4C 
2.91 

.62 
1.83 

':'^ 

\li 
2.22 
.94 

.84 
.30 
.50 
2.52 
1.10 

i'P 

1:52 
1.12 
1.26 
.30 
2.31 

1.49 

.38 
.64 
1.82 
.30 

.01 
.11 
T. 

2.'99 
.14 
1.2s 

.01 
.24 
.Ob 
.05 

T.- 
.Ob 

.80 
.16 

.03 
.3f 
1.40 

.07 

i'.io 
2.20 
i.'68 

.09 
1.52 

.bb 
1.20 

2.13 
1.58 
1.51 

2.57 

.53 

'.'52 
1.78 

.80 
3.69 

.06 
2.75 
1.66 

.44 
3.68 

.13 
1.10 

.36 
1.05 
1.06 

.86 

.13 
3.89 

\oi 

2.09 
2.13 
2.59 
4.98 

1.63 
1.17 
1.74 

1.88 
2.10 
2.18 
2.01 
2.06 
2.23 
3.01 

.08 
1.83 

■.'79 

.05 
.22 
.09 
.08 
3.46 

i.'62 
.02 
.20 

.02 

3.' 08 
1'. 
3.40 
1.12 
.05 
.411 

U62 
.18 
.03 

;o5 

.98 
.32 
.98 

i!of. 

V." 

.25 
.OB 
.46 

.16 
.49 
.04 

.33 
.34 
.26 
.14 

.14 
.18 
.02 
2.50 

.31 
.35 
.32 
T. 

'f.' 

't'.' 
.51 
.04 
.30 

T. 

.84 

'.'26 

".ix 

'.\% 

'.'54 
.30 

.fii 

'.'62 

.-21 

'.'21 
T, 

.05 

'-'r'.' 

.04 
'.'03 

.44 
.23 

'!% 

.54 
.24 

1.2( 
.10 
.01 

.'58 
.69 
.98 
1.03 

'.'99 
.40 

'.'so 

138 
.04 
,16 
.65 
.67 
1.01 
.49 
.85 
.10 
.68 
.58 
.91 
.88 

.46 
.45 

.40 
.94 
.41 
.59 
.66 
.35 
.72 
.47 

.46 
.81 
.55 
.07 

.09 
.03 
.02 

".61 
"62 

T. 

.11 
.06 

.04 

'.'oi 

■f 

.40 

'.'is 

.02 
.15 

.38 

'.'•23 

'.'•26 
.  18 
.33 

'.'69 
.50 
.42 

'.'•28 
T. 

.18 
T. 
.36 
T. 

T. 
•f.' 

T. 

'.'62 
.02 

.•26 

.40 
.18 
.37 

.18 
.28 
.40 

'.'46 

'.'is 
r. 
.12 

".()h 
.33 

■.■35 
.34 
.01 

'.'oi 

.44 
.15 
.02 
.06 

.'24 
.19 
.31 

.03 
.■28 
.•22 

".^ 
.06 
.31 

;o6 

.10 

.03 

.11 

.08 

.39 

.10 

.05 

•]■ 

.04 

'.■7! 
.02 
.12 

■f. 
f.' 

.•27 
".b\ 

1.12 
.61 
.82 

1.10 

.31 

.01 
.35 
.95 
1.15 
1.04 
.94 
.85 

'.'34 
1.03 

l!08 
.98 
.28 
.73 
.96 
.68 

.33 

.04 
1.08 

!oa 
.01 

.41 
.26 

i'.hi 

".'03 

.22 
.03 
.08 
.09 

6. '24 
10.49 
5  44 

Woodstock 

MassachusteUs 

■r. 
't" 

T. 

".04 
.01 

.46 

T. 
T. 
T. 

■iV 

8.^22 

7.04 
6.49 
6  40 

Blue  Hill 

Boston*** 

Chesterlield** 

Clinton** 

9.75 
10.24 
8.00 
6.97 
4.63 

Concord 

East  Waroham"  . . 

1.32 

Housatonic 

Coast 

....do 

.24 

■.'57 

'.'37 

'.'24 

'.'si 
'.'is 

.07 

"4^ 

Fall  Kiver  

:i^ 

't.' 

';2i 

'.'6i 

T. 

'.'62 

'tV 

.... 

'.'is 
•f- 

T. 
'.'67 
'.'08 

■■i".' 

.15 

■.'24 
.03 

'.'i5 

.10 

.13 
.12 
.07 
.03 
.12 

'.'os 

.08 

'.U 

.17 

'.'67 

:^? 
.01 

.02 

.08 
■^ 

.02 
T. 

.'62 
T. 

'.'67 
.01 
.15 
T 

f  ■ 

'.'61 
.02 

T. 
T. 

'T. 

'f.' 

.49 

12. 15 
9.61 

Franiingham 

...do 

.16 

Hardwick** 

Haverhill 

Connecticut 

Merrimac 

Connecticut 

Coast  

f.' 
i'V 

tv 

'.'63 
■.'63 

".06 

.12 
'f. 

'.'25 
.01 

'.'io 

f.' 

■.'69 
.25 
.25 
.30 
.38 
.41 
.05 
.09 

".'i9 

T. 
.06 
.36 
.13 
.05 
.29 
.25 
.32 
.24 

.05 

.24 
T. 
.20 

'.'28 
.24 
.01 
.21 

.30 
.25 

■■r.' 

'.'24 

:::: 

T. 
-.■,,■• 

■°\ 

'tV 

T. 

'.'ei 

.12 
.14 

S^ 

.80 

■l. 

".ih 

".'2b 
'.'08 

.61 

't'.' 
.06 
.26 

f.' 

't.' 

"." 
f.' 

1.30 

:''. 

.98 

■.■43 
.26 

."95 
1.58 

'.■45 
1.41 

"."46 

'.'•26 

.35 
.52 
.'25 

!47 
.29 
.82 
.16 
.27 
.46 

9.64 

8.89 
5  47 

Hyaniiis 

Ipswich** 

Lowell 

Nantucket*** 

New  Bedford 

....do 

Merrimac 

Coast 

....do 

Connecticut 

Housatonic 

Coast 

....do 

do. 

.01 
.04 

T. 

T. 

.'64 

.... 

6.96 
7.30 
4.27 
4.99 
8.98 
5.88 
■7  02 

Oti.*« 

Pittstield"* 

Plymouth** 

.03 
T. 
T. 
.07 

•t.' 

1..37 
.65 

'."26 
.05 

.01 

.23 
T. 
.36 
.'24 
'!•. 
T. 
.11 
.20 

'f.' 

'.'ie 

2.48 
1.04 

Provincetown 

6.29 
7.17 

11.85 
8.34 
6.60 
7.38 
7.90 
8.52 

11  13 

6.50 
6.47 
6.78 

Eockport  

.90 
T. 
•V. 

■.'63 
1.00 

t'  ' 
T. 

'.'08 

"t. 

T. 

.... 
.11 

!04 

1.27 

.01 

SoutiUiridge** 

Springfield 

Tauntr)n** 

Thames 

Connecticut 

Coa«t 

T 

'!6i 

1.12 

.58 

.92 
.60 

.88 
.76 

.64 
.33 
.67 

.58 
.64 
.40 

i.'oo 

.74 
1.14 
1.02 

T. 

T. 

Turners  Falls 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

....do 

....do 

Coast 

...do 

Housatonic 

Connecticut 

....do 

■f.' 

.13 

.... 

'.'64 
.05 

'.'67 

'."65 

'i'.' 

T. 

WiUiamstown    

Wincliendon  **.... 

Worcester 

Kho'le  Jilnnd 
Blo<kIsland***... 
Kingston 

.'62 

'.'6i 

".a 

'.'6i 

Providence*** 

Connecticut 
Bridgeport 

.59  2.05 

.  80  1. 40 
.54  2.31 

.67!  -70 

1.0-211.04 

.36,2.29 

.2.31 

.03 
T. 

\^ 
■Y. 
.01 

T. 

'i" 

T 

■v.' 

T 
T. 

':' 
f 

T. 

1'. 

■f.' 

'f. 
.01 

Colchester  

Cream  Hill 

East  Hartland**. . . 

Hartford*** 

New  Haven***  .... 

7.59 
6.87 
7.91 
6.10 
6.43 
8.67 

Sewl.nndon 

-do 

....do 

Quinebaug 

Nu:-«'ik  

Putnam 

:c3 

• 

Waterbury 

WiUimantic 

Coast 

;o9 

.03 
.10 

.23 
.02 

.06 
.03 

'J-. 

.17.2.88 
1.09  3.48 

.11 

in 

t" 

T 

T. 

3.39 
2.02 

1.02 
.27 

.02 
.03 

1.18 
.54 

T. 
.03 

T. 

'1'. 

.12 

.42 
.59 

.81 
.35 

'!•. 

10. 65 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Maech,  1936 


Daily  Temperatures  for  March. 

1936 

Day 

Of  J 

ontb 

Stations 

Mean 

l|     -2 

3 

5 

6 

'1    « 

_1 

10 

12 

13 

14 

^ 

z 

'" 

^ 

19 

20 

22 

23 

^ 

25 

26 

27 

28 

29 

30 

IL 

Bar  Hiiiiior 

Mai}tf 
(near)          !  ■';''•''''""■"  •  •  • 

30 

30 

31 

38 

33 

31 

30     29 

33 

10 

51 

49 

48 

41 

42 

45 

54 

54 

55 

49 

48 

47 

52 

51 

50 

50 

51 

52 

58 

51 

44.3 

^"'^''" i  iunimum.... 

•21 

4 

Iti 

24 

29 

24 

5       7 

17 

32 

31 

41 

35 

29 

35 

40 
55 

47 

45 

3b 

31 

38 

32 

29 

33 

33 

30 

3b 

30 

39 

29.6 

Eastport  .. 

j  Maximum.  •■ 

84 

27 

33 

37 

37 

35 

28     30 

38 

42 

53 

49 

41 

45 

53 

47 

4b 

46 

42 

47 

52 

45 

42 

46 

52 

52 

48 

5C 

42.9 

(  .Minimum.... 

14 

8 

2d 

27 

30 

22 

13i     12 

20 

33 

34 

3s 

36 

33 

31 

37 

40 

43 

39 

36 

35 

38 

32 

32 

33 

33 

35 

34 

37 

34 

30.6 

Greenville 

J  Ma.ximum.  •• 

20 

28 

27 

38 

3:i 

32 

23!     28 

30 

49 

50 

47 

45 

30 

38 

37 

48 

52 

49 

45 

48 

4b 

44 

49 

41 

52 

43 

46 

48 

61 

50 

41.2 

(  Minimum 

7 

5 

7 

22 

24 

13 

-  3  -  7 

14 

27 

28 

40 

30 

26 

IS 

33 

34 

45 

45 

34 

31 

34 

30 

27 

34 

32 

25 

32 

30 

31 

32 

25.2 

Hoiiltoii    .. 

S  Maximum... 

28 

25 

2fi 

3:t 

38 

2d     28 

32 

50 

53 

50 

50 

39 

40 

55 

61 

54 

50 

46 

48 
40 

48 

46 

46 

58 

51 

47 

51 

65 

67 

44.6 

I  Minimum... 

4l-  7 

-12 

22 

•ii 

15 

-4-14 

-  8 

34 

40 

38 

28 

20 

32 

33 

44 

42 

37 

29 

34 

28 

27 

26 

32 

32 

28 

23.8 

Lewistoii  .. 

S  Maximum  ... 

32     -lb 

28 

41 

36 

36 

30     35 

34 

41 

43 

49 

45 

40 

47 

44 

54 

55 

51 

48 

47 

41 

51 

58 

42 

60 

45 

54 

61 

68 

6? 

45.4 

(  Minimum.... 

\i\      0 

14 

22 

25 

1-1 

0-  4 

15 

24 

32 

30 

27 

26 

34 

34 

44 

32 

32 

36 

34 

28 

30 

36 

34 

26.6 

MilliiiocUet 

\  Maximum... 

28 

30 

2d 

39 

36 

36 

28      34 

33 

4b 

49 

50 

51 

40 

41 

36 

62 

55 

49 

40 

46 

51 

51 

43 

55 

49 

50 

52 

65 

62 

45.0 

i  Miniminn.... 

19 

-12 

—  7 

23 

29 

17 

-  71-14 

1 

25 

30 

36 

36 

29 

24 

34 

34 

42 

46 

37 

29 

37 

34 

27 

35 

24 

32 

8:< 

31 

38 

24.9 

Okltown    .. 

jMa.xiinum... 

29 

28 

32 

40 

38 

38 

36     31 

35 

45 

51 

50 

49 

39 

45 

49 

63 

60 

57 

50 

53 

53 

51 

54 

54 

57 

57 

52 

54 

64 

63 

47.6 

1  Minimum.-.. 

It; 

5 

5 

21 

25 

25 

1!-  7 

11 

33 

34 

41 

37 

31 

29 

38 

38 

48 

50 

3s 

32 

39 

35 

30 

36 

30 

37 

33 

40 

'29. 0 

Portland  .. 

j  Maximum... 

32 

32 

39 

37 

38 

29     31 

36 

42 

43 

50 

46 

43 

44 

42 

55 

48 

47 

50 

44 

44 

53 

50 

41 

53 

44 

5b 

62 

56 

61 

44.5 

'  Minimum  — 

17 

IC 

23 

26 

28 

19 

11      11 

29 

34 

36 

42 

34 

33 

32 

34 

38 

44 

40 

3b 

36 

39 

37 

33 

37 

37 

39 

36 

40 

38 

31.9 

Riimford  .. 

(  .Maxinuan  . .. 

30 

2b 

33 

41 

37 

35 

30      34 

34 

45 

42 

53 

45 

39 

46 

40 

49 

5'. 

44 

49 

45 

40 

49 

54 

43 

57 

44 

50 

bt 

64 

49 

43.8 

)  M  ixiinum  . . . 

4 

—  b 

11 

20 

25 

10 

-3-6 

16 

23 

30 

35 

25 

25 

22 

32 

33 

41 

33 

31 

29 

33 

80 

29 

35 

31 

28 

33 

38 

24.0 

Van  Biiren 

Wiu-ilow   .. 

)  Maximum  ... 

■33 

"36 

"30 

45 

"41 

"41 

"3:V:i5 

.... 

.... 
■47 

•■.52 

■■50 

■■41 

■■•; 

49 

■64 

■'6i 

•■:• 

■■51 

Js 

50 

"54 

"57 

.... 
55 

■'(io 

"59 

■54 

"56 

"65 

48.' 9 

0 

4 

6 

21 

21 

V) 

12 

2-^ 

31 

37 

35 

29 

25 

34 

45 

47 

30 

36 

00 

33 

•Zj 

35 

35 

26 

3d 

33 

33 

39 

2(i.9 

\ew  Uamvshiic 

Berlin  11.... 

\  Jhi.ximum... 

27 

28 

3« 

48 

34 

26 

30 

29 

35 

45 

50 

51 

40 

37 

46 

46 

53 

54 

51 

46 

45 

38 

45 

55 

43 

55 

43 

49 

59 

66 

58 

44.0 

)  .Minimum 

2 

— 2iJ 

—  7 

23 

25 

11 

-12 

—  ij 

17 

25 

29 

33 

34 

25 

21 

33 

35 

44 

46 

35 

31 

32 

29 

34 

82 

25 

34 

24 

34 

45 

23  9 

Concord  .  . . 

S  M-.\xi;ii',nii  . . . 

32 

32 

34 

52 

44 

31 

29 

38 

35 

50 

46 

50 

46 

42 

53 

50 

66 

54 

50 

55 

48 

44 

54 

59 

40 

62 

45 

65 

68 

69 

60 

48*2 

'  Minimum.... 

14 

2 

23 

20 

28 

20 

7 

2 

29 

34 

37 

44 

32 

3U 

30 

33 

39 

50 

38 

38 

37 

36 

34 

86 

38 

31 

38 

36 

33 

30.5 

Durham  ... 

)  Md.ximuni .  ■ . 

40 

34 

4s 

46 

37 

31 

35 

36 

47 

45 

47 

44 

45 

53 

5',/ 

62 

51 

5C 

59 

49 

49 

56 

54 

5:i 

65 

63 

59 

69 

66 

67 

49.9 

(  Minimum.... 

21 

3 

23 

18 

30 

17 

2 

11 

16 

32 

34 

42 

34 

28 

34 

29 

36 

44 

42 

35 

34 

31 

33 

27 

35 

36 

28 

37 

42 

37 

37 

29.3 

First  Conn. 

L^o^e ji;-^;;r.;:: 

2.5 

35 

32 

45 

43 

25 

27 

35 

31 

55 

53 

48 

45 

36 

45 

40 

57 

53 

52 

46 

45 

44 

35 

64 

46 

47 

45 

42 

53 

61 

65 

43.5 

-  5 

-25 

13 

25 

17 

1 

-10 

19 

29 
53 

30 

42 

29 

18 

20 

33 

34 

47 

36 

35 

36 

30 

21 

19 

85 

25 

25 

30 

25 

31 

27 

21.7 

Keene  (near 

34 

35 

35 

50 

42 

30 

30 

40 

37 

47 

50 

47 

41 

66 

46 

66 

55 

53 

55 

54 

47 

55 

63 

63 

64 

51 

55 

69 

72 

62 

50.1 

/  Miniuium.'.!' 

15 

-  6 

24 

24 

24 

17 

4 

-  5 

26 

33 

34 

40 

32 

28 

25 

31 

34 

47 

44 

32 

3ti 

29 

34 

31 

30 

26 

38 

27 

32 

37 

27.6 

Plymouth.. 

S  .\!axinium  . . . 

26 

25 

34 

43 

35 

30 

27 

35 

32 

41 

42 

46 

42 

37 

44 

40 

45 

50 

48 

46 

45 

50 

55 

48 

58 

41 

52 

63 

66 

52 

43.1 

)  Minimum-... 

9 

-14 

17 

10 

20 

10 

—  9 

-" 

19 

29 

30 

3u 

30 

21 

30 

80 

40 

40 

28 

32 

29 

25 

26 

24 

38 

30 

28 

34 

23.0 

Burlii^itton 

Vermoiil 

16 

30 

35 

44 

38 

23 

25 

3, 

38 

45 

54 

54 

36 

29 

50 

48 

58 

61 

58 

40 

40 

45 

62 

60 

55 

50 

49 

63 

55 

57 

45.1 

(  : : , ,  1  r  ,  I , .  1 1 ; 

i 

25 

2o 

22 

9 

3 

6 

30 

34 

41 

35 

29 

20 

20 

33 

32 

53 

45 

'i 

33 

33 

32 

40 

32 

32 

37 

34 

41 

31 

28.1 

>;e\vport  .. 

24 

29 

34 

38 

46 

26 

25 

34 

35 

51 

52 

49 

46 

33 

45 

45 

68 

58 

5« 

48 

48 

42 

44 

55 

47 

50 

44 

49 

48 

59 

56 

44.4 

'(  Minimum 

-20 

19 

16 

24 

7 

-  9 

-  4 

23 

31 

34 

37 

31 

19 

15 

35 

35 

49 

42 

38 

32 

31 

29 

24 

37 

31 

28 

12 

28 

35 

32 

23.9 

North  lieid. 

j  :;aximum  ... 

21 

29 

33 

49 

43 

25 

25 

35 

37 

45 

50 

49 

47 

38 

41 

53 

55 

54 

44 

44 

40 

47 

59 

43 

57 

4:d 

50 

63 

64 

66 

44.7 

_   :j 

-14 

20 

12 

22 

-  6 

31 

34 

35 

28 

20 

20 

35 

33 

48 

40 

31 

30 

33 

28 

27 

38 

29 

27 

32 

28 

33 

30 

2:i  8 

Hntlaiiil    . 

)  Maximum.  .. 

31 

33 

36 

49 

29 

25 

36 

36 

50 

51 

dO 

50 

35 

55 

54 

60 

55 

54 

52 

47 

41 

48 

59 

60 

60 

55 

52 

63 

66 

65 

48.6 

\  Mininnim.... 

12 

-4 

23 

25 

27 

17 

4 

6 

27 

27 

40 

4b 

28 

25 

25 

38 

32 

53 

48 

36 

36 

3.. 

28 

32 

42 

28 

31 

30 

28 

37 

36 

29.2 
47.' 7 

St.  Alhans. 
St- Johnsbui 

pISzE'::: 

"28 

■32 

'35 

'■■g 

"■46 

•■36 

■V- 

■37 

06 

■■4(^ 

■.51 

'49 

■47 

■■jfi 

■49 

47 

.... 
56 

"5S 

■59 

"52 

"47 

.... 
"47 

'49 

■  60 

"58 

■55 

"54 

"51 



"60 

"67 

'65 

y   )  Minimuin.... 

5 

-14 

20 

21 

24 

13 

—'■; 

-  i 

21 

33 

■id, 

39 

32 

26 

22 

35 

34 

51 

^t 

3S 

«? 

32 

30 

28 

38 

36 

27 

33 

31 

34 

87 

26.6 

Woodstock 

>  i\Iaxinunn.  .. 

33 

34 

34 

40 

31 

28 

08 

38 

42 

43 

46 

44 

40 

50 

40 

43 

52 

50 

44 

5! 

63 

51 

62 

57 

54 

65 

69 

64 

«5.8 

(  Mimmnm.... 

13 

— lo 

12 

27 

12 

-  6 

—  4 

22 

o2 

33 

36 

32 

26 

24 

33 

33 

39 

39 

36 

31 

35 

29 

26 

37 

33 

25 

35 

24 

34 

45 

26.0 

j!/((.S6((C/«"se/'.? 

Amherst... 

S  Maximum... 

32 

39 

33 

46 

87 

29 

31 

39 

38 

45 

50 

53 

46 

44 

54 

48 

64 

59 

57 

58 

53 

44 

58 

65 

48 

66 

46 

57 

70 

7 

57 

49.6 

(  Minimum.... 

19 

26 

26 

29 

IS 

10 

3 

30 

34 

38 

45 

33 

32 

32 

35 

38 

53 

41 

39 

40 

3b 

37 

39 

40 

36 

34 

42 

35 

40 

3) 

32.2 

Kostou 

\  Jlaximum... 

33 

31 

36 

49 

41 

28 

34 

49 

50 

45 

54 

47 

47 

49 

59 

63 

51 

52 

58 

57 

47 

46 

42 

38 

57 

50 
8b 

59 
41 

68 

60 

70 

49.1 

(  JHnimura 

23 

16 

3( 

30 

30 

22 

15 

17 

30 

36 

37 

40 

35 

34 

37 

34 

44 

43 

40 

40 

40 

37 

3s 

4U 

41 1 

38 

46 

87 

34.4 

Brocliton  .. 

\  Maxii}Uim  ... 

32 

35 

37 

48 

44 

37 

34 

42 

50 

64 

52 

5b 

49 

50 

61 

57 

67 

63 

54 

55 

57 

48 

59 

61 

58 

67 

67 

61 

66 

71 

68 

53  9 

(  Minimum  ... 

25 

14 

26 

30 

33 

25 

15 

15 

27 

41 

36 

46 

34 

32 

35 

38 

4/ 

54 

48 

3b 

40 

35 

40 

37 

38 

33 

41 

35 

44 

45 

35.0 

Concord.  .. 

jMa.ximum... 

34 

34 

50 

3c 

33 

30 

43 

51 

49 

55 

45 

46 

55 

5-' 

67 

59 

55 

60 

56 

4o 

59 

58 

42 

6b 

43 

59 

69 

68 

67 

50.5 

)  Mininnim.... 

20 

10 

28 

20 

17 

8 

C 

31 

34 

35 

45 

32 

29 

33 

32 

46 

49 

38 

40 

39 

35 

38 

37 

37 

38 

33 

39 

35 

42 

34 

31.7 

East  Wareh 

|,                )  Maximum... 

32 

35 

42 

45 

4/ 

40 

32 

48 

62 

43 

54 

45 

48 

57 

56 

64 

59 

64 

54 

57 

4b 

61 

58 

44 

55 

52 

63 

57 

64 

66 

51.0 

""'    • (Minimum.... 

22 

17 

23 

31 

27 

18 

11 

25 

37 

27 

35 

33 

32 

39 

46 

53 

44 

39 

38 

34 

33 

38 

38 

36 

40 

31 

40 

41 

33.7 

Fall  Itiver. 

)  MaxiMunn  ... 

3b 

37 

37 

4b 

4-= 

35 

34 

38 

48 

63 

54 

54 

49 

49 

59 

55 

65 

58 

54 

54 

57 

47 

60 

60 

48 

61 

52 

60 

59 

6s 

63 

51.7 

LMininnun.... 

22 

15 

2b 

33 

30 

20 

16 

18 

29 

41 

47 

36 

34 

35 

41 

47 

52 

40 

3t 

41 

38 

3fc 

46 

38 

38 

32 

3b 

3b 

46 

3b 

34.9 

Fitchburg  . 

i  Maximum... 

35 

52 

44 

32 

34 

40 

40 

50 

It 

51 

45 

43 

55 

49 

66 

59 

^i 

60 
37 

53 
35 

48 

61 

49 

67 

34 

55 
32 

57 

69 
28 

70 

64 

50.9 
30.1 

i  Minimum.... 

21 

i 

2.; 

19 

17 

3 

29 

34 

35 

41 

33 

30 

29 

31 

39 

46 

4-1 

25 

3b 

37 

41 

40 

34 

31 

34 

46 

35 

33 

31 

4C 

38 

46 

48 

50 

45 

44 

54 

48 

66 

55 

52 

63 

49 

45 

56 

57 

42 

64 

45 

57 

69 

67 

65 

48.4 

Lawrence.. 

(  Minimum... 

22 

9 

2b 

20 

22 

10 

26 

32 

35 

43 

30 

30 

28 

3S 

38 

47 

4U 

37 

37 

42 

35 

36 

35 

37 

33 

3b 

32 

41 

37 

SO.  7 

Nantucl;et. 

Maximum .  . . 

37 

3b 

43 

44 

4fc 

41 

34 

■ii 

48 

57 

52 

51 

45 

44 

51 

5b 

57 

55 

50 

5U 

52 

4b 

51 

54 

44 

50 

50 

55 

53 

60 

57 

48.6 

1  Minimum.... 

30 

30 

34 

32 

34 

27 

25 

25 

32 

42 

46 

44 

36 

35 

37 

46 

45 

49 

40 

40 

42 

40 

39 

41 

40 

37 

35 

42 

40 

43 

40 

87.7 
49.8 

Stoclcbridse 

28 

33 

38 

45 

21 

26 

38 

42 

57 

50 

53 

35 

42 

61 

ryi 

61 

57 

55 

57 

50 

44 

54 

66 

64 

59 

49 

55 

66 

70 

68 

\  ^^nimum  — 

10 

—  4 

24 
35 

26 

24 

11 

5 

-  2 

29 

37 

34 

28 

30 

29 

36 

27 

50 

41 

3b 

80 

31 

37 

41 

33 

31 

37 

30 

36 

30 

28.7 

Willianistov 

SMaximimi... 

35 

32 

45 

41 

31 

20 

33 

38 

52 

49 

51 

37 

57 

52 

61 

56 

5b 

55 

51 

45 

52 

63 

64 

58 

48 

52 

64 

68 

57 

48.  a 

" (Minimum.... 

15 

1 

25 

29 

30 

16 

17 

5 

29 

34 

42 

38 

32 

27 

29 

38 

39 

50 

45 

36 

40 

34 

32 

39 

42 

34 

34 

40 

34 

42 

33 

31.6 

Worce.ster  . 

S  Maximum  .  . . 

33 

32 

38 

49 

39 

28 

31 

40 

42 

51 

45 

50 

46 

43 

55 

51 

64 

56 

53 

59 

55 

46 

57 

61 

49 

65 

53 

56 

67 

71 

64 

50.0 

1  Minimum.... 

22 

10 

24 

20 

28 

16 

5 

6 

28 

36 

35 

42 

31 

30 

31 

32 

41 

52 

42 

37 

37 

34 

34 

40 

86 

34 

32 

39 

32 

40 

37 

31.1 

llhoJe  lilaml 

S  r^laximum  .  . . 

34 

34 

40 

43 

43 

33 

31 

35 

46 

4f 

46 

4i 

43 

43 

51 

52 

50 

52 

48 

48 

49 

48 

49 

49 

42 

4? 

48 

55 

50 

61 

55 

ibM 

Block  Islaiu 

i  Minimum  — 

28 

23 

30 

33 

32 

25 

21 

24 

24 

3b 

37 

34 

33 

3b 

42 

43 

41 

37 

37 

3b 

37 

37 

39 

38 

31 

40 

87 

41 

38 

34.  n 

\  Maximum .  .• 

35 

3;i 

40 

44 

43 

3s 

34 

37 

48 

59 

52 

50 

48 

48 

58 

58 

59 

52 

52 

52 

53 

52 

58 

59 

46 

h 

47 

61 

59 

66 

64 

50. « 

Kingston  .. 

1  Minimum  — 

27 

15 

2s 

25 

34 

22 

11 

12 

27 

34 

38 

41 

34 

31 

31 

32 

33 

45 

42 

3b 

88 

38 

34 

40 

38 

29 

42 

29 

36 

42 

32. « 

i  .^laximnm  . . . 

33 

37 

39 

51 

43 

35 

32 

38 

52 

60 

56 

55 

46 

47 

59 

57 

58 

60 

54 

57 

55 

48 

60 

57 

45 

63 

51 

60 

65 

67 

70 

51.  H 

Providence 

(  Minimum.... 

Citnnecticiit 

23 

16 

2s 

34 

31 

22 

15 

18 

33 

4C 

37 

42 

33 

38 

40 

45 

51 

42 

40 

42 

38 

37 

44 

38 

41 

37 

44 

40 

45 

36 

3.5.9 

\  Maximum... 

35 

32 

38 

46 

37 

23 

29 

38 

40 

59 

45 

46 

43 

40 

59 

50 

54 

56 

53 

5b 

45 

46 

56 

64 

60 

62 

60 

56 

54 

70 

58 

49.  cl 

Cream  Hill 

\  Minimum.... 

13 

5 

21 

25 

2.) 

5 

3 

11 

25 

3b 

34 

42 

24 

25 

31 

38 

4.. 

47 

41 

33 

38 

29 

29 

41 

37 

36 

37 

3b 

31 

43 

35 

29.  fl 

Hartford.. 

5  Maximum... 

34 

37 

38 

47 

40 

30 

30 

39 

4e 

53 

57 

54 

43 

48 

62 

57 

65 

59 

53 

5b 

52 

50 

58 

62 

45 

55 

63 

51 

60 

64 

62 

51^ 

(  Minimum.... 

22 

14 

28 

32 

30 

20 

13 

10 

33 

3» 

42 

38 

35 

35 

40 

50 

51 

41 

40 

42 

40 

37 

42 

42 

40 

45 

38 

44 

36 

New  Haven 

j  .Maximum . .. 

35 

35 

43 

48 

41 

31 

33     37 

46 

61 

51 

50 

43 

51 

57 

54 

60 

56 

50 

57 

54 

53 

58 

57 

51 

61 

54 

60 

62 

65 

64 

It) 

30 

33 

31 

23 

14|     16 

34 

40 

44 

36 

35 

34 

37 

43 

48 

48 

41 

39 

43 

39 

38 

43 

43 

40 

38 

43 

39 

45 

37 

New  Lou'Jo 

j  Maximum... 

■it 

3o 

44 

50 

44 

37 

35     35 

47 

60 

49 

47 

43 

50 

47 

54 

52 

52 

53 

53 

52 

54 

59 

55 

52 

59 

54 

60 

63 

65 

66 

(  Minimum 

23 

17 

27 

29 

33 

27 

16!     16 

31 

37 

41 

34 

31 

38 

36 

41 

45 

41 

3s 

4i 

;i8 

36 

42 

40 

38 

39 

42 

40 

45 

34 

Norwalk... 
Putnam  . . 

j  Maximum  ... 

35 

37 

46 

45 

41 

35 

35 

42 

44 

57 

48 

4^ 

42 

52 

58 

60 

61 

55 

55 

5b 

53 

54 

62 

58 

55 

62 

52 

62 

65 

71 

67 

'  Minimum.... 

i  Maximum... 

25 

12 

29 

22 

13 

10 

8 

29 

35 

41 

42 

32 

29 

31 

34 

46 

50 

44 

34 

41 

40 

29 

43 

42 

40 

..^^ 

42 

30 

40 

43 

^  "'•"'''" (  Munniuni.... 

Seepage  16  for  expla 


of  reference  marks 
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NEW  ENGLAND  FLOODS    -    MARCH,  X936 

The  early  days  of  Marcli  were,  generally  speaking,  normal. 
Theie  Ava.s  one  moderately  Iiard  freeze,  and  one  moderate  snon'- 
slorm .  Temperatures  rose  somewiiat  alnne  normal  on  ]\[onday , 
the9tli,  and  continued  almost  without  exceptiai  somewhat  above 
normal  during  the  remainder  of  the  month.  Tliis  resulted  in 
the  situation  of  l)Ut  little  nighttime  freezing  exc.pt  in  the  hig!i- 
er  elevations,  and  northern  portions  of  tl'.e  region,  and  rallier 
regular  daytime  thawing.  ^?now  or  rain  hegan  on  the  9th,  with 
a  rise  in  temperature,  and  continued  into  the  10th.  Witliout 
important  interruption,  rain  began  again  on  the  lltli  and  was 
very  heavy,  amounts  of  8  inches  being  frequentl\'  recorded  in 
many  of  the  upper  reaches  of  the  river's  drainage  basins,  and  an 
extreme  of  over  7  inches  at  l^inkham  Notch.  During  tlie  night- 
time at  this  period,  temperatures  were  not  enough  below  freez- 
ing to  check  daytime  thawii.g  and  runott".  On  the  14th,  loth, 
and  IGth  temperature  minima  moved  generally  l)elow  freezing 
in  the  three  northern  folates,  and  about  to  freezing  in  the  three 
southern  States,  and  there  was  but  little  precipitation,  and  run- 
off was  briefly  halted  On  the  16th  rain  began  again  in  ^Maine, 
New  Hampshire  and  ^'ermont,  and  continued  with  unimportant 
cessations  tln-i'Ugh  the  22(1.  During  the  entire  period  from  the  9th 
through  the  21st  temperatures  in  Maine  and  New  Hampshire 
averaged  at  39",  in  Vermont  about  41°,  and  in  Massachusetts 
about  4')°.  The  volume  of  rain  on  the  18-19th  was  unprecedent- 
ed in  volume,  accmnulating  a  48-hours  total  of  over  ten  inches 
at  Pinkham  Notch.  This  vast  quantity  of  rain,  accompanied 
by  continuously  thawing  temperatures  depleted  the  snow  cover 
approximately  20  inches  in  the  three  northern  States.  Density 
measurements  of  this  snow  were  made  at  representative  localities, 
and  a  percentage  of  28  was  approximated  to  indicate  the  water 
equivalent  of  the  snow  cover. 

The  chart  on  the  following  page  shows  the  total  amount  of 
precipitation  over  the  areas  above  what  might  be  termed  sea- 
coast  drainage,  and  omits  the  St.  Lawrence  and  eastern  Maine 
drainage.  This  total  precipitation  indicates  the  amount  of  pre- 
cipitation from  the  9tli  to  the  21st,  inclusive,  plus  the  water 
equivalent  of  the  snow  which  melted  during  the  same  period; 
it  thus  indicates  with  considerable  accuracy  the  full  volume  of  the 
water  wliich  the  rivers  were  called  upon  to  discharge,  as  the 
ground,  with  its  initial  ice  and  snow  cover,  or  frozen  condition 
did  not  afford  mucli  facility  for  water  absorption.  The  lines 
shov.-  a  huge  area  of  water  more  than  1 2  inches  deep  running  out 
of  the  rivers  into  the  New  England  Atlantic,  smaller  areas  of 
over  16  inches  are  shown  in  the  tlu-ee  northern  Stutes,  and  a 
smaller  area  of  30  incb.es  over  the  southern  and  eastern  White 


]\rountains.  Ten  inches  of  water  indicates  1130  tons  per  acre: 
this,  therefore,  may  be  used  to  indicate  only  in  a  partial  way 
the  enormous  burden  the  rivers  were  called  upon  to  discharge, 
and  why  the  floods  reached  the  disastrous  cliinax  which  finally 
resulted.  The  dotted  lines  on  the  chart  indicate  tl'.e  boundaries 
of  the  various  drainage  areas  of  the  rivers. 

In  the  Spring,  with  the  solar  intensity  becoming  more  effec- 
tive, tropical  air  with  its  burden  of  increased  warm  moisture  is 
advancing  farther  and  farther  toward  the  opposition  of  polar  air, 
equator-biund.  >^nnetinies  these  warm,  wet  air  streams  pass 
northward  over  the  central  valleys,  or  over  the  Ohio  Valley, 
central  New  York,  New  England,  or  at  places  more  remote  from 
these  regions;  wherever  the  air  mass  makes  its  poleward  .iour- 
n-'y,  the  resulting  wann  Spring  rains  occur  on  The  I^arth's  sur- 
face, usually  without  disastrous  consequences,  i-ut  occasionally 
tragcnly  results. 

All  of  the  usual  types  of  betternicnts  of  lands  provide  for  the 
expeditious  runoff  of  surplus  waters,  whicii  presupposes  that  the 
final  carrier,  the  river,  is  adequate  to  dit-charge  the  burden  to 
tiie  sea.  This  precipitation  and  the  accompanying  melting  snow 
show  conclusively  that  the  proper  type  of  betterment  is  that 
which  will  retain  the  small  local  and  unimporiant  flood  surplus, 
and  allow  it  to  trickle  away  slowly,  a  little  at  a  time  during 
drier  weather  periods.  Nature  usually  supplies  tliis  process  by 
making  storms  of  rain,  or  thawing  periods,  of  brief  duration; 
or  nightly  freezing  occurs  so  that  that  which  melts  and  runs  off 
by  day,  is  checked  at  night,  and  the  flood  accumulates  with 
but  little  damage.  This  type  of  freshet  recurs  over  New  England 
almost  every  j^ear,  the  only  difference  being  its  intensity. 

The  I'allof  heavy  and  recurring  rains  was  the  dominating  factor 
which  caused  the  floods.  Since  average  monthly  rainfall  for 
New  England  as  a  unit  area  was  first  computed,  there  have 
l)een  but  two  other  months  with  greater  amounts  than  this, 
namely,  September  1888,  with  8.29  inches,  and  June  1922, 
with  8.11  inches,  but  in  neither  of  those  months  was  there  a 
snow  cover  to  melt  and  augment  the  Hood  of  rain.  During 
September,  1888,  several  stations  reported  monthly  amounts 
of  ten  inches,  and  the  greatest  station  record  was  13.43  inches 
at  Northampton,  Mass.,  while  in  March  of  1936,  several  stations 
reported  precipitation  in  excessof  twelve  and  thirteen  inches  for 
the  month,  and  Pinkham  Notch,  N.  H.  recorded  23.86.  A  search, 
not  entirely  thorough,  seems  to  show  that  this  occurrence,  and  a 
record  of  23.90  inches  on  Mt.  Wa.shington,  N.  H.,  in  July  1884, 
are  probably  the  records  for  all  time  since  settling  of  the  country. 

No  protection  can  be  advanced  against  such  storms,  but  en- 
gineering skill  can  overcome  such  disastrous  consequences. 


Maine 

Eostis 31 

Hiram 20 

Houlton 29 

Millinocket 21 

Rnmford 18 

Winslow 18 

Woodland 6 

Maine 

Bansfor 4.67 

EastWinthrop...  7.01 

llirnin 5.01 

'■■  -i'n 4.32 

If  Dam 8.74 

-  head 5.S7 

3.  fO 

1  ;'an 2.83 

r  Dam 7.17 

New  Hampshire 

•iiPm 5.51 

::ie. Notch...  6.81 

1 5.04 


ADDITIONAL  DATA,  NOT  INCLUDED  IN  TABLES  ON  THE  PRECEDING  PAGES: 
DEPTH,  IN  INCHES,  OF  SNOW  DEPLETION,  MARCH  9  TO  21.  INCLUSIVE. 


Jfew  Hampshire 

Berlin   22 

Betiilehcm 24 

Firiit  <  'onn.  Lake ...  .16 

Franklin 18 

Hanover 16 

Lincoln  29 

Mt.  V,a=hington 19 

Newport 10 


inkliam  Notch 30 

l.vmoiith 2(1 

re«t  Lebanon 30 


East  K.vcgate.. 
Enoshurg  Falls 

Xewfane 

Ileailsboro 

Rochester 

St.  Johnjbury  . 


iFalls 10 

BloomfieUl 31 

Cavendish 2S 


Massachusetts 
Ai\i\-in>  3 


Blue  ilill   

...   0 
...  4 

Worcester . 

10 

Haverl.iil 

Connecticut 

Oollinsville 

Cream  Kill 

Konsae  Tunnel.. 

Millbury 

SI,elburiie  Falls. 

...18 
...  5 
...16 
...  5 
...  6 

.  7 
.12 

!-t.,.-kt.ri,lf:f 

Storrs  

.    4 

NEW  ENGLAND  TOTAL  PRECIPITATION, 


Fitzwilliam 6.70 

Olencliff 8.S3 

Lakeport 6.15 

Lancaster 3. 36 

Manchester 6.66 

Milan 5  49 

Mt.  Was!iington..l2.36 
Pinkham  Notch  .  .21. 79 
West  Lebanon  ...  4.02 
Wolfboro  Falls...  6.88 
York  I'ond 7.28 

Vermont 


East  Earnct 4.10 

East  Kjregate 3.67 

(iilman 4.50 

May's  Mills 7.82 

Mclndoe  Falls....  3.50 

Xewfane 9.05 

Keadsboro  7.14 

Koehester 4.74 

Searsburg  Mt 7. 93 

Rearsburg  .-^ta.  ...  8.14 

Vernon 5.88 

West  Hartford  ...  5.36 
White  River  Jc.  ..  3.73 

Whitingham  7. 84 

Wilder  3.45 

Wilmington 8.16 


MAKCK  9  TO  s|,  INCLUSIVE,   1936. 

Massachusetts  :>i-:ifoid 


Adams  5.79 

A.shland     6.26 

Athol 6.64 

Boylston 6.85 

Chester 8.71 

Gardner 8.04 

Groton 6.69 

Heath 6. 55 

Holyoke 4.54 

Hoosac  Tunnel. ..  7. 74 

•Tefferson  9.63 

Konoza  Lake 5. 44 

I.akeCochituate..  6.03 
Laurence 4.62 


ll.iiniicld 

i'riiicctoii 

Mi.-iburne  Falls. 

S't-rliiig 

i- took  bridge 

Ware 

VvVsttield 
Weston  College.. 
West  Rutland  . . . 
Worcester  Clark . 


7.95 
8.65 
7.82 
8.19 


Connecticut 


6.83 


Baltic 

Barkamstead 

Burlington 7.20 

Collinsville 6. 10 

Falls  Village 4. 96 

New  Hartford  ...  6.16 

Salisbury 5. 37 

West  Hartland  ..  6. 10 
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GENERAL  SUMMARY 

April  opened  somewhat  rainy  with  temperatures  about  average 
for  the  time  of  year,  and  there  seemed  to  be  moderate  prospects 
that  vegetation  was  making  an  early  start.  Snow  remained  on  the 
groundinthedeepnovtli  woodsthruughtlu^  first  half  of  the  month, 
and  maple  sap  was  running.  Spring  growth  showed  little  progress 
and  the  cold  culminated  in  a  moderately  hard  freeze  over  nearl}' 
all  districts  on  the  28th.  A  warm  wave  overspread  the  Section 
at  the  close  of  the  month,  and  summer  mildness  prevailed  on  the 
30th.  Precipitation,  both  rain  and  snow,  was  somewhat  greater 
than  normal,  and  distributed  throughout  th(>  month  with  fair 
regularity. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
9t)  records,  wa.s  41.9°.  which  is  L8°  beloAV  the  mean  for  the 
past  49  years;  the  average  temperature  for  the  northern  division 
was  39.8° ;  for  the  southern  division,  44. 1°.  Tlie  highest  month- 
ly mean  was  47.8"  at  Waterl)ury,  Conn.;  the  lowest  was  33.4° 
at  First  Connecticut  Lake,  X.  H.  The  highest  recorded  was  86° 
at  Waterlmry,  Conn.,  on  the3()th;  the  lowest  was  10°  at  Urst 
Connecticut  Lake,  X.  H.,  on  the  5th.  The  greatest  iriontldy 
range  was  63°  at  Brattleboro,  Vt. ;  the  least  was  25°  at  Eastport, 
Me.  The  greatest  daily  range  was  44°  at  Chestnut  Hill,  Mass., 
on  the  2Sth.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
178  records,  was  3  99  inches,  which  is  0.06  inch  above  tlie 
mean  for  the  past  49  years;  the  average  precipitation  for  the 
northern  division  was  4.35  inches;  for  the  southern  division, 
3.65  inches.  The  greatest  monthly  amount  reported  was  6.90 
inches  at  Pinkham  Xolch,  N.  H.;  the  least  was  2.21  inches  at 
Nantucket,  JNLiss.  The  greatest  amount  in  24  hours  was  2.81 
Indies  at  Colchester,  Conn.,  on  the  6th.  The  average  nund)er 
of  days  with  .01  inch  or  more  of  precipitation  was  15,  which  is 
5  above  the  mean  for  the  past  49  years.  The  average  snowfall 
for  the  northern  division,  based  on  73  records,  was  ILl  inches; 
for  the  southern  division,  based  on  63  records,  was  0.4  inch; 
for  the  Section,  based  on  136  records,  6.1  inches,  which  is  2.1 
inches  above  the  mean  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  114  records, 
was  northwest.     The  average  velocity,  based  on  the  records  at 
I    14  stations  was  10.4  miles  per  hour,  which  is  2.0  miles  per  hour 
■    below  the  mean. 

The  sunslune,  based  on  tlie  records  at   1 1   stations,  averaged 
I    44  percent  of  the  possible  amount,  wliich  is  10  percent  below 

the  mean. 
I       The  cloudiness  was  above  the  mean.  The  average  for  the  Sec- 
tion, based  on  124  records,  was  7  clear;  7  partly  cloudy;   and 
,    16  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  11  stations,  was  71  percent,  which  is  4 
percent  al)Ove  the  mean. 

.1  DATES  OF  MISCELLANEOUS  PHENOMENA 

[|       i4i(ro7as.— 14-15tl),  l7-25th. 
Hah!>,lu)iar.—l-:th,  27-29th. 


Halos,  so/ar.4WlVfifl6l?V'd^'Vr  XQth,22-23d,2 
//('//.  —  (dates  and  genera]  lofat^df/^/Q/Sst,  sout 


25th,29-30th. 
southern  Conn. ; 
2d  and  15th,  scattered  over  Section;  l()th,  general  over  north- 
ern Xew  England  and  scattered  over  northwestern  Conn. ;  18th, 
general  over  extreme  northern  Xew  England. 

Tlnindcrstorms — ((biles  and  general  location) —  3d,  southern 
R.  I.;  9th  and  17th,  southwestern  3Ie.;  14th,  southeastern 
Mass.;  I5th  and  16tii,  general;  21st,  southea.stern  Me. .and  the 
Berkshires;  28-30th,  scattered,  nortliern  Xew  England. 

Fog,  dense. —-I-M,  7-8th,  10-13th,  15-18th,21-22d,28-30th. 

Frosts.  —  (killing) — Over  the  entire  Sc^ction,  to  and  including 
the  28th;  (last  frost  and  last  fw^ezing  tempc-ratiu'c-  g(>nera11y  re- 
corded on  the  28th  over  the  Section). 

Sled.  —  (dates  and  general  h'cation) — 2d,  general  over  north- 
ern New  England,  northern  Mass.,  coast,  and  scattered  over 
northwestern  Conn.;  3d,  scattered  over  northwestern  Me.,  and 
northern  INIass.,  coast;  6th,  widely  scattered  over  eastern  N.  H., 
and  northwestern  i\le. ;  7th,  scattered  over  central  Conn.;  7th,, 
11th,  and  12th,  general  over  southeastern  X.  PL,  and  northeast- 
ern Mass.;  9th,  scattered  over  southeastern  Mass.,  and  southern 
R.  I.;  15-18th,  24th,  and  26th,  widely  scattered  over  northern 
Xew  England.  

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


1894 

1895 

1895 

1897 


1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 , 

1935 

19.S6 


Period 


Rfi 

-  5 

41.7 

85 

10 

47.4 

78 

6 

45.7 

K2 

2 

47.6 

76 

4 

46.1 

69 

43.2 

84 

1 

45.8 

H3 

8 

45.1 

8H 

4 

46.7 

88 

3 

47.4 

5 

43.1 

»> 

2 

46.0 

83 

8 

46.3 

87 

15 

45.3 

82 

14 

46.8 

87 

-  1 

46.7 

0  1  43.  5 

•   V<| 

12     45. 8 

75 

-  7     45.8 

V7 

-3     41.8 

84 

-  4     45.  G 

2     45.4 

83 

12     50. 2 

87 

-  8     43.4 

81 

5  i  45.9 

9? 

2  1  47.5 

87 

-  3     43.fi 

89 

15     49.5 

74 

12     44.2 

77 

3     43.4 

79 

5     46. 2 

84 

-13     45.4 

80 

2 

43.6 

92 

51.0 

80 

10 

46.5 

85 

-12 

46.3 

VI 

-  2 

44.8 

82 

6 

47.9 

-10 

42.5 

89 

5 

45.7 

83 

-10 

44.  2 

90 

46.2 

79 

—  2 

45.3 

8fi 

47  6 

78 

45.  0 

83 

10 

45,6 

VK 

5 

46.9 

87 

-  7 

45.1 

85 

10 

44.1 

92 

-13 

46.6 

No.  ol  days  (all 
New  Enjjlaiiii)! 


3.01       6.0     3.62 
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7 

7 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,  1986 


Climatolog-ical   Data  for  April,  1936 


Uhi  lliirborluear) 
iiiiisMui  Damtt-.-- 

Eastport 

Kasi  Wiullu'op.   ■•■ 


Kustis  

Kanuiiigtoii... 
Ft.KairHeia  (i 

Gaicliuer 

Greeiivillu 

Hiranilt 


Penobscot  •• 
Hancock  .... 
Somerset  ■•■■ 
Washington 
Kennebec  .  • 
Hancock  .... 

Franklin 

h'raiililiii 

Aroostoolc  .. 
Kennebec  — 


iMa!i>'iii'>liT... 

Miliui     

Ka-luiaS  ■■-.. 
New  iJnrlianil 

Newport   

PinlihaniNotc 
Plyniontl.  - 
VVestSl,>i,;nP 

Woiibovi  I  .;; 

York  Poii^l 
For  State 


Bellows  Falls. 
Bennington... 
Bloojnfieldll  . 
Brattleboro§  . 
Biirlinslon  ... 
CavHUilish 


Coruwaim 

Craftsbury  Com. 

East  Barnet 

East  Kyegate  — 

EnosburK  Falls-. 

Gilnian  

MaysMilltt 

Newfanc 

Newport  


V\'indliain  .. 
Bennington 
Essex 


Kna.NljnMj 

Korh.'-tcr 

Rutlau.i 

St.  Albans 

St.  Johnsbnry.... 

Searsburg  Mt 

Searsl)nrpr  Sta.tt. 

Soinersettt 

VernonttS 

West  Bnrke 


Orleans 
Caledoi 
Oaledoi 


Windso 


Rntlanil 

Franklin.... 
Caledonia... 
Bennington 
B'-nnington 
Windham... 
Windham... 
Caledonia. .. 


711 
2,  .S60 
1,660 
■2.  080 


Temperature,  in  degrees  Fahrenheit 


7 
34     39. 2 


44  I  41.0 
20  1  41.3 

66  I  42.4 
26  I  37.2 
12  i  34.4 


-0.2 

-'o.'k 

—  0.9 


Precipitation,  in  inches 


4  71 

+  1.0.5 

4.10 

+  1.62 

.'^.:;2 

+  1.88 

4.10 

+2.08 

.■i.  10 

+  1.59 

4  67 

+  1.6B 

4.46 

3.  M 

+  1.10 

4,03 

+  1.20 

4.22 

+0.  65 

.5.57 

4.64 

■+,>    li. 

4  41 
4.  .51 

+"  ■; 

-r  i 

+  ! 

:<■', 

+  1 

92 

+  2 

Oil 

-0.50 

+  1 

16 

-0  03 

+  1 

50 

+  u 

,.6 

+0.87 
-0.04 
+  0.81 


+2.  87 
+0.76 
+  1.03 
+  0.80 


+0.81 
+0  63 
+1.78 
+0.97 
+1.33 
+  1.49 
+0.86 
+1.17 


Bangor  Hydro  Electric  Co- 

B.  I,.  Hadley 
Walter  Thurston 

U.  S.  Weather  Biueau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
Samuel  D-Sonle 
U.S.  Weather  Bureau 

C.  C  P.  it  L.  Co. 
VVilliam  H.  Camming 
p.  M.  Tripp 

Um'on  Water  Power  Co. 
Bangor  Hydro  F:iectric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Grnat  Northern  Paper  Co. 
Winlield  Heath 
Sturyis  F   Durgin 
C.  ly.  Chadbourne 
Thomas  W.  Clark 
Prof.  A.I,.  Fitch 
U.S   Weather  Bureau 
Me.  E.\periment  Station 
Great  Northern  Paper  Co. 
Charles  A-  Mixer 
SturgisF.  Dnrgin 
Union  Water  l"ower  Co. 
W.H.Scott 

Hollingsworth  A  Whitney 
St.  Cioi.t  Paper  Co. 


Edward  Fenn 

George  E.  Tucker 

U.  S.  Weather  Bureau 

Sarah  H.  Gleason 

N.  H.  A gr.  College 

Union  Water  J-ower  Co. 

Cunn    Valley  Lumber  Co. 

\\'aller  E.  Bolles 

F.J..Sonthmayrt 

State  Sanatorium 

Frank  K.  Loavitt 

Dartmouth  College 

Bobert  P.  Hay  ward 

Fred  Wiggin 

Edward  A.  Carr  • 

Amoskeag  Mfg.  Co. 

Androscoggin  Pes.  Co. 

Peunichuck  Water  Works 

E.  E. Tobey 

H.P.Sliei)ard 

J.  B.  liodgo 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U.S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co. 
Everett  Orchards 
(+eorjrp  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.  P.  S   Corp. 
Charles  R.Durkee  lit 
Sarati  E.  Lane 
Charle.-  A.  Wheeler 

N.  E.  Power  Co 
J.  P.Deviiis  ttt 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t11 
F.  .1.  AckermanUt 

C.  W.  Richmond 

U.  S.  W'eather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Briggs  ttt 
N.E.Power  Co. 
L.  L.  Leon«rd 
Conn.,  River  Power  Co. 
Oilman  W.  Fordttf 


See  page 24  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


Climatolosrical 

Data  for  April, 

1936 

Counties 

c 
1 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  incl 

es 

No-  of  days 

I'? 

'3  0 

r 

Btiitions 

1 

3  0 

II 

bt 

5 

2 

s 

1 

3 

, 

1 

ti 

c  c 

2 

1 

k 

Ii 

c 

n 

r 

0 

1 

1- 

ii 
11 

1 
0 

"2 

1 

i 

Observers 

Vermont  Coufd 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Win.lsor 

400 
490 

i,4.=in 

370 

1.640 

700 

0 
0 

fi 

0 
43 

7 
23 
14 

3.23 
3.72 
4  42 

■+6.'9y 

L01 
0.  97 
1  02 
1.25 
1.57 
1.57 

0.  92 
1  23 
0.83 

"i'o' 
"t. 

6.8 
5.5 
6.0 

0.5 

10 

17 
15 
20 
15 
17 

22 
15 
15 

6 

5 

5 
5 

5 
9 

8 
1 

11 
2 
4 

10 
7 

9 
6 

16 
21 
13 
21 
21 
16 
18 

16 
15 

-s 

uw. 

sw. 
uw. 

nw. 

Evil  K.  Doubleday 

Wliitiiwlmin 

E   T   Sullon  It  1 

Wiliniutrtou 

Woodstock 

For  State 

■4i.'2 
40.0 

42.0 
43.4 

-0.8 
-  1.5 

"-2.2 

76 
80 

78 
79 

29 1 
29t 

29 
29 

17 
16 

22 
25 

25 
25 

25 
25 

41 
43 

34 

39 

69  1  4.27 
11   i  4.07 

+1.21 

+1.48 

'+6.'6i 
-0.67 

William  ,S.  Eaton 

MtifmclniselU 

Berkshire  ...... 

Hanip.shire 

Mid.lles<^\ 

Norfolk  

do  

750 
•217 
227 
70 
610 
124 
540 
110 
600 
1.360 

39^ 
l;i9 

18 
970 
190 

50 
402 
172 
240 
1,  MO 

15 
105 
325 
9.iO 

50 
1.650 

90 

8O0 

1.030 

30 

30 

H2n 
lis 
.■17 
K5 
190 
53 
97 

330 
47 
63 
350 
1.400 
65 
1.700 
920 
1.037 
1,650 
50 
1.050 
40 
25 
401) 
720 
160 
199 
555 
*<.^0 
20 
20 
200 
520 
4.50 
210 
222 
90:1 

960 

625 

7 
5'2 
0 
0 
52 
66 
1) 
43 
0 
0 
52 
32 
50 
11 
0 
50 
0 
.52 
52 
0 
0 
7 
0 
0 
0 
37 
0 
0 
6 
0 
2H 
0 
0 
13 
52 

% 
0 
0 
0 
0 

50 

51 
0 
0 
0 
0 
0 

|9 
0 

50 
0 

50 

35 
7 
0 
0 

26 
0 
7 

23 

53 

34 
0 
0 

II 
8 
0 

38 
0 

44 

N.  B.  rower  Co. 
Jlass.  AKr.  Kxp.  Sta. 

61 

1 
51 
119 
41 
43 
24 
18 
64 
59 
49 

7 
32 
64 
39 
72 
61 
15 
31 
22 
16 
49 
17 
42 
17 
30 

7 
16 
14 
26 
40 
85 
81 
Ml 
26 
51 
11 
22 

7 
63 
23 
65 

21 
21 
24 
36 
18 
,50 
49 
.511 
.35 
23 
25 
.18 
89 
40 
16 

9 
62 
41 
18 
.57 
31 
47 

9 
76 
44 
80 

.59 
48 
36 
in5 

26 
13 
43 

18 

3.12 

BlueHilinS 

42.4 
4.5.2 

-  2.1 

-  1.2 

79 
80 

30 
30 

24 
29 

4 
4 

29 
27 

3.49 
3.  54 

2.  ,58 
3.69 
4.89 
3.38 
3.30 
2. 62 
3.06 
2.60 
4.03 

2  83 

3  67 
3.28 
2.77 
3.54 
4.00 

-0.58 
+0.20 
-0  48 
-0.84 
+  0. 12 
+0.  83 
-0.74 
-0.  62 
-0.95 

-6 '9.5 

+0.  05 
-1.33 
+0.39 
-0.51 

•-6.' .52' 
-0.23 

1.04 

1.20 

T. 
T. 

13 
14 

12 

17 
19 
13 
13 
14 
15 
14 
12 
13 
14 
14 
12 
13 

if. 

14 
14 
15 
U 
23 
13 
11 
15 
14 
13 
15 
13 
13 
15 
16 
17 
13 

4 
5 

8 

18 
14 

w! 

Blue  llill  Ohservntory 
U.  S.  Wt-iMwr  liiireau 
Mrs.  Loriiig  11.  Ueed 
City  Kngineer 

Worc-ster 

Plymouth 

Hauipden 

Hampshire 

Suliolk 

Woricster 

Middlo.-cx 

Plymouth 

Berkshire 

Bristol 

UroikloiiS   

45.8 

-   1.1 

80 

30 

28 

4t 

35 

0.75 
0.94 
2.03 
0.87 

o.ii 

0  86 
0  96 
1,22 
0.09 
0.86 
0.84 

0  72 

1  32 
1.41 

n.'si 
1.35 

1).  78 
0.83 
0  93 
1.00 
0.80 
0.52 
1.01 
1.09 
0  85 
0.80 

0:78 
0.95 
0.84 
0.78 
0.45 

0.5 

"2.6 
T. 
0.5 
T. 

"f. 

"i.'o' 

"i.'o 
■I-. 

T. 

"t" 

5  0 

"o.V 

1.4 
0 

"i.'2' 

"t. 

...... 

11 

" 

12 

^";_ 

46.3 

ii.'o' 

43.4 



Hoyt  E.  Dodgo 
Met.  Waterworks 
Jlet.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 

rl.estnut  IlillS.-- 

-  0.6 

■-i.i 

77 

"s'i' 

67 

81 

"29'" 
30 

28 

24 
■   24 

4 

25 
9t 

44 

32 
36 

27 

7 
12 
6 
6 

0 
4 

10 
13 

■2:i 

14 
14 
11 

nw. 

Conconl§  

Kast  Wari'lium  . .  ■ 
KgrPiiiontU* 

44.2 

-  2.1 

73 

30 

29 

4t 

6 
9 

7 

7 

7 

15 

9 
9 

U 

13 

nw. 

RichanlC   lirij^ham 
Wilfred  Wheeler 

Falniouthtl* 

Barnstable 

Worcester 

Middlesex 

No,  folk   

Worcester 

Kssex  

Franklin  ........ 

Middlesex 

Worcester 

Kssex 

Franklin 

Hampden  

Berkshire  .... 

Worcester 

Barnstable 

Kssex 

Worcester 

Mid.llesex  .. 

i:,s.sex  

Middlesex..... 
Bristol 

FitchbiirgS 

Fraiiiiiiglmin  5  ■■• 
Franklin* 

44.0 
46.0 

ii-i' 

-  1.7 

-  0.8 

82 
■73" 

29 
291 

■■36" 

25 
27 

is 

25t 
25 

"4" 

37 
32 

■25 

8 

13 
4 

5 

'7 
"6 

10 

4 
10 

13 

uw. 

Herbert  B.  Allen 
Met.  Water  Work.s 
Fred  A.  DarliuK 

GloiUfSler§     

10 
19 

15 

15 
15 

i3 

11 

14 
11 

w. 
nw. 

Kalph  M.  Barker 

3.21 
4.  ,50 

2.  69 
3.86 
3.65 

1  ,57 

3.  .59 
2.43 
3.60 
3  76 
3. 39 
3.90 
3. .% 
3.07 
3  .33 

3.  26 
3.18 
3.11 
2.21 

3.27 

4.  .53 
3.29 
4.  83 
4.04 
4.  76 
4.38 
3.68 
3  81 

2  67 

-0.  .55 
+0.11 
-0.81 
+0.01 
-0.07 

-oji' 
-1.11 

-0.32 
-0.24 
-0.4ii 
+  0  33 
-0.48 
-001 
-0.28 

-6.35 

'-p.'si 

-0.'49' 
+  1.03 
-0.62 
+  1.12 
+0.  76 
+  1.41 
+0  72 
-0.  Ki 
+  0.06 
-0.  69 

Wm.  P.  Wliartou 

HaveiliillS 

46.8 
4i.7 

-  0.6 

81 
■■78' 

29  i 

29 
■'24" 

4 
"it 

30 
35' 

City  EuKiiieer 
C.  H.  Varney 
A.  W.  La.ld 
N.  E.  Power  (,'o. 
Mildred  Wheeler 

Flolyoke 

lloosBc  Tunnel  ..  ■ 
lliibbardstun* 

43.9 

-  1.2 

66 

30 

29 

9 

21 

StnteTeachei's  College 
Charles  Artliur 
E.  P   Milehell 

Ipswich" 

Lake  Cocliilnnl.'ttS 

Lawrences 

Lowells 

Man-ilielil*   

42.8 
43.4 

43.0 

-  3  6 

-  2.1 

-  3.0 

80 
80 
80 

291 
29 
29 

18 
26 

28 

25 

4t 
4t 

40 
2« 
28 

Met.  Watei'  Works 
Essex  Conipaiiy 
Props.  Looks  iV;('aiial.s 
A.  15u<'k 

Miil'llehoio* 

I'lymoulh 

Kssex 

Worci-ster 

Worcester 

Nantucket      ... 
Hristol 

Ralph  iSampsou 

William  |{.  Hoelzel 

Milford    Water   Co 

N.  E.  Powf^rCo, 

ir.  .S,  Weal  her  Bureau 

City  KiiKineer 

W.  E   Buniap 

Mi.l(ll''l..n   .. 

"44.'6' 

+   1.'2 

'm 

"■in" 

'32' 

...... 

26' 

Nantucket  

NewBedfonl 

Nortlibridge* 

Worcester 

Berkshire 

Plymouth 

Berkshire  

Worcester 

Hcrkshiro  

Hampshire 

Plymouth 

Worcester 

Barnsliiblc! 

Kssex    

Fnuiklii,    

Won-estcr  ...... 

Middle..;ex 

Hampden   

Worcester  .. 

Berkshire 

Kssex   

0.80 
1.00 
0-72 
1.01 
1.49 
1  20 
1.23 

i.'22' 

0.63 

"i.'s^ 

"o.'s' 
1.5 

1.0 

0 

1.0 
0 

20 
15 
20 
12 
15 
19 
9 

12 

19 
16 
19 
15 
12 
15 
17 
15 
15 
9 
15 
14 
14 
15 
19 
15 
15 
15 

13 
12 
12 
13 
12 

12 
16 
14 
15 

Otis'  

S 
.7 
■5 

"5 

11 

4 

2 
'4 
12 
11 

io 
io 
11 

20 
9 

14 
15 

is 

12 

18 
19 

w. 

sw. 
11  w. 

uw. 
sw. 

I'einbroke* 

j'ern  • 

Charles  (,'  Uogers 
Mary  H.  Wood 

Pittslipl.l. 

I'liiinrteld* 

41.0 

-  2.7 

79 

29 

20 

9 

37 
27 
■21' 
36 

40 

24 
34 

37 

31 
33 

3i 

30 
44 

16 
30 
20 
30 
30 

L.  B.  Cummings 
Anna  M    Tirrell 

I'lynioiith 

Princeton 

I'rovinc.-lown 

Kockport 

Shelbun.e  Kiills   . 

Sonllibriilne* 

Spot  I'ou.l   

Springlield 

47.6 
'45.6 
'42.' 8' 

'4S.'7' 

4i.'6 
42.2 
44.4 

44.7 

+  i.'e 

....... 

-a  6 

■-■i.'2 
-  0.9 

80 

'es' 
'si" 

68 
75 
79 

30 
"■20 

"■io" 
'  '36' 

29 
30 
30 
29 

32 
"30 
'22' 

"28 

4t 

"bV 
"4 

Mi.ss  L.  B.  Knapi) 
Met.  Water  Works 
irvinsH.  McN-.yr 

4.34 
3.  .55 
3.42 
3. 84 
3.78 
4.23 
3. 56 
4.44 
4.02 

2  97 
3,28 
4.49 

3  23 
4.01 
3.72 
3.74 
3.  21 
3.C-0 

2.53 
3.41 
3.71 
3.79 
3.3G 

4. 25 
3.  33 

4  00 
3.72 

+0.86 
-0.38 
-0.  62 
+  0..51 
+  0.03 
1-0.51 

■+6.16 
+  0.90 
-0.17 
-0.37 
+  0.37 
-0.87 

+  0.85 
+0.  34 
-0.04 
+  0.05 

-1.00 
-1.20 
-0.20 
+0.  ,58 
-0.48 

+0.61 
-0.75 
-0.09 
-0.38 

0.90 
0.82 
l'.96 
1.18 
1.06 
1.23 
0.  98 
1,05 
0.91 
1. 15 
0.77 
1.64 
0.76 
11.87 
0.  76 
0.82 
1.17 
2  03 

0.69 
1.01 
1.18 
1.28 
1.28 

2.33 

i'os 

1  32 

T. 
■.•,,• 

T 
0.2 

t. 

T. 
T 

T. 

"6.'7 
2.0 
0.7 
0.5 

0 

t. 

0 

0 
T. 
0 

N.  E.  Power  Co. 

(J.  IL  Abbott 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Nt-shit  II.  BMUg.s 

Weston  K.  Lewis 

Water  W^oik.s 

Turners  Falls  P. &  U.Co. 

Edna  G.  Tyler 

L  C  Coates 

Stock  l.ridKo 

9wamps(i)tt 

TaniiloiiS 

Tnrners  Fall.* 

20 
28 
22 
26 

25 

4 
25 

9t 

Franklin    

Kanipshire 

Woro-stcr 

Hampden  

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

Webster  * 

13 
8 

'7' 
11 

10 
11 

22 

16 
15 

13 
24 
18 
13 
17 

■9 

nw 

nw. 

sw. 
nw. 

WestrtcMS  

44  6 
44.6 

42.2 

43.0 
44  0 

43.1 
43.4 
46.2 
4.5.4 
44.5 

-'2.' 7 

-  1.2 

-  0.9 

-  1.0 

-  2.2 

-  12 

-  1.0 

79 
82 

77 

30 
29 

■'29" 

21 

22 

"ii 

25 
25 

State  Sanatorium 
Weston  CoUew 
Met.  Water  Works 
Williams  College 

WilliamstiMvnS  ••■• 

4 

"h 

7 

6 
4 
12 
8 
7 

8 

4 
>, 

8 

11 

2 

9 
6 

13 

Worce.nerlalS 

79 
83 

61 
69 
80 
80 
80 

29 

30 
30 
30 

30 

24 
18 

31 
2.3 
29 
29 
23 

9 
24 

4 
9 
4 
4 
9 

Clifford  L.  Davis 

KhixU  IMmul 

Block  Island 

Kingston 

PawtiicketS 

Providence 

Newport 

Washington  .... 
Providence    .... 
Providence   .... 

26 
100 

97 
160 

56 
47 
44 
66 

U.S.  Weather  Bureau 
Agr.Rxp.  Station 
.lohn  W.  LoLan 
U.S.  Weather  Bnieau 

Coniiecliciit 

New  London  ... 

I,itclifield 

Fairfield 

Hartford 

140 

146 
262 

0 
0 
36 
0 

The  Baltic  Mills  Co. 

45.0 

■-'2.8 

38 

Water  Bureau.  Hartford 

BridgeportS....  ... 

BnrllDgtoii 

79 

21 

22 

2^2 

Brideeport  Hvdrinilic 
Water  Bureau,  Hartford 

See  page  24  for  explanation  of  reference  marks. 
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CLIMATO LOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,   1986 


Olimatologrical   Data 

for  April,  1936 

THinperaturo.  in  decrees  Fahrenlieit 

Preoipitation. 

lies 

N 

o.o 

days 

P.-C 

;^ 

g 

^ 

S 

» 

^ 

^^. 

stations 

(.nuiitles 

-_. 

o? 

"Si 

^f 

'I 

'"rf. 

■"t 

'"g 

HS 

5 

:■? 

Oliservers 

o 

u; 

^^1 
r 

i 

2 

1 

1 

22 

H 

5 

-  5 

1" 

1 

tt 

pu 

1 

■3  g 

Cnnnecliciit  Cont'<i 

New  London.... 

460 

50 

43.8 

-  2.4 

76 

30 

22 

25 

34 

1 

4.92 

+0.48 

2,81 

0 

12 

10 

9 

11 

w. 

Collinsville 

Cream  Hilltt 

Litohlield  

1,300 

41 

40.9 

-  2.4 

80 

30 

21 

4 

35 

41 

4.08 

+0.49 

1.59 

0.6 

14 

3 

19 

nw. 

C.L.GoUl                  * 

Hartford 

1.220 

n 

211 

-0  09 

14 

D.  N.  Gaines 

Falls  VillaKc§ 

Litchfield  

585 

2(1 

43.4 

-  1.2 

80 

29 

19 

9t 

39 

4fi 

3.65 

+0  28 

1.43 

0 

Ifi 

6 

6 

18 

Conn.  Power  Co. 

17 

s. 

U.  S.  Weather  iJnreau 
New  London  WaterWork 
B.  W.  McFarland 

l«?i'r".°":: 

178 

0 

5'' 

4.01 

-0.  24 

1.45 

0 

12 

New  Haven  .... 

200 

1 

44.7 

79 

30 

25 

9t 

39 

4.B3 

2  47 

'P. 

16 

6 

15 

9 

sw. 

U.S.  Weal  her  Uiireau 
Harry  G.  Tietjon 

New  London  

Newr.OMdon.... 

20 

m 

45.2 

-  1.4 

72 

30 

29 

4 

31 

(iO 

4.03 

+  0.27 

1.40 

0 

12 

6 

11 

13 

_ 

Norwalk  

Fairlicld 

116 

44 

45.9 

-  0.9 

80 

30 

24 

y 

39 

3.  99 

2.  in 

14 

10 

13 

7 

L.  M. Coins t<i(!k 

Old  fireenwipti  •■■■ 

Fnirlirld 

13 

0 

4 

3.74 

0,  85 

16 

12 

9 

1 

sw. 

J.  D.  MiicDoiuild 

Windliiim  

458 

0 

U  .S.  Dept.  of  Commerce 

Litoliliekl 

TollaiHl  

New  Haven  ..  . 

1,015 
610 
310 

2 

m 

49 

41.6 
43.1 

47.8 

■-■2.'2 
0.0 

77 
78 
85 

29t 
30 
30 

19 
22 

25 

9t 

25 
9 

38 
33 
42 

3 
44 
50 

4.01 
3  59 
3.79 

0.00 
-0.  07 

1.65 
1.43 

6.7 
T. 

0 

19 

15 
13 

13 

10 
10 

5 
3 

10 

12 
17 
10 

sw. 

Watprbury  

William  .1    r-H|.e 

West  Hrtrlland 

" 

.... 

3.85 

+0. 16 

"2.' si' 

0 
0.1 

12 
14 

Water  r.urcHU    Hartford 

44.4 

-  1.9 

86 

30 

19 

91 

42 

9 

13 

nw. 

Explanation  of  Reference  Marks  Used  on  Pag-eB  22,  2  3,  and  24. 

The  departures  from  the  normal  temperature  are  computed  from  the  avenifres  of  the  entire  period  for  stations  having  m  or  more  vears  of  ie(!ord.  Departures  of  pre- 
cipitation with  i.s  vears  or  more  of  record  are  computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period;  lor  stations  of  10  to  14  vears  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a.b.r,  appearing  ni  the  table  indicate  number  of  days  missiiif. ;  for  example,  i>  represents  two  days,  etc.        -UAlso 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Uureau.    ttl  Oherver  for  New  England  Power  Co.       I'   Precipitation  is  less  than  0.01  inch  rain  or  melted  1 

Jt  P().st-omce  ad(lre.sses  -f  tlu-sn  ^r-itions  are  as  foil. 
Millinocket;  Winslow,  WaleivHI.. :  N.-u-  li;nnpsliiic  Kiis 
field,  North  Stratford.  N.  H. ;  1  ■.,,  inv.  II.  M  nl.llelini  y  ;  Mays 
-Massachusetts-  Ashland,  f'l.irnnmh.nn  ,  lilne  Hill,  Milto 
Hill,    West  Cornwall;  Lane  K.juoin.ic,  New  L.iiKloii. 


,iiie-.\7,iscolios  Dam,  Wil.sou  Mills;  1 
l/ike.  I'ittsburg;  New  Durlnim,  Alton 
'.ilrairi.  Mass.;  Searshurg  Sta.,  Wilm 
iiiout,  South  ICgremont;  KalmnuMi,  11 


rassua  Dam,  Kock wood  ;  Hiram.  Wes 
I'iiiklian\  Notch,  (iorham  ;  York  I'Dnd 
igton;  Somerset.  Wilmington;  Venn 
tchville;  Lake  Coohituate,  Frainiiig 


Kipogenus  Dam 
"ermont— Hloom 
iiie  Falls,  Mass. 
inecticnt-Creaii 


Record  furnished  by  Massachusetts  Uep; 


entof  rublic  Health. 


1  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  35 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  pre.cipitation  recorded  is 
observations.         *••  Regular  Weather  Uureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  lo  midnight.  **  I'recipital  i 

recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.  T.  Precipitation  is  less  than  0.01 


riling;  the  1 


Explanation  of  Reference  Marks  Used  on  Pag-e  '. 
;imun»  then  read  is  charged  to  the  preceding  day,  on  wliic 


PUICSSIIRIC.  WIND.  HIIMIDI'IY.  AND  SUNS 


Atmospheric  Pressure 
'  reduced  to  sea  level  1 


Hel  alive 
Humidity 


Amherst 

Rlock  Island 

BlueHill 

Hoston   

RnrliiiKton  .. 

Eastporl 

Greenville... 

Hanover 

Hartford 

NantiK'ket     30.001 

New  Haven ;  30  03| 

North  field 29.97| 

I'ortland 29.  97| 

Providence 1  30.01 


29  95 
29  94I 
29.  95i 
29.97 


30.51 
M  53 
30.51 
30.  44 
,30.44 
,30.44 
30.  36 
30.45 
30  52 
311.53 
30.  55 
30  42 


29 

29  25 
29  25 
29.28 
29.  38 
29.41 
29  32 
29.  43 
29.37 
2 '.  35 
29.40 


12.3 
10.7 
12  0 


10  1 
8,5 
10.4 
12,7 


1936 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily 

Precipitation  for 

April. 

19G6 

Day  of  month 

- 

1|     2|     3|     i\     0 

6  1     7  1     8  1     9  1  10  j  11  1  12  1  13 

14  1  15  i   16  1  17  1  IS  1  19 

20 

21 

22 

23     24  1  25 

2b 

2/ 

28 

29 

30 

31 

H 

Maine 

Sastport"* 

:ilsworth 

Coast 

1  ; 

.23.  .02.... 

.... 

1        1        1 
.78'  .08|  .04|  T. 

.20  'I'.     .07   T. 

.02    .22I  .04    T. 

T. 

.01 

.19 

.J.... 

.18 

T. 

.35 

.06 

2.64 

do 

.ao;  .1 

1  ■?' 

.031  .291.... 

.  15!  .  39    .07  ... . 

.23    .441  .02:  .02 

2V 

,05 

.  12 

,01 

4.71 

Kenuebec 

rto 

I 

.22;  .45:  T. 
.42    .  63  . . . . 

.... 

6r 

.161   .59.... 
.10   .57  ... 

.10;  .15j  .341  T. 
.09    .59    .16,.... 

.44    .42;  .08!  .10 
.54    .34   T.  j.... 

T. 

.22 

36 

.02 

.06.... 
.07.... 

.04 
.04 

"T.- 

■.'i.s 

.11 
06 

4.10 

rarmington 

iardiiier 

Sreeiiville 

....;L2-i 

5.32 

....do 

....do 

•.-,- 

L6t 
1.0- 

.1; 

.32:... 
.50.... 

...1.33    .37.... 
.12    .07    .23  .... 

.05'  .50!  .Oil.... 
.32  .64    .16!  T- 

■f  ■ 

.13 
.13 

.01 
T. 

.05L.. 

.09 
.07 

T. 
.03 

,15 

.02 

.05 
.09 

.43i  .53 

T. 

.07 

4.(17 

St. John 

Kennebec 

',"oi 

.51i  .66   T. 

5S 

5C 

.65|... 
.52... 

...   1 10!.... 

■1'. 

....I  .5S 
.lOi  .78 

.11 

.14 

.0-2 

.03 

.05 

.15 
.11 

:::: 

.02 
.01 

.14 
.05 

.04 

.15 

3.54 

aekn.an 

.501  .8- 

1 

.07 

.11    .33 

4.03 

.94'  .4( 

....1.2 

.21 

.061  T. 

.40|     121.... 

.09|  .45 

.10 

.04 

.00 

.05 

.06 

4.22 

kladisuii 

Hillinocket 

Uiio  

Kennebec 

f enobscot   

.661  T. 
.04|  .05 

T. 

.80|  .17 

1 

.15 

\.0f 

.59,....    .08 

.251  .53 

.04 

.14 

.06 

.06 

.17 

.13 

4.34 

....do 

.47 

,4-'i 

1  ''"• 

l.K 

....I  .381.... 

.12 

.12 

.(i2 

.o; 

.2( 

.25 

.2(, 

.25 

4.34 

.7( 

.5: 

1..5-. 

.06 

.36,.... 

.08 

•,•*■- 

.4- 

.Ob 

.11 

.68 



.3( 

.Ob 

.05 

.07 

,5.41 

Penobscot   

.87 

.8,5 

.... 

.8,i 

.56 

.07 

T. 

.25 

.6: 

T. 

■I'. 

T. 

.16 

.3i 

.17 

.46 

Mt 

4.78 

'-•* 

Coast 

I  •?■( 

.» 

.9i 

.17 

.02 

.0^ 

.Ti 

.()■/ 

.1- 

.3,' 

.15 

.00 

.04 

.04 

4.54 

le 

.Ob 

.50 
91 

T 
17 

.... 

.2t 

\'m 

.29 
68 

.... 

.14 
.15 

■■(i,5 

.28 
.21 

.50 
.70 

'm 

.05 

'."19 

.12 

'.'i2 

.02 

.07 
19 

.26 

,2-? 

2.55 

,  Dam . 

Penobscot  

4.66 

Androscoggin   •••■ 

Kennebec 

St  John 

'.ai 

.75 

.22 

■.■36 

.82 
.38 

.57 
.37 

.02 
.65 

.06 

.44 

.17 

T. 

.20 

.47 
.44 

■[46 

.29 
.10 

■.'64 

.05 

■'is 

.04 

'1'. 

'i'. 

.05 
.09 

4.15 

.02^.86 

3.5*7 

.      ■ 

.43 

LOO 
L28 

.55 
.63 

.14 
.13 

.37 

■.'26 

■!24 

.78 
.25 

■■i'.' 

.20 
.13 

.08 
.15 

■.■■26 

.07 
.43 

.04 

.04 
T. 

••  

St  Croix  

....I  .Soj  .05 

4.64 

r.pshire 

.06    .76 

,08 

.2- 

.2: 

..52 

.05 

.06 

.2< 

.05 

■r. 

.,56 

.12 

■r. 

.06 

.11 

.O.', 

.06 

.Of 

r. 

.06 

.04^.... 

3.60 

"I", 

8< 

.3( 

,02 

2- 

.3: 

.06 

,0f 

,07 

.« 

.();■ 

.1^ 

'1'. 

T. 

T. 

T. 

.76!  .45 

l.Ot 

.12 

.12 

.21 

.,55 

.Oi 

.20 

.21 

.09 

.15 

.04 

.07 

,18 

4.23 

.11.  Lake.. 

Connecticut 

•1'. 

.2' 

06 

.If 

.6 

.7( 

AV 

.OS 

.1! 

.0;- 

'1'. 

.1-^ 

.6> 

.5C 

.31 

T. 

.12 

.05 

.Z 

■r. 

.11 

.32 

..52 

1 

5.73 

.84 
.50 

.24 
.15 

1.5a 
1.4.'i 

.23 
.,5h 

,1L 

.m 

.12 
.12 

.38 
.17 

.00 
.06 

.01 

.m 

■i'.' 

.14 

.07 

.42 
.31 

r.' 

't.' 

.10 
.24 

•f.- 

■r 

■f 

'\'.' 

.17 
.30 

4  37 

:   . 

3.98 

.ar) 

....do 

fit 

,25 

1.2( 

.U 

An 

.12 

.65 

.01 

.04 

.2^ 

.38 

•V. 

T. 

.11 

■I'. 

T. 

.02 

4.03 

....do 

.(V 

.07 

.7: 

.02 

.67 

1.0( 

.0^ 

..5^ 

.05 

.2;. 

.It 

.01 

.():- 

.lb 

.2C 

.02 

.04 

.Ot 

5.13 

Merrimac 

If 

7S 

61 

;M^ 

Ih 

21 

a5 

5f 

.  12 

0;- 

27 

Oh 

02 

05 

K 

05 

08 

0? 

3.61 

.68 
27 

1.04 

.75 
1  ,54 

2.00 
.3b 
30 

T. 

.14 
14 

.34 
.04 
T. 

.41 
.64 
T. 

■."67 

02 

■t.- 

■'1(1 

.55 
.42 
29 

T. 

■'i' ' 

■.'05 

.18 
.13 
19 

Connecticut 

Merrimac 

T. 

.16 

71 

.34 

IS 

■f.' 

r. 
■w 

■r. 

■'i'.' 

T 

05 

!3fi 

4  06 

4.15 

•  mt 

T. 

.11 

.,56 

.01 

1.08 

.06 

.,52 

.06 

.06 

07 

.05 

.19 

.13 

.31 

.20 

.or 

.01 

.17 

.02 

.08 

T. 

.03 

T. 

.02 

.60 

4.40 

:...        ..ro" 

....do 

9.< 

.95 

'I'. 

.7i 

.4; 

.0; 

T. 

.22 

.01 

5c 

.01 

.02 

.21 

.51 

.12 

.02 

A)-. 

T. 

■V. 

T. 

4.15 

Charaplain 

.,51 

.3; 

•i'. 

.3! 

.47 

T. 

.27 

.16 

.IV 

.27 

.01 

.05 

■r. 

.01 

.21 

.ir 

T. 

.24 

.24 

3.48 

,iv',  ;i-h  

.62 

.15 

1.45 

.K 

.i'i 

.1( 

.3( 

.07 

.01 

.Ir 

.22 

■r. 

.08 

.01 

■r. 

.21 

.02 

.01 

.01 

■r. 

.01 

.,57 

4.47 

K-    -■    . 

....do 

8? 

22 

02 

1.08 

.3( 

.22 

.(V 

.28 

.ov 

.01 

.2( 

.02 

.(i;- 

.3:- 

.02 

.04 

.3:J 

3.70 

jjl-av.all 

Chaniplf.in 

:i.T 

12 

.3f 

12 

.2:- 

.1^ 

,1( 

■1'. 

.2( 

3( 

■]• 

0' 

1;- 

,47 

3.49 

Igibiirg  Falls.... 

....do 

.60 

.45 

..,. 

.,57 

,,5! 

.!( 

.IS 

.6): 

L26 

.,52 

.02 

.01 

T. 

T. 

.2f 

.38 

.IS 

.4;^ 

6.52 

St.  Lawrence 

•]■. 

.3<i 

•1'. 

32 

.31 

.U 

.22 

.ot 

02 

.2^ 

.2( 

M. 

15 

.01 

r. 

.04 

.13 

.(»;• 

.151 

.!(, 

4.97 

^HhKpiii***  . 

Champlain 

.51 

.0 

.02 

'I'. 

1.3( 

.•M 

.0^ 

'1'. 

.11 

.35 

.08 

.07 

.U 

.15 

.01 

.22 

T. 

.01 

T, 

.06 

.35 

.02 

3.97 

....do 

a( 

26 

r 

1  2^ 

3( 

1; 

V 

12 

01 

'1' 

(»;■ 

21 

,0^ 

2h 

2? 

27 

06 

62 

4  37 

Hkllinn" 

|lO)fn«hnrY . 

.23 

.64 

T. 

..54 

.05 

..57 

.05 

.11 

.15 

.01 

.20 

.13 

.07 

.01 

.19 

'I'. 

.02 

T. 

'1'. 

.05 

.19 

3.21 

^E>nia».H 

....do 

.ir 

.If 

.9; 

.o;i 

l.K 

5' 

.4f 

.0- 

.U 

.21 

.3C 

.01 

.3( 

.35 

.Oil 

.11 

.0;- 

.26 

.11 

.02 

.O'i 

.34 

5.86 

^■RnrlrB** 

....do 

•jf 

07 

65 

20 

.1? 

.82 

.62 

.06 

.0' 

.12i  .IS 

.2( 

.4;i 

.16 

.04 

.06 

.12 

.1( 

.06 

.  15 

.(H 

5.06 

^djtock 

....do 

.44 

.20 

.01 

L57 

.37 

.21 

.07 

.32 

.08 

.03 

.08 

.32 

T. 

■r. 

.24 

T. 

T. 

■r. 

'1'. 

.30 

4.27 
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^E_i. 

.55 
I   04 

.29 

10 

.06 

L17 

84 

.09 
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.02 
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.06 

.14 

38 
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,32 
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.09 

T. 

0' 
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05 

.13 

T 

ni 

.03 

.04 
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T. 
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T. 
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.21 

.25 

.03 

.10 

.11 

.07 

.04 

2. 53 

ingston 

rovidence*" 

....do 

....do 

.831  .06 
.99I  .04 

1.01 
L27 

.09 
.07 

.02 

■.■06 

.42 
.26 

.26 
,62 

.21 
.19 

.21 
.05 

•v.' 

.03 
.08 

.15 

.12 

.11 

■'i'.' 

x.' 

.01 

r. 

,04 

3.79 

r.vuieclicilt 

1 

::;i::::::::i 

Coast 

...do.... 

021.98 

.11 
.14 

T. 

'.■36 
.09 

T. 

.40 
.46 
.23 
.26 

.17 

.■41 

■.'64 

.15 
.07 
.26 

.02 

■.'68 

.26 
.21 

.27 
.22 

.07 

■."io 

.16 

.10 

!lO 
.08 

.05 

.07 
.16 

■t.' 

.14 
.12 
.03 

4.00 

'il 

T. 
.11 

f.' 

T. 

■.'62 

''0,5 

.15 

.09 

.... 

■  ind".  ..1 

11 

.90 

3.97 

....do 

r 

.41    .22 

.071.12 

.05 

■1'. 

.1(1 

.  14 

.63 

.01 

.06 

■r. 

.  18 

.03 

.03 

.12 

.02 

T. 

.02 

3.21 

..,,»•»        1 

Coast 

04 

..34   .15 

.23,1.48 

.12 

T. 

.27 

.15 

.13 

.02    .04 

.04 

.17 

.09 

T. 

T. 

07 

T. 

12 

3.46 

....do 

.76  .06 

...!l.40 

.12 

T. 

.32 

.43 

.10 

.26 

.13 

,10 

.13 

.22 

4.03 

.47, 

•.f-.^" 

.13 

* 

.46 

.23 

' 

.26 

* 

.13 

06 

.04 

.11 

Quinebaug 

.... 

Ailta 

,aterbary i 

.34    .38 
.32    .28 

...1.43 
...1.72 

.ii 

.09 

'1'. 
.03 

.29 
.38 

.44    .01 

.04 
.05 

.02 

.17 
.19 

.:::: 

T. 

■r. 

.04 

:S^i:::: 

.11 
.06 

.02 

i?^ 

3.  .59 

Coast 

3.79 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April, 


-Daily  Temperatures  for  April.  1936 

Day 

of  Month 

station 

Mea 

1 

' 

S 

4 

5 

6 

" 

8 

J_ 

10 

11. 

^ 

_!i 

15 

16 

18 

_^ 

20 

— 

IL 

23 

24 

25 

IL 

27 

^ 

^ 

30  1  31 

Muine 
Bar  llarbor  (near).  ... 

)  Maximum... 

1 
42  39 

37 

38 

41 

48 

48 

42 

46 

42 

38 

32 

41 

~. 

36 

1 
43i  45 

49 

50 

48 

46 

51 

44 

45 

49 

51 

48 

62 

65 

45. 

(  Minimum.... 

2'2'  29 

29 

25 

23 

34 

35 

3C 

27 

3G 

29 

22 

3i 

30 

29 

31 

31 

HO 

31 

36 

3b 

30 

28 

32 

25 

27 

32 

41 

50 

Eastport  

i  Maximum.  •• 

41) 

35 

39 

39 

41 

49 

47 

40 

51 

•12 

39 

34 

37 

43 

43 

40 

44,  51 

52 

49!  44 

4- 

50 

47 

47 

48 

44 

49 

50 

44. 

(  Miuinumi.... 

30 

32 

33 

30 

28 

36 

33 

29 

31 

31 

31 

29 

31 

31 

33 

33 

35 

34 

36 

40 

35 

34 

331  30 

27 

35 

33 

34 

40 

41 

3.J. 

GreoHville  

\  Maximum  .  ■• 

34 

30 

35 

32 

•12 

4t 

4b 

39 

4b 

45 

3b 

35 

3b 

41 

3( 

41 

47 

44 

46 

38 

36 

45 

37 

49 

45 

54 

4» 

63 

73 

42. 

(  Minimum.... 

22 

24 

27 

22 

lb 

30 

29 

26 

24 

32 

26 

25 

26 

29 

25 

30 

31 

33 

36 

34 

27 

25 

30 

2b 

18 

32 

28 

30 

40 

50 

28. 

Houlton  

(  Maximum... 

39 

40 

40 

35 

43i  46 

50 

35 

45 

51 

45i  39 

34 

42 

40 

39 

45 

45 

46!  50!  42 

42 

49 

48 

47 

55 

53 

61 

75 

45. 

(  Minimum.... 

25 

26 

25 

25 

21 

30 

32 

26 

25 

34 

28 

25 

28 

29 

27 

2b 

31 

30 

38l  27 

28 

27 

28 

2; 

22 

27 

32 

41 

57 

29. 

Lewistoii  

SMaxinuim  ... 

45 

34 

42 

40 

48 

53 

41 

44 

54 

50 

40 

3» 

46 

52 

41 

47 

44 

63 

55 

50 

45 

49 

54 

43 

54 

54 

60 

50 

70 

82 

49. 

(  Mininnim.-.. 

30 

32 

30 

28 

37 

32 

31 

30 

40 

33 

3! 

32 

34 

.0 

34 

36 

33 

36!  36 

3( 

34 

3b 

31 

28 

36 

32 

33 

46 

53 

33. 

Milliiiocket 

\  Maximum... 

4U 

35 

3b 

35 

44 

•18 

48 

4: 

47 

53 

51 

34 

4{ 

43 

49 

45 

43 

60 

53 

53 

47 

41 

51 

48 

61 

49 

55 

53 

66 

76 

47. 

(  MiniuuHii.... 

25 

26 

29 

25 

21 

31 

34 

28 

2( 

34 

28 

27 

30 

34 

27 

32 

32 

33 

3r 

38 

28 

28 

30 

30 

23 

35 

31 

31 

41 

47 

30. 

OUUowii  

)  Maxiuuim... 

41) 

38 

38 

40 

i=> 

51 

49 

47 

62 

51 

45 

38 

40 

45 

51 

40 

46 

53 

5L 

52 

60 

47 

5j 

52 

52 

52 

55 

55 

69 

73 

49. 

<  Minimum.... 

30 

32 

27 

25 

34 

37 

30 

29 

29 

31 

34 

30 

33 

33 

35 

40 

36 

32 

32 

33 

26 

36 

35 

32 

44 

51 

Porlland  

\  Maxinuim... 

4b 

36 

44 

42 

44 

52 

46 

4b 

63 

a. 

41 

38 

4b 

55 

41 

50 

48 

55 

55 

52 

49 

51 

51 

44 

47 

55 

48 

49 

66 

74 

48! 

'  Mininnim-... 

32 

33 

28 

32 

38 

34 

34 

33 

39 

34 

?c 

34 

39 

35 

35 

37 

37 

37 

41 

40 

36 

34 

33 

30 

39 

36 

37 

46 

53 

36. 

Rmnford  

S  Maxinuim... 

42 

35 

3£ 

35 

4b 

53 

47 

40 

51 

47 

42 

46 

52 

41 

41 

43 

50 

51 

49 

41 

44 

50 

42 

54 

52 

59 

55 

72 

73 

47. 

(Minimum.... 

25 

29 

27 

25 

26 

32 

32 

27 

25 

35 

31 

31 

30 

28 

31 

3b 

34 

35 

32 

31 

31 

31 

25 

34 

30 

44 

52 

31. 

Van  Biiren 

;  .Maximum... 
)  Minimum.... 

Winslow  

\  .Maximum  .  •. 

49 

■14 

4i 

40 

18 

si 

52 

48 

51 

.52 

50 

39 

48 

55 

52 

4b 

■16 

56 

56 

hi 

50 

■47 

55 

63 

54 

54 

60 

ei 

71 

78 

51.' c 

(  Minimum.... 

■li. 

33 

30 

26 

25 

34 

36 

30 

27 

36 

32 

29 

30 

33 

28 

31 

34 

31 

32 

38 

31 

32 

33 

31 

22 

33 

30 

30 

44 

49 

31.  < 

New  Hnmp 

<hire 

Berlin  II 

i  Maximum... 

39 

35 

38 

37 

42 

57 

45 

39 

45 

46 

38 

37 

41 

49 

39 

42 

41 

45 

46 

44 

42 

41 

48 

39 

54 

50 

60 

56 

7j 

74 

46. C 

/Minimum.... 

22 

25 

30 

22 

22 

32 

32 

28 

20 

34 

35 

29 

28 

31 

28 

30 

32 

35 

33 

31 

29 

27 

29 

27 

18 

36 

28 

45 

63 

30. 

Concord 

)  .Maximum  ... 

45 

36 

41 

43 

52 

59 

47 

45 

57 

46 

41 

41 

48 

56 

42 

49 

48 

51 

50 

56 

54 

49 

67 

45 

57 

62 

62 

81 

82 

51. < 

1  Minimum.... 

31 

29 

30 

27 

30 

39 

33 

32 

29 

36 

33 

32 

34 

34 

36 

33 

35 

34 

34 

35 

39 

34 

32 

3.^ 

o- 

39 

34 

34 

52 

56 

34.! 

Dnrliam 

)  Maximum... 

51 

42 

42 

47 

54 

61 

58 

62 

60 

54 

43 

44 

47 

58 

45 

51 

48 

56 

67 

68 

57 

54 

60 

57 

51 

59 

54 

63 

80 

81 

54.! 

(Minimum.... 

31 

27 

29 

31 

30 

36 

25 

33 

31 

32 

30 

28 

35 

33 

29 

31 

30 

37 

31 

25 

36 

20 

40 

27 

25 

49 

53 

32. 

First  Conn.  Lake 

j  .Maximum  ... 

32 

30 

35 

27 

40 

5C 

42 

34 

40 

4a 

39 

33 

40 

45 

41 

35 

33 

40 

39 

40 

39 

37 

40 

32 

48 

45 

52 

47 

62 

69 

4L 

)  Minimum.... 

1- 

25 

25 

15 

10 

31 

23 

23 

16 

31 

30 

24 

26 

28 

24 

28 

30 

30 

30 

30 

29 

22 

21 

22 

11 

32 

26 

29 

44 

25. 

Keene(near) 

)  Jlaximum.  .. 

45 

37 

41 

44 

52 

56 

52 

46 

56 

50 

47 

43 

49 

56 

46 

48 

46 

48 

47 

57 

62 

48 

57 

50 

56 

58 

63 

60 

79 

79 

52. 

(Minimum.... 

25 

31 

32 

25 

27 

37 

32 

29 

21 

35 

36 

32 

35 

27 

30 

33 

36 

25 

31 

26 

42 

28 

19 

33 

17 

39 

23 

27 

49 

52 

31. 

P).vmoutli 

(  .Maximum... 

43 

35 

36 

38 

50 

58 

52 

40 

51 

50 

43 

42 

45 

52 

41 

48 

44 

51 

52 

53 

47 

49 

53 

46 

59 

63 

66 

61 

74 

80 

50. 

(Minimum.... 

24 

26 

30 

22 

22 

30 

30 

28 

22 

30 

28 

30 

28 

26 

29 

33 

31 

35 

32 

36 

30 

26 

30 

20 

35 

29 

24 

42 

52 

'.'. 

29. 

Vermon 
Biu!i;igton 

J  Maximum... 

37 

38 

38 

40 

50 

55 

41 

43 

49 

48 

44 

43 

44 

52 

51 

44 

42 

46 

46 

52 

47 

46 

47 

41 

52 

49 

57 

60 

70 

73 

48. 

f  Minimum.... 

2-1 

30 

28 

25 

28 

3^ 

31 

31 

31 

36 

35 

32 

33 

32 

40 

38 

35 

36 

38 

36 

35 

32 

32 

29 

24 

36 

28 

45 

*5 

58 

34. 

Newport  

\  Maximum.  .. 

34 

36 

48 

33 

49 

44 

44 

40 

46 

50 

46 

36 

43 

41 

44 

39 

38 

46 

44 

46 

48 

45 

47 

46 

50 

48 

45 

55 

68 

45, 

(  Minimum  — 

21 

26 

20 

29 

24 

33 

26 

32 

31 

30 

32 

29 

31 

32 

31 

34 

33 

34 

35 

34 

31 

29 

26 

35 

32 

25 

48 

55 

31, 

Nortlitiekl 

;  Maximum... 

3» 

35 

.36 

38 

46 

58 

43 

43 

51 

45 

40 

39 

41 

51 

41 

41 

38 

47 

44 

51 

49 

44 

48 

38 

51 

52 

59 

60 

74 

73 

47, 

i  Minimum.  .. 

2-1 

29 

24 

23 

25 

33 

32 

27 

27 

34 

33 

30 

35 

29 

31 

33 

32 

30 

36 

32 

33 

30 

25 

24 

20 

33 

28 

39 

49 

59 

31. 

RiitUiiid  

)  Maximum... 

41 

39 

37 

42 

50 

54 

53 

41 

52 

48 

44 

45 

44 

55 

66 

46 

41 

42 

45 

53 

51 

47 

52 

52 

49 

51 

60 

63 

80 

80 

50. 

(Minimum-... 

25 

31 

31 

23 

28 

37 

30 

29 

27 

34 

38 

32 

35 

38 

35 

35 

34 

35 

35 

42 

32 

24 

33 

22 

44 

27 

37 

54 

59 

St.  Albans 

*  Maximum... 
(  Minimum 

St.  Jolmsbiiry  

j  Maximum.  .- 

■40 

39 

39 

37 

49 

57 

57 

40 

49 

49 

48 

38 

43 

5i 

50 

43 

41 

44 

47 

5i 

48 

46 

49 

45 

55 

52 

59 

57 

68 

76 

48." 

i  Minimum.... 

24 

28 

32 

24 

23 

33 

29 

24 

36 

31 

36 

32 

30 

S3 

36 

36 

34 

30 

27 

27 

20 

42 

25 

38 

48 

57 

32. 

W.iodstock  

)  Maximum... 

45 

40 

41 

41 

49 

57 

53 

45 

52 

49 

43 

41 

47 

56 

56 

44 

40 

50 

48 

65 

47 

47 

54 

47 

56 

57 

62 

63 

76 

76 

51. 

(  .Minimum  — 

25 

28 

32 

23 

22 

33 

30 

30 

26 

34 

35 

31 

35 

27 

30 

34 

28 

36 

31 

41 

32 

21 

30 

17 

21 

34 

48 

54 

31. 

MtmachHselts 

An^.berst 

I  Maximum... 

48 

36 

40 

42 

51 

58 

41 

45 

5,5 

46 

42 

45 

49 

58 

49 

49 

45 

48 

49 

58 

62 

47 

59 

50 

55 

57 

68 

62 

79 

77 

52 

i  Minimum.... 

30 

33 

30 

28 

32 

40 

35 

29 

26 

36 

37 

34 

35 

30 

40 

37 

37 

36 

32 

;^3 

40 

32 

26 

32 

26 

40 

29 

37 

61 

56 

34. 

Boston 

(Ma.Kimum... 

48 

39 

46 

46 

53 

58 

47 

47 

56 

42 

41 

39 

46 

60 

46 

52 

50 

61 

54 

59 

70 

51 

59 

48 

51 

69 

49 

59 

76 

80 

52. 

(  Minimum.... 

33 

33 

29 

35 

42 

38 

34 

32 

38 

35 

35 

36 

38 

39 

38 

39 

39 

39 

39 

43 

37 

33 

36 

32 

42 

38 

37 

54 

58 

37, 

, 

(  Jlaximum  ... 

5.5 

45 

47 

43 

51 

60 

54 

48 

54 

49 

41 

41 

45 

63 

59 

56 

52 

52 

66 

59 

70 

70 

61 

60 

65 

52 

59 

63 

74 

80 

55, 

(Minimum.... 

30 

32 

34 

28 

32 

44 

40 

32 

28 

35 

37 

33 

34 

34 

37 

37 

36 

33 

34 

36 

il 

35 

31 

38 

30 

35 

32 

49 

54 

35 

Concord 

)  Maximum... 

50 

39 

42 

45 

54 

57 

44 

47 

56 

43 

41 

43 

47 

60 

46 

52 

48 

51 

52 

68 

l',7 

"1 

55 

58 

60 

62 

82 

82 

53 

1  Minimum.... 

30 

33 

31 

27 

31 

40 

36 

31 

27 

36 

34 

33 

34 

33 

34 

37 

37 

36 

35 

32 

24 

28 

32 

55 

57 

34 

East  WareliamI' 

)  Maximum... 

47 

42 

51 

49 

52 

53 

45 

50 

51 

42 

45 

43 

46 

60 

50 

60 

53 

51 

65 

1 

,=,() 

49 

52 

57 

67 

63 

52 

(  Minimum.... 

30 

36 

37 

30 

28 

41 

42 

33 

24 

38 

40 

a5 

30 

34 

33 

37 

36 

32 

.]_ 

24 

39 

28 

34 

42 

50 

34 

Fall  River 

S  Maximum... 

61 

41 

48 

46 

51 

54 

48 

49 

50 

44 

42 

45 

43 

59 

48 

54 

50 

53 

55 

66 

C.-. 

■y-j 

48 

53 

55 

58 

68 

73 

52 

(Minimum.... 

32 

34 

35 

29 

33 

41 

37 

33 

30 

36 

38 

35 

34 

34 

39 

37 

38 

38 

35 

36 

41 

34 

30 

32 

29 

39 

34 

36 

50 

64 

36 

Fitchburg  

(Maximum... 

50 

40 

41 

44 

54 

59 

52 

47 

55 

50 

42 

41 

48 

60 

62 

50 

50 

51 

52 

59 

66 

49 

59 

52 

55 

57 

62 

62 

83 

80 

54 

(  Jlinimura 

27 

31 

32 

26 

29 

37 

34 

31 

26 

35 

34 

32 

33 

31 

34 

35 

34 

35 

35 

32 

43 

30 

30 

35 

25 

40 

25 

35 

53 

60 

34 

Lawrence 

S  Maximum... 

45 

38 

45 

51 

58 

51 

47 

56 

46 

46 

40 

47 

56 

42 

51 

47 

51 

52 

56 

62 

52 

57 

56 

60 

67 

57 

60 

80 

79 

52 

(Minimum.... 

29 

31 

31 

26 

31 

31 

31 

28 

35 

34 

32 

32 

33 

37 

36 

34 

35 

34 

42 

34 

29 

35 

26 

40 

34 

32 

52 

51 

34 

Nantucket 

Maximum... 

43 

51 

45 

42 

48 

52 

45 

49 

48 

46 

44 

43 

45 

51 

50 

56 

48 

49 

51 

52 

67 

49 

62 

48 

47 

54 

48 

55 

62 

64 

49 

(Minimum.... 

35 

39 

37 

32 

36 

42 

40 

37 

34 

40 

39 

38 

36 

40 

42 

42 

42 

41 

38 

40 

45 

40 

39 

38 

37 

42 

37 

35 

49 

60 

Stockbridge  

j  Maximum.  .• 

46 

40 

40 

50 

60 

41 

38 

51 

47 

41 

45 

45 

64 
31 

54 

49 

43 

43 

44 

58 

65 

43 

54 

46 

53 

51 

61 

64 

77 

75 

5( 

(  Minimum.... 

26 

31 

28 

24 

28 

3S 

32 

27 

21 

33 

33 

32 

38 

30 

39 

35 

35 

35 

29 

38 

29 

33 

20 

26 

37 

50 

56 

3! 

Williamstown 

)  Ma.vimum... 

42 

41 

37 

39 

50 

59 

42 

39 

52 

45 

43 

47 

50 

54 

60 

45 

40 

45 

45 

56 

54 

41 

52 

47 

53 

52 

61 

77 

75 

(Minimum 

2S 

31 

25 

28 

33 

29 

24 

36 

38 

33 

39 

31 

38 

36 

36 

36 

36 

36 

40 

31 

27 

34 

23 

42 

30 

41 

62 

52 

3 

Worcester 

(Maximum... 

50 

44 

40 

42 

51 

56 

56 

45 

54 

43 

40 

40 

47 

57 

48 

51 

46 

46 

51 

55 

69 

48 

58 

47 

54 

55 

61 

59 

79 

79 

5 

(Minimum.... 

28 

32 

32 

25 

29 

38 

34 

30 

24 

35 

34 

31 

34 

31 

34 

35 

35 

34 

34 

35 

41 

30 

29 

35 

27 

40 

27 

Z-6 

51 

54 

Rho^le  Jd, 

H'( 

Block  Island 

)  Maximum  .  . . 

42 

42 

44 

42 

46 

51 

46 

46 

48 

44 

42 

4^1 

46 

51 

49 

54 

48 

48 

50 

51 

54 

47 

49 

51 

46 

51 

49 

b1 

60 

61 

(  Minimum.... 

34 

37 

35 

31 

36 

41 

39 

33 

32 

37 

37 

37 

36 

37 

40 

39 

39 

40 

38 

40 

41 

37 

35 

37 

33 

43 

38 

37 

47 

48 

3 

Kingston 

)  Maximum... 

53 

40 

49 

45 

48 

52 

52 

48 

.50 

45 

46 

44 

46 

57 

54 

69 

51 

49 

56 

56 

68 

62 

53 

52 

51 

66 

55 

57 

65 

69 

5 

(  Minimum.... 

30 

34 

34 

29 

40 

40 

33 

36 

39 

35 

34 

27 

35 

44 

37 

35 

31 

29 

40 

33 

26 

31 

24 

38 

27 

28 

47 

49 

Providence 

(  Maximum  . . . 

50 

40 

47 

45 

51 

56 

47 

48 

55 

45 

42 

44 

45 

58 

48 

57 

49 

51 

56 

59 

73 

51 

58 

50 

49 

57 

59 

60 

75 

80 

(Minimum.... 

32 

34 

32 

29 

35 

42 

38 

32 

33 

38 

36 

35 

35 

35 

40 

39 

38 

39 

36 

39 

43 

35 

33 

35 

32 

43 

36 

38 

52 

53 

Conntci'iL 

Ill 

Cream  Hill 

J  Maximum  . .. 

46 

40 

37 

39 

45 

60 

60 

36 

40 

43 

46 

41 

40 

51 

61 

48 

41 

40 

40 

68 

46 

54 

44 

62 

53 

62 

62 

76 

80 

(  Minimum 

22 

27 

29 

21 

28 

35 

36 

23 

23 

30 

34 

29 

34 

29 

45 

34 

30 

31 

31 

31 

41 

25 

24 

30 

23 

35 

27 

32 

47 

55 

Hartford 

(Maximum... 

50 

40 

44 

46 

49 

58 

46 

46 

52 

49 

43 

45 

47 

59 

51 

55 

47 

48 

61 

58 

76 

60 

60 

52 

52 

57 

63 

61 

76 

78 

(Minimum.... 

32 

35 

33 

30 

36 

44 

38 

32 

30 

36 

36 

40 

38 

43 

40 

39 

38 

39 

38 

41 

34 

33 

37 

32 

43 

37 

39 

63 

56 

New  Haven 

(  Maximum .  .. 

48 

42 

44 

47 

47 

57 

47 

48 

51 

50 

45 

43 

45 

59 

55 

66 

48 

49 

51 

57 

78 

53 

51 

47 

55 

70 

(  >Iinimnm 

34 

37 

33 

30 

38 

43 

40 

31 

37 

37 

40 

39 

44 

42 

40 

40 

38 

41 

43 

36 

33 

40 

34 

45 

40 

42 

50 

62 

New  London  

(Maximum... 

52 

42 

47 

48 

47 

5« 

52 

47 

50 

51 

43 

49 

60 

53 

60 

52 

53 

50 

58 

69 

51 

49 

53 

51 

58 

66 

66 

68 

72 

(Minimum.... 

33 

35 

38 

29 

36 

36 

40 

31 

32 

36 

37 

35 

36 

43 

36 

38 

40 

37 

40 

38 

35 

32 

40 

32 

37 

40 

39 

47 

50 

Norwalk 

(  Maximv.ra  ... 

52 

42 

45 

48 

52 

62 

56 

47 

50 

52 

48 

48 

45 

62 

58 

52 

52 

52 

63 

79 

55 

58 

64 

55 

63 

62 

65 

76 

80 

(Minimum.... 

30 

36 

36 

28 

30 

42 

39 

29 

24 

35 

41 

37 

39 

31 

44 

44 

37 

36 

28 

33 

40 

32 

26 

33 

26 

43 

27 

35 

45 

49 

Putnam 

(  Maximum  .  . . 
(Minimum.... 

.. 

' 

■ 

•• 

Seepage  24  for  explanation  of  reference  marltg. 
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GENERAL  SUmMARY 

The  warmest  Maj' since  1918  occurred  in  1936,  and  this  tem- 
perature record  has  been  exceeded  but  a  few  times  since  1888. 
There  were  brief  cool  periods  toward  the  end  of  the  .second, 
third  and  final  weeks  of  month.  The  earlj-  part  of  the  month 
was  so  warm  that  vegetation  made  more  rapid  advance  than 
usual,  and  early  orchard  bloom  was  in  a  susceptible  stage  when 
frosts  occurred  in  mid-May,  with  decidedly  damaging  results. 
Early  in  the  fourth  week  in  northeastern  ]\Iaine  the  progress  of 
crop  growth,  vegetation  and  out-door  work  was  hindered  by 
freezing  weather  and  snow  flurries.  Rainfall  was  generally  ad- 
equate throughout  the  northern  division  of  the  Section  except 
the  coast  region,  and  crop  conditions  were  satisfactory,  but 
along  the  coast  and  especially  in  the  southern  division,  lack  of 
rain  was  becoming  a  somewhat  adverse  factor  toward  the  close 
of  the  month.  Taldng  all  factors  into  consideration  the  weather 
during  the  month  was  generally  favoralile  in  its  orderly  advance 
toward  summer. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
97  records,  was  57.6°,  wliich  is  2.5°  above  the  mean  for  tiie 
past  49  years;  the  average  temperature  for  the  northern  division 
was  55.6° ;  for  the  southern  division,  59.5°.  The  liighest  month- 
iy  mean  was  64.2"  at  Waterbury,  Conn.;  the  lowest  was  47.6° 
at  Eastport,  Me.  The  highest  recorded  was  97°  at  Franklin, 
N.  H.,  on  the  8th,  and  at  Springfield,  Mass  ,  on  the  9th;  the 
lowest  was  18°  at  First  Connecticut  Lake,  N.  H.,  on  the  16th. 
The  greatest  monthly  range  was  71°  at  Franklin,  N.  H.,  and 
Chelsea,  Vt.;  the  least  was  32°  at  Block  Island,  R.  I.  The 
greatest  daily  range  was  59°  at  Plymouth,  N.  H.,  on  tlie  23d, 
and  Brattleboro,  Vt.,  on  the  17th, 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
ISU  records,  was  2  81  inches,  which  is  0.51  inch  below  the 
mean  for  the  past  49  years;  the  average  precipitation  for  tlie 
northern  division  was  3.19  inclies;  for  the  southern  division, 
2.44  inches.  The  greatest  monthly  amount  reported  was  6.51 
inches  at  Fort  Fairfield,  Me.;  the  least  was  0.87  inch  at  Nan- 
tucket, Mass  The  greatest  amount  in  24  hours  was  2.45  inch- 
es at  Norwalk,  Conn.,  on  the  13th.  The  average  nunil)er  of 
dnys  with  .01  inch  or  more  of  precipitation  was  11,  which  is 
the  normal  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  115  records, 
'  was  southwest.  The  average  velocity,  based  on  the  records  at 
'  14  stations  was  10.2  mile.-;  per  hour,  which  is  1.1  miles  per  hour 

below  the  mean . 
;      The  sunshine,  based  on  the  records  at  11   stations,  averaged 
I  67  percent  of  the  po.ssible  amount,  which  is  11   percent  above 
!  the  mean 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
1  tion,  based  on  125  records,  was  14  clear;  9  partly  cloudy;  and 
\  8  cloudy  days. 

I      The  monthly  relative  humidity,  based  on  the  S  a.  m.,  and  8 
;  p.  m.,  observations  at  11  stations,  was  71  percent,  which  is  5 

percent  l)elow  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOM^^A 

^Hroras.— 14th,  20th.  '/    ^f 

Halos,  lunar. — 6-7th.  ^Uf'/'^fn, 

Halos.  solar— o-GtU,  8-9th,  12-13th,  16-22d,  25-2«th. 

Hail.  —  (dates  and  general  location) —  11th,  northeastern 
Maine;  13th,  northern  Vermont ;  17th,  northeastern  INIassachu- 
setts  and  northwestern  Maine;  21st  and  25th,  northeastern 
Maine;  27th,  eastern  Massachusetts;  28th,  Cape  Ann. 

Thiinderstonns — (dates  and  general  location) —  2d,  northern 
New  England;  3d,  general ;  4th,  ]\hissachusetts,  southern  Maine, 
northeastern  New  Hampshire;  8th,  Maine  and  New  Hampshire; 
9th,  central  Maine,  Connecticut,  Rhode  Island;  11th,  northern 
New  England;  12-13th,  general;  ]4-15th,  widely  scattered; 
17th,  northern  New  England;  18-19th,  general;  20-22d,  24- 
25th,  scattered  over  southern  New  England;  27th,  general. 

Foff,  dense. —\-oth,  9th,  ll-]4th,  17-19th,  27th. 

Frosts. — Heavy  or  killing  fr(  sts  occurred  in  central  Maine  on 
the  6th  and  10th;  killing  frosts  generally  on  the  15-16th;  in 
portions  of  Maine  and  New  Hampshire  on  the  17th  and  18th; 
in  all  sections  on  the  21-22d;  and  in  southwestern  Connecticut 
on  the  29th. 

Sleet.  —  (dates  and  general  location)  —  16th,  central  Maine. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermoni;;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May,  1986 


Climatolog'ical   Bata  for  May,  1936 


Temperature,  In  degrees  Fahrenheit 


Precipitation,  in  inches 


MiU}ie 

Bangor §  

Bar  liiuljor  (uei 
Brassua  DamU 

Kastporl  

East  VVinthrop. 

Kllswortli  

Eustis 

Fariningloii"-- 
Ft.KairlielU  (near) 

Gardiner 

Greenville 

Hiranitt 

Uoulton 

Jacknian 

Lewiston 

Lincoln 

Machias 

MadisonS 

Middledain 

Millinockel§  

Milo 

Moosehead 

North  Bridgton.. 

Oldtown 

Orono. 

Portlnn.l 

PresfjiR-  Isle 

RipogenusDaiiiU 

Ruinlonl 

The  Forks 

Upper  lJ;nn 

Van  BnriMi 

Wiiislowi:§ 

Woodlands 

For  Statu      ■■ 
Neiii  Hniiipahire 


Berlin    

Bethlehem — 

Concord    

Dixville  Notch  .... 

Uurhani    

Errolg    

Fir.'it  Conn.  LakeU 


Franklin  ... 
Glenclill  ... 
Hampton- ■• 
Hanover  g 
Keeneniear: 
Lakeport  ■•  . 
Lincoln-.  . 
Manchester. 


Milan 

Nashna  § 

New  DiirhaniJt  — 

Newport  

PinldiiiinNotchJt.. 

Plymouth 

West  Stewartstown 
Wolfboro  Falls---- 

York  Pond  

For  State     -  -  -  - 


Mt-  Washington  t 


BemiinKtoii- 
Bloomtieldll 
BrattleboroS 


?ton 


Cavendish 

Chelsea 

CornwalUJ 

Craftsbury  Com.. 

East  Barnet 

East  Ryegate 

Enosburg  Falls... 

Gilnian  

Mays.MilUI 

Newfane 

Newport  

Northlleld 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbnry 

Searsburg  Mt 

Searshnrg  Sta-tt.- 

Somersettl 

VernonttS 

WestBnrke 


Franklin.... 
Franklin.. 
Aroostook  • 
Kennebec- - 
Pi.scataquis 
Cmnbcrlan 
Aroostook  . 


OKBl 


jcrland. 

l)SCOt  •-. 
bscot  •■■ 


Coos . . . 
Grafton 
llerrini 


Merrimack... 
Grafton  ..... 
Itockingham . 

Grafton  

(■hcshire 

Belknap . 

Grafton  

Hillsboro 


Hillsboro. 
Strallord  - 
Sullivan. 
Coos ■  ■ .  - 
Grafton- . 
Coos-..  . 
Carroll  . . 
Coos    .... 


ICssex 

Windham 
Chiltendei 


Isor- 


Oran? 
Ad<lison  ■■■ 

Orleans 

Caledonia  . 
Caledonia  . 
Franklin  .. 


sex  ■ 


Windham.. 


VMi.dPor 
Rutland-. 
Franklin. 


32  5(!.8' 
■20  515 
53.5 


+  4.8 
+  4.9 
+  3.3 


+  0-47 
+3-  72 
-0.8S 


+3.41 

+  1.J5 
-1.01 


-0.40 


-1.05 
+0. 29 
-0  02 
—1.99 
+  3.61 
+  2.22 
+0.  05 
+  0.  75 


-0.79 
+0.31 
+  1,07 


-0.49 
-1. 13 

-0l09 


+0.18 
-1.10 
+0.80 
-1.48 
+  0.03 
-2.  14 
+0  85 
+0.81 


Bangor  Hydro  Electric  Co- 

B.  L-  Hadley 
Walter  Thurston 

U-  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  J.  Hatch 
State  Normal  School 
C  V\'.  Norsworthy 
Samuel  U-  Sonle 
U-  S-  Weather  Bureau 
C.C-  P.  &L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co-. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Win  Meld  Heath 
S(urgisF   Uurgin 

C.  L.  (;hadbourne 
Thomas  W-  Clark 
Prof.  A- L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A-  Mixer 
SturgisF.  Durgiii 
Union  WateWowerCo. 
W.H.Scott 

Hollingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Edward  Feun 

George  E.  Tucker 

U-  S-  Weatlier  Bureau 

Sarah  H-  Gleason 

N-H-Agr.  College 

(huon  Water  Power  (;o. 

Conn    Valley  Lumber  C'o> 

Waller  E.  Bolle.s 

F.  J-Southinayd 

State  Sanatorium 

Frank  E.Leavitt 

Dartmouth  College 

Robert  P.  Hay  ward 

Fred  Wiggin 

Edward  A.  Carr 

Amoskeag  Mfg.  Co. 

Androscoggin  Res.  Co. 

Pennichuck  Water  Work* 

E.  E.  Tobey 

H.  P.Shopard 

J.  B.  Dodge 

Mrs.  HallieG-  Trow 

Claude  Baker 

Keimeth  Berry 

U.S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-KlectricCo. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkee  fit 
Sarah  E.  Lane 

Miss  E  M.  Dustin 

N.  E.  Power  Co. 

J.  F.  Devins  ttt 

L.  H.  Pomeroy 

Gil  man  Paper  Co. 

Fred  May  tit 

F.  J.  Ackermannt        ' 

C.  W.  Richmond 

U-  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilllams 
Fairbanks  Museum 
George  Briggs  tU 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  itf 


See  page  30  for  explanation  of  reference  marks 
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Climatological  Data  for  May, 

1986 

Counties 

1 
1 

[           Tomporaturo,  in  degrees 

Fahrenheit 

1      Precipitation,  in  inches 

No-  of  days 

\t 
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of 
3° 

P 

1 

1 

1 

, 
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range 
Length  of  rec- 
ord, years 
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11 

c 
II 

is 

B 

op 

j;-2  5 

1 

1 

t 

0 

r 
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Vermont  Conl'd 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

JOO 

490 
1,4.50 

370 
1,640 

700 

0 
6 
0 
6 
0 
45 

7 
23 
14 
17 
16 
69 

101 
51 

1 
51 
119 
41 
43 
24 
18 
64 
59 
49 

7 
32 
64 
39 
72 
61 
15 
31 
22 
16 
49 
17 
42 
17 
30 

7 

16 
44 
26 
40 
85 
81 
HI 
26 
51 
11 
22 

6:3 
23 
65 
23 
21 
24 
24 
36 
18 
60 
49 
50 
35 
23 
25 
38 

40 
16 

9 
62 
41 
18 
57 
31 
47 

9 
76 
44 
80 

59 
48 
36 
05 

13 
43 
18 

1.94 
3.15 
3.56 
2.92 
2.49 
1.69 
2.93 

3.44 
1.76 
2.63 

+  6.  42 

+0."i2 
-2.  04 
-l.,54 
-0.17 

'-i.'so 
-0.37 

0.61 
1.14 
1.08 
0.97 
1.07 
0.38 
1  68 

1.09 
0.58 
1.12 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 

9 
14 

9 
13 
14 
12 
13 

14 
8 

15 
12 
12 
12 

9 
12 

18 

11 

5 
12 

8 
10 
17 

15 
6 

5 
11 

7 
11 
12 

5 

8 

8 

n. 

w. 
uw. 

uw. 

Eva  K.  Doubleday 

White  Kiver  Jc--- 

U.  U.  Wilmol  Ml 

Whitingham 

E   T   Sutton  111 

57.5 
57.0 

58.7 
59.4 

+  3.6 
+  3.1 

■  +  •2:7 

90 
94 

91 
91 

8 
7 

18 
8 

23 
20 

29 
32 

16 
16 

161 
15t 

52 
59 

45 
42 

For  State 

Massachntelts 

Berkshire  ..... 
Hampshire  •••. 

Middlesex 

Norfolk  

do 

760 
217 
227 
70 
640 
124 
540 

no 

600 
1,360 
124 
398 
139 

IS 
970 
lilO 

50 
402 
172 
240 
1,110 

15 
165 
325 
950 

50 
1.650 

90 

800 

1.030 

30 

30 
820 
148 

57 

85 
190 

f>3 

97 
275 
330 

47 

^n 

1,400 
65 
1,700 
920 
1.037 
1,650 
50 
1,050 
40 
25 
400 
720 
160 
199 
555 
850 
20 
20 
200 
520 
450 
210 
222 
900 
711 
960 
625 

7 
52 

0 

0 
52 
66 

0 
43 

0 

0 
52 
32 
50 
11 

0 
60 

0 
52 
52 

0 

0 

0 
0 
0 

37 
0 
0 
6 
0 

28 
0 
0 

43 

52 

52 
0 
0 
0 
0 
0 

50 

51 
0 
0 
0 
0 
0 

19 
0 

50 
0 

50 

35 

0 

26 

0 

7 
23 
53 
34 

0 

0 
11 

0 

0 
44 

N.  E.  I'ower  Co 

Mass.  Afir.  Exp.  Sta. 
Met.  Walei  Works 

Aslilaiidtt   

12 
9 

"2 

s 
sw. 

Hingham  Water  Co. 
Blue  Hill  Olwervatury 
U.  S.  Weather  Bureau 
Mrs.  LoriuK  11.  Keed 
City  Engineer 
John  A   Smithies 

58.2 
60.6 

+  2.8 
+  3.5 

91 

18 
24 

30 
34 

16 

16 

42 

38 

'44 

2  ,52 
1.70 
3.55 
L72 
2.73 
2.00 
1.82 
3.42 
2.64 
2.10 
2.57 
0.92 
2.07 
L99 
2.10 
2.06 
1.72 
1.53 

-L05 
-1.4H 
+0.34 
-1.35 
-0.77 
-2. 35 
-1.36 
+  0.05 
-0.42 

—  i.63 
-2.  42 
-1.80 
-1.11 
-0.95 

■-i.'44 
-2.00 

0.85 

■i.'22 

0.70 
0.55 
0.63 

o.'os 

1.26 
0.91 
0.61 
1  03 
0.51 
1.18 
1.20 
0  57 
0.75 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

■'o' 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

"6' 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 

7 
8 

8 
9 
10 

u 

7 
5 

10 
8 
6 

10 

5 

io 

7 

12 
9 

15 

11 
6 
8 

11 
9 

8 

5 
8 
9 

7 

7 

10 
13 
6 
12 

5 
9 
4 

9 

12 

14 

10 
10 

'is' 

Worcester 

Plymouth 

Hampden 

Hampshire 

Brockton  5   

Chester*  

61.0 

+  3.5 

93 

18 

34 

16 

Iloyt  E.  Dodge 
Met.  Water  W  orks 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
David  A.  Hunter 

Chestnut  Hill§.--- 

62.0 
58.0 
59.8 
56.0 

'58.' 6' 

+  4.4 
+  1.7 
+  4.0 

'+'i.'7 

90 
86 
91 
86 

17 

8 
24 

"24' 

34 
31 

30 

■36' 

30 
33 

16 
16 
16 
15 

"ie" 
"ie" 

151 

50 
38 
44 
33 

■46' 

49' 
45 

Worcester 

Middlesex 

Plymouth 

Berkshire 

Bristol  • 

19 
14 
"\0 

5 
14 

7 

16 

7 
8 
10 

"2 

svv 
sw. 

ConcordJ 

East  Wareham  • .  • 
EgreniontU*-..---- 

Kail  River 

FalmouthJJ* 

Fitchburgi 

FraminghamI  .... 
Franklin* 

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

Fssex 

Wilfred  Wheeler 
Herbert  B.  Allen 

61.6 
62.7 

+  4.2 

+  4.9 

91 

8t 

15 

12 

i 

nw. 

Fred  A.  Darling 
William   11    Dunn 

15 

10 

6 

s. 

Gloucester§     

Greentield 

56.4 

89 

24 

33 

16 

34 

Kaj«_Barker 

Franklin 

Middlesex 

Worcester 

Kssex 

Franklin 

Hampden 

Berkshire  ...... 

Worcester 

Barnstable 

ICssex 

2.20 
3.10 
1.81 

2.  12 

3.  42 
2.84 
3. 115 
1.29 
1.85 
4.30 
2.00 

1  97 
1.81 
1.85 
1.19 
1.79 

:.67 

1.62 

0.87 
1.29 
2.00 
3.19 
1.36 
3.78 

2  40 
2.82 
1.96 
L77 
2.87 
2.20 

-1.  03 
-0. 12 
-1.02 
-1.46 
-0.21 

■-0'33 
—2.11 
—1.27 
+  0.96 
-0.98 
-0.86 
-1.25 
-1.47 
-1.  75 

■-i.i3 

■-■2.'65 
-2.07 
-1.23 
-0.31 
-1.61 
+  0.42 
-0.71 
—0.74 
-2.29 
-1.50 
-0.40 
-0.78 

0.68 
1.06 
0.51 
0.70 
1.26 
0.99 
0.97 
0.65 
0  61 

'6.'84 
0.80 
1.17 
0.44 
0.65 
0.84 
0.86 
0.68 
0.56 
0.88 
0.96 
0.76 
1.07 
0  79 
1.00 
0  62 
1.55 

'i.'ei' 

Wu)    P  Wharton 

HaverhiUS 

Heath* 

63.2 

+  4.5 

91 

19t 

33 

16 

42 

i3 

17 

1 

City  Engineer 
C.  11.  Varney 
A.  W. Ladd 

Holyoke 

{'2 

'ii 

8 

sw. 

HoDsacTnnnel..  . 

58.9 
55.2 

87 

8t 

30 

161 

45 

N.  E.  Power  Co. 

Hyaniiis- 

-  0.2 

79 

25 

38 

15t 

23 

17 

2 

12 

StMte  Teacher's  College 
(;liarles  Arthur 

Ipswich* 

Worcester 

Middlesex 

E    1*   Milcheil 

Uke  (;oc!iitnate«§ 

59.5 
59.fi 
61.0 

+  2.3 
+  2.6 
+  3.3 

89 
88 



24t 
18t 

26 
31 
34 

15 
16 
16 

46 
45 
40 

'16' 

14 

.._. 

w." 

Met.  Water  Works 

Essex  Company 

Props.  Locks  Si  Canals 

A.  Buck 

Kalph   Sampson 

William  It.  lloelzel 

Mil  ford   Water  Co 

N.E.Power  Co. 

U.  S.  Weather  Bureau 

City  Engineer 

W.E   Burnap 

K.  J.  Langdon 

Charles  C   Rogers 

Lowells 

Mansheld* 

Middlesex...... 

Bristol 

sw. 

Plymouth 

26 

17 
14 

24 

4 

8 
1 

1 

'6 
9 
6 

Worcester 

Worcester 

Nantucket 

Millbnry 

55.0 

+  2.7 

76 

25 

42 

16 

23 

Worcester 

Berkshire  

Plymonth 

Berkshire 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Essex   

Otis* 

Pembroke* 

is' 

20 

ii' 

'5' 
4 
'9 

'2 

'':■. 

Petersham 

59.9 

Met.  Waterworks 
L.  B.  CiiMiming.s 

Pittsliekl  

+  4.2 

90 

8 

27 

16 

47 

Plymonth.. 

61.5 

+  7.4 

91 

24 

39 

16 

37 

Miss  L.  B.  Knapp 
Met.  Water  Works 
Irving  H.  McN^yr 
ir.  S.  C.  G.  Station 
N.  E.  Power  Co. 
G.  H.  Abbott 
Met.  Waterworks 
U.  S.  Armory 
Met,  Water  Works 
NfSbit  H.  Bangs 
Weston  K.  Lewis 
Water  Works 
Tnrners  Falls  P.  &  K.Co. 
Edna  0.  Tyler 
L.  C.  Coates 
State  Sanatorium 
Weston  Colle.;^e 
Met  Water  Works 
Williams  College 
John  Gregory 
Clifford  L.  Davis 

Princeton 

Provincetown 

Rockport 

58.0 

+  4.5 

84 

24 

37 

16 

32 

11 

sw. 

Sbelburne  Falls  .. 

Somhbridge* 

Spot  I'ond  

Franklin  

Worcester  ...... 

Middlesex 

Hampden  

Worcester 

Berkshire 

60.3 

90 

18t 

30 

151 

61 

1.17 
3  38 
1.84 
3.44 
3.09 
3.79 
1.76 
1.10 
1.25 
3.35 
3.11 
3.23 
2.  ,53 
3.79 
3. 21 
2.61 
3.58 
2.36 

1.18 
1.81 
1.93 
1.68 
1.65 

1.82 
2.24 
2.54 
3.69 

-2.39 
-0.28 

+0^22 
-0.06 
+0.07 

-2.'46 
-2.23 
+0.19 
+0.05 
-0.64 
-0  96 

+6.' 14 
-0  53 
+  0.61 
-0.92 

-2.30 
-2  05 
-1.37 
-1.28 
-1.75 

-1.26 
-1  56 
-1.07 
-0.55 

0.45 
1.26 
0.76 
1.63 

0.84 
0.86 
0.51 
0..50 
1.50 
1.17 
1.10 
0.88 

1.07 
0.70 
1.91 
1.91 

0.45 
1.37 

1.19 
1.37 

0.82 

i.'ii' 
1.10 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 
0 

0 
0 
0 
0 

10 
10 

9 
12 

9 

10 
6 
9 
10 
11 
10 
15 
11 
10 
9 

7 
4 

10 
8 

11 
10 
13 

18 

3 

10 

s. 

13 

17 
20 

8 

Spriiig/ield 

63.9 

+  5.6 

97 

9t 

35 

16 

41 

14 

's' 

11 
12 

4 

'g 

4 

12 
12 

E: 

Stock  bridge 

Swampscott 

Tanntoii§ 

Tnrners  Falls 

57.0 
56.4 
59  2 
62.3 

+  '3.'6' 
+  30 
+  4.9 

85 
88 
91 
92 

8t 
18t 
18t 

81 

28 
29 

15 
16 
15 
15t 

47 
34 

46 

Bristol 

Franklin    

Hampshire 

WorCHster 

Hampde.. 

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

Webster  » 

61.6 
61.0 

90 
90 

8t 

36 

161 
16 

41 
46 

40 

20 

16 

4 

10 

'2' 
7 

5 
9 
9 
3 
6 

nw. 
sw. 

sw. 

nw. 
nw. 

West  Rutland 

Williamstown§.... 
Winchendon* 

60.0 

+  4.3 

85 

81 

31 

16 

13 

17' 
15 

14 
15 
22 
17 
17 

8 

V2 
9 

12 
7 
0 

8 

Worre.-ter(  a  )§ 

59.2 
59.6 

54.3 
56.6 

6o!o 

58.2 

+  1.9 
+  3.2 

+  1.5 
+  1.9 
+  2.9 
+  15 
+  2.4 

97 

72 
87 
90 
92 
92 

8 
9t 

24 
181 
18 
24 
24 

30 
26 

40 
29 

38 
35 

Ifi 
15 

16 
15 
16 
16 
15 

45 
51 

20 
39 
34 
39 
39 

Rho<le  maiul 
Block  Island 

Newport 

Washington  .... 
Providence   .... 
Providence   .... 

2fi 
100 

97 
160 

56 
47 
44 
66 

U.S.  Weather  Bureau 
Agr.  Exp  Station 
John  W    l,,.i.an 
U.  S.  Weather  Bureau 

Pawlucket§ 

Providence 

Cmneclicnt 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

140 

'"    146 
262 

0 
0 
3fi 

0   . 

Barkhamst^ad.... 

Bridgeport§.. ...... 

Burlington 

59.7 

+  1.2 

90 

18t 

31 

15 

38 

18 

11 

2 

sw. 

Bridgeport  Hydranlic 
Water  Bureau   Hartford 

See  page  30  for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 
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Olimatological  Bata 

for  May,  1936 

Temperature,  indejfrees  P'ahrenheit 

Precipitation,  in  inches 

No.ofidaya 

I-T3 

i 

a 

^ 

a 

c5 

_ 

S^ 

o„ 

stations 

Counties 

0 

as 

1 

1 

<u 

ll 

?, 

c 
II 

II 

s  - 

i 

1 

■o 

1.2 

Observers 

3 

^ 

s 

a" 

K 

a 

3 

a 

,3 

H 

S" 

o 

H 

£-1 

6 

P4 

o 

£ 

Connecticut  Cont'd 

1 

460 

50 

60.1 

+  2.8 

88 

9t 

82 

21 

36 

45 

2  69 

-1.06 

0.82 

0 

S.P.Willard 

Hartford    

300 

0 

3.43 

1.03 

Cream  HillJt 

]>itchlield  

1,300 

41 

57.3 

+  2  1 

88 

HI 

27 

16 

39 

41 

3.71 

-0.19 

0.82 

0 

13 

17 

6 

C.L.Gold 

Hartford 

Litchlield  

1,220 

585 

0 
20 

20 
46 

2.69 
2.73 

-l!l7 

0.78 
0.86 

0 
0 

9 
12 

Falls  Village§ 

59.2 

+  3.6 

88 

81 

28 

21 

48 

18 

7 

g 

w 

Conn.  Power  Co. 

Hartford  

New  London.... 
New  Haven  .... 

58 

32 

61  2 

+  37 

91 

9 

37 

16 

38 

77 

2  39 

—  1  21 

0  98 

0 

8 
6 

in 

14 

13 

4 

U.  S.  Weather  bureau 

178 
200 

0 

42' 

52 
1 

1.97 
2.  53 

-1.35 

0.80 
1.34 

0 
0 

s. 

Mt.  Carmel 

59. 1 

92 

18t 

32 

15 

16 

11 

4 

sw. 

B.  W.  McFarland 

do 

106 

157 

60  5 

+  26 

90 

24 

40 

15 

35 

93 

1  58 

0  82 

0 

8 
7 

12 

15 

14 
12 

5 
4 

U.  S.  Weather  Bureau 
Harry  G.  Tietjen 
L.M.  Com  stock 

New  London  

New  London.... 

20 

66 

59.4 

+  2.2 

90 

18 

15 

35 

66 

1.92 

-1.51 

0.61 

0 

8W. 

Norwalk  

Fairfield 

116 

44 

61.3 

+  3.0 

92 

« 

32 

42 

0 

9 

16 

13 

2 

nw. 

sw. 

J.  D.  MacDonald 

IT  S.  Dept.  of  Commerce 

F.  Hurliman 

wir^hJrm:;:::: 

Litchfield 

458 
1,015 

0 
■? 

1 

Salisbury 

57.8 

87 

Kt 

26 

21 

44 

3  59 

1.24 

0 

11 

?1 

g 

9 

■ 

Tolland  

610 

39 

59.2 

+  2.9 

88 

8 

33 

16t 

44 

4.33 

+1.09 

L85 

0 

11 

sw 

Waterbiiry   

New  Haven  ..  . 

340 

49 

64.2 

+  5.2 

96 

9 

32 

15 

44 

60 

2.92 

-0.79 

0.62 

0 

8 

17 

5 

William  J.  Pape 

West  11  Finland. 

Hartford  . 

0 

12 

3.09 
2.91 

-0.72 

i« 

0 
0 

7 
9 

59.9 

+  2.4 

96 

9 

26 

21 

48 

17 

5 

8W. 

• 

Explanation  of  Reference  Marks  Used  on  Pag-es  28.  29,  and  30. 

The  departure.^  from  the  normal  temperature  are  computed  from  the  averapes  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  vears  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of" record  are  used.  Reference  letters,  a,b,e,  appearing  m  the  table  indicate  number  of  days  missing:;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttl  Oberver  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  raiu  or  melted  snow. 

J  J  Post-ottico  addresses  of  those  stations  are  as  follows:  Miune-Azisnohos  Dam,  Wilso 
Millinocket;  Winslow.  Waterville;-New  Hampshire- First  (\>nn.  Lake,  Pittsburg;  New  Durha 
field.  North  Stratford,  N.  H.;  Cornwall,  Middlebiirv ;  Mays  Mills.  (lolniiii.  Mass.:  Hearslnirg  SI 
-Massachusetts-  Ashland,  KranilUKham;  Blue  Hill,  Milton;  Ksreniont,  South  Kgiemont,;  Fal 
Hill,   West  Cornwall ;  LaUe  Konomoc,  New  I^ondon. 

•  Record  furnished  by  M.assacbusetts  Department  of  Public  Health. 


Mills;  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Kipogenus  Dam, 
L,  Alton:  Pinklian\  Notch,  (iorhain  ;  York  Pond,  Berlin;  -Vermont— Hloom- 
,,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
oiith,  Uatchville;  Lake  Cocliituate,  Framingbam;  —Connecticut- Cream 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  31 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *••  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnifiht  to  midnight.  **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  ()bservatious  are  taken  i 


Explanation  of  Reference  Marks  Used  on  Pag-e  32. 
the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRICSSlUll!:.  WIND.  IHIMIDITV,  and  SIINSHINI 


Atmospheric  Pressure 
'  reduced  to  sea  level  1 


Helalive 
Humidity 


Amherst... 
Block  Islam 
Blue  Hill... 

Boston   

Burlington 
Kastporl  . . . 
Greenville. 
Hanover... 
Hartford  .. 
Nantu<>kHt 
New  Haven 
North  Hold  . 
J'ortland... 
Providence 


29. 
29 

29  97 
29.94 
29, 

30  02 
30.01 
30  03 
29. 97 


■iU  62 
30.63 
30.63 
30.69 

:w.53 

30.47 
30.63 
30.64 
30.59 
80.64 
30  65 
30,62 
30.61 


29  51 
29  50 
29.  47 
29  44 
29.  47 
29  36 
29.48 
29  50 
29.  52 
29 
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See  page  30  for  explanation  of  reference  marks. 


Daily   Precipitation  for   May,   1936 

Drainage  basin 

Day  of  month 

1 

1  1     2  1     3  !     4  j     5  1     5  1     7  j     S  1     9 

10 

11 

12  1  13 

14  1  15 

16  1  17 

18  1  19  1  20  1  21 

22  1  23 

24 

25 

26 

27 

|„ 

29 

30 

31 

Justi.-. 

i'ariniiigtou 

iardiiier 

Sreeiiville 

Houlloii 

....do 
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6. 

GENERAL  SUMBIARY 

The  month  opened  with  a  week  of  warm  weather,  and  it  was 
generally  dry  through  the  first  decade  or  longer,  thereafter  tem- 
perature and  rainfall  variations  were  not  noticeably  out  of  the 
ordinary,  and  the  monthly  averages  showed  only  slight  defici- 
encies of  rain,  and  slight  excess  of  warmth.  The  rain  was  rath- 
er unevenly  distributed,  and  the  deficiency  in  the  northern  di- 
vision, and  particularly  in  Vermont  became  acute  with  conse- 
quent unfavorable  effects  upon  agriculture.  The  greater  aver- 
ages in  tlie  southern  division  were  due  in  several  instances  to 
brief  occurrences  of  excessive  rains. 

The  highest  daily  temperature,  95°,  was  decidedly  under 
other  high  June  extremes.  In  nearly  all  districts  the  usual 
amount  of  pleasant  weather  prevailed,  and  nearly  all  forms  of 
out-door  activities  were  somewhat  more  advantageously  affected 
than  usually  is  the  case. 

The  torrential  rain  at  New  Haven,  Conn.,  on  the  12-13-and 
14th  was  spectacular  in  its  great  volume,  and  caused  vast 
damage. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
97  records,  was  64.5°,  which  is  0.5°  above  the  mean  for  tlie 
past  49  years;  the  average  temperature  for  the  northern  division 
was  63.3°;  for  the  southern  division,  65.7°.  The  highest  month- 
ly mean  was  69.6°  at  Springfield,  Mass.;  the  lowest  was  55.7° 
at  Eastport,  Me.  The  highest  recorded  was  95°  at  Fitciiburg, 
Mass.,  and  Turners  Falls,  Mass.,  on  the  3d;  the  lowest  was  3l)° 
at   Somerset,  Vt.,  on  the   1 7th.     The  greatest  monthly  range 

was     59°     "^     T>Ir.T-,-,^n  +  V,         AT        W       .     fko    loocrf    T,^r,c.    OaO    o^.     T51,^«Ir    loln, 

R. 

on 


.'>omersei,  \i.,  on  me  i/iii.  ±ne  greatest  uiouLniy  range 
s  59°  at  Plymouth,  N.  H. ;  the  least  was  23°  at  Block  Island, 
I.  The  greatest  daily  range  was  59°  at  Plymouth,  N.  H., 
the  6th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 

I   181  records,  was  2  99  inches,   which  is  0.40   inch  below    the 

mean  for  the  past  49  years;   the  average  precipitation  for  the 

,   northern  division  was  2  63  inches;   for  the  southern  division, 

I   3.35  inches.     The  greate.^t  monthly  amount  reported  was  13.96 

!  inches  at  New  Haven,  Conn.;   the  least  was  0.66  inch  at  St. 

Johnshury,  Vt.  The  greatest  amount  in  24  hours  was  7.50inch- 

es  at  New  Haven,  Conn.,  on  the  12th  and   13th.     The  average 

j  number  of  days  with  .01   inch  or  more  of  precipitation  was  10, 

I  which  is  the  mean  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  I)ased  on  117  records, 
was  southwest.  The  average  velocity,  ba«ed  on  the  records  at 
14  stations  was  9.1  miles  per  hour,  which  is  0.1  mile  per  hour 
below  the  mean. 

The  sunshine,  ba.sed  on  the  records  at  11  stations,  averaged 
58  percent  of  the  possible  amount,  which  is  1  percent  l)elowthe 
mean. 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
tion, based  on  127  records,  was  13  clear;  8  partly  cloudy;  and 
9  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and 
p.  m.,  ob.servations  at  11  stations,  was  74  percent,  which  is  1 
percent  l>eIow  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. — 18th. 

Hdlos,  lunar. — 2d,  7-9th. 

Halos,  solar. — l-3d,  7th. 

Hail. — (dates  and  general  location) — 3d,  central  and  north- 
western Conn.;  28th,  extreme  southern  Vt.;  29th,  southern 
Me.,  northern  N.  H.,  and  north-central  Vt. 

Tim iideistorms. —  (dates  and  general  location) — l-5th,  9-14th, 
17-2 1st,  24-28th. 

Fog,  dense. —'6-l8th,  20-21st,  24th,  27-2Sth. 

Frosts. — (dates  and  general  location) — 16th,  extreme  south- 
ern Vt. ;  I7th,  northeastern  Me.;  22d,  western  IMe.,  and  north- 
central  Vt.;  23d,  north-central  Vt.;  29th,  west-central  Me., 
and  west-central  N.  H.;  30th,  southwestern  Me.,  northern 
N.  H.,  and  extreme  southern  and  northeastern  Vt. 

Sleet.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922   .... 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

19S0 

1931 

1932 

1933... 

1934 

1935.   ... 
1936 


Period 


Precipitation  No.  of  days  (all 

North  South         New  England) 


?     l5 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 
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Climatological   Data  for  June.  1936 


Temperature,  in  degrees  Fahrenheit 


Bangor §  

Barflarbor  (iiearj 
Bra>siiii  JJaiiiU  ■■ 
Eastport   


Gardiner 

Greenville.... 

HiraniU 

Houlton 

Jacknian 

Lewiston  •  ■  •. 

Lincoln 

Machias 

MadisonS 

Middledaui  ... 
MillinockelS  • 

Milo 

Moosehead  •■■ 
North  Bridgtc 
Oldtown 


Orono. 

Portland 

Presqiie  Jsle 

RipogennsDamttS- 

Rmnfoi'<i 

The  Forks 

Upper  Dam 

Van  Bun-n 

VVinslowtt§ 

Woodlands 


Meiu  Hampshire 

Berlin    

Bethlehem  — 

Coneord    

Dixville  Notch  .... 

Durham    

Errolg    

First  Conn.  LakeJt 

Fitznilliani* 

Franklin 

Glencliiy   

Hamptcin 

Hanover  §    

Keeueuiear)  §   .... 

Lakeport 

Lincoln- ••    — 

Manchester 

Milan     

Nashua  §  .......... 

New  Durhamlt  — 

Newport  

PinkhaniNotchJt.. 

Plj-month 

West  Stewartstown 
Wolfboro  Falls.... 

York  Pond    

For  .State     •■•• 


Mt.  Washington  % 
Verinonl 

Bellows  Kails 

Bennington 

BloonilieldJJ 

Brattlel)oro§ 

Burlington 

Cavendish 

Chelsea 

Cornwalltt 

Crafts  bury  Com.. 

East  Baniet 

East  Rjegate 

Enosbnrg  Falls- •• 

Gilman    

MaysMilltt 

Newfane 

Newport  

North  field 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  .lohnsbury 

Searsburg  Mt 

SearsbiirgSta.tt-- 

Somersettt 

VernonJJ§ 

West  Burke 


Franklin 

Aroostook  .. . 

Kennebec 

I'iscataquis  .- 
Cumberland- 
Aroostook  ..  ■ 
Somerset  -■-. 
Androscoggin 
I'enobsoot  ■  - . 
Washington  ■ 
!5omer.set  ■•.•■ 

O.xford.. 

Penobscot  •  •  • 
Fiscatacinis-.. 
Sonu-rset  .  -  ■  ■ 
Cumberland- 
Penobscot  ■  •. 
Penobscot -•- 
Cumberland. 
A  roostook  • .  • 
Piscataquis... 

Oxford 

Somerset 

0.\ford 

.\roostook  . . . 
Kennebec-- .. 
Washington  . 


Coos 

Grafton  ... 
Jlerrimack- 

Coos 

Stratford  ... 

Coos 

Coos 


lick. 


Hillsboro- 

Coos 

Hillsb.pro- 
Stralfoi-d  - 
Sullivan.. 

Coos 

Grafton... 

Coos 

Carroll  ... 
Coos   


Windham  .. 
Bennington 

Essex 

Windliani  .- 
Chittenden.. 


sor  - 


Orange 

Addison  — 

Orleans 

Caledonia  -  - 
Caledonia  .- 
Franklin.... 

F.ssex 

Windham. -• 
Wiudham..- 

Orleans 

Washington- 
R'Miiiington- 
Windsor  .  -- 
Rutland 


Franklin-  .. 
Cal.'donia-.- 
Bennington 
Bfnnington 
Windham... 
Windham... 
Caledonia... 


965 

505 

570 

1.484 


2  A 


+  2.2 
+  '2.' 4 

+  'l.8 


+  1.6 
+  '2.2' 


+  2.30 

+i.'i6' 

+  2.'(«' 

-0'97 
+0.72 
— 0.  69 
-0-  39 


-1.85 
— 0-SS 
-1.52 
+  0.15 


-0.79 
-0.  68 
+0.06 


—2.11 
-1.47 
-2.47 


- 

.04 

.27 

~ 

41 
.80 

-1  78 
+0.86 
-0.78 


Bangor  Hydro  Electric  Co- 

B.  L-  liadley 
Walter  Thurston 

U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
Samuel  D-  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  &L.  Co. 
William  H.  Cumming 
l^  M.Tripp 

UTiion  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Winfield  Heath 
Scurgis  P   Uurgin 
C.  L-  (;iiadboinne 
Thonuis  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Sturgis  F.  Durgin 
Uiuon  Water  Power  Co. 
W.H.Scott 

HoUingsworth  &.  Whitney 
St.  Croix  Paper  Co- 


EdwarJ  Fenn 

George  E-  Tucker 

U-S.  Weather  Bureau 

Sarah  H.  Gleason 

N.  H-  Agr.  College 

Union  Water  Power  Co. 

C(mn   Valley  Lumber  Co. 

Walter  E.  Bolles 

P.  J-Southmayd 

State  Sanatorium 

Frank  IC.  Leavitt 

Dartmouth  College 

Robert  I*.  Hay  ward 

Fred  Wiggin 

Edward  A.  Carr 

Amoskeag  Mfg-  Co. 

Androscoggin  Res.  Co. 

Pennichuck  Water  Works 

K.  E.  Tobey 

H.P.Shepard 

J-  B.  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U.  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co. 
Everett  Orcliards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
CharlesK.  Dnrkee  ttt 
Sarah  E.  Lane 

Mis.s  E.  M.  Duslin 
N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
F.  J.  Ackerman  ttt 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N-  E- Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Pord  ttt 


See  page  3G  for  explanation  of  reference  marbs. 
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Climatoloifical  Data  for  June,    1936 


Temperature,  in  detrrees  Fnlireiilieit 


■3S 


Precipitation , 


Vermont  Cont'd 
West  Hartfora.... 
Wliito  River  Je-- 

VVhitingliam 

Wilder. 

Wilmington 

Woodstock 

For  State     . . . 


Windsor-. 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor  •■ 


Masmchiisells 


.\tlams 

AmherstS 

Ashlaii.ltt^ 

Beechwood 

BlueHiimS 

Boston 

Bojiston 

Brockton§   

Chester* 

Chesterfield* 

ChestnntHill§.-.- 

ClinlonS 

Concords 

East  Wareham  ••■ 

EgreuiontJt* 

KallKiver 

FalniouthJJ* 

Kitchburg5 

Framingham  §  ■■■ 

Franklin* 

Gardner* 

CjloucesterS     

Greenfield 

Groton  • 

Hardwick  * 

HaverhillS 

Heath* 

Holyoke 

HoosacTnnnel  •• 

Hnbbardston* 

Hyannis 

Ipswich* 

Jolferson 

Lake  CochitnatetJS 

La«rence§ 

Lowells  

Mansfield*. 

Middlel.oro* 

Middloton   

Milford* 

Millbury 

Nantncket  

New  Bedford  ... 
Norlhbridge*... 

Otis' 

Pembroke* 

Peru  * 

Petersham 

PittsHeld. 

PlaiuHeld* 

Plymouth 

Princeton 

Provincetown  .. 

Ro('kport 

Shelburne  Falls 
Soulhbridge*... 

Spot  Pond   

Springfield 

Sttrliiig 

Stock  bridge  .  •  • 

Swampscott 

Tannton§ 

Turners  Falls- • . 

Ware  * 

Webster* 

Westfield§  

WestonS 

West  Rutland  •- 
Williamstowni  . 
Winchendon*  . . 
Worcester(a)8— 
For  State  •  - 


Berkshire  -  - 
Hampshire  . 
Middlesex  - . 
Norfolk  .-.- 
.     do  .... 

Suffolk 

Worcester  ■• 
Plymouth  .- 
Hampden  -  - 
Hampshire  - 

Suffolk 

Worcester  -  • 
Middlesex  -- 
Plymouth  .. 
Berkshire  -  -  ■ 

Bristol 

Barnstable-. 
Worcester  - . 
Middlesex  •  • 
Norfolk  .-■. 
Worcester  .  - 

Kssex 

Franklin--., 
Middlesex  - . 
Worcester  .  - 

Kssex 

Franklin  — 
Hampden  -- 
Berkshire  ■- 
Worcester  -  ■ 
Barnstable.. 

Kssex 

Worcester  •  ■ 
Middlesex  -• 

Kssex  

Mi<ldlesex  -- 

Bristol 

Plymouth  -• 

Essex  

W( 
Wc 
Nantiifket- 

Bristol 

Worcester  - 
Berkshire  - 
Plvmonth  ■ 
Berkshire  - 
Worcester  - 
Berkshire  - 
Hampshire 
Plymouth  - 
Worcester  . 
Barnstable . 

E.ssex   

Franklin  . . 
Worcester  . 
Middlesex  • 
Hampden  - 
Worcester  - 
Berkshire-  - 


I'ster 
'ster  - 


Bristol 

Franklin  .. 
Hampshire . 
Worc.'ster .. 
Hampden  •• 
Middlesex.  ■ 
Worcester  -• 
Berkshire  ■• 
Worcester  -  • 
Worcester  •  • 


Uhnile  Mimd 


Block  Island... 

Kingst<m  

Pawtncket§.... 

Providence 

For  State-. 


Newport  — 
WashiiiRtOM 
Pr<)vid((nce 
Providence 


Cmxnecticiil 


Baltic 

Barkhanist'-ad 
BridgeportS.... 
BnrliQgloD 


New  Londor 
Litchfield  .. 
Fairfield.... 
Hartlord  ... 


1,110 
15 
165 
325 
950 
50 
1,650 
90 
800 


1,087 

1,050 

50 

1.050 


-0.55 
-2.07 
-1.71 
-1.61 
-1.26 


+0.  S.S 
-0.45 
-0.99 


-0.35 
-1.34 
-1.07 
fO.  10 


+0.66 
-1.13 
-1.90 
+0.18 
— 2.3S 
-0  13 
-1.81 
-2.59 
+  2  25 
-0. 23 
+0.49 


-0.  51) 
— 1-  17 
+0.19 


H-0.88 
- 1.  99 
-0.03 


+  0.78 
+2. 15 
+3. 65 
+0.30 


Eva  K.  Donbleday 
K.  U.  W'ilmot  ttt 
E.  '1".  Sutton  111 
Olcotl  Falls  Co. 
Walter  Adam.s  ttt 
Williams.  Eaton 


N.  li-  Power  t'o- 
Mass.  Afjr.  Exp.  Sta. 
Met.  Waloi  Works 
Hinuliam  Water  Co. 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Lm-ing  II.  Keed 
City  Knuineer 
John  A.  Siuitlijes! 
Hoyt  E.  Dodge 
Met.  Water  Works 
Met.  Water  Work.s 
Fred  A.  Tower 
.loseph  I,.  Kelley 
Diivid  A.  Hunter 
Richard  (,'.  Brijrham 
Wilfred  Wheeler 
Herbert  B.  Allen 
Met.  Water  Work.s 
Fred  A.  Darling 
William  H.  Dunn 
Italph  M.  Barker 
T.  H-  Ward 
Wm.  P.  V\'harton 
Fred  W.  Emmon.s 
City  Engineer 
0.  H.  Varney 
A.  W. Ladd 
N.  K.  I'owerCo. 
Mildred  Wheeler 
St.-.te  Teacher's  College 
Charles  Arthur 
E.  P.  Mitchell 
Met.  Water  Work.s 
Es.sex  Corni)any 
Props.  Locks  lij  Canals 
A-  Buck 
Ralph  Sampson 
William  It.  iloelzel 
Mi  I  lord    Water   Co 
N,  E.Power  Co. 
U.  S.  Weather  Bureau 
City  EMt,'ineer 
W.  E   Burnap 
R.  .1-  Langdon 
Charles  C  Rogers 
Mary  H.  Wood 

Met.  Water  Works 

L.  B.  Cuniinings 

Anna  M.  TIrreil 

Miss  I,.  B.  Knapp 

Met.  Water  Works 

Irving  H.  McN;ivr 

U.  S.  C.G.  Station 

N.  E- Power  Co. 

G.  II-  Abbott 

Met-  Water  Works 

U.  S.  Armory 

Met.  Water  Works 

Nesbit  H.  Btmg.s 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  &  K.  t:< 

Edna  G.  Tyler 

L.  C.  Coat'..; 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  College 

.Tohn  Gregory 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 


U.S.  Weather  Bureau 


The  BiiHIc  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  36  for  explanation  of  reference  marks. 
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Olimatologrical  Data    for  June,  1936 


Temperature,  in  degrees  Fahrenheit 


^ 


Connecticut  Cont'd 

Colcliester 

CoUiQsville 

Cream  Hilltt 

East  llartUiiul  .... 

Falls  Villages 

Hartford 

Lake  Koiioniocit-' 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  — 

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Hanland 

For  State- •   •• 


New  London. 
Hartford     . . . 

I.itchlield  ... 


Hnrtfonl  ... 
New  London 
New  Haven 


do 


New  London. 

Fairfield 

Fnirlipld 

Windham.... 
Litchfield  ... 

Tolliuid  

New  Haven  . 
Hartford 


4.  .'i.^ 
4.06 
3  BO 
4.H7 
2.24 
■,i.  05 
2.90 
10.37 
13.96 
3.67 
6.56 
4.24 


fI0.S6 
+  0.37 
+3.  27 


+0.43 
+0.04 
+L52 


S.P.wniard 

Edwin  R.  Wilder 

C.L.Qold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  bureau 

New  Londo?)  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MaoDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr   Exp    Station 

William.!,  fape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pag-es  34,  35,  and  ! 


The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  station.s  having  lo  or  more  years  of  record.  Departure.?  of  pre- 
cipitation with  T5  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of' record  are  used.  1     '  '  '  '       '     "'     '  ■'-■    "-   -  ■         ' 

on  other  dates.    §  Thermometers  not  supplied  by 


U  Post-office  adc 

resses  ( 

f  these  stations 

Millinockot;   Winslow 

W:Uei\ 

illc;  -New  Hanip 

field,  North  Stiatford 

N.  11.; 

-Massachusetts-   As 

iland,  K 

■ai,iin;chaui;  Blue 

Hill,    West  Cornwall; 

Lali-e  K< 

iiomoc,  New  I>on 

Kelorence  letters,  -i.tjC,  appearing  in  the  table  indioate'number  of  days  missinjj;  for  example,  b  represents  two  days,  etc.        t  Also 
plied  by  Weather  Bureau,    ft!  Oberver  for  New  England  Power  Co.      'I'.  Precipitation  is  less  than  0.01  inch  rain  or  "melted  snow. 

follows:  \I;iine-A7.iscohos  Dam.  Wilson  Mills;  Brassua  Dam.  llockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Fh.st  Conn.  Lake.  Pittsburg;  New  Durluim,  Alton;  Pinkbam  Notch.  Gorbam;  York  Pond.  Berlin;- Vermont— Bloom- 

(I;iys  Mills,  (^olrain.  Mass. ;  SeaisbuiK  Sta.,   Wilmington;  .Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 

ililton;  ICgremont,  vSoiith  Egremont;  Falmouth,  llatcbville;  Lake  Cochituate,  Framingliara;  —Connecticut- Cream 


Record  fuvni.shed  by  Massachusetts  Department  of  Public  Health 


t  Not  included 


summaries. 


Explanation  of  Reference  Marks  Used  on  Page  37 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitatio 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnipht  to  midnight, 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain 


iiiiirs  ending  at  the  time  of 
ed  in  the  morning;  amount 
r  melted  snow. 


II  Observations  i 


Explanation  of  Reference  Marks  Used  on  Page  38. 
taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


tlan(' 


Providence . 


PKKS.SHKK.  WIND,  HUMIDITY.  AND  SUNSM  IN  IC 


Amherst 

Block  Island  — 

Bine  Hill 

Boston  

Burlington 

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

North  field 


Atmospheric  Pressure 
•reduced  to  sea  level) 


29  86 
29  92 
29.92 
29.  90l 
29  88j 
29  89 
29.  9n| 
29.  881 
29,91; 
29.911 
29.  92 
29.  90 


29.43 
29.43 
29.  42 
29  42 
29.41 
29.  32 
29.44 
29.  44 
29.  46 
29  44 
29.  47 
29.43 
29.39 
29.47 


Kelative 
Humidity 


Errata: 

Annual,  1935.  Bridgeport,  November  total  precipitatioi: 
should  read  4.79,  annual  totnl,  38.94,  departure,  -7.59. 

March,  1936.  p.  15,  Adams,  total  precipitation,  8.11,  fhoulc 
read  8.41  p.  19,  caption,  "New  England  Total  Precipitation  J 
March  9  to  29",  should  read  March  9  to  21. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


87. 


Daily  Precipitation  for 

Oune. 

1936 

Draiiiasre  basin 

Day  of  month 

i 

c 

1 

-' 

3|     4|     5!     6 

■ 

.S  1     9  1  10  1  11  1  12  1  18  1  14  1  15  j   16      17  1  18  1  19     20     21 

22 

23 

24 

25 

26     27  1  28 

29 

30 

31 

e^^r.::::::: 

Coast 

....do 

Kennebec 

....do 

....do 

....do 

St.  John 

Kennebec 

rV 

tv 

1         i 

i    \JjJ 

.vJ  .  34L  _ . 

.32   .20   .01    .02 

.08 
.15 

".0\ 

".in 

... 

.04 

I 
.15 

■."62 
■'64 

■.'06 

..    . 
.... 
.04 

.24   .55!  .01 
.11    .78     06 

T 

.10 

.10 

.06 

.03 

.01 

')'. 

.14 

1 

.ej.  .6i 

ov  .bO 

1.411  .73... 
.20,  .10!.... 
.14'  .28.... 
.74   .S'i   .. 

.... 

4  97 

.... 

■tv::;- 

.02 

....1  .42 

....    .41 

1  -21 

tv 

.19    .14 
.02   .55 
.04   .40 
.24   .11 

.  ig . ... 

.03   .66 

.08 
.01 
.01 

,-o« 

.24 

'."62 
.03 
.03 

t" 
.24 

'.'62 

.02 
.01 

FarrainBtoii 

Gardiner  

Greenville 

.01 
1.07 
.42 
.74 

T. 

T. 

".oi 

.28.... 
371 

.07|     •     .63   .22,.... 

.18   .15   T    1....  .... 

.23   .27,     02;  .11.... 

'1'.      .  15'  .  05    .18'   ... 

2.68 
2  48 

■.07 
.... 

'.'oi 

t. 
.81 

'.'22 
1.22 

1.04 
.01 

.13 
1<» 

.34 
2.15 
.05 
.3J 

"'.03 

3.44 
3  46 

^rknmii 

'.'.'.'. 

.51 

.181  .10|  .03.... 
.171  .19' 

.03 

'.'6i 

3.58 

I>i"l-<tou 

Maai>nu 

MiUinoi-ket 

v.'.^K  Kr'illgtou.";; 

;-« '\ 

us  Uam . . . 

:■!   

.111  .16 
.091  .81 
.211   .75 

1.98 

Kennebec 

fenobscot   

....do 

Presumpscot 

Penobscot   

Coast 

St. John 

Penobscot   

Androscoggin   .... 

.01 

::: 

:'■ 

■."02 
.03 
.02 

"os 

.40 

.22 

.'62 
.04 

......14.... 

.1(1 

.02 

.18 
'1' 

.32 

.10 
.71 
.35 

.29 

31 
.20 

3.20 
3  90 

oi 

1.1« 

".m 

1.18 
1  09 

.'37 

1.6* 

.28 
.31 
.18 
.48 
.02 
.14 
.59 
.04 

.73!..^ 

T. 
■.■77 

4  19 

:32i  V 

.... 
.... 

■f. 

■.■96 
.07 
T. 

.05 

'.'•is 
■Jos 

.09 
.75 

I'.M 
.44 

■.■32 

■''• 

60 
■."62 

:::: 

iV 

.41 

'•v.' 

.24 

T. 

.03 

'.'24 
.07 
.03 

■.'i2 

3.83 
2.68 

.21 

.21 
.30 

.58 

V32 

T 

'■25 

T. 

.... 

.15 
.14 

T. 
T. 
.01 
.05 

2.44 
3.23 

,'               .'\'   

6t  John 

..  .  .V. 

\\i:  -  ,::■: 

Wou.l.uml"  

yew  Hampshire 
B.'r!in«' 

— 

.07 
.81 

.24 
.09 
.26 

:\k 

.48 
.84 
.14 
.04 

.03 

.34 
.22 
■]■. 
.47 
.27 

.62 
1.53 

.04 
.79 
.44 
.15 
.52 
.31 
.06 
.08 
.21 
.10 
.25 
.20 

.05 
.04 

.39 

.38 

.11 
'.■25 

■TV 
.62 

.07 

•r. 

.30 

!38 
.64 
.36 

.16 
.26 
08 
.09 
.19 

.29 
T. 

'.18 
.09 

•24 

.33 
T. 
.15 

■.■34 
.13 

.03 
.66 

■.■32 
.40 
.34 

.10 
.23 

■i23 
.04 
T. 

■f.' 

'.'i7 

'.'i5 

.26 

.22 
.31 

.24 

.28 
.20 
.47 

'1'. 

•r 

.08 
.01 
.01 
.32 
.04 
.04 
.09 

.61 

.64 
T. 

:% 

.32 

.26 

2.56 

T. 

.6i 

■.■32 
.08 
T. 
.16 
.08 
.24 

.66 

.... 

T, 

.22 

f. 
.03 

.... 

.03 
.25 

Andro.scoggin 

Merrimac 

Coast 

Connecticut 

.... 

T. 

".'io 

.16 

'.ii 
.'64 

.... 

.05 

t'.' 

■.'io 
.02 

.30 

2.16 

r.58 

I. n.  Lake.. 

2.10 
2.19 

Connecticut 

....do 

•r. 

.ii 

•r. 

T. 
.30 

.... 

■■.6i 

■J'. 
T. 
.03 
.15 

.49 
.30 
.56 
.13 
.10 
T. 
79 

.01 

.09 
.88 
.05 

■.■32 
T. 

•|' 

.18 
.40 

'.'09 
.02 
.02 

.•ar) 

.03 
.44 

t. 

.'20 

■.■67 

.... 

.06 
.02 
'1' 

3.15 
3  .06 

Merrimac 

.75 

.5S 

.81 

.... 

.04 

.01 

T. 
T. 

1.83 
1.73 

2  44 

T. 

.08 

■tv 

r.' 

•r. 
Voi 
■.■64 

■64 

.15 

t 

.05 

Vermont 
"■ .Id 

Connecticut 

...do 

Champlain 

Connecticut 

...  do... 

T. 

■.'6i 

T. 

.02 

tv 

'.'oi 

■.'86 

r. 

'iV 

.40 
.■53 

.16 

.26 
.01 

;io 

.58 
.26 
.09 
.06 

.07 
T, 
.60 
.06 

.92 

.20 

.45 
.08 

'l 
t'.' 

.01 

.... 

.01 
T. 
T. 

1.06 
1  51 

1.65 
1.79 
0  90 

-'Falls.... 

St.  Lawrence 

Champlain 

....do 

do. 

T?^ 

.12 
.04 

t- 

.13 

T. 

tv 

■.■87 

.... 

.01 

r. 

.04 

T. 

■f.' 

.... 

.18 
.35 
.22 
.35 

■v.- 

.... 

1. 

.15 
.46 
.29 
.16 

T. 

1  24 

■l"* 

T. 

■'os 

11^ 

-ixiry 

Connecticut 

....do 

....do 

....do 

r. 

'I'. 
.05 

•r. 
VV. 

.31 
■f 

'I' 

2  50 
.02 

.14 
.15 
.13 

•44 

.12 
.34 
.05 
.41 
.12 

^30 
'.■37 

.64 
72 
.79 
.12 

.62 
1.82 

l!l8 
.27 

1.28 
.39 
.76 

.02 

.12 

'.■is 

T. 

l'50 
.30 

T. 

.05 

'.''in 
.44 

.62 
T. 
.12 

'27 
.04 

.07 

'.  12 
.22 

.02 
.27 

f.' 

■■08 

T. 

T. 

.04 

'.'63 
T. 

t. 
T. 

.41 
.06 
.13 
.12 

.18 
.02 
.02 

■.■63 
.06 

.01 
.14 
.23 

.02 
.03 
.02 

■.'62 
T. 
.03 
.02 

■.'65 
.06 
T. 
T. 
.06 

03 
.06 
.05 
.10 

.02 
.60 
.35 

'n  fifi 

I" 

West  lUirke** 

Woo.t^tock 

1.09 

tV 
'.'ii 

i 

f.- 

■r 

T. 

f. 

!07 

■.01 
.06 
.37 

■r. 

1.3!> 
.21 

.04 
.49 
1.36 

.09 

.24 

.47 
1.07 
.40 

.65 
.49 

L58 
1.51 
.79 
.13 
.67 
.05 

.01 
.20 

.■qs 

.12 
.41 

■.■23 

.81 

■.■l7 

T. 
T. 

■f.' 
.42 

5  30 
1.30 

Mn.-<mchustdls 

3  2& 

Coast 

...do 

Connecticut 

Merrimac 

...  do 

:::: 

'.■■72 

.... 

■r. 
r. 

.01 

T. 

T 
T. 

.04 

T 
.01 
.07 

;o7 

■.'06 

.06 
T. 

'.'08 
.01 
.04 

2.49 
2  37 

;ld«« 

.... 

2.56 
2.75 

::.ham«:; 

f 

Housatonic 

Coa«t 

35 

.14 
.■06 

:.:: 

.41 

':52 
.24 
.23 

T. 

■.■74 

.01 

'.03 
.02 

".m 
f. 

.02 

■.■45 

.07 

.03 

.25 

■°^ 
!04 
.05 
.01 
.04 

1  62 

•r 

.10 
.04 
T. 

4  49 

'  'I**. 

....do 

Merrimac  

...do 

■."35 
.02 

T. 

T. 

T. 

.03 
.74 

.11 

;  " 

t. 

3.07 
2.47 

-jam 

'i'* 

Connecticut 

.... 

.65 

.02 

.02 

3.68 

i^ton".... 

Coast 

.61 

T. 

.... 

2,09 

.01 

.12 
.02 
1.16 
.07 

.27 

■.■62 
.12 
.60 

T. 
.24 

.01 

■.■si 
■'05 

.24 

.40 
.91 
1.54 

'.86 
1.55 

.18 

.15 
4.4t 

.18 

.17 
.84 
.22 
.35 

;4i 

.45 
.16 
.23 
.63 

'26 
.03 
.25 

:::: 
■.■43 

.47 

".iii 
.22 

.76 
.32 

.04 

t" 

■'62 

.05 
'.■35 

'■.05 

T. 
■.'02 

■V. 
1.30 
.16 
.05 

1.82 
.49 
.05 

.'72 
.92 

.05 
.02 

t. 

.06 

■'1.5 
.17 
.02 

■;i6 

.23 
.02 
.02 

.06 
T. 

.05 
.10 
.07 
.16 
.04 

.'62 
T. 

.06 
'i'. 
T. 

.02 
T. 

'.'08 

'.'oi 

T. 

4  07 

.02 
■.'i2 

T. 

■.■io 

.30 

lord"";;' 

d^);::;:::;::::: 

Merrimac 

Coast 

....do 

Connecticut 

Housatonic 

Coast     

.... 

'.'og 
'.'ie 

.10 

•f.' 

■'oi 

.49 

'.'oe 

.63 

f.- 

3.32 
3.16 
3,59 
3.80 
1  92 

.'],••_■ 

.05 

■;i] 

.19 

.62 

2.40 
5  71 

•town.  ... 

::::^J:::::::::::::: 

t 

::.l8e" 

.13 

.02 
.63 
.10 
.06 
.80 
.02 
.50 

.01 

;o2 

.4R 
.02 
.55 

.4.i 

in 

.25 

.09 
.59 

'67 

.55 
2.08 
.53 

2.99 
1.19 

:!? 

1.56 
4.02 

.71 
.33 
.42 
.30 
.06 
.31 
.41 

1.85 
.8C 
1.04 

1.70 
.60 
.57 
.12 
.41 

1.44 
.82 

1.01 

.09 
.55 
.55 
.28 
.37 
.07 
.36 

.65 
.89 
.95 

■.11 
.16 
.31 
.30 
.55 
.68 
.09 

.52 
.73 

'I'. 

.15 

'■l?^ 

.03 

T. 

.04 
,12 

.01 

.08 

■r 
.12 

.14 
.35 
T. 

.03 
.02 
.01 

.02 
T. 
.01 

'.'63 
.05 
.03 
.05 

T. 
T. 
.Of 

•r 

.22 

■.'67 
.12 

.03 
T. 

.04 
.22 
.26 

t. 
.01 
.04 
.07 

01 

T. 

.08 
.03 
.09 

".io 

<1 

' 

.04 
.05 

"* 

.10 

■.■65 

T. 
t. 

T. 

Kails 

Connecticut 

Hudson 

TV 

.28 
.02 
1.35 

T.' 

.... 

.13 
.10 
.19 

T. 

■.■67 

■.■10 

.65 
1.24 
.41 
.32 

.01 

■.'oi 
■.■67 

;o2 
.02 

.18 

:U 

.80 
.11 
.41 

■.•ii 

T. 

■f.' 

f.' 
T. 
.07 
T. 
T. 

1  87 

»iU:.imstown    .... 

.07 
''67 

.01 
.06 

.28 
.05 
.04 

f.^ 
.09 
.22 
.16 

f.^ 

'1'. 
■.■67 

.IS 
.33 
.17 

.1: 

.12 

■.'67 
.21 
.12 
.18 

T. 

T. 
■'63 

.02 
!02 

■f.' 
.01 

■;6i 

t'.' 
t'.' 

3.05 

Worcester 

Blackstone 

C08«t 

.20 
T. 

T. 

T. 

.... 

Blook  Island*"... 

•r 

T. 
'1'. 

.06 

3  50 

KiDffston 

....do 

Provi,lence»" 

...do 

.27 

'.'63 

■.'85 
.61 

.03 
.14 
.16 
1.31 

f.' 

T. 

T. 

195 

.78 

Connecticut 
BridKeport 

T. 

■.'62 
.81 

Colch.M.r  

''r'-»"  :;.u 

tland".  .. 

...do 

Housatonic 

Connecticut   

....do 

Coast 

;:;; 

.... 

.... 
... 

f  ■ 

';66 

.■62 

4.55 
3.60 
4.37 

I*'*  . 

.60 

\^ 
.45 

1.20 
.64 

3  05 

.02  4.53 

'r. 
.01 

.08 

....do 

T. 

• 

.19 

.^or«:>llc ::::: 

.... 

.25 

'.'.'.. 

.09 

6.56 

iiitnam 

?torrs 

Willimantic 

Coast 

.83 

.49 

'.'.'.: 

:::: 

•r. 

.06 

.55 
1.13 

.75 
.90 

.26 
..33 

.10 
.03 

:^ 

T. 

■.06 

.07 
.15 

.03 
.02 

.04 

Waterbury 

See  page  36  for 

explanation  of  reference  marks. 
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Daily  Temperatures  for  June.  1936 


Ma 
Bar  Harbor  (near). 

Kiistport   

Greeiivillo    

HoiiUon    

Lewistoii 

Millinocket 

OUltowii   

Portland  

Kumford  

Van  Btiren 

Winslow   


\  Maximum . 
•••  (  Minimum-. 

J  Maximum  . 
••  •  i  Minimum-. 

j  Maximum  . 
■••  (  Minimum- • 

j  Maximum  . 
■  ■■  )  Minimum.. 

j  Maximum  . 
•••  I  Minimum.. 

j  Maximum  . 
■■■  )  Minimum.. 

S  Maximum . 
•■■  (  Minimum.  ■ 

j  Maximum . 
■•■  1  Minimum.. 


!inuni. 


jM 
f  M 


Berlin  II 

Concord 

Dnrliam 

First  Conn.  Lake... 

Keei)e(uoar) 

Plymoutli 


Maximum. 
Minimum-. 
Maxinunn  . 
Jlinimum-. 
Maxinnun . 


)  Maximum  . 

j  Maxinnun . 

"  •  )  Jliiiinium- 

)  Maxinuini  , 


HurlinKton  ... 

Newport  

Northtiold.  ... 
Rutland  .  ... 
St.  Albans.  .. . 
St-  Jolinsbiiry 


Mi 


j  Maxinnun  .. 
/  Minimum  — 
)  .Maxinnun... 
)  Miniunnn  — 
j  Maximum  . .. 
1  iMininnim.  .. 
S  Maxinnun  .  .- 
(  Minimum..-- 


VV< 


.Maximum.  . 
Minimum... 
Maxinunn .  ■ 


Mdnsacliiinelts 

S  Maxim 
(  Mill 


iinmum.. 
j  Maximum  . 

'^"^'^"" I  Minimum.. 

„       ,  ,  S  JIaximum  . 

«ro'-'''0" (Minimum 

)  Maximum  . 

)  Minimum.. 

)  Maximum  . 

I  Minimum.. 

)  Maximum  . 


Concord. . 
ICa.st  Ware) 
fall  Kiver 
Fitchbnrg 
Lawrence. 
Nantucket j 

„.     ,  ,    . , S  Maximum 

Stockbridge    JMiniraum. 

Williamstown j  j{? 

Worcester 


)  Maximum  . 
(Minimum.. 
(  Maximum . 
i  Miniinnm.. 
j  Maximum. 
t  Minimum.. 


nimiim.. 
)  Maximum . 
(  Minimum.. 


Block  Island 


;  Maximum. 
)  Minimum.. 

\  Maximum . 
I  Minimum.. 

S  Maximum . 
i  Minimum.. 


Coiiiiecti 


Cream  Hill 

Hartford 

New  Haven 

New  London  .. 

N'orwalk 

Putnam 


Maximuii 


I  Maximum .  .- 
'  Minimum  — 
I  Maximum.  ■• 
'  Minimum  — 
I  Maximum  . . . 

'  Minimum 

I  Maximum  . . . 
'  Minimum  — 

Maximum . . . 

Minimum 


hi 


6.5  65 
53  0 
74      - 


Slj     79 
54|     56 


7  I     8  j     9  I   10  j   11      12  j  13      14      Id      16      17      18      19  I  20  I  21      22     23  I  24  I 


J  „, 


^2! 

47  53 

Slj  81 

56j  54 


S2i     78     79 

55|    55|    62 


77      781     75 


b!     74 


60  62 
51 
59  58 
50|  46 
69|  65 
58^  50 
72  66 

61  i 
72 1 


58      6IJ      .58 

72| 


57 
66 
56     58 


-531  56  49 

65|  71  77 

5Si  61  57, 

G4  70  76 

69!  61  [  58 

651  67|  79 

58  58  .59 

65  74!  V8 

60;  62  61 


62      64     63^     62 

75     78|    83 

641    58     63 

84 

59 


52  63' 
74  69      70 

53  63  65 
82  77|  ■^'' 
45  57 


6o!    63 

79     83 


67 
43     50, 
68;    06 
49 


70 

581     49 

77     73 


See  page  36  for  explanation  of  reference  marks. 
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BNGI-AND    SECTION 


Q. 

H. NOTES 

Puice:  5  ce> 

BEMITTANCK   PATABLK   1 

TS    A    COPY 
O    ^LTERIN 

TENDKNT  OF    DOCDMKSTS 

!;tami's). 
Wasuington 

D.  C. 

Vol. 

XLVIII. 

Bo 

^T(>N 

.   Mass.,  JULY. 

'.)36. 

No. 

7. 

OENEKAL.   SUMMARY 

The  month  opened  with  continuing  generally  fair  and  not  very 
warm  weather,  and  there  were  no  outstanding  warm  daj'S  until 
the  period  from  the  7th  to  lOtli ;  the  hottest  days  df  the  summer 
occurred  on  the  9th  and  1 0th  with  readings  in  the  lower  hundreds 
in  scattered  portions  of  Connecticut  and  INL^ssachusetts.  The 
coldest  day,  in  nearly  all  parts  of  the  Section  was  on  the  1st.  All 
States  except  Connecticut  were  slightly  subnormal  in  warmth. 
The  lower  temperatures  in  connection  with  a  moderate  lack  of 
rain  prevented  what  might  have  been  a  somewhat  serious  drought 
situation.  Conditions  were  acute  for  brief  periods  in  portions  of 
southern  New  England,  but  moisture  was  generally  adequate  in 
Maine,  New  Hampshire  and  Vermont,  and  except  in  some 
scattered  spots  of  the  southern  division,  vegetation  made  fairly 
satisfactory  progress.  Although  the  amount  of  rain  was  a  little 
8ul)normal,  showers  were  more  frequent  than  normal  as  were  al- 
so occurrences  of  thunderstorms.  As  usual  some  of  the  thunder- 
storms were  moderately  destructive  in  scattered  localities  from 
wind,  rain,  and  lightning.  In  general,  out-of-door  activities 
were  more  than  ordinarily  favored  by  suitable  weather. 


TEMPERATURE 

The  average  month!}-  temperature  for  the  Section,  based  on 
95  records.  \va.s  67.9°,  wbicli  is  Ll°  beluw  tlie  mean  hw  the 
past  49  years;  the  average  temperature  for  the  northern  division 
wasG5.5°;  for  the  southern  division,  70.1°.  Tlie  liighest  month- 
ly mean  was  74.6°  at  Springfield,  Mass.;  the  lowest  was  69  8° 
at  Eastport,  Me.  The  highest  recorded  was  103°  at  Waterbury, 
Conn  ,  on  the  9th;  the  lowest  was  30°  at  Somerset,  Vt.,  on  the 
1st.  The  greatest  monthly  ratige  was  63"  at  Durham,  N.  H.; 
the  least  was  26°  at  Nantucket,  Mass,,  and  Block  Island,  R.  I. 
The  greatest  daily  range  was  49°  at  Plvmouth,  N.  H.,  on  the 
2d.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
179  rfconls,  was  2  65  indies,  wiiich  is  1 .04  inches  below  the 
mean  for  the  past  49  years;  the  average  precipitation  for  the 
northern  division  was  3  14  inches;  for  the  southern  division, 
2.19  inches.  The  greatest  monthly  amount  reported  was  6.20 
inches  at  First  Connecticut  Lake,  N.H. ;  the  least  was  0.76  inch 
at  Portland,  Me  The  greatest  amount  in  24  hours  was  3. 10  inch- 
es at  Craftsl'ury  Common,  Vt.,  on  the  24th.  The  average 
number  of  days  with  .01  inch  or  more  of  precipitation  was  9, 
which  is  1  below  the  mean  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  114  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations  was  7.9  miles  per  hour,  which  is  0.4  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  1 1  stations,  averaged 
66  percent  of  the  possible  amount,  which  is  5  percent  above  the 
mean. 

The  cloudiness  was  at  the  mean.  The  average  for  the  Sec- 
tion, based  on  127  records,  was  13  clear;  10  partly  cloudy;  and 
8  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  8  a.  m  ,  _ 
p.  m.,  observations  at  11  stations,  was  75  percent,   vvhicli  is  i^^ 
percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^/(nmis. —  14th-17th. 

Halos.  lunar. —2d,  30-31st. 

Halos,  solar.— l-'dd,  6th  2()-21st. 

Hail.  —  (dates  and  general  location  of  scattered  occurrences) 
2d,  southern  N.  IL;  5th,  southern  New  England  coast;  9lh, 
southern  New  England  and  southern  Vt.;  10th,  northeastern 
Conn.;  11th,  Mass.,  and  northern  Conn. ;  14th  and  19th,  north- 
western Conn.;  20th,  northern  New  England  and  northwestern 
]Mass. ;   22d,  northwestern  Me.;    24th,  northern  N.  II. 

Thunderstorms — (dates  and  general  location) — 2-14th,  18- 
2Gth,  28-80th.  (Thunderstorm  on  the  9th  near  Worcester, 
Mass.,  reported  to  have  displayed  tornadic  characteristics  west 
of  station  in  late  afternoon  and  early  evening.) 

Fog,  dense. —2-bih,  7th.  9-15th,  17th,  ]9-26th,  29-30th. 

Frosts. — (dates  and  general  location) — None. 

SJcet.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


Precipitatic 


98 

32 

94 

4J 

1(1(1 

37 

10(1 

40 

102 

37 

9H 

40 

94 

34 

98 

39 

94 

41 

iUO 

47 

Wi 

39 

9ft 

1(10 

44 

104 

46 

93 

42 

98 

42 

98 

41 

98 

42 

97 

42 

9ft 

42 

101 

40 

98 

32 

98 

42 

106 

43 

100 

33 

100 

39 

9-2 

40 

94 

42 

98 

41 

1(W 

48 

104 

39 

102 

41 

35 

101 

40 

9ft 

42 

99 

40 

99 

39 

98 

39 

lOft 

41 

97 

39 

98 

40 

inn 

40 

104 

44 

99 

48 

96 

40 

102 

40 

98 

42 

101 

103 

37 

106 

32 

No.  of  days  (all 
New  England) 
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Climatolog'ical   Data  for  July,  1936 


Teiuperature.  in  degrees  Fahrenheit  Precipitation,  in  inches  Ko.  of  days        o 


Maine 


Bangor  §  

Bar  Harbor  inear , 
Brassiia  JJauiU  •  • 

Eastport 

EastWinthrop.  •• 

Ellsworth  

Eiistis  

Fariiiington 

Ft.  Fiiirlield  (near 
Gardiner 


(jreenville 

HiraniU 

Houlion 

JacUnum 

Lewistoii 

Lincoln 

Machias 

MadisoiiS 

Middledani 

Millinockel§  

Milo 

Moosehead 

Nortli  Bridglou..-- 

Oldtown 

Orono. 

Portland 

Pres<iue  Isle 

RipogcuiisUaninS- 

Runiford 

The  Forks 

Upper  Dam 

Van  Buren 

Winslow«§ 

Woodlands 

For  State     -.•• 
A'ei"  Hdinvuhire 

Berlin    

BetiilelKMii   ........ 

Concord    

Dixvi lie  Notch  .... 

Durham    

Errol§    

First  Conn.  LaUetl 

Fitzwilliam* 

Franklin 

Glenelih'   

Hami'tiin 

Hanover  §  

lieeneinearl  §  — 

Lakeport 

Lincoln   ■.   

Manchester 

Milan 

Nash 


i« 


New  1) 

NewDorc  

PinkluiniNotchtt. 

Plynionth 

West  Stewartslowi 
Wolfboro  Falls... 

York  Pond    

For  Slate     ... 


iMt.  Washington  t 


Veni 


Bellows  Falls.... 

Bennington 

BloomliehU:  .... 
Brattl('boro§  .... 

Burlinsjlon 

Cavendish 

Chelsea 

Cornwiilltt 

Craftsbury  Com 

East  Barnet 

East  Kyegate  — 
Enosbnrg  Falls- 

Gilmaii    

MaysMilUt 

Newfane 

Newport  

Northlicl.l 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbnry  ... 

Searsbnrg  Mt 

SearsbnrgSta.tJ 

Somersettt 

Vernontt§ 

West  Burke 


Androscoggin 
Penobscot.... 
Washington  .. 
Somerset ...... 

Oxford.. 

Penobs<>ot 

I'iscataquis — 
Somer.sct  •■  .. 
Cnmberlaiul.. 
I'enol)Scot .... 


Aroostook  .. . 
Piscataquis... 

Oxford 

Somerset 

Oxford 

Aroostook  . . . 
Kennebec... 
Washington  . 


Coos 

Grafton  ... 
Merrimack. 
Coos 


Belkui 
Graftc 
Hillsb 


Snilivan 
Coos  ■ . . 
lirafton. 


Windham  .. 
Chittenden. 
Windsor  — 

Orange 

Addison  — 

Orleans 

Caledonia  • 
Caledonia  .. 
Franklin... 


Windham... 
Windham.. . 

Orleans 

Washington. 
Bennington. 


isor 


Rutland 

Franklin.... 
Caledonia.. . 
Bennington 
B'nnington 
Windham... 
Windham... 
Caledonia. .. 


83 
1.260 
1.660 


610 

140 

711 

2,360 

1,660 

2.080 

228 


-1.30 


+  0.5.5 
-2.34 
+  0.  36 


-1.19 
-0  60 
—0.17 
-0.66 
+  0.17 
+0.15 
+  1.34 
-0.40 


—2.31 
-0.27 
-0.  02 
+0.47 
+0.07 


Bangor  Hydro  Electric  Co. 

B.  L.  11  ad  ley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
Samuel  D.  Soule 

0.  S.  Weather  Bureau 
C.  C  P.  i  L.  Co. 
William  U.  Cumming 
p.  M.  Triiip 

Union  \\ater  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Pow  er  Co. 
Great  Northern  Paper  Co. 
Winlield  Heath 
N.  W.  Roberts 
C.  L.  Chadbounie 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A- Mixer 
Sturgis  F.  Durgiii 
Union  Water  Power  Co. 

HoUlngsworti)  it  Whitiiey' 
St.  Croix  Paper  Co. 


Edward  Fenn 

George  K.  Tucker 

U.S.  Weather  Bureai 

Sarah  H.  Gleason 

N.H.  Agr.  CullcKe 

Union  Water  Power  (  . 

Conn   Valley  Lumber  Co. 

Walter  E.  Bolle.s 

F.  J.Southmayd 

State  Sanatorium 

Frank  li.  LeaviLt 

Dartn)outh  College 

Robert  P.  Hay  ward 

Fred  Wiggin 

Edward  A.  Carr 

AmoskeagMfg.  Co. 

Androscoggin  Kes.  Co. 

Pennichiick  Water  Works 

E.  E.  Tobey 

H.P.Shepard 

.1.  B.  Dodge 

Mrs.  Ilattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro- lilectric  Co. 
Everett  Orchards 
(4ecrKe  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weatlier  Bureau 
Cen.Vt  P.  S.  Corp. 
Charles  R.Durkee  tit 
Sarah  E.  Lane 

Mi^s  E.  M.  Dustin 
N.  E.  Power  Co 
J.  F.  Devins  t1t 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tif 
F.  J.  Ackerman  tit 

C.  W.  Richmond 

U.  S.  Weather  Bureau 

N.  E.  Power  Co. 

E.  E.  Ordway 

George  H.  Ross 

R   C.  Mc Williams 

Fairbanks  Museum 

George  Briggs  tU 

N.  E.  Power  Co. 

L.  L.  Leooiird 

Conn.,  River  Power  Co. 

Gilman  W.  Ford  ttl 


See  page  42  for  explanation  of  reference  marks 
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Climatoloffical  Data  for  July,    1936 


Temperature,  in  degrrees  Fahrenheit 


Precipitation,  in  inches 


S^ 


ii 


I'ennonl  Cont'd 
West  Hartford... 
White  Kivur  Jc-.. 

Whitiugham 

Wilder. 

Wilmington 

Woodstock 

For  State     ■  ■ . 

iIa»»aehHietls 


Adams 

AmherstS 

Ashla.idlJ    

Beechwood 

BlueHillUS 

Boston 

Boylstou 

Brockton  3   

Chester* 

Chesterfield  • 

Chestnut  Hill  § 

Clinton§ 

Concords 

Kast  VVareImm  .  ■ . 

KgrenionttJ*- .. 

Fall  River 

KalmouthU* 

FitchburgS 

Framinghani  J  — 

Franklin* 

Gardner  • 

(jloueester§     

Greentield 

Groton  *...   

Hardwick  • 

HaverhillS 

Heath" 

Uolyoke 

Hoosttc  Tunnel  ..  . 

Hubbardston* 

Hyannis 

Ipswich* 

Jellerson 

Lake  Cochituatet:§ 

Lawrence§ 

Lowell§ 

Mansrteld*. 

Middleboro*.... 

Middleton  

Milford* 

Millbury 

Nantucket  

New  Bedford  •• 
Northbridge*... 

Otis* 

Pembroke* 

I'eru  * 

Petersham 

Pittstield. 

Plaiulield* 

Plymouth 

Princeton 

Provincetown  .. 

Rockport 

Shelburne  Falls 
Sonthbridge*  •  ■ . 

Spot  Toiid  

Springfield 

Sterling 

Stockbridge  .   . . 

Swampscott 

TBuntoii§ 

Turners  Falls... 

Ware  • 

Webster* 

WestHeld§  

Weston§ 

West  Rutland  • 
Williamstown§  . 
Winchendon*  . .. 
Worcester!  a  )§... 
For  State  • . 


Windsor  • . 
Windsor . . 
Windham 
Windsor.. 
Windham 
Windsor  ■  ■ 


RhmU  Iflarul 


Block  Island- • 

Kingston  

Pawtucket§-.. 

Providence . . . 

For  State. 


Connecticut 

Baltic 

Barkhamstead  . 
Bridgeport§..... 
BarliDgton 


Berkshire  . . 
Hampshire 
Middlesex.. 
Norfolk  .... 
...  do  .... 

Suffolk 

Worcester  . . 
Plymouth  .. 
Hampden  ■■ 
Hampshire . 

Suffolk 

Worcester  •  • 
Middlesex.. 
Plymouth  .. 
Berkshire--- 

Bristol 

Barnstable-- 
Worcester  -  - 
Middlesex  •• 
Norfolk  --■- 
W'orcester  . - 

Kssex 

Franklin  .-.. 
Middlesex  -  • 
Worcester  -  - 

Kssex 

Franklin  — 
Hampden  -- 
Berkshire  -- 
Worcester  -  - 
Barnstable-. 

Essex 

Worcester  •  • 
Middlesex  -■ 

Essex  

Middle.sex-- 

Bristol 

I'lymonth  -  • 

Ussex 

Worcester  ■ 
Worcester  -. 
Nantucket.  ■ 

Bristol 

Worcester  ■  • 
Berltshire  -- 
Plymouth  -• . 
Berkshire  --. 
Worcester  •  - . 
Berkshire  ■■ . 
Hampshire- . 
Plymouth  --  - 
Worcester  -  -  - 
Barnstable -■- 

Essex   

Franklin  --.- 
Worcester  -  - . 
Middlesex  -- . 
Hampden  .-- 
Worcester  -  - . 

Berkshire 

Essex   

Bristol 

Franklin  -.. 
Hampshire  - . 
Worc-ster-.- 
Hampdeii  -■  - 
Middlesex  -  -  • 
Worcester  •  •  - 
Berkshire  ■  •  - 
Worcester  -  - 
Worcester  -  -  ■ 


Newport 

Washington 
I'rovidence 
Providence 


New  London 
Litchfield  ..., 

Fairfield 

Hartford 


97 

9 

«'2 

K 

94 

« 

100 

10 

■98" 

"r 

+  1.35 
-1.36 
—2.33 


-1.67 
+0.06 
+0.  03 
-■2.94 


-0.81 
—2.  21 
-1.52 


-2.53 
+0.03 
-1.92 
-1.82 
-2  39 
-2.51 


-1.74 
-1.63 
-1.05 


-2.24 
-2.17 
-2.31 
-0.21 


Eva  K.  noubleday 
R.  K.  Wiimotlll 
E,  T.  Sutton  1 1 1 
Olcott  Falls  Co. 
Walter  Adams  III 
William  .S.  Eaton 


Power  Co. 


Mass.  Agr.  Exp.  Sta. 
Met.  Watei  Works 
llingham  Water  Co. 
Blue  ilill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Lorinj;  IJ.  Ueed 
City  EnRiueer 
•lohn  A.  Smithies 
Iloyt  E.  Dodge 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
Diivid  A.  Hunter 
Richard  V.  Brigham 
Wilfred  Wheeler 
Herbert  B.  Allen 
]\Iet.  Water  Works 
Fred  A.  Darling 
William   II.  Dunn 
Ralph  M.  Barker 
T.  H.  Ward 
W'm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  II.  Varney 
A.  W. Ladd 
N.  E.  Power  Co. 
Mildred  Wheeler 
Stiite  Teacher's  College 
t1mrle.s  Arthur 
E.  P.  Mitchell 
Met.  Water  Works 
Essex  Company 
Props.  Locks  i  Canals 
A.  Buck 
Ralph  .Sampson 
William  It.  Iloelzel 
Milford   Water  Co 
N.  E.  Power  Co. 
U.  S.  Weather  Bureau 
C:ity  Engineer 
W.  E   Burnap 
l(..l.  La.igdon 
Chillies  c   Rogers 
Mury  II    Wood 
Mel.  Waterworks 
I..  B.  Ciiiiiining.s 
Anna    Al    Tirrell 
Mi.ss  I,.  IS.  Knapp 
Met    Water  Works 
lrv,n>;  II.   McNayr 
II.  S.  C.  G.  Station 
N.  E.  Power  Co. 
(J.  H.  Abbott 
Met.  Waterworks 
V.  S.  Armory 
Met.  Water  Works 
Ni  abit  H.  Bangs 
Weston  K.  Lewis 
Water  Works 
Turners  Palls  P.&  E.  Co 
Edna  G.  Tyler 
L.  C.  CoateH 
State  Sanatorium 
Weston  College 
Met.  Water  Works 
Williams  College 
John  Gregory 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Jnhn  W,  Liiijan 
U.  S.  Weather  Bureau 


The  BalMc  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


Ses  page  42  for  explanation  of  reference  marks. 
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Olimatologrical  Data   for  July,  1936 


Temperature,  iiidefirrees  Fahrenheit 


Precipitaiioii,  in  iiiclies 


Connecticut  Cont'd 


Colchester 

Collinsville 

Cream  HilUt 

East  Hartland  ..• 
Falls  Village§  .  ... 

Hartford 

Lake  KoiiomocJt. 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  ... 

Putnam  

Salisbury 

.StorrsS 

Waterbury  

West  Hanland... 
For  State..    ■ 


New  London . 
Hartford  .  • . 
Litchfield  ■•. 

Hartford 

Litchfield  .. . 
Hartford  • . . . 
NewLondoii. 
New  Haven  . 

do  

NewLondon. 

FairHeld 

Fairfield 

Windham 

Litchfield  . . . 

Tolland 

New  Haven  . 
Haitford  .... 


+  1.4 
+  '6'8' 


+  0.69 
-2.  m 
-1.07 
—2.04 
-L91 


S.P.Willard 

EdwiTi  R.  Wilder 

C.L.Gold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Agv   Exp,  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pag-es  40.  41.  and  42. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having:  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  vears  or  more  of  record  are  computed  from  a  normal  or  ''standard  mean"  ad.1usted  to  a  uniform  3vyear  period;  for  "stations  of  lo  to  14  years  the  means 
for  the  period  of' record  are  used.  Reference  letters,  », !>,<■,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  ii  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttt  Oberver  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Xt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Uam,  Wilson  Mills;  Brassua  Dam,  llockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  Waterville;-New  Hampshire— First  Conn.  Lake.  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  IWiddlebury;  Mays  Mills.  Colrain.  Mass.:  Searsburg  Sta.,  Wilmingt(m;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
—  Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Kgremont;  Falmouth,  Ilatohville;  Lake  Cocliituate,  Framingham;  —Connecticut- Cream 
Hill,   West  Cornwall;  Lake  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Pul>lic  Health. 


Not  included  in  summaries. 


Explanation  of  Reference  Marks  TTsed  on  Pag-e  43. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *«•  Regular  Weather  Bureau  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.  T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Observation! 


Explanation  of  Reference  Marks  Used  on  Pag-e  44. 
re  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PKE.SSnRE.  WIND.  HI'MIDITV,  ANDSUNSHINK 


Atmospheric  Pressure 
•reduced  to  sea  level) 


Relative 
Hnuiiilitj 


Amherst... 
Block  lslan< 
Blue  Hill... 

Bo.stoii   

Burlington 
Eastport . . . 
Greenville. 
Hanover... 
Hartford  .. 
Nantucket 
New  Hivven 
Northlield  . 
Portlan<I... 
Providence 


29 

29  84 
29.  Sh 
29.84 
29,  8" 
29.8" 
29.88 

29.  »■; 

29.86 
29. 


30.23 
3U  29 
30.28 
30.29 
,S0.28 
30.21 
30. 23 
30.27 
30. 29 
30.30 
30.30 
30  32 
30  27 
30. 28 


29  47 
29  54 
29.  49 
29  46 
29.  55 
29.  46 
29.55 
29.52 
29.  51 
29  53 
29. 55 
29.56 
2't.  46 
29.62 
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Daily   Precipitation  for   July.   1936 

DrniiuiKe  basin 

Day  of  month 

1 
H 

Stations 

1|     2 

>i  '1  > 

5 

7|     8|     9 

10  1  11  I  1? 

13 

14 

15  1   16      17 

18 

19     20      21 

22 

23 

24 

25 

2R  1  27 

28 

29 

30 

31 

M,une 

Eastport"* 

EllsHorth 

Coast  i 

.J.J.. 

...1  .09   .20 

.28\... 

1  1 

■r  !..    i  ... 

T. 

• 

't.' 

'.'62 
■.'03 

.17 
.32 

.'48 
.  10 

'.'63 

.01 
02 
.11 

....    T. 

.... 

.05 

".'io 
't. 

.07 
.01 

'f. 

".■88 
.04 

T. 
■.'23 

.01 

.12 
.05 

.02 

".'6i 

■]04 
.06 

.15 

.37 

.05 
.02 
.10 
.25 
.96 
.05 
1.01 

'."23 

.53 
.09 

1 

.oJ.... 

.411.... 

T. 

.19 

.58 

"t. 

1.08 

....do 

Kennebec 

::::^S::::::::::::::::: 

....do 1    .. 

St.  John '1'. 

:?^ 

... 

.01 
.55 

".'62 

2.55 

£u<ti^         

.22:  .18   .15 
....    .3(s.... 
.01    .05    .28 
.08'  .50   .69 
...    1.071  .16 

i.60 

'tv 

T. 

t.' 

] 

r. 

t.    .01!.... 

.011  .081  .40 

.51 
.12 

:^? 
.47 

.85 

■."i3 

.13 
.43 

t. 
.29 
.59 
.15 
.21 

.19 

.06 

.01 
.09 

.02 

'."62 
.18 

■"25 

.12 

2.11 

Faruiington 

Gardiner..... 

Gretiiville 

Honllun 

'.■53 
.01 

.02 
.'6» 

L... 

'.'oi 

'.'64 

'.'61 
.02 

T. 

t". 

■.06 

■69 
T. 

'.'62 

'.'oi 

T. 
.'i4 

•J' ' 

.03 

... 

.23 

'■43 
.0 

.1(1 

■r 

.01 
.19 

t. 

.08 

'.'0.=. 

T. 

.01 
.04 
.0.1 
.16 
T. 
.08 
.04 

■.'i2 
.:« 

T. 

11 

T 

.06 
.01 

'.'01 

.'07 
.02 
T. 

.OS 

.08 

'  T.'. 
T. 

.67 

.06 
.Or, 

■.'32 
".m 

.03 

■v. 

'.s-i 

'."09 

'.'i2 

-"I?' 

•.■98 

.Oi 
.7: 
.12 
.42 
.('3 
.I.-) 

.15 
.13 

;i] 

'."12 

.  Ill 
.01 

'.'65 

■r 

.33 
.17 
.09 

f. 

1.79 

.27 

T. 
.24 

'[67 

■i- 

'.'06 
T. 

.04 
.02 

".03 

!i] 

T. 

T. 

".62 

'."01 
.03 

■."26 
"."68 

T. 

■r 

.        .61 
.061.62 
.071  .05 

'".04 
"."65 

".'28 
.20 

.12 
.03 
.61 
.09 
.03 
.04 
.06 

:ll 
.10 

.07 
.35 

,;«' 

"."is 

.07 

'.'61 

'."6i 

T.' 

'.07 

:::: 

2.56 
4.53 
3.88 

Kennebec. 

....I  .45   .09   .97i  .02 

.44 

.60 
.16 
.06 

.15 

:^ 

.4.S 
.IC 
.38 
.S4 
.56 
.50 

"."42 

T. 
.58 
.48 

1.25 
.60 
.69 
.74 
.05 
.97 

1.11 
.88 
.18 

.22 
.53 
.37 

.30 

4.33 

U^WlI^tOll 

M8ai>..n 

Milli.iocket 

Milo  

North  Bridgton... 

■  .01 

.3S|   .31 
T.     .95 

.08 

".'76 

'."06 
.33 

2.15 

2.04 

Penobscot   

.... 

.36i  .26    .06 
T.  1  -71    .!.■» 

1.76 

.08 

30,  'r 

't" 

.02 

t. 

1.71 

.80 

'.■92 
.60 
.02 
.36 

".■47 
.35 

..W 
T. 

r 

.18 

".ik 
.02 

.86 
56 

.60 
.0^ 
.09 
.20 
T. 
.20 

T. 

Portlan.i-« 

Prc>.t>u- Isle   

Kii"-'tiius  Dam.  .. 

Coast 

St.  John 

.... 

tV 

.01 

0  76 

"!3P 

T. 
'.'62 

.35 

.2: 
.25 
.52 

i'oe 

.52 

.59 

■.■33 

■."65 

.07 

.04 

.03 

.09 

.34 

.45 

•:i4 

T. 
■f.' 

.04 

T. 

'.'ii 

.19 

.03 
T. 

3.41 

Wil:-      '       .V 

Woudliiiid**  

yen-  llftmpshire 

St  John 

Kennebec 

St  Croix 

Andro-scoggin 

.'46 
T. 

'  .65 

.04 
.f.5 
.37 
.25 
.56 
1. 10 
1.09 
.07 
.73 
45 
.27 

.15 
l.Of. 
.32 
.35 

.36 
.05 

1 

:■:: 

.29 
.37 

.4S 

t 

.23 
.58 
.42 

'.■51 

■.■41 
.09 
.79 
.16 
.37 

.33 
.75 
.57 
.02 
.41 
.43 
.35 
.02 
.94 

'.m 

27 

1.09 

38 

.24 

,0! 

.in 
.17 

iJ23 
.92 

1.21 
.20 
.36 
.08 
.06 
.05 

1.15 
.61 
.6S 

J2 
71 

1.3! 

.10 

f 
.12 

■.07 
.04 
.05 

'.'65 

.0:^ 
.7: 
.14 
,47 
.OX 
.23 
.25 

r. 

.02 

'.'64 

■f 

.48 

T 

.43 

i.'eo 

.13 
.02 

.2'! 
.05 
.54 
.38 

.01 
.14 
.13 

'.'63 

.04 
t. 

i.'67 
"!66 

.02 

■w 

.0> 
.12 
.02 
.14 

'.'62 

v.i 

T. 
1.60 

'.'ii 

T. 

t. 

1.20 
.28 
.50 

.on 

r 

■r. 

'.'io 

.51 

't. 
't'.' 

.02 

'f  ■ 

■ 

... 

'I. 

2."i4 

Coiu'ord   

.15 

3  76 

Durluini 

Con^t'"'*'^ 

2  58 

First  Conn.  Lake.. 

fonnecticut 

Merriniac 

1.05 

".SA 
.31 

'.16 
.38 

.42 
.82 
.3« 
.93 
.7(1 
.81 
.69 
.75 
.73 
.02 

.'hi 

.07 

■•' 

■■*■ 
'.'39 

T. 

''04 

'.'02 
T. 

T. 
.04 

.22 

.04 

.01 

■■[. 
T 
T 

.'65 

;67 

■.'07 

.19 
.01 

f,' 
'.'62 
T. 

;n2 

.02 

.'02 
■r 

... 

.02 

■f. 
t. 

T. 

.02 
.'64 

T. 

V. 

ni; 

::: 

.02 
.14 
.17 
.04 

'.'i2 
'1-. 

t. 
.52 

.06 
.1.5 

■f.' 

.03 
.06 

"t' ' 

t. 

.13 
.03 
.04 
.22 
.OP 
.02 

r 

.60 
..59 

.40 
.09 
.10 

::: 

■.It 
.01 

.05 

'39 
.10 
.78 
.59 

■.'03 
.11 

!3'7 
.08 
.23 
T. 

.55 
■■43 

.20 
.10 

'."19 
.63 

"."84 

.32 
■."63 

■'36 

.08 

'."if 
■I 

1.07 
.05 
.16 

■';,. 

.39 

■'is 

.07 

.12 
.2.' 

".'20 

.21 
T. 

.'62 

'!6i 

"."25 
.06 
T. 

.09 

."•0 

T. 

.05 
.0-' 

.08 
"t".' 

.01 
T 

6  20 
2  45 

Ke«no(near) 

Lincoln" 

Nashim** 

New  Dnrliam**.... 
Newport**    

....do 

...do 

Merrimac 

...do 

.'69 
.05 

■.■63 

2.21 
2.99 
3.  98 
3  M 

.11 
.25 

t. 

.03 

t.' 

t. 

'.'oj 

't. 

ir 
"iso 

.06 

.58 

".'26 

■.'^ 
.48 
1.17 
.42 
.44 

■r. 

't  ' 

.6} 

f.' 
.02 

T. 

.3!j 

'.05 

.... 

't.' 

.01 

".6k 

■f.' 

'.M 

.ro^*;' 

..-Ii   ........ 

Champlain 

Connecticut 

...do 

Champlain 

St.'L:iwrence.'!!!; 

Champlain  

....do 

....do 

Connecticut 

....do 

....do 

....do 

Connecticut 

2.46 
3.67 
4.25 
4  48 

!      

".'.'. 

T    ■   .7ii    ,  ]!■ 

2  53 

-■  Falls.... 

:::; 

"."10 

■.^07 

.02 
.04 

t. 
.01 
't. 

.62 

3.57 
4  65 

-iiiiry 

:::: 

.02 

.  1: 
.05 
'1'. 
T. 

T.' 

1.  ii 
.  9.5 

1.15 
.61 
.49 
.48 
.37 

.88 

!04 
.03 
2.22 
.32 

■."08 
.54 
.73 
.34 
.2' 
.03 
1.04 
1.16 

■'k 

.IN 
1.2f 

:t 
% 

.14 

'.'32 
2.11 

■"53 
.75 
.49 

1.69 

.M 

.28 

.07 

i;i5 

.80 
1.59 
.1.5 
.48 
.26 

.47 
1- 

.18 
.78 

.01 

';i2 

.02 

.23 
.46 
.09 

'.61': 
.06 
.03 
.06 

r. 

.09 
.  16 
.05 
.02 

.'ii 

.3(1 
.02 
.08 

.01 
.04 
.40 
.13 
.20 
.18 
T. 

.62 

■■32 
T. 

."6? 
.35 

.06 
.04 

.02 
.0^ 

3.73. 
3.96 
3.74 
1.59 
4.87 
2.88 
3.12 

1.45 
3.21 
1  04 

\\V,t  r.urke**'.'.;"! 
Woo<Uock 

■  t  

.02 

.18 

'1' 

.17 

.11 

.10 

.06 

T 

■."22 

.in 

.16 
.38 

!03 

"."26 
.11 

■."67 
.27 
.26 

!09 
.25 
22 

■.'50 
.06 

T. 
T. 

.48 

.16 
.04 
.40 

'."15 
.40 
.12 
.15 

T. 
T 

■f ' 

;i3 
■t. 

■.'ni 
■r. 

.04 
.10 

't.' 

't' 

.03 

■."08 

T 
■1'. 

.81 
.03 

.01 

T. 

... 

T. 
T. 

'."72 

T. 

.01 

■v. 

t" 

.61 
.04 
.09 

■ .» 

...  do 

T 

-  Id** 

1.66 
2.80 
1.32 
L83 

2  87 

T. 

'tV 

T. 
T. 

'.'os 

.14 
.19 
.03 

't. 

.40 
.39 

■i 

.12 

.13 

.04 

'.'i9 

.18 

f 

.82 
.89 
.81 

-.11 
.29 

'.'21 
.01 

'.'35 

'.'26 

'.'35 
.25 

'.'78 

t. 
T. 

".ii 

..,ham«:: 

...  do 

Coa.st 

Housatonic 

Coast 

....do 

■'oe 

.05 

T. 

'.04 

.... 
.... 

.08 

.01 
.17 

.i( 

T. 

.03 

'.OS 
-.06 

■r, 
'1'. 

'."6i 
■.■55 

:::' 

't. 
T 

"t". 

■f. 
t. 

't.' 

■70 
'.'65 

■."ra 
i."6n 

.40 

.'23 

'.'76 
'."80 

Kaliiioutli**.'"!! 
Fitchburg 

'."6c 

.09 

.31 

.6-2 

.03 

■."61 
r. 

.03 

... 

,'" 

T 

2.67 
1.75 
1,68 
1.24 
1.57 
2.57 

2111 
1.23 
1.79 
3.55- 
1  58 

FraniiiKTliam 

Fraiil.iii" 

"  ■   -k" 

\<idD**'.'.'.'. 

...do 

Charles 

Connecticut 

Merrimac 

Connecticut 

Coast 

...do 

Merrimac  . 

T. 

f.' 

.28 
.02 

.'06 

.02 

'f. 

T. 
.01 

■f.' 

.05 
.86 

■.ti 
.80 

'f. 

't' 

.07 

'.'15 
.02 

T 

'.■43 
t. 

.01 
■f. 

.16 
.31 

■'15 
.15 
■12 

'". 

■.-06 
.07 

■f. 

T. 
.01 

•;■ 

T. 
T. 

t«*:::::: 

Coast 

....do 

Connecticut 

".27 

.05 
.09 

'■.63 

.15 
.04 

.... 

T. 

:::. 

;;ord  .... 

■f. 

2.02 
2.26 
2.55 
2.82 
1.54 

1"* 

,  h** 

tc)»vn 

ige**.'.;;; 

Coast   

....do 

....do 

Thames 

Connecticut 

Coast 

Connecticut 

■.'62 

■.■12 
tv 

tV 

.06 

".in 

't.' 
■f.' 

T. 

.1.1 
.09 

.02 

t.' 

.34 

-; 

.01 

.42 
.66 

.04 
'.'66 

.12 
.30 
.17 

■/' 

'.'68 

i.i 

.20 

:::. 

'.'lO 
T. 

i 

.85 

'.14 
.'05 

"t. 

.08 

■.■62 
T 

1  62 

i-alls 

.... 
.'69 

:::: 

t." 

T. 

.13 

WincliiMKlou  *•.... 

Connecticut 

Blackstone 

■f. 

■.'03 

3.46 

Block  Island"*... 

Coast 

T. 
f. 

1.34 
1.56 
2  34 

KiiiKston 

Providence*** 

....do 

....do 

Coast 

do. 

.... 

Connrdicut 
Bridg.>port 

.01 

."i2 

.04 

.02 

.03 
.01 
T. 

Colchester  

1  39 
4  99 

Oeain  Hill 

Housatonic 

Connecticut 

...do 

Coast 

...do 

do 

;o4 

T. 

:::: 

East  lliitland**. .. 

".'64 

Hartiord*** 

T. 

.02 

.01 

.Vew  Haven*".... 

New  London  ...... 

N'orwalk  

T. 

't. 

1.45 
2.05 
2.28 

Potnam 

Jtorrs 

Willimantic 

Coast 

.91 

.... 

T. 

.30 

;i8 

1^ 

.16 

.32 

67 

.07 
10 

T. 

.05 

T. 

2  60 

Waterbury  . 

.01 

i         '         ' 

1 

See  page  42  for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  July.  1936 


^1  H  H 


« 

17 

18      19 

m 

f.9 

M 

51 

53      56 

w 

7f 

70      63 

63 

52 

52I     51 

23     21      25 


26      27      28 


Maine 

H-Ha,...or(near) \^^^. 

Kastport,  )  Jlfni'mum  .■. 

...  )  Maximum  . 

^reeuwiU<i   i  Minimum.. 

,,      ,,    ,  S  Maximum  . 

Houlton    J  Minimum.. 

...  Maximum  , 

Le"''st""  i  Minimum.. 

Miili-oeket !,^r,fimum.; 

0»lto.v„   U{=r 

Portland  \^Z^:. 

K">"ford l^S;;!'.: 

v-«— l^lSm.: 

Winslow   ,,; „  . 


New  Hiiiiipshiie 
„     ,.     .,  j  Maxinuuii. 

•^«'""  II (Minimum.. 

,  )  Maximum  • 

<-onconl I  Mininmm.. 

,^     ,  S  Maximum . 

l^"''""" (Minimum.. 

First  conn.  Lake l^^l^Z/. 

Keeneluear) 1  Mf.fiZm  .•. 

PlynunUl, \  ^]''^'"""'' ' 

^      ,.      ,  S  Maxluunn 

»'"•'"'«'-"" 1  Minimum.. 

)  Maximum. 

N''wi'"'t  (Minimum. 

..,,,,.,,  S  Maxinuuii  . 

No'tl'I'el'l I  Minimum. 

u,,,!,,,,,.  (Maximum. 

'*'"■''"'"    (  Minimum.. 

„.    , ,,  S  Maximum  . 

»'■  AlDans j  Minimum.. 

St.JoUushuvy  iMh^mum': 

,,,      ,  ^     ,  )  Maximum . 

Wooflstncit  i  Minimum.. 


Amiii 


'.(irliiifetts 

\  Maximi 


Minimum.. 
„     .  \  Maxinumi  . 

U"'t"i' (  Mininunn.. 

„       ,  .  S  Maximum  . 

BiocUton iMinimiun 

Maxinnun  . 

t'Oiit'"™ (Minimum.. 

.,     .  ,.,       ,        ,1  J  iSIaxinuun . 

Kast  UareliamI' (Mininunn.. 

„   ,,  ...  i  Maxinnun  . 

F«"  l^'^er 1  Minimum.. 

Fitohburg  iMfnimum.: 

Lawrence l^^^^^' 

Nantucket \^~:. 

„.,..,  )  Maximum . 

Stocklnidge    i  Minimum.. 

Williamstowu !  Mnfimum'". 

,,,          .  )  Maxinnun . 

"■"^'■'■s^ter I  Minimum.. 


W.ode  Island 


Kingston  ... 
Providence  . 


Maxinnun. 
Minimum. 
Maximum . 
Minimum.. 
Maximum . 
Minimum. 


Connecliciit 
„.,,  j  Maximum  . 

Cream  Hill j  Minimum. 

„     .,     ,  j  Maximum . 

Hartford I  Minimum. 

New  Haven |  MfnimunT. '■ 

.,,„.„  i  Maximum. 

New  London i  Minimum.. 

NorwalU \^ZS::. 

T>„t„,m  (Maximum. 

*^"'°*™ (  Minimum.. 


521  60   54 


71 
53 
75I 
50;  54 


71   66  73 

54  541  58 

781  701  77 

50  54 


76  84!  83  75 


79 

a3|  55 
801  80 
52  58 


72  67 

62  60 
79!  73 
55  58 
78  76 

63  59 


52  70 
92 

45  64 

76  80 


99'  100  87 

71]  68  72 

91  90|  84 

71  70!  69 

90  93|  91 

70j  71|  77 

100  98.  88 

71  66  70 


61   53  55  50   42:  53| 


.50  50!  47i  52  45 


59  55 

72|  76 


59  5-5  49  45 


00   (1  IV       10 
58  55  50  45 


621  55  50 
90   75   "•■ 

55  51 


80 
44 

49 

7t 

7t 

44 

40 

73 

75 

52 

51 

72 

76 

75 

51 

77 

641  60!  57 


62  60,  58 


55  55!  50 
80  75  82 
63  58 


54  48 

81I  77! 

56  54| 
83  82i  82 

57  54  49 


79|  771  92|  85 


67  66 
94'  91 
70  57 


55I  54 
78 


76l 
56|  54 


58| 

55 

.54 

75 

76 

79 

6nl 

62 

.58 

71 1 

8(; 

78 

60t 

64 

62 

821 

85 

79 

hi 

51 

52 

7H 

76 

fiO 

.55 

57 

74 

72 

73 

60i  59! 

77|  74 


65|  601  60 

75  SO,  71 

65|  63  63 

76l  79I  71 


481  63 
811  85 
501  65 


78     79     79 


63  r  5S|  54 
72  73  761 
56     52 


Seepage  42  for  explanation  of  reference  marks 
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NEW    ENGLAND    SECTION 


G.  H.  NOYES 


PkICE:    5   CENTS    A    COI>T:    50   CKNTS    A    YEAR:     i  NOT 
RIMITTANCK   PAYABLE  TO    SlPEUIN    EXl)  ENT  OF    DOCUMENTS, 

W  ASIIINGTON,    D.  C. 

Vol.   XLVIII.         Boston,   .Mass.,    AUGUST 

1936.         No.  8. 

GENERAL  SUmMARY 

The  weather  was  about  normal  both  as  to  moisture  and  warm- 
th in  central  and  northern  portions  of  Maine,  New  Hampshire 
and  Vermont  during  August  and  characteristicallj'  pleasant 
sunnuer  conditions  were  general.  To  the  southward  in  central 
and  southern  New  England  there  was  a  moderate  excess  of  rain 
beyond  normal,  with  more  frequent  thundershowersand  humid- 
ity slightly  above  normal.  Along  the  coast  there  were  more 
easterly  l)reezes  than  usual,  which  contriliuted  to  .'<omewhat  un- 
comfortable oppressiveness.  Tliere  were  damaging  wind  and 
liglitning  storms  in  Connecticut  and  Massachusetts  in  the  early 
and  middle  parts  of  the  month,  and  elsewliere  at  other  times. 
The  slight  excess  of  warmth,  and  adequate  rainfall  tended  to- 
ward a  restoration  of  vegetation,  and  agriculture  was  in  a  gen- 
erally favorable  condition,  toward  (he  close  of  the  month,  after 
lack  of  rain  in  the  early  days  of  the  month  had  developed  a 
somewhat  unfavorable  outlook. 


TEMPERATURE 


The  avei-age  monthly  temperature  for  the  Section,  based  on 
101  records,  was  67.1°,  wliich  is  0.3°  above  tlie  mean  for  tlie 
past  -19  years;  the  average  temperature  for  the  northern  division 
was  64.4°;  for  the  southern  division,  69.8°.  The  higliest  month- 
ly men  n  was  73.6"  at  Springfield,  Mass.;  the  lowest  was  59.8° 
at  Pinkham  Notch,  N.  H.  The  highest  recorded  was  97°  at 
Springfield,  Mass  ,  on  the  3d,  and  AVaterbury,  Conn.,  on  the  3d 
and  4th;  the  lowest  was  33°  at  First  Connecticut  Lake,  N.  H., 
on  the  2  1st  and  26th.  The  greatest  monthly  range  was  56  at 
Plymouth,  N.  H.;  the  least  was  24°  at  Block  Island,  R.  I. 
The  greatest  daily  range  was  44°  at  Plymouth,  N.  H.,  on  the 
1st.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
183  records,  wns  4  34  inches,  which  i.s  0.48  inch  above  the 
mean  for  the  past  49  years;  the  average  precipitation  for  the 
aorthern  division  was  3  64  inches;  for  the  southern  division, 
5.03  indies.  The  greatest  monthly  amount  reported  was  7.67 
inches  at  Heath,  Mass. ;  the  least  was  1.11  inches  at  Block  Island, 
R.  I  Tiie  greatest  amount  in  24  hours  was  3.57  inches  at  Frank- 
in,  ;Mas3.,  on  the  29th.  The  average  numl>er  of  days  with  .01 
nch  or  njore  of  precipitation  was  1 1,  which  is  1  nbove  the  mean 
"or  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND   HUMIDITY 

The  prevniling  direction  of  the  wind,  based  on  115  records, 
vas  southwe.^^t.  The  average  velocity,  based  on  the  records  at 
4  stations  was  8.1  miles  per  hour,  which  is  0  2  mile  per  hour 
ibove  the  mean. 

The  .sunshine,  based  on  the  records  at  1 1  stations,  averaged 
'0  percent  of  the  possible  amount,  which  is  10  percent  below  the 
nean 

The  cloudiness  was  at  the  mean.  The  average  for  the  Sec- 
ion,  based  on  126  records,  was  13  clear;  9  partly  cloudy;  and 
'  cloudy  days. 


z>? — ^ 

The  monthly  relative  iiumidity,  based  on  th^S  a.  m.,  and  8 
p.  m.,  observations  at   11  stations,  was  79  percfe/ftL  which  is  2 


percent  l)elow  the  mean. 


■y(} 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Halos,  lunar.  — nth,  25-26th. 

Halos.  solar.  — 1st,  28-29th. 

Hail.  —  (dates  and  general  location  of  scattered  occurrences). 
— 4th,  northern  Mass.;  10th,  west  central  Me.;  16th,  north 
central  Vt.;  17th,  extreme  eastern  Mass.,  and  southeastern 
Conn.;  31st,  eastern  Mass.,  and  northern  New  England. 

Thunderstorms— l-7th,  10-25th,  28-31st. 

Fop,  dense. —1st,  4-5th,  7-loth,  17-19th,  21-24th,  26-31st. 

Frosts.  —  (dates  and  general  location) — 18th,  Bigelow  Mt., 
Me.;   21st,  Woodland,  Me. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1889  •■ 
1890... 

isyi..- 

1892... 
1893  -. 
1894-.. 
1895  .- 
1896- • ■ 
1897- •■ 
1898... 
1899... 
1900- • ■ 
1901-. ■ 
1902  • ■ 
19U3-- 
1904.. 
1905- • • 
190()--- 
1907---' 
1908- •■ 
1909---' 
1910---' 
191I-'-' 
1912---' 
I913---' 
1914---' 
1915-.. 
1916--- 
1917--- 

1919  ■■■ 

1920  • • • 
19J1  •■■ 

1923  ••■ 
1924.... 
1925.... 
1920.... 
1927.... 
1928.... 
1929.... 
ISKO.... 
1931.... 
1932  ... 
I9S3.... 
1934.... 
1935-... 
1936.... 

Period 


64.9 

98 

38 

64.2 

94 

35 

6ft,  0 

94 

32 

60.0 

9/ 

33 

66  2 

97 

34 

66.1 

102 

34 

62.8 

92 

29 

64.8 

93 

34 

66.1 

100 

28 

64.5 

91 

68.0 

95 

33 

66.3 

99 

32 

67.1 

98 

34 

67.1 

90 

34 

63.  H 

92 

30 

59.  V 

8(i 

29 

63  8 

93 

30 

63.7 

92 

32 

68,4 

lii2 

33 

63.7 

96 

33 

64.1 

95 

32 

64  5 

100 

28 

64  0 

99 

29 

65.6 

96 

34 

62.0 

90 

31 

64,9 

100 

30 

64  K 

96 

32 

64.4 

95 

30 

6/  8 

104 

30 

67  7 

100 

29 

65  9 

102 

32 

63.1 

90 

24 

68.3 

102 

35 

63  9 

96 

65.3 

94 

34 

62,  3 

98 

29 

63.5 

98 

31 

64  9 

91 

26 

fij.3 

91 

32 

62.4 

92 

33 

6S.2 

97 

35 

63.  0 

94 

64,  1 

93 

32 

65  2 

98 

33 

67.  3 

93 

36 

65.7 

IM) 

33 

62  ft 

93 

30 

66.6 

104 

34 

64-4 

9b 

33 

64.9 

104 

24 

No.of  (lay.s(all 
New  England) 


14 

U  (  11 
10  I  15 
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CLIMATOLOGICAL  DAI'A :  NEW  ENGLAND  SECTION 


August,  1936 


Climatolog'ical   Data  for  AugTiGt.  1936 


Maine 

BangorS  

Bar  Harbor  (near) 

Brasilia  DaiiiU 

Eastport 

East  Wiiitlirop.   ■•• 

Ellsworth   

Eustis  

Faruiiiigtoii 

Ft.Fairlield  (near; 

Gardiner 

Greenville.. 

HiramU 

Houltou 

Jacknian 

Lewiston 

Lincoln 

Macliias- 

MailisonS 

MidcUedain 

MillinockelS 

Milo 

Mooseliead 

North  Bridgtoii.-.- 

Oldtown 

Oroiio 

Portland 

Presque  l.sle • 

RipogenusUamttS 

Riimford 

The  Forks 

Upper  Dam 

Van  Buren 

Winslow:j§ 

Woodlands 

For  State     


New  H<iiiip!<liir 


Berlin    

Bethlehem  ........ 

Concord   

Dixville  Notch  .... 

Durham    

Errol§    

First  Conn.  Lakelt 

Fitzrvilliam* 

Franklin 

Glenclilf   

Hampton 

Hanover  §    ■  ■  — 
Keenelnear)  §  — 

Lakeport 

Lincoln  •.   .... 

Manclie.ster 

Milan 

NasluiaS  .......... 

New  DnrlianiU--- 

Newport  

PiiikiiamNotditt.. 

Plymonth 

West  SlewartstoWM 
Wollboro  Falls-..- 

York  fond    

For  State     ■  •  -  - 


Venniiiil 

Bellows  Falls 

Bennington 

Bloonitieldtt 

BrattleboroS 

Burlington 

Cavendish 

Clielsea 

CornwalUt 

Craftsbury  Com.. 

East  Barnet 

East  Ryegate 

Enosbwrg  Falls- -- 

Gilman 

IMaysMilUJ 

Newfane 

Newport  

NorthHeld 

Read.sboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

Searsbnrg  Mt 

Searshnrg  Sta.JJ.. 

SomersetU 

Vprnontt§ 

West  Burke 


Penobscot .  • 
Hancock  .... 

SciMicr.iut 

Washington 
Kennebec  -. 


Sod 


Androscoggin 

Penobscot 

Washington  -. 
Somerset ...... 

O.Klord.. 


l'i,<ciita<inis... 
Somerset  •■ 
Cnmlierland. 
Penobscot. -- 
Penobscot  --  - 
Cumberland. 
Aroostook  .. . 
Piscataunis... 

0.\ford 

Somerset 

Oxford 

Aroo.stook  . . . 
Kennebec .. 
Wasliington  . 


Coos 

Grafton  

Merrimack... 

Coos 

Strallord  ...  . 

Coos 

Coos 

Cheshire 

Merrimack... 

Grafton  ■ 

Hockingham. 
Grafton   


Belknap., 
(-iiafton  .. 
Ilillsboro- 


Sullivan 
Coos . . . 
Grafton. 
Coos . . . 
Carroll  . 
Coos    .  •  ■ 


Windham  .. 
Bennington 

Essex 

Windliam  .. 
Cliittenden.. 
Windsor  •--- 

Orange 

Addison  — 

Orleans 

Caledonia  -- 
tlaledonia  -. 
Franklin.... 


lam. 


Wi 
Wiiidliam... 

Orleans 

Washington. 
Bennington. 
Windsor  .  -- 

Rutland 

Franklin..  .• 
Caledonia... 
Bennington 
BMinington 
Windham... 
Windham. .. 
Caledonia... 


Temperature,  in  degrees  Fahrenheit 


+  0.7 
+  0.2 

'+ o.'s 


+  0.5 

-as 


inches       !     No.  of  days 


+0.06 
+0.31 
-0.99 


+  I.;f6 
+0. 02 
+0. 25 


+0.36 
+0.59 
+1.02 
-0.8-1 
+0.05 


+  0,24 
+  H.84 
-1.15 
+  1.01 
+  0.57 
+  1.16 

+  l!70 


-1.13 
+0.20 

+2:23 
+0.56 

+  1.89 
+2.24 
+2.  82 


Bangor  Hydro  Electric  Co- 

B.  L-  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Haniiali  I.  Hatch 
State  JSormal  Scliool 
C  W.  Norsv\orthy 
Samuel  D.  Sonle 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Vo. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Nortliern  Paper  Co. 
Winlield  Heath 
N.  W.Rober.s 
C.  L. Chadbonrne 
Tliomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  I'aper  Co. 
Cliarles  A.  Mixer 
Sturgis  F.  Durgiii 
Union  Water  Power  Co. 

HoUingswortii  [i  Whitney 
St.  Croix  Paper  Co. 


Edward  Feiiu 

George  E.  Tucker 

U.  S.  Weather  Bureau 

Sarali  H.  Gleason 

N.H.  A gr.  College 

Union  Waierl'owerCo. 

Conn    Valley  Lumber  Co. 

Walter  E.  Bolles 

F.J.  Sontliinayd 

State  Sanatorium 

Frank  E.  Leavitt 

Dartmouth  College 

Robert  P.  Hayward 

Fred  Wlggin 

Edward  A.  Carr 

Amoskeag  Mfg.  Co. 

Androscoggin  Res.  Co. 

['ennichuck  Water  Works 

E.  K.  To bey 

H.P.Shepard 

J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U.S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 

Everett  Orchards 

George  L.  Cooper 

Raymond  L.  Brown 

U.S.  Weather  Bureau 

Cen.Vt.P.  S.  Corp. 

Charles  R.  Diirkee  ttt 

Sarah  E.  Lane 

Mies  E.  M.  Dustin 

N.  E,  Power  Co 

J.  F.  Devins  t1t 

L.  H.  Pomeroy 

Gilman  Paper  Co. 

Fred  May  ttt 

F.  J.  Ackerman  tit 

C.  W.  Richmond 

U.  S.  Weather  Bureau 

N.  E.  Power  Co. 

E.  E.  Ordway 

George  H,  Ross 

R   C.  McWilllams 

Fairbanks  Museum 

George  Briggs  tU 

N.  E.  Power  Co. 

L.  L.  Leonard 

Conn.,  River  Power  Co. 

Gilman  W.  Ford  ttt 


See  page  48  for  explanation  of  reference  marks 
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Climatological  Data  for  August,    19S6 


Temperature,  in  degrees  Fahrenheit 


•reoipitatioii,  in  inches 


Windsor . . 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor . . 


Berkshire  . . 
Hampshire 
Middlesex  .. 
Norfolk  .... 
do  .... 

Suffolk 

Worcester  ■■ 
Plymouth  .. 
Hampden  ■■ 
Hampsliire. 

SutYolk 

Worcester  •■ 
Jliddlesex  .. 
Hy mouth  .. 
Berkshire.. 

Bristol 

Barnstable. 
Worcester  .  ■ 
Middlesex  •• 
Norfolk  — 
Worcester .  • 

Kssex 

Franklin... 
Middlesex  .  ■ 
Worcester  .. 

Kssex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  .  ■ 
Barnstable- 

ICssex 

Worcester  .  ■ 
Middlesex  .. 

I''.ssex    

Miildle.sex  .. 

Bristol 

IMy mouth  .. 


Worcester 

Worcester 

Nantucket 

Bristol.... 

Worcester 

Berkshire 

I'l.vmouth 

Berkshire 

Woicesler 

Berks: ijie   ■ 

H^uiipshirn 


VVorce>ter  . . 
Barnstable  ■■ 

Essex   

Franklin  ... 
Worcester  . . 
Middlesex  .. 
Hampden  .. 
Worcester  .. 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire . 
W'orccster . . 
Hampden  .. 
Middlesex  .■ 
Worcester  ■ . 
Berkshire  .• 
Worcester  .. 
Worcester  •  - 


Newport  — 
WashinctOM 
Providence 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hirtford  .     . 


1.110 
15 
165 
325 
950 


+  0.1 
-  0.1 
+  1.5 


+  2  7 
+  '3.''i' 


+  1.0 
+  0.4 
+  3.2 


+  0.6 
+  1.3 
+  2.2 


4.28 

+i  J8 

7.  53 

4  39 

+  1.24 

5  S4 

+  1.83 

3  84 

+0.56 

4.G8 

+  1.09 

fi.64 

4.8,1 

+  0.61 

4.W4 

+  1,35 

7.05 

7.48 

+3.  32 

,•>.  [h 

+  1.53 

5.  .58 

+  1.57 

4.  '^S 

+  0.60 

4,64 

+0.62 

h  63 

+  1.59 

6.01 

+2.;iu 

4.% 

+  0.92 

4  31 

+  0.79 

4.95 

+  2.82 
+0.  62 
+0.8W 
+  0.55 


+2.  14 
+2.  S2 

-0  :;« 


12  I  14 


Eva  K.  Uouhleday 
K.  K.  Wilmot  tit 
E.  T.  Sutton  ill 
Olcott  Falls  Co. 
Walter  .Adams  III 
Williams.  Katun 


N.  E.  I'ower  Co. 
Mass.  A^r.  Exp.  Sta. 
Met.  Walei   W  orks 
HiuKliam  Water  Co. 
Blue  Hill  Observatory 
U.  .S.  Weatlier  Bureau 
Mrs.  LoritiK  II.  Keed 
Cily  EiiKiiieer 
John  A.  fSniithies 
Hoyt  E.  Dodge 
Met.  Water  W  orks 
Met.  Water  Works 
Fred  A.  Tower 
.loseiil]  I,.  Heilev 
Diivid  A.  Hunter 
Richard  C.  Br[(;hani 
Wilfred  Wheeler 
Herbert  B.  Allen 
Met.  Water  Works 
Fred  A.  IJarling 
William   II    Dunn 
Ralph  M.  Barker 
T.  H.  Ward 
Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  II.  Variiev 
A.  W.  Ladd' 
N.  E.  I'ower  (;o. 
Jliklred  Wheeler 
State  Teachei's  Collegi 


i;|jell 


Wea 


Bu 


V. 

Cilv  Eiif.'iiieer 
W.  E.  Burnaii 
R..1.  Laiiffdun 
Charles  C    ]U,tiiiv» 
JMarv  II.  Wo.id 
Jlet.  Water  Works 
L.  B.  CuiMfMiiip.s 
Anna    M    Tinvll 
Miss  L.  B.  Kiiapi) 
Met.  Water  Works 
Irving  li.   McNayr 
U.  S.  C  C.  Station 
N.  E.  Power  Co. 
G.  II.  Abbott 
Met.  Waier  Works 
V.  S.  Armory 
Met.  Water  Works 
Nesbit  H.  BaiiRs 
Weslon  K.  Lewis 
Water  Woi  ks 
Turners  Falls  P.  A  E.C< 
Edna  U.  Tyler 
L.  C.  Coatps 
State  Sanatorium 
Weston  (^ollene 
Met.  Water  Works 
Williams  (College 
John  Gre(;orv 
Clifford  L.  Davis 


U.  S,  Weather  Btirt 


The  Baltic  Mills  Co, 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  48  for  explanation  of  referer)oe  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


August,  1936 


CUmatoloKica 

Data   for  August,  1936 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

s 

,., 

g 

1^ 

a 

-, 

- 

f>^ 

stations 

Counties 

1 
> 

H 

.3     ■ 

i 

1 

.3 

2 

-J 
1" 

2g 

^ 

a  a) 
ox: 

11 

•as 
1! 

j;0 

1 

£ 

1 

i 

Observers 

W 

^ 

s 

o" 

W 

B> 

3 

Q 

J 

5 

^ 

CI 

^" 

g-s 

5 

£ 

3 

Connecticnt  Cont'd 

Ne  w  London...- 

460 

60 

n 

70^  2» 

+   1.6 

89" 

4t 

49« 

9t 

34» 

45 

H 

3.87 
ft.  ,55 

-0.71 

1.08 
2.09 

0 
0 

10 
9 

18 
21 

9 
3 

4 

sw. 

S   P  Willard 

Edwin  R.  Wilder 

Cream  HilUt 

Litch(ield  

41 

68.0 

+  1.3 

89 

3t 

46 

18 

36 

41 

3.83 

-0.71 

0.90 

0 

18 

6 

7 

C.  L.  Gold 

F-ist  Hartlaiifl     . .. 

Hartford 

Litchfield  

1.220 
585 

0 

20 

20 
46 

4  46 

-0.  22 

+0.58 

1.07 

0 
0 

12 

D    N   Gaines 

Falls  VilliiKeS 

69  6 

+  i.6 

92 

3 

46 

It 

41 

& 

10 

13 

nw. 

Conn.  Power  Co. 

58 

71.6 

+  2.7 

94 

54 

IK 

29 

V( 

L34 

0 

14 

q 

15 

U.  S.  Weather  bureau 

Lake  KonoiiiocU-- 

NewLondon 

0 

52 

4.33 

+0.20 

1.21 

n 

1i 

New  London  Waterworks 

Mt.  Carmel 

New  Haven  .... 

200 

71.0 

95 

4 

51 

18 

38 

1 

2.86 

0  69 

0 

13 

12 

14 

.■i 

B.  W.  McFarland 

do 

106 
20 

157 

72  0 

+  17 

4 

56 

28 

0.80 

0 

10 

s. 

U.S.  Weather  Bureau 
Harry  G.  Tietjen 
L.M.Comstock 

New  London  

66 

71.2 

+  1.3 

92 

25 

54 

28 

29 

66 

4.30 

+  0.24 

1.26 

0 

11 

10 

14 

7 

Norwalk  

Fairfield 

116 

44 

72.3 

+  2.7 

94 

4 

51 

1 

36 

45 

3.  bi 

-1.11 

0 

11 

18 

11 

2 

sw. 

Old  Greenwich  .... 

Fairfield 

13 

n 



4 

4.41 

0 

8 

14 

14 

3 

se. 

J.  D.  MacDonald 

Putnam  

Windham 

458 

0 

1 

U  S.  Dept.  of  Commerce 

Salisbury 

Litchfield 

1,015 

? 

66.4 

89 

3t 

41 

31 

37 

3 

4.,S9 

Lll 

0 

14 

1? 

1? 

7 

sw. 

F.  Hurliman 

Tolland  

New  Haven  ..  . 

640 
340 

39 

4q 

73!  5 

+  2.4 
+  3.2 

97 

4 

3t 

48 
51 

28 
It 

31 
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Explanation  of  Reference  Marks  Used  on  Pag-es  46,  47.  and  48. 

The  departures  from  the  normal  temperature  are  computed  from  the  averafres  of  the  entire  period  for  stations  having  !o  or  more  years  of  i-ecord.  Departures  of  pre- 
cipitation with  i^  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  3,s-year  period:  for  stations  of  lo  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a,l),c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also, 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ft!  Oberver  for  New  England  Power  Co.      T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

tX  Post-office  addresses  of  these  stations  are  as  follows:  Maine -Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Itockwood ;  Hiram.  West  Baldwin;  Ripogenus  DaiUj 
Millinocket;  Wiuslow,  Waterville:-New  Hanipsliire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhani ;  York  Pond,  Berlin;^  Vermont—Uloom- 
flield.  North  Stratford,  N.  H.:  Cornwall,  Middlehnrv;  Mays  Mills.  Oilrain.  Mass.:  Searsburg  Sta..  Wilmington:  Somerset.  Wilmington;  Vernon,  Shelburne  Falls,  Mass.: 
—  Massachusetts-  Ashland.  Fraraingliam;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cocliituate,  Framinghara;  —Connecticut- Cream 
Hill,   West  Cornwall ;  Lalie  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Patre  49. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *•*  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         «*  Precipitation  measured  in  the  morning ;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Explanation  of  Reference  Marks  Used  on  Pag-e  50. 
II  Observations  are  taken  ia  the  morning;  the  maximum  thou  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 
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T. 

'.'63 
.01 
.10 

....do 

....do 

Coast 

...do 

Hon.satonic 

Connecticut 

...do 

Coast 

.01 

r. 
r. 

4.46 
3  00 

T. 

.01 

.07 
t.' 

3.66 
3  87 

f.' 

.59 

.18 
.08 
T. 

.03 

3  83 
4.46 
4.22 
2.21 

4  30 

...do 

...do 

Quinebaug 

.04 

3  54 

torrs  

.70 

.76 
.59 

.05 

.04 
.02 

■.■62 

.37 

1.20 
.55 

.04 
.21 

.11 
.20 

T. 
T. 

aterhury 

Coast 

T. 

3  62 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


August,   1936 


Daily  Temperatures  for  August.  Ij 


8  j  9  I  10  I  11  I  12  I  13  j  U  I  15  I  16  I  17  I  18  j  19  I  20  I  21  |  22  |  23  |  24  |  25  |  26   27   28 


Maine 
„      ,,     ,       ,         V  S  Maximum . 

Bar  Harbor  (near) j  Minimum.. 

,,     ,       .  )  Maximum . 

'i'^^tl""-'   iMiMimum.. 

,,  .         ,...  j  Maximum . 

ijreeiivine    j  Miuimum.- 

UnuMnn  \  Maximum  . 

"°""'""    )  Minimum.. 

l,ewi..ton  iMhUmum.: 

^nUiuocU.t ISnl'm.: 

ni,n,>.v,>  S  Maximum. 

*-""'"™"    I  Minimum- 

Pnri|.,,wl  i  Maximum. 

'^"'^"''■"''  'Minimum.. 

,,,,,  ,,,,. ,  i  Maximum  . 

^""'"'"''  i  Minimum.. 

VanBuren j  Maximum  . 

u.injii  j  Minimum. . 

Wiiwlnvv  !  Waxiim 

^^'"■-'"'"    i  Minimi 


Berii 

COIKM 


j  Maxiiiiuiii 
(  Minimum- 

j  Maximum 
(  Minimum - 

)  Maxinuim 

■^■'^^^ lEE!': 

.  \  Maximum, 

' (  Minimum - 

j  -Maximum 


„      ,.      ,  j  Maximum  - 

«^"'"'&t"" i  Minimum. - 

Newport   1  Mii™"; 

Noitliliel.l \  m"|^]',',|'|',',',','.' 

u    ,,       ,  j  Maximum. 

'^"''''"'"    (  Minimum.. 

St.Allmns !  MrnimumV. 

.St.Johnshury   1  Mf.Hr.mV. 

Woo.1stofk   lillrMimum." 


Mans. 


yetl!< 


Maxii 


""*^"" 1  Minimum.. 

„       ,  .  i  IMaximum  . 

'^'°*'>''o" /Minimum 

,,  .  \  Maximum . 

■"*""'"'" !  Mininnnn.. 

ICnst  Wareliaml' \  j}j\fj'i'i"i'ii'i'i' '. 

f-""Hiver IJlSr: 

^"chburg lS{?;^-=: 

Lawrence j  ^Sir^ 

N-tncUet !  ^1=^ : 

8'°<''">'i''««    iMfnimum.-. 

VVilliam.stown j  Mhi'imuin' ' 

^V—s ter Ul=r- 


Wiiiile  Idoiiil 


Blocli  IslaiKi 

Kingston 


Minimum. 
Maximum 
imum. 


Ma 
Uli 
S  Maximni 
I  Minimur 


Cream  Hill  .. 
Hartford..  .. 
New  Haven.. 
New  London 

Norwalk 

Patnara 


I  Maximum. 
'  Minimum.  ■ 
I  JIaximum . 
'  Minimum.. 
I  Maximum . 
'.  Minimum.. 

I  Minimum.. 
I  Maximum . 
Minimum.. 


78:  84 

S9l  63 

77i  7ii 

55  53 


62;  63  60l    56 

80;  83  79 

57  63  54 

82  81  80 

60!  63  56 

81  95  77 

64  65  62 

86'  84  78 
56 


!J 


83  84 
5ll  56 
86     89 


87;     90 
5lj     54 


8l|     85 
551     57 


511     55 

8Ij     79| 


72'     76!  75'  81 

54!     59!  59;  65  62!  57| 

67i     66'  63  70  76!  65| 

.501    51|  49  49'  57!  55! 

79!     73'  77  76[  72|  651 

58,  46*  56  52|  65 

72,  74'  77!  76'  70 

60  46;  56  52!  49 


86      82      87 


47l  53! 
78'  H.'i 
53I     59 


50i    oil 

82j     82j 


87 
52 

84i    79[ 


60!  59;  61 

S5l  82  82 

54'  54'  541     62 

8l|  81  86      81 

54  51  55     61 


56t  58  61 

87!  85  89' 

5»|  53  54! 

82!  80  85'     su 

55  55  56j     64 


85|  831 
58|  62 
89      86 


50 

46 

K^ 

M 

55 

51 

87 

87 

54 

50 

82 

75 

56,     391 
78     78| 

58  j    50i 


65     70     741     62, 


63      611     62 


51 

50 

3H 

81!  78!  67 

5f 

551  50 

7;-f 

73!  69 

51 

55 

87 

72 

71 

7(1 

511  5t 

42 

76 

77 

64 

71 

69 

.57 

58 

82 

82 

54 

50 

82| 

K2 

55 

57 

85l 

82 

54 

51 

71 

70 

60, 

5t 

78 

74 

80     84     89, 
53I    59     67' 

821    90!    871 


83j     8; 


79!    78 
68j     60|     42 


84  84'  83|  83 

48  561  54]  551 

Kil  83  82j  83 

56|  58!  56  69! 

75  781  74I  80! 

57I  59  58  60' 

731  74  8l!  81 


92I     94J 


86     87      79     83      86     77 


64      53'     66'     67'     66!     46     56|     54 


55I  55 
67  60 
42     52 


76 

60  55 
74 

62  56 

79j  76 

69  56 

83  75 

54I  54 

77!  ">* 

68  55 

81I  75 

651  59 

87!  »4 

45  52 

81  75 

63!  55 


70 

5fij    51j 
82'     87]     75,     62; 


61     65     70|    701 


54I     62!  67 

72'     82|  88 

571     67  68 

791     84!  85 

59|  64 

86!  90 

57  70 


60'     551     59 


82j     81 


58!     60'     59      67!     55 


69 
55 

54 

73     62 

43     58 


70 


,74     67 

52J     481     52 


See  page  48  for  explaoatioa  of  refereace  marki. 
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NEW     ENGLAND     SECTION 


Q.  iZ.  NO  YES 


Vol.   XLVIII.    Boston,  Mass.,  SEPTEMBER.  U)36.     No.  9. 


GENERAL   SUM.MARY 

The  weiither  was  generally  favorable  for  all  activities  and 
agriculture  during  the  tirst  half  of  the  month  as  to  temperature, 
but  it  was  too  wet  in  Aroostook  County,  with  consequent  retarda- 
tion of  potato  difjging.  Other  crops  made  good  progress  and 
harvesting  of  staples  was  favored.  Near  Meriden,  Conn,  on  the 
afternoon  of  the  12th  a  violent  local  storm  did  considerable  dam- 
age from  wind ;  it  was  defined  by  some  as  being  astonn  of  tornado 
type.  On  the  18th  a  tropical  storm  moved  northeastward  along 
the  coast  and  caused  tragedy  and  great  damage,  by  gales,  heavy 
rains  and  floods,  and  high  titles.  The  area  of  destruction  was  con- 
fined mosdy  to  central  and  southern  Connecticut,  Rhode  Island, 
and  to  the  southeastern  part  of  .Massachusetts  from  the  vicinity  of 
Boston  southward.  Many  rain  records  of  4  inches  to  nearly  8 
inches  in  24  liours  occurred  hi  the  storm  area.  Except  for  tlie 
great  storm,  the  rain  in  the  southern  division  would  have  been 
very  seriously  deficient .  Toward  the  close  of  the  month  temper- 
atures dropped  sliarply  below  normal,  and  on  the  2Gth  killing 
frosts  occurred  over  practically  all  New  England,  this  date  being 
considerably  earlier  than  usual,  particularly  in  the  southern  div- 
ision. Ground  waters  were  somewhat  less  than  ample,  but  soil 
moisture  was  not  seriously  lacking. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
99  records,  was  60.2°.  which  is  0.1°  belnw  the  mean  for  the 
past  -19  years.  The  a\  erage  temperature  for  the  northern  division 
was  57.9° ;  for  the  southern  division,  62.5°.  The  highest  month- 
ly mean  was  66.2"  at  Waterlmry,  Conn.;  the  lowest  \\as  53.2° 
at  Houlton,  Me.  The  highest  recorded  was  93°  at  'J'urners 
Falls,  Mass  ,  on  the  8th;  the  lowest  was  22°  at  Chelsea,  Vt.,  on 
the  30th.  The  greatest  monthly  raiifje  was  63  at  Enosburg 
Falls,  Vt.;  the  least  was  31°  at  Nantucket,  Mass.  The  greatest 
daily  range  was  49°  at  Pittsfield,  Mass.,  on  the  27th. 


PRECIPITATION 


Tiie  average  monthly  precipitation  for  the  Section,  based  on 
183  records,  was  3  34  inches,  whieh  is  0.40  inch  below  the 
mean  for  the  past  49  years;  the  average  precipitation  for  the 
northern  division  was  2  65  inclies;  for  the  southern  division, 
4.03  inches.  The  greatest  monthly  amount  reported  was  8.25 
inches  at  Falmouth,  Mass.;  the  least  was  0.82  inches  sit  Caven- 
dish, Vt.  The  greatest  amount  in  24  hours  was  7  79  inches  at 
Provincetown,  Mass.,  on  the  18th  and  19th.  The  average  num- 
ber of  days  with  .01  inch  or  nsoreof  precipitation  was  10,  which 
is  1  above  the  mean  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  113  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
14  stations  was  9.1  miles  per  hour,  which  is  0.5  mile  per  hour 
above  the  mean 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
52  percent  of  the  possible  amount,  which  is  5  percent  below  the 
mean. 


The  cloudiness  was  slightly  above  the  mean.  The  average  for 
the  Section,  based  on  126  records,  was  11  clear;  9  partly  cloudy; 
and  10  cloudy  days. 

Tlie  monthly  relative  l)umidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  12  stations,  was  81  percent,  which  is 
the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

,4  nro'ids. — 25-2Gth. 

Hdlos.  lunar. — 28-oOth. 

Halm,  solar— hih,  13-14th,  18th,  20th,  22d,  26th,  29-30th, 

Hail.  —  (dates  and  general  location) — 12th,  vicinity  of  Salis- 
bury, Conn. 

Thunderstorim.—2-U,  7-8th,  1 1-1 3th,  16-1 9th,  23d,  27th. 

Fog,  dense. —l-Qih,  8-18th,  20-28th,  30th. 

Frosts. — (dates  and  general  location) — light,  5th,  northwest- 
ern Me,;  14th,  northern  Me.,  and  northern  N.  H.;  15th,  east- 
ern Me.;  26th,  killing,  over  nearly  all  New  England,  except 
along  the  southeast  coast. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 

Precipitation 

No 
Ne 

Of(1 

ays  (all 

North 

South 

North 

South 

gland) 

Year 

o 

s 

'g 

? 

V. 

n 

:? 

•H 

s 

2. 
"a. 

1 

a-?, 

H 

^ 

2 

3 

E 

i 
-^ 

1 

1 

1 

•3 

c 

1 

w 

li 

1 
o 

t. 

1 

1888 

56.0 

82 

18 

58.7 

88 

n 

7.21 

0 

8.60 

0 

14 

7 

8 

15 

1889 

59.9 

90 

62.3 

89 

32 

3.  92 

0 

4.10 

0 

13 

8 

15 

1890 

h-'.4 

85 

20 

62.0 

86 

24 

4.  65 

0 

5.72 

0 

13 

10 

7 

13 

1891 

(>2.0 

92 

30 

66.3 

92 

31 

1.79 

0 

2.41 

0 

10 

13 

10 

7 

1892 

57.5 

83 

•27 

60.5 

88 

29 

2.  4!< 

0 

2.18 

0 

7 

17 

7 

6 

1893   

f>A.A 

8J 

25 

57.8 

86 

30 

2.60 

II 

2.33 

0 

12 

\\ 

9 

10 

1894 

59.6 

92 

22 

64.2 

92 

28 

3.79 

0 

3.29 

0 

9 

9 

9 

12 

1895 

59.  B 

100 

24 

63.  9 

98 

29 

2.47 

0 

2.42 

0 

8 

14 

10 

fi 

1896 

5H.7 

96 

24 

92 

30 

5.29 

0 

6.69 

0 

18 

9 

8 

18 

1897 

57.  1 

96 

24 

61.5 

94 

29 

2.  16 

0 

2.22 

0 

7 

16 

g 

6 

1898  

6"  6 

92 

25 

64.5 

95 

33 

3.78 

(1 

2.36 

0 

8 

1ft 

8 

1899 

5fi.7 

87 

23 

60.7 

88 

30 

3.93 

0 

4.  92 

0 

10 

14 

7 

9 

1900 

6".  3 

99 

25 

65.  0 

97 

32 

2.80 

0 

3.  02 

0 

8 

14 

8 

1901 

59.  6 

94 

20 

63.  H 

93 

SO 

2.76 

0 

3.91 

0 

10 

16 

5 

9 

1902       ■      • 

5H.  9 

95 

27 

61.8 

91 

32 

4.  11 

0 

4.83 

12 

12 

6 

12 

1903 

59.6 

95 

23 

62.  4 

94 

28 

1  28 

0 

2.04 

0 

ft 

19 

7 

4 

1904 

5\  0 

88 

18 

61.0 

83 

22 

5.:2 

0 

4.91 

0 

12 

8 

10 

1905 

56.8 

88 

22 

CO.  H 

t)9 

25 

5.13 

0 

5.65 

0 

10 

13 

(i 

1906 

59.  3 

9, 

24 

63.9 

95 

26 

1.69 

0 

2.85 

0 

7 

18 

7 

ft 

1907 

08.  1 

23 

94 

30 

6.74 

0 

8.59 

0 

13 

8 

8 

14 

1908 

61.4 

9,-) 

23 

63.4 

90 

28 

1.00 

0 

1.  16 

0 

3 

19 

6 

fi 

1909 

57.6 

86 

24 

61. K 

86 

28 

5.S2 

0 

4.40 

0 

10 

7 

11 

1910 

.57.  3 

84 

26 

61.8 

85 

28 

:;.  23 

(1 

2-  55 

0 

10 

13 

K 

9 

1911 

56.  1 

88 

2i 

61.1 

87 

21 

3.  73 

0 

3.11 

0 

12 

9 

9 

1912  

56.6 

87 

25 

61.6 

92 

26 

3.69 

(J 

2.37 

0 

10 

10 

9 

11 

1913 

56.  6 

96 

19 

60.3 

91 

24 

2.  96 

II 

3.60 

0 

8 

16 

6 

8 

1914 

58.2 

97 

19 

M.9 

97 

18 

1.47 

0 

0  .53 

0 

5 

17 

8 

5 

1915 

61.4 

96 

25 

95 

28 

1.99 

0 

1.57 

0 

17 

7 

6 

1916 

58.1 

9.1 

28 

62.6 

93 

28 

4  33 

0 

2.74 

0 

9 

16 

7 

7 

1917 

5.1.  5 

!0 

21 

58.6 

88 

1.31 

0 

1.91 

0 

1' 

7 

6 

1918  

54.  5 

85 

23 

59.4 

91 

29 

»i.  93 

0 

6.76 

0 

13 

10 

8 

12 

1919 

57.0 

9il 

21 

62.  1 

94 

31 

4.  52 

0 

5.55 

0 

12 

12 

6 

12 

1920 

h9.  () 

25 

i;3.  5 

92 

28 

6.30 

4.63 

0 

10 

14 

6 

10 

1921 

60.5 

96 

25 

66.  0 

95 

25 

0 

2.37 

0 

9 

17 

7 

6 

1922 

.58.7 

90 

18 

6  (.4 

90 

26 

2.01 

0 

2.82 

0 

5 

17 

6 

1923 

.59.0 

hi 

24 

61.2 

96 

26 

2  76 

0 

1-96 

0 

8 

12 

9 

9 

1924 

55.8 

93 

22 

60.1 

98 

27 

5.83 

0 

4  97 

0 

10 

13 

7 

10 

1925     ...    . 

56.5 

92 

20 

62.6 

90 

4.71 

0 

3.36 

0 

10 

11 

9 

10 

1926 

.^6.3 

89 

25 

60.7 

89 

31 

2.  93 

0 

1.83 

9 

13 

7 

10 

1927 

58.  Q 

»6 

21 

62  5 

33 

1   94 

0 

2.77 

0 

8 

16 

7 

1928 

54.8 

S4 

23 

60.0 

8<l 

28 

3.81 

0 

4.26 

0 

10 

9 

1929 

59.  5 

96 

21 

63.9 

102 

29 

2.47 

0 

•i.h\ 

0 

9 

12 

7 

11 

1930 

60.9 

93 

22 

66.3 

94 

32 

2.  10 

0 

1.23 

0 

7 

14 

9 

7 

1931 

60   1 

"7 

27 

63  6 

97 

30 

4  58 

0 

1   97 

0 

1 1 

13 

7 

10 

1932 

59.  3 

94 

23 

62.7 

96 

27 

5  25 

0 

5  68 

0 

8 

15 

8 

1933 

,59.0 

90 

26 

63.8 

94 

25 

■■',.  73 

1) 

9.10 

0 

18 

10 

g 

12 

1934  

62.0 

90 

29 

64  8 

90 

34 

6  52 

0 

7.97 

0 

13 

8 

7 

1ft 

1935  

55.5 

86 

22 

61    1 

88 

2H 

4.56 

4.16 

0 

U) 

10 

9 

11 

1936 

b.9 

89 

22 

62.  5 

93 

27 

2.65 

0 

4.03 

0 

10 

11 

9 

10 

Period 

58.1 

100 

'' 

62.3 

102 

IS 

3.67 

0 

3.77 

0 

' 

13 

8 

9 

52 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


September,  198i 


Climatologrical   Data  for  September,   IJ 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangor §  

Bar  Harbor  (near) 
Brassiia  DainU  — 

Eastport 

East  Wiiithrop.  •■• 

Ellsworth  

Eustis  

Fanningtun 

Ft,  Fiiirlield  (near) 

Fort  Kent 

Gardiner 

Greenville 

HiranilJ 

Houlton 

Jackiiiau 

Lewislon 


Penobscot ■  •  • 

Hancock 

Somerset 

Washington  • 
Kennebec  ■•• 
Hancock 


Milli 


cUelS 


Moosehead 

North  Bridgton...- 

Oldtown 

Orono 

Portland 

Presque  Isle 

EipogeniisDaintJS 

Kuniford 

The  Forks 

Upper  Dam 

WinslowlJS 

Woodlands 

For  State     

Xeiv  HmnpKliive 

Berlin    -••. 

Bethlehem  ........ 

Concord    

Dixville  Notch  ..-• 

Durham    

ErrolS    

First  Conn.  LalteJt 

Fit^william* 

Franklin 

Glenclill   

Hampton 

Hanover  §    ...  ... 

Keene(near)  §  ... 

Lakeport 

Lincoln...   ... 

Manchester 

Milan 

Nashua  S  ......... 

New  DurhamJt ..  • 

Newport  

PinkhaniNotchU. 

Plymouth 

West  Stewartstowi 
Wolfboro  Falls. ■• 
York  Pond 

For  State       .■ 


Franklin 

Aroo.stook 

Aroostook 

Kennebec 

Piscataquis... 
Cumberland- ■■ 

A  loostook 

Somerset 

Androscoggin  . 

Penobscot 

Washington  ... 
Somerset  ...•-.. 

O.xford.. 

Penobscot 

Piscataquis 

Somerset 

Cumberland.. . 

Penobscot 

Penobscot 

Cumberland . . . 

Aroostook 

Piscataquis 

Oxford 

Somerset 

O.iford 

Kennebec...... 

Wa.shington  •.  ■ 


Coos 

Grafton   

Merrimack... 

Coos 

Strafford  ...  . 

Coos 

Coos 

Cheshire 

Merrimack . . . 

Grafton  ■ 

Rockiugliam . 

Grafton  

Cheshire 

Belknap..... 

Grafton  

Hillsboro 

Hillsbnro..'^ 

Stratford 

Sullivan 

Coos 

Grafton 

Coos 

Carroll 

Coos   


Mt.  Washington  t 


Vei-moiU 
Bellows  Falls.... 

Bennington 

BloomfieldJJ  •••. 
Brattleboros  .... 

Builinglon 

Cavendish 

Chelsea 

CoriiwalUt 

Craftsbury  Com. 

East  Baniet 

East  ilyegato  — 
Enosburg  Falls-  • 

Gilman 

MaysMiim 

Newfane 

Newport 

Northtield 

Reartsboro.   

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury  ••.. 

Searsbnrg  Mt 

Searsburg  Sta.JJ. 

Somerset  Jt 

Vernontt§ 

West  Burke 


;p.X. 


Windham  .. 
Chittenden. 
Windsor  — 

Orange 

Addison  — 

Orleans 

Caledonia  .  ■ 
Caledonia  .. 
Franklin  ... 


Windham..  ■ 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  ... 

Rutland 

Franklin..  . . 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham... 
Caledonia. .. 


1.050 
1,500 


140 

711 

2,360 


+  0.5 


•2.54 

0.96 

0 

4.78 

+0.88 

1.48 

0 

4..W 

1.78 

0 

a.  13 

+0.35 

0.85 

0 

2.  63 

1.25 

0 

3.  or, 

-0.53 

0.84 

0 

2.31 

-0.76 

1.15 

0 

2.  .52 

-1.31 

0 

3.(>2 

+  0.34 

0.  (12 

0 

2.25 

0.69 

0 

3.fi2 

+  0.12 

1.19 

0 

3.36 

-0.  .50 

1.56 

0 

3.51 

1.41 

0 

3.27 

-rO.  18 

1.02 

0 

3.2') 

+  0.03 

1.32 

0 

3.15 

-0.35 

1.71 

0 

3.10 

0.65 

0 

4.40 

+0.47 

1.04 

0 

2.33 

-1.45 

0.66 

0 

2.76 

—0.  82 

0.53 

0 

3.16 

-0.89 

0.88 

0 

3.36 

-0.31 

1  16 

0 

3  35 

0.95 

0 

3.47 

-0.27 

1.81 

0 

3.03 

0.95 

0 

2  58 

-0.86 

0.81 

0 

2. 02 

-1.08 

1.  16 

0 

3  93 

+0.61 

1.05 

0 

3  83 

-0.73 

0.77 

0 

2.00 

-1.73 

0  88 

0 

2.  72 

-0.70 

1,  05 

0 

2.01 

-1.19 

0,61 

0 

2.56 

-0.94 

0.84 

0 

4.05 

+0.  35 

0  95 

0 

3.12 

-O.Sl 

1.81 

0 

4.30 

+  1.12 

1.08 

0 

4.42 

+  0.76 

1.98 

0 

1-77 

-1.C.8 

0.68 

0 

3.42 

0.71 

0 

1.40 

-2.  12 

0.92 

0 

2  28 

-1.46 

0,82 

0 

3.67 

-1  00 

0.  K5 

T. 

0.84 

-2.62 

0.22 

0 

1  93 

-1.89 

0.85 

0 

4.34 

+0.41 

1.45 

T. 

0.92 

0 

1  41 

-2. 15 

0  35 

0 

1.13 

-2. 30 

0.36 

0 

2.08 

-1.49 

0.60 

0 

3  21 

-0.29 

1.13 

0 

1.30 

-2.16 

0.50 

0 

2.65 

-0.24 

1.05 

0 

-1..52 

1.21 

0 

'..56 

0  68 

0 

1.48 

0.41 

0 

2.97 

1.66 

T. 

2.12 

-1.57 

0.88 

0 

'i'bh' 

0.87 

0 

4.52 

1,07 

0 

2.43 

-1.27 

1.98 

0 

3.90 

1.19 

0.1 

1.07 

-2  01 

0.44 

0 

1  59 

-2  13 

0.43 

0 

2.70 

-1.59 

0.77 

0 

-  2.  25 

0.54 

0 

2  77 

-0.71 

0.74 

0 

0.82 

-2.84 

0.16 

0 

3. 22 

-o..;2 

1.05 

0 

2.71 

1.00 

0 

3.87 

1.45 

0 

1.30 

0 

3.36 

+0. 12 

1.37 

-0.05 

1  83 

0 

3.37 

0.86 

0 

1.57 

-2.21 

0.37 

0 

0.85 

-2.73 

0  25 

0 

4.20 

1.94 

0 

2  93 

-0.14 

1.13 

0 

1.56 

-2.86 

0.60 

0 

2.81 

0.90 

0 

3.20 

—0.38 

0,83 

0 

4.99 

1.64 

0 

2,  34 

-1.31 

0.72 

0 

1.87 

-2.69 

0.52 

0 

1.06 

-3.26 

0.27 

0 

2.22 

-1.62 

0.  67 

0 

1.14 

—2.32 

0.44 

0 

1.30 

0 

15 

12 

16 

7 

11 

9 

6 

13 

15 

2 

12 

6 

Bangor  Hydro  Electric  Cc 

B.  L-  Hadley 
Walter  Tliurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Cc 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.  C  P.  &L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co 
Bangor  Hydro  Electric  Co 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Wjniield  Heath 
N.  W.Roberts 
C.  I,.  Cliadbouriie 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Btireaii 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Hollingsworth  &  Whitnej 
St.  Croix  Paper  Co. 


Edward  Fenu 
George  E.  Tucker 
U-S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.  A gr.  College 
Union  Waler  Power  Co. 
Cnnn   Valley  Lumber  Co 
Waller  E.  Bolles 
F.  J.  Southmayd 
State  Sanatorium 
Frank  Ji.  Leavitt 
Dartmouth  College 
Robert  P.  Hayward 
Fred  Wiggin 
IJdward  A.  (;arr 
Amoskeag  Mfg.  Co. 
Androscoggin  Res.  C( 
Pennichuck  Water  Work 
E.  E.  Tobey 
H.  ]*.  Shepard 
J.  B.  Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisheriei 


C.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO, 

Everett  Orchards 

George  L.  Cooper 

Raymond  L.  Brown 

U.S.  Weather  Bureau 

Cen.Vt.P.  S.  Corp. 

Charles  R.Durkeettt 

Sarah  E.  Lane 

BliBS  E.  M.  Dustin 

N.  E.  Power  Co. 

J.  F.  Devins  t1t 

L.  H.  Poineroy 

Gilman  Paper  Co. 

Fred  May  ttt 

F.  J.  Ackerman  tl 

C.  W.  Richmond 

U.  S.  Weather  Bureau 

N.E.Power  Co. 

B.  E.  Ordway 

George  H.  Ross 

R   C.  McWilliains 

Fairbanks  Museum 

George  Briggs  fl  f 

N.  E.  Power  Co. 

L.  L.  Leonjird 

Conn.,  River  Power  Cc 

Gilman  M'.  Ford  HI 


I  page  54  for  explanation  of  reference  marks. 
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Climatological  Data  for  September,    1936 


Temperature,  in  degrees  Fahrenheit 


Q 


Windsor.. 
Windsor.. 
Windham 
Windsor . . 
Windham 
Windsor.. 


Berkshire  ■■ 
Hampshire 
Middlesex  .. 
Norfolk  .... 
.  .     do  .... 

Suffolk 

Worcester  .  ■ 
Plymouth  .• 
Hampden  .• 
Hampshire. 

Suffolk 

Worcester  •• 
Middlesex  •• 
Plymouth  .. 
Berkshire.. 

Bristol 

Barnstable- 
Worcester  .  ■ 
Middlesex.. 
Norfolk  .... 
Worcester  .. 

Essex 

Franklin  ... 
Middlesex  . . 
Worcester  . . 

Essex 

Franklin  — 
Hampden  .. 
Herkshire  -. 
Worcester  •• 
Barn.*itable. 

Kssex 

Worcester  •• 
Middlesex  .• 

Usscx  

Mi<ldlcspx  .. 

Bristol 

Plymouth  ■ 

lissex 

Worcester 
Worcester  .. 
Nantucket-. 


Worcester  . . 
Berkshire  .. 
Plymouth  -■ 
Berkshire  - 
Worcester  .. 
Berkshire  .- 
Hampshire - 
Plymouth  - . 
Worcester  .. 
Barnstable.. 

Essex   

Franklin  ... 
Worcester  • . 
Middlesex  -. 
Hampden  •■ 
Wortfester  . . 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire . 
Worcester . . 
Hampden  .. 
Middlesex  ■ . 
Worcester  . . 
Berkshire  • 
Worcester  .. 
Worcester  . . 


Newport... 
WashiiiKtori 
I'rovidence 
Providence 


New  London 
Litchfield    .. 

Fairfield 

Hartford.   .. 


490 
1,450 

370 
1,640 


+3.40 
+0.65 
-0.94 
+3.33 
+0.14 
-1.75 
+  0.75 
-0.53 
0. 00 

-f).'52' 
+3.Vfi 
+  4.31 
— 1.  7-2 
+0.15 


-0.80 
+  4.14 
+  0.08 
— 0.  09 


-0.  S^'.t 
+4.  80 
- 1. 20 


+  5.  .56 


-2.81 
-0.12 
+0.46 
-0.54 
-0.41 
-1.85 

+  3.' 74 
-2.70 
-0.30 
+  0.  65 
-1-.35 
-0.  25 


-2-69 
-0.28 
+0-18 


EvH  K.  Doubleday 
U.K.  Wilmot  tH 
E.  T.  Sutton  ttt 
Olcott  Falls  Co. 
Waller  Adams  t1l 
Williams.  Eaton 


N.  E.  Power  Co. 
Mass.  Afrr.  Exp.  Sta. 
Met.  Water  Works 
llingham  Water  l  o. 
Blue  IJill  Oh.servatory 
U-  S.  Weather  Bnrean 
Mrs.  Loring  IJ.  Keed 
C!ity  Engineer 
John  A.  Smitliies 
Hoyt  E.  Dodge 
Wet.  Waterworks 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
David  A.  Hunter 
Richard  C  Briglmui 
Wilfred  Wheeler 
Herbert  H.  Allen 
Met.  Water  Works 
Fred  A.  Barliiic 
William  H.  j)uun 
lialphM.  Barker 
T.  II.  Ward 
Win.  P.  \Vharton 
Fred  W.  Emmons 
City  Engineer 
C.  H.  Varney 
A.  W. Ladd 
N.  E.  Power  flo. 
Mildred  Wheeler 
State  Teacher's  College 
ClKU-les  Arthur 
E.  !•   Mitchell 
.Met.  Water  Works 
Es.se.x  Company 
Props.  Locks  i  CanaLs 
A.  Hnck 

Rali)h   .Sampson 
William  K.  Iloelzel 
Milford    Water   Co 
N.  E.  Power  Co. 
V.  S.  \Veat,lier  Bureau 
City  Engineer 
W.  E.  Biirnap 
R.J-  Langdoii 
Charles  C   Rogers 
Mary  H.  Wood 
Met.  Water  Works 
I>.  B.  Cuinming.s 
Anna  M    Tirrell 
Miss  L.  B.  K 
Met.  Water  ' 
Irving  fl.  McNuyr 
V.  s.  (;.  G.  station 
N.  E.  Power  Co. 
G.  II.  Abbott 
Met.  WalerWork.s 
U.  S.  Armory 
Met.  Water  Works 
N-sbit  II.  Bangs 
Weston  K.  Lewis 
Water  Works 
Turners  Palls  V.A.  U.  Co. 
Edna  G.  Tyler 
L.  C.  Coatea 
State  Sanatorium 
Weston  College 
Met.  Water  Works 
Williams  College 
John  Gregory 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  I,ogan 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  54  for  explanation  of  reference  marks. 
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Olimatolosical  Data    lor  September,  1936 


Temperature,  indeKrees  Fahrenheit 


Precipitation,  in  inclies 


Connecticut  Cont'd 

Colchester 

Collinsvillu 

Cream  HilUt 

East  Hartland  

Falls  Villagei 

Hartford 

Lake  Konomoctt-- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Old  Greenwich 

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Hnrtlanci 

For  .State 


New  London- 
Hartford  ,  • . 
Litchlield  ••• 

Hartford 

Litchtield  ... 
Hartford  ■  •  ■  . 
New  London. 
New  Haven  . 


New  London 
Fairfield.... 

Fairfield 

Windham. . . 
Litchfield  .. 
Tolland  .... 
New  Haven 
Hartford  , . . 


-0,29 
-1.55 
+0.38 
+0.51 


+  0.61 
-1.07 
+0,03 


S,P.Winard 
Edwin  R.  Wilder 

C,  L.  Gold 

D.  N,  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  BnreHU 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G,  Tiet.1en 

L.M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F,  Hurliman 


Explanation  of  Reference  Marks  Used  on  Pag-es  52,  53,  and  54. 


iture  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of  ; 
computed  from  a  normal  or  "standard  mean]',  adjusted  to  a  uniform  3.s-year  period;  for  stations  of  lo  to  14  years  the  means 


The  departures  from  the  normal  temperature  av 

cipitation  with  15  years  or  more  of  record  are  .  _  „    „-      ,- , 

for  the  period  of  record  are  used.  Reference  letters,  a,b,c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttl  Oberver  for  New  England  Power  Co.       T.  Precipitation  is  less  tl 

Jt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam 
Millinocket;  Winslow,  Wat;erville;-New  Hampshire-First  Conn,  Lake,  Pittsburg ;  New  Durham,  Alton;  Pinkhani  Notch,  Gorham;  York  Pond  Berlin  -Vermont— Hloom- 
fielil,  Nortli  Stratford,  N.  H.;  Cornwall,  Middlebury ;  Mays  Mills,  Colrain.  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelbnrne  Falls  Mass  • 
—Massachusetts-  Ashlanil,  l<'raniingliam;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingbam;  —Connecticut-Cream 
Hill,    West  Coinwall;  Lalce  Konomoc,  New  London. 


Kecord  furnished  l>y  Massachusetts  Department  of  Public  Health. 


X  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Pag-e  55  . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations,  *»*  Regular  V.eather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning-  amount 
recorded  is  for  the  preceding  24  hours,        *  Precipitation  included  in  that  of  next  measurement,         T.  Precipitation  is  less  than  0,01  inch  rain  or  melted  snow.       ' 


Explanation  of  Reference  Marks  Used  on  Page  56. 
!|  Observations  are  taken  iii  l,lie  inorriing;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRICSSnilE,  WIND.  HIIMIDITY,   ANDSIINMHINK 


Amherst,,., 
Block  Island 
Blue  Hill,.,. 

Boston   

Burlington  . 

Eastport 

Greenville.. 
Hanover..,, 
Hartford  , . . 
Nantucket  ■ 
New  Haven, 
North  field  .. 
Portland  — 
Providence. 


Atmospheric  Pressure 
•  reduced  to  sea  level) 


29.59 


29. 

29.  62 
29  61 
29.  50 
29.  51 
29.60 
29.  55 
29.64 
29.  27 
29.  62 


Relative 
Humidity 


n     This  amount   reduced:     account  of  rain  occurring  after 
midnight,   30th. 


I 
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Daily   Precipitation  for   September.    1! 


Drainage  basin 


3|.l 


"I 


>6|,7 


80  I 


.  1  Coast 

.1 do. 

.  I  Kennebec 

I    ...do 

.1st  Joliii 

Kennebec 

....do 

St.  John 

Kennebec 

Androbcoscsrin 

Kennebec 

fenobscot  

....do 

Presumpscot  . . 

Penobscot   

Coast 

St.  John 

Penobscot  — 

jindroscosgin 

Kennebec 

...do 

St  Croix  


.48  .01 


Androscoggin . 

Merrimac 

Coast 

Coiiuecticnt  ., 

Merrimac 

Connecticut . . . 


.do. 


...,do 

Merrimac  .  . . . 

...do 

Connecticut .  . 
Merrimac  .  . . . 


Connecticut.  . 

...do 

Champlain 

Connecticut. . 

.   ..do 

Champlain  — 

...do 

St.  Liwrence  . 
Champlain  . 

....do 

...do 

Connecticut . . . 

....do 

...do 

...do 


...do 

Connecticut. 
Merrimac  .  . . 

...do 

Coast 

Housa  tonic. 

Coast 

....do 

jrerritnac  ... 

...do 

Charles 

Connecticut. 
Merrimac  .  . . 
Connecticut  . 

Coast   

...do 

Merrimac  .  .. 

Coast 

....do 

Connecticut. 
Hoiisatonic. 

Coast   

...do 

...do 

Thames 

Connecticut . 

Coast 

Connecticut. 

Hudson 

Connecticut . 
Blackstone  . . 


Coast . . 
....do. 
....do. 


Connecticut . 

do 

Coast 

do 

do 

Quinebaug  . . 
Williraantic. 
Coast 


"i.3T 


.OS 

■r. 

■1'. 

15[  .00 

..   [.., 

23 


57    .30 
2.09 
2.10  1.21 

'.'96 

.TOi 
.(.'9 

.52 
.09 
.04 
,5C 

.15 
1.26 
2.  00'4. 00 


2.00 
2.72 
2.5t> 


l.Jl 
1.13 
3.21 

l!5f. 


2.70 
1.19 
2.77 
0.82 


2.34 

2.22 
3.9fi 
1.  37 


3.49 
7.36 
3.04 
6.43 
8.2S 
1.82 
3.57 
4.14 


2.11 
4.15 
7.01 
3.10 
2.81 
7.98 
8.20 


See  page  5J  for  explanation  of  reference  marki. 
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September,  1986 


Daily  Temperatur 

es  for  September 

.  1936 

Day  of  H 

onth 

stations 

. — 

-  Mean 

_L 

■> 

3 

4 

5 

_± 

JL 

8 

_1 

10 

12 

13 

14 

15 

16 

17 

18 

19 

20_ 

21 

22 

23 

24 

25 

J^ 

27 

_28_ 

29 

ii 

31 

Maine 

Bar  Harbor  (near) 

)  iMaximum  .  . . 

67 

63 

59 

61 

61 

63 

74 

80 

67 

67 

08 

62 

63 

62 

60 

62 

69 

07 

56 

65 

59 

68 

69 

70 

61 

59 

56 

65 

56 

50 

63.6 

(  Minimum.... 

60 

43 

52 

43 

47 

56 

58 

57 

56 

53 

65 

67 

of 

39 

43 

62 

57 

48 

47 

44 

49 

53 

52 

53 

46 

35 

42 

50 

33 

32 

48.1 

ICastport  

i  Maximum.. • 

6E 

67 

55 

6i' 

61 

65 

66 

58 

65 

69 

62 

58 

58 

61 

70 
56 

57 

56 

64 

57 

64 

66 

64 

63 
42 

.53 

56 

64 

53 

,52 

61.0 

(Minimum.... 

52 

51 

49 

47 

47 

54 

53 

53 

51 

50 

65 

49 

44 

44 

54 

50 

49 

47 

4S 

52 

53 

,52 

38 

44 

44 

38 

36 

48.5 

Fort  Kent 

Maximum... 
i  Minimum.... 

.. 

;: 

:: 

:: 

•• 

64 
62 

72 
37 

39 

72 

43 

44 

72 
62 

86 
50 

74 
56 

.52 
44 

50 
30 

63 
40 

51 
39 

47 
32 

251     . 

(irw  .ville   

j  Maximum  .•■ 

54 

63 

59 

62 

61 

74 

70 

66 

65 

6( 

72 

66 

60 

56 

.57 

73 

69 

02 

68 

59 

72 

78 

C5 

61 

60 

53 

58 

49 

50:    . 

62.8 

(Minimum... 

50 

42 

46 

46 

40 

52 

64 

00 

58 

52 

51 

58 

40 

36 

36 

51 

5S 

87 

45 

33 

47 

51 

48 

56 

•40 

31 

36 

44 

34 

27j     . 

45.7 

Ifonltoii     

j  Maximum  ... 
(Minimum.... 

67 

ta 

64 

54 

65 
44 

62 
42 

60 
41 

69 
42 

74 
43 

hi 

69 
66 

60 

52 

64 
53 

65 
41 

65 
42 
68 

60 
41 

59 

60 
32 

73 

50 
80 

65 
55 

60 
35 

60 
43 

60 
34 

43 

67 
54 

76 
54 

72 

55 

It 

57 
29 

56 
39 

50 

52      . 

63.1 

25 

43.4 

• 

j  Maximum... 

nil 

61 

67 

69 

7f 

87 

73 

77 

74 

73 

64 

6( 

75 

65 

69 

71 

61 

76 

70 

68 

57 

02 
35 

61 

65 

86 

58 

69.1 

I.PUlStOII 

(  .Minitmiin.... 

50 

44 

51 

46 

48 

45 

66 

60 

58 

00 

62 

62 

46 

45 

58 

56 

5' 

?,0 

45 

55 

56 

52 

58 

41 

46 

46 

38 

H5 

50.4 

MilliiiocU.it, 

\  Ma:dmui.i... 

65 

68 

68 

65 

68 

76 

It 

69 

66 

74 

70 

67 
60 

68 

64 

61 

74 

73 

66 

65 

71 

60 

73 

79 

76 

71 

61 

62 

,59 

54 

57 

67.6 

(  Minimum.  ■•• 

53 

46 

46 

41 

41 

36 

59 

57 

54 

^5 

45 

40 

35 

35 

52 

58 

36 

40 

35 

46 

.54 

55 

56 

44 

31 

41 

50 

36 

25 

45.8 

Ol.Uown    

*  Maximum... 

69 

()7 

66 

63 

65 

70 

78 

76 

70 

72 

71 

68 

65 

64 

64 

71 

72 

71 

64 

66 

63 

71 

72 

71 

70 

60 

61 

65 

57 

52 

67.1 

1  Minimum.... 

51 

47 

5;i 

47 

45 

44 
70 

58 

6S 

59 

59 

53 

60 

51 

41 

42 

55 

59 

45 

48 

38 

49 

56 

54 

,56 

46 

33 

44 

52 

34 

32 

49.1 

I'.irtlaiid  

1  Maximum  ... 

69 

61 

78 

K8 

72 

6h 

61 

74 

68 

60 

60 

71 

75 

61 

70 

51 

67 

60 

70 

67 

61 

60 

56 

60 

68 

59 

53 

66.4 

(  Minimum.... 

55 

5( 

54 

51 

51 

5( 

58 

02 

58 

59 

59 

60 

54 

50 

49 

57 

58 

52 

50 

.50 

55 

51 

57 

44 

39 

47 

50 

41 

40 

52.3 

amiiford  

j  .Maximum  .   • 

62 

60 

59 

67 

7b 

77 

85 

76 

72 

77 

69 

71 

65 

60 

79 

72 

65 

71 

70 

63 

74 

80 

70 

60 

62 

58 

65 

58 

55 

'  Minimum... 

48 

4(1 

49 

45 

^iO 

40 

54 

61 

60 

55 

57 

60 

47 

37 

3! 

51 

49 

41 

47 
69 

41 

51 

53 

49 

57 

39 

31 

39 

40 

32 

30 

46!  1 

VVill^Il)W    

j  Maximum  ... 

74 

73 

72 

72 

70 

77 

81 

88 

7i 

78 

79 

75 

71 

75 

6i 

76 

78 

77 

72 

72 

75 

81 

79 

76 

63 

64 

65 

58 

59 

73.1 

1  Minimum.... 

5( 

42 

52 

40 

•JO 

43 

.55 

02 

59 

57 

59 

49 

38 

53 

61 

42 

48 

36 

48 

64 

52 

55 

43 

30 

40 

52 

33 

30 

47.4 

Kew  llii:iipshirr 

'^'^'''"'  " 

j  Maximum... 

62 

68 

61 

66 

68 

77 

75 

83 

78 

79 

8C 

68 

71 

64 

Of 

84 

70 

61 

78 

70 

71 

75 

85 

77 

52 

63 

67 

58 

54 

58 

. 

69.6 

(  Minimum.... 

49 

35 

51 

i\ 

■ii 

3f 

42 

62 

58 

53 

55 

61 

50 

31 

38 

47 

67 

37 

42 

34 

51 

52 

45 

52 

39 

26 

37 

52 

28 

24 

44  2 

Concord 

j  Maximum  ... 

68 

68 

66 

71 

79 

SI 

86 

84 

79 

78 

74 

75 
65 

6f 

67 

81 

74 

63 

71 

71 

07 

80 

83 

78 

56 

64 

68 

70 

56 

57 

71.4 

(Minimum.... 

48 

50 

47 

49 

48 

44 

55 

68 

61 

61 

62 

42 

48 

57 

59 

52 

50 

42 

66 

54 

48 

54 

40 

30 

44 

49 

38 

33 

49.7 

Durliiun 

)  Maximum.. • 

72 

73 

68 

73 

68 

81 

84 

88 

87 

77 

75 

74 

67 

61 

81 

80 

74 

74 

74 

65 

80 

84 

75 

74 

57 

64 

70 

58 

5b 

73.0 

/Minimum.... 

46 

35 

52 

43 

40 

36 

52 

65 

59 

58 

58 

57 

59 

41 

39 

55 

61 

50 

38 

4b 

65 

43 

58 

45 

27 

37 

57 

33 

33 

48.3 

First  Conn.  Lake 

iMii^nuun": 

55 

64 

62 

65 

74 

70 

75 

72 

7-1 

75 

(i8 

66 
42 

6(1 

57 

72 

62 

64 

68 

70 

71 

8- 

78 

70 

62 

64 

61 

54 

54 

66.8 

■'c 

4.i 

4fi 

i^ 

33 

34 
78 

55 

62 

58 

51 

50 

60 

28 

35 

,50 

46 

35 
64 

34 

32 

50 

45 

48 

48 

31 

26 

38 

40 

24 

23 

41.8 

K.jcFU-(noar) 

(Ma-ximum.';: 

63 

69 

73 

70 

80 

85 

82 

81 

84 

75 

73 

69 

58 

81 

7j 

72 

74 

68 

80 

85 

80 

68 

67 

64 

69 

56 

60 

72.2 

(Minimum.... 

37 

35 

42 

39 

4( 

49 

61 

58 

53 

57 

65 

69 

3fa 

44 

57 

61 

47 

52 

37 

51 

49 

40 

62 

43 

25 

40 

53 

27 

27 

46.8 

Plyirioutli 

j  Maximum... 

65 

70 

69 

70 

S 

78 

84 

79 

79 

79 

70 

70 

65 

55 

78 

71 

65 

69 

or, 

66 

77 

79 

73 

66 

59 

66 

6a 

55 

54 

69.6 

1  Minimum.- 

47 

S7 

50 

43 

% 

46 

57 

57 

52 

00 

60 

60 

30 

42 

50 

58 

42 

49 

35 

54 

52 

44 

50 

24 

34 

43 

31 

24 

44.7 

Veniioii 
Huilln(,'t('ll 

j  Maximum  ... 

66 

65 

70 

07 

. 

76 

72 

84 

75 

73 

79 

70 

63 

62 

64 

77 

67 

65 

67 

70 

74 

76 

82 

72 

50 

63 

64 

61 

51 

54 

68. 3 

(Minimum.... 

47 

44 

51 

46 

44 

51 

64 

60 

58 

57 

62 

48 

41 

53 

61 

51 

45 

48 

45 

56 

52 

62 

47 

35 

32 

52 

40 

35 

3( 

49,3 

Newport   

jMH.xunum... 

61 

Ii9 

68 

64 

67 

78 

72 

74 

SO 

72 

81 

71 

64 

61 

69 
40 

SO 

68 

69 

70 

74 

85 

74 

65 

62 

62 

64 

61 

53 

69.1 

48 

42 

55 

42 

42 

43 

00 

611 

59 

55 

54 

61 

50 

34 

44 

52 

49 

45 

38 

52 

48 

47 

64 

38 

41 

31 

31 

29 

26 

46.3 

Nortliiield 

\  '>l;i  :  li.i.n.i  ... 

64 

67 

67 

65 

68 

77 

78 

78 

75 

8-' 

n 

70 

65 

58 

72 

62 

67 

70 

75 

7b 

84 

74 

4s 

63 

69 

52 

55 

(  ;.!  iniji;:j!i  .    .  ■ 

42 

3li 

47 

42 

39 

40 

01 

59 

55 

54 

57 

42 

33 

47 

.55 

42 

37 

42 

37 

53 

46 

48 

43 

30 

21' 

42 

39 

29 

23 

4:14 

Riitlaiid    

i    VI;;  .;i/ili;lil  .  .. 

as 

67 

66 

71 

73 

79 

77 

84 

77 

75 

84 

74 

68 

70 

01 

79 

75 

68 

69 

76 

77 

80 

82 

82 

60 

69 

68 

64 

52 

60 

71.8 

(  Jliiiiiiium 

44 

53 

42 

4fl 

42 

59 

(.7 

56 

64 

56 

64 

55 

38 

51 

69 

58 

45 

51 

40 

47 

47 

5( 

58 

40 

29 

42 

49 

38 

29 

48.1 

.SI    Alliiiii.s 

\  .M;ixiiiKnii  .  . . 

65 

69 

74 

78 

72 

80 

73 

81 

75 

67 

67 

79 

70 

70 

65 

72 

77 

77 

84 

74 

06 

66 

61 

63 

63 

57 

70.8 

(  .\liniini,;;..... 

.53 

44 

52 

44 

42 

45 

63 

t'5 

60 

56 

55 

60 

5" 

35 

49 

60 

56 

43 

46 

43 

61 

52 

69 

61 

41 

31 

53 

42 

32 

2S 

49.4 

Sl-.Ioliiislitiry   

iMaxii.mm... 

69 

68 

68 

70 

79 

75 

84 

78 

79 

79 

71 

66 

80 

78 

64 

70 

72 

75 

77 

84 

80 

72 

65 

61 

62 

55 

5b 

71.6 

/  Minimum,... 

49 

52 

45 

41) 

40 

59 

64 

to 

66 

.59 

65 

52 

36 

44 

50 

58 

39 

50 

38 

55 

55 

48 

58 

40 

28 

43 

49 

28 

20 

47.6 

WonristocU   

J  Maximum... 

66 

67 

70 

69 

77 

77 

83 

80 

78 

81 

73 

73 

66 

66 

82 

77 

64 

72 

73 

72 

78 

84 

75 

65 

6S 

69 

67 

54 

54 

71.4 

1  Minimum.... 

42 

63 

40 

38 

39 

53 

u 

52 

52 

54 

60 

52 

32 

49 

55 

55 

42 

52 

35 

.52 

50 

43 

60 

40 

25 

37 

48 

31 

24 

4,5.4 

Miii'iiiichiif 
Aiiih.'isl 

)  Maximum.  •■ 

72 

60 

74 

73 

71 

79 

80 

. 

81 

83 

78 

81 

76 

69 

61 

80 

78 

62 

74 

72 

68 

SO 

79 

78 

02 

66 

68 

70 

65 

57 

72.7 

(Minimum.... 

47 

44 

54 

49 

47 

47 

55 

60 

59 

57 

61 

65 

56 

47 

55 

61 

57 

54 

63 

45 

58 

58 

56 

58 

32 

47 

59 

36 

38 

51.8 

Boatoii 

)  Maximum... 

72 

69 

73 

69 

64 

77 

80 

90 

73 

69 

70 

80 

70 

62 

02 

78 

75 

62 

72 

66 

05 

76 

77 

73 

63 

59 

71 

73 

54 

55 

70.0 

(  Minnmim.... 

56 

,53 

.59 

55 

63 

52 

59 

71 

01 

60 

69 

63 

57 

50 

63 

60 

61 

54 

^0 

51 

57 

62 

63 

62 

45 

41 

50 

50 

43 

43 

,55  2 

Broc^ktoii 

\  .MiixiiiuiiJi  •  ■ . 

74 

72 

76 

71 

70 

80 

90 

65 

9') 

82 

74 

79 

79 

64 

74 

82 

66 

71 

69 

78 

75 

83 

81 

66 

64 

74 

66 

67 

73.7 

51 

5(1 

58 

62 

52 

45 

55 

65 

58 

58 

60 

62 

49 

45 

57 

64 

48 

70 

47 

54 

59 

61 

61 

48 

37 

42 

61 

42 

41 

53.3 

iJoiicord 

)  Maximum  .  .. 

65 

72 

72 

68 

76 

80 

84 

75 

78 

73 

64 

61 

70 

72 

60 

70 

63 

78 

81 

80 

60 

65 

70 

72 

56 

57 

71.1 

(Minimum..   . 

49 

42 

57 

52 

47 

46 

58 

69 

62 

59 

53 

45 

46 

59 

69 

53 

46 

41 

55 

60 

59 

36 

3U 

41 

48 

38 

51, 0 

Kast  Warehainl' 

j  Maximum... 

72 

72 

74 

(>^ 

65 

71 

76 

81 

82 

67 

72 

77 

6S 

63 

72 

80 

65 

68 

70 

64 

6t 

68 

80 

60 

61 

70 

75 

56 

68 

70.0 

(Minimum.... 

74 

511 

59 

54 

£0 

40 

60 

66 

65 
87 

6C 

59 

61 

63 

48 

41 

55 

65 

6iJ 

64 

42 

57 

59 

61 

60 

49 

36 

41 

56 

39 

50 

53.7 

Fall  Kivcr 

S  Maximum  ... 

71 

77 

71 

70 

76 

84 

76 

78 

71 

66 

73 

81 

71 

70 

66 

71 

70 

79 

71 

58 

67 

73 

56 

61 

71.0 

(  Minimum.... 

54 

56 

59 

53 

52 

50 

65 

65 

55 

58 

66 

56 

i9 

49 

57 

66 

56 

54 

47 

5(1 

61 

60 

58 

47 

37 

41 

54 

40 

42 

54.2 

Fitcliburg  

j  Maximum... 

72 

71 

73 

76 

\i 

78 

82 

90 

8S 

81 

78 

78 

70 

65 

^? 

78 

^'? 

It 

73 

70 

t^ 

86 

80 

73 

S 

M 

72 

f 

'M 

(Minimum.... 

47 

40 

■53 

49 

-16 

44 

56 

64 

62 

64 

60 

65 

62 

42 

45 

57 

65 

62 

50 

42 

56 

57 

54 

60 

44 

45 

36 

50.3 

Lawrence 

\  Maximum... 

67 

(•9 

70 

67 

77 

79 

86 

86 

74 

76 

76 

74 

64 

62 

77 

74 

65 

72 

70 

64 

88 

80 

78 

65 

bo 

07 

72 

h 

55 

71.6 

1  Minimum.... 

50 

15 

55 

49 

49 

46 

56 

68 

60 

.59 

58 

62 

56 

45 

47 

68 

62 

51 

46 

54 

55 

55 

60 

46 

■M 

42 

50 

51.6 

Nantucket 

j  Maximum... 

71 

76 

68 

66 

65 

68 

72 

7.') 

76 

69 

69 

68 

62 

71 

78 

69 

69 

70 

64 

67 

67 

70 

66 

bl 

65 

73 

58 

58 

68.2 

(Minimum.... 

60 

62 

62 

59 

52 

52 

61 

67 

63 

61 

63 

59 

51 

49 

58 

63 

59 

57 

55 

5H 

63 

58 

56 

54 

47 

49 

56 

49 

51 

57.4 

Sto.'kbridKe    

i  Maximum... 

69 

72 

71 

69 

74 

75 

i 

76 

80 

79 

79 

72 

67 

60 

79 

72 

60 

70 

70 

77 

SI 

76 

55 

65 

67 

68 

52 

54 

70.2 

(Minimum.... 

48 

42 

54 

41 

39 

42 

52 

50 

50 

54 

66 

58 

42 

54 

69 

57 

50 

43 

37 

.58 

50 

48 

,50 

42 

30 

43 

42 

31 

32 

47.7 

Williamstown 

)  Maximum... 

67 

63 

68 

70 

t.6 

72 

75 

81 

74 

77 

79 

75 

73 

68 

78 

78 

03 

67 

7C 

72 

73 

79 

77 

6b 

63 

65 

69 

53 

51 

69.i 

(Minimum.... 

53 

41 

57 

47 

43 

47 

54 

63 

56 

54 

59 

67 

60 

47 

56 

61 

62 

52 

55 

43 

61 

55 

49 

61 

43 

33 

49 

51 

36 

34 

51.1 

W(.r<'(";t.'r 

)  iSlaximiim... 

71 

67 

76 

73 

71 

76 

78 

88 

86 

77 

81 

79 

75 

68 

60 

75 

76 
01 

60 

72 

71 

80 

81 

78 

68 

66 

69 

56 

56 

71.1 

'Minimum.... 

45 

43 

55 

52 

47 

46 

50 

65 

60 

66 

59 

63 

60 

45 

46 

57 

53 

50 

43 

'i 

57 

55 

60 

45 

31 

39 

53 

34 

37 

51.| 

Winie  !Mt 
Blork  LslaiKl 

)  Maximum... 

.J 

"\ 

72 

69 

68 

70 

72 

74 

81 

70 
61 

70 

73 

70 

65 

64 

71 

r>5 

70 

68 

65 

67 

65 

70 

61 

60 

67 

70 

.55 

57 

68.$ 

(Minimum.... 

61 

63 

62 

57 

56 

64 

06 

65 

61 

64 

60 

55 

55 

63 

65 

59 

67 

58 

67 

62 

62 

60 

52 

49 

53 

55 

49 

49 

58.8 

Klnsston 

j  Maximum... 

72 

74 

75 

73 

70 

70 

77 

86 

82 

71 

79 

73 

(>9 

63 

71 

79 

70 

72 

71 

66 

70 

71 

77 

68 

63 

66 

70 

64 

60 

71.| 

(Minimum.... 

45 

48 

61 

48 

40 

59 

66 

64 

54 

61 

60 

46 

43 

.59 

12 

67 

55 

42 

58 

61 

61 

61 

48 

36 

39 

61 

45 

45 

53.1 

. 

S  Maximum... 

72 

71 

79 

75 

68 

75 

79 

89 

87 

75 

80 

71 

67 

64 

70 

81 

63 

71 

69 

65 

74 

71 

78 

62 

64 

72 

55 

57 

n.i 

Providence 

(Minimum.... 

.53 

54 

59 

56 

53 

52 

58 

70 

07 

59 

58 

64 

57 

51 

51 

61 

63 

55 

52 

50 

58 

62 

61 

60 

44 

49 

51 

43 

43 

55.1 

CoiiiieHh 

d 

'' 

Cream  Hill 

\  Maximum  ... 

73 

62 

76 

75 

71 

73 

78 

85 

82 

85 

79 

80 

72 

70 

61 

f. 

76 

64 

72 

71 

68 

78 

80 

76 

62 

65 

63 

62 

47 

52 

71.2 

(Jlinimum.... 

43 

4S 

54 

47 

45 

47 

51 

63 

59 

57 

57 

60 

58 

45 

50 

58 

49 

49 

45 

56 

55 

57 

66 

38 

32 

52 

47 

38 

34 

80.1 

Hartford 

j  Maximum .  •. 

74 

66 

78 

76 

72 

76 

79 

9C 

87 

82 

78 

84 

74 

70 

65 

78 

73 

62 

73 

(-,<) 

68 

79 

72 

76 

63 

65 

72 

72 

61 

58 

72.T 

(  Minimum.... 

53 

60 

53 

52 

53 

58 

67 

60 
83 

63 

66 

52 

56 

64 

62 

54 

53 

48 

60 

62 

62 

59 

44 

38 

50 

51 

45 

42 

55.7 

Now  Haven 

j  Maximum... 

76 

7fl 

75 

76 

69 

73 

79 

88 

86 

73 

83 

75 

68 

66 

78 

73 

65 

74 

70 

69 

74 

67 

71 

62 

62 

70 

72 

53 

58 

71.« 

(Minimum.... 

55 

57 

63 

56 

55 

54 

60 

69 

66 

62 

06 

67 

63 

55 

61 

66 

65 

54 

It 

51 

60 

65 

64 

69 

47 

41 

52 

53 

45 

49 

57.4 

.               , 

j  Maximum.  .. 

76 

76 

74 

74 

73 

79 

84 

85 

85 

75 

80 

75 

81 

66 

74 

71 

73 

73 

76 

70 

67 

67 

68 

72 

64 

,59 

74.1 

>ew  Lonoon  

(Minimum.... 

55 

56 

6-' 

57 

56 

54 

64 

i 

62 

61 

61 

62 

.52 

.54 

56 

64 

56 

56 

49 

00 

61 

62 

62 

50 

38 

47 

52 

44 

48 

66. 

Norwalk 

j  Maximum  . .. 

77 

72 

80 

77 

72 

76 

89 

83 

80 

88 

79 

71 

68 

82 

75 

69 

75 

72 

75 

80 

70 

72 

66 

65 

73 

70 

,59 

57 

74.7 

(  Minimum.... 

50 

54 

61 

51 

47 

65 

62 

59 

64 

65 

50 

59 

63 

.59 

55 

56 

44 

60 

59 

63 

61 

47 

36 

48 

49 

44 

6S. 

Putnam 

I  Maximum... 

72 

70 

78 

72 

69 

73 

77 

79 

87 

76 

79 

79 

70 

67 

60 

75 

75 

59 

.. 

^^. 

(  Minimum.... 

45 

47 

56 

54 

46 

41 

48 

61 

: 

55 

.. 

62 

52 

42 

48 

55 

52 

61 

:: 

Seepage  54  for  explanation  of  refe 
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e  mi 
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GENERAL,  SUMMARY 

The  month  opened  with  a  storm  of  marked  intensitjs  and  about 
half  of  the  rain  of  the  month  occurred  in  manj'  localities  during 
the  first  several  hours  after  midnight  of  the  1st.  Thereafter  the 
weather  was  notably  pleasant,  in  that  rain  was  infrequent,  but 
there  was  somewhat  more  cloudiness  than  usually  occurs  in  Oct- 
ober. There  were  two  distinctly  mild  periods:  from  the  5th  to 
the  nth,  and  from  the  20th  to  the  23d.  On  the  26th  a  low 
pressure  disturbance  of  considerable  energy  moved  over  the  Sec- 
tion, and  was  followed  by  a  cold  fronton  the  morning  of  the  27th 
wliich  developed  a  cold  wave  over  nearly  all  central  and  north- 
ern districts ;  temperatures  dropped  from  readings  in  the  upper 
forties  or  higher  to  the  lower  twenties  and  lower  over  nearly  all 
portions  of  the  Section  except  the  coast .  The  extreme  low  record 
was  7°  which  is  the  lowest  which  has  been  reported  in  any  Oct- 
ober since  1928.  Garden  bloom  and  sheltered  vegetation  con- 
tinued moderately  profuse  until  the  cold  wave. 


TEMPESATTTEE 


The  average  monthly  temperature  for  the  Section,  based  on 
100  records,  was  49.4°.  which  is  0.1°  below  the  mean  for  the 
past  49  years.  The  average  temperature  for  the  northern  division 
was  46.5° ;  for  the  southern  division,  52.4°.  The  liighest  month- 
ly mean  was  56.0°  at  New  Bedford,  Mass.,  and  Provincetown, 
Mass.;  the  lowest  was  41.6°  at  Fort  Kent,  Me.  The  highest 
recorded  was  83°  at  Turners  Falls,  Mass  ,  on  tlie  9th  and  21st; 
the  lowest  was  7°  at  Somerset,  Vt.,  on  the  28th.  The  greatest 
monthly  range  was  70°  at  Shelburne  Falls,  Mass. ;  the  least  was 
39°  at  Nantucket,  Mass.  The  greatest  daily  range  was  46°  at 
Enosburg  Falls,  Vt.,  on  the  3d,  and  Adams,  Mass.,  on  the  9tb. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
184  records,  was  4.53  inches,  which  is  1.01  inches  above  the 
mean  for  the  past  49  years.  The  average  precipitation  for  the 
northern  division  was  5.11  inches;  for  the  southern  division, 
3.95  inches.  The  greatest  monthly  amount  reported  was  9.02 
inches  at  Pinkham  Notch.  N.  H.;  the  least  was  2.08  inches  at 
Block  Island,  R.  I.  The  greatest  amount  in  24  hours  was  3.94 
inches  at  Pinkham  Notch,  N.  H.,  on  the  17th.  The  average  num- 
ber of  days  with  .01  inch  or  more  of  precipitation  was  11,  which 
is  2  above  the  mean  for  the  past  49  years.  The  average  snowfall 
for  the  northern  di\asion,  based  on  91  records,  was  0.1  inch; 
for  the  southern  division,  based  on  92  records,  none;  for  the 
Section,  based  on  183  records,  0.1  inch,  which  is  0.1  inch  below 
the  mean  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOtTDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
was  .southwest.  The  average  velocity,  based  on  the  records  at 
14  stations  was  9.8  miles  per  hour,  which  is  0.3  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
53  percent  of  the  possible  amount,  which  is  1  percent  below  the 
mean. 


The  cloudiness  was  slightly  al)Ove  the  mean.  The  average  for 
the  Section,  based  on  126  records,  was  13  clear;  7  partly  cloudy; 
and  11  cloudy  days. 

The  monthly  relative  liumidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  12  stations,  was  77  percent,  which  is 
2  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

/I  Hro?«s.— 9th,  16th,  18-20th. 

Halos,  lunar.— 1st,  22d,  24-25th,  28-29th,  31st. 

Hnlos.  solar.— 5th,  9th,  16th,  21-22d. 

Hail.  —  (dates  and  general  location) — None. 

Thundmtorms.—lst,  10-1 1th,  15-1 7th,  30th. 

Fog,  dense. —l-llth,  15-26th,  28-30th. 

Sleet.  —  (dates  and  general  location) — 12th,  interior  northern 
New  England  and  extreme  northv.-estern  Conn.;  13th,  extreme 
northern  N.  H.,  and  extreme  northwestern  Conn. ;  15th,  north- 
western Me.,  26th,  extreme  northern  N.  H.;  30th,  northern 
New  England  and  northwestern  Maes. 

Frosts. — (dates  and  general  location) — Killing  frost  penetrat- 
ed to  Long  Island  Sound  and  the  southeast  coast  on  the  27th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


IH8S 

J8f>9  .... 

18U0 

1891 

1892 

1893 

1S94 

1895  ••■■ 

1896 

1897.... 

1898 

1899 

1900 

1901 

1902-..  ■ 

1903 

1904 

1905 

1906 

1907 

1908- •  •• 

1909 

1910 

1911 

1912 

1913-  ••• 

1911 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923  •••• 

1924 

1925 

1926 

1927 

1928 

1029  ••• 

1930 

1931 

1932 

1933 

1934 

1935..  .. 
1936 

Period 


4.5.6 

74 

21 

47.9 

80 

16 

48.  h 

84 

21 

49.8 

91 

16 

,50.  0 
5:;,  1 

84 
88 

20 

52.8 

,-•0 

23 

46.7 

75 

16 

48.2 

78 

20 

52.  3 

91 

18 

52.  8 

87 

53.  0 

84 

20 

5.1.  8 

85 

17 

M.  0 

82 

21 

.52.2 

79 

20 

52.  6 

79 

19 

48  6 

81 

14 

51   8 

85 

18 

51.9 

78 

18 

47.4 

76 

h.i.  9 

93 

16 

50.11 

IS 

53.  5 

89 

15 

49,4 

76 

15 

54.2 

87 

19 

54.4 

87 

22 

5.1.9 

86 

13 

53.  2 

82 

19 

52.  0 

85 

17 

49.  (> 

79 

19 

,54.  1 

82 

22 

53.  V 

90 

22 

57.  3 

88 

27 

,52.  3 

82 

14 

53,0 

92 

13 

52.  4 

82 

19 

,52.  2 

88 

13 

46  2 

79 

16 

,50.6 

84 

22 

55  4 

94 

21 

53.  8 

90 

15 

50  5 

80 

19 

50  5 

92 

15 

,55.  2 

86 

18 

53  8 

8fi 

20 

51.4 

79 

18 

49.1 

79 

21 

,52  1 

82 

17 

52.4 

83 

11 

51.7 

94 

" 

3.76 
.3.  84 
4.47 
2.30 


No.  of  days  (all 
South        New  England) 


•a  i 
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Climatolog-ical   Data  for  October,   1936 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


S5 


Maine 

Bangor§  

Bar  Harbor  mear ) 
Brassua  Damtt  — 

Eastport 

£ast  Wintlirop.  ■•■ 

Ellsuortii  

Eustis  

Faruiingtuu 

Ft.Fairlield(near) 

Fort  Kent 

Gardiner 

Greenville 

HiramU 

Houlton 

Jaclnnan 

Lewiston 

Lincoln 

Machias 

MadibonS 

Middledani 

Millinockel§  

Milo 

Moosehead 

North  Hridglon.--- 

Oldtown 

Orono. 

Portland 

Presciue  Jsle 

RipogeniisDanitlS- 

Riiinford 

The  Forks 

Upper  Dam 

Wiiislow«§ 

Woodlands 

For  State     •  •  •  • 
Neiv  Hampshire 

Berlin    

Bethlehem  ....•••■ 

Concord   

Dixville  Notch  .... 

Durham    

ErrolS    

First  Conn.  LakeU 

Fitzwilliani* 

Franklin 

Glenclilf   

Hampton-  ■  •  • 

Hanover  §  

Keeneuiear)  §  ..-■ 

Lakeport 

Lincoln   ••   

Manchester 

Milan     

Nashua  §  ..  —  — 
NewDurhamU--- 

Newport  

PinkhamNotchtt.- 

Plymouth  — 

West  Stewartstown 
Wolfboro  Falls-... 
York  Pond    

For  State     -  -  ■  • 


Mt-  Washington  : 
Vermont 


Bellou.s  Kails 

Bennington 

BloomlieldtJ 

Brattleboro§ 

Burlington 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com.. 

EastBarnet 

East  K.vegate 

Enosbnrg  Falls---. 

Gilman  

MaysMillU 

Newfane 

Newport  

Northtield 

Reiirisboro 

Rochester 

Rutland 

St.  Albans 

St- Johnsbury 

Searsburg  Mt 

Searsburg  Sta-tt-- 

Somersettt 

Vernontti 

West  Burke 


Androscoggii 
Penobscot  -•  ■ 
Washington  • 


I'enobscot  -  -  • 
Oumherland. 
Aroostook  .-  - 


Coos 

Grafton  --- 
Merrimack- 
C'oos 


Belknap  .. 
(jralton  -- 
llillsboro- 


Grafton- 
Coos . .  - 
Ciirroll  . 


Windham  -. 
Bennington 

Essex 

Windluini  -• 
Chiltenden. 
Windsor- •■■ 

Oniiigt- 

Addison  .... 


Caledonia  -■ . 

Franklin 

Essex 

Windham  — 
Windham.. - 

Orleans 

Washington. 
Bennington- 
Windsor  .  .- 

Rutland 

Franklin..  .. 
Caledonia--. 
Bennington 
Bennington 
Windham. -- 
Windham  — 
Caledonia-  -. 


1.135 
375 
364 

1.180 


610 

140 

711 

2,360 

1,660 

2.080 

228 


+  0.3 
—  2.1 


+  0.6 
-  0.5 
+  0.5 


'  +  i-'49' 

■-0.'23' 

-0.  15 
+  1.73 
+2.49 
+2. 17 

+  0.70 
-0.20 
+  1.86 
+  1.62 
+2.62 
+  2.23 
+  3  20 
+  1.61 


+2.18 
+  2.05 
+  2.13 
+  2.05 


+2.  04 
+0.62 
+  3.01 
+  1.14 
+  1.78 
+2.  20 
+2, 18 
+  1.85 


+2.30 
+2.23 
+  1.84 


Bangor  Hydro  Electric  Co. 

B.  L-  Hadley 
Walter  Thurston 

U.  S-  Weather  Bureau 
Augusta  Water  District- 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-Soule 
U-  S.  Weather  Bureau 

C.  C-  P.  ct  L.  Co. 
William  H.  Cummine 
P-  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Cc . 
Bangor  Hydro  Kleotric  Co 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Gr>'at  Northern  Paper  Co 
Win  field  Heath 
N.  W.  Roberts 
C.  L-  (;hadbourne 
Thomas  W-  Clark 
Prof-  A-  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Gi;eat  Northern  Paper  Co. 
Charles  A- Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Hollingsworth  &.  Whitney 
St-  (;roix  Paper  Co- 


Edward  Feiin 

George  E-  Tucker 

U-  S.  Weather  Bureau 

Sarah  H-  Gleason 

N.H-Agr.  College 

Union  Waler  Power  Co- 

Conn    Valley  Lumber  Co. 

Walter  E.  Bolles 

F.J-Southmayd 

State  Sanatorium 

Prank  E-  Leavitt 

Dartmouth  College 

Robert  P.  Hay  ward 

Fred  Wiggin 

Edward  A-  Carr 

Public  Service  Co- 

Androscoggin  Res-  Co. 

Pennicluick  Water  Works 

E.  E.  Tobey 

H.P.Shepard 

J.  B.  Dodge 

Mrs-  Hatlie  G-  Trow 

Claude  Baker 

Kenneth  Berry 

U-  S.  Bureau  of  F'isheries 


I 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkee  lit 
Sarah  E.  Lane 

MiB8  E.  M.  Dustin 
N.  E.  Power  Co 
J.  F.Devins  ttt 
L.  II.  Poineroy 
Gilman  Paper  Co. 
Fred  May  ttt 
F.  J.  Aokerman  ttt 

C.  W.  Richmond 

U-  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Briggs  t*  \ 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttt 


See  page  60  for  ezplaaatloa  of  reference  marks. 
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Climatolo^ical  Data  for  October,    1936 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


2  E  S^- 
2 


Windsor  •  • 
Windsor . . 
Windham 
Windsor.. 
Windham 
Windsor  ■  - 


Berkshire  . . 

Hampshire 

Middlesex  . . 

Norfolk  .... 
do  .... 

Suffolk 

Worcester  . . 

Plymouth  .. 

Hampden  .. 

Hampshire . 

Suffolk 

Worcester  •• 

Middlesex  . . 

Plymouth  .. 

Berkshire . . . 

Bristol 

Barnstable.. 

Worcester  .  • 

Middlesex  •■ 

Norfolk  — 

Worcester . . 

Kssex 

Franklin  .... 

Middlesex  .  ■ 

Worcester  . . 

Kssex 

Franklin.... 
Hampden  ■. 
Berkshire  .. 
Worcester  .. 
Barnstable  ■• 

Essex 

Worcester  •  • 
Middlesex  .. 

Essex  

Middlesex  .. 

Bristol 

Plymouth  . . 

Essex 

Worcester  ■ 
Worcester  .. 
Nantucket  •■ 

Bristol 

Worcester  •  ■ 
Berkshire  .. 
Plymouth  ■• 
Berkshire  .. 
Worcester  .. 
Berkshire  •• 
Hampshire. 
Plymoutli  •  ■ 
Worcester  . . 
Barnstable.. 

Essex   

Franklin  ..• 
Worcester  .  • 
Middle.sex  ■• 
Hampden  .. 
Worcester  . . 
Berkshire — 


Bristol 

Franklin  .. 
Hampshire . 
Worcester . . 
Hampden  .. 
Middlesex  • . 
Worcester  .. 
Berkshire  .. 
Worcester  .. 
Worcester  •  • 


Newport 

Wasliington 
Providence 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


172 
2J0 
1,110 
15 
165 


800 

1.03G 

30 


1.037 

1,650 

50 


+  0.3 

+  0.8 

+  0.'9 


+  0.7 
+  0.4 
+  1.2 


+  4.3 
+  '3.'5 


+  1.62 
+2.64 
+  1.82 


-0.77 
+  1.78 
+0.77 
-0. 12 


+0.26 
-0.65 
+0.49 


+0.! 


+  2.07 
+0.05 
-0.05 
+2.  13 
+0.  20 
+0.36 
+  0.79 


-1.49 
-0.07 
-0.63 
-1.01 


Eva  K.  Doubleday 
U.  K.  Wilmot  tit 
E.  T.  Sutton  1ft 
Olcott  Falls  Co. 
Walter  Adams  III 
William  S.  Eaton 


N.  E.  Power  Co. 
Mass.  Aftr.  Exp.  Sta. 
Met.  Water  Works 
llingham  Water  Co. 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  li.  Heed 
City  Engineer 
John  A.  Smithies 
Hoyt  E.  Dodge 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
David  A.  Hunter 
Kiohard  C.  Brigham 
Wilfred  Wheeler 
Herbert  B.  Allen 
Met.  Water  Works 
Fred  A.  Darling 
William  H.  Dunn 
Ralph  M.  Barker 
T.  II.  Ward 
Wm.  P.  Wharton 
Fred  W.  Emmons 
City  Engineer 
C.  n.  Varney 
A.  W.  Ladd 
N.  E.  Power  Co. 
Mildred  Wheeler 
Stiite  Teacher's  College 
Charles  Arthur 
E.  P.Mitchell 
Met.  Water  Works 
Kssex  (-'ompany 
I'rops.  Locks  ..t  CanaU 
A.  Buck 

Ralph  Sampson 
William  ]{.  HoelKel 
Mil  ford   Water  Co 
N,  E.Power  Co. 
U.  S.  Weather  Bureau 
City  Engineer 
W.  E.  Burnap 
I{.  J.  t.angdon 
Charles  C  Rogers 
Mary  II.  Wood 
Met.  Water  Works 
I.,.  B.  Cninining.s 
Anna   M.  Threll 
Miss  L.  B.  Knapp 
Met.  Water  Works 
Irving  H.  McNiivr 
U.  S.  C.G.  Station 
N.  E.  Power  Co. 
G.  II.  Abbott 
Met.  Waterworks 
U.  S.  Armory 
Met.  Water  Works 
Nnsbit  H.  Barigs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P.  &  E .  Co. 
Edna  G.  Tyler 
L.  C.  Coates 
State  Sanatorium 
Weston  ColleKe 
Met.  Water  Works 
Williams  College 
.lohn  Gregory 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Logan 
U.  S.  W^eathev  Bureau 
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Olimatologrical 

Data   for  October,  1936 

Temperatvire 

.  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

M-O 

^., 

g 

^ 

a 

s 

r~ 

r^ 

2-5 
2§ 

stations 

counties 

a 

■O  gi 

it 

•"2 

S-c 

■ss 

IS 

1 
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Explanation  of  Reference  Marks  Used  on  Pages  68,  59,  and  60, 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  pre- 
cipitation with  i.s  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  3.s-year  period:  for  stations  of  10  to  14  years  the  means 
for  the  period  of  record  are  used  Reference  letters,  a,i),c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        f  Also 

on  other  dates.    §  Thermometers  not  supplied  \>y  Weather  Bureau,    ft!  Oberver  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

It  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Azisoolios  Pam,  Wilson  Mills;  Brassua  Dam,  Kockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  Waterville;-New  Hampshire— First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhani;  York  Pond,  Berlin  ;- Vermont— Bloom- 
field  North'stratford,  N.  H.;  Cornwall.  Middlebiiry ;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelbnrne  Falls,  Mass.; 
—  Massachusetts-  Aslilaiul,  Franiingham;  Bine  Hill,  Milton;  Flgreinont,  South  Kgremont;  Falmouth,  llatcliville;  Lake  Cocliituate,  Framingham;  —Connecticut- Cream 
Hill,   West  Cornwall;  Lake  Konomoc,  New  I..ondon. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


J  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  61 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *•*  Regular  Weather  Bureau  station  ;  precijiitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Observations  are  taken  in  the  morning;  tin 


Explanation  of  Reference  Marks  Used  on  Page  62. 

cimum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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Daily   Precipitation  for   October,   1936 
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.95 
.■16 
.■02 

2  21 

nrners  Falls 

Connecticut 

Hudson 

Conneoticnt 

r.' 

T 

.02 
.02 

T 

.01 
.04 

.03 

3.14 

T^.^ 

.23 

.63 
.30 
.09 

.10 
.12 
.13 

■.■23 
.03 

.15 

.08 
.08 
.06 

.03 
.08 
.21 

■.'is 

.03 
.12 
.07 

.07 

'r' 

.03 
T.' 

T. 

■'i'.' 

JJAo''e  Idand 
lock  Island*** .  . . 

Coast 

....do 

....do 

.23 

1.06 
1.03 

1.90 
1.27 
1.37 
1.68 
1.32 
2.32 
1.38 
1.02 

T.' 

T. 

'.0.5 

rovidenoe*** 

Coinedicut 

■Tt 

'Hand**.  !. 

artf'ii'l*" 

ew  II.i  —n***  .... 

ew  I.iiidon 

orwalk  

T. 

.19 

2.49 

...do 

Housatonic 

Connecticut 

....do 

Coast 

....do 

.  .  do 

'■i.' 

T.' 
T. 

■r: 

T. 

■.'63 
T. 

■.■■26 

.05 
.18 
.05 
.08 
.15 

3.78 
1.85 
.90 
1.42 
1.6-1 
1.98 
1.60 
1.76 
3.35 
2.23 

■^ii 

1.98 
.02 
.01 

.07 

.61 
.01 
.20 

■.'is 

T. 
'J'. 

■f  ■ 
T. 

5.63 

■'!•■.■ 

't.' 

T. 

5.10 
3.69 
5.10 

3  07 

utnam 

T. 

.06 
.08 

T. 

.04 

.02 
T 

T. 
.13 

.06 

Willimantic 

Coast 

l!l2 

T. 

- 

T. 

.12 

.15 

.40 

T. 

.02 
.01 

.11 
.13 

T. 

aterbury 

4  15 

See  page  60  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  193 


Daily  Temperatures  for  October.  1936 


Day 

Of  Moutb 

Stations 

Mea 

1 

2 

3 

5 

6 

_1 

8 

9 

10 

12 

13 

_ii 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

^ 

Ji. 

Maine 

Bar  Harbor 

„„„.N     )  Maximum... 
"®'"^' I  Minimum.... 

48 

60 

57 

52 

64 

58 

58 

67 

65 

58 

64 

59 

40 

44 

48 

63 

56 

56 

51 

58 

64 

64 

60 

44 

48 

48 

SO 

42 

48 

61 

47 

54- 

3H 

41 

40 

33 

41 

47 

49 

54 

48 

47 

56 

31 

28 

33 

48 

54 

50 

33 

31 

44 

57 

42 

31 

20 

20 

34 

35 

32 

39. 

Eastport  .. 

)  Maximum.  .• 

50 

54 

56 

53 

59 

55 

57 

68 

65 

58 

62 

57 

47 

44 

50 

60 

63 

62 

51 

61 

61 

65 

68 

46 

47 

52 

33 

43 

47 

50 

48 

54. 

)  Minimum.. -. 

J2 

42 

43 

40 

45 

49 

50 

50 

46 

48 

53 

37 

33 

31 

38 

49 

52 

40 

36 

35 

48 

55 

37 

34 

25 

22 

26 

:::9 

37 

34 

40. 

Fort  Kent  . 

\  Maximum  ... 

53 

48 

53 

55 

50 

52 

64 

56 

55 

66 

62 

05 

50 

44 

40 

49 

67 

60 

59 

53 

57 

67 

K 

40 

39 

42 

27 
16 

37 

43 

42 

41 

51. 

(  Minimum 

•26 

36 

28 

23 

28 

31 

41 

49 

37 

35 

49 

36 

26 

25 

22 

33 

49 

54 

34 

29 

30 

42 

31 

23 

22 

20 

32 

30 

32. 

Greenville 

5  Maximum... 

45 

56 

55 

54 

56 

57 

56 

62 

6fi 

55 

63 

49 

40 

41 

42 

64 

58 

58 

48 

53 

63 

7U 

62 

42 

49 

44 

-• 

41 

45 

46 

37 

51. 

*  Minimum... 

31 

38 

28 

26 

38 

40 

45 

53 

40 

40 

44 

32 

25 

23 

•25 

38 

52 

35 

30 

29 

38 

49 

37 

1 

28 

25 

19 

19 

30 

28 

Houlton  .. 

j  Maximum  ... 

45 

58 

57 

48 

51 

53 

56 

56 

64 

54 

62 

51 

.s9 

37 

42 

58 

62 

60 

45 

49 

67 

68 

69 

47 

47 

28 

40 

40 

51 

4i 

50' 

(  Minimum  — 

■n 

38 

28 

24 

42 

32 

47 

49 

44 

39 

51 

34 

25 

23 

•23 

41 

48 

45 

33 

28 

33 

40 

37 

•24 

27 

16 

18 

19 

31 

Lewistoii 

S  Maximum... 

51 
42 

66 
42 

62 
40 

60 
33 

70 
46 

66 
48 

64 
53 

74 
47 

74 
42 

56 
42 

5f 

56 
35 

50 
31 

54 

2n 

52 

74 
45 

54 

60 

38 

63 

32 

72 
35 

79 
44 

76 
56 

60 
40 

1 

62 
30 

51 
28 

39 

24 

48 
20 

63 
27 

63 
34 

44 
30 

59! 
38. 

(  Minimum.... 

Millinocket. 

S  Maximum.  .. 

47 

60 

60 

57 

55 
41 

63 

57 

63 

70 

64 

68 

53 

43 

45 

44 

60 

61 

61 

50 

62 

63 

69 

65 

f. 

49 

46 

43 

45 

59 

40 

54. 

/  Minimum 

28 

41 

28 

25 

37 

^; 

46 

39 

34 

5C 

36 

28 

25 

23 

42 

46 

38 

33 

31 

34 

4t 

26 

21 

21 

18 

25 

33 

34. 

Okltowii  .. 

S  Maximum... 

54 

61 

58 

03 

64 

67 

6t 

68 

68 

65 

47 

45 

50 

6b 

65 

61 

52 

64 

71 

65 

46 

48 

4e 

41 

44 

49 

50 

47 

57. 

'  Minimum  — 

34 

42 

3£ 

42 

43 

41 

48 

56 

41 

43 

5b 

39 

21 

25 

•29 

49 

55 

52 

31 

32 

41 

5f 

42 

38 

28 

36 

23 

20 

27 

30 

34 

38. 

Porllaiul  .. 

(Maximum... 

52 

64 

62 

:,f\ 

66 

61 

62 

75 

67 

59 

70 

61 

52 

50 

53 

66 

59 

59 

5f 

74 

70 

61 

50 

51 

64 

40 

48 

50 

54 

49 

58. 

)  Minimum.... 

47 

46 

43 

38 

46 

50 

55 

53 

47 

50 

52 

36 

33 

32 

45 

5C 

54 

41 

42 

52 

5£ 

42 

41 

37 

28 

25 

26 

33 

37 

35 

42. 

Kiiinford  .. 

jMaximum... 

54 
34 

61 
35 

61 
31 

57 
25 

66 
39 

61 

40 

59 
46 

67 

41 

67 
3- 

54 
3b 

67 
44 

51 
34 

4b 
25 

47 
19 

47 
32 

41 

61 
50 

63 
37 

52 
33 

65 
29 

69 
40 

48 

58 

2'J 

52 
27 

45 
24 

39 

18 

46 
15 

49 

20 

60 
26 

40 
27 

56 
33. 

'Minimum... 

VViiislow 

)  Maximum  ... 

58 
35 

65 
34 

H4 
34 

62 
26 

72 
39 

68 
40 

62 

48 

72 
51 

73 
36 

69 
36 

71 
52 

6S 

52 
30 

54 
19 

51 
27 

72 

45 

66 
51 

63 

50 

54 
29 

68 

75 
38 

li 

4C 

54 
37 

55 
25 

64 
35 

42 
20 

47 
14 

50 
20 

54 
29 

49 
32 

61. 
35. 

)  Minimum.... 

J\'ei«  Hampshire 

Berlin  II.... 

jMaximum... 

54 

60 

57 

60 

69 

62 

59 

68 

71 

63 

63 

50 

45 

51 

5'i 

72 

62 

52 

45 

66 

75 

73 

50 

46 

52 

45 

39 

47 

50 

47 

42 

56. 

(  Miiunium 

39 

39 

34 

23 

33 

37 

45 

47 

33 

37 

50 

43 

28 

17 

29 

36 

52 

45 

32 

29 

38 

50 

41 

37 

24 

39 

17 

11 

19 

28 

27 

34. 

Conconl  .  . . 

j  Miixiiuum  .-• 

53 

_6fa 

63 

63 

72 

66 

69 

74 

75 

59 

67 

54 

491  55 

63 

72 

64 

58 

54 

7i 

79 

75 

59 

50 

55 

54 

38 

50 

54 

52 

48 

60. 

(  iMiniinum.... 

45 

32 

30 

40 

42 

54 

48 

39 

46 

51 

40 

29 

26 

44 

51 

68 

38 

37 

48 

57 

42 

34 

27 

2b 

22 

16 

26 

33 

31 

38. 

Durliain  . . . 

j  Maximum.  .• 

52 

40 

6< 
3f 

64 
34 

60 
2o 

64 
31 

58 

65 

47 

78 
47 

70 
35 

60 
4! 

61 
49 

6C 

45 
22 

53 

fl 

70 
42 

61 
53 

l\ 

50 
29 

6^ 
29 

71 
40 

70 
5b 

09 
4» 

48 
40 

53 
25 

54 
34 

■Si 

50 
11 

55 
22 

64 
25 

49 
31 

59. 

'  Minimum.... 

35. 

First  Conn. 

Lake !  yf,fim"um  ■'■ 

45 

54 

.53 

55 

59 

66 

61 

64 

58 

4i 

47 

67 

65 

56 

37 

54 

70 

70 

65 

48 

50 

46 

27 

44 

4-5 

'63. 

34 

36 

28 

20 

40 

47 

4f 

43 

32 

44 

42 

27 

is 

12 

28 

44 

46 

31 

27 

27 

42 

49 

33 

31 

24 

16 

9 

^ 

23 

20 

19 

30. 

Keene  (near 

(Maximum'.'." 

5; 

6:1 

65 

72 

67 

68 

75 

76 

57 

65 

53 

50 

47 

60 

72 

65 

63 

56 

73 

79 

74 

67 

52 

57 

53 

40 

59 

54 

62 

49 

61. 

/  Minimum...- 

39 

30 

24 

30 

38 

58 

47 

34 

41 

41 

35 

21 

26 

40 

46 

57 

43 

30 

28 

41 

54 

42 

42 

21 

33 

19 

10 

20 

27 

30 

35. 

Plynioiilli.. 

\  jSiaximum  ... 

57 

59 

60 

58 

68 

64 

60 

70 

70 

-58 

63 

53 

46 

51 

50 

70 

66 

61 

51 

69 

74 

75 

68 

48 

53 

46 

35 

45 

49 

49 

40 

67. 

)  Minimum.... 

38 

33 

26 

20 

36 

50 

44 

29 

35 

46 

33 

21 

15 

35 

40 

50 

42 

24 

•26 

37 

46 

40 

37 

25 

29 

18 

9 

J6 

24 

24 

31. 

Bnrlii.KloM 

yeriiioiil, 

j  Maximum  ... 

65 

59 

60 

66 

65 

62 

69 

68 

62 

61 

47 

46 

49 

62 

72 

63 

57 

47 

68 

74 

74 

43 

48 

53 

50 

35 

42 

46 

48 

42 

56. 

(Minimum.... 

43 

39 

35 

30 

53 

62 

57 

45 

42 

52 

46 

36 

28 

24 

44 

57 

55 

34 

33 

42 

60 

43 

40 

38 

34 

24 

23 

22 

34 

33 

30 

N   'nn-t 

rsewpoii  .. 

j  .\iaximuni .  •• 

54 

55 

68 

62 

66 

69 

57 

60 

58 

49 

47 

51 

62 

4b 

60 

73 

72 

49 

48 

63 

61 

41 

38 

'51. 

1  Minimum.... 

29 

37 

27 

37 

41 

48 

39 

45 

45 

34 

2b 

19 

32 

48 

5£ 

33 

28 

31 

43 

47 

38 

32 

28 

11 

30 

27 

•35. 

Nortlilield. 

S  Maximum... 

52 

56 

58 

60 

69 

65 

63 

70 

71 

63 

64 

48 

43 

51 

64 

70 

63 

59 

46 

78 

74 

4b 

4b 

63 

4f 

33 

45 

49 

48 

42 

56. 

(Minimum.  .. 

40 

33 

28 

23 

45 

41 

55 

37 

3c 

43 

48 

34 

23 

18 

41 

50 

57 

35 

29 

29 

46 

46 

33 

27 

12 

22 

31 

27 

34. 

Kutlaiul 

j  IMuximum.  .. 

5  a 

6P 

63 

64 

69 

7- 

65 

71 

73 

63 

63 

52 

49 

55 

64 

72 

68 

64 

52 

62 

80 

77 

el 

5! 

5b 

50 

35 

46 

51 

44 

60. 

(  iMinimum---- 

4S 

40 

33 

29 

42 

41 

58 

56 

38 

47 

52 

38 

26 

28 

46 

56 

58 

43 

34 

3c 

49 

57 

40 

28 

29 

20 

16 

39 

St.  AlbaiLS. 

j  Jlaximum  .  .. 

56 

58 

62 

6h 

66 

63 

69 

66 

64 

64 

51 

4b 

51 

65 

73 

5S 

46 

75 

74 

48 

49 

55 

52 

34 

42 

49 

48 

42 

57; 

(  Minimum 

41 

42 

35 

2b 

47 

53 

57 

46 

42 

48 

50 

35 

34 

23 

33 

58 

56 

34 

35 

35 

47 

46 

40 

35 

33 

2i 

23 

21 

28 

36 

38. 

St.Jolui.^biu 

j  Maximum... 

55 

58 

59 

62 

67 

67 

63 

68 

70 

66 

65 

55 

45 

52 

54 

72 

67 

62 

43 

73 

75 

49 

64 

61 

36 

43 

48 

61 

41 

58. 

*  (  Minimum.... 

40 

41 

34 

24 

41 

3'> 

55 

48 

34 

53 

37 

27 

19 

31 

45 

56 

39 

31 

29 

40 

57 

40 

38 

28 

■27 

19 

13 

21 

30 

28 

35. 

Wood.stock 

S  Maximum... 

53 

63 

61 

63 

70 

66 

63 

72 

72 

57 

63 

53 

49 

.53 

57 

70 

63 

63 

52 

71 

76 

76 

66 

51 

54 

50 

38 

46 

51 

50 

46 

59. 

(  Minimum.... 

42 

36 

28 

24 

35 

40 

55 

49 

32 

39 

49 

37 

22 

18 

4! 

46 

56 

42 

29 

42 

49 

40 

38 

23 

22 

16 

11 

19 

29 

28 

34. 

MaHsac.ki'fells 

AniliLT.st.  ... 

JMaximum... 

56 

67 

63 

65 

70 

66 

69 

76 

75 

62 

68 

56 

46 

42 

SI 

71 

« 

58 

55 

77 

77 

74 

03 

52 
34 

58 

68 

42 

50 

55 

51 

51 

61. 

(Minimum.... 

45 

40 

32 

32 

39 

41 

58 

49 

40 

50 

53 

36 

29 

39 

42 

57 

5b 

42 

40 

39 

54 

57 

42 

28 

•29 

21 

17 

37 

31 

39. 

Boston 

\  Maximum... 

56 

65 

64 

61 

72 

66 

70 

77 

69 

71 

74 

63 

4t 

53 

66 

72 

65 

62 

59 

76 

79 

75 

63 

62 

66 

59 

41 

50 

56 

66 

51 

62. 

(  Minimum.... 

50 

51 

44 

44 

50 

50 

55 

60 

53 

56 

56 

40 

42 

50 

58 

5S 

43 

43 

48 

58 

60 

47 

42 

37 

30 

25 

28 

42 

41 

35 

46. 

BroclctOM  .. 

j  Maximum... 

66 
46 

f,;i 

48 

68 
42 

41 

70 
43 

64 
42 

71 
53 

79 
59 

77 
50 

70 
54 

74 

60 

65 
47 

51 
30 

52 

41 

65 
47 

70 
55 

67 
56 

65 
51 

56 
38 

75 
38 

75 
54 

75 
57 

60 
60 

64 
42 

56 
36 

oi 

58 
23 

60 
20 

56 
38 

55 
40 

52 
34 

64. 
44. 

(  Jliiiiinum  .. 

Concord.  ... 

)  Maximum  .  .. 

55 

67 

62 

64 

72 

67 

70 

76 

74 

68 

72 

62 

47 

50 

66 

74 

67 

61 

68 

76 

81 

61 

52 

58 

58 

42 

52 

56 

56 

51 

62- 

(Minimum.... 

46 

41 

34 

31 

41 

41 

54 

48 

38 

46 

51 

34 

26 

39 

46 

s 

59 

39 

37 

37 

53 

56 

45 

33 

27 

29 

21 

15 

28 

33 

33 

39. 

ij..,„f  vvivi.bainli      )  Maximum.  ■■ 
tast  VVaiehamI' i  Minimum.... 

67 

66 

62 

62 

67 

65 

69 

71 

68 

69 

66 

57 

58 

63 

65 

63 

61 

70 

72 

72 

62 

60 

57 

60 

40 

48 

55 

58 

56 

49 

48 

40 

33 

36 

45 

58 

52 

62 

48 

28 

4-5 

57 

57 

53 

35 

57 

59 

60 

44 

37 

40 

24 

18 

38 

42 

32 

43 

Fall  Kiver.  . 

Maximum  ... 

66 

47 

71 
49 

64 
44 

65 
41 

67 
48 

4l 

70 

61 

73 
49 

54 

72 

65 
38 

51 
34 

4!: 
41 

4e 

s 

64 
59 

% 

58 
42 

69 
45 

a 

73 
60 

62 
52 

58 
43 

58 
33 

57 
30 

42 
24 

50 
26 

55 
41 

56 

38 

60 
34 

62. 
45. 

(  Minimum ...■ 

Fitcliburg  .. 

j  Maximum  .  . . 

66 
43 

71 
43 

71 
38 

72 
32 

It 

I? 

72 
52 

57 

78 
46 

66 
45 

70 

38 

70 
31 

25 

54 
40 

65 
40 

s 

72 
58 

74 
38 

56 

75 

80 
53 

75 
54 

69 
43 

63 

42 

60 
27 

60 
40 

55 
21 

50 
16 

55 
31 

50 

49 
32 

66. 
39. 

Lawrence 

\  Maximum... 

54 

65 

61 

59 

71 

64 

69 

74 

73 

67 

72 

61 

50 

51 

65 

73 

65 

63 

56 

74 

78 

71 

63 

50 

^3 

58 

34 

50 

64 

68 

60 

61. 

(  Minimum.... 

45 

45 

38 

35 

43 

44 

53 

55 

43 

46 

52 

30 

45 

53 

57 

45 

38 

37 

56 

44 

39 

30 

29 

22 

19 

30 

34 

32 

40 

Nantucket.  . 

jMaximum... 

67 
52 

63 
52 

60 
50 

63 

51 

64 
51 

49 

66 

54 

71 
61 

66 
53 

65 

57 

64 
57 

65 

45 

53 
42 

It 

62 
51 

66 
57 

61 

61 
49 

60 
47 

48 

67 
58 

69 
60 

65 
54 

62 
49 

53 
42 

60 
37 

40 
32 

48 
32 

55 
46 

58 
44 

48 

60. 
49. 

(  Minimum.... 

Stock  bridge 

jMaximum... 

55 

59 

60 

63 

68 

65 

66 

72 

75 

70 

64 

50 

42 

43 

63 

69 

61 

55 

74 

76 

73 

66 

51 

66 

63 

37 

42 

52 

46 

43 

59. 

(  Minimum  — 

44 

40 

28 

30 

31 

34 

57 

48 

37 

49 

47 

28 

28 

39 

43 

59 

58 

36 

33 

32 

47 

60 

43 

32 

25 

27 

20 

12 

2.' 

35 

27 

37. 

VVilliamstou 

jMaximum... 

56 
45 

-59 
43 

57 
34 

60 

66 
39 

65 
43 

67 
57 

68 
55 

70 
40 

69 

67 
50 

52 
36 

44 

44 
39 

63 

44 

70 
57 

58 

61 
42 

52 
39 

68 

74 
54 

71 
54 

54 
42 

49 
37 

54 
28 

54 

33 

21 

44 
16 

49 
28 

45 
37 

42 
30 

57. 

40. 

" (  Minimum.... 

Worcester  . . 

)  Maximum.  .• 

57 

68 

64 

64 

72 

67 

70 

75 

76 

69 

70 

58 

45 

46 

64 

72 

64 

63 

55 

75 

79 

74 

64 

52 

68 

55 

41 

51 

55 

52 

50 

62. 

(  Minimum.... 

44 

46 

32 

39 

39 

53 

56 

42 

48 

52 

37 

27 

43 

55 

58 

42 

33 

37 

47 

50 

44 

40 

27 

33 

21 

19 

27 

36 

31 

39 

Ww'le  Mand 

Blo<  k  Island 

jMaximum... 

68 

64 

62 

61 

64 

62 

67 

70 

64 

67 

67 

63 

50 

54 

62 

67 

65 

62 

58 

67 

67 

61 

57 

54 

60 

39 

47 

54 

55 

50 

60 

(  Minimum.... 

52 

54 

52 

51 

54 

54 

56 

57 

61 

59 

43 

43 

47 

54 

59 

61 

48 

50 

60 

60 

53 

46 

44 

34 

29 

35 

43 

41 

36 

49 

Kingston  ... 

j  Maximum  . . . 

68 

68 

63 

63 

66 

65 

70 

75 

74 

68 

67 

57 

49 

63 

65 

66 

70 

70 

71 

65 

58 

65 

60 

57 

47 

65 

56 

51 

63 

(Minimum.... 

49 

49 

39 

34 

35 

47 

57 

45 

50 

62 

47 

30 

37 

45 

54 

57 

51 

31 

33 

57 

67 

53 

47 

27 

36 

23 

16 

39 

30 

42 

Providence  . 

j  ilaxinium  .  . . 

60 

69 

63 

63 

69 

63 

71 

76 

74 

72 

73 

63 

49 

66 

70 

66 

61 

58 

73 

75 

75 

61 

56 

56 

60 

40 

48 

56 

55 

48 

62 

(  Minimum.... 

47 

51 

47 

42 

49 

45 

54 

61 

52 

50 

56 

39 

35 

43 

49 

57 

60 

44 

42 

46 

58 

58 

49 

40 

35 

30 

25 

28 

40 

39 

45 

Cnnnediciit 

Cream  Hill 

j  Maximum... 

58 
40 

62 
34 

59 
36 

65 
36 

68 
40 

62 
43 

54 

75 
57 

75 
45 

47 

67 
53 

53 

42 
26 

41 
35 

65 
37 

65 
54 

5(3 

60 

55 
33 

74 
38 

74 
61 

73 
53 

41 

1 

57 
32 

28 

41 
15 

45 
20 

51 
27 

44 
34 

45 
27 

59 
38 

(  Minimum..., 

Hartford..  . 

j  Maximum . .. 

60 

69 

64 

65 

69 

66 

69 

78 

72 

70 

70 

60 

46 

45 

09 

71 

68 

61 

59 

76 

73 

74 

63 

55 

58 

59 

41 

48 

66 

53 

51 

62 

(  Minimum.... 

47 

48 

41 

39 

47 

45 

58 

60 

48 

53 

57 

37 

42 

44 

59 

42 

42 

42 

56 

60 

46 

32 

30 

26 

24 

33 

38 

32 

43 

New  Haven . 

j  iMaximum.  .. 

65 
49 

% 

63 

4l 

68 
47 

67 
47 

70 
62 

75 
62 

71 
54 

70 

58 

70 
57 

i 

50 

49 
44 

66 

47 

70 
60 

67 
60 

60 
45 

61 
44 

S 

73 
57 

74 
61 

48 

65 
42 

55 
35 

69 
30 

41 

26 

46 
25 

67 

52 
40 

50 
34 

62 
4( 

(  Minimum-... 

New  London 

jMaximum... 

66 

67 

70 

65 

67 

72 

76 

69 

71 

63 

53 

51 

68 

70 

69 

60 

65 

72 

73 

74 

56 

55 

60 

41 

48 

59 

60 

55 

6S 

(  Minimum.... 

48 

49 

42 

45 

46 

56 

61 

52 

57 

61 

49 

37 

1? 

45 

59 

60 

45 

42 

42 

58 

61 

52 

44 

35 

36 

26 

24 

40 

43 

32 

4( 

Norwalk.... 

j  Maximum  . .. 

68 

69 

64 

68 

70 

72 

74 

71 

73 

70 

59 

54 

70 

74 

68 

61 

61 

73 

72 

65 

57 

68 

58 

45 

48 

66 

55 

52 

6i 

(  Minimum.... 

51 

43 

39 

36 

38 

40 

57 

58 

50 

56 

54 

45 

31 

40 

48 

55 

61 

45 

37 

37 

47 

52 

52 

45 

29 

41 

24 

16 

23 

36 

26 

4! 

Putnam 

j  Maximum.  .- 

;; 

.. 

62 
59 

62 

57 
32 

73 
35 

74 
49 

72 
53 

63 
41 

52 
31 

67 
•27 

56 

: 

tl 

48 
13 

56 
32 

53 

49 
30 

j-uuuam            (Minimum.... 

See  page  80  for  explanation  of  reference  marks. 
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GENERAL,  SUMMARY 

A  few  warm  days  early  in  the  montli,  and  again  toward  the 
middle  were  more  than  counter-balanced  by  persistently  sub- 
normal temperatures  the  latter  half  of  the  month.  The  8d  was 
notably  warm  with  thermometer  readings  well  up  in  the  70's, 
except  in  Maine;  and  the  21st  was  also  very  warm.  Typical 
winter  set  in  with  vigor  on  the  24th,  and  on  the  28th  subzero 
tempeiaturesoccurredat  many  places  in  thethreenorthern  States. 
Snow  fell  in  considerable  volume  in  northern  parts  of  the  three 
northern  States  on  the  5th,  and  very  generally  throughout  New 
England  on  the  24th,  and  appeared  indicative  that  an  early 
winter  had  set  in.  The  27th,  28th,  and  30th  v.ere  the  coldest 
days  of  the  month. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
99  records,  was  34.2°.  which  is  3.8°  below  the  mean  for  the 
past  49  years.  The  average  temperature  for  the  northern  division 
was  30.4° ;  for  the  southern  division,  37.8°.  The  highest  month- 
ly mean  was  43.4°  at  Nantucket,  Mass.,;  the  lowest  was  25.4° 
at  Ripogenus  Dam,  Me.  The  highest  recorded  was  76°  at  Water- 
bury,  Conn.,  on  the  3d;  the  lovscst  was  -14°  at  East  Barnet, 
Vt.,  on  the  28th.  The  greatest  monthly  range  was  81°  at 
East  Barnet,  Vt. ;  the  least  was  47°  at  Nantucket,  Mass.  The 
greatest  daily  range  was  45°  at  St.  Albans,  Vt.,  on  the  25th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
184  records,  was  2.01  inches,  wliich  is  142.  inches  below  the 
mean  for  the  past  49  years.  The  average  precipitation  for  the 
northern  division  was  2.39  inches;  for  the  southern  division, 
1.63  inches.  The  greatest  monthly  amount  reported  was  3.97 
inches  at  Somerset,  Vt.;  the  least  was  1.05  inches  at  Weston, 
Mass.,  and  Providence,  R.  I.  The  greatest  amount  in  24  hours 
was  1.69  inches  at  Bellows  Falls,  Vt.,  on  the  5th.  The  average 
number  of  daj'S  with  .01  inch  or  more  of  precipitation  was  10, 
which  is  the  mean  for  the  past  49  years.  The  average  snowfall 
for  the  northern  di\ision,  based  on  76  records,  was  8.1  inches; 
for  the  southern  division,  based  on  81  records,  3.5  inches;  for  the 
Section,  based  on  157  records,  5.7  inches,  which  is  1.2  inches 
ibove  the  mean  for  the  past  49  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITT 

The  prevailing  direction  of  the  wind,  based  on  115  records, 
vas  northwest.     The  average  velocity,  based  on  the  records  at 

13  stations  Avas  11.2  miles  per  hour,  which  is  03  mile  per  hour 
)elow  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 

14  percent  of  the  possible  amount,    which  is  1  percent  above  the 
nean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
j  he  Section,  based  on  128  records,  was  9  clear;  7  partly  cloudy; 
I  nd  14  cloudy  days. 

'-    The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
:li.  m.,   observations  at  11  stations,   was  73  percent,  which  is 

percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Aurows.—7ih,  14-16th, 

Hiilos,  lunar —Ut,  7th,  20th,  23d,  26th. 

Hnlos.  solar— M,  19th,  28th. 

Hail.  —  (dates  and  general  location) — None. 

TIninderstorms. — 3d,  Hartford,  Conn.;  14th,  Hyannis,  Mass.; 
15th,  Nantucket,  Mass. 

Fog,  dense. —2-4th,  6-9th,  13th,  15th,  24-26th. 

Sleet.  —  (dates  and  general  location) — 4th,  First  Conn.  Lake, 
N.  H.  and  Northfield,  Vt.;  5th,  Wilder,  Vt.;  8th,  First  Conn. 
Lake,  N.  H.;  10th,  Keene,  N.  H.;  14th,  Glencliff,  N.  H.  and 
East  Barnet,  Vt. ;  15th,  northern  and  western  N.H.;  17th, 
Pinkham  Notch,  N.  H. ;  18th,  Mclndoes  Falls,  Vt.  and  Province- 
town,  Mass.;  20th,  central  New  England,  central  and  eastern 
Mass.  and  northern  R.  I. ;  25th,  Cavendish,  Vt.,  Millbury,  Mass. 
and  Turners  Falls,  Mass. ;  26th,  Lewiston,  Me.  and  Readsboro, 
Vt. 

EmihqvaJce — Shock  of  slight  intensity  occurred  generally  over 
northern  and  central  New  Hampshire  on  the  9th;  no  damage 
reported. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermonc;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1895 

1S96 

1897 

1S9S 

18'J9 

1900 

1901 

1902 


1915... 
1916... 
1917... 
1918... 
1919... 
1920... 
1921... 
1922.  . 
1923... 


1925 

1926 

1927 

1928  

1929 

1930 


-20  j  40.9  I  80 


No.  of  days  (all 
South         New  England) 


8     3.30       6. 1  i  3,51  I     2.3     10     10 
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ll 


Maine 


Bangor  §  

Bar  Harbor  (near ) 
Brassua  Damtt  — 

Eastyort  — 

East  Wiiithrop 


Ells 


jrth 


Eustis 
Fariiii 
Ft.  Ka 


a  (ut 


taaritiuer 

Greeuville.. 

HiramJI 

Houlton 

Jackiiiaii 

Lewistou 

Lincoln 

Machias 

Madison§ 

Middledam 

Millinocket§  

Milo 

Moosehead 

North  Hridgton..-- 

Oldtown 

Orono. 

Portland 

Presque  Isle 

RipogenusDamU8 

Rumford 

The  Forks 

Upper  Dam 

WinslowJI§ 

Woodlands 

For  State     — 
IS'ew  Hampshire 


Berlin    

Bethlehem  ....■.•• 

Concord    

Dixville  Notch  .... 

Durham    

ErrolS    

First  Conu.  LakeJJ 

Fitzwilliaui* 

Franklin 

Glenclilt   

Hampton  ;•■• 

Hanover  8  

Keene(near)  §  — 

Lakeport 

Lincoln- ••   

Manchester 

Milan     

Nashuag  .......... 

New  DnrhamU  — 

Newport  

PinkhamNotchtt.. 

Plymouth 

West  Stewartstown 
Wollboro  Falls- ■•■ 

York  Pond 

For  State     ..-- 


Mt.  Washington  t 


Bellows  Falls.... 

Bennington 

Bloomtieldlt  -••■ 

Brattleboro§ 

Biu'lington 

Cavendish 

Chelsea 

Corn  wall  tt 

Craftsbury  Corn- 
East  Uann't 

East  Uyegiite 

Euosburg  Falls-. 

Oilman 

MaysMilUt 

Newfane 

Newport 

Northtield 

Readsboro. 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury  — 

Searsburg  Mt 

Searsburg  Sta-It- 

Somersettt 

Vernon«§ 

West  Burke 


Washington  • 
Kennebec  ..- 

Hancock 

Franklin 

Franklin-.... 


took 


ml.( 


Somerset  — 
Androscoggin 
I'enobscot . .  ■ 
Washington  . 

Somerset 

O.xlord.. 

Penobscot..  • 
Piscataquis-. 
Soni-rset  -  -  ■  ■ 
Cumlierland- 
I'enobscot  •  •• 
I'enobscot  -  •  • 
Cumberland - 
Aroostook  .. . 
Piscataquis... 

Oxford 

Somerset 

Oxford 

Kennebec-.. 
Washington  ■ 


Gralton  — 
Merrimack-. 

Coos 

Strafford  ... 

Coos 

Coos 

Cheshire.... 


limack 


Strafford.... 
Sullivan  — 

Coos 

Grafton 

Coos 

Carroll 

Coos   


Windham  .. 
Bennington 

Essex 

Windham  .. 
Chittenden.. 
Windsor.... 
Orange 


Windliara... 

Wii.iiham 

Orleans 

Washington. 
Bennington- 
Windsor  ... 

Rutland 

Franklin..  ■■■ 
Caledonia — 
Bennington 
Bf  nnington 
Windham... 
Windham  — 
Caledonia. .. 


1,180 
182 
216 


1.484 
90 
140 


800 
1,070 

504 
1,250 


610 

140 

711 

2,360 

1,660 

'228 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


-0.50 
i.'l2 


—1.01 
-0.94 
-1.71 
-0.5fl 
-1  93 
-1.61 
-1.09 
-0.  44 
-1  25 
+  0.01 
-1.13 


-1.66 
-0.92 
+0.  .=•2 
-2. 11 


-0.  57 
-0.78 
-1.  12 


—1.16 
-0.36 
— 1. 12 


+0.61 
-i;23' 


-0.02 
+6."  02 


Bangor  Hydro  Electric  Co. 

B.  L-  Hadley 
Walter  Tluirston 

U.  S.  Weather  Bureau 
Augtista  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Maniiahl.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Sonle 
U.  S.  Weather  Bureau 

C.  C.  V.&L.Co. 
William  H.  Cummine 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hycho  Electric  Cc. 
Bangor  Hydro  Klectric  Co 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northerjj  Paper  Co. 
Wintield  Heath 
N.  W.  Roberts 
C.  L. Chadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Hollingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Edward  Fenn 
George  E-  Tucker 
U-S.  Weather  Bureau 
Sarah  H-  Gleasou 
N.H-Agr.  College 
Union  Water  Power  Co- 
Conn.  Valley  Lumber  Co. 
Walter  E.  Bolles 
F.J-Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
Robert  P.  Haywaid 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Works 
E.  E.  Tobey 
H.  P-Shepard 
J.  B.  Dodge 
Mrs.  HatlieG.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  CoO|)er 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp- 
CharlesR.Durkee  tit 
Sarah  E.  Lane 

Miss  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  ttt 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttf 
F.  J.  Ackerman  il  1 

C.  W.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Briggs  Vt 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Fordttf 


See  page  66  for  explanation  of  reference  marks. 
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Vermont  Cont'd 
West  Hartford.  ... 
White  River  Jc. 

Whitiiiglmiii 

Wilder. 

WiliiiiiiKtoii 

Woodstock 

For  8tato     . .  • 


MaesiKlimeUt 


Adams 

Amherstti 

AslilHudU  .... 
Beechwood  — 
Blue  llillUI-- 

Boston 

Bojistoii 

BrockioiiS    

Chester* 

Chesterfield  *.-  • 
Chestiint  liin§. 

Cliiiton§ 

Coiu'ordS 

£a:!t  Warelmm 
Egreniontn*- .. 

Fall  Kiver 

KalnioutliJt*--- 
FitchburgS  .... 
Framingham  5 

Franklin* 

Gardner* 

tiloncester§    .• 

Ureeutield 

Groton  *...  — 
Hurdvvi.k*.... 
H.iv.iliillS  .... 

H.'Hth* 

Holyoki- 

H.x.sHcTnnnel 


ipswicii-  ...... 

Jeller.son 

Lake  (;ooh!tua(ott§ 

Lawrences 

UowellS 

Man:<Held*. 

Middlehoro* •. 

Middlelon  

Milford* 

Millbnry 

Nantnckft  

Now  Kedford 

Norll.l.ridue* 

Otis* 

Pemhroku* 

Peru* 

Petcr.iihani 

Pittslield. 

Plaintield* 

Plymouth 

Princeton 

Provincetown 

Rookport 

Shelhurne  Fall.s  .. 

SoutliUridge* 

Spot  I'oiid  

Springlield 

Sterling 

Stockbiidge 

Swampscott 

Tannton§ 

Turners  Falls 

Ware* 

Webstpp* 

WestfieldS  

WestonS 

Wp.st  Kutliind       . 
Williamstown§  ... 

Wincliendoii* 

WoroesteH  a  )§ 

For  State  


Rhnrle  Iflnrul 


Block  Island-. 

Kingston  

Pa«tncket§... 

Providence  ■■  • 

For  State. 


Cnnnecticnl 


Bultic 

Barkhamsipatl 
Bridgpportl.... 
Burlington 


Windsor.. 
Windsor . . 
Windham 
Windsor.. 
Windham 
Windsor-. 


Berkshire  .. 
Uanipsliiru  . 
Middlesex  .. 
Norfolk  .... 

do  .... 

Suffolk 

Worcester  ■ . 
Plymouth  .. 
Hampden  -- 
Hanu'shire. 

Suffolk 

Worcester  • . 
Middlesex  .. 
Plymouth  .. 
Berkshire... 

Bristol 

Barnstable-. 
Worcester  . . 
Middlesex  . . 
Norfolk  .... 
Worcester . . 

Essex 

Franklin  — 
Middlesex  .. 
Worcester  . . 

ICssex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  - 
Barnstable-. 

ICssex 

Worcester  •. 
Middlesex  .- 

Kssex  

Middlesex  .. 

Bristol 

Plymouth  .. 

ICssex  

Worcester  - 
Worcester  -. 
Nantucket-  • 

Ki-istol 

Worcester  . . 
Berkshire  .  • 
I'lyinoulh  ■ 
Berkshire  -- 
Worcester  •• 
Berkshire  -■ 
Hampshire. 
Plymouth  -- 
Worcester  .  - 
Barnstable-. 

E.ssex   

Franklin  ... 
Worcester  . . 
Middlesex  .. 
Hampden  .. 
Worcester  . . 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hivmpshire . 
Worc'sier.. 
Hampden  .. 
Jliddlosex  -• 
Worcester  -  • 
Berkshire  -  - 
Worcester  .- 
Worcester  ■  ■ 


Newport  — 
Washington 
Providence 
Providence 


New  London 
Litchfield  -.. 

FairlieM 

Hnrtford.    -. 


1,700 
9v!0 

1.037 

1,6S0 
50 

1.050 
40 
25 


Temperature,  in  degrees  Fahrenheit 


EVH  K.  Doubleday 
U,  It.  Wihnot  Itl 
E.  T.  Sutton  111 
Olcott  Kails  Co. 
Walte-r  Adiiins  III 
Williiun  S.   Katoii 


N.  E.  Power  Co. 
Mas.s.  A(,'r.  Exii.  Sta. 
Met.  Water  Works 
Hingham  Water  Co. 
Blue  Mill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  II.  Keod 
City  EiiKiiJcer 
.lohn  A.  .Siiilthios 
Iloyl  E.  D.idKo 
Mot-  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
.Idseiili  [,.  Kelley 
l);ivid  A.  Hunter 
Kicliard  C.  Brisliani 
Wilfred  Wheeler 
"lerbert  B-  Allen 
Met.  Water  Works 
Kred  A.  Darling 
William    11.  Dunn 
Ralph  M-  Barker 
Bureau  of  EntomoloEy 

P-Wliarlon 
Fred  W-  ICmnions 
City  Engiiieev 
C.  H.  Varney 
A.  W.  hadd 
N.  E.  Power  ('o- 
Mildred  Wheeler 
Stiite  Teacher's  College 
Charles  Arthur 
E.  I>   Mitchell 
Met.  Water  Works 
Essex  Conipanv 
Proi)s. 


tS  .^;  Cl 


E.  IJc 


(  nanes  (;    itogers 
Mary  II.  Wood 
i\let.  Water  Works 
L-  B-  Cummlngs 
Anna    M    Tiri'ell 
Mi-ss  L.  B.  Knapp 
Met.  Water  Works 
Irving  II.  McNi.yr 
IT.  S.  C  G.  Station 
N.  E.  Power  Co. 
G.  H.  Abbott 
Met.  Water  Works 
U-  S.  Armory 
Met.  Water  Works 
Nesbit  H.  B>uig.s 
West  on  K.  Lewis 
Water  Works 
Turners  Falls  P.  &  E .  Co. 
Edna  G.  Tyler 
L.  C.  CoateH 
State  Sanatorium 
Weston  College 
Met.  Water  VA'orks 
Williams  College 
.Tolin  Gregory 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp,  Station 
John  W.  LoL'an 
U.  S.  Weather  Bureau 


he  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


I 


See  page  66  for  explanation  of  reference  marks. 
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Climatological  Data   for  November,  1936 


Connecticut  Cont'd 

Colcliester 

Collinsville 

Cream  HillJt 

East  Hartlanrt  

falls  Villages 

Hartford 

Lake  KonomocJJ-- 

Mt.  Oarmel 

New  Haven 

New  London  

Norwalk  

Old  Green wirh  — 

Putnam  

Salisbury 

StorrsS. 

Watorbiiry  

West  U:irtlan<l 

For  State 


New  London. 
Hartford  •  ■  ■ 
Litchfield  ... 

Hartford 

Litchfield  ... 
Hartford  . . . . 
New  London. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

I'^airfield 

Windham. . .. 
Litchfield  . . . 

Tolland 

New  Haven  . 
Hartford 


1,300 
1,220 

5H.^ 


Tempt^rature,  indettrees  Fahrenheit 


-0.6 
+  'o.'9 


tion.  in  inches 


■2,30 
-i.'.57' 


-2.06 
-2. '29 
-2.46 
-2.17 


S .  P.  Willard 
Edwin  R.  Wilder 

C.  L  Gold 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B,  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tiet.Jen 

L.  M.Comstock 

J.  D.  MacDoiiald 

U  S.  Dept.  of  Commerce 

P.  Hurliman 

Agr    Exp    Station 

William  .).  Pape 

Water  Bureau,  Hartford 


Explanation  of  Keference  Marks  Used  on  Pag-es  64.  65.  and  66. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  i.s  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  35-year  period;  for  stations  of  jo  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a,b,o,  appearing  in  the  table  indicate  number  of  days  missing- ;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ftt  Oberver  for  New  England  Power  Co.      T,  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Xt  Post-offlce  addres.ses  of  these  stations  are  as  follows:  Maine -Azi.s'iohos  Dam,  AVilson  Mills;  Brassua  Dam,  Kockwood;  Hiram,  West  Baldwin;  Ripogenns  Dam 
Millinocket;  Winslow,  Watervine;-New  Hampshire-First  Conn.  Lake,  Pittsburg;  New  Durham.  Alton;  Pinkliain  Notch,  Gorham  ;  York  Pond,  Berlin;- Vermont-Blooni- 
field.  North  Stratford,  N.  H. ;  Cornwall,  Middlebnrv;  Mays  Mills,  Colrain,  Mass. ;  Searsburg  Sta..  Wilmington:  Somerset,  Wilmington;  Vernon,  Shelhurne  Falls,  Mass.; 
—Massachusetts-  Ashland,  Frainingham;  Blue  Hill,  Milton;  Egremont,  South  Rgreinont;  FalmouMi,  llatchville;  L:ike  Cochitnate,  Fraininghani;  —Connecticut- Cream 
Hill,   West  Cornwall ;  Lake  Koiioinoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


I  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  67 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Ol)servatn; 


Explanation  of  Keference  Marks  Used  on  Pae^e  68. 

ii,ij;  the  uiaYiiaurn  then  read  is  charged  to  the  preceding  day,  on  wliioli  it  almost  always  occurs. 


I'KK.SSIIRK.  WIND,   HUMIDITY,  AND  SUNSH  IN  IC 


Amherst 

Block  I.slaiid 

Blue  Hill 

Boston   

Burlington  . . 

Eastport 

Greenville... 

Hanover 

Hartford  .... 
Nautu<;ket  ••• 
New  Haven.. 
Northlield  ... 

Portland 

Providence . . 


Atmospheric  Pressure 
'reduced  to  sea  level ) 


30.03 

30. 01 

30. 02 
29,  99 
29.  99 
29.  94 


30,67 
30  62 
30.68 
30  67 
30  69 
30.  70 


30.03  30 

30.01  30. 

30.04  30, 
30.00  30 
29.98  .SO. 

30.02  30. 


29  34 
29.  34 
29.  29 
29  28 
29  28 
29. 16 
29.  29 
29,30 
29.  34 
29  34 
29.  35 
29.  28 
29.  22 
29,35 


Relative 
Humidify 


■i 


!^OVE.MBER,    1936 
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Daily   Precipitation  for   November.    1936 

Drainage  basin 

Day  of  month 

stations 

' 

2 

3 

4 

5l     S 

- 

^ 

9  1  10 

11 

12      13 

14 

15  1   16 

17  1  18 

19  j  20  1  21 

22  1  23 

24  1  25 

26 

27 

28 

29 

30 

31 

H 

Maine 

Sastport*"  

Ellsworth 

Eustis 

rarniingtou 

Coast 

....do 

Kennebec 

T 
T. 

1 

.29 
T. 
.OS 
.13 
.13 
.24 
.16 
.32 
.53 
.16 
.20 

.'05 
.12 
.69 

.07 
33 

.34 
.31 
.11 
.13 

".26 
.18 
.84 

■i 

.07.... 

."62 

.21 
.05 
.03 
.OS 

.01 

T. 

.10 

'.'62 
.15 

i?^ 
T. 
.03 

.80 

".'oJ 

T. 
T. 

.11 
.01 

.'26 

T. 
T. 

'.'62 

.13 

'!63 

T. 

.15 

".'io 

.09 
.25 

"lis 

.07 
.20 

'.'oi 

.02 
.01 

'.'64 

.'06 

.09 

.03 
.03 

'T.' 

.04 
.10 
.08 
.31 
.04 
.12 
.17 
.15 

"."is 
"!66 

'.'ig 

.05 
.03 

.02 

T. 

•t" 
T 

.05 
.25 

■■r.' 

.01 

.05 

.12 
.04 

't.' 

.36 

'.'ii 
.20 
.22 

.09 
.13 
.32 
.07 
.26 
.81 
.07 

'.'i2 

.21 
.07 
.29 
.12 
.12 

'.'14 
.51 

.10 
.12 
.09 
.07 
.20 
.19 
.11 
.06 

"'.ii 

.io 

.15 
.18 
.19 
.25 
.35 
.07 
.12 
.08 
.24 
.16 
.10 
.12 
.02 

.13 
.09 
.04 
'1'. 
.20 
.16 
.25 

'.'is 

.06 
'.'65 

.08 

'.'is 

.OS 
.02 
.29 
.04 
.14 

\^' 
T. 
T. 

.28 
.10 

t'^ 

.02 
.11 

.04 

.01 
.19 
.01 

2.20 
2.  13 
2.36 
2.  29 

..       .51 
.261  .58 
.25    .72 

.20 

■.'62 
.03 
.06 

.15 

".'oi 

.04 
.03 

Sardiner  

SreenviUe 

Houlton 

Kennebec 

....do 

St  John        

T. 
.01 
.03 
.02 

TV 

fa 

.... 
i.'27 

:::: 

■'i" 

'."os 

.10 
.01 

■f.' 
■:i2 

'.'i7 

'!l7 

'.'io 
.11 

.06 
.04 

'.'25 
T. 

.05 
T. 

'.'62 

'.'io 

.10 

't.' 

.08 

.10 

'.'i9 
T. 

.09 
.27 

'.'ii 

'.'oJ 
.01 

T. 

"t." 

.11 
.21 
.32 
.Oti 
.03 

'i-'.' 

'.'6i 

.'63 

■.'63 
.22 

■f  ■ 

'.'03 
■f. 

T. 

■■'r ' 

.01 

'.'oe 

.09 
.05 

.03 

■.'67 
.06 

T. 

T. 

■f.' 

.6i 
■1. 

.08 

'i'.' 

'.'08 

'f.' 

.27 
.05 

■.'23 

.03 
.04 

■r. 
.01 

.04 
.03 

■f.' 

.06 
.04 
.06 

.02 

•r. 

.05 
.02 

.01 
.15 
.10 
.03 
.20 
.06 
.13 

".'63 

'.'08 
.06 

T. 
.15 
.02 
.05 

"iV 

.03 
.OS 

"."62 
.25 

't.' 

.03 
.01 

'.'oi 

.:''. 
■f. 

.01 

'.'64 
■.'61 
'.'64 

.16 
.28 
T. 

.17 

■'i" 
'.'oi 

'.'ig 

'.'63 
't'.' 

T.' 

"."oi 

.01 
.04 

■.'62 

■.'69 

.10 

.14 

'.'06 

'!23 

'.'06 
.05 
.02 

'.'io 
'.'67 

.03 
.04 
.08 
.01 
.02 

'."oi 
'.'is 

.03 

■.'65 
.03 

■.'65 
.05 
.07 
.06 

.07 

■f.' 

.01 
.06 
.04 
.U 
.03 
.01 

1.79 
2.00 
2.72 

.31    .1211.03 
.12    .52    .53 

2.55 

Androscoggin   

Kennebec 

Penobscot  

....do 

1.90 

.02    .71 
T.     .84 
.2S    .33 
.12    .45 
.33    .11 

.18 

'.'88 
.71 
.26 
.70 

.75 
.05 

1.53 
.58 

:92 

.06.... 

1.94 

tfiUiuocket 

Uilo  

«orth  Bridgton... 
)iatown 

.02 
.16 
.04 
.28 
.09 

'.'ii 
.02 
.02 

.CIS 

.31 

.04 
T. 

O'i 

.02 

.'65 
.... 

2.23 

Penobscot   

Const 

T. 
T. 

T. 

.03 
.18 

2.45 

>ortlanJ-»* 

'resque  Isle   

tlpogenusDam... 

luiuioid 

FheKorks 

Winslow 

.05 
.43 

.06 

.'is 

.19 
.Q2 

.20 
in 

.60 

.82 

■i 

.06 

7fl 

1.75 

Penobscot  

Androscoggin   .... 

Kennebec 

do           

T. 
T. 
.02 

T. 

.05 

■r 

■r. 
r. 

'.'is 

.02 

.... 

'.'si 

.06 

1.60 
2.  32 
1.81 

IVoodland"  

New  Hampshire 

.05 

T. 
T. 

.01 

■r. 

.42 

Androscoggin 

Merrimac 

2  25 

iinrham 

isa!  ;i2!l!32 

2<>l      OKI     -W 

1.29 
3.89 
2  35 

!1rst  Conn.  Lake., 
franklin      

Connecticut 

.12 

.16 

.06 

.04 

.20 

■.'07 
.04 
.06 

.04 
.04 

.11 

".Ob 

.01 

.05 

T. 
T. 

.07 

.43 

■'f.' 
.01 

f. 

.06 

■f.' 
T. 

.02 

.02 

.14 

.10 

■.'62 

.05 

'r.' 

.01 

T. 

T. 

'.'08 
.01 
T. 

.05 
.02 

.03 

'.'6i 

.07 

'f.' 

T. 

.01 

'i'.' 

T. 

■.'69 

T. 
T. 

'f.' 

.02 
.08 
T. 

.10 

f.' 
T 
.19 

.04 
.04 
T. 
T. 

'.'03 
.01 

T. 

.35   .01 

....    .49 

.121  .29 

.50 
41 

teene  (near) 

....do 

....do 

T. 

■.'63 

■;63 

2  23 

Uncoln" 

.19  1.23 

'.'98 
'f.' 

.01 

't." 

T. 

2.70 

«e\vDurham«*.... 

....do 

1.20 

Newport** 

1  -1(1 

T. 

.09 
.10 

.21 
.03 

.'62 
.03 

.... 

f." 
.01 
.03 

'.'is 

.18 
.24 

.02 

.'37 
.30 
.61 
.03 
.13 

'.'.5i 

.22 
'.'57 

T. 

T. 

Merrimac 

Connecticut 

T. 

.02 

.51 

.08 
.02 

:37 

'.SO 
1.25 

L24 
.81 
.39 

!l2 

.34 
.46 
.37 
1.10 

'.'23 

'.'98 
.19 
.48 
.69 
.01 
.53 

Al 

'.'40 
.76 
.09 
.19 
.8b 

1.55 

.79 

1.30 
1.50 

.56 
1.11 
1.43 
1.75 

.81 
1.30 

.40 
1.22 
1.04 
1.35 
1.45 
1.05 
1.27 

.82 
.13 
.13 

'.'68 

!37 

T 

.02 

f.' 
T. 

.06 
'.'08 

Vermont 
Sloomtield 

.51 

i 

.35 
.09 
.30 
.08 
.20 

.Ifi 

r. 

T. 
.16 
.05 
.02 
.01 
.04 
.03 

".bi 
".in 

.05 
.07 
T. 
T. 

.07 
T. 

.12 

T. 

.02 

'.'08 
.01 
.05 
.11 
.10 
.93 
.22 
.05 

i?^ 
T. 
.04 

'.'io 

T. 

'.'02 
T. 

'.'06 
T. 
.07 

■f.' 

.. 

.02 

.03 

.11 
T. 

't. 

2.44 
2.08 
2.30 
2.14 
2  40 

Burlington"* 

JJkvendish   

Champlain 

Connecticut 

...do 

Champlain 

St.  Luvrence  ."!!'. 

Champlain 

....do 

....do 

Connecticut 

....do 

....do 

....do 

.02 
T 

".'is 

.01 

■."12 

.OS 

"."03 

.06 
.04 

.10 
.05 

'.'65 
.12 
.06 
.13 
.05 

'.'08 

.32 
.13 
.39 
.36 

'.'67 

.02 
.02 
T. 

■.'65 
.02 

:'65 

T. 

t" 

.... 

.01 

T. 

.13 

T. 
.07 
T. 
.12 
.10 

'.01 

.33 

.08 
.05 

.01 
.04 
.0.'> 

.05 
T. 
.27 
.02 
.03 
.04 

"."01 
.00 

.02 

■r. 

T. 

Dornwali 

.'22 

T. 

T. 

.... 

'.'6s 

.02 

T. 

f.' 
.01 
.08 

'.'69 

T. 
.06 

f.- 

■."25 
'f.' 

'.'i4 
T 
T. 

■.'67 

.05 

■f.' 
T. 

.02 

2  70 

Enosburg  Falls.... 

3.86 
2.89 
2.23 
2  56 

It.  Albans  

..... 

■■i' ' 

'.'os 

.05 

2  68 

3t.  John.-bury 

Somerset** 

.08 
.20 
.20 
.05 

't.' 

".is 

T. 

'.'6.5 

2.62 
3  97 

Vest  Burke*" 

■f.' 
.01 

■.'6i 

.03 

.09 

.06 

■r. 

2  71 

Wooilstock 

T. 

't.' 

T. 
T. 

.07 

.32 
.37 
.21 
.21 
.2:3 
.23 
.23 

T. 

.07 
T. 
.06 
.01 

'i'." 

.10 

MnssachusieUs 
Amherst   

T. 
T 

2  02 

Hh;-  Hill 

Connecticut 

Merrimac 

...do 

Coast 

Honsatonic 

".'io 

T. 

"."66 
T. 

.04 

T. 

•r. 

T.' 

■.'62 

"."22 
".'l9 

"."is 

■.'i5 
■!67 

1  33 

■  ici**"::;:: 

.03 

■.'65 
.09 

'.02 
.05 

2.13 

1  53 

r..v,am«:: 

.04 

,- 

.09 

".51 

'.'85 
.46 

'.'22 

.36 
.68 
.28 
.38 

'f.' 

'.'83 
.27 
.30 
.43 

f.' 
'."65 

'.'ii 

T.' 

■.■34 
.04 
.11 
.03 

'.'ic 
'.'os 

.07 

'.'65 
.05 

■."03 

f.' 

T. 
T. 

'i''.' 

.27 
.05 
.14 
.34 
.2( 
.09 
.14 
.04 
.34 
.18 
.20 
.15 
.25 

.11 
.44 
.11 

"!65 

■'69 
'['. 

.06 
.17 
.47 
.07 

T. 

.'16 

■.'32 
.12 

'.'63 

.11 

.08 
.0! 
.05 
.03 

■.'64 
.02 
T. 
.02 
.04 
.12 

T. 

'.'io 

".Ob 

't.' 
't'. 

1  34 

>•* 

....do 

2.37 

'   :vm 

...do 

Charles 

Connecticut . .  . . 

1  64 

'.'46 

-i« 

.10 
.04 

'.'23 

'.'oi 

T. 

'.'6i 

't.' 
.01 

"t." 

2  06 

-•on""" 

ilerrlmac 

Connecticut 

Coast 

...do 

Merrimac 

Coast 

....do 

Connecticut 

Housatonic 

"t"." 

"."06 
.13 

1.19 

"t." 
T 

1.14 
1  59 

.07 
.01 

.23 
.19 

T 
.03 

T. 

.19 

.10 
.02 

.01 
'.'61 

T. 

T. 

.'6i 

T. 

'20 

.25 

'iord 

1" 

.30 
.02 
T 

.10 

'.'« 
.19 

.32 

■.'57 
.62 

".'26 
.18 

.05 

.05 
.07 
.02 

■,,•• 

.06 
.13 

t  jwn 

:::t;:::::::::::: 

T. 

.07 

T. 

.37 

.04 

1  52 

l«e*' 

.03 

.02 
.02 
.05 
.17 
.14 
.08 
.03 

.10 
.01 

.38 

!05 

:i 

.15 

.01 
.12 
.24 

.18 

.41 

.28 
.19 
.24 

.15 

.58 

T. 

'.'45 

.Of 
.01 

T. 

T. 

r. 

.21 

.05 
.22 
.15 

"."25 
.02 
.23 

.30 
.27 
.25 

.26 
.25 
.30 
.26 
.22 
.21 
.20 
.11 
.30 
.33 
.25 

.18 
.10 

'.'ii 

'.'ie 
.01 

.05 
".06 

.04 

'.'06 
.04 
.02 
.28 

'T.' 

^05 

.11 
.04 
.16 

.0^ 

.10 

.05 

.07 

.01 
.30 
.02 

'.'6i 

.04 
.12 
.08 
T. 

.06 
.02 

'i\ 

Connecticut. 

.60 
.20 

1  62 

.06 

T. 

.10 

Falls 

Connecticut 

.03 
.05 

.13 
.08 
.15 

"'J'.' 

'."62 
T. 
T. 

T. 

.01 

2.03 

.-town    .... 

Hudson 

Connecticut 

Black-itone    .     .     . 

T. 
.12 

.63 

T. 

T. 

T. 

T 

T. 

.25 

.08 
.OS 

.08 
.0^ 
.02 

.11 
.08 
.02 
.03 
T. 
T. 
.06 
.10 
.20 
.05 
.04 

.04 
■f.' 

T.' 
T. 

'T.' 

.06 

T. 

.06 

T. 

2.78 

\ ortesicr  . 

.33 

■;i6 

.08 
.07 

.22 
.03 

.02 
.50 
.09 

.29 

T.- 

T. 
T. 

't.' 

.14 

'.'62 

T. 
T. 
.15 
.13 
T. 
T. 
.01 

1  38 

M<y!e  Maml 
:tlock  Island*** . . . 

Coast 

....do 

Kingston 

ITovidence*** 

....do 

T. 

.05 

r 

T. 

T. 
'.'n.5 

.01 

.26 
.44 

1     Cortnedlcut 

...do 

Housatonic 

T. 
.02 

f.' 

1.48 

i-.n 

.■yii     (U 

T. 

.16 

'.'35 
52 

■.'62 

't'." 
T. 

■f. 

"t" 

'f.' 

'.'62 

1  96 

•'.nd**... 

....do 

Coa«t 

T. 
T. 

.07 
T 

T. 
T. 

.23    .23 
.16   .09 
.22    .16 

!22    .22 
.  121     if> 

f.v  ■uiven***  .... 

T. 

".'6i 

ew  London  

....do 

....do 

.03!   .50 

1.35 

orwalk  

.42 

1  22 

utnam 

■■^' 

T. 
T. 

T. 

■f. 

.06 

torrs 

Willimantic 

Coast 

T. 
T. 

l!o7 

•aterbury 

.  19!     20 

1 

See  page  66  for  explanation  of  reference  marks 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November,   1986 


Daily  Temperatures  for  November 

1936 

Day  of  Montli 

station. 

-  Mean 

1 

2 

±. 

4 

_L 

6 

7 

8 

9 

10 

11 

_^ 

13 

14 

15 

16 

17 

18 

19 

20 

_!i- 

22 

23 

24 

25 

^ 

27 

28 

29 

30 

31 

Maine 

Bar  Harbor  (near) 

\  Maximum.  .. 

•19 

46 

57 

58 

4a. 

38 

40 

47 

43 

44 

36 

49 

43 

45 

46 

40 

25 

35 

18 

37 

49 

44 

37 

21 

37 

37 

32 

21 

30 

30 

39.2 

1  Minimum.... 

29 

39 

45 

41 

35 

27 

28 

32 

34 

29 

16 

27 

34 

29 

39 

•22 

13 

7 

5 

11 

31 

35 

21 

11 

20 

31 

18 

3 

IS 

15 

24.9 

Kastport  

\  Maximum..- 

51 

51 

60 

58 

44 

44 

47 

44 

46 

37 

50 

45 

50 

50 

38 

35 

32 

23 

37 

49 

45 

33 

28 

41 

42 

30 

34 

27 

41.6 

(  Miuimum 

34 

40 

51 

42 

33 

31 

34 

36 

34 

25 

19 

36 

35 

35 

38 

21 

17 

7 

9 

20 

37 

33 

17 

16 

26 

30 

10 

7 

26 

27.2 

Fort  Kent 

\  Maximum  .  -  • 
1  Miuimum  — 

35 
31 

43 
28 

47 
33 

60 
35 

38 
28 

17 

35 
20 
38 
13 

38 
30 

36 
26 

34 
20 

34 

36 
24 

35 
26 

35 
10 

36 
33 

38 
18 

18 

14 

1 

18 
5 

14 

36 
22 

39 
30 

35 
20 

21 

31 
-  3 

32 
28 

2f 

17 
3 

23 
6 

23 
12 

32.9 

18.2 

Greenville    

j  Maximum. •• 
!  Minimum . .  -  ■ 

44 
24 

4J 
32 

55 
39 

33 

34 
30 

38 
24 

42 
13 

37 
25 

34 

20 

34 

4 

46 
21 

30 

41 

24 

41 
35 

36 
17 

19 

8 

25 
3 

16 
3 

32 
13 

43 
25 

22 
12 

~\ 

25 
15 

32 
9 

20 
3 

17 
-  5 

21 

8 

33.6 

17.5 

Houlton    

j  Maximum  ... 

37 

37 

59 

59 

36 

36 

41 

36 

36 

34 

29 

37 

35 

44 

44 

34 

25 

16 

23 

27 

35 

3£ 

31 

20 

37 

28 

18 

24 

25 

33:8 

(  Minimum.-.. 

27 

26 

34 

36 

30 

21 

14 

31 

30 

24 

12 

23 

26 

26 

34 

24 

11 

3 

2 

14 

26 

31 

20 

1 

12 

27 

2 

-  2 

12 

14 

19.7 

Levvistoii 

\  Maximum... 
i  Minimum.... 

5(: 

45 
40 

64 

42 

6S 

46 
32 

47 
27 

48 
26 

45 
30 

43 
3C 

44 
22 

44 
20 

53 
26 

48 
29 

52 
32 

50 
36 

36 

18 

31 
15 

12 

26 

11 

2(5 

55 
25 

38 
27 

29 
18 

23 
15 

32 
14 

35 
24 

25 
13 

2b 
4 

28 
19 

24 

12 

40.9 

23.9 

MillinocUet 

J  Blaximum..- 

41 

43 

53 

60 

38 

41 

40 

4b 

36 

36 

44 

37 

44 

46 

36 

21 

22 

22 

31 

47 

41 

28 

19 

26 

34 

26 

20 

23 

22 

35.4 

(Minimum.-.. 

28 

27 

36 

38 

32 

23 

19 

34 

31 

24 

14 

16 

26 

18 

36 

21 

10 

6 

6 

16 

26 

19 

7 

16 

26 

10 

0 

13 

16 

20.7 

OUUowii   

\  Maximum . .  ■ 
i  Minimum.... 

49 
30 

47 
35 

60 
44 

45 

45 
35 

41 
27 

45 
26 

43 
29 

43 
36 

46 
27 

17 

48 
23 

45 
30 

49 
21 

49 
44 

44 
25 

25 
16 

29 
9 

23 

8 

35 
20 

47 
29 

45 
32 

24 

24 

7 

19 

36 

33 
16 

23 

2 

2b 
15 

26 
19 

39.8 

24.8 

Portland  

\  Maximum  . . . 

61 

51 

61 

64 

51 

45 

48 

47 

46 

48 

43 

52 

48 

51 

53 

39 

41 

41 

28 

40 

58 

45 

33 

24 

43 

39 

29 

29 

32 

26 

43.9 

1  Minimum.-.. 

37 

44 

45 

43 

36 

34 

33 

3b 

35 

2b 

23 

32 

34 

36 

39 

20 

17 

12 

12 

28 

33 

30 

21 

19 

19 

27 

16 

25 

14 

27.9 

Kumfonl  

i  Maximum... 

52 

46 

61 

62 

47 

44 

45 

45 

40 

40 

37 

50 

47 

47 

47 

41 

29 

23 

46 

38 

29 

24 

31 

35 

25 

22 

29 

21 

38.9 

(Minimum... 

29 

38 

38 

36 

29 

24 

24 

28 

25 

18 

15 

17 

2b 

32 

35 

15 

i 

7 

6 

1£ 

24 

23 

14 

10 

9 

19 

6 

-  5 

18 

8 

19.9 

Winslow   

j  Maximum  .  ■  • 

50 

52 

60 

61 

49 

47 

46 

45 

45 

41 

45 

54 

49 

5<J 

51 

47 

36 

31 

23 

51 

49 

41 

24 

32 

34 

32 

25 

2b 

25 

'42. 1 

1  Minimum 

25 

34 

39 

40 

35 

23 

22 

25 

34 

2b 

25 

24 

21 

24 

42 

22 

13 

8 

7 

is 

25 

31 

20 

9 

19 

29 

12 

-  2 

15 

14 

22,6 

lYeio  Hampshire 

■ 

jMa.ximum--- 

52 

46 

69 

45 

43 

44 

37 

43 

38 

37 

40 

50 

43 

40 

43 

2s 

37 

12 

30 

31 

51 

32 

31 

27 

35 

28 

25 

22 

32 

14 

37.1 

(  Minimum.... 

23 

42 

40 

43 

33 

29 

23 

30 

29 

24 

11 

16 

2b 

26 

28 

20 

8 

4 

2 

7 

2b 

31 

15 

7 

7 

25 

9 

—  8 

—  5 

8 

19.3 

r             1 

j  Maximum  ... 
(Minimum.... 

61 

52 

66 

48 

47 

48 

50 

44 

46 

46 

57 

53 

53 

49 

36 

46 

45 

24 

40 

57 

40 

30 

27 

35 

36 

26 

26 

38 

22 

44.0 

31 

46 

46 

41 

32 

2i 

26 

39 

28 

22 

19 

20 

2b 

23 

19 

14 

12 

10 

24 

26 

27 

17 

9 

8 

2a 

9 

1 

22 

23. 0 

Uurluvin 

\  Maximum.  •■ 

62 

57 

75 

68 

51 

47 

43 

51 

49 

50 

47 

58 

52 

51 

54 

46 

39 

44 

26 

41 

60 

55 

38 

28 

33 

32 

30 

40 

32 

16.6 

(  Minimum.... 

24 

41 

45 

4b 

33 

21 

29 

42 

35 

22 

li 

18 

24 

24 

32 

12 

12 

12 

16 

21 

20 

21 

4 

31 

12 

0 

12 

15 

First  Conn.  Lake 

j  Maximum  .  .- 

41 

43 

64 

63 

34 

43 

36 

41 

35 

31 

48 

35 

43 

41 

i 

26 

30 

23 

31 

42 

35 

26 

23 

32 

32 

15 

27 

28 

23 

35!  3 

(  Minimum.... 

31 

31 

41 

31 

24 

13 

24 

31 

22 

14 

5 

17 

29 

25 

31 

3 

-  4 

-  2 

12 

30 

19 

10 

0 

8 

14 

0 

-  9 

14 

2 

15.8 

Kecne(near) 

\  Maximum.  ■• 

58 

51 

72 

66 

46 

49 

45 

47 

4b 

45 

52 

50 

52 

62 

42 

37 

47 

25 

39 

56 

49 

32 

27 

29 

34 

27 

23 

36 

30 

43.9 

i  Minimum.... 

27 

45 

50 

45 

37 

21 

23 

38 

33 

22 

14 

15 

19 

23 

34 

20 

13 

3 

19 

23 

32 

19 

11 

5 

27 

8 

—  6 

lb 

14 

21.9 

Plyinoutli 

S  Maxinunn... 

46 

46 

6b 

65 

45 

42 

38 

45 

41 

i\. 

39 

50 

45 

49 

49 

4^ 

26 

25 

20 

34 

52 

40 

30 

25 

24 

36 

29 

20 

34 

29 

39.1 

(  Minimum.... 

24 

38 

40 

44 

32 

20 

20 

30 

25 

20 

18 

9 

20 

21 

30 

15 

9 

7 

4 

16 

17 

20 

15 

10 

10 

10 

15 

8 

18.8 

Veimnnl 
Burlington 

i  Maximum... 

50 

59 

68 

60 

39 

41 

41 

44 

39 

40 

38 

50 

43 

47 

44 

33 

42 

21 

25 

42 

49 

38 

25 

25 

35 

34 

18 

26 

33 

17 

38  9 

42 

42 

58 

32 

23 

21 

33 

35 

3C 

19 

16 

34 

33 

35 

15 

13 

8 

25 

38 

21 

11 

11 

It 

15 

6 

1 

17 

b 

•lii 

S  Maximum.  .. 

47 

50 

54 

67 

54 

ib 

45 

42 

35 

34 

47 

37 

43 

41 

37 

37 

37 

30 

34 

44 

42 

31 

24 

33 

23 

23 

31 

21 

38.7 

Newport  

!  Minimum.... 

35 

38 

.32 

48 

24 

15 

23 

38 

27 

9 

9 

26 

30 

32 

12 

7 

2 

2 

28 

30 

22 

12 

6 

11 

IS 

2 

-  5 

9 

0 

19.1 

Nortbfield 

\  Maximum  . .. 

5b 

52 

70 

36 

41 

38 

43 

37 

41 

40 

52 

4C 

49 

44 

32 

43 

41 

28 

38 

50 

42 

22 

25 

32 

33 

19 

19 

33 

16 

39.1 

(  Minimum-  -- 

39 

42 

52 

32 

19 

14 

23 

32 

2s 

19 

12 

23 

32 

32 

12 

6 

8 

^4 

28 

29 

21 

7 

14 

19 

-  4 

-  8 

lb 

6 

19.8 

Itntliiiid    

Maximum... 

(  Minimum.... 

52 

56 

73 

69 

39 

48 

43 

49 

43 

42 

45 

55 

41 
28 

53 
29 

50 

37 

43 

44 

'7 

39 

54 

46 

28 

26 
13 

li 

25 

25 

2E 

30 
lb 

30 

42.7 

32 

32 

53 

39 

32 

22 

34 

39 

31 

24 

15 

24 

18 

9 

11 

21 

29 

28 

16 

14 

8 

23.7 

St.  Alljans 

\  Maximum.  .. 

50 

62 

70 

46 

39 

40 

44 

45 

41 

41 

41 

5J 

68 

66 

58 

48 

57 

46 

22 

55 

53 

26 

59 

42 

25 

2i 

36 

•45.4 

i  Minimuni---- 

3b 

41 

48 

33 

2b 

21 

34 

3-) 

30 

25 

14 

33 

33 

34 

33 

19 

15 

22 

2b 

17 

12 

14 

24 

8 

1 

20 

8 

'23.3 

St- JolmsbLiry  

S  Maxinunn.  .. 

45 

49 

67 

67 

38 

41 

3b 

41 

38 

36 

38 

45 

42 

47 

47 

29 

32 

20 

36 

46 

40 

27 

22 

30 

32 

2b 

13 

34 

28 

37.7 

(  Mininnnn.... 

28 

41 

48 

37 

32 

17 

22 

33 

30 

22 

12 

17 

■ll 

33 

le 

6 

1 

17 

2i 

27 

16 

5 

10 

26 

H 

-11 

11 

20.1 

Woodstock  

;  Maximum... 

S5 

52 

71 

67 

42 

47 

40 

49 

44 

42 

4-1 

52 

48 

49 

47 

38 

4; 

43 

24 

40 

53 

44 

30 

25 

30 

33 

26 

20 

34 

28 

42.0 

)  Minimum.... 

2b 

42 

49 

42 

29 

19 

23 

33 

28 

24 

17 

24 

27 

33 

17 

8 

10 

3 

21 

2b 

29 

15 

8 

7 

24 

13 

-  4 

17 

2(1.9 

Massach.isells 

Amlier.st 

\  iMaxinuim.  -- 

60 

5b 

71 

64 

50 

52 

46 

54 

50 

46 

47 

49 

53 

54 

52 

37 

47 

47 

34 

40 

61 

40 

33 

29 

32 

34 

25 

29 

38 

27 

45.3 

I  Minimum  — 

42 

47 

57 

47 

30 

28 

30 

41 

29 

2o 

20 

25 

27 

19 

15 

12 

10 

31 

40 

2b 

21 

10 

5 

22 

12 

5 

25 

11 

26.0 

j  Maximum  .-- 

65 

63 

75 

66 

52 

46 

46 

54 

50 

51 

45 

51 

55 

54 

41 

47 

48 

33 

42 

62 

40 

35 

29 

42 

41 

30 

33 

40 

2s 

47.5 

lUistou 

(Minimum.... 

45 

50 

61 

48 

33 

38 

44 

40 

28 

25 

36 

41 

35 

41 

20 

17 

14 

14 

32 

42 

31 

26 

24 

21 

29 

18 

16 

28 

13 

31.5 

Brociaon 

Maximum... 

64 

66 

72 

64 

51 

47 

50 

54 

52 

52 

45 

48 

48 

54 

65 

48 

42 

42 

33 

41 

63 

58 

40 

34 

41 

41 

35 

31 

39 

37 

48.2 

(  Minimum  ... 

42 

36 

58 

50 

40 

31 

38 

41 

39 

38 

22 

32 

38 

28 

45 

2S 

14 

20 

26 

35 

26 

23 

13 

34 

18 

11 

28 

18 

30.7 

Concord 

j  Maximum... 

64 

61 

74 

66 

52 

50 

46 

55 

50 

51 

48 

54 

5£ 

55 

53 

45 

46 

34 

40 

62 

44 

35 

27 

34 

38 

30 

2£ 

40 

23 

46.6 

1  Minimum  — 

34 

49 

58 

46 

30 

26 

27 

40 

29 

25 

20 

27 

26 

35 

18 

15 

12 

11 

30 

34 

28 

19 

10 

3 

25 

16 

15 

11 

25.2 

East  WareliamI!  • 

\  Maximum.  .. 

59 

65 

69 

65 

58 

•50 

47 

54 

51 

55 

46 

53 

bA 

55 

56 

41 

50 

38 

47 

62 

46 

36 

36 

45 

42 

3' 

36 

40 

27 

48.  S 

(  Minimum.... 

41 

55 

58 

43 

31 

42 

33 

40 

31 

23 

26 

40 

24 

41 

30 

15 

25 

22 

31 

33 

25 

24 

23 

23 

18 

12 

26 

20 

30.0 

p-all  River 

S  Maximum... 

62 

67 

69 

63 

55 

50 

48 

55 

51 

52 

46 

52 

56 

54 

54 

41 

47 

45 

35 

45 

63 

44 

35 

43 

40 

31 

35 

40 

26 

47.9 

(  Mininuim---- 

42 

49 

58 

49 

38 

31 

37 

39 

39 

29 

24 

38 

40 

33 

41 

19 

17 

14 

13 

29 

42 

32 

27 

25 

19 

28 

18 

15 

26 

14 

30.8 

Fitcliburg  

l^lf,=^:;; 

65 
44 

60 

74 

66 
45 

f. 

49 
25 

50 
25 

55 
40 

s 

49 

49 
20 

58 

54 
35 

.55 
23 

52 

44 

42 

45 

37 
11 

25 

58 
30 

48 

30 
20 

28 

31 
28 

28 
16 

28 

32 
16 

21 
13 

46.2 
26.0 

46 

49 

26 

28 

40 

19 

13 

12 

30 

t  Maximum... 

59 

54 

73 

61 

45 

46 

50 

45 

48 

37 

50 

49 

50 

51 

40 

44 

45 

27 

39 

58 

45 

3C 

27 

36 

36 

27 

27 

36 

28 

43.9 

Lawrence 

(  Minimum  — 

35 

47 

50 

45 

35 

28 

31 

40 

32 

27 

20 

25 

30 

27 

40 

18 

14 

11 

10 

25 

31 

30 

22 

18 

10 

26 

16 

9 

17 

10 

26.0 

Nantucket 

j  Maximum... 

60 

63 

65 

65 

63 
46 

49 

50 

53 

50 

55 

43 

li 

S 

55 
40 

54 

44 

52 

50 

50 

57 

46 

f. 

51 

49 
31 

49 
34 

34 
24 

41 
21 

32 

32 

50.1 
36.7 

(  Minimum.... 

48 

53 

59 

59 

45 

45 

45 

40 

33 

30 

43 

44 

44 

22 

22 

18 

18 

46 

34 

31 

22 

Stockbridge    

\  Maximum... 
1  Mininumi.... 

57 
31 

62 
44 

49 

66 

45 

45 

49 
22 

48 
31 

48 
37 

46 

43 
21 

44 
19 

48 
17 

48 
24 

50 
26 

51 

36 

43 
12 

46 

28 

44 
28 

65 
34 

44 
27 

28 
15 

29 
10 

40 

37 
22 

22 
4 

28 
3 

37 
24 

24 
10 

43.8 
22.9 

32 

26 

33 

17 

12 

8 

Williamstown 

S  iMaximum... 

53 

59 

67 

43 

46 

45 

49 

45 

43 

40 

49 

44 

49 

47 

38 

43 

44 

27 

39 

52 

41 

30 

29 

39 

38 

25 

27 

34 

25 

. 

42.6 

(Minimum.... 

36 

47 

57 

41 

32 

19 

34 

42 

32 

27 

20 

23 

26 

27 

37 

19 

13 

10 

9 

27 

32 

30 

13 

13 

11 

14 

14 

8 

25 

9 

Worcester 

j  Maximum... 

62 
31 

59 
46 

71 
57 

63 

46 

52 
35 

48 
27 

45 
24 

55 

52 

48 
26 

47 
20 

52 
27 

54 
30 

54 
28 

50 

39 

40 

41 
12 

33 
10 

37 

59 
28 

45 
33 

34 
23 

30 
20 

31 
9 

36 
27 

28 
15 

29 

7 

38 
15 

26 
13 

!  Minimum.... 

41 

32 

20 

13 

23 

. 

mode  Island 

Block  Island 

j  Maximum... 

60 

50 

54 

65 
60 

64 

59 

63 
41 

48 

50 
45 

55 

51 

52 

47 
30 

54 

55 
44 

55 
38 

55 

43 
2^2 

51 

50 
19 

38 

18 

51 
36 

56 
48 

49 
36 

38 
30 

44 
31 

48 
32 

42 
32 

32 
22 

41 
22 

43 
31 

31 

17 

(  Minimum.... 

40 

48 

43 

46 

43 

22 

j  Maximum  . .  ■ 

61 

65 

69 

63 

63 

52 

48 

55 

55 

54 

48 

50 

56 

54 

54 

46 

45 

50 

38 

44 

62 

48 

35 

33 

38 

41 

34 

34 

40 

36 

Kingston 

(  Minimum..  - - 

29 

44 

57 

55 

45 

31 

34 

46 

40 

38 

23 

26 

37 

23 

33 

27 

15 

20 

11 

23 

36 

21 

22 

29 

15 

19 

15 

Providence 

(Maximum... 

62 
43 

m 

52 

62 

65 
48 

54 
36 

49 
32 

48 
37 

54 
43 

49 

52 
29 

46 
25 

52 

52 
39 

54 
35 

53 

19 

48 
17 

48 
15 

33 

14 

47 

62 
44 

45 
30 

34 

27 

31 

41 
18 

38 
28 

29 
16 

35 
16 

40 
27 

27 
13 

47: 

(  Minimum.... 

40 

38 

32 

Connectic 

(( 

Cream  Hill 

J  Maximum... 

60 

62 

67 

62 

42 

51 

46 

47 

46 

40 

46 

47 

51 

50 

47 

34 

41 

36 

31 

38 

55 

44 

32 

30 

38 

34 

23 

25 

37 

25 

42.S 

(  Minimum.... 

33 

44 

53 

37 

33 

25 

32 

34 

32 

27 

16 

26 

32 

26 

32 

20 

9 

15 

5 

21 

33 

28 

13 

15 

16 

23 

11 

6 

22 

10 

24. 

Hartford 

j  Maximum . .. 

64 

68 

72 

65 

50 

52 

49 

54 

51 

50 

48 

51 

54 

54 

51 

40 

47 

47 

33 

46 

60 

47 

33 

31 

35 

37 

28 

33 

41 

27 

47. 

(  Minimum.... 

47 

48 

61 

48 

36 

32 

36 

45 

38 

29 

27 

34 

35 

32 

40 

20 

19 

15 

14 

32 

42 

25 

21 

14 

27 

17 

15 

27 

13 

30. 

j  Maximum .  . . 

62 

66 

71 

65 

63 

51 

50 

54 

50 

50 

47 

53 

57 

56 

54 

40 

49 

49 

34 

49 

62 

48 

36 

37 

37 

28 

36 

41 

28 

48. 

(  Minimum-... 

49 

52 

61 

37 

45 

39 

31 

28 

38 

40 

36 

40 

23 

20 

16 

16 

32 

44 

28 

24 

21 

27 

19 

18 

28 

15 

32. 

XT             T            .1 

j  Maximum... 

62 

66 

70 

65 

64 

54 

52 

54 

50 

58 

50 

51 

60 

56 

54 

48 

47 

48 

37 

49 

61 

48 

37 

43 

44 

33 

35 

45 

35 

50. 

r»ew  Lionaon 

(  Minimum. -.- 

48 

52 

56 

50 

44 

34 

34 

45 

39 

39 

25 

39 

39 

34 

46 

25 

19 

22 

14 

31 

44 

32 

28 

24 

19 

31 

22 

15 

30 

18 

33.1 

Norwalk 

i  Maximum  . .. 

63 

69 

71 

65 

60 

53 

51 

55 

50 

51 

47 

51 

56 

54 

53 

42 

46 
14 

1? 

34 

49 

60 

50 

36 

39 

43 

40 
30 

30 

33 

43 

31 

M," 

(  Minimum.... 

32 

48 

56 

48 

38 

27 

40 

37 

35 

30 

19 

22 

29 

24 

40 

26 

21 

14 

30 

32 

34 

26 

15 

19 

9 

20 

19 

Putnam 

(Maximum... 

62 

68 

71 

65 

50 

48 

46 

55 

49 

49 

48 

48 

53 

53 

50 

43 

41 

44 

32 

60 

51 

32 

29 

35 

27 

29 

39 

33 

46! 

(  Minimum 

" 

45 

57 

49 

40 

27 

25 

40 

36 

27 

20 

27 

29 

23 

42 

28 

15 

8 

23 

32 

34 

23 

20 

6 

15 

4 

20 

18 

27. 

Seepage  66  for  explanarion  of  reference  marks. 
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ENGLAND    SECTION 
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GENERAL   SUMMARY 

The  weather  during  the  first  half  of  December  was  generally 
typical  of  the  first  winter  month,  with  occasional  snows  of  light 
volume  and  freezing  temperatures,  but  during  the  second  iialf  of 
the  month  tliere  were  some  nine  days  with  southerly  winds  and 
temperatures  almost  continually  above  normal.  The  81st  was 
almost  20°  warmer  than  normal,  and  the  1st  was  almost  as 
greatly  subnormal,  thus  showing  the  inversion  of  the  normal 
temperature  curve  for  December.  The  precipitation  was  notably 
above  normal  except  in  the  northwestern  parts  of  Vermont,  and 
in  southeastern  Massachusetts  it  was  the  rainiest  December  ever 
recorded,  several  stations  reporting  more  than  10  inches,  prac- 
tically none  of  it  being  snow.  In  the  northern  parls  of  the  Sec- 
tion there  was  considerable  snow,  but  appreciably  less  than  nor- 
mal, and  in  some  sections  the  winter  ice  harvest  was  completed; 
but  in  central  and  southern  areas  nearly  all  ponds  were  open 
water  during  the  latter  half  of  the  month.  Sunshine  was  con- 
spicuously deficient,  and  cloudiness  and  frequency  of  precipita- 
tion were  notably  above  normal. 


TEMPESATXJRE 

The  average  monthly  temperature  for  the  Section,  based  on 
100  records,  wa."  29.6°.  wliich  is  3.1°  above  the  mean  for  the 
past  'ID  years.  The  average  temperature  for  the  northern  division 
was  25. 1  ° ;  for  the  southern  division,  34.0°.  The  highest  month- 
ly mean  was  39.8°  at  Nantucket,  Mass.;  the  lowest  was  15.0° 
at  Fort  Kent,  Me.  The  highest  recorded  was  64°  at  New  London, 
Conn.,  on  the  27th;  the  lowest  was  -20°  at  First  Connecticut 
Lake.  N.  H.,  on  the  8th.  The  greatest  monthly  range  was  74°  at 
First  Connecticut  Lake,  N.  H. ;  the  least  was  38°  at  Nantucket, 
Mass.  The  greatest  daily  range  was  57°  at  Enosburg,  Falls  Vt  , 
on  the  6th. 

PRECIPITATION 

1     The  average  monthly  precipitation  for  the  Section,  based  on 

183  records,  was  6.52  inches,  which  is  3.18  inches  above  the 
(mean  for  the  past  49  years.  The  average  precipitation  for  the 
'northern  division  was  5.43  inches;  for  the  southern  division, 
J7.58  inches.      The  greatest  monthly  amount  reported  was  11 .59 

inches  at  Kingston,  R.  I. ;  the  least  was  2.20  inches  at  Burlington, 
IVt.    The  greatest  amount  in  24  hours  was  3.02  inches  at  Clinton, 

Mass.,  on  the  19th  and  20th.  The  average  number  of  days 
■with  .01  inch  or  more  of  precipitation  was  13,  wliich  is  3  above 

the  mean  for  the  past  49  years.  The  average  snowfall  for 
Ithe  northern  division,  based  on  77  records,  was  10.4  inches; 
{for  the  southern  division,  based  on  70  records,  2.3  inches;  for  the 
ISection,  based  on  147  records,  6.5  inches,  v.-hich  is  4.8  inches 
ibelow  the  mean  for  the  past  49  years. 


I  WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevaiHng  direction  of  the  wind,  based  on  114  records, 
Iwas  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations  was  10.9  miles  per  hour,  which  is  0  5  n;ile  per  hour 
below  the  mean. 

,  The  sunshine,  based  on  the  records  at  11  stations,  averaged 
?9  percent  of  the  possible  amount,  which  is  4  percent  below  the 
mean. 


The  cloudiness  was^bove  the  mean.  The  average  for  the 
Section,  based  cm  123  rCT^^J^S,  was  9  clear;  (>  partly  cloudy; 
and  16  cloudy  days.  '-'/^» 

The  montldy  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  11  stations,  was  79  percent,  which  is 
2  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Atiroras. — None. 

Halos,  lan<ir~l-2d,  21st,  23-25th,    27-29th. 

Hnlos.  so/r.r.— 8th,  14th,  16th,  19th,  23-24th,  27th,  29th. 

//a//.  — (dates  and  general  location) — None. 

Thunderstorms. — 20th,  vicinitv  of  Nantucket,  Mass. 

Fog,  dense. —2-Zd,  10-12th,  16-l7th,  21st,  24-28th,  30-31st. 

Sleet.  —  (dates  and  general  location) — 30th,  general  over  Sec- 
tion; 2d,  3d,  6th,  10th,  19th,  20th,  27th,  29th,  31st,  .'•cattered 
over  Section;  26th,  general  over  northern  New  England;  4th, 
11th,  25th,  28th,  scattered  over  northern  New  England;  12th, 
general  over  southern  New  England;  13th,  scattered  over  south- 
ern New  England. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 

Precipitation 

No.  of  c 
New  El 

ays  (all 

North 

Soutl 

North 

South 

gland) 

Year 

i 

S 

oi 

3 

t^ 

■^ 

1i 

r„ 

B 

i 

i      ~ 

s° 

1 

^ 

1 

K 

3 

i 

1 

1 

11 

Preci 
Snow 

li 

1 

1 

1 

1888 

27.2 

69 

-15 

32.0 

68 

-  4 

3.40       6.7 

4.83 

2.7 

in 

9 

10 

1? 

1889 

29.  1 

63 

-22 

36.2 

71 

-    3 

3.94  '•    9.0 

2.77 

5.5 

14 

10 

10 

11 

1890 

13.9 

f>3 

—36 

25.1 

58 

-10 

3. 86     30  0 

4.25 

10.9 

12 

10 

10 

1891 

32.1 

fill 

—  8 

38.2 

68 

4.15  1     4  0 

4.00 

T. 

12 

8 

11 

1892 

20.  7 

5i< 

-17 

27.7 

58 

8 

1.28       7.0 

1.38 

2.6 

10 

10 

10 

11 

1S93 

19.2 

54 

28.9 

62 

-18 

4.  09     26.  7 

4.88 

15.7 

16 

9 

13 

1894 

23.  1 

57 

-32 

29.6 

59 

-15 

2.75      19.9 

4.42 

14.3 

11 

10 

10 

1895 

27.0 

71 

-22 

33.2 

VI 

-  9 

4.00  j    5.3 

3.10 

6.1 

9 

9 

13 

1896 

20.  5 

55 

-21 

27.9 

59 

-16 

1.19  '    5.3 

2.  09 

12.0 

13 

8 

10 

1897 

24.1 

61 

-18 

32.1 

64 

-  8 

4.13      11.7 

5.  20 

7.4 

13 

7 

8 

16 

1898 

22.8 

57 

-30 

58 

-16 

2.29  ;  13.2 

2.  59 

5.7 

9 

n 

9 

n 

1899 

27.5 

65 

-16 

33.2 

68 

-  4 

2.32  1    5.4 

1.90 

0.5 

8 

13 

in 

1900 

21.5 

57 

-28 

30.8 

61 

-   3 

2.04  1  10,8 

2.51 

2.2 

12 

9 

in 

1901 

23. 5 

65 

30.0 

67 

-14 

6.20  1  24.3 

8.83 

10.4 

12 

10 

8 

13 

1902 

18.9 

53 

-30 

27.  1 

61 

-17 

4.46 

24.0 

6.27 

24.3 

13 

12 

7 

12 

1903 

18.6 

55 

-24 

25.8 

57 

-14 

2.87 

14.4 

3.45 

11.3 

in 

12 

11 

1904 

13.5 

49 

-34 

2:^.0 

61 

-18 

1.75 

13.3 

3.14 

19.2 

9 

11 

9 

11 

1905 

24.3 

59 

-28 

32.7 

62 

-  2 

3.25 

14.5 

3.91 

4.6 

g 

12 

7 

12 

1906 

17.7 

55 

-30 

26.9 

05 

-14 

3.17 

22.7 

3.91 

9.4 

11 

8 

6 

17 

1907 

27.1 

63 

-14 

:H3.5 

75 

2 

3.57 

9.4 

4.ra 

11.0 

9 

11 

g 

12 

1908 

20.8 

64 

-39 

30.6 

68 

-  3 

2.73 

18.3 

3.48 

6.2 

10 

12 

8 

11 

1909 

22.  8 

57 

-23 

27.6 

f''2 

-13 

2.16 

15.4 

3.49 

12.9 

6 

15 

8 

8 

1910 

17.5 

52 

24.6 

57 

-18 

2.52 

11.8 

2.60 

q 

12 

8 

11 

1911 

29.3 

65 

-13 

35.8 

68 

-  2 

2.98 

8.0 

3.29 

4.7 

8 

7 

13 

1912 

27.7 

64 

-15 

35.  5 

70 

3.31 

8.6 

5  32 

8.8 

H 

13 

7 

n 

1913 

26.8 

69 

-23 

35.1 

60 

3 

3.11 

17.0 

3.35 

2.9 

7 

13 

7 

11 

1914 

20.2 

63 

-42 

28.3 

67 

-23 

1.91 

12  0 

4.05 

4.6 

9 

13 

11 

1915 

25.0 

58 

-23 

3ti.  1 

62 

—  3 

4.00 

18.7 

4.97 

12.6 

11 

10 

g 

15 

1916 

22.1 

57 

-27 

29.9 

66 

—  7 

3.36 

20.6 

3.29 

9.3 

11 

13 

6 

12 

1917 

11.8 

47 

-44 

21.9 

54 

-24 

2.62 

23.2 

2.70 

11.4 

6 

14 

6 

n 

1918 

24.2 

57 

-21 

32.  5 

64 

—  3 

3.05 

1G.7 

:-i.52 

6.3 

13 

9 

6 

16 

1919 

17.0 

58 

-39 

26.2 

66 

-16 

1.67 

8.1 

2  36 

4.9 

9 

12 

7 

12 

1920 

24.5 

57 

-26 

33.1 

67 

—  1 

5.  .59 

17.5 

5.18 

.3.8 

11 

8 

15 

1921 

19.4 

57 

-27 

28.9 

62 

—  10 

1.98 

20.0 

2.52 

3.6 

9 

12 

6 

13 

1922 

IS.  7 

61 

-36 

28.5 

74 

-11 

2.  50 

25.2 

3  35 

14.5 

11 

9 

6 

16 

192S 

30.1 

61 

-13 

37.7 

66 

-  9 

3.  24 

15.5 

4.90 

5.8 

12 

9 

7 

15 

1924 

20.0 

62 

-32 

28.6 

64 

-   8 

1.79 

8.3 

2  12 

1.4 

9 

7 

13 

1925 

22. 1 

56 

-25 

30.6 

61 

-  8 

2.23 

12.3 

3.89 

3.6 

12 

ll 

7 

18 

1926 

17.8 

51 

-21 

26.3 

55 

—10 

2.  34 

24.0 

3.  CI 

19.0 

12 

10 

7 

14 

1927 

26.1 

67 

34.2 

74 

0 

4.83 

23.1 

5.48 

2.3 

10 

9 

7 

15 

1928 

28.5 

59 

-23 

35.8 

61 

4 

2.  45 

9.  2 

2.  53 

1.9 

13 

g 

12 

1929 

21.6 

50 

-25 

HI.  3 

58 

-  9 

3.42 

21.9 

4  24 

8.4 

12 

7 

7 

17 

-18 
—28 

1981 

25.7 

59 

34.4 

64 

4 

3.  23 

9.0 

3.46 

2  2 

10 

6 

15 

19:« 

27.4 

68 

-29 

33.  8 

66 

-16 

1..59 

8  3 

1.98 

7  9 

10 

14 

1933 

16.5 

68 

-50 

26.  2 

62 

-22 

3.  38 

28.5 

3.  60 

16.  :4 

12 

% 

7 

16 

1934 

19.1 

65 

-26 

28.5 

70 

-  6 

3.36 

14.7 

3  36 

4.1 

10 

12 

6 

13 

1936 . 

25.1 

62 

-20 

34.0 

64 

-  4 

5.43 

10.4 

7.58 

2.3 

13 

9 

6 

16 

Period 

22.5 

71 

-50 

34.0 

75 

-:M 

3.03 

14.7 

3.69 

7.8 

10 

11 

7 

13 

70 


CLIxMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December,   1986 


Climatolog'ical   Data  for  December,   1936 


't 


Maine 
BaugoiS  

Bar  Harbor  (near) 
Brassua  IJamU  •• 

Eastport   

EaslWiiitliruy.  ■■ 

Ellswortli  

Eustis 

Fa.iiiiMgLon 

Ft.  Kairiiuici  (near 


(jardiner-. 
Greenville 
Hiramtt"- 
Houlton... 
Jacknian.. 
Lewiston  • 
Lincoln-. ■ 
Maciiias... 
MadisonS 
Middledan 


Millinockdl^  

Milo 

Mooseliead 

Nortli  Bridgton... 

Oldtown 

Or.)no. 

Portland 

Presaue  isle 

RipoKennsDamJJS 

Kuinford 

The  torlcs 

Upper  Dam 

Winsl()w«§ 

Woodlands 


Kern  Ilaiiipslaie 

Berlin    

Betlilelieni  ....... 

Concord    

DixviIleNotcli  ... 

Dnrliani    

Krrolg    

First  Conn.  LakeJJ 
Fitznilliani*... 

Franklin 

Glenclill    

Hampton .. 

Hanover  §    ... 
Keenemear)  § 

Lakeport 

Lincoln...   .... 

Manciiester.... 

Milan     


Woiiboro  l-'all 
Yorii  Pond 
For  State 


Mt.  Washington! 
\'ennnnt 

Bcllow.sI'"alls 

Bennington 

BloonilieldU 

BrattleboroS 

Bnrlinslon 

Caveudisli 

Ciiel.sea 

CornwaDtt 

Craftsburv  Com... 

Eastliarnet 

Ea^t  K.ve{fate 

linosburff  Falls  — 

Oilman    

MaysMilUt 

Newfane 

Newport  

North  (ield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johiisbury 

Searsbnrg  Mt 

SearsbnrKSta.JJ... 

SomorsetU 

Vernon«§ 

West  Burke 


Androscoggir 
Penobscot... 
Washington  . 
.Somerset ..... 

Oxford.. 

Penobscot .. . 
I'iscataqnis... 


nnberland. 
jnobsoot ... 
■nohscot ... 
unbt'rland. 


(oos 

Gralton   ... 
Merrimack 

Coos 

.Strall'ord  . . 

Coos 


Windham  .. 
Bennintjton 
Essex 


Orleans, 
(aloiioni 
Caledoni 


Orleans 

Washington. 
Bennington. 
Windsor  ... 

Rutland 

Franklin..  .■ 
Caledonia... 
Bennington 
BMiningtou 
Windham... 
Windham... 
Caledonia... 


505 

570 

1.484 

90 


Temperature,  in  degrees  Fahrenheit 


+  2.8 
+  5.9 
+  3.3 
+  3.4 


+  5.0 
+  3.2 
+  2.8 


+  2.4 
+  4.9 

+  '3.8 


+  2.5 
+  '3.'7' 


Precipitation,  in  inches 


+2  d,') 

+0.51 
+4.27 

+4.' 79' 
+2.  81 
+2.  78 
+  L74 
+  3.fi6 


+  3.55 
+  0.60 
+  2.40 
+3.27 
+3.85 
+2.51 


+0,44 
+3.78 
+n.  32 
+3.  .56 


+  1.04 


+1.18 
4  2.  78 
+2.80 
+2. 55 
+2.98 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weatlier  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
.State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Sonle 
U.  S.  Weather  Bureau 

C.  C.  P.  &  L.  (;o. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Cc . 
Bangor  Hydro  Electric  Co 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Wmlield  Heath 
N.  W.Uober.s 
C.  L. Chadbourne 
Thomas  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Groat  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Hollingsworth  A.  Whitney 
St.  (hoix  Paper  (,'0. 


Edward  Penn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  II.  Glea.son 
N.H.Agr.  College 
Union  Water  Power  Co. 
Conn    Valley  Lumber  Co. 
Walter  E.  Bollea 
F.  J.Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
Robert  P.  Hay  ward 
Fied  Wlggin 
Edward  A.  Can- 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Works 
E.  E.  Tobev 
H.P.Shepard 
J.  B.  Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisheries 


B.F.  Hydro-KlectricCo. 

Everett  Orchards 

Ueorge  L.  Cooper 

Raymond  L.  Brown 

U.S.  Weather  Bureau 

Cen.Vt.P.  S.  Corp. 

Charles  R.  Durkee  ttt 

Sarah  E.  Lane 

MUn  E.  M.  Du.stin 

N.  E.  Power  Co 

J.  F.  Devins  ttt 

L.  n.  Pomeroy 

Oilman  Paper  Co. 

Fred  May  Mt 

F.  J.  Ackerman  ttt 

C.  W.  Richmond 

U.  S.  Weather  Bureau 

N.  E.  Power  Co. 

E.  E.  Ordway 

George  H.  Ross 

R.  C.  McWilliams 

Fairbanks  Museum 

George  Briggs  tt  t 

N.  E.  Power  Co. 

L.  L.  Leonard 

Conn.,  River  Power  Co, 

Oilman  W.  Ford  ttl 


See  page  72  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  December,    1936 


Windsor . .  -  . 
Windsor  — 
Windham  .  ■ 
Windsor  — 
Windhivm  •• 
Windsor... 


Berkshire  -. 
Uampsliire  ' 
Middlesex  .. 
Norfolk  .... 

do  .... 

Suffolk 

Worcester  . . 
riymouth  .. 
Hampden  .  • 
Hampshire. 

Suffolk 

Worcester  .  • 
Middlesex  .. 
I'lymouth  .. 
Berkshire.. 

Bristol 

Barnstable.' 
Worcester  . . 
Middlesex  •• 
Norfolk  .... 
Worcester . . 

Essex 

Franklin  ... 
Middlesex.. 
Worcester  . . 

Essex 

Franklin.... 
Hunipdeii  .. 
Berkshire  •. 
Worcester  .. 
Barnstable. 

Worcester  •  ■ 
Mid.Uesex  .. 

Kssex  

Middlesex  .. 

Bristol 

I'lymouth  . 

ICssex  

Worcester 
Worcester  . . 
Nantucket-  ■ 

Bristol 

Worcester  .. 
Berltshire  .. 
Plymouth  •  • 
Berkshire  . 
Worcester  .  • 
Berkshire  •■ 
IIamp.-.hire. 
I'lymouth  .. 
Worcester  ■  • 
Barnstable . 

Essex   

Franklin  .. 
Worcester  .  • 
Middlesex  .■ 
Hampden  .■ 
Worcester  .• 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire . 
Worcester . . 
Hampden  .. 
Middlesex  .  • 
Worcester  .  • 
Berkshire  ■ 
Worcester  .  ■ 
Worcester  .  ■ 


Newport 

Washington  . 
Providence  . 
Providence   ■ 


New  London 
Litchfield  .... 

Fairfield 

Hartford  ... 


1,450 

370 

1.640 


63 

3.50 

1.400 

65 

1.700 

9i;0 

1,037 

l,6,i0 


Temperature,  in  degrees  Fahrenheit 


+  4.3 
+  'i'.2 


+  1.55 
+%  40 
+  2.48 
+  1.92 


+4.  43 
+  4.52 
+  3.  89 

+  6.79 
+  7.32 
+4.46 


+4.21 
+  3.9.'5 
+  4.83 
+6.  75 


+3.66 

+3' 12 
+  5.00 
+  4.17 
+  3.04 
+5.84 
+  2  43 
+  3.68 
+0.37 
+3.09 
+  6.00 
+4.56 
+  3.30 


+3.47 
+4.50 
+.5.  63 
+2.79 
+4.21 
+1.53 


+1.67 
+3.23 
+4.61 
+3.80 


+5.91 
+3.40 
+4.09 


Evil  K.  Doubleday 
l{.  R.  Wilmot  III 
E.  T.  Sutton  1 1 1 
Olcott  Falls  Co. 
Walter  Adams  HI 
William  S.  Eaton 


N.  E.  Power  Co. 

Mass.  Agr.  Exn.  Sta. 

Met.  Water  Woi-ks 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  8.  Weather  Biii-eau 

Mrs.  Loriner  H.  Reed 

City  Engineer 

State  Dept.  Public  Health 

State  Uept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kelley 

State  Dept.  Public  Health 

Richard  C.  Brigliain 

State  Dept.  Public  Health 

Herbert  U.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Heallli 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

StMte  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Work.s 

Essex  ('onipany 

Props.  Locks  A  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  R.  Hoelzel 

State  Dept.  Public  Health 

N.  E.Power  Co. 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

state  Dept.  Public  Health 

Met.  Water  Works 

L.  B.  Cummings 

State  Dept.  Public  Health 

Miss  L.  B.  Kiiapp 

Met.  Water  Works 

Irving  H.  McNayr 

U.  S.  C.G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Water  M'orks 

U.  S.  Armory 

Met.  Water  Works 

Nesliit  H.  Bangs 

Weston  IC.  Lewis 

Water  Works 

Turners  Falls  P. &  E.Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

L.  C.  Coates 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Loyan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


,. 


See  page  72  for  explanation  of  reference  marks. 
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December, 


Olimatoloerical  Data   for  December,  1936 

Temperature,  in  degrees  Fahrenheit 

Precipitation. 

in  inches 

No.  of  days 

1-T3 

n 

g 

^ 

s 

« 

„ 

f^n 

<c 

station* 

Ooiinties 

3  S 

il 

OS 

II 

a 
■"2 

|| 

•sa 

1 

•^! 

Observers 

i 

r 

:s 

£ 

1 

1 
5 

1 

r 

■5t3 
1° 

1 

«X! 

4 

j;0 

1 

1 

6 

2" 

ConnecUcid  Confd 

New  London...- 
Hartford    

460 
300 

50 
0 

34.2 

+  3.8 

57 

31 

4 

29 

45 

6  94 

7.18 

+  2.58 

1.58 
2.46 

1.0 
2.0 

12 

S   P  Willard 

17 

1 

Edwin  R.  Wilder 

Creara  HilUJ 

Litchfield 

1,300 

41 

30.1 

+  3.7 

58 

26 

_  1 

33 

41 

5.60 

+2.00 

1.34 

4.0 

11 

4 

16"  nw. 

C.  L.  Gold 

Hartford.. 

Litchfield  

1.220 
585 

0 
20 

20 
46 

5.98 
5.00 

+  2.22 
+  1.69 

1.96 
1.07 

1.5 

D   N   Gaines 

Falls  Village§ 

3L7 

+  3.8 

56 

27t 

0 

33 

10 

2 

19 

jj 

Hartford  . . . 

ti3 

32 

35  0 

+  52 

57 

10 

30 

77 

6  88 

1  63 

1  1 

5 

15 

n. 

U.  S.  Weather  Bureau 
New  London  Waterworks 

NewLoi.do...... 

178 
200 

0 

52 

10.92 
7.93 

+6.70 

2.10 
1.70 

i.o 

Mt.  Carmel 

34.0 

56 

31 

7 

29 

g 

12 

11 

B.  W.  McParland 

New  Haven          -  ■ 

do  .   .. 

23 

157 

36  0 

+  35 

58 

28 

11 

32 

8.34 

0  7 

10 

13 

9 

U  S   Weather  Bureau 

20 

66 

36.2 

+  3.5 

64 

27 

10 

31 

66 

10.67 

+  6.91 

2.06 

14 

8 

Harry  G.  Tietjen 
L.M.Comstock 

Norwalk  

Fairfield 

116 

44 

35.0 

+  5.1 

58 

26 

9 

It 

27 

45 

8.49 

+  4.70 

2.03 

1.0 

13 

15 

ft 

11 

Fairfield 

13 

0 

4 

10.04 

1.0 

14 

12 

7 

.T.  D.  MacDoiiald 

Windham 

45« 

33  2 

57 

31 

5 

27 

1 

8.28 

1.97 

T. 

12 

16 

nw. 

Tolland  

640 

39 

33.0 

+  4.4 

56 

27t 

5 

27 

44 

8.85 

+5.21 

2.  53 

T. 

12 

11 

?. 

Waterbury  

New  Haven  . .   . 

340 

49 

35.6 

+  5.3 

60 

26 

7 

33 

M) 

7.18 

+3.40 

1.92 

T. 

12 

14 

4 

13 

Vf 

William  .T.  Pape 

West  Hanland 

Hartford 

0 

12 

5.45 
7.64 

+2.35 
+3.83 

13 

Water  Bureau   Hartford 

33.8 

+  3.7 

64 

27 

-  2 

33 

2.69 

1.2 

13 

5 

13 

Bxplanationof  Reference  Marks  Used  on  Pagres  70.  71.  and  72. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having:  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
tor  the  period  of  record  are  used.  Reference  letters,  a,i),c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        f  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau.    1  tl  Oberver  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

tt  Post-office  addresses  of  these  stations  are  as  follows:  Maine-Azisnohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Haldwin;  Ripogenus  Dam 
Millinocket;  Winslow,  Watervil1e;-New  Hampshire-  First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhani;  York  I'ond,  Berlin;- Vermont-^HIoom- 
field.  North  Stratford,  N.  H.;  Cornwall,  Midillebury ;  Mays  Mills,  Colrain,  Mass.;  Searsburg  .Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls  Mass.- 
—Massachusetts-  Ashland.  Frainingham;  Blue  Hill,  Milton;  Kgremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;  —Connecticut- Cream 
Hill,  West  Cornwall ;  Lake  Konomoc,  New  London. 


'  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  73 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  *«  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken  in  the 


Ezplanatiou  of  Reference  Marks  Used  on  Page  7  4. 
:imum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PR15SSUR1!;,  WIND.  HUMIDITY.  ANDSllNSHINl 


Atmospheric  Pressure 
'  reduced  to  sen  level ) 


Amherst 

Block  Island  — 

Blue  Hill 

Boston  

Burlington 

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket  ■  

New  Haven 

North  field 

Portland 

Providence 


30.26 
30.22 
30. 25 
30. 23 
30.23 
30.22 
30.21 


30.25 
30.25 
30. 24 


30.93 
30.90 
30.  84 


29.47 
29.  36 
29  35 
29.14 
29.  27 
29.23 
29.  24 
29.41 
29  46 
29.  45 
29.19 
29.31 
29.43 


16.3 
10  2 
8.5 


Relative 
Humidity 


Includes  .35  which  was  recorded  a.m.  January  1st. 
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Daily  Precipitation  for   December,   1936 


Drainage  basin 


Coast 

....do 

Kennebec 

...do 

St  John 

Kennebec 

...do 

St.  John 

Kennebec 

Androscoggin 

Kennebec 

fenobscot  — 
do. 


Presninpscot  ., 
Penobscot   — 

Coast 

St.  John 

Penobscot  

Androscoggin 

Kennebec 

...do 

St  Croix  


Androscoggii 
Merriinac  . . . 

Coast 

Itouuecticut 
Merriiuac  .  . . 
Connecticut . 


.do. 


Connecticut. . 

....do 

Cham  plain  ... 
Connecticut.  . 

.-...do 

Cham  plain  ... 

....do 

St.  L;i  wrence  , 
Champlain . . . 

....do 

...do 

Connecticut . . 

....do 

....do 

....do 


Connecticut. 

Coast 

...do 

CoMiiectiont. 
Mcrriniac  .  . . 

...do 

Coast 

Hoiiiatonic. 

Coast 

...do 

Morrimac  ... 

...do 

Charles 

Connecticut. 
Merrimac  . . . 
Connecticut  . 
Coast 

...do 


Merrimac  .  .. 

Coast 

....do 

Connecticut. 
Housa  tonic. 

Coast   

....do 

...do 

Thames 

Connecticut. 

Coast 

Connei-tieut. 

Hudson 

Connecticut. 
Blackstone  . . 


Coast . . . 
....do.. 
....do.. 


Coast 

...do 

Housatonic. 

Connecticut . 

do 


Coast . 

....do 

...do 

Quinebang  .. 
Willimantic. 
Coast 


Day  of  month 


Hi 


I 

.46   .( 
.  02  . . , 


I    ^1 


10     11  I  12  j  13 


.24 

52 

02   .93 

.061  .24 

1.2S 


17  I  IS 


,051.21 
. ..  1.  Hi 
. . .  2. 30 


?2  I  23 


5.62 
8.22 
3.98 
6.57 


3.13 
7.85 
6.07 
5.31 


5.14 
7  64 
7.61 
3.54 
6.98 
4.15 


6.93 
2.20 
6.36 
3.24 


9.01 

8.19 
4.74 


8.59 
8.31 
8.80 
8.96 
7.36 
7.32 
6.83 
7.02 


8.12 
5.99 
Z9.31 
5.73 
4.24 
6.57 
7.77 


8.10 
(,.  94 
5.60 
5.98 
6.88 
8.34 
10.67 
8.49 


II 


|i^ 


page  72  for  explanation  of  reference  mart[g. 
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Daily  Temperatures  for  December,  1986 


I  H 


H 


20 


21      22     23      24      25     26      27      28 


Bar  Harbor  (near) j -^{f.fiZmV 

Eastport  i  MfnimumV 

p<%rt  TfPTit  Maximum. 

Fort  Kent Uliiiiiuum. 

«--vine  I^^^l-- 

Houlton    \^:^=. 

,       •  1  )  Maximum  ■ 

l^s" '■'''"" i  Minimum. 

\tillinnfkPt  (Maximum. 

^,  ,, )  Maximum  . 

"'"">^^"   '  Minimum. 

p,>rti„„rl  S  Maximum 

P"'^"'""'  I  Minimum. 

K-f-' l^SSZ: 

Winslow   iJSum.: 

,Veii<  Ilanipslibr 


Concord 

Durluun 

First  Conn.  Lake.. 

Keerie  (near) 


Mil 


umi 


(Minimum. 
j  Maxinunn 
I  Minimum, 
j  Maximum 
'  Minimum. 
)  Maximum 
i  Minimum. 
)  Maxinumi 
/  Mininiuni- 


Ma> 


Hurliugton ;  Minimum.. 

)  Maximum . 

N«wport  I  Minimum.. 

.,.,,.,,  S  Maxinuiui  . 

No'tliheUi i  Minimum. 

^    ,,       .  S  Maximum . 

'^""■"'"    !  Minimum.. 

«>A,.,an. IJlSin': 

Sf    l„l.n^l,urv  !  Maximum, 

at- jounsinuy   j  .Minimum.. 


Wooilstock 


Minimum. 


,      ,        ,  )  Maxinunn . 

Ai'>li«i--t (Minimum.. 

„     .  )  Maximum  . 

B"''o" iMinimiim.. 

„       ,  ,  S  Maxim\un  . 

B'-"*^^'''"" i  Minimum  . 

,,            .  Maxinunn . 

•""'"■"'^ i  Minimum.. 

Kast  Warel.aml' |  Mf,fi',"u™.-. 

„.   ,,  „.  S  JIaximum  . 

*"■"  '^'^''^■' I  Minimum.. 

Fitcliburg  iMh^mum': 

)  Maxinuim . 

I'«'*^'""^« i  Minimum.. 

N'^>""'^l"^t iMU^^'num.: 

Stocl;bridge    !  Mf.rimum  ' 

VVi'namstown 1  ^SlZ; 

^Vo-ster USr.; 


Kho,le  tdaiid 


Block  Island. 

Kingston 

Providence  .. 


Maximum , 
Minimum. 
Maximum 
Minimum. 
Maximum 
'  Minimum. 


ComiecUcul 
C'-eam  Hill I  Mf,fi',n  "mV 

H-tfo^'' \^^^Z: 

New  Haven j  ^fS^ ' 

New  London !  ^Ifl^^' 

NorwaiU l^S^: 

Putnam S  ^{f;!^™!™  " 


47|    29; 
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The  least  local  monthly  aiuont  was  O.GG  inch  at  St.  John?bury, 
Vermont,  in  June.  The  greatest  amount  in  any  '24  liours  was 
7.79  inches  at  Provincetown,  Massachusetts  on  September  18th 
and  19th.  The  average  number  of  days  with  .01  incli  or  more 
of  precipitation  was  137,  which  is  15  above  tlie  mean  for  tlie 
past  45)  years. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.  ) 
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GENERAL    STJMMART. 

January  opened  with  somewhat  uncertain  characteristics,  but 
after  the  middle  of  the  month  a  fairly  typical  snowstorm  cover- 
ed the  country  and  winter  prevailed  unbroken  until  well  toward 
the  end  of  February  wlien  a  gradual  relaxation  of  winter's  rigors 
became  apparent.  March  developed  the  most  tragic  floods  of 
our  history  by  reason  of  long  continued  rains  on  the  deep  snow 
cover.  The  water  courses  were  inadequate  to  carry  the  water 
away,  and  lives  and  property  were  destroyed.  The  month  closed 
with  Spring  somewhat  more  advanced  than  usual.  April  made 
a  gradual  progression  toward  agricultural  prosperity  vmtil  the 
2Sth  wlien  a  moderately  hard  freeze  occurred  over  nearly  all  dis- 
tricts. But  temperatures  rose  into  the  80's  on  the  30th,  and 
May  was  auspicious  for  the  first  half  of  the  month.  On  the  lUth 
there  were  frosts  and  freezing,  and  the  early  promise  was  con- 
siderably set  back.  June  was  a  typical  month  of  earlj-  summer, 
it  was  fractionally  warmer  and  dryer  than  the  statistical  average, 
and  there  were  no  outstanding  weather  events.  In  July  the 
hottest  daj'S  of  the  summer  occurred  on  the  9th  and  10th  with 
thermometer  readings  touching  100°  or  slightly  above  at  a  few 
towns  in  Massachusetts  and  Connecticut.  Rain  was  deficient, 
and  out-door  activities  were  greatly  favored.  August  brought 
increased  humidities  and  a  moderate  excess  of  rain,  so  that  veg- 
etation which  had  suffered  somewhat  earlier  in  the  summer  was 
partially  restored.  In  September  the  reaction  began  from  tropic 
mildness  to  the  more  rigorous  characteristics  of  Autumn.  On 
the  18th  a  tropical  storm  moved  along  the  coast  with  severe  re- 
sulting damage.  Except  for  this  storm  the  rainfall  would  have 
been  decidedly  deficient.  On  the  26th  frosts  of  killing  intensity 
occurred  over  nearly  the  whole  of  New  England,  which  was 
somewhat  earlier  than  usual.  October  opened  with  a  heavy  rain 
storm  in  which  something  like  lialf  of  the  month's  rain  fell. 

[Continued  on  page  79] 


The  average  annual  temperature  for  the  Section  was  45.8°, 
which  is  0. 1°  below  the  mean  for  the  past  49  years.  The  average 
temperature  for  the  northern  division  was  42.9°;  for  the  south- 
ern division,  48.7°.  The  highest  annual  mean  temperature  was 
51.8°  at  Waterbury,  Connecticut;  the  lowest  was  38.0°  at  First 
Connecticut  Lake,  New  Hampshire.  The  highest  temperature 
reported  was  103°  at  Waterbury,  Connecticut  on  July  9th;  the 
lowest  was  — 29°  at  Bloomfield,  Vermont  on  January  2 1st  and 
30th,  and  February  9th.  The  annual  range  for  New  England 
was  132°;  the  greatest  local  annual  range  was  123°  at  Plymouth, 
New  Hampshire;  the  least  local  annual  range  was  76°  at  Nan- 
tucket, ^lassaehusetts.  The  greatest  daily  local  range  was  59° 
at  Plymouth,  New  Hampshire  on  May  23d,  and  at  Brattleboro, 
Vermont  on  May  l7th. 

The  average  annual  precipitation  for  the  Section  was  50.20  in- 
ches, which  is  8.56  inches  above  the  mean  for  the  past  49  years. 
The  average  precipitation  for  the  northern  division  was  48  68  in- 
ches; for  the  southern  division,  51.70  inches.  The  average 
annual  snowfall  for  the  northern  division  was  89.4  inches;  for 
the  southern  division,  -13.0  inches;  for  the  Section,  66.6  inches, 
which  is  2.9  inches  above  the  mean  for  the  past  49  years.  The 
greatest  annual  precipitation  was  79.78  inches  at  Pinkham  Notch, 
New  Hampshire;  the  least  annual  amount  was  36.24  inches  at 
,Burlington,  Vermont.  The  greatest  local  monthly  amount  was 
[23.86  inches  at  Pinkham  Notch,  New  Hampshire  in  March; 
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MONTHLY  AVERAGES  AND  EXTREMES,  1936. 
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CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION. 


Climatolog'ical  Data  for  the  Year  IS 
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Aug. 
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do      9 


July   10 


Jan.  30      54 
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Jan.  31 
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do  30 
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J»n.  31 

Feb.  20 
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Jan. 


Feb.  20 
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Jan.  231 
Feb.  19 
do    20 


Feb.  20 
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Precipitation  (inches). 
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56. 27 
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49.03 
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42.14 
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49.39 
61,23 


54.40 
51. 36 
44.  02 
47. 11 
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Bold  face  type  gives  state  values,    j  All  complete  records  used  in  determining  state  values,     f  Also  on  other  dates.     §  Thermometers  not  supplied  by  Weather  Bureau. 
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Monthly  and  annual  precipitation  for  the  year  1986,  with  departures  from  the  normal. 
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3.2 
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-0.29 

4,7J 

+0.88 
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-0..50 

4,1.5 

+  1,70 

1.  2,S 

+  0.8! 

1.81 

-1.41 

7.0)4 

+3,:3f 

10,  2' 

+    1.70 

'ew  Bedford 

6.3:H 

+2.  l:- 

1.97 

-1.87 

4.99 

+0,82 

2.48 

-1.37 

1.29 

-2.07 

3.80 

+0.60 

2.02 

-1.40 

4.39 

+  0.23 

2  5n 

-1   11 

1.  19 

-2,;« 

9.0 

+5.01 

17.07 

+  2.45 

ittstield. 

4.62 

+1  30 

1.66 
2.37 

-1.51 
-1.77 

5,88 
7.02 

+  1.89 
+2.56 

4,76 
3.68 

+  1.41 
-0.63 

2. 82 
1.77 

-0.74 
-1.50 

2.40 
5.71 

+2^25 

2.55 
2.82 

-1,91 
-0.81 

7.3:! 
5.95 

+2,  81 
+2. 2:-' 

2^81 
7,  !)^ 

-1.22 
+4.70 

3.01 
2  84 

-0.  K' 
-1  01 

2.80 
1.59 

-0.75 
-2.28 

3.84 
10.27 

+0.;37 
+6.0' 

44.  4f 
50.  31 

-  0.7!) 
+  13.Hfi 

lymouth' ;.' 

S.3\ 

+4^12 

rovincelown 

5.96 

+2.22 

2.74 

-0.59 

5.29 

+1.76 

2.67 

-0.69 

2.20 

-0.78 

3.31 

+0.49 

1.54 

-1.52 

5.4f 

+2. 28 

8.20 

+  5.56 

3.42 

+0.19 

1.52 

-1.50 

6.94 

+3.3( 

49.24 

+  10.72 

ockport  

6.86 
6.76 

+3.30 
+3.66 

2.79 
3.27 

-0.28 
-0.22 

7.17 
8.34 

+3,85 
+4.87 

pringtield . 

tockl.ridge 

3.' 84 

+0.'51 

3.44 

+0.22 

3.' 60 

+  6.' 19 

2.' 53 

-i.'28 

3,98 

+0.14 

i'72 

-6.' 54 

4.'6.5 

V0.'7.' 

i,'62 

-i.'49 

5.99 

-+2.79 

■56.' i  4 

+  '!).' 60 

4.40 

+  1..S8 

2.46 

-0.4(1 

6.44 

+2.70 

4.23 

+0.51 

3.79 

+0.07 

2!  .52 

-1.64 

2,45 

-1.75 

6.0' 

1-1.32 

2.  8!) 

-  1.  K 

4.  06 

+0.  62 

2.23 

-1.43 

4.42 

+1.  5:^ 

45.89 

+  1.06 

wampscott 

aanton 

7.40 
6.07 

+i.'so 

3.60 
2.32 

-i.'51 

6.16 
6.60 

+2 '28 

3.56 
4.44 

+o.\c 

1.76 
1.10 

-'2.' 40 

2.44 
2.18 

■-1.'07 

1.64 
1.62 

-2.  ,53 

,5.46 
4.25 

-4^6 '14 

4  00 
7.42 

+3.74 

2.  0,2 
2.21 

-1,70 

l.:« 

-^i'49 

7.64 
9.31 

+  5. 12 

48 , 6!' 

(8,69 

+  'i.'.'5t 

umers  Falls 

5.50 

+2.  40 

2.  Oh 

—0.70 

7.38 

+3,86 

4.02 

+0.90 

1.25 

-2.23 

1.87 

-1.47 

3,41 

+  0.03 

7.12 

-r3..34 

0.88 

-2,70 

3  14 

+  0.26 

2' 03 

-1.29 

5,73 

+2.64 

14.41 

+  ,5.01 

'^illiarastown  .   

4.41 

+  1,88 

1.89 

-0.41 

7.90 

+  4.8.5 

3.72 

+0,85 

3.21 

+0.14 

3.05 

-0.60 

1.90 

-2. 13 

6.89 

+2.  83 

1  97 

-1.41 

3.  ,50 

-1-0.45 

2.78 

0.00 

4.24 

+  1.67 

45.40 

+  8.12 

Worcester ... 

7.45 

+4.52 

2.69 

-0.09 

11.13 

+7.64 

3.24 

-0.04 

3.58 

+0.61 

2.18 

-0.  18 

2.93 

-0.94 

5.61 

+  1.  64 

.3.05 

-0.28 

4.15 

+  1.18 

1.38 

-1,68 

7.77 

+4.61 

55.10 

+  16.90 

W.o,le  Maml. 

lock  Island 

5.49 

+  1.71 

3.43 

-0.36 

6.50 

+2.67 

2.53 

-1.00 

1.18 

-2.30 

3.50 

+0.88 

1.34 

-1.74 

1.11 

-2.56 

5.07 

+2.41 

2,08 

-1.48 

1.44 

-2.19 

9.42 

+5.  62 

43.09 

+  1.66 

ingston  

6.85 
8.64 

+  1.98 
+4.64 

4.21 
4.81 

—0.15 
+0.71 

6.47 
8  76 

+  1.72 
+  4.60 

3.41 
3.71 

-1.20 
-0.20 

1.81 
1.93 

-2.05 
-1.37 

4.29 
2.  ,53 

+0.91 
-0.81 

1,56 
.3.01 

-1.63 
-1.05 

4,46 
2.90 

-0,09 
-1.29 

7.91 
5.  25 

+  .5.25 
+  1.77 

2.  45 

3.  23 

-1.49 
-0.07 

-2.86 
-2.16 

11.59 
10. 35 

+6.70 
+6.  23 

56  20 
56.41 

+  7.0!) 
+  11.00 

awtiK-kot 

L29 

roTidence 

6.84 

4  3. 14 

3.77 

-0.01 

6.78 

+3.29 

3.79 

+0.58 

1.68 

-1.28 

2.92 

-0.24 

2.  .34 

3.00 

-0. 50 

5.29 

+  2.11 

2.49 

l]0,5 

-2,01 

9.44 

+6,06 

49.39 

+  10.06 

Connecliod. 

■:^™J;:::.:::;.::: 

Ills  Village 

avtford 

7  88 

+4.05 

2.71 

-1.18 

6.54 

+2,40 

4.00 

-0.09 

2.54 

-1.07 

6.89 

+3.65 

1.67 

-2  31 

3.66 

-0.89 

4.66 

+  1.19 

4.09 

+  0.82 

1.06 

-2.37 

8.10 

+4,09 

54.40 

+  8.20 

5.75 

+2. 18 

3.35 

-0,05 

6.87 

+  3.14 

4.08 

+0,49 

3  71 

-0.19 

3.60 

-0,42 

4,99 

+0.69 

3.83 

-0,71 

3.44 

-0,90 

4.18 

+  0  48 

1.96 

-1.57 

5,60 

+2.00 

51.36 

+  5.  M 

5.19 
6.95 

+2.26 
+3.01 

1.90 
3.21 

-0178 

6.59 
6,10 

+3.  42 
+2.  20 

3.65 
3.21 

+0.2S 
-0,15 

2,73 

-1.17 
-1  21 

2.24 
3.05 

-1.78 
-0.03 

3.19 
2.33 

-1,07 
-2.04 

4  85 
4. 22 

+0,58 
-0  07 

2.62 
3,87 

-1.55 
+0.38 

4.17 
3. 0,9 

+0.77 
+0,17 

1.89 
1.21 

-1. 15 
-2.34 

5.00 
6.88 

+  1.6!) 

+  :'.  " 

14.  02 

+  O.O-! 

ew  Haven 

ew  London 

arwalk 

7.56 
8.15 

+3.  .58   3.05 
+4.2fi|  2.77 

-1.11 
-0.96 

6.43 
8  67 

+2.33 
+4.89 

3.46 
4.03 

-0.06 
+0.27 

l!58 
1.92 

-2. 11 
-1.51 

3  96 
3.67 

'10. 86 
+0.37 

1.45 
2,05 

-2  8: 
-1.28 

2  21- 
4  30 

-2.05 
+0.24 

5,40 
3,97 

+  1.86 
+0.67 

5.10 
4.18 

+  1.44 
+0.  7:4 

i;3,5 

-2.26 
-2.08 

8.34 
10.67 

■f  1.." 

•■ '! 

7.11 

+3.58|  2.91 

-0.72 

7.03 

+3.03 

3.99 

+0.18 

4.36 

+0.78 

6.56 

+3.27 

2.28 

-1.67 

3,54 

-1,11 

4.14 

+0  62 

3.07 

-0.72 

1.22 

-2.01 

8.49 

+  4,  Ti 

.  t    7' 

Jtnam  ... 

orrs 

7 '.88 

+4.53'  3.08 

-0.24 

6.' 65 

+6.55 

3.' .59 

'6.00 

+1.09 

4.66 

-hi '.38 

2."  66 

-i.'71 

+2.  .33 

4.'.50 

+1.06 

5.'66 

+  1.80 

1.40 

-2.06 

8.28 
8.85 

-+5.21I 

B2.65 

-hig.o-i 

aterbary 

6.33 

+2.69   2.54 

-1.47 

8  86 

+4.78 

3.79 

-0.07 

2.92 

-0.79 

3.93 

+0.43 

1.74 

-2.33 

3:62 

-0.64 

4.10 

+0.61 

4.15 

+0.35 

1:07 

-2.29 

7.18 

+3. 40 

50.23 

+  4.67 

, 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 
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CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION 


Year,  193 


Monthly  and  annual  mean  temperatures  for  the  "^ear  1936,  'with  departures  from,  the  normal. 

Jdnuar}'.    Febfuary.     March.         April.  May.  June. 


Maine. 

Bar  Harbor 

Kastport  

Farmincton 

Ft.  Kent 

Gardiner 

Greenville 

Houlton 

Lewiston 

Madison  

MilHnocljet 

North  Bridgton.... 

Oldtown 

Portland 

Presquclslfl 

RipOKenu.s  Dam.  ... 

Rumford 

Winslow 

Woodland 

Netii  Hmnpshire. 

Berlin 

Bithleliem 

Concord 

nurliam 

Errol 

First  Conn.,  Lake.  . 

Franklin 

Glencliff 

Hanover  

Keene(near) 

Nashua 

Pinkham  Notch.... 

Plymouth 

Verm  01)  t. 

Bennington 

Bloomtield 

BrMttleboro 

Burlington 

Cavendish  

Chelsea 

Cornvvall 

EnosbiirK  Falls 

Newport 

Northtield 

Rutland 

fit.  Albans 

St.  Johnsbury 

Somerset 

Woodstock 

Mnssncliit!ietti!. 

Amherst 

Blue  Hill 

Boston 

Chestnut  Hill 

Clinton 

Concord 

East  W.nreham 

Fall  River 

Fitchburg 

Franiingham 

Gloucester .. 

Hyannis   

Lowell  

Nantucket 

New  Bedford 

pittsfield 

Plymouth 

provincetown 

Rockport 

Springfield 

Stockbridge 

Swampscott 

Taunton.   . 

Turner's  Falls 

Williarastown. 

Worcester 

Mode    Idmu! 

Block  Island 

Kingston 

Pawtucket 

Providence .. 


BridReport.  . . . 
tream  Hill... 
Falls  Village  . 

Hartford 

New  Haven  .. 
New  London  . 

Norwalk 

Putnam  ...... 

Storrs  

Waterbury  ... 


-  0.7 

0.0 

+  2.'i 

+  n.s 
-1- 

+ 

-  0.9 

+  3.4 

+  2.2 


-  1.9 
-2^6 


-1-6.2 
+  7.3 
+  7.8 


'.  6  38.  0 

;.  e  43.  2 

43.5 

37.8 

33.4 

1.8  41.0 

.  7  37.  2 

.7  41.4 

).341.S 

i.  1  43. 4 

34.9 

!40.0 


+  9.] 
+  6.2 
+  7. 
-(-  5. 


+  7. 
■f  6.(- 
-I-  7.6 
■flO.4 


-  0.4 
+  '6.8 


-  0. 
+  2.8 
+  2.3 


--  0.2 

-  0.6 

-  0. 


July.         August.    September    October.    November! December.    Annual 


63.6 

-        1        1 

-   1.2 

')6.  7 

66  2 

-  o.a 

58.6 

6h.  2 

o.c 

58.1 

67.2 

+  O.S 

59  4 

60  2 

54,6 

i2.0 

i5.  3 

i4.1 

—  1  1 

57.  2 

;6.4 

-  O.J 

iO.  2. 

63.5 

55.8 

63.  ■? 

0.0 

56.9 

M.4 

+  0.7 

.56.8 

67  0 

+  0.2 

iO  6 

'V?  •>. 

+  O.a 

iiO  6 

62.2 

55.  6 

.59.9 

-  0.8 

.54.3 

■f,f^  H 

-  0.8 

iO  1 

63.4 

+  0.4 

.57.2 

66.0 

+  0.4 

10  4 

65.4 

-  0.8 

.59,5 

S6.9 

-  1.5 

.59.4 

.59.8 

.54.4 

63.2 

-  2.0 

57.2 

68  0 

+  1.2 

fiO.5 

62  1 

-  l.s 

57  4 

i6.2 

-  1.7 

58.  5 

65.  8 

-  2.] 

5S  S 

65.  4 

+  0.6 

.58.4 

K3  8 

f  0.' 

58.  (1 

68  4 

+  0.7 

il.2 

63,1 

-   1.8 

58.7 

65.  2 

.57.7 

62.  7 

-0.7 

,56.  4 

66,  3 

+  0. ' 

60.0 

65.8 

;o.  1 

66.0 

+  0  r 

,J9.6 

60.  6 

-  0.: 

it.  4 

lU.O 

-  0.  ;- 

58.4 

69.7 

+  1.7 

62.2 

68. 2 

+  0.6 

60.  9 

69.  7 

-  O.L 

(12.  6 

70.8 

+  3.( 

62.  0 

67.4 

+  0.3 

il.  2 

68.  6 

+   1.3 

il  0 

68.4 

■i1  8 

70  6 

+    1.- 

fV  6 

■w'    M 

:-  i.f 

'   r 

+  2.0 
+  'i.'.5 


+  0.2 
-0.8 
+  0.1 


+  0.6 
+  0 
-0.5 


+  2.6 
+  2.4 
+  4.9 
+  3.8 
+  4.5 
+  3, 

+  '2.3 


+   1.2 
+  2 
+  3.8 


2.  5  43.  4    +  ( 
40.0 
+  3. 


+  4.4 
+  3.5 
+  2.  f 


I 


Reference  letters  indicate  number  of  days  missing;  s  one  day,  b  two  days,  etc. 


Year,  1936. 
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STTPPLEMENTAL    KAINFALL,    DATA,    IS 


yfaine. 

Baneor  

Brasstia  Dam  . 
East  Wintlirop 
Ellsworth.... 

Eusti.-; 

Ft.  Fairfield  (near) 

Hiram 

Faokmaii . . . 
Lincoln  .... 

Macluas 

UiiUlle  Dam 

Oron 


liead  ... 


I  Dam 


;u.-v  ..o>kport. .. 

Seiv  llampihire. 

DJxville  NotcU  .. 

Pitzwilliam  

B.ami>t(>n  Beach... 

Lakeporl 

Lancaster 


Littleton 

Baneliester 

Milan 

lit.  \\  ushingtou 
New  Durham  ... 

Newport  

West  Lebanon. . 
Rfest  Steuart-stowu 
ftiillboro  Falls.... 
fork  Fond 

Vermont. 

8ellovv.s  Falls 

Jialtsbury  Comm. 

East  Harnet 

Bast  Kyegate 

Silman 

iaVsMill 

ilcludoe  Falls  .... 

Jewfane 

IM   sboro     , 


rtford 
>or  Junc'n 


ijjton 

"u-iiiisetts. 


J.  ._      .:;;.sett.... 

Iewliuryport.... 
orthbndKe 
Us  (west) 


3.38  6.481 
2.53i  5.71 
3.49;  S.SS) 
3. 421  8. 18 
1.7o|  7.55 
2.7->l  3.81, 
3.37|  ...., 
1.60!  3.22 
2.92'  7.19; 
3.39:  7.11 
1 .75il0.  71 
2.56 
1.93  7.20 
3.30   5.3 


I  3.21!  4.28!  3.52I  I.22I 
4.02  4  29;  3.071  3.34 
■>.  tJo  2.  49  2. 56  2. 291 
2.59  4  97  2.55  1.  >t2| 
2.9i>l  1.80,  2.11  2.781 
6.5ll  4.16  3.71  3.461 
1.39!  A  64  1.6i:  2.28 
4  92  3  5^1  4.  S:V  4. 55 
3.4S'  .'J.t'l  1.S9  1.51' 
2.55i  4.50|  1.44  2.19 
4.791  2.37   3.25 


3.241  4.19  2.19 
4. 13i  2. 99|  3 
3.08   2.81 


2.20  7.56 

i.'59   5.'i 

9u   5.1- 

36   6.06 

.  60 10. 16 

-.30   5.07 

2  24  10  96 

2.72   9.6(J 

1  93   5.91 

„ 10. 44 

94  10.57 

2. 54    b  45 

2.21  5.44 
1.52  6.3'* 
2.08  i.43 
-.70  10.30 
I  80   5.03 

no 


leiDiinie  Falls  ... 

Hrth  bridge 

xjtPond 

?T\\nx 

obster 

estfield 

Mton  ("ollego 

est  l{iitland 

'Ion 

1  (Clark). 


7.06 
10.62 
8.98 
6.12 
2.29;i0;32| 
3.41  9.35! 
2. 48  9. 66] 
2.61]  10. 89 
2. 89;  10. 12 
6  97,  3.87,11.85 
8. 21 1  4.29I  7.42I 


7.34   2. 

7.76]  3. 
3.  (.2 
2.07 


7.511  5.4: 
4.52  2.0 
4.0s  2.14 
3.40   2.43 


2.20 
3.10 
2.12 
3.42 
2.84 
3.05 
1 
3.76 
4.33 
3.97 
33 
26 
3.18 
3.11 
....I  2.75 
3.61  2.21 
3.27  2.00 
4. 531  3. 19 
3.29i  1.3fi 
4.83'  3.78 
4.04  2.40 
96 


1.67 


.3.81 


10.  74 


8.35 
6.51 

11.68 

521  • 


3.42  1. 
3.78  .3. 
2. 07|  3. 
I.63I  1 
4.  49:  3. 
3. 23i  2. 53 
4.011  3.79 
74  2.61 
7.66;  2.78H0.43:  3.42  2.53 


3.25  4.83 

3.56  4.53 

2.38  3 

2.00  4.4 

2.65  1 

3.15  2.21 

3.84 

1.72 

4.18   5.23 

0.70 

83 


3.40 
1.95 
3.39 
2  21 
2.12 
2.651  1.46 
2  94  2.12 
5. 00   2. 24 


5.20   2. 
4.54   2. 

4.67    1. 


I.       I 


2. 3ij 


4.84 

5.68i  2. 
4.741 

4.59  2.1 

5. 19  2. 
4.7lt2.l 

6. 84|  2. 

5.23  2.; 

4.  85  1. I 

4.71  2. 


16'  5. 14147. 88 
31:  3.64  48.56 
6S;  7.33151.51 
1:5,  S.221.54.35 
.^.•;  „.  98  42. 88 
.90  4.3S'50.67 

.14: 

3  13(44.  Zi 
6.->Tia.4i 
S.  99  o3. 77 
4.9051.39 
5  96j.  . . 
4. 02  40. 30 
6. 11  41  87 


241 


4.81  2.70 
5.51  2.32 
5.81 


.0, 

' 

5.81 

4.22' 

4.10 

1.41 

5. 12 

2.  fi;i 

2  :« 

1  31 

4  57 

3  <^? 

4.29 

2.37 

.5.48 

2.95 

2. 83 

3  46 

5.78 

1,04 

... 

2.31 

5.47 

4.40 

48.  8(1 


47.  85 


54.27 


8.  Ul  146 .58 

8.  Sr'i5H  46 
5. 82|.5().  87 

9.  631.52.  66 
5.6.5151.43 
6.9154.83 
6.44|.50.61 
8. 19  56. 87 
6.6151.91 
8.I2I57.43 
9. 35i.53. 40 
7.98154.28 
6.111.50.82 

1.46 

1.99   6.46|i 

1.05i 

1.68  7.87  60.75 
2.14  6.57  48.56 
1.44    7.36.54.38 


SUPPLEMENTAL 

RAINFALL 

DATA 

1936. 

Continued 

Stations 

c 

.Q 

1 

1 

i 

1 

i 

i 

i 

!Z 

1 

a 
•< 

Coniiecllciit. 

1 

Baltic  

7.79 

2.21 

8.59 

4.25 

1.82 

3.83   1.58 

3,88 

4  69 

4.09 

1.07   9.31 

.■is.  11 

Barkhamstead 

5  8.1 

3  01 

8.02:  3.33 

2  24 

5.71   1.52 

4..5< 

2  9^ 

I,:- 

Burlington 

fi.41 

2.21 

9.22;  3.72 

3.74   3.45 

fi.2;- 

3.  03 

,'■,  . 

;   ;     -  :-  •■-,.,55 

Colchester 

8.15 

1.91 

7. 59    4. 92   2. 69 

4.55    1.3£ 

3,8- 

5.281  r,,  1 

!-    '   '■■  .).:i9 

fi.6h 

3,  07 

8.351  3.04   3.43 

4.06   3.3C 

5  55 

2.99;    1  .^ 

East  Hartland 

fi.61 

2.911 

7.9113.97 

2  69 

4.37    L64 

4.46 

3.  6.T 

;,  i^, 

Lake  Kononioc  .... 

8.5^ 

3.5;i 

8.t.9   4.01 

1  97 

2.90!  1.12 

4.x 

4,0? 

5  7M 

i.;!0  1(1. '.12  57. 37 

6.01 

3.47 

7.821  3.41 

2  43 

3.39|  2.  M 

4.  li 

3  5-^ 

4.79 

1.47 

6.41  149.23 

01d«reouwicL> 

8.15 

2.5^ 

7.80 

3.74 

4.07 

4.24 

1.97 

4.41 

4.68 

3.0s 

1,42 

I'utnam 

1    4!. 

.Salisbury 

5.  8:' 

?..  15 

7. 3:1 

4.ni 

3.  ,'=9 

1  86 

2  8« 

4  5C 

oqq 

4.41 

1  54 

5  62 

46.60 

West  Hartland  .... 

6.35 

8.48 

3.  66 

3.09 

3.76 

1.20 

4.69 

3.16 

4.21 

1.70 

5.45 

.62 


[Contiuuod  from  page  75.] 

Then  with  a  gradual  retreat  oi  temperature,  vegetation  retired 
into  dormancj',  and  with  a  eold  wave  on  the  27th,  temperatures 
dropped  into  tlie  lower  20's.  November  was  a  cold  month  with 
some  very  low  temperatures  on  the  28th,  when  readings  were 
well  down  below  zero  in  many  locahties.  The  snowfall  was  some- 
what deeper  than  normal,  while  tlie  precipitation  was  deficient. 
The  first  lialf  of  December  was  somewliat  persitentlj'  colder  than 
normal,  but  without  remarkably  low  temperatures.  This  -was 
ofiset  by  a  warm  latter  half,  particularly  along  the  shore  regions 
so  that  the  month  averaged  warmer  than  normal.  The  cold 
days  were  the  1st,  8th,  22d,  and2Hd.  Snow  was  notably  absent 
except  in  the  northern  districts  of  New  England,  and  it  was  one 
of  the  rainiest  Decembers  on  record. 


KILLING  FROSTS. 


JIahie 

Bangor 

Bar  Harbor  (near) 

Eastport , 

Farmiugton 

Gardiner , 

Greenville 

l.-'wiston .'.'.'!.'. '.'.'.. 

-  iiuUson 

-Millinocket 

North  Bridgton  .. 

Oldtown 

Orono 

Portland 

Presque  Isle 

KiiJOgemis  Dam  ... 
Rumford  Falls.  .. 

Winslow, 

Woodland 


JS'ew  Hampshire. 

Berlin 

Bethlehem 

Concord  

Durham 

Errol 

first  Conn.  Lake 

Franklin 

GleiiciiH 

Hanover 

Keeneineari 

Manchester 

Nashua 

Piukham  Notch 

Plymouth 

Vei'tnont. 

Bennington 

Bloomfield 

Bratilpboro 

Burlington 

Cavendish 

Chelsea 

Cornwall 

Craf  tsbury  Comm 

East  Barnet 

Enosburg  Falls 

Newport 

Northfield 

Rutland  

St.  Albans 

St.  Johnsbury 

Somerset 

Woodstock 


Last  in     First  in 
spring,     autumn 


June 
May, 
do 


May 

■22 

do 

23* 

do 

22* 

do 

Ifi 

do 

22 

June  22 

May 

16 

May  22* 

June  30* 

May 

16 

do 

22 

do  22* 
do  22* 
July     1 

May   22 


Sept.  30* 
Oct.  25 
do  14 
Sept.  26 
do  2 
do  26* 
do  14 
Oct.  4 
Sept.  2d 
do  26 
do  26 
do  30* 
do     26 


Sept.  14 

du  26* 

do  30 

do  26 

do  14« 

do  14 

do  26 

do  26 

do  30 

do  26 

do  26 

do  25* 

do  26 

do  2S 


26* 


Sept.  26 

do  26 

do  26 

do  30 

do  26 

do  26 

do  26 

do  20 

do  26 

do  26 

do  29 

do  26 

do  26 

do  30 

do  2B 

do  25 

do  26 


Massachusetts. 

Adams  

Amherst   

Blue  Hill 

Boston 

Brockton 

Chestnut  Hill..   . 

Clinton 

Concord 

East  Wareham. ., 

Fall  River 

Fitchburg 

Framing-ham 

Gloucester 

Haverhill 

Hoosac  Tunnel... 

Hyannis 

Lake  Cochituare. 

Lawrence 

Lowell 

Nantucket   

New  Bedford  . . . . 

Pittsfield 

Plymouth 

Provincetown 

Rockport 

Shelburue  Falls.. 

Springfield 

Stockbridge 

Swaujpscott 

Taunton 

Turner's  Falls    . . 
Westfield 

Weston 

Williamstown  . . . 
Worcester 


Rhode  Island. 

Block  Island 

Kingston 


Conneeliciii. 

Bridgeport 

Colchester 

Cream  Hill 

Fall's  Village 

Hartford 

Mt.  (,'armel 

New  Haven 

New  London 

Norwalk    

Putnam 

Salisbury 

Storrs 

Waterbury 


Last  in      First  in 
spring,     autumn. 


May 
do 
do 


do 

Apr. 
May 
Apr. 
May 

do 

do 
Apr. 
May 


May  22« 


Apr. 
May 

do 
Apr. 
May 

do 
Apr. 


^r, 


do 
May 

May 
Apr. 

May 


Sept.  26* 

do     26 

Oct.    13* 

do     13 

do     13* 

do     13* 

(io     13* 

Sept.  26 

Oct.    13* 

do     26 

Sept.  26 

Oct.   13 

do     27 

Sept.  26 

do     26 

Oct.    27 

Sept.  26* 

Oct.    13 

do     25* 

Oct.    28 

do     27' 

Sept.  26* 

Oct.     27* 

do      27* 


Sept.  26 
OC(..  13* 
Sept.  26* 
Oct.  13 
do  13* 
Sept.  26 
Oct.  13 
Sept.  26* 


Oct.  27 

do  13 

do  27* 

do  27 


Oct.  13 

do  13 

do  13 

Sept.  26 

Oct.  15 

do  13 

do  27 

do  27* 

do  13* 

do  27 

Sept.  29* 

Oct.      3 

do  1 '} 


*  As  no  frost  was  recorded  the  date  given  is  of  the  last  freezing  temperature 
in  spring  or  the  first  in  autumn.  t  " '" 


"'^ 


Observation  Stations. 


\ 
\ 

Houlfon©\ 


r-^    r, 


"ne  Fork& 


,-^.<  V 


J  \ 


Enosburg  Falls 
.A  .5'?'.  Albxns  BloomfieldOX. 


e-4 


\    ^  Burlington 
Norfhfisid® 


Farmfn^fon©    /r^irfield 


OBelhkhem        \  //cSr/rlgton 


qard/narOi  i      //■ 


,':,     QCornivaU 


OChelsei 


No.  C6mvi<J  „,^  ^-^.Vr'hjS 


'Lormsh  J  1/ 

1  P.--rflnnd&^ 


KEY  TO    SYMBOLS 

gj      Meteorologica'  observations.      (Regular 
Weather  Bureau  stations. 

/fe.'igw  „J  ,,.      Meteorolugioal  observations.     (Sub-sta- 


'/7^';j!tlhgham 


(^Holyoke 


Proi'inct'.c-ivn 


\  Foimrnglcni  I'dunivivn  t*^/-'/ !\  W-,  /) 


1    <<'      / 


-.''jeejy-f^^ 


fi-.Z^y 


jC^- , <^0^^ 


W.  B.  Boston-4-13-37-1435. 
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Vol.  XLIX. 


Boston,   Mass.,  JANUARY.   1037 


OENEKAIi  SUMMARY 

The  new  year  opened  with  reiuarkahly  higli  temperatures, 
and  continued  witli  outstanding  persistence  for  nearly  four 
weeks,  with  mean  temperatures  ranging  on  several  days  more 
than  20°  higher  than  normal.  The  excc-^s  of  warmtli  was  more 
pronounced  in  central  and  sontliern  portions  of  the  Section, 
than  in  the  extreme  northern  regions.  The  mean  temperature 
of  30.6°  for  the  Section  has  been  exceeded  in  January  but  four 
times,  30.7°  in  1889,  32.1°  in  1913and  1932,  and  30.9°  in  1933. 
Typical  ice  and  snow  conditions  of  the  mid-winter  month  were 
alnio-t  wholly  absent  except  in  the  central  and  northern  por- 
tions of  Maine,  Xew  Hampshire,  and  Vermont.  Winter  sport 
activities  were  very  largely  abandoned,  and  ice  harvests  were 
either  abandoned  or  greatly  curtailed.  Farm  operations  in  cen- 
tral and  southern  regions,  such  as  plowing,  were  possible  so  far 
as  lack  of  ground  frost  was  concerned,  but  little  work  was  done 
becMUse  of  soggy  ground  from  copious  rains.  The  exce.'^s  of 
precipitation  was  greatest  in  Connecticut,  and  was  largely  in 
the  form  of  rain.  

TEMPERATURE 

The  average  monthlj'  temperature  for  the  Section,  based  on 
102  records,  was  30.6°.  which  is  7.9°  above  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  25.9° ;  for  the  southern  division,  35. !  °.  The  iiighest  month- 
ly mean  was  41.1°  at  Plj-mouth,  Mass.;  the  lowest  was  11.2° 
at  Fort  Kent,  Me,  The  highest  recorded  was  68°  at  Fitchburg, 
Mass.,  on  the  loth;  the  lowest  was -26°  at  Ft.  Kent,  Me.,  on 
the  28th.  The  greatest  monthly  range  was  74''  at  Ft.  Kent, 
Me.;  the  least  was  30°  at  Block  Island,  R.  I.  The  greatest 
daily  range  was  56°  at  Ft.  Kent,  Me.,  on  the  14t]i. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
185  records,  was  4.39  inches,  wliich  is  0.88  inch  above  the 
mean  for  the  past  50  years.  The  average  precipitation  for  the 
northern  division  was  3.71  inches;  for  the  southern  division. 
5.05  inches.  The  greatest  monthly  amount  reported  was  8.19 
inches  at  Old  Greenwich,  Conn.;  tlie  least  was  1.63  inches  at 
Burlington,  Vt.  The  greatest  amount  in  24  hours  was  1.70 
inches  at  Somerset,  Vt.,  on  the  25th.  The  average  number  of 
days  M-ith  .01  inch  or  more  of  precipitation  was  13,  which  is  2 
above  the  mean  for  the  past  50  years.  The  average  snowfall  for 
the  northern  division,  based  on  78  records,  was  8.9  inches;  for 
the  southern  division,  based  on  80  records,  5.5  inches;  for  the 
Section,  based  on  158  records,  7.2  inches,  which  is  8.3  inches 
below  the  mean  for  the  past  50  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  leased  on  117  records, 
was  north we.«t.  The  average  velocity,  based  on  the  records  at 
14  stations  was  10.3  miles  per  hour,  which  is  1.4  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  1 1   stations,  averaged 

>  percent  of  the  po.ssible  amount,  which  is  10  percent  below 
the  mean. 

The  cloudiness  was  above  the  mean.     Tiie  average  for  the 


Section,  based  on  126  records, 

and  17  cloudy  days.  "''"^/S 

The  monthly  relative  humidity,  based  on  the  8a.  m.,  and  8 
p.  m.,  observations  at  12  stations,  was  78  percent,  whieli  is 
1  percent  al)0ve  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. — 23d. 

HalosJamr.— 2d,  19-20th,  25-27th,  29lh. 

Halos,  solar.— 1st,  4-5th,  20lh,  23-26t]i,  28th. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms. — 3d,  west  central  New  Hampshire  and  east 
central  and  south  central  Vermont;  1  5th,  Old  Greenwich,  Conn. 

i^o(7,(?eHse.— l-4th,6-10th,13-15th,17-lSlh,20-22d,24-25th, 
31st. 

Sled. — (dates  and  general  location) —  14th,  15th,  scattered 
over  north  portion  of  Section;  3d,  general,  over  north  portion; 
19th,  scattered,  over  south  portion;  10th,  20th,  31st,  general, 
over  south  portion;  2d,  8th,  18th,  22d,  23d,  25th,  scattered, 
over  Section;  7th,  17th,  21st,  24th,  general,  over  Section;  6th, 
scattered,  over  Massachusetts;  9th,  scnttertd,  over  Maine;  13th, 
20th,  scattered,  over  New  Hampshire. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


1906- 


1908 

1909  ••■• 
19J0 

1911  ..■ 

1912  ■•.• 
1913 


20.9 
8.6 
19.7 
13.7 


1916  ••■• 

1917  ■••• 

1918 

1919     •■• 
19-20  •••• 

1921  •■•• 

1922  •■•• 

1923  ••      .13.3 
19-24            .  18.9 

19-25 10.7 

1926 1  17.7 

19-27 1  19.3 

1928 19.8 

1929 17.1 

1930 18.8 

I93I    ...     .1  17.2 

1932 27.8 

19H3 27.0 

1934            .1  16  8 

1935 1  12.4 

1936  1  16.8 

19i57 1  -2.3.9 

Period  IS,  1 


Precipitation 


No.  of  days  (all 
South        J^'ew  England) 


4.33 

14.8 

5.16 

7.0 

2.76 

5.5 

7. -26 

12.8 

4.87 

9.5 

2.72 

14.5 

;s.  30 

17.3 

3.96 

14.3 

2.02 

10.4 

4.00 

18.5 

4.98 

17.5 

4.11 

6.  2  ! 

4.21 

8.8  1 

1.93 

7.3 

2.29 

7.6 

3.69 

7.8 

4.35 

27.9 

4.52 

24.2 

3.03 

6.4 

3.34 

16.0 

3.  33 

7.1 

3.96 

10.5 

fi.7ft 

14.3 

3.04 

1.6 

3.13 

17.4 

3.57 

1.6 

3.54 

7.3 

»*.  32 

8.4 

1  57 

ii.7 

3.12 

9.8 

.3.  30 

14.1 

3.  70 

84.1 

2.  86 

18.9 

2.48 

4.4 

2.05 

6.6 

6. 57 

32.  9 

3  95 

7.0 

3.75 

20.2 

2.67 

7.5 

2.86 

13.1 

2.57 

5.4 

3  84 

12  1 

2.79 

7.3 

3.29 

16.2 

5.13 

9.2 

2.:« 

5.2 

3.58 

3.8 

5.80 

28.2 

6.84 

17..-! 

5. 0.-, 

5.5 

3.  »3 

1-2.1 

CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  198'J 


Climatolog-ical   Data  for  January,   1937 


Temperature,  in  deprrees  Fahrenheit 


Precipitation,  in  inclies 


Bangor S  

Bar  Uarbor  (near ) 
Brassua  DainU  — 

Eastport 

EaslWinthrup.  •■• 

Jillsworth  

Kiistis  

Kariiiington 

Ft.Kairliei.Knear) 

Fort  Kent 

Gardiner 

Greenville 

Hiraiiiil 

Ilouiti.u 

Jacliiaan 

Lewistou 

Lincoln 

Machias 

Ma.lisoiiS 

MiiMltilain 

Millinoc-l^eiS  

Milo 

Moosc'heaii 

Noi-th  liridglou.... 

Oldtown 

Orono. 

Portland 

Proscine  isle 

RipogenusiJiiniUS- 

Rnnilin-d 

The  Forks 

Upper  IJam 

Winslown§ 

Woodlands 

For  Stale     ..•• 
Neiti  Ifampsliiie 

Berlin    

HetlilelK-ni  ........ 

Concord    

Dixville  Nottli     ... 

Uur.'iaui    

Errolg    

First  Conn.  I.  > 
F.tzwilliaiu'..- 

Franklin 

GlenclilV   

Hampton.-.. 

Hanover  S    

Keene.nearl  g     ... 
LaUc'porl 

Manrlir,!... 
Milan  ... 
Naslniii.  §  . 
Now  IJurhi 

Newp<n-t  

Noitlistratlord. 
PinklunnNotclin 
Plynioutl, 


lit 


VV( 


Mt.  Wasliington  J 


Bellows  I'-alls 

I3pnnin!,'t<ni 

BlooniHcldJI 

Brattleboios 

Bnrlinston 

Cave;idish 

Chelseii 

Cornwallti 

Craftslnirv  Com.. 

l!:a>tRanH't 

East  Ryegate 

linosbnrg  Falls... 

Gilniaii 

Mays.Miim 

Newfane 

Newport  

Norlhfield 

Rep.dsboro 

Rocliester 

Rntland 

St.  Albans 

St.Jobnsbury 

Scarshnrg  Mt 

SearsburgSia.JJ.. 

SoniersetJt 

south  Newbury. . 

VernonttS 

West  Burke 


Penobscot . . 
Hancock  ..... 

Somerset 

WasliinBton  . 
I\ennebcc  •■. 

Hancock 

Franklin 

l''ranklin 

Aroostook  .. . 
Aroostook  . . . 
Kennebec 


+  10.1 

+ii'i 

+  7.6 
+'6.'6 


+  13.5 
+  '8.'9 


+  7.9 
+  !2. 2 
+  9.2 
+  9.2 
+  8.6 


+  7.9 


+  12.4 
+  9.8 
+  8.0 


+0.41 
+  0.09 
-0. 02 


+0.79 
+0.11 
-0.75 
-0.21 


+0.44 
+6.'8V 


+  1.04 
+  1.18 
+0.  82 
+1.7! 
— 0. 1.3 
+  1.7G 
+0.35 


+0.54 
+2.80 
+2.71 
+2. 49 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 

Augusta  Water  District. 

Bangor  Hydro  Electric  Co- 

Mrs.  Hannah  I.  Hatch 

.State  Normal  School 

C  W.  Norswortliy 

W.  B.  Clark 

Samuel  D.  Soulo 

U.  S.  Weather  Bureau 

C.  C.  P.  &  L.  Co. 
William  H.  Cummiug 
p.  M.  Tripp 

(hiion  Water  Power  Co. 

Bangor  Hydro  lileclric  Ce  . 

Bangor  Hydro  Klectric  Co 

Great  Northern  Paper  Co. 

Union  Water  Power  Co. 

v'-"";.  ^'"^''""'•i'  I'aPer  Co. 

\\'in(ield  Heath 

N.W.Roberts 

0.  L- Chadbonrne 

Thomas  W.  Clark 

Prof.  A.  L.  Fitch 

U.  S.  Weather  Bureau 

Me.  ICxperiment  Station 

Great  Northern  Paper  Ca 

Charles  A.  Mixer 

Ruth  Durgin 

Union  Water  Power  Co. 

HoIIingsworth  &  Whitney 

•St.  (,roix  Piipei.  Co. 


Edward  FeTin 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Glea.son 
iN.H.  A gr.  College 
Union  Waler  Power  Co. 
w'°u    Valley  Lumber  Co. 
Walter  E.  Bolle.s 
F.  J.Southmayd 
State  Saiuitorium 
Frank  E.Leavitt 
DartmoiUh  College 
Robert,  P.  Hayward 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Pennicluick  Water  Works 

E.  E.Tobey 
H.P.Shepard 

F.  A .  .wrnith 
J.  ».  Dodfre 

Mrs.  HaltieG.  Trow 
Claude  linker 
Keiinelh  IJeriy 
U.S.  Bureau  of  Fisheries 


B.  F.  Hydro-Electric  Co. 
Everett  Orcliards 
i-ieorge  L.  Cooi.tr 
Raymond  L.  Brown 

U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
CliarlesR.  Durkeeitt 
Sarah  E.  Lane 
Mi*s  E.  M.  Dustia 
N.  E.  Power  Co 
J.  F.  Devins  11 1 
L.  H.  Pomeroy 
Gilmaii  Paper  Co. 
Fred  May  ttl 
F.  J.  Ackernian  tif 

C.  W.  Richmond 
U.S.  Weather  Bureau 
N.  E.  Power  Co. 

E.  E.  Ordway 

George  H,  Ross 

R.  C.  McWilllams 

Fairhank.s  Museum 

George  BriggstU 

N.  E.  Power  Co. 

L.  L.  Leoniird 

i\f.  W.  Dicky 

Conn.,  River  Power  Co. 

Gilman  W.  Ford  tff 


See  page  4   for  e.tplanarion  of  reference  marks. 


January,  1937 


CLIMATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


Climatologrical  Data  for  January,    1937 


Temperature,  in  decrees  Fahrenheit 


S-H 


Precipitation,  in  inches 


Windsor . . 
Windsor .  - 
Windliam 
Windsor.. 
Windliam 
Windsor.. 


Berkshire  .. 
Hampshire  ■ 
Middlesex  .. 
Norfolk  .... 

do  .... 

Snffolk 

Worcester  ■  ■ 
i'ly mouth  .. 
liiinipden  .. 
Hampshire . 

SulTolk 

Worcester  •  • 
Middlesex  .. 
Plymonth  .. 
Berkshire  ••■ 

Bristol 

Barnstable.' 
Worcester  . . 
Middlesex  •• 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  ... 
Middlesex  . . 
Worcester  . . 

Kssex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  .  • 
Barnstable- 

Ksse.x 

Worcester  •  ■ 
Middlesex  .. 

Kssex  

Middlesex  .. 

Bristol 

I'lymoiilh  .. 

Kssex 

Worcester  ■ 
Worcester  .. 
Franklin  ... 
Nun  tucket  ■ 

Bristol 

Worcester  .  • 
Berkshire  .. 
Plymouth  . 
Berkshire  .. 
Worcester  .• 
Berkshire  •■ 
Hampshire. 
Plymouth  .• 
W'orcester  .  ■ 
Barnstable . 

Essex   

Franklin  .. 
Worcester  .. 
Middlesex  .■ 
Hampden  .. 
Worcester  .. 
Berkshire.. 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
WorCL'Ster . . 
Hampden  .• 
Middlesex  .■ 
Worcester  ■  • 
Berkshire  •■ 
Worcester  •  ■ 
Worcester  .  ■ 


Newport 

Washington 
Providence 
Providence 


New  London 
Litchfield  .   .. 

Fairfield 

Hurt  lord  .... 


1,110 
IS 
165 
326 
950 
50 
1. 650 


1,700 

9-.'0 

1,037 


+  9.3 
+i2.'5 


+  8.5 
+  10.4 
+  7.8 


+  8.5 
+10.2 
+  9.3 
+  10.4 
+  8.7 


+  0.79 

+  6.' 42 
+  0.  32 
+  1.39 
+  0.17 
+2.06 
+  1.90 
+  0.  12 
+  1.64 
+  1.19 


+  1.71 
+0.60 
+  0. 1.5 
+2  03 
+  0.87 


+0.81 
+2.32 
+  1.0B 
+2. 22 
+  1.94 


+2. 43 
+0. 20 
+  1.03 
+2.  25 
+  0.92 
+  1.37 
+  1.;)0 


+  1.23 
+  1.53 
+2.18 


-0.26 
+  2.34 
+2. 25 


+2.  60 
+  1.92 
+  1.09 


+0.61 
+0.91 
+0.48 


+  1.28 
+  2.06 
+3.  36 
+  3.36 


Evil  It.  noubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  11 1 
Olcott  Falls  Co. 
Walter  Adams  fit 
William  S.  Eaton 


N.  E.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Woiks 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

I).  S.  Weather  Bureau 

Mrs.  Loring  II.  Heed 

City  Engineer 

State  Dept.  Public  Health 

state  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

■Joseph  r,.  Kelley 

State  Dept.  Public  Health 

Richard  (!.  Brifrhani 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W,  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Works 

Essex  Company 

Props.  Looks  Si  CatialM 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  R.  Iloeliiel 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Charlotte  A    Biaun 

U.  S.  Weather  Biiiean 

City  Engineer 

State  Dept,  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

-tate  Dept.  Public  Health 

Met.  Waterworks 

L.  B.  Cuinraings 

State  Dept.  Public  Health 

Miss  L.  B.  Knapp 

Met.  Water  Works 

Irving  H.  MoNiiyr 

U.  S.  C.  G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Neshit  H.  Brings 

Weslon  K.  Lewis 

Water  Works 

Turners  Falls  P.  .<:  K.Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  College 

.ytate  Dept.  Public  He 

CliEford  L.  Davis 


llth 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
•John  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


I  page  4   for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1987 


Olimatolog'ical  Data   for  January,  1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inche 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  Hiim 

East  Hartland  

Falls  Village§ 

Hartford 

Lake  KonomocU-- 

IMt.  Carmel 

New  Haven 

New  London  

Norwalk  

Old  Greenwich 

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Hartland 

For  State 


New  London. 
Hartford  .  • . 
Litchfield  ... 

Hartford 

Litchfield  ... 
Hartford  •  •  ■ . 
New  London. 
New  Haven  . 

do  

NewLoiidon. 

Fairfield 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Hart  lord 


+2.70 
+  2.14 
+  3.56 


S.P.Willard 

Edwin  K.  Wilder 

C.LGold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  linreau 

New  London  Water  Worki 

B.  W,  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Aiiv   Exp.  Station 


Explanation  of  Reference  Marks  Used  on  Pag-es  2,  3,  and  4. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  IS  vears  or  more  of  record  are  computed  from  a  normal  or  'standard  mean"  adjusted  to  a  uniform  3s-year  period;  for  stations  of  lo  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  n,b,c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weatlier  Bureau,    ftf  Observer  for  New  England  Power  Co.      '1'   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Xt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam 
Millinocket;  Winslow,  Waterville;-New  Hampshire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorjiam;  York  Pond,  Berlin;  -Vermont— Hloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury ;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls  Mass  • 
—  Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Bgrem(mt;  Falmouth,  Ilatchville;  Lake  Cochituate,  Framingliara;  —Connecticut- Cream 
Hill,   West  Cornwall ;  Lake  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health 


t  Not  included  in  summar 


Explanation  of  Reference  Marks  Used  on  Pag-e  5 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *♦*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning-  amount 
recorded  is  for  the  preceding  24  hours.        «  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow.       ' 


II  Observations  are  taken 


Explanation  of  Reference  Marks  Used  on  Pag-e  6. 
ing;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  wliicli  it  almost  always  occurs. 


PRICSSIIKE,   WIND,   HUMIDITY,  AN'l)  SUNSHINE 


Amherst 

Block  Island 
Blue  Hill.... 

Boston  

Burlington  . 

Eastport 

Greenville.. 

Hanover 

Hartford  . . . 
Nantucket  •■ 
New  Haven. 
Nortl.tield  .. 
Portland  — 
Providence . 


Atmospheric  Pre.ssure 
'reduced  to  sea  level) 


30.25 
30.25 
30.27 
30.26 
.30.  2S 
30.  23 
30.22 
30.  25 
30.27 


30. 

30.85 

30.89 

30.87 

30.96 

30.  94 

30.91 

30.  91 

30-87 

30.83 

30.87 

30  92 

30.92 

30.86 


29. 55 
29.53 
29.  49 
29.  57 
29.40 
29.  36 
29.44 
29.43 
29.56 
29.  67 
29.51 
29.46 
29.48 
29.53 


5.8 
17.4 
13.8 
10.4 
12.1 
11.2 
7.4 
4.7 
8.0 
16.2 


Relative 
Humidity 


1937 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for   January,    1937 

Druinapre  basin 

Day  of  month 

stations 

.|.|S1.|5 

6  I     7  1     S  1     9  1  10 

11  1  12 

IS 

14|l5 

,. 

17|l8 

19 

20 

21   1  22 

it 

24  1  25 

26  1  27  1  28 

29  1 

!L 

31 

5 

ilaine 

Const 

....do 

Kennebec 

1    ...do 

St  John 

Kennebec 

....do 

1        1        1        1 

1 
11     12     09| 

....   T. 

!!!!!''r'.' 

J. 

'.'6i 

T. 

'!63 

.13   .54 

■;::!i 

T. 

!oa 

.'09 
.04 
.04 

'.01 

'.'63 

.09 

!i2 
'.'65 

.Ob 
.09 

'!42 
.04 
.06 

.Of 
'1'. 
T. 
.02 
.04 

.15  .36 
.33   .40 

'."63'  "54 

1         I 

T. 

;:: 

3.05 

Ellsworth 

Ensti> 

Fiiriinngtou 

1 

■.is 

.631.... 

.24    .21... 

.28 
.54 
.15 

.16 
.28 
.51 
.25 

:& 

.24 

.40 

!io 

.37 
.23 
.IC. 

■.■35 
.69 
.50 
.14 
.27 
.13 
.09 
.86 
.41 

.'43 

't.' 

'i'.' 

'!68 
'.'06 

.... 
.02 
T. 
.03 

3.82 
3.20 

■.'05 
T. 

.04 
.01 
.17 
.08 
.09 
.36 
.28 

'.'ii 

.;!° 
■.•0I 

.05 
.10 

.05 

■r 

!33 

'T.' 
.... 

.'oi 

.07 

(ianlir.er 

c;p  -  v.Uo 

'.'24 

■1 

.49 
.66 
.39 

67 

.... 
.... 

!!!! 

3  66 

!29 
.63 
.24 

.57 
.40 
.52 
.5! 
.65 
.37 
.84 
.31 

.30 

.04 
.29 
.37 
.32 
39 
31 
.3K 
.38 
31 
.30 
.90 
.18 
.4;; 
.23 
.24 
.22 

.41 
.1.' 
.47 
.37 
.40 
.35 
.44 
.10 
.35 

.30 

'.'08 

'.'63 
T. 

'.bi 

.13 
.21 
.12 
.09 
.07 
.06 
.15 
.55 
.08 

T 

'.'os 

T. 

3.  64 
3. 15 

'        ;, i.-7.,',';khUW 

■s 

2.87 

Androscoggin   .... 

.08 
.25 
.19 

.06 
T. 

.32 

.... 

.19 
.33 

.37 

3.66 

; .    ,    ■  ,' 

.901.... 

4  17 

'  kot 

f enoDscoi  

T. 
.34 
.18 
.23 

.'28 
.28 
T. 
.42 
.20 
.30 

.18 

■.'65 
.10 
.01 

■.'23 
.19 
.08 
T. 

.24 

!03 
T. 
.03 

.05 

.75 

'.'77 

!68 
.39 

'.'62.... 

3  84 

-.V2 
.... 

■!66 

.03 
.13 

't'.' 

'.'29 
.... 

.57 
".'C2 

'.■52 
T. 
.80 
.12 
.21 
.12 

'.■91 
.66 

'f. 

.32 
.03 

.63 
.65 
.65 
.12 
.29 
.16 
.14 
.52 
.65 

.91 
.02 
79 

3.21 

\,         liiidgton.. 

PresninDSCOt 

IVnobscot   

'.io 

.'ei 

'f.' 

T. 

.85 

.... 
.... 

'.'•28 

3.77 
3.31 

..          .    ,•*« 

•.•62 

.02 

4.64 

.  ■    .     ■■  Isle   

us  Dam.. 

St.  John 

f. 

't.' 

T. 

.05 
.06 

f.' 
T. 

.12 
.01 
.06 

'f.' 

■!62 

T. 
T. 

.28 
.23 
.38 
.22 

.18 
.04 

.'65 
.06 
.19 
.12 
.29 
.07 

'.'is 

.31 

.54 
.10 
.22 
.21 
.16 

..5! 
.25 
.26 
.28 

.18 

.50 

!80 
.14 
.12 
.61 
.09 
.91 
.34 
.22 

.47 
.43 
.43 
.37 
.74 

.07 
".03 

'T.' 
T. 

.OS 

'!io 

T. 

.02 
.02 
'1'. 
T. 
.01 

'.'36 

•r. 

'.'60 

'!62 
.06 
.43 

.16 

!l2 

'.'61 
.10 

T.' 

'f.' 

.08 
.14 

!22 
!78 

.33 
.15 

.6;^ 

.25 

.58 
.3;) 
.87 
.89 

!!!! 

T. 

T. 

■;o5 

.0:1 
.01 

T. 

.  14 
.27 
.24 

2.32 

Androscoggin   .... 
Kennebec 

■.05 

.15 

.68 
.43 
.50 
.19 

.65 
.41 
.73 
.09 
.43 
.30 
.53 
.20 
.20 

".'46 
.51 

.16 
.85 
.01 
1.08 
.57 

.07 

'!36 

.06 

.... 

.04 

".be, 
'."03 

T. 

3.63 
3.38 

.04 

!!!! 

:::! 

!6s 

".'C3 

.... 
.26 

2.95 

,i« 

St  Croix         

3.05 

.w^    llamps'hire 

Andro.scoggin 

Merrimac 

.10 

■.'si 

.36 
.12 

.09 
.02 

■.■45 

."62 
.09 

3  62 

Pn-  i''iiil      " 

T. 

.49 

3.44 

Coast 

Connecticut 

.04 

.221  .08 
.03I  .10 
.081  .fl4 

4  12 

"'-'••"mnViik4! 

.01 

.06 

.05 
.69 
.42 

.05 

.... 

.20 
.18 
.35 
.18 

'.'si 

.51 

'.'08 

!37 
.07 

4.00 

Connecticnt 

....do 

...do 

Merrimac 

....do 

Connecticut 

Merrimac 

Connecticut 

...  do 

Champlain 

■.'si 

■.'22 

.14 
■.'27 

tV 

.10 

f 
T. 

.03 

'."is 
■.■30 

.05 
T. 

!l8 
.('5 
.06 
.02 

'.'08 

r 
'.■32 

3.20 

".m 

5.67 

-ham** 

•• 

.82 
.83 

.45 
1.13 
.02 
.86 
.27 

't.' 
■r 

'f. 

.34 
.43 

.26 
.61 
.20 
.61 
.29 

.10 

.09 

.02 
.0! 
.08 

.73 
.90 

.66 
l.(i7 
.04 
.76 
.57 

.06 

■r! 

.06 

't.' 

■f.' 

Vermont 
Bloonitieid  ...... 

Brat>-..boroJ^.... 

•f.- 

3.66 

.3.10 
1 .  f'i3 

-Ii 

Connecticut 

...do... 

r. 

4  64 

.-Falls... 

St.-^?wrence:!!!! 

.07 
.23 
.23 

T. 

.12 

.37 

.10 

.12 
.55 
T. 
.04 

f.' 

T. 
T. 
T. 

't.' 

.27 
.05 
.24 
.4i 

.63 

.6; 

.  .=;■_ 

.47 
.19 
.21 
.39 
.60 
.24 
.19 

.24 
.20 
.24 
.2f 
.07 
.26 
.44 
.32 
.20 
.43 
.39 
.10 
.11 
.16 
.05 
.28 
.10 

.03 
T 

•r. 

T 

'Ir 
r" 

i" 

T 

T. 

.18 

't. 

'.'58 
.11 

.05 

T. 

.88 
.08 
.20 
.10 

'.'io 

!09 
.29 
.79 
..53 
.44 

.^' 
.72 

'.'52 

..55 
.33 
.30 
.70 
.67 
.04 
.03 

.38 
.09 
.10 

.47 

.07 
.38 
.18 
8( 
.70 
.47 
.35 

.49 

.02 

".i6 
'.■42 

■!i8 

.08 
.07 

't.' 

T. 

'!65 

.26 

'.'19 
.38 

.10 
.25 
.08 
.12 

.07 
.15 
.01 
.10 

.20 

'.'38 
.06 

.54 

.40 

•59 

.04 
.04 
T. 

'f. 
.14 

.10 

f  23 

\   ■       -Id***.... 

Champlain 

....do 

.15 
.05 

.02 
.02 

2  37 

3  81 

,-       ^      ,  ,.), 

-t          ;-biiry 

a!-    \:!ue*'!!!!! 

v\   -    -tock 

ila.<.-xichimelts 

iml.er:,t  

31u.'  Hill 

Connecticut 

....do 

-do 

....do 

Connecticut 

Coast 

....do 

Connecticnt 

Merrimac 

T. 

.85 

T. 

'.■44 

f.' 

.41 
.21 
.46 

••»■ 
.16 

■.'43 
.3" 
.49 

.41 
.86 
T. 
.46 
.12 
.78 

.19 
..30 
.64 
.45 
.52 
.03 

.55 
.  53 
.29 
.76 

.37 

.55 
.41 
.78 
.91 
.85 
.78 
.01 

!51 
..55 
.88 
.27 
.10 
.87 
.26 
.78 

!^l 

1.36 
.65 
.13 

.'33 
.88 

r 

.36 
.10 

.... 

.03 

'!6i 

.03 

r 

.04 

f. 

.41 
.13 
.25 
.06 
.28 

.2e 

.28 
.17 
.37 
.28 
.26 
.35 
.22 
.31 
.06 

.25 
.22 
.13 
.31 

'.'io 

.06 

.08 
.32 
.04 
.08 

T. 
.03 

:s; 

T 
.25 

'.■('1? 
.05 

■!io 

f 
■!n8 

.11 
.02 
.18 
.02 

.02 
T 
T. 
T. 

.'62 
.02 

!09 
.12 

'.'io 

.05 
T. 
.10 

'.'21 

'.■12 
.20 
.07 
T. 

'.'ii 

.30 
.41 
.23 
.12 
.32 
.25 
.19 
.20 
.41 
.32 
.19 
.31 
.22 
.13 
.2^ 

'.45 
.08 
.29 
.32 
.33 
.14 

!35 

'!64 

•r 

'.'6.5 
T. 

.09 
.24 

.04 

T. 
T 

■r. 

T. 

.01 

T. 

.04 
.57 
T. 
T 

.20 
.01 
.05 
.33 
T. 

'.'52 

.61 

.30 
!l5 

.23 
.37 
.06 
.52 

.33 
.32 

.15 
.50 
.64 
.47 
.39 
.77 
.19 
.28 
.38 
.40 
.47 

.34 
.50 
.32 
.47 
.43 
.19 
.29 
.72 
1.00 
.64 

.05 
..53 

'.'04 

.36 
.67 

.6r 

.47 
.41 
.44 
.43 

.1; 

!3f 

!6b 
.27 
.i2 
.30 
.13 
.28 
.16 
.20 
.13 
.27 
.26 
.17 
.37 
.76 

.07 
.If 

!04 

.(■5 
.33 
.10 

'.'69 
.10 
.38 

;i3 
.01 

".u 

".U 

".ii 
.12 

.13 

.02 

'.'08 
T. 

.75 
.52 
.59 
1.10 

'.'is 

.01 
.65 
.20 
.41 
1.17 

.91 
1.19 

.05 
1.13 

i!6i 

.98 
.22 
.27 

.6i 
1.7( 
.68 
.81 

.  K 
.34 
.11 

i!6i 
.44 

.58 
':33 

'.'45 

T. 

.01 

■f. 

T. 

T. 

'!02 
.03 
.01 

.01 

'.■41 

.51 
.15 
.22 

'.'38 
.14 

2.77 
6.85 

3!  99 
5.38 

'•''-■■■  :).-id**!!!! 

'.'27 

T.' 

3.93 
5  21 

.01 
'.'67 

'.'38 
.25 
.42 
.43 

..do 

Coast 

Housatonic 

Coast           .  . 

".85 

4  39 

.35 

.-•;        -lit** 

.53 
.42 
.42 

.31 

!3b 
.47 

T. 

.35 

'.'33 
.33 
.27 
.38 
.42 
.29 
.30 

4.55 
4  72 

I          -'liam 

....do 

Merrimac  

...do 

Charles 

■:m 

'!62 

r. 

T.' 

'.'6i 

'i'.' 
.01 

't. 

3.99 
5.22 

F',r  ,  !irk**;!!!!! 

'.'04 

.4 
!32 

'.'35 

.42 
.15 
.16 
.42 
.40 
.47 

4.16 

lav:l:ill 

|Tnb!.iii(lston**... 

Merrimac 

Connecticut 

Coast        

T. 

■.'62 

4.04 

.10 

4  33 

pgwich** 

...do 

.34 

.05 

Lowell 

nlnitnr>kPt*** 

Coa-t 

.06 

f.' 

.21 
.16 

r. 

4  09 

ESr  Redinrd 

...do 

Connecticnt 

HoHsatJnic 

3.56 

HKrn 

•roviiKetown'.'!!! 

tockport 

ont'ii. ridge**.  ... 

prinz(i.-ld 

"anntoi.** 

'.'35 

1.22 
.68 
.f3 

'!60 

5.06 

....do 

...do 

.41 

.24 

4  28 

Thames 

Connecticnt. 

.71 
.09 

.73 
.10 
.54 
.23 

.31 
.04 

.20 

.15 

■.■35 
.40 
.22 

.29 
.83 
.30 
.33 
.18 
.25 
.66 

.91 
1.07 
.70 

.74 
.98 
.54 
.46 
.53 
..SO 
1.01 

'.37 
T.' 

.05 

!!!! 

.28 
.32 

'.'23 
.10 

i'. 

.30 
.43 
.29 

.47 
.48 
.26 

■.■37 

.42 
.30 

!28 

.10   .14 

.23 
.37 

.10 
.29 
.26 
.30 

!32 

.38 

.27 
.39 
.28 

■.'29 

.33 
.09 
.38 
.32 

■!io 

.01 

.01 

T. 
'.'39 

■1. 

.25 
T. 

.40 
.28 

T 

T.' 

.05 
.06 
.02 

T. 
.03 
.03 

!of 

.16 

.32 
.25 
.5b 

.32 

.32 
.24 

.82 

-.1? 
.27 
..53 
..■iO 
.42 
.97 
.38 
.57 
.67 

'.'67 

'.'6i 
'.'16 

.89 
T. 

!29 
.79 
.15 

.'55 
.52 

.65 

.18 

'.'75 
1.00 
.16 

.03 
.83 
.30 
.04 
.43 
.05 
.60 

.06 

'!i3 

.48 
.88 
.21 
.77 
.08 
.10 
1.21 
1.21 

'.i 

'.'63 
T. 

t. 

.61 

'.'39 
.07 
.42 
.10 

.37 
.06 
.32 

.50 

.10 

'.'56 
.61 
.08 
.75 
.01 
.10 
?fi 

.53 

'.'46 
.:iO 
.37 
.56 

.15 
.38 

.24 
.68 
..54 
.63 
.10 

!52 

'.'39 
.41 
.40 

.2fi 
.56 
.00 
.08 
.34 
.11 
.55 

.21 
.21 
.42 

.30 

■!57 
.53 
.61 
.39 

'.'iR 

1 

T. 

.32 

".2r 

".09 

.15 

.21 
.1:! 

.28 

'.'28 

!l4 
.18 
.30 
.10 
.14 
.28 
.32 

.95 
.06 
.10 

1.09 
.35 

1.21 
.37 

.24 
T. 

28 

'.'57 

.60 
.'58 
'!42 

.22 

!29 

iO 

■1'. 

T. 

.4: 
.09 

6.14 
4  33 

Coast 

.25 
■.03 

T. 

.02 

■.■34 
t.' 

'.'oi 

'.'28 
.02 

't.' 

■f.' 

'T.' 
T. 

"nnuTs  Falls 

Vlllir.instown    ... 
v'inc  :. udon**... 

'  Idand 
and***.. 

r'^^klU***:!!! 

innecUextt 
'■'  --ort 

'ill!!!!!!! 

Itland**.. 
:■{'** 

•■■■'  Mi'ven***  ... 

'"  London 

orv.alk  

■-02 

T. 

'■i'.' 

f. 

.51 

.30 
.40 
.21 

52 

Hudson 

Connecticut 

4  28 

■.'28 

5.75 
4  .51 

Coast 

1  ....do 

....do 

Coast 

....do 

Housatonic    .  ... 

.01 

■." 

.02 

.... 

.  0:! 
.4; 

1  32 

4.45 
4.61 

7  19 

T. 
■f.' 

:,!■.- 

.54 
.29 

■.■54 
.87 
.96 

1.18 
.02 
.18 
.42 

.03 
.02 

4.66 

5.81 
6.68 

Coast 

....do 

1  ....do 

.... 
■32 

.'72 

.40 

'.'oi 

.92 
.30 
.37 

.80 
1.00 

'!7l 
.72 

.0.51  !fi9 

4*65 

Quinebang  

Willimantic 

.06 

:^r.- 

'.'oi 
.02 

_ 

'T- 

.03 

1 

.20;  .09,   .76 
.02   .20   .60 

5  81 

ry 

_ 

_ 

ee  pa^e  4   for  explanation  of  refereoce  marks. 


OLTMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1937 


Daily  Temperatures 

for  January, 

1937 

Day 

Of  Mouth 

, 

stations 



— 

Mean 

_}_ 

2 

_L 

4 

5 

_A 

8 

^ 

10 

11 

12 

13 

14 

Ji. 

16 

17 

18 

^ 

20 

21 

22 

J^ 

24 

25 

^ 

^ 

^ 

^ 

^ 

^ 

Maine 
Bar  Harbor  (near) 

j  Maximum  .  . . 

51 

34 

47 

.53 

37 

34 

38 

45 

36 

25 

33 

40 

45 

45 

40 

29 

45 

42 

32 

36 

36 

32 

26 

40 

39 

31 

18 

33 

31 

38 

37.1 

\  Maximum  .  •  • 

■a 

19 

23 

25 

22 

10 

8 

33 

32 

23 

11 

19 

27 

30 

40 

21 

6 

29 

30 

9 

13 

32 

21 

10 

25 

31 

2 

3 

15 

9 

19.7 

Eastport  

48 

30 

49 

40 

31 

39 

38 

.  47 

38 

32 

37 

40 

48 

44 

33 

37 

49 

41 

18 

41 

41 

30 

30 

44 

36 

20 

18 

35 

27 

30 

36.5 

(  Minimum.... 

30 

19 

30 

28 

28 

9 

9 

31 

35 

12 

31 

32 

34 

33 

11 

37 

18 

9 

17 

28 

15 

13 

27 

20 

1 

2 

18 

13 

'20.3 

Fort  Kent 

\  Maximum.  •• 

48 

22 

33 

37 

36 

35 

12 

24 

43 

39 

11 

31 

31 

46 

41 

29 

10 

36 

40 

15 

21 

37 

14 

12 

32 

30 

24 

13 

24 

23 

14 

27.9 

(  Minimum  — 

21 

-  1 

6 

24 

15 

-  2 

-  8 

12 

18 

—  2 

-14 

2 

-10 

28 

0 

-!S 

10 

15 

4 

8 

—  7 

-20 

-17 

-'26 

-11 

1 

-17 

0.5 

Greei.ville    

j  Maximum  .  ■■ 

37 

20 

33 

34 

34 

12 

25 

48 

48 

24 

30 

83 

39 

41 

40 

41 

15 

42 

41 

27 

23 

40 

32 

22 

21 

31 

24 

24 

31.2 

(Minimum.... 

18 

15 

20 

12 

1 

0 

12 

27 

10 

3 

3 

22 

18 

20 

5 

-  6 

8 

10 

—  1 

2 

18 

9 

2 

10 

20 

-10 

3 

—  2 

8.4 

Hoiilton    

j  Maximum  . . . 

47 

30 

37 

36 

38 

32 

23 

25 

44 

32 

22 

35 

30 

40 

40 

34 

22 

3S 

37 

17 

30 

29 

14 

23 

39 

33 

26 

7 

31 

22 

20 

30.  r 

(  Minimum.... 

30 

8 

15 

20 

)5 

-  2 

—  3 

22 

20 

12 

—  7 

12 

3 

33 

5 

-  3 

22 

18 

-  2 

5 

14 

6 

-10 

19 

24 

-13 

-13 

-11 

0 

-11 

7.5 

Leuistoii 

j  Maximum... 

46 

2S 

34 

34 

40 

26 

32 

37 

4S 

30 

46 

47 

46 

35 

26 

37 

38 

21 

35 

38 

32 

25 

44 

38 

22 

28 

39 

38 

33 

3.5.4 

)  Minimum-.-. 

27 

20 

20 

21 

22 

13 

10 

32 

33 

18 

14 

20 

23 

30 

31 

12 

8 

26 

■'1 

14 

15 

31 

S 

4 

25 

22 

2 

3 

20 

15 

14 

18.6 

MiUinocla-t 

)  Maximum... 

40 

33 

33 

35 

34 

27 

21 

35 

47 

44 

24 

34 

34 

40 

41 

37 

19 

37 

42 

23 

28 

26 

22 

40 

36 

26 

23 

32 

29 

23 

32.4 

i  Minimum--.. 

30 

13 

17 

25 

7 

4 

2 

22 

22 

1 

16 

22 

13 

34 

13 

0 

19 

23 

2 

7 

26 

15 

-  2 

18 

26 

-  5 

—  5 

-  3 

0 

-  7 

11.9 

Oldtowii    

\  Maximuu).  .. 

51 

40 

46 

44 

42 

39 

30 

34 

43 

43 

25 

35 

41 

46 

40 

40 

26 

42 

42 

32 

27 

38 

35 

26 

41 

40 

34 

21 

35 

34 

30 

37.1 

'  Minimum--.. 

n 

19 

23 

27 

21 

10 

3 

28 

32 

25 

9 

21 

26 

27 

40 

20 

6 

26 

31 

10 

14 

27 

21 

5 

25 

31 

2 

1 

13 

13 

19,5  ' 

I'ortlaml   

\  Ma.ximnm.-. 

50 

31 

37 

37 

43 

31 

35 

41 

55 

42 

29 

40 

4o 

50 

49 

38 

40 

47 

46 

25 

43 

44 

35 

28 

48 

43 

25 

30 

38 

33 

37 

(  Minimum---. 

31 

24 

24 

27 

26 

IS 

15 

34 

36 

22 

IS 

26 

32 

39 

38 

17 

13 

25 

17 

17 

34 

20 

16 

28 

'■'', 

10 

10 

24 

'24 

21 

210 

Kiiniford  

)  Maximum  . .  • 
/Mininnnn.- 

43 
24 

30 

ir, 

35 

37 
13 

35 
12 

22 
6 

5 

38 

53 
32 

41 
14 

27 
9 

3C 
9 

38 
22 

40 
25 

f. 

36 

7 

19 
3 

46 

45 
16 

22 

7 

44 
10 

45 
29 

3.-> 
6 

24 

0 

48 
19 

15 

20 

24 

35 
14 

36 
12 

30 
10 

35.2 
14.0 

Winslow   

)  Maximum.. - 

46 

39 

34 

35 

37 

35 

28 

37 

42 

51 

43 

36 

43 

43 

44 

40 

32 

37 

40 

3(1 

30 

44 

36 

31 

44 

4(1 

33 

~26 

38 

36 

37,3 

)  Minimum  — 

27 

17 

19 

21 

15 

8 

' 

5 

30 

2i 

5 

17 

21 

22 

37 

22 

3 

12 

2-< 

22 

16 

30 

0 

13 

13 

9 

15.9 

Sew  Hamj^ohUe. 

Berlin  II 

Maximum... 

45 

33 

41 

31 

43 

34 

40 

42 

63 

27 

31 

34 

42 

53 

40 

31 

40 

51 

45 

34 

44 

34 

24 

50 

45 

30 

17 

28 

33 

38 

33 

37.9 

iMiuimuiii.... 

35 

17 

2B 

15 

4 

17 

34 

4 

6 

9 

23 

14 

2 

2 

31 

8 

10 

31 

19 

0 

27 

-  4 

—  2 

0 

7 

12 

13.9 

,    .  1 

\  Maximum... 

46 

31 

38 

35 

43 

211 

30 

40 

57 

44 

31 

40 

45 

51 

62 

36 

27 

48 

47 

22 

45 

41 

34 

29 

49 

39 

23 

2S 

38 

40 

36 

38.8 

Loncoru 

(  .Minimum... - 

31 

24 

23 

■'1 

17 

15 

14 

30 

30 

18 

10 

17 

26 

32 

36 

13 

10 

27 

22 

17 

17 

34 

19 

29 

23 

10 

6 

17 

If. 

18 

20.5 

Umliiun 

)  Maxinuim... 

49 

43 

34 

37 

44 

33 

41 

57 

55 

34 

50 

5J 

61 

42 

36 

49 

4« 

33 

41 

38 

32 

52 

44 

35 

29 

41 

40 

38 

42.2 

/  Minimum. .-- 

25 

23 

26 

22 

10 

14 

13 

30 

32 

31 

11 

14 

20 

33 

42 

24 

9 

32 

29 

18 

32 

28 

9 

28 

30 

11 

3 

14 

13 

16 

21.2 

First  Conn.  Lake 

\  \la\iiiiiiui  .  -- 

48 

22 

39 

38 

35 

28 

35 

38 

5i 

32 

25 

26 

32 

45 

45 

34 

25 

41 

39 

18 

37 

24 

23 

39 

30 

15 

26 

29 

33 

2S 

32.8 

'  j  1  i !  1  i ;  1 !  1 1 ; '  1 

22 

9 

14 

15 

11 

-  4 

0 

31 

31 

5 

-  2 

22 

15 

34 

0 

...  5 

24 

18 

-  2 

22 

2 

-10 

18 

15 

-15 

—15 

10 

3 

15 

9.6 

lC«eiit:(near) 

50 

3S 

35 

43 

41 

30 

36 

52 

48 

31 

39 

45 

48 

59 

42 

25 

43 

43 

32 

40 

35 

25 

45 

40 

29 

'29 

40 

41 

33 

39.0 

/  >!iiiiiiiiim    ... 

21 

22 

27 

17 

8 

12 

12 

29 

33 

29 

3 

^ 

12 

22 

40 

22 

7 

30 

16 

IS 

32 

25 

4 

24 

29 

10 

0 

15 

13 

13 

PlyinoiiUi 

)  .Maxinunn  .-- 

41 

37 

3f; 

35 

32 

35 

25 

S8 

51 

4,5 

2S 

35 

40 

35 

41 

41 

21 

35 

39 

30 

3C 

44 

35 

24 

46 

38 

28 

25 

36 

34 

30 

35!  1 

/  Miiiinunn.... 

20 

2U 

2C 

6 

* 

22 

20 

5 

4 

20 

21 

3C 

15 

3 

IS 

9 

26 

IS 

27 

2 

~  '^ 

lu 

6 

10 

14.2 

Biirlii.gtou 

\  :ila.\iiiui;ii  ... 

41 

32 

41 

33 

41 

18 

38 

50 

57 

31 

29 

37 

39 

48 

45 

27 

35 

45 

40 

23 

45 

39 

30 

35 

41 

33 

13 

29 

34 

28 

33 

35.8' 

(  .Miiiiiii;a.i..-- 

23 

19 

31 

28 

18 

6 

13 

32 

31 

16 

14 

23 

26 

35 

27 

8 

8 

35 

16 

11 

23 

28 

11 

8 

33 

13 

0 

4 

24 

15 

24 

19.5 

Newport  

\  .MaMiiiuui  .  -  • 

46 

33 

39 

38 

41 

32 

33 

37 

37 

28 

32 

35 

47 

47 

42 

43 

43 

44 

47 

40 

44 

46 

38 

29 

25 

31 

32 

34 

'■35.5 

(  .Minimum.... 

26 

14 

23 

25 

31 

2 

23 

31 

31 

9 

8 

IS 

25 

24 

1 

30 

20 

5 

30 

25 

12 

-  3 

20 

20 

—  7 

-10 

25 

4 

'25 

■'15.7 

Nortl.lield 

\  .U;i.\lmuia  .  -- 

42 

28 

43 

30 

41 

18 

36 

43 

62 

33 

29 

36 

40 

53 

4i 

29 

30 

48 

38 

21 

46 

41 

30 

32 

51 

33 

14 

33 

34 

30 

3.5.8 

(  Minimum  .   -  - 

25 

16 

2.; 

26 

18 

13 

32 

33 

14 

9 

20 

19 

33 

29 

6 

30 

15 

11 

17 

29 

5 

1 

32 

14 

0 

-  1 

16 

8 

14 

16.8 

Kiithu.,1     

St.  Alban.^ 

St- Joluislinry   

)  Maxinuim.-- 

50 

34 

45 

43 

44 

35 

43 

66 

49 

35 

34 

43 

51 

50 

38 

29 

46 

47 

2rt 

42 

44 

35 

31 

47 

3. 

29 

34 

40 

33 

33 

40.5 

/  .Muiimmn--. 

)  Mnxinuim.  -- 

33 

22 

29 

27 

26 

10 

11 

31 

40 

22 

12 

!! 

21 

29 

38 

15 

!° 

28 

25 

15 

20 

33 

22 

3 

31 

28 

7 

6 

25 

16 

19 

21.6 

(  .Minimum. ..- 
\  Ma.xinum;  .  -- 

46 

34 

38 

38 

42 

•39 

31 

35 

47 

46 

30 

34 

40 

45 

46 

37 

24 

42 

42 

26 

38 

44 

31 

21 

42 

37 

28 

25 

3i 

33 

se-'i 

(  .Minimum..,. 

22 

15 

25 

27 

25 

6 

9 

30 

34 

23 

7 

13 

15 

25 

36 

13 

3 

23 

26 

10 

18 

30 

19 

-  3 

20 

2^ 

—  3 

-  9 

17 

4 

9 

16.7 

Wooil.stoclt  

1  .Maximum.  -. 

50 

37 

34 

43 

37 

33 

39 

60 

44 

31 

35 

40 

48 

4' 

40 

2-3 

46 

45 

28 

46 

45 

35 

23 

47 

39 

30 

26 

40 

38 

30 

38.6 

1  Minimu].!.-.. 

22 

18 

2,5 

23 

16 

9 

30 

34 

27 

9 

13 

16 

23 

37 

17 

22 

27 

14 

17 

32 

17 

2 

21 

■29 

4 

2 

15 

13 

15 

18.2 

il/((s.s<»://i... 

V, 

Anihfr.sl 

)  .Maxinunn... 

48 

34 

36 

36 

42 

29 

32 

38 

5' 

39 

32 

40 

46 

52 

58 

3h 

,S2 

43 

41 

28 

41 

41 

35 

32 

46 

38 

28 

30 

39 

41 

35 

38.9..' 

(  Mminnuii.... 

30 

27 

33 

26 

27 

18 

18 

32 

37 

21 

13 

24 

26 

36 

3b 

21 

15 

32 

28 

21 

23 

35 

20 

14 

32 

26 

13 

9 

22 

23 

20 

24.  &, 

Boston 

\  .Miixinunn  .  -- 

53 

41 

56 

41 

46 

44 

53 

64 

48 

34 

42 

46 

59 

63 

41 

46 

59 

52 

32 

50 

48 

38 

37 

53 

41 

29 

32 

37 

37 

43 

45.8, 
29.  SL 

/  .Mimmum---- 

36 

32 

39 

32 

30 

2C 

24 

42 

43 

27 

23 

30 

34 

36 

41 

21 

18 

40 

30 

23 

32 

38 

26 

22 

37 

15 

27 

25 

26 

Broclilon 

\  ilaximnm  --- 

48 

48 

56 

49 

44 

40 

44 

50 

rr. 

64 

35 

42 

50 

55 

59 

50 

3« 

55 

55 

41 

43 

44 

44 

33 

53 

50 

37 

32 

35 

35 

38 

46.  £ 

)  .Miiiimum     . 

38 

32 

32 

29 

24 

22 

23 

42 

39 

33 

22 

28 

80 

30 

47 

3C 

16 

30 

23 

25 

42 

32 

20 

31 

34 

18 

la 

25 

25 

23 

29.  P 

Soncora 

\  Maximum  .  .  - 

50 

36 

41 

37 

45 

33 

35 

53 

6_; 

43 

32 

42 

48 

56 

6:j 

40 

43 

56 

45 

28 

47 

45 

35 

50 

41 

27 

34 

38 

41 

37 

42.31 

\  Mininnnn-. 

30 

27 

33 

24 

23 

18 

17 

35 

28 

17 

26 

29 

30 

40 

18 

13 

34 

28 

20 

28 

35 

22 

IS 

32 

27 

13 

10 

.2 

19 

16 

24.  f 

l-;a.->t  Waroliamr 

\  .Miiximinn     .- 

52 

49 

52 

47 

45 

35 

49 

47 

56 

41 

38 

43 

50 

54 

57 

41 

52 

54 

43 

40 

46 

47 

35 

50 

57 

41 

35 

35 

39 

38 

45 

45.  i 

/  .^ii^.inu.Mn 

3t 

30 

37 

31 

21 

24 

21 

34 

41 

36 

27 

28 

25 

25 

44 

30 

15 

20 

40 

27 

29 

35 

32 

19 

25 

35 

22 

12 

16 

32 

18 

27. 1' 

ball  Uiver 

5J 

41 

.55 

45 

43 

36 

49 

53 

61 

50 

36 

43 

48 

52 

57 

40 

45 

55 

50 

35 

4f 

40 

40 

41 

55 

42 

30 

35 

39 

39 

44 

45* 

1  .Mihinnim    .  -  - 

36 
59 

31 

3b 

31 

30 

23 

20 

43 

41 

32 

23 

31 

31 

34 

40 

IS 

45 

35 

25 

40 

28 

22 

41 

30 

20 

15 

27 

25 

21 

80.  if 

45.1! 

fitclibnrg  

\  Maximum 

44 

46 

48 

31 

53 

65 

36 

44 

58 

59 

6b 

50 

59 

55 

4t 

48 

43 

30 

54 

40 

30 

33 

41 

42 

36 

JMiuinunn.'--. 

33 

26 

31 

23 

17 

17 

15 

30 

35 

29 

9 

19 

28 

26 

42 

23 

It 

26 

32 

V. 

18 

37 

24 

12 

28 

■29 

13 

7 

18 

16 

15 

22.8'. 

)  Maxinuim... 

50 

38 

41 

36 

44 

37 

33 

47 

59 

49 

30 

37 

43 

57 

65 

40 

37 

51 

62 

32 

42 

42 

39 

33 

48 

40 

28 

27 

33 

36 

37 

41.8: 

LauTLMico 

1  Minimum. --- 

35 

25 

3( 

24 

24 

17 

17 

31 

26 

16 

22 

28 

32 

40 

21 

33 

31 

IS 

23 

36 

23 

15 

30 

26 

12 

U 

19 

18 

17 

24.  a, 

Naiitu<-l;.'t 

j  Maxinuuii-  -. 

50 

45 

56 

43 

45 

39 

51 

47 

51 

47 

40 

42 

44 

51 

53 

42 

50 

.52 

46 

37 

48 

47 

43 

51 

50 

43 

.32 

35 

40 

40 

44 

45., 

I  Minimum---- 

40 

40 

43 

30 

30 

30 

30 

43 

44 

34 

31 

35 

34 

40 

42 

29 

26 

46 

37 

31 

35 

42 

33 

32 

43 

32 

25 

25 

34 

33 

30 

34. 

StocUbridKO    

S  Maximum... 

45 

34 

43 

35 

43 

33 

35 

49 

58 

39 

32 

37 

4« 

52 

64 

32 

40 

47 

41 

27 

41 

41 

33 

33 

43 

34 

24 

33 

42 

44 

33 

89, 

I  Minimum---. 

27 

24 

34 

22 

28 

15 

18 

35 

32 

28 

9 

17 

19 

36 

32 

17 

11 

36 

27 

19 

21 

33 

11 

4 

32 

23 

12 

6 

23 

14 

24 

22' 

Willianistown 

5  Maxinuun..- 

46 

34 

42 

37 

41 

31 

37 

45 

57 

41 

27 

34 

38 

50 

62 

38 

41 

4S 

43 

28 

46 

46 

33 

34 

46 

34 

27 

31 

38 

39 

34 

39.; 

i  Minimum.--. 

31 

24 

31 

23 

21 

15 

19 

34 

41 

25 

7 

21 

20 

35 

37 

21 

15 

2S 

19 

20 

33 

19 

4 

34 

26 

12 

9 

24 

16 

24 

23. 

W    ••  stfr 

j  JIaximuni.  •. 

54 
33 

34 
26 

4^ 
32 

4! 
23 

43 

f 

54 
38 

47 

34 

46 

54 

42 

30 

52 

50 
32 

32 

42 

44 

25 

U 

48 
30 

38 

29 
14 

32 

8 

37 
19 

40 
20 

34 
15 

42.' 

)  Minimum.... 

19 

17 

\i 

41 

30 

11 

18 

27 

27 

42 

22 

11 

30 

19 

21 

38 

24 

Rhode  hh 

,(,/ 

J  Maximum.. - 

49 

43 

54 

42 

43 

37 

49 

43 

52 

48 

38 

41 

44 

51 

53 

40 

52 

52 

46 

37 

47 

46 

41 

51 

48 

41 

31 

36 

39 

40 

48 

B  ook  Ishiml 

(Minimum.... 

37 

42 

33 

33 

28 

32 

41 

41 

33 

27 

35 

35 

43 

40 

28 

46 

35 

28 

41 

33 

32 

41 

31 

24 

24 

33 

32 

33 

Kingston  

\  Maximum  .  . . 

bi 

51 

54 

48 

43 

46 

50 

62 

56 

36 

41 

51 

50 

5fi 

55 

42 

53 

52 

40 

40 

47 

44 

37 

55 

49 

38 

82 

39 

89 

(Minimum.... 

32 

30 

35 

29 

20 

24 

23 

40 

41 

33 

22 

26 

27 

■29 

47 

29 

17 

42 

38 

23 

25 

38 

30 

22 

35 

33 

20 

14 

28 

25 

20 

Providence 

\  Maximum.  .- 

54 

40 

57 

41 

45 

■db 

50 

51 

65 

47 

37 

41 

48 

57 

36 

48 

.58 

53 

32 

47 

47 

39 

36 

55 

4'2 

'29 

34 

37 

37 

45 

(  Minimum-.-. 

35 

31 

40 

32 

30 

24 

24 

43 

45 

28 

22 

32 

34 

37 

3C 

22 

19 

48 

32 

23 

30 

39 

27 

22 

36 

29 

20 

14 

28 

26 

22 

Connedic 

'( 

Cream  Mill 

\  Maxinnun-.- 

50 

32 

43 

38 

42 

30 

37 

58 

57 

47 

2K 

37 

39 

46 

60 

35 

31 

46 

44 

26 

42 

42 

33 

32 

46 

87 

28 

34 

43 

46 

34 

(  Minimum--.. 

28 

24 

29 

19 

22 

13 

16 

32 

4: 

23 

9 

17 

22 

32 

35 

21 

10 

27 

26 

16 

16 

33 

22 

11 

30 

26 

15 

11 

22 

19 

26 

Hartford 

i  Maximum... 

49 

38 

46 

38 

44 

33 

36 

51 

64 

46 

32 

43 

47 

57 

59 

38 

54 

50 

33 

49 

47 

37 

32 

51 

39 

29 

34 

40 

43 

39 

(  Minimum... - 

33 

31 

35 

30 

30 

24 

24 

36 

46 

31 

20 

28 

32 

38 

38 

22 

20 

33 

24 

37 

24 

22 

32 

28 

20 

13 

27 

26 

25 

28.1 

New  Haven .. 

j  Maximum .  -• 

49 

39 

50 

37 

43 

35 

42 

50 

64 

5' 

34 

44 

46 

54 

5b 

4i 

51 

55 

52 

32 

4S 

4S 

38 

36 

52 

42 

30 

33 

4- 

42 

47 

44.|l 

(  Miuimum.--- 

34 

32 

36 

30 

31 

25 

27 

40 

45 

32 

25 

32 

32 

41 

40 

24 

22 

48 

32 

26 

26 

38 

24 

23 

36 

30 

21 

17 

30 

27 

29 

30.  ri 

N'eu-  London 

\  Maximum  -  . . 

51 

41 

50 

37 

43 

44 

49 

61 

52 

45 

52 

49 

55 

48 

52 

52 

32 

50 

46 

37 

36 

56 

42 

35 

33 

39 

42 

46 

45. 4  r 

(Minimum---. 

34 

32 

35 

29 

31 

2e 

25 

41 

42 

34 

23 

30 

30 

34 

45 

31 

24 

40 

32 

25 

26 

37 

24 

33 

26 

30 

21 

17 

29 

27 

27 

30.3' 

Norwalk 

j  Maximum  ... 

49 

37 

49 

43 

43 

35 

38 

52 

62 

51 

34 

45 

43 

52 

57 

45 

38 

53 

48 

38 

42 

37 

3S 

33 

53 

47 

34 

35 

44 

41 

45 

43.8 

(  Minimum  — 

35 

31 

36 

26 

18 

23 

25 

33 

38 

34 

20 

23 

23 

33 

45 

31 

17 

37 

38 

25 

25 

31 

20 

32 

30 

22 

15 

31 

23 

21 

28.0. 

Putnam 

)  Maximum.  .. 

56 

36 

52 

35 

42 

38 

32 

52 

64 

56 

34 

39 

47 

53 

60 

48 

35 

55 

53 

36 

39 

44 

41 

31 

48 

45 

25 

32 

37 

38 

36 

43.2; 

(  .Minimum- --- 

37 

28 

36 

23 

20 

21 

18 

32 

39 

32 

18 

28 

27 

31 

48 

29 

13 

35 

36 

22 

22 

39 

31 

18 

30 

29 

17 

10 

22 

20 

16 

26.71 

See  page  4   for  explanation  of  refe 

renc 

e  m 

jrks 

V 

i^.B 

"b^ 

ton- 

3-22 

37-1 

225.      i 

( 
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NEW     ENGLAND     SECTION 


Q.  H.  NOYES 


ha$ed'mYl2o'^etQrds,  was  11  cl 
cloudy  days  ■^  ^ 


Vol.  XLIX. 


Boston,  Mass.,   FEBRUARY.    1937.       No.  2. 


GENERAL  SUMMARY 

The  weather  during  Feliruary  was  most  reniarkal)le  for  its 
moderately  high  temperatures  which  persisted  throughout  the 
month,  and  the  unusual  deticiency  of  snow.  There  were  only 
about  seven  days  scattered  throughout  the  month  with  tempera- 
tures near  or  slightly  below  normal;  otherwise  temperatures 
ranged  on  some  days  as  much  as  twenty  degrees  warmer  than 
normal.  There  were  no  days  when  extremely  high  tempera- 
tures prevailed.  There  were  many  stations  in  the  three  south- 
ern States  with  no  more  tlian  a  trace  of  snow,  and  for  the  whole 
Section  the  snowfall  was  almost  ten  inches  Uss  than  normal. 
Other  features  of  the  weather  were  not  notable. 

The  accumulated  temperature  of  the  three  winter  months 
gives  an  average  of  29.6°,  which  equals  the  winter  of  1932-33, 
but  still  falls  short  of  the  warmest  winter  ever  recorded,  that  of 
1889-90,  which  was  30  9°.  However,  there  has  never  been  a 
winter  since  the  tal)ulations  of  these  records  with  the  combina- 
tion of  such  high  temperatures  and  so  little  snow. 


TEMPEBATTJKE 

The  average  monthly  temperature  for  the  Section,  based  on 
102  records,  was  28.6°,  \\\\\ch  is  6.1°  above  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  24.9°;  for  the  southern  division,  32.0°.  The  highest  month- 
ly mean  was  36.3°  at  Plymouth,  Mass.;  the  lowest  was  17.8° 
at  Fort  Kent,  Me.  The  highest  recorded  was  64°  at  Plymouth, 
Mass.,  on  the  9th;  the  lowest  was  -19°  at  Ft.  Kent,  Me.,  on 
the  5th.  The  greatest  monthly  range  was  69°  at  First  Connect- 
icut Lake,  X.  H.,  and  Knosburg  Falls,  Vt. ;  the  least  was  36° 
at  Nantucket,  Mass.  The  greatest  daily  range  was  57°  at  First 
Connecticut  Lake,  N.  H.,  on  the  18th. 


ear,  7  partly  cloudy,   and   10 


PKECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
183  records,  was  2.57  inches,  which  is  0.56  inch  below  the 
mean  for  the  past  50  years.  The  average  precipitation  for  the 
northern  division  was  2.85  inches;  for  the  southern  division, 
2.31  inches.  The  greatest  monthly  amount  reported  was  5.58 
inches  at  Hiram,  Me.;  the  least  was  0.64  inch  at  Eastport,  Me. 
The  greatest  amount  in  24  hours  was  2.70  inches  at  Wolfboro 
Falls,  X.  H.,  on  the  22d.  The  average  number  of  days  with 
.01  inch  or  more  of  precipitation  was  8,  which  is  1  below  the 
mean  for  the  past  50  years.  The  average  snowfall  for  the  north- 
lern  di^^.sion,  based  on  77  records,  was  11.5  inches;  for  the  south- 
ern division,  based  on  69  records,  2.0  inches;  for  the  Section, 
based  on  146  records,  7.0  inches,  which  is  9.8  inches  below  the 
mean  for  the  past  50  j^ears. 


WIND,  SUNSHINE,  CLOUDINESS,  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  115  records, 
was  northwest.  Tlie  average  velocity,  based  on  tlie  records  at 
14  stations  was  ll.l  miles  per  liour,  which  is  2.3  miles  per  hour 
;below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
51  percent  of  the  possible  amount,  which  is  the  mean 

The  cloudiness  was  at  the  mean.     The  average  for  the  Section, 


Tft^'ttioiHli^rf'jlqtive  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observatiftw'ikt'/S^  stations,  was  74  percent,  which  is 
1  percent  below  the  mean.  ' 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 2d,  18th. 

H<ilosJanar.  —  ]st,  16-l8th,  20-21st,  24th. 

Halos,  solar.— 4th,  7th,  8th,  13th,  16-18th,  20th,  25-26th, 
28th. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms.— 22d,  Cornwall,  Vt. 

Fog,  dense. —4th,  8-lOth,  13-I5th,  20-22d,  24-26th. 

Sleet.  —  (dates  and  general  location) —  1st,  scattered  over 
northwestern  Conn.,  and  southeastern  N.  H.;  8th,  general  over 
Section  excepting  Conn.,  and  Mass.,  coast;  9th,  scattered  over 
many  portions  of  N.  H.,  eastern  Vt.,  and  central  Mass.;  10th, 
widely  scattered  over  southern  N.  H.,  east  central  Mass.,  and 
northeastern  Conn.;  14th,  scattered  over  northern  N.  H.,  cen- 
tral Mass.,  and  northern  Conn.;  15tli,  scattered  over  eastern 
Me.;  22d  general  over  northern  portions  of  the  Section. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
■Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


3.13 
2.81 
2.16 
2.58 
1.55 


-24  1.74 

-  1  1.91 

-12  2.80 

-27  2.:^4 

-23  2.  -26 

-25  2. 38 


No.  of  days  (all 
South        New  England) 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,   193'i 


Climatolog'ical   Data  for  February,   1937 


degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangoi§  

Bar  Harbor  (near) 
Brassna  Daiiitt  — 

Eastport  

East  Winthrop.  •• 

Ellsworth  

Eiistis  

Fariniiigtou 

Ft.  Kairtielrt  (near) 

Fort  Kent 

Gardiner 

Greenville 

Hiranitt 

Houlton 

JacUnmn 

Lewiston 

Lincoln 

Machias 

MadisonS 

MiiUlledam.... 
MillinocketS  ■• 


Penobscot  •• 
Hancock  .... 
Somerset  — 
Wa^liiMgton 
Kennebec  ■  ■ 
IhincocI;.... 


Mooseliead 

North  Bridgton.... 

Oldtown 

Oroiio 

Portland 

Presque  Isle 

Ripogeniis  UamtlS 

Rnml'ord 

The  Forks 

Upper  Dam 

Winslow«§ 

Woodlands 

For  State     — 
JN'eii;   lianiv'liire 


Berlin    

Bethlehem  ........ 

Concord   

Dixville  Notch  .... 

Durham    

ErrolS    

First  Conn.  LakeJ} 

Fitzwilliam* 

Franklin 

GlenclilT   

Hampton 

Hanover  S    

Keeneinear)  §  — 

Lakeport 

Lincoln-..   — 


Mail 


star. 


Milan 

Nashua  §  ......... 

New  Dnriiamlt... 

Newport  

Noith  Stratford.. 
PiiikluuiiNotclitt- 

Plymouth 

West  SU.MViirtstoH 
Wollboro  Falls... 
York  Pon.l    


.Mt.  Washington 


Cavendish 

Clielsea 

Con.uallU 

Craftshury  Com. 

EaslHaniet 

East  Kye^'ate... 
Enosburg  Falls.. 

Gilnian    

Mays.Milltt 

Newfane 

Newport  

North  tield 

Readsboro 

Rochester 

Rntland 

St.  Alt)ans 

St.  Jolmshnry.--. 

Searsbnrg  Mt 

Searsbnrg  Sta.tt 

SomersettJ 

South  Newbury. 

VernontJg 

West  Burke 


Oxiord 

I'enobspot .  •  • 
Piscataquis... 
Somerset  •  ■  ■  ■ 

I'enob'icot  ••• 
l'enol>scot  ■■  • 
CUnnberland. 
.\roo.stook  .. . 
I'i.scataquis-.. 

Oxford 

Somerset 

Oxford 

Kennebec... 
Washington  ■ 


(;oos 

Grafton  ... 
Merrimack. 

Coos 

Strallord  ... 

Coos 

do... 


Belknap  . . 
Grafton  .. 
Hillsboro- 


Sullivan... 

Coos 

do.. 

(irafton.... 


Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  ... 
Hutland 


f:iil..doiiia... 
Bennington 
K-  nnington 
Windliain .. . 

Orange 

Windliam. .. 
Caledonia. .. 


965 
605 
670 


1,110 

1.440 

277 


2, 360 
1,660 
2.080 


+  4.7 
+  '6.'l 


+ 12.  0 
+  '8.'i 


t-  7.1 
+  7.2 
+  6.1 


+  6.8 
+  '6.'0 


+  7.2 
+  '6.'6 


18  I  2.14 
10  2.56 
101      3.55 


-0.56 
+0.16 
+0.77 
+  0.22 


+0.76 
-0.87 
—0.22 


-0.20 

+  0.  (12 
+  0.91 


Bangor  Hydro  Electric  Co 

B.  L.  Hadley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weatlier  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  IClectric  Cc 
Bangor  Hydro  lilectric  Co 
Great  Nortliern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  I'aper  Co. 
Winlield  Heath 
N.  W.  Roberts 
C.  L. Chadbourne 
Thonuis  W.  Clark 
Prof.  A.  L.  Fitch 
U.S.  Weatlier  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  I'ower  Co. 
Hollhigsworth  &  Whitnej 
St-  Croix  Paper  Co. 


Edward  Fenn 
George  E.Tucker 
U-S.  Weatlier  Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 
Union  Water  I'ower  Co- 
Conn    Valley  Lumber  Co. 
Waller  E.  Bolles 
F.J.  Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
Robert  P.  Hay  ward 
Fred  VViggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Kes-  Co. 
Pennicliuck  Water  Works 

E.  E.  Tobey 
H.P.Sheiiaid 

F.  A.  Smith 
J.  B.  Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co. 
Everett  Orchards 
GeorjieL.  Cooi.er 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
CharlesR.  Durkee  tit 
Sarah  E.  Lane 

Mi-.=  E.  M.  Dustin 
N.  E.  Power  Vo 
J.  F.  Devins  t1t 
L.  11.  Potneroy 
Gilman  Paper'Co. 
Fred  May  1 11 
F.  J.  Ackerman  ttt 

C.  Vf.  Richmond 

U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R   C.  McWilliams 
Fairbanks  Museum 
George  Briggs  fit 
N.  E.  Power  Co. 
L.  L  LecnMrd 
M.  W    Dicky 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttl 


See  page  10  for  explanation  of  reference  marks 


February,  1937 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatological  Data  for  February,    1937 


Temporature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Vermont  Cont'd 
West  Hartford...  • 
White  River  Jc-.- 

Whitiuglmm 

WiUlor. 

WihuiiiKloii 

Woodstock 

Kor  Slivte     . .  • 

Slamichtiietts 


Adams 

AnilierstS 

Ashlaudj:    

Beechwood  *  — 

BlueHill«§ 

Boston 

Boylstini 

Brockton S   

Chester* 

CliesttrHeld* 

Chestnut  llill§..- 

Clliilon§ 

Concord § 

East  Warehain  .  • 
Kgreiiiontll*-  ..•• 

Fall  lliver 

FahiiontliU* 

Fitclilnirg5 

Franiiiighani  §  -. 

Franklin* 

Gardner* 

Gloucester?     

Green  Held 

Grotou*...   

Hardwick* 

HaveriiillS 

Heath* 

Holyoke 

Hoosnc  Tunnel .. 
Ilubbnrdston*.  •■ 
Uyannis 


Windsor.. 
Windsor . . 
Windham 
Windsor . . 
Windham 
Windsor  ■  ■ 


Jeirerson 

l,akH  (•ocliitnaleJlS 

l,aHrence§ 

Lo»ell§ 

Manslitfld* 

Middlcboro*... 

Middleton  

Milford* 

Millbnry 

Montapue  City 

Nantucket  

New  Bedford  •• 
Nortlil)ridge*.. 

Otis* 

Pembroke*  — 

Peru* 

Petersham 

Pittslield, 

Plainlield* 

Plymouth 

Princeton 

Provincetown  . 

Rockport 

Shelhurne  Falls 
SonthbridKe*  •  ■ 
Spot  Pond  .... 
Spriiigtield  ... 

Sterli.iff 

Stockb!  idpre  .  ■ 
Swarapscott — 

TauiitoMS 

Turners  Falls- • 

Ware* 

Webstpr* 

Westficld§  

Westong 

West  Rutland. 
rtiUiiunstowni 
\vi:iclifndon*  . 
\Vorr,.,ter(a)§.. 
For  .State  • 


Berkshire  . . 
Hampshire  • 
Mi<idlesex  . . 
Norfolk  — 
do  .... 

Suffolk 

Worcester  ■ . 
Plymouth  .. 
Hampden  .. 
Hampshire . 

Suffolk 

Worcester  •  • 
Middlesex  . . 
Plymouth  .. 
Berkshire... 

Bristol 

Barnstable-. 
Worcester  . . 
Middlesex  •• 
Norfolk  .... 
Worcester  . . 

ISssex 

Franklin  .... 
Middlesex  .  - 
Worcester  -- 

Kssex 

Franklin--- - 
Hampden  -- 
Berkshire  -- 
Worcester  •  - 
Barnstable-- 

Kssex 

Worcester  -• 
Middlesex  -. 

Ussex  

Middlesex  .. 

Bristol 

Plymouth  ■■ 

ICssex 

Worcester  • 
Worcester  . . 
Franklin  ... 
Nantucket.. 

Bristol 

Worcester  .  - 
Berkshire  -  - 
Plymouth  -  • 
Berkshire  • 
Worcester  -- 
Berkshire  -■ 
Hampshire. 
Plymouth  . . 
Worcester  . . 
Barnstable  .- 

Essex    

Franklin  -.- 
Worcester  -• 
Middlesex  -- 
Hampden  -• 
Worcester  -- 
Berkshire- -- 

Essex   

Bristol 

Franklin  .. 
Hampshire . 
Worcester . . 
Hampden  . . 
Middlesex  .. 
Worcester  •  • 
Berkshire  ■  • 
Worcester  -- 
Worcester  -  - 


Wwile  Iflarul 


Block  Island •• 

Kingston  

Pa\vtnrket§--. 

Hrovidence  •-- 

T'or  State- 


Newport  — 
Washington 
Providence 
Providence 


Baltic 

Barkhains'-ad 
8rid)report§-..  . 
BiirliRKlon  


New  London 
Litchfielil  ... 

Fairfield 

Hertford... 


•190 
1.450 

370 
1.640 


110 

600 

1.860 


15 
165 
3-25 
950 
50 
1,650 
90 
800 
l.OSn 


30 


1,037 

1,650 

50 

1,050 


+  8.3 

+  7.0 
+  7.8 


+  6.8 
+  6.2 
+  6.6 


+  8.9 
+  '6.3 


+  7.4 
+  6.4 
+  5.2 
+  6.0 


fO.23 
+  0..'i2 
+  0.39 
+0.30 


-2.16 
+  0  17 
+  1.39 
-2.  59 


-2.07 
-2.  86 
-1.16 
-0.01 
-1.95 
+0.41 
-1.16 


■1.77 


+  1.71 
-0.90 
-2.28 
-1.59 
- 1.  34 
-0.84 

-2.69 


-1.76 
-0.96 
-1.37 


Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  1 1  r 
Olcott  Falls  Co. 
Walter  Aduin.s  III 
William  S.  Eaton 


N.  E.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

.^tate  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loring  II.  Heed 

City  Engineer 

State  Dept.  Public  Health 

.^tate  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  (,.  Kelley 

.state  Dept.  Public  Health 

Kichard  (;.  Brighani 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept    Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.  J.ad<l 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Work.s 

Essex  Company 

Props.  Locks  it  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  It.  Iloelzel 

State  Dept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A    Braun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

L.  B.  Cummings 

State  Dept.  Public  Health 

Miss  L.  B.  Knapp 

Met.  Water  Works 

Irvinic  II.  McNMyr 

U.  S.  C.  G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Ni'Sliit  II.  Bangs 

Weston  K.  Lewis 

Water  Works 

Turners  Palls  V.Si  K.  Co. 

State  Dept.  Public  Health 

State  Dept,  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  College 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  10  for  explanation  of  refereoce  marks. 
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February,  1987 


latologrical   Data   for  February,  1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester 

CoUinsvillo 

Cream  Hilltt 

East  Hnrtlaiid  .... 

Falls  Vina{je§ 

Hartford 

Lake  KonoraocU-- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Old  Greenwich  — 

Putnam  

Salisbury 

StorrsS 

Waterbnry  

West  Hartland 

For  State 


New  London . 
Hartford  .  •  • 
Litchfield  ... 

Hartford 

Litchfield  ... 

Hartford 

New  London. 
New  Haven  . 


do 


New  London. 

Fairtield 

Fairfield 

Windham 

Litchfield  ... 

Tolland  

New  Haven  . 
Hartford  .... 


4-  56 


-0.  54 

-oIto 


S .  P.  WiUard 

Edwin  R.  Wilder 

C.L.Gold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  IJiirean 

New  London  Waterworks 

B.  W.  McParland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  n.  MacDonald 

IT  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr   Exp.  Station 

William  J,  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pag-es  8,  9,  and  10. 

The  departure.?  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  ad,1usted  to  a  uniform  35-year  period;  for  stations  of  lo  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a,b,c,  appearing  m  the  table  indicate  number  of  days  missing;  for  example,  h  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    tit  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  raiu  or  melted  snow. 

Jt  Post-office  addresses  of  these  stations  are  as  follows:  Maine-Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Milliuocket;  Winslow,  Waterville;-New  llampsliire-First  Conn.  Lake,  Pittsburg ;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury ;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelhurne  Falls,  Mass.: 
—Massachusetts—  Ashland,  Framinghaiu;  Blue  Hill,  Milton;  Egremont,  South  Egreinont;  Fairaouth,  Ilatchville;  Lake  Cocliituate,  Franiinghain;  —Connecticut-Cream 
Hill,   West  Cornwall ;  Lalie  Konomoc,  New  Lon(l<m. 


Record  furnished  by  Massachusetts  Department  of  I'uhlic  He 


Ith. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Pagre  H. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sun.set,  and  precipitation  recorded  is  for  the  21  hours  ending  at  the  time  of 
observations.  *•*  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning ;  amount 
recorded  is  for  the  preceding  2i  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations 


Explanation  of  Reference  Marks  Used  on  Page  12. 
tlie  morning;  llie  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PKKSSURE,  WIND,  HUMIDITY.  AND  SUNSHINE 


Atmospheric  Pressure 
'reduced  to  sea  level ) 


Relative 
Humidity 


SiJ 


a -5 


Amherst 

Block  Island  — 

Blue  Hill 

Boston  

Burlington 

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

Northtield 

Portland 

Providence 


29.93 

29.95 

29.93 

29.  96 

29.  90 

29.93 

29.96 

29. 

29.91 

29.97 

29.97 

29. 9J 

29.94 


30.38 
30.38 
30.51 


30  45 
30.39 
30.38 


29. 25 
29.19 
29.19 
29.11 


29. 24 
29.05 
29.01 
29.17 
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Daily   Precipitatio 

n  for    February. 

1937 

Drainage  basin 

Day  of  month 

" 

'1    H    ■' 

4  1     5  1     6  1    7  1    8  1     9  j  10 

11 

12  1  13 

14 

15 

16 

17 

18 

19  1  20  1  21 

22  1  23     24 

25  1  26 

27 

28 

29 

30     3 

.        g 

Maine 

Eastport"*  

Jllsworth 

5usti^ 

roruiiiigtou 

fori  Kent 

SardnuT 

Sreeiiville 

Coast 

....do 

23-     11    '1'- 

T. 

1      '      i 

01      02     02' 

1 

'."oi 

1 
T. 

05 
.63 
.10 

T^^ 
.67 
.fi6 
.12 
.05 
2.11 

1.18 
.45 
.90 
.12 

1.32 

.04 
.02 
.57 
.93 

1.15 
.66 
.78 
.16 
.43 
.03 

1.62 

1         1 

08    .01 

.37    .471... 
.201.15;  .01 
.69  1.231... 

....!  .421  .22 
.281.05    .05 

.■.'  :S.'!;, 

.07  1.38.... 
1.33    .60' 

.05 
.05 

•r 

.02 

0  64 

.52 
19 

.04 

■.08   -Ml"' 

.'62 

.26 
.06 
.08 

:::: 

T.' 

. .      2.  36 
2  40 

...do 

.48 

'^' 
.44 
.18 
.20 

■.io 

f." 
.11 

.01 

•01 
".<f2 
.10 

".02 

TV 

tv 

'.'64 
.07 

1 

T. 

3  69 

Kennebec 

....do 

.15 

'.'os 

.16 
.09 
.02 
.09 
.21 
.15 
.08 
.13 
.05 
.22 
.12 

".17 
.09 

.08 

.02 
.04 
.38 

.01 
.02 
.11 
.14 

.03 

T. 

.... 

T. 

2  68 

Jacknian 

Lewi.-toii 

Uaai:^.'!! 

Milliuocket 

Milo  

Sonli  Hiidgton... 

.02 

2.25 

Androscoggin   ... 

4  54 

1.481  •'■^6 

.08 
.07 

t'enobscot   

do 

.01 
.28 
.48 
.35 
.08 

.oi 

V.:: 

■.'62 

.07 
.01 
.03 

'T.' 
■■63 

.73 

.02 

=iS 

.53 
1.06 
.65 
.13 
.22 
.76 
.34 
1.27 
1.10 
.08 

1.83 

'.'22 
.11 
.09 
.02 
T. 
1  68 

2  27 

Presnmpscot 

Penobscot   

Coast 

Si  John 

T.' 
T. 

.22 

.... 

■."oi 
'.'26 

T. 
T.' 

•tV 

1.12 

4  10 

.01 

T. 

.16 
'i\ 
.39 

.11 

'ios 

.03 
'01 

.06 

T. 

.vv 

T. 

1.48 

3  17 

.:::i^::. 

r 

■.'61 

'.'62 
.11 

.02 
T. 

1  81 

Penobscot   

Androscoggin   ... 

Kennebec 

....do 

St  Croix 

r 

.04 

.... 

•,•,.■■ 
T. 

i  67 

,80 
T 

.17 

t. 

■f.' 

'.'63 

i.'32 

.'04 

•io'i 

1.85 
l.lfi 
1.45 

78 

.10 
T. 
.02 

'."'.  '.'. 

.        2.45 
3  47 

Woodland"  

Xtw  lUimpshire 

tV 

T.    1.24 
.2711.15 
38!  T. 

T. 

.35 

.28 

.19 
1. 
35 

.08 

.03 

.04 

■r 

't'.' 
.01 

T^ 

.02 
T. 

10 

T. 

.02 

1  53 

Androscoggin 

.05 

f. 

T. 
f.- 

T. 

'.'64 
.IP 
.04 
.14 
.22 
.20 

"A3 

".18 
.02 

'.'ie 
.20 
.11 

.17 
.01 
.10 
.11 
.22 
.07 
.11 
.25 
.03 
.27 

120 

.12 
.29 
.01 
.05 
.08 
.01 

.07 

115 

T. 
03 

.06 

■.'61 

T. 
T 

.05 

T. 

3  28 

);iri,,uii           

Coast 

Connecticut 

Merrimac 

Connecticut 

...do 

...do 

"."63 

'.'oe 

.01 
.04 

f.' 
.03 

'.'oe 

.02 

.91 
.77 

1.35 
.92 

1.08 

'.'69 
'.2S 

.46 
.83 
.90 
.83 
.72 

.68 

3  58 

■            na.  Lake.. 

.nsi'.'os 

.28.. 
.031  .02 

231     (Y> 

.44 
.04 
.03 
.02 
1.27 

■f. 
T. 

.01 

.13 

.05 

3  19 

3  57 

.... 

.01 

T. 

T. 

2.13 

,..ar) 

.02'  .66 

2  34 

.48 

.01 

.01 

.'27 

'.■57 

T.' 
'.'62 

.19 
.30 
3.20 

.84 
1.47 

lor, 

.43 
1.92 
.78 
.42 
.59 

.01 

<e\v  Durham".... 

.08 

't' 

'f.' 
T. 

T. 

.66 
.06 
.04 
.05 
.25 
.75 
1.00 

■.'34 
.26 

1.45 
.07 

■•iP' 
.07 

t'.' 

.... 

Connecticut 

.30 
.40 

.14 

T 

Vermont 
Jlooiiifield 

Connecticut 

...do 

Champlain 

Connecticut 

.   ..do 

Champlain 

m 

.01 
.01 

't'  ■ 

.02 
.02 

'.'62 
'f.' 

.06 

2  99 

Irattleboro  ** 

:52.-:: 

.oil  T. 

.30l   .01 
.091  .0-2 
.03!... 
.02    .03 

T.' 
T. 

'.02 

.02 
.02 
.07 
.01 

.07 

.02 
T. 

■f 
'.'oi 

2  81 

tarlingtoii"* 

T. 

.01 

T.' 

T. 
T. 
.05 

.        1.59 

Ihe'.sea 

2  19 

■orhuall 

:-•  Falls.... 

.03 

.03 

.07 

.30 

.09 

.!•" 

Champlain 

.031   .03 

.05... 

T. 

■02 

T. 

.18 
.23 

.04 
.09 

.01 

T. 

T. 

!65 

.12 

.10 

.7-; 

1.03 
.06 

T. 
T 
.65 

T. 

.97 
.87 

T 

.04 

.01 

.10 
T. 

.06 
.01 

r. 

2  46 

...  do 

Connecticut 

....do 

...  do 

.221  .04 
.38    .02 

T. 

.04 
.04 

'.'65 

T 

T^ 
.15 

.'61 

.05 

40 
.22 
.15 

.19 

.13 
.04 
.09 
.22 

.07 
.79 
.10 
.06 

.15 
.12 
.11 
.60 
.46 
.07 
.21 
.14 
.05 
.03 
.14 
1.30 
.05 

;i4 

.08 
.14 
.09 
.19 
.05 

'.is 

.16 
.23 

T. 

T. 

.65 
.13 

T. 

.10 
.10 

.04 
.67 

i.'se 
.55 

.62 
.40 
.87 
.64 
.93 
.23 

■■49 
■1'. 

.80 
.2f 
1.22 

f. 
T. 

'f.' 
T. 

.04 

V62 

T. 

.01 

T. 
.04 

T. 

.04 

.06 

.03 
't. 

^' 
T. 

l.PO 
01 

-j.»» 

1.03 
.63 
.63 
.50 

1.00 

'.07 

.18 
.7£ 

■.78 

.75 
.23 
.70 
.69 
.55 
.51 
1.00 
.50 
.58 
.72 
.15 
.73 
.62 

97 

Mti^ixicliusseUg 

.mher.-t  

;lue  Hill 

Connecticut 

Coast        

.11 
.01 
.44 

r. 

T. 

■'i'.' 

T. 

.05 

'.'62 
.01 

T. 
T. 

'.'14 

t'. 

.02 
T. 
T. 
.11 

'.'oi 

T. 

'.'64 

T 
T. 
T. 
T. 

■.■65 

■f.^ 

..      2.22 
1  74 

«ston*** 

hestertield" 

Union** 

...do 

Conne(-ticut 

Merrimac  . 

T. 

't.' 

T. 

.11 
.28 

2  11 

do 

.15 
.81 

.... 

'.'ie 

r 

'.'65 

T. 

't.' 

'.'63 

■f' 

.'22 

T. 

ast  Wareliam**  . . 

gremont" 

all  River  

almouth" 

itchljurg 

Coast 

.01 

1  GO 

.40 

','67 
.24 

.'i3 

'.'is 
.'ig 

.61 
.01 
.19 
4)^ 

1  72 

Coast 

...do 

.02 

tV 

tv 

't'.' 

t.' 

.04 
T. 

..       1.42 
. .      1.  51 

ramingimni 

ranklin" 

ardwick" 

averhiU 

obbardston".... 
yainiis 

...do 

T. 

T. 

.07 

T.  ll.Ol 

f. 

.02 
.03 

■tv 

.01 
T. 
.01 
T. 
.02 

■f.' 
T. 

'.'oi 

2  35 

Charles             .     . 

'.V 
.03 

.05 
.15 

".'30 
.61 

'.'69 
.10 
.21 
.2! 
.20 
.49 
.10 
.26 
.26 

T. 

1.17 
.79 

'.'32 

.05 
.10 

:o7 

20 
.19 
1.01 
.31 

.18 

2  43 

Connecticut 

Merrimac 

'.'26 

'.'65 

'tV 

■:6, 

.67 
.02 

'.'06 

T 

'.'10 

'.'63 

f. 

■f.^ 

2.26 
..      2.17 

Coast 

.33 

T. 
T. 

T. 

T. 

'I'. 
T. 

't.' 

.14 

T. 

T. 

.10 

.32 

..      1.80 
1  37 

»swioh" 

owell  ...       

antucket"* 

ew  Bedford  .... 

...do 

2  35 

Coast 

...do 

Connecticut 

Housatonic 

.01 

■.'62 

.02 

'.'63 

T. 

T. 

T. 

.04 
T. 

.'12 
.50 

.30 
T. 

T. 
T. 

T. 

.02 
.10 
.01 

■.■62 

.05 
.20 

;o2 

i.'so 

2  89 

ittsfield** 

lymouih" 

tovincetown 

ockpopt 

.03 

T. 

.46 

'.'20 
.24 

.06 
.47 
.02 
.17 
.42 

'.e,» 

.61 

T. 
'.'35 

'.'02 

\^' 

2  07 

Coast   

...do 

....do 

"23 

T. 

'T.- 

.05 
.04 

■f.' 

.24 
.01 
.10 
.04 

'.'61 

T. 

.10 
.30 

1  37 

T. 

juthbridge*" 

Jringfield 

mnton" 

T 

.02 

.25 

.01 

.90 
.10 
.35 
.47 
.35 
.43 
T. 

.02 

T. 
.02 
.02 
.01 
.23 

T. 
T. 
T. 
T. 
.03 

2  44 

Coast     . 

.03 
.04 
.03 

.10 

.42 
.93 

.78 
.70 
1.05 

.8! 
1.10 
.97 

.90 
1.27 
.61 
.16 
.92 
.97 
1.25 
.86 
1.07 
1.08 
.93 

T. 

1  14 

inieri  Falls 

ilUatnitown   .... 
inchendon".... 

OTcester 

Siwle  Ttland 
lock  Island'" .  . . 

Connecticut 

Hudson 

Connecticut 

Blackstone 

'.02 
.14 

.03 

TV 

.03 
.03 

2  17 

■r 

.'12 

■.'62 

.07 

2  16 

.051:::: 
.09   T. 

1.75 

T. 

T. 

T. 

.08 
.02 
.05 

T 
.05 

.02 

T. 

T. 

.10 

r 

.51 

•OTldence*** 

Comiediciil 

ilchester  ..'..'.'.'.. 

•mm  Hill 

.-niartland"... 
irlford"* 

!W  London 

jrwalk 

....do 

Coast 

T. 

.... 

T. 

.15 
.11 
.08 
.14 

'.'25 

T. 
.03 
.12 
.16 
.01 

.02 

.04 
.04 
.10 

.01 
T. 

T. 

.03 
.12 

.59 

.84 
1.24 
1.43 
2.24 
.78 
.80 
.64 
.96 
.52 
1.12 
1.23 

T. 

.08 
T. 
05 

f.^ 
.13 

■.'06 

T. 

.02 

T. 

1  75 

T. 

2  20 

....do 

.33 
.27 
.56 

'."98 

Housatonic 

Connecticut 

....do 

Coast 

....do 

...do 

T. 

T. 
T. 

.... 
.... 

'.'ie 

.02 
.06 
.05 
.13 

.le 

.01 
.07 
.02 

.10 
.02 

.01 

.03 
t.' 

OS 

T. 

'f.' 

.06 
T. 
T 
.02 

t. 
T 

3  58 

T 

:04    T. 
.10..., 
.07    .02 
.04    .03 
08'  T. 

r"-.:::::::::- 

Quinebaug 

Willimantic 

.42 

.... 

.06 
.02 

.01 
.02 

T. 
T. 

.02 

T. 

2  16 

.37.... 
.  12  . . . . 

.n-i.... 

.21.... 

1 

2  78 

.03 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February. 


Daily  Temperatures 

for  February. 

1937 

Day 

of  Month 

1 

2 

5 

" 

' 

^ 

10 

12 

13 

14 

lo 

16 

IV 

18 

19 

20 

21 

22 

23 

■'• 

2b 

26 

2; 

28 

29 

30 

31 

Maine 
Bar  Harbor  (near).  ... 

,  Maxiunim. 

.SI 

27 

25 

25 

22 

25 

28 

24 

40 

40 

32 

34 

4S 

44 

34 

24 

„ 

43 

46 

48 

41 

37 

,, 

31 

31 

,30 

25 

34.0 

•27 

15 

la 

16 

21 

9 

•22 

3(: 

lb 

16 

29 

37 

■29 

15 

12 

11 

■22 

31 

39 

31 

31 

22 

27 

If 

'X 

1( 

20.9 

Eastport  

)  Maxinnim .  ■• 

HI 

29 

29 

2- 

25 

27 

31 

28 

39 

36 

2;J 

3/ 

Af 

42 

4'' 

2C 

29 

42 

49 

41 

35 

37 

4(. 

34 

39 

28 

28 

33.7 

I'.i 

17 

24 

U 

15 

15 

H 

IC 

2i' 

22 

11 

11 

34 

36 

28 

16 

19 

14 

■25 

3(1 

m 

32 

32 

39 

•26 

'22 

19 

11 

21.4 

Fort  Kent 

•M 

2H 

21 

■22 

2(, 

2;^ 

24 

36 

26 

21 

4(1 

41 

38 

24 

14 

25 

4(1 

49 

41 

43 

35 

35 

31 

31 

31 

18 

'29.6 

-IH 

12 

16 

2 

—19 

11 

16 

-  6 

14 

'i' 

-11 

-17 

17 

24 

2/ 

-15 

6 

16 

18 

27 

21 

-  1 

8 

15 

7 

6.0 

Greenvillo   

■M 

M 

IH 

2( 

25 

2S 

•2? 

25 

36 

■M 

19 

3t 

45 

42 

24 

21 

36 

42 

4.1 

46 

3^ 

3(1 

31 

28 

■29 

26 

29 

30.4 

12 

5 

2 

2 

-  4 

K 

1(, 

-  2 

1( 

19 

7 

-  4 

22 

29 

1( 

f 

28 

26 

■22 

■24 

14 

13 

6 

Hoiilton    

■;.>' 

2:1 

22 

21 

21 

22 

21 

1t^ 

35 

35 

25 

2« 

46 

37 

25 

2i 

4( 

4C 

44 

35 

35 

40 

28 

36 

28 

28 

30.2 

IK 

in 

1** 

-16 

6 

( 

15 

•25 

—  9 

W 

25 

f 

9 

12 

19 

■29 

■?^ 

27 

11 

<^ 

19 

7 

10.7 

Leu'isto.i 

j  Maximum  ... 

8.i 

21 

•29 

S'l 

31 

31 

'29 

27 

36 

39 

26 

3f 

46 

35 

39 

41 

49 

,54 

47 

35 

3'; 

39 

■28 

31 

36.1 

•^1 

ic 

13 

;■ 

» 

16 

15 

16 

■2H 

2' 

14 

9 

27 

2*- 

29 

•2( 

19 

14 

18 

24 

26 

,32 

23 

15 

■25 

■22 

14 

19 

18.3 

2(> 

26 

2il 

2^ 

27 

2f 

24 

26 

35 

38 

26 

47 

40 

4! 

26 

25 

45 

42 

42 

3:- 

33 

32 

:« 

29 

28 

21 

31.8 

19 

14 

14 

A 

-11 

f 

i;- 

6 

22 

26 

-  4 

-5 

15 

26 

26 

14 

5 

19 

IC 

■29 

21 

25 

28 

2,-) 

20 

1( 

11 

7 

13.7 

)  Minimum.'... 

8-2 

31 
19 

30 
16 

28 

30 
0 

29 
15 

30 
22 

■26 

41 
26 

40 
31 

36 
11 

34 

8 

49 
27 

47 
34 

45 
31 

^ 

27 

8 

37 
10 

47 
17 

tl 

52 
27 

50 

37 
32 

38 
25 

37 
26 

34 

10 

33 
20 

■29 
10 

36.7 

18.5 

Portland  

S  Maximum  .  •  • 

■An 

25 

32 

3( 

2;: 

31 

34 

31 

41 

41 

•x\ 

41 

5ft 

44 

43 

32 

34 

36 

46 

46 

41 

4( 

38 

36 

41 

36 

39 

39 

36.9' 

2.i 

12 

14 

1^ 

■2(1 

in 

■22 

2r 

26 

•29 

19 

17 

35 

38 

32 

29 

16 

21 

24 

31 

35 

35 

29 

25 

•28 

28 

17 

15 

23.9 

Uuniford  

j  Maximum  .  •  ■ 

M 

25 

21 

•it 

■27 

3( 

2^ 

25 

37 

39 

■24 

37 

53 

4(1 

37 

32 

41 

45 

47 

45 

4( 

34 

39 

35 

32 

39 

27 

34.4 

■» 

5 

>> 

5 

5 

8 

i;- 

1( 

•22 

14 

7 

2 

2(i 

2i 

15 

f 

1( 

15 

■22 

•^4 

31 

17 

6 

18 

<: 

11 

5 

13.5 

i  Minimum.... 

37 
25 

33 
15 

32 

10 

30 

30 
-  2 

32 
13 

31 
21 

28 
10 

35 
20 

41 
29 

35 

8 

36 

5 

51 

48 
27 

45 
28 

35 

17 

34 
9 

39 
10 

50 
14 

50 
20 

51 
25 

50 
31 

35 

29 

38 

8 

39 

24 

36 
7 

20 

35 
9 

38.2 
16.5 

Neiii  Hampshire 

Berlin  II 

j  Maximum .  .. 

30 

25 

•2.0 

31 

27 

32 

22 

30 

39 

32 

20 

45 

51 

41 

30 

,32 

31 

44 

44 

,53 

,52 

40 

32 

36 

37 

29 

•27 

27 

34.2-. 

2.i 

6 

n 

-  1 

6 

12 

6 

11 

21 

15 

11 

27 

25 

1 

() 

17 

25 

28 

23 

9 

6 

6 

15 

7 

1L2 

Concord 

j  Maximum  ••  • 

H.S 

■>'> 

27 

2H 

31 

34 

3:- 

31 

42 

3"^ 

26 

44 

,57 

49 

38 

39 

36 

42 

,52 

54 

45 

49 

37 

39 

41: 

,32 

31 

33 

37.8 

I  Minimum 

22 

H 

7 

? 

M 

15 

21 

18 

28 

2(i 

12 

1( 

32 

32 

3(1 

2fi 

16 

1.1 

17 

■24 

32 

29 

25 

2:- 

16 

25 

17 

12 

•20.0 

(Mininmm.... 

37 

2fi 

31 
12 

35 

S 

30 
13 

31 
21 

■20 

38 
27 

43 
32 

34 
19 

46 

58 
29 

46 
27 

45 
30 

39 
21 

40 
15 

41 
9 

52 

14 

53 
19 

4(i 
31 

3-; 

28 

40 
34 

44 
21 

38 
26 

36 
23 

41 
12 

40.6 
•20.6 

First  Conn.  Lake 

27 

}>■ 

6 

■2.5 

■23 

2t' 

■25 

24 

4( 

34 

16 

32 

49 

38 

4(: 

32 

24 

46 

36 

f>:-i 

45 

41 

32 

34 

35 

25 

32 

■29 

31.2 

'  Minimum.... 

^^ 

—  2 

-   5 

-   r 

—  ■^ 

K 

5 

—  4 

N 

16 

5 

■21- 

19 

4 

-16 

4 

15 

■2(1 

29 

19 

-16 

-  6 

9 

6.5 

Keene(near) 

S  Maximum  .  ■  • 

8,i 

2S 

25 

31 

29 

3^ 

35 

■2t 

38 

37 

31 

44 

55 

43 

39 

38 

49 

51 

,52 

41 

45 

37 

35 

39 

39 

34 

■M 

37.6 

2fi 

5 

8 

9 

u 

22 

18 

28 

3(, 

11 

6 

■24 

2.'^ 

28 

29 

15 

9 

14 

18 

■27 

26 

■2(1 

16 

24 

27 

7 

18.6 

i  Minimum.:;' 

30 
24 

26 
4 

18 
2 

25 
4 

30 
4 

3( 
0 

2t) 
15 

2o 
10 

25 
22 

39 
23 

30 
15 

34 
0 

51 
10 

37 
20 

37 
25 

32 
18 

1 

37 
5 

45 
10 

47 
16 

41 
20 

30 

35 

23 

B 

3b 
20 

32 
20 

■29 
16 

26 

b 

.33.0 
13.8 

Burlington 

33 

21 

12 

20 

29 

32 

32 

35 

42 

31 

21 

40 

53 

43 

,32 

2fi 

19 

.38 

45 

45 

48 

46 

34 

35 

34 

33 

28 

27 

.33.4 

/  .Minimum.... 

21 

2 

7 

1(1 

It 

1] 

li 

31 

21 

14 

19 

28 

26 

7 

2 

4 

•28 

22 

35 

27 

■24 

19 

29 

29 

14 

11 

17.9 

Newport  

)  Jlaxiiiuuu.  .. 
(  Mininuim--.. 

• 

" 

North  Held 

)  Maxinuan  . .. 

^f, 

21 

15 

23 

28 

.33 

33 

28 

39 

30 

20 

45 

51 

36 

.32 

26 

•25 

36 

45 

46 

41 

40 

33 

32 

32 

,32 

26 

24 

32.4 

21 

3 

6 

5 

11 

! 

2f 

18 

1 

27 

25 

6 

—  2 

1 

19 

17 

28 

25 

14 

12 

IC 

S 

12 

2 

12.3 

Rutland    

36 

2S 

15 

2;- 

34 

37 

35 

3(, 

4:j 

39 

3(: 

iV. 

54 

46 

36 

3( 

■22 

44 

51 

54 

44 

47 

35 

34 

31 

* 

39 

28 

36.1 

(  Mininunn.... 

2S 

6 

5 

A 

12 

1ft 

2( 

14 

■M 

•25 

15 

19 

37 

32 

27 

15 

5 

8 

19 

24 

31 

39 

23 

20 

18 

18 

21 

8 

19.0 

8t  Allians         

(Maximum... 
(Minimum.... 

" 

St- Jolmsbiiry   

j  Maximum  .  •  • 

sn 

27 

16 

25 

29 

,3f 

3f 

25 

38 

37 

27 

.37 

52 

47 

38 

30 

26 

49 

39 

44 

49 

45 

36 

33 

3b 

3? 

29 

25 

34.2   ,, 

(Minimum.... 

2.'> 

2 

f 

2 

If 

17 

4 

2-2 

21 

14 

'27 

27 

26 

9 

I 

1> 

19 

21 

36 

29 

2 

19 

5 

13.9   t 

Woodstock  

V  Maxinnnn.  .. 

27 

22 

29 

32 

3;- 

41 

3f 

4(: 

59 

,39 

39 

32 

39 

4f 

48 

47 

40 

35 

35 

34 

32 

34 

35.5 

22 

■^ 

-  2 

-  2 

4 

■20 

8 

25 

26 

6 

9 

24 

25 

28 

19 

10 

b 

13 

18 

26 

33 

22 

16 

lb 

17 

21 

'' 

15.3 

Massnchii^ 

(■Il!> 

Amherst 

j  Maximum,.. 

35 

23 

28 

30 

.32 

36 

35 

31 

36 

36 

2ft 

45 

5ft 

39 

35 

37 

36 

40 

51 

46 

44 

50 

42 

40 

40 

35 

34 

36 

37.6 

1  Miuinunii.... 

■23 

7 

7 

6 

18 

9f 

25 

24 

31 

2;J 

17 

16 

34 

35 

29 

24 

19 

IC 

■22 

25 

34 

2H 

28 

29 

25 

29 

14 

•2'2.4 

Boston 

\  Maxinnnn  ... 

2c 

34 

31 

33 

3f 

35 

51 

'29 

56 

50 

35 

39 

45 

45 

45 

47 

42 

37 

42 

38 

36 

39.9 

i  Minimum.... 

29 

11 

11 

^A 

27 

2S 

■29 

2(i 

35 

■K 

24 

22 

42 

34 

32 

19 

2:- 

31 

31 

37 

34 

31 

31 

■26 

3( 

•2C 

16 

■26.6 

Brockton 

|Ma.xinuan... 

40 

37 

•6b 

35 

33 

32 

37 

37 

59 

56 

42 

46 

58 

52 

50 

3b 

35 

35 

49 

48 

51 

52 

51 

44 

37 

37 

35 

81 

42.6 

Concord 

j  Maxinnnn... 

36 

26 

34 

36 

32 

3f. 

37 

31 

4:^ 

44 

2H 

47 

57 

,52 

3C 

42 

5:- 

56 

48 

48 

4i 

37 

42 

38 

37 

38 

40.6 

(  Minimum... 

21i 

V 

11 

ir 

■2(1 

•2( 

25 

24 

31 

26 

18 

16 

37 

32 

31 

25 

18 

1ft 

19 

21 

31 

32 

■25 

29 

2.1 

27 

•2( 

14 

2-2.5 

East  Warehanili 

(Maximum... 

42 

2t 

36 

32 

35 

31 

4C 

46 

57 

45 

4ft 

,52 

37 

36 

■M 

28 

44 

.55 

47 

,59 

45 

38 

4H 

37 

4(1 

34 

4L0 

(Minimum.... 

2H 

22 

11 

15 

18 

31 

■29 

27 

3(: 

3a 

■25 

in 

3C 

37 

3( 

•22 

25 

19 

17 

21 

24 

49 

3(1 

2> 

26 

27 

25 

14 

■24.9 

Fall  River 

j  Maximum  ... 

46 

27 

38 

35 

33 

36 

36 

57 

45 

44 

55 

52 

38 

36 

43 

48 

55 

4i 

54 

4o 

38 

43 

39 

3b 

H7 

41.8 
25.7 

Fitchlmrg         

i  Maximum  .  •  • 
(  Minimum.... 

34 

35 

37 

43 

35 

40 

37 

34 

45 

42 

37 

50 

56 

47 

45 

37 

39 

45 

54 

58 

46 

48 

43 

3b 

44 

40 
22 

39 

41 

42.5 
21.8  1 

\  Maximum  . .  • 

38 

27 

25 

28 

34 

35 

35 

36 

42 

42 

30 

40 

51 

49 

41 

35 

34 

39 

42 

54 

44 

46 

40 

38 

38 

37 

3b 
20 

30 

38.2  1 
■22.6 

Nantucket 

45 

3( 

32 

3'^ 

36 

38 

4f 

41 

52 

49 

34 

4> 

,5(1 

41 

37 

39 

44 

,59 

49 

,5(1 

43 

4< 

43 

36 

41 

31 

40.8 

(  Minimum-... 

30 

16 

16 

26 

27 

33 

32 

40 

34 

26 

24 

39 

35 

39 

3r 

27 

31 

32 

34 

36 

37 

34 

35 

31 

31 

27 

21 

30.4 

Stockbridge    

(  Minimum.... 

3o 

23 

■20 

30 

32 

35 

29 

32 

41 

33 

23 

44 

54 

48 

33 

36 

32 

42 

52 

49 

44 

49 

39 

36 
26 

37 
19 

30 

28 
18 

30 
10 

36.3 
18.0 

Williamstown 

26 

25 

32 

34 

31 

44 

35 

24 

41 

.5( 

46 

2r 

4( 

42 

47 

42 

46 

33 

34 

35 

31 

3f 

28 

34.8 

25 

5 

2 

5 

12 

21 

'22 

3.J 

2:J 

fl 

16 

35 

3f 

27 

29 

11 

12 

19 

■29 

36 

32 

25 

28 

19 

19 

19 

11 

20.0 

i  Maximum... 

37 

27 

31 

38 

29 

36 

48 

44 

29 

46 

55 

50 

36 

35 

39 

43 

54 

55 

46 

49 

41 

35 
22 

39 

35 

35 
27 

36 

39.9 
•21.8 

(Minimum.... 

^ 

20 

Wtode  hU 

i„l 

Block  Island 

\  Maximum... 

43 

2.9 

34 

33 

35 

36 

37 

41 

SO 

4? 

31 

43 

46 

,50 

40 

37 

38 

37 

44 

46 

48 

,52 

4? 

39 

42 

37 

32 

40.1 

29 

1' 

14 

?.( 

31 

3f 

31 

40 

31 

23 

29 

3; 

35 

32 

29 

•22 

28 

32 

39 

39 

35 

32 

34 

31 

27 

■25 

29 

29.2 

Kingston 

46 

37 

36 

35 

38 

36 

56 

52 

42 

51 

51 

4; 

39 

41 

nC 

52 

47 

56 

45 

49 

42 

39 

4( 

35 

43.3 
25.  f 

(Minimum.... 

31 

1> 

1(1 

11 

25 

26 

28 

97 

3? 

34 

W 

12 

3H 

9'r 

26 

■,>o 

18 

21 

22 

31 

4r 

28 

3( 

26 

27 

26 

14 

S  Maximum . .. 

45 

27 

35 

3^ 

33 

37 

37 

36 

fir 

4? 

'?'A 

46 

58 

51 

31: 

36 

38 

42 

49 

,53 

51 

5.: 

44 

37 

43 

38 

34 

4L7 

(Minimum.... 

27 

11 

11 

14 

26 

25 

29 

28 

34 

29 

23 

22 

40 

33 

30 

19 

23 

31 

32 

35 

30 

27 

30 

2b 

17 

26.6 

C'oiiiieclU 

„t 

\  Maximum... 
(Minimum.... 

26 

26 

8 

22 
3 

34 
5 

36 
16 

35 

19 

?,n 

30 
22 

46 

30 

37 
22 

25 
1? 

45 

15 

54 
.34 

45 
30 

34 

22 

35 
21 

33 

n 

42 
17 

56 
24 

52 
.33 

44 
35 

46 

27 

21 

37 
24 

86 
23 

34 

15 

23 

34 

37.9 
22.8 

Hartford 

(  Maximum... 

27 

32 

3? 

32 

36 

36 

37 

45 

.39 

2fl 

47 

ftf 

47 

.39 

41 

41 

.53 

49 

,5(1 

,52 

44 

4> 

42 

35 

37 

37 

40« 

(  Minimum.... 

2V 

ii: 

1(1 

12 

27 

29 

33 

24 

2f 

22 

38 

32 
49 

31 

•28 

22 

22 

27 

■29 

35 

3? 

28 

3C 

26 

29 

22 

17 

2S.4 

;  Maximum... 

42 

27 

31 

32 

31 

36 

36 

39 

52 

40 

29 

46 

52 

f 

37 

41 

50 

49 

51 

49 

45 

40 

43 

35 

39 

37 

^ 

New  London  

S  Maximum.  .. 

44 

27 

20 

34 

31 

35 

35 

39 

50 

40 

35 

45 

,50 

49 

4( 

40 

49 

sr 

46 

49 

55 

46 

42 

43 

39 

42 

41.| 

(  Minimum 

26 

2{ 

10 

2( 

■26 

27 

■« 

34 

25 

2f 

22 

36 

31 

31 

31 

29 

■22 

25 

27 

36 

4:- 

28 

,3( 

26 

24 

26 

17 

26.S 

Xorwalk 

(  Maximum  ... 

4(1 

36 

30 

32 

39 

3f 

3K 

49 

4(1 

33 

45 

56 

,50 

41 

35 

38 

4(1 

,5(1 

49 

47 

47 

46 

42 

42 

39 

39 

3V 

4U1 

(  Minimum.... 

30 

It 

11 

11 

23 

■24 

24 

26 

35 

32 

18 

15 

26 

35 

27 

'24 

IS 

16 

18 

21 

36 

34 

■22 

27 

21 

2(. 

'28 

14 

23.4 

Putnam 

)  Jiaximum  . .  • 

41 

35 

31 

37 

31 

3C 

36 

34 

52 

48 

35 

46 

fit 

51 

4> 

36 

36 

44 

,5(1 

.M 

48 

48 

42 

3£ 

40 

35 

35 

34 

4t« 

(  Minimum.... 

2S 

12 

8 

10 

20 

■22 

26 

25 

31 

33 

19 

12 

31 

27 

22 

19 

16 

19 

22 

32 

41 

26 

23 

14 

See  page  lo  for  explanation  of  refe 

renc 

e  m 

irks 

V 

f.B 

Bos 

ton 

4-28 

-37-1 
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NEW    ENGLANIi    SECTION 


Q.  H.  NOYES 


Vol.  XLIX. 


r>osToN.   Mass.,   :MARCH.   1937 


No.  3. 


GENERAL  SUMMASY 

The  weather  during  March  was  generallj'  typical  of  early  spring, 
but  b\'  contrast  with  the  preceding  winter  months  it  was  rela- 
tively outstanding.  January  was  so  high  in  average  tempera- 
ture, and  March  laeing  moderately  cool,  that  for  the  whole  Sec- 
tion it  was  nearly  two  degrees  cooler  in  ^larch  than  in  January, 
which  was  a  reniarkat)le  ioversion  from  normal.  The  first  four 
days,  and  from  the  18th  to  the  21st  were  slightly  warmer  than 
normal,  but  otherwise  the  sulmormal  temperature  persisted. 
Although  precipitation  was  normal,  there  was  an  excess  of  snow- 
fall in  the  northern  portion  of  the  Section  and  a  deficiency  in 
the  southern.  All  in  all,  March  was  a  more  nearly  typical 
winter  month  in  the  three  northern  States  than  the  earlier 
months.  In  the  southern  States  of  the  ^:ection  frost  was  out  of 
the  ground  and  an  early  start  in  agricultural  operations  was 
made. 

Taking  the  winter  season  as  a  whole,  it  was  one  of  the  warm- 
3St  and  least  snowy  on  record,  and  for  the  southern  portion,  the 
most  remarkable  ever  known. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
Yl  records,  wa'^  28.9°.  wiiich  is  3.4°  below  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
aras  25.1° ;  for  the  southern  division,  32.3°.  The  highest  month- 
y  mean  was  37.4°  at  Plymouth,  Mass.;  the  lowest  was  14  4° 
it  First  Connecticut  Lake,  N.  H.  The  iiighest  recorded  was  61° 
it  Westfield,  Mass.,  on  the  1st;  the  lowest  was  -28°  at  First 
!!Jonnecticut  Lake,  N.  H.,  on  the  6th.  The  greatest  monthly 
ange  was  68"  at  Enosburg  Falls,  Vt. ;  the  least  was  30°  at  Nan- 
ucket,  .Mass.  The  greatest  daily  range  was  51°  at  First  Con- 
lecticut  Lake,  X.  H.,  on  the  1st. 


PRECIPITATION 

Tiie  average  monthly  precipitation  for  the  Section,  based  on 
81  records,  was  3.39  inches,  which  is  0.01  inch  above  the 
oean  for  the  past  50  years.  The  average  precipitation  for  the 
lorthern  division  was  3.15  inches;  for  the  southern  division, 
\  inches.  The  greatest  monthly  amount  reported  was  5.68 
nches  at  Portland,  Me.;  the  least  was  0.84  inch  at  Errol,  N.  H. 
The  greatest  amount  in  24  hours  was  3.48  inches  at  Portland, 
>Ie.,  on  the  15th  and  16th.  The  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  11,  which  is  1  above  the 
oean  for  the  past  50  years.  The  average  snowfall  for  the  north- 
m  di\'ision  was  18.8  inches;  for  the  southern  division,  6.8  inch- 
s;  for  the  Section,  based  on  152  records,  12.9  inches,  which  is 
'.0  inches  above  the  mean  for  the  past  50  years. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  EUMXDITY 

The  prevailing  direction  of  the  wind,  based  on  111  records, 
fas  northwest.  The  average  velocity,  based  on  tlie  records  at 
4  stations  was  11.2  miles  per  hour,  which  is  1.2  miles  per  hour 
elow  the  mean 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
6  percent  of  the  possible  amount,  which  is  4  percent  above  the 
lean. 

The  cloudiness  was  slightly  above  at  the  mean.  The  average 
)r  the  Section,  based  on  121  records,  was  12  clear,  7  partly 


clou(| 
Th 


hy  days. 


111  uthly  r.'lativej^j^midity,  based  on  the  8  a.  m.,  and  8 

>'i..<er\:;tiiuiii^i''-'H>  stations,    was  68  percent,  which  is 

lit  lirlnw  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Anroriis.—l-2<l,  5-6th,  13-15th,  30-31st. 

H(i/os, /uuar.  — 18th,  25-28lh,  31st. 

Hdhs.  solar.— 2d,  4-5th,  8th,  14-15th,  18-20th,26-29th,31st. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms. —  6th,  Plymouth,  Mass.;  20t]),  Nantucket, 
Mass. 

Fog,  dense. —Uh,  8-9th,  15-16th,  21st,  25th. 

Sleet.  —  (dates  and  general  location) — 4th,  widely  scattered 
over  Mass.,  Me.,  N.  H.;  8th,  general  over  southern  N.  H., 
southern  Vt.,  Mass  ,  and  Conn.,  excepting  northwestern  district; 
15th,  scattered  along  Maine  coast  and  in  southern  Vt.,  general 
over  Mass.,  and  Conn.;  16th,  widely  scattered  over  north  por- 
tion, Mass.,  and  northwestern  Conn.;  20th,  general  over  south 
portion;  21st,  widely  scattered  in  southern  Vt.,  and  northern 
Mass. ;  24th,  general  over  south  portion  and  southern  Vt. ;  26th, 
widely  scattered  in  eastern  Mass.,  R.  I.,  and  northwestern  Conn. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


1S8S 

26.1 

1889 

33.0 

1890 

28.8 

1S91 

28.6 

1892 

26.7 

1893 

20.2 

1894 

34.7 

1895 

26.2 

1396 

2J.9 

1897  

28.9 

1K!)8 

3.5.7 

1H99 

26.7 

1900 

23.9 

1901 

28.4 

1902 

1903 

38.0 

1904 

27.1 

1905 

27.1 

1906 

23.0 

1907 

28.7 

19C8 

29.4 

1909  

1910 

34.7 

1911 

25.5 

1912 

2.5.9 

1913 

33.0 

1914 

29.6 

1915 

28.0 

1916 

22.4 

1917 

28. 2 

1918 

27.6 

1919 

32.2 

1920 

30.3 

1921 

3r,.4 

1922 

30.8 

1923 

22.1 

1924 

30.2 

1925 

3.8.0 

1926 

22.2 

1927 

32.3 

1928 

27.4 

1929 

31.7 

1930 

29.0 

1931 

32.6 

1932 

26.0 

1933 

27.1 
27.0 

1934 

1935 

29.2 

1936 

36.0 

1937 

25.1 

Period 

29.0 

Precipitation 


No.  of  days  (all 
South        New  England) 


13.77 
I  2.  07 


75 

3 

68 

5 

64 

3 

63 

2 

64 

0 

-10 

76 

-  9 

6! 

0 

14 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March,  1937 


Climatolog-ical   Data  for  March,   1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

Bangor  §  

Bar  Harbor  (near 
Brassua  IJamU-  •■ 

Kastpoi't 

Kasl  VViuthrop.  • 

Ellsworth  

Eustis  

Fanuiiigton 

Ft.  Fairrield  (near) 

Fort  Kent 

Uardiner 

Greenville.. 

Hiranitt 

Houlton 

Jaclinian 

Lewistou 

Lincoln 

Machias 

MadisonS 

Middledani 

Millinockel§  

Milo 

Moosoliead 

North  Jiridgton...- 

Oldtown 

Orono. 

Portland 

PresQue  isle • 

RipogeuusDanilJS 

Rumford 

The  Forks 

Upper  Dam 

Winslo«'tt§ 

Woodlands 

For  State     ■■■■ 


New  Hainpslure 

Berlin    

Bethlehem  ........ 

Concord   

Dixville  Notch  .... 

Durham    

Errolg    

First  Conn.  LakeJJ 

Fitzwilliaiii" 

Fraultlin 

Glenclill   

Hampton 

Hanover  §    

Keeneuie 
Lakoport 

Lincoln-..   .. 

Mancliester 

Milan 

Nashua  §........ 

New  Durham  It-. 

Newport  

North  Stratford . 
Pinkham  Notch  Jt 

Plymouth 

West  Stewartstow 
Wolfboro  Falls.. 

York  Pond    

For  State     .  ■ 


Penobscot ..  • 

Hancock 

Somerset 

Washington  • 
Kennebec  •.  ■ 
Hancock 


I'rahkliu 

Aroostook 

Aroostook 

Kennebec 

Piscataquis  . .  • 
Cumberland- •■ 

.4roostook 

Somerset 

Androscoggin  . 

Penobscot 

Washington  ... 
Somerset . . . — 

Oxford.. 

Penobscot 

Piscataquis 

Somerset 

Cumberland..  • 

Penobscot 

Penobscot 


Aroostook  .. 
I'iscataquis-. 

Oxford 

Somerset 

Oxford 

ICeunebec — 
Washington 


Coos 

Grafton   .... 
Merrimack. 


L-)  § 


Graf  tor 
Coos.. . 
Ciirroll 
Coos    •  • 


Mt.  Washington  J 


Bellows  Falls 

Bennington — .... 

BloomfieldU 

Bratlleboro§ 

Burlington 

Cavendish 

Chelsea 

Cornwalltt 

Craftsbury  Com.. 

East  Barnet 

East  Ilyegate 

Enosburg  Falls- -. 

Gilnian  

MaysMilUt 

Newfane 

Newport 

North  (ield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

Searsburg  Mt 

Searsburg  Sta-tt.- 

Somersettt 

South  Newbury. . 

Vernon  Jt§ 

West  Burke 


Windham  .. 
Bennington 

Esse.x 

Windhani  .. 
Cbiltenden.. 
Windsor.... 
Onnige 


Orleans . . 
Caledonia 
(Uiledonia 
Franklin 

1<>SPX  — 


Wiudham... 
Windham.. . 

Orleans 

Washington. 
Bennington- 
Windsor  .  .. 

Rutland 

Franklin..  •• 
Caledonia--. 
Bennington 
Bi-nnington 
Windham... 

Oranjie 

Windham... 
Caledonia. .. 


500 

1.050 

514 


2,360 
1,660 
2.080 


+0.  »3 
-0.58 
+0.66 


+  1.82 
+  0.32 
+  0.14 
+0  45 
-0  .39 
—0.04 
+  0.25 
—0.  1 3 
-0.38 

+0.15 
+0'.05 


-0.34 
-0.01 
-0.05 


+0.77 
+0.58 
+0.88 


i^'.i 

14.0 
32.5 

21.7 
14.7 

ioie' 

-0.76 
1-1.71 

-6.05 


+0.87 
+6.' 28' 


-0.57 
-0.57 
+0.54 
+0.51 


Bangor  Hydro  Electric  Co- 

B.  L-  Hadley 
Walter  Thurston 

U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-  Soule 

U.  8.  Weather  Bureau 
C.C  P.&L.  Co. 
William  H.  Camming 
P-  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  Cc. 
Bangor  Hydro  Eleetric  Co 
Great  Nortliern  i'aper  Co. 
Union  Water  Power  Co. 
Great  Northern  J'aper  C( 
Win/ield  Heath 
N.  W.Robens 
C.  L-  Chadbourne 
Thomas  W.  (;iark 
Prof.  A.  L.  Fitch 
U.S.  Weatlier  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  I^ower  Co 
Hollingsuorth  .t  Whitney 


Edward  Fenn 
George  E.Tuclcer 
U.S.  Weatlier  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  Power  Co 
Conn   Valley  Lumber  Co, 
Walter  E.  Bolles 
F.J.Southmavd 
State  Siinatorium 
Frank  li .  Leavitt 
Dartmoutli  College 
Robert  P.  Hayward 
Fred  Wiggin 
Edward  A.  (;arr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennicluiek  Water  Worki 

E.  K.  lobey 
H.P.Si.epard 

F.  A.  suutlj 
J.  B.  Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co.j 
Everett  Orchards  • 

George  L.  Cooi'iT 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Ceu.Vt.P.  S.  Corp. 
CharlesR.  Uurkee  tft 
Sarah  E.  Lane 
Mi-^s  E.  M.  Dustin 
N.  E.  Power  Co 
J.  P.Devins  tt1 
L.  H.  Pomeroy  4 

Oilman  Paper  Co.  i] 

Fred  May  t+t  1 

P.  J.  Ackerman  tit       ' 
Rev.  A.  B    Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Brippstif 
N.  E.  Power  Co. 
L.L.  Lponnrd 
M.  W.  Dicky 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  it! 


See  page  16  for  explanation  of  reference  marks 
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Climatological  Data  for  March,    1937 


Temperature,  in  degrees  Fahrenlieit 


Precipitation,  in  inches 


^■£ 


Vermont  Cont  d 

West  Hartford 

White  Kiver  Jc--- 

Whitiiigham 

Wilder. ... 

Wilmington 

Woodstock 

For  State     .  ■  ■ 


Matiachutetts 


Adams 

AinherstS 

Ashlandtt   

Beethwood  * 

BluoHilUt§ 

Boston 

Boylston 

Brockton!   

Chester* 

Chesterfield* 

Chestnut  HiU§....- 

Clinton§ 

Concord§ 

East  Wareham  ■  ■  ■ 

EgreiuontU* 

Fall  Kiver 

FalniouthU* 

FitchlmrgS 

Framingham  §  — 

Franklin* 

Gardner* 

Gloacester§     

Greenlield 

Groton  • 

Hardwick* 

Haverhll!§ 

Heath* 

Holyoke 

Hoosac  Tunnel ..   . 

Hubbardston* 

Hyaiiiiis 

Ipswich* 

Jefferson 

Lake  CochituatettS 

Lawrences 

Lowell§ 

MansHeld*. 

Middleboro*.... 

Middleton  

Milford* 

Millbnry 

Montague  City. 

Nantucket  

New  Bed  ford... 
Northbridge* . . . 

Otis* 

Pembroke* 

Peru* 

Petersham 

Pittstield. 

Plaintield* 

Plymouth 

Princeton 

Provincistown  .. 

Rockport 

Shelburne  Falls 
Southbridge*... 

Spot  Pond  

SDringrield 

Sterling 

Stockhridge  .  .. 

3irampscott 

IkDDtong 

TnrDsrs  Falls-.  ■ 

Ware* 

Webster  * 

Westfield§  

WestonS 

West  Rutland 
wniiamstownS  . 
Wlnchendon*  .  - 
Worcester(a)§... 
For  State  .  ■ 


Windsor.. 
Windsor.. 
Windham 
Windsor . . 
Windham 
Windsor.. 


Berkshire  .. 
Hampshire 
Middlesex  .. 
Norfolk  .... 

do  .... 

.Suffolk 

Worcester  .  ■ 
Plymoutli  .. 
Hamptlen  .- 
Hampshire . 

Suffolk 

Worcester  .. 
Middlesex  .. 
Plymouth  .. 
Berkshire . .  ■ 

Bristol 

Barnstable-. 
Worcester  . . 
Middlese.x  .• 
Norfolk  ---- 
Worcester  -  - 

Kssex 

Franklin  ---. 
Middlesex  -  - 
Worcester  -  - 

Essex 

Franklin- -- 
Hampden  -- 
Berkshire  -- 
Worcester  -- 
Biirnstable-- 


Shodt  Maiul 


Block  Island  - 

Ungston  

»awtucket§... 

■•rovidence .  -  - 

For  State - 


Connectictit 


JalUc 

iarkbamstead 
Jridgeporti--.. 
iurlingioD  .... 


Worcester  • . 
Middlesex  .- 

Kssex  

Middlesex  -  - 

Bristol 

Plymouth  -  - 

Esses 

Worcester  - 
Worcester  -- 
Franklin  -.. 
Nantucket  ■- 

Bristol 

Worcester  -  - 
Berkshire  -- 
Plymoutli  -- 
Berkshire  - 
Worcester  -- 
Berkshire  -■ 
Hampshire - 
Plymouth  -- 
Worcester  -  - 
Barnstable. - 

Essex   

Franklin  --. 
Wort'ester  -  - 
Mid<llesex  -- 
Hampden  -- 
Worcester  -- 
Berkshire-  -  - 

Essex   

Bristol 

Franklin  -- 
liampshire . 
Worci-ster .. 
Hampden  .- 
Middlesex  •  • 
Worcester  ■ . 
Berkshire  • . 
Worcester  •  ■ 
Worcester  . . 


Newport  — 
Washington 
Providence 
Providence 


New  London 
Litchfield  ... 

Fairfield 

H.irtford 


172 
240 
1,110 
15 
165 
325 


-0.7 

-  2.9 

-  2.2 


-0.43 
0.00 
-0.49 
-0.35 


-0.33 
-0.35 
-0.  29 
+0.07 


-0.17 
-0  66 
+0.  (19 
+  0.45 
-0,  42 


-0  97 
+0  03 
+  0.03 
-0.42 
+  0.04 
+  n.20 
-0.53 
-0.54 


-0.  72 
-0.86 
-0  20 
+  0..30 
-0.  4« 
+  1.15 
+0.09 


lay 


Ev:i  K.  Doub 
N.  E.  Power 
E.  T.  Sutton  1 1 1 
Olcott  Falls  Co. 
Walter  Adams  M 
Williams-  JSaton 


N-  E-  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Woiks 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  LoriuK  H.  Heed 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  ttorks 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  ICelley 

State  Dept.  Public  Health 

Richard  C.  Brigham 

State  Dept-  Public  Health 

Herbert  B.  Allen 

Met.  Water  Work.s 

State  Dept.  Public  Health 

state  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  I)er>t    Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

StMte  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Works 

Essex  Company 

State  Dept.  Public  Health 
State  DepI-,.  Public  Health 
William  K.  Hoelz«l 
State  Dent.  Public  Health 
N.  E.  Power  Co. 
Chailotte  A    Braun 
U.S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 


State  Dept.  Public  Health 

Miss  L.  15.  Knapp 

Met.  Water  Works 

Irving  II.  McNmvi- 

II.  S.  C.  (3.  Station 

N.  E.  Power  (^o. 

State  Dept.  Publii!  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Woiks 

Npsbit  H.  BH,iig.s 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.&  K   Co, 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatoviuui 

Weston  Clollege 

Met.  Water  Works 

Williams  College 

State  Dept,  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
.John  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydrauli<: 
Water  Bureau,  Hartford 


>  page  16  for  explanation  of  reference  marks , 
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March,   1937 


Olimatolog-ical  Data   for  March,  1937 


iperature.  in  depr rees  Falireiiheit 


Precipitatiou. 


ConnecliciU  Cont'd 

Colchester 

Collinsville 

Cream  Hiim 

East  llartlaiid  — 

Falls  Villages 

Hartford 

Lake  Koiioraoctt  •  • 
Mt.  Carmel  — 
New  Haven  — 
New  London  ■■ 

Norwalk  

Old  Greenwich 

Putnam 

Salisbury 

StorrsS 

Waterhnry  — 

West  Unrlland 

For  StHte-- 


New  London  ■ 
Hartford  ■  •  ■ 
Litchfield  ... 

Hartford 

Litchfield  ••. 

Hartford 

New  London. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

Fairfield 

Wiiidhum 

Litchfield  . . . 

Tolland  

New  Haven  • 
Haitloni  .... 


-1.3 
-2.6 


+0.15 
+0.48 
-0.35 
-0. 12 


-0.17 
-1.21 
+  0.62 
-0.37 


S.P.Willard 

Edwin  K.  Wilder 

C.L.Gold 

]).  N.  Gaines 

Conn.  Power  Co. 

U.  S .  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

J.  D.  MacDonald 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Apr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pag-es  14,  15,  and.  16. 

The  departures  from  the  normal  temperature  are  computed  from  the  averapes  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation witli  IS  vears  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean",  adjusted  to  a  uniform  3~-year  period;  for  stations  of  lo  to  14  years  the  means 
for  tlie  period  of' record  are  used.  Reference  letters,  a,b,c,  appe:iring-  in  the  table  indicate  number  ot  days  missin}; ;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Tliermomcters  not  supplied  by  Weather  Bureau.    t1 1  Observer  for  New  England  Power  Co.      'f.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Xt  Post-oftice  addresses  of  hlieso  stations  are 
Millinookot;  VVinslow.  Wntervilli;; -Neu'  llanipshi 
fleid,  Nortli  St.nUfoiil.  N.  H,  ;  Ci.rnwall.  .Mi:lillebur 
— Massacliuset.t.s  -  .'islihind,  Knuniiiirliaiii ;  lilue  Hi 
Hill,    West  Cornwall;  Lalce  Konoinoc,  New  I,()n<lon. 

*  Record  funiislieil  by  Massachusetts  Department  of  Public  Ho 


S    f(> 

lows:  y 

Ki 

■St  ''oni 

:via\ 

s  Mills 

.Mil 

ton  ;  K;; 

>o-A7,isnohos  Dam,  Wilson  Mills;  Brasstia  Dam.  Hockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
ike.  Pittsburg;New  Durluim,  Alton;  Pinkliam  Notch,  (iorliam;  York  Pond,  Berlin  ;- Vermont— Bloom- 
Iniin.Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
oMt.  Soiitli  lOgiemont;  Falmouth,  Uatcliville;  Lake  Cocliituate,  Framingbara;  —Connecticut- Cream 

t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Fag-e  17 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  aftei 
-vations.         *"*  Regular  Weather  ""  *    "  '    •'    ■■-     =-'--■      „.,-- 

recorded  is  for  the  preceding  21  hours, 


ear  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *"*  Regular  Weather  Bureau  station ;  preci|)itation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  .... 


Precipitation  nic 


I  that  of  next  i 


ecipitation  is  less  than  0.01  inch  1 


II  Oliservatioiis  are  taken 


Explanation  of  Reference  Marks  Used  on  Page  18. 
riling;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRICSSmtIC,  WINl 


ITV.  AND  StlNSHINU; 


Atmospheric  Pressure 
'  reduced  to  sea  level  I 


KelHlive 
Humidity 


Amherbt 

Block  Island 

Blue  Hill 

Hostoii   

BurliiiBton  . . 

Eaatporl 

Greenville... 

Hanover 

Hartford  . . . . 
Nantucket  ■ 
New  Haven. . 
North  field  .. 

Portland 

Providence .  ■ 


29.  77 
29.  SI 
29.  S7 
29.90 
29.  84 
29.90 
29. 


30.39 
30.42 
30.40 
.30.44 


29. 29 
29.  27 
29.  23 
29. 20 
29.  19 
29.  23 


29.  29 
29.  32 
29.15 
29.15 
29.27 


19.5 

16.8 
12.8 
8.4 
12.1 


10.0 
15.5 
10.0 
7.5 


March,  1937 
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Daily   Precipitation  for   March.    1937 

Drainage  basin 

Day  of  month 

13 

stations 

I 

■2|     3 

.|     5 

6  1     7  j     fi  1     9  !  10  1  11  1  12 

13  1  14  {  IS  I   16  1  17 

18 

19 

20  j  21  1  22 

23 

24 

25 

26 

27 

28 

29 

30     3 

1      g 

Maine 

Coast 

•IV 

07 

....i... 

1        1 
02|    28  T. 

.03I   .54'  .07 
.24  2.03;  .06 

1.50   .28  T. 
.101.67    .17 

....!  .70l  .79 
.02  2.571  .26 
.05il.fi9l  .37 

T. 

.01 

.34    .01 

T. 

T. 

T. 

•r. 

1  37 

iilliiii 

.04 
.03 

Kennebec 

...do 

.01 
T. 

T 

.18 

■■lii ;::: 

T. 

.04 
.01 

•f.' 

i'. 

.30 
.41 
.10 
.86 
.32 

.01 

't.' 

.04 

'f.' 

•t.' 

'.'66 

.02 

2.  42 

02l 

'."33 

.03 
'.'65 

.31    .10 

2  82 

.... 

m 

.01 
T. 

1 

do 

T 
T. 

.  "" 

.06 
.02 

•f 

■'66 

.02 

'.'44 

■.'54 

'.'24 
.12 

.20 

.03 
.86 

'.'is 

'.'25 
■r. 

.03 

.71 

.04 

•I'. 
■V. 

.02 

T 

■r. 
■r. 

2  78 

T. 
.15 

.76!  .45 

:48    .i4 

:o2.... 

Kennebec 

'.'6i 

.02 
T 

;93 

.13 

.lb 
.36 
.95 
.62 
.52 
.21; 
.18 
.43 
.0£ 

.24 

.04 
1.  02 

.06 
1.14 

.41 
1.43 

.55 

1.'27 
.76 
.95 

l!32 
.12 
.82 
.45 

't.' 

't'.' 

'T. 

. .      2. 15 

Leu)vt.>ii 

.20 
.87 

T. 

T. 

.53 
.91 
.57 

3.43   .05 
1.46    .03 
1. 61  . . . 

5  37 

Kennebec 

3  48 

ket 

T. 

.07 
.02 

;g 

.01 
.04 

r 

.01 

T. 

'.'66 
■'62 

■.'65 

"i' ' 

.01 

.18 
T. 

T. 

.36   .05 

1   SO 

.18 

2.77 

::idston... 

.26 
.04 
.51 

2.28 

.12 

4  05 

Penobscot   

Coast 

St  John 

't.' 

T 

.02 

■.'62 

1.53  T. 
3.Sii|  .06 
1.061  .«•> 

T. 
.19 

•r. 

T. 

T. 

.01 

T. 

'.'69 

.06 
.02 

T.    . 

V.w 

l-le' 

us  Dam... 

.48 

T. 

.07 

.05 
T. 

5.08 
2  47 

.26 
.24 

.10 

;o4 

.19 
T. 
.39 
.02 
.23 
.03 
.11 
.26 

'.'35 
.17 
.26 

.05 

T 

T. 

.07 

.14 

■f.' 

.Co 
.0) 

T.' 

'.■62 
■f.' 

T. 

■t" 

T. 

■:63 

'ios 

■.'15 
.06 

■.'69 
.10 
.15 

T. 

.08 

.... 

'.'6i 

•.•i8 
.15 

.21 

.41 

■.'65 
.46 

;i3 

.28 
.20 

;i4 

i.'si 

.30 
'1. 
.20 

T. 
T. 
.26 
.42 
05 

2.'2i 
.45 
2. 20 
1.55 

1.18 
1.21 

1 

1.17 
.75 
.11 
2.60 
1.39 
1.34 

.42 
2  06 
1.36 
1.38 
1.25 

1.19 
.18 

1.37 
.25 
.04 

1.22 
.02 
.05 
.17 
T. 
.27 
.15 
.87 

'.'is 

.35 
.15 

- 

.25 
.36 
.31 

.06 

.04 
T. 

'.'23 

.13 

'.'o-i 
'!i6 

Androscoggin   .... 
Kennebec 

■.'6i 

T. 

T. 

'.'oi 

.'62 

■•'i'.' 

.03 
.02 

T. 

.05 
.13 

'.■i4 

.17 
.'01 

T. 
T. 

'.'62 
'.'16 

Til.' K.Tks 

.01 

.02 
'T.' 

■f.' 

'.'6i 

..      2.50 

Woodland**  

yeto  Hampshire 
Bgi-lii,»»           

St.  Croix 

Androscoggin 

Merrimac 

Coast 

Connecticut 

Merrimac 

Connecticut 

■•■■do 

...do 

Merrimac 

...do 

Connecticut 

Merrimac 

Connecticut 

...do 

Champlain 

i-V 

■r. 

T 

'.'64 

.01 
.06 

.08 
T. 

•f.' 

.03 
.01 

t. 
•t" 

T. 

T. 

T. 

.02 

".VI 

.07 

■f.' 

.23 

.01 

■•r.' 
■f. 

T 

.48 

'.'io 

.10 
.17 

'.'io 

.18 
'.'46 

■■i'.' 

. .      3.  23 
3  22 

I>t:rh;im 

i.-..<r  c.nn.  Lake.. 

.21 
.12 
T. 
.01 
.05 
.02 

T,' 
T. 

T°.^ 
.06 
.01 
.08 

T 

.10 
.03 

'T. 

.13 
■f  ■ 

■r. 

T. 

'i'. 

..      3.73 
..      2  69 

oiri-: 

•I. 
.05 
.18 

T 
T. 
.07 

T. 

m>ir) 

T. 

'.'6i 

.16 

■r. 

.25 

.07 

'.'i4 
.11 

.12 
.23 

■'23 

.06 

3  10 

•  • 

.04 

r.' 

T. 

.16 

T. 
't" 

'ham**.... 

.15 
.16 
.08 

T. 
.17 
.07 
.22 
.22 

f. 

'.'62 
T. 

.13 

..     5.19 
3  26 

(li 

r. 

.04 

3  31 

I  trinont 

.04 

.05  T. 

T. 

.02 

.18 
T. 
.08 
.01 

.12 

.07 
T, 
T. 

T 
T. 
T. 

.05 
.01 

T. 
T 

.07 

,  '1 

:  3  Falls.... 

St.  L:iwrence 

Champlain 

....do 

do. 

'22 

.02 
.01 
.01 

'T.' 
'.'62 

.15 

'.'64 
.24 

T. 
T. 

.19 

.08 
.03 

T 

.38 
.33 
.17 

1.32 
.02 
.66 
.75 

.97 

.92 

.57 

'.'59 
.01 
■r 

"^^ 

.03 

.05 

.04 

'f.' 

.... 
.... 

T. 

r 

'.'6i 
.13 

.64 

2  44 

Vii"  ■;::.: 

.08 
.36 

.01 
T. 

.03 
.13 

.15 

.04 

.25 
.30 

T. 

.07 
.24 

T. 

.04 
.03 

•r 

.06 

T. 

.01 

.15    

•hury 

:ke*'...... 

Connecticut 

....do 

....do 

....do 

•r. 

.... 

.03 
.01 
.02 

'.'ie 

T 

.01 
.25 
.06 
.05 

T. 
.01 
T. 

■.'6i 

T. 

.10 

'1'. 
.07 

".oi 

T. 

'f ' 

.41 
.10 
.17 

'.■37 
.20 

■'29 

.■55 
.46 
.21 
.15 
.3" 
.08 
.30 

.'30 
.42 
.54 
.42 
.38 
.2.') 
.45 
.05 

.05 
.06 

■.'64 
T. 
.46 

T. 
■.'60 

■■r.' 

T. 

T. 
.12 

'.'i2 

.06 
.02 

.72 
1.52 

1.52 

1.17 
1.4.' 
1.15 

2'38 
1.69 
2.07 
.09 
1  11 
.02 
.02 

¥.^ 
.12 

1.72 
.02 
.87 
.07 
.04 
.92 
.63 
.]£ 

i.'24 

.35 
..50 
.71 
.27 

T 

.02 

r 

1.90 
.02 
.01 

i'.' 

.02 
.32 

.18 
.05 

T 

T 

.06 

.22 

'1'. 

T. 

.05 

T. 

.01 

.01 

T. 
.10 
.12 
.04 

■.'04 
T. 

T, 
.01 

t'.« 

.79 
.11 
.41 
1.0( 

.53 
.81 
.47 
.77 

■  OH 
.59 
.42 
.23 
.69 
.64 
.89 

■.'59 
.04 
.74 
.66 

'84 
'.'60 

'.'42 

.55 

'.'67 
.56 

.02 
.01 

.08 

.01 

T. 

.07 

■'i'.' 

.07 
.22 

'.'l8 

.08 
.21 
.17 

'.'i3 
.18 
.11 

'4' 
.12 
.15 

'.'ie 

"60 
.01 

'.'26 

.05 
.05 

'.'32 
.23 

'.'6i 

T. 

.04 
.  15 
T. 

T. 

.20 
.08 
T. 

T. 

'.'64 

.        1.93 

..      4.78 

2  62 

•.•k 

j 

.10 

.14 
.12 
.09 

... 

.36 

.69 
1.12 
1.09 

..  clnissetts 

T. 
.02 
.01 
.14 
.01 
T. 
.02 
.06 
.02 
.01 

■.'61 

Coast 

...do 

Connecticut 

T. 

.... 

1. 
'I'. 

't.' 

T. 

T, 
T 

'T.- 
T. 

.02 

f.' 
T. 

't.' 

T. 
T. 

■■i'.' 

. .      3. 80 
.        3.57 
..      3.95 

h'..Zi^- 

...  do 

.06 

■.tl 
.03 

'.'64 

T. 

'.'62 

■f.' 
.08 

'f.' 

'.'64 
T. 

't'.' 

■:o7 
.10 

f.' 

.15 

'.'05 
.20 
.09 
.28 
.17 
.15 
.19 
.12 
.14 
.10 
.13 
.22 
.04 
.13 
.03 

'lis 

.05 

■.13 
.10 
T. 
.08 

'ios 

'."oi 
'62 

'.■62 
oi 

.53 

.08 
1.24 

.87 
1.48 
1.65 

.01 
2.20 
1.64 

.28 
1  19 

.54 
2.17 
2.42 

.39 
1.06 
1    R{^ 

.08 
i.'22 

.a 

3  54 

Ea.l  Wiireham**.. 

.02 

'."22 
.02 

.15 

.02 

Egrt-inont** 

Fall  Kiver  

Falmmith** 

Fitchmirg 

Housatonic 

Coast 

....do 

Merrimac  ...     . 

•f.' 

'.'i4 

..      3.31 

T. 

3  35 

FraniiiiRliam 

Franklin** 

Hardwick** 

Haverhill 

Hnbhardston**. . . . 

Hjannis 

[jswieh** 

...do 

T 
T. 

-'1?^ 

.02 

T. 
T. 
.01 
.05 

'.'04 

:o5 
'.'62 

.05 

.... 

T. 

't 

.04 

't. 

't'.' 
T. 
.03 

.04 

.02 

".06 

.02 
'T.- 

't.' 

".(,9 

'.'87 
.84 
.15 
.43 
.98 

l.CO 

't.' 

'.'22 
.24 

'.'i" 

'.'is 
.11 

.06 

'.'is 

.15 

.04 

.01 

■f 

t'.' 
.01 

■.'62 

T. 

.05 
.05 
.02 
.04 

't'. 
t' 

T. 

'tV 

T. 

3  30 

Merrimac 

Connecticut 

T. 

.01 
.02 
.20 

'.'is 

.01 

■.^ 

.05 
.02 

.35 
'.■46 

'T.' 
.05 

■f.' 

.50 

T. 

't.' 

f. 

. .      3. 61 
2.56 

Coast 

.... 
.07 
.01 
.01 

'.'6i 

.13 
.06 

T. 

'.'09 
'.'65 

Merrimac 

■'i''. 

T. 

't. 

T. 

. .      4. 12 

Nantucket*** 

Sew  Bedford  .... 
3tis** 

....do 

Connecticut 

3.31 

. .      3. 74 

Httsiieid*^' :::::::: 

Plymouth** 

Provincetown 

aockDOit 

.051.07 
....2.45 

Coast  

4.23 

....do 

do 

■r. 

3  04 

k)nth»)ridge** 

ipringfield 

Thames 

T. 

T 
T. 

T. 

1 
T. 

.05 
f.' 

T. 

't.' 

.02 

"m 

.01 

'f  ■ 
T. 
T. 
.09 

'!6i 

.03 

.03 

■f. 
.12 

'.'oi 

;o2 

.02 

.01 

.07 
.05 
.03 

.05 
.05 
.10 

'.02 
.03 
.04 
.07 
.02 
.05 
.03 

T. 
t.' 

.22 
.32 
.30 
.35 
.31 
.42 
.26 

.40 
.21 
.20 

.26 
.12 
.28 

.22 

T. 
T.' 

•PS 

.06 

.01 
.18 
.01 

;o4 

.24 
.34 
T. 
T 

■.'62 

.01 
.... 

.08 

't'.' 

.... 

't' 

.12 
.16 

.18 
.09 
.38 
.15 

.20 

.10 
.08 
.16 

.07 
.05 
.18 
.04 
.13 

;i2 

.10 
.13 
.13 
.03 

.04  2.32 

....     .30 
.05  2.35 
...   !1.45 

.08 
1;,B3 
T. 

.45 

.71 
1.60 
1.14 

.7.' 
2.88 
1.05 
2,40 
.90 
.61 
2  01 
1.64 
1.84 
1.98 
1.15 

■.'62 

'.'06 

T. 
T. 

T. 
T. 

.30 

't'.' 

'r. 
T. 

\^ 

.02 

.04 
.02 

f.' 
T 
T. 

.01 
T, 
T. 

T 

.05 

f. 
T. 
T. 

.02 

'f.' 
T. 

f.' 

'.'62 
■.'61 

r 

.03 

'.'6i 
'.'6i 
■'63 

T 

.72 
.05 
.75 

1.39 
.05 

1.05 
.16 

c 

.06 
T. 
.09 

'.'64 
.77 
'1. 
.73 
.02 
.03 
.01 

'.'67 

.61 
.25 

'.'65 

.25 
1.10 
.31 

.95 
.71 
.76 
.64 
.  10 
.13 
1.21 

'.'47 
.60 
.57 

.09 
T. 

.35 
.16 

.05 
■.'64 

.01 
.20 

'.'03 
.10 

"25 
T. 

'.'06 
.If 
.27 

.19 
T. 

22 

.45 

.'30 
.27 
.19 
.52 
.34 
.41 
.28 
.28 
.37 

3  65 

■f. 

T 

'^' 
T. 

'1'. 

T. 

T. 
'.'63 
'f.' 

T. 

rnrners  Falls 

fflllinmstown   .... 
*luchendon  •*.... 
ffOTcester  

Shcle  Idand 
flock  Island***... 

Cingston 

Providence*** 

Connecticut 

Iridgeport 

lolchester  

ieamHill 

EBStHartHnd**. .. 

Jart'.^.iii'** 

Jew  Haven***  . . . . 

Jew  London 

Jorwalk 

Connecticut. 

't 

3  56 

Hudson 

T. 

.01 
.02 

:::: 

.07 

1.'40 

.38 

..      2.90 

Blackstone 

Coast 

....do 

....do 

Coast 

...do 

Housatonic 

Connecticut 

.... 

:::: 

•r' 

f. 
.02 

.16 
T. 
T 

•r. 

T. 

't'. 

T. 

.OS 
.05 

..      3.38 

. .      3. 55 

.        4.07 

.04,1.34 

.031.38 
.02   .50 
'.'611.54 

T. 

't.' 

T. 

T. 

T. 
T. 

f. 
T. 

..      3.82 

..      4.10 
4  05 

".13 

't.' 

'.'65 

'.'.      3^97 
. .     3.  78 

....do 

do. 

.Ml  T. 

'.12 

.74 

.67 
.60 

4  88 

3  48 

•utnam  .... 

Qninebaug 

T. 

T. 
T. 

.01 

"Y 

..      3.41 

tarn 

.  121  .  06  T. 
05i     05! 

Vaterbury 

2  "7 

1 

1  page  16  for  explanation  of  reference  marks. 
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CLIMATOLOGIOAL  DATA:  NEW  ENGLAND  SECTION 


March,  1987 


Daily  Temperatures  for  March.  1937 


8  I   9  I  10    n 


13      U      15      16 


28     29      30     31 


Mnine 

Bar  Harbor  (near) j  Mjuimum. 

'*''^s'PO'"t  /Minimum. 

TTort  Kpnf  !  Maximuu] , 

Fort  Kent LMiuiinum. 

Greeuvill.   1  MhulSim' 

Mr^nitn.,  >  Maximum 

"°ii"°"    (  Minimum. 

,  „    .  .^„  )  JMaximum 

^'6^"^'°" (Minimum. 

Millinocket !  mnimun"' 

Okltown   iMufimum.' 

1^«-"--^  iMhfimum. 

HM,„f,..-,i  JMaximum. 

^"'"'"'"  blluiraum. 

Winslow   SSnnimum. 

New  Humi-yfliire 
„     ,.     I,  S  Maximum . 

""'■''"  I' (Minimum. 

„  ,  S  Maximum 

Co"<'"'<' (Minimum. 

„      ,  \  Maxinuim . 

Diiil""" (Minimum. 

First  Coun.  Lake !  MfnuZn. 

Keeno  (near) j  jii'ij^j",'/,'',".' 

Plyn.ouUi j  ^J|\^',!h1'^. 


Burlington  ... 

Newport  

Northtielii.  ... 
Kutln.)ul    .   ... 

St.  .-Vlljans 

St.  Jolinslniry 
Woodstock  ... 

.A  mil. 


I  Minimum. 
)  Maxinuim . 
(  Mininuim. 
S  Maximum 

j  Maximum  . 
I  Minimum- 
j  Maximum. 
1  .^lininnnn. 
)  Jlaximum  . 
(  Minimum. 


Mdssachiinellf 


Rn<to„  \  -Jlaximum 

"°^'"" (  Minimum. 

Brockton 1  Mh^mnm. 

C0"f'>"l iMh^mum. 

East  Warelmmli i  jifnimum . 

P'">  River Ifi^niZm. 

Fitchburg  j  jlfif/,'""™ 

I^-rence \l^^=. 

N'^-'tucket ISnun. 

^toc^O.^,.e    \^~. 

«'*"''™^'«^", ijSi;;;" 

«'"--t- I^il\^=. 


Rho<le  IsUind 

jMaxinunn. 

■  I  Jlinimum. 
j  Maximum . 

■  (  Minimum. 

Prori.lPiiro  j  Maximum . 

Fro\  hleuto j  Mi„i„u,u . 


Block  I.>jlan(i.. 


.<ton 


Cream  Hill  . 
Hartford..  . 
New  Havon. 
Kew  London 
Xorwalk...  . 
Putnam  — 


Connecticut 

j  -Maximum 
(  Minimum. 

j  Maximum 
)  Minimum. 

j  Maxinumi 
'  Mininnim. 


3l|  24 
•22  -  3 
3ll  21 
19 


28  30 

8  14 

30  33 

12 


2j    35 


.';.; 

82 

27 

■.'4 

32 

43 

3S 

hi 

,5( 

31) 

27 

34 

33 

4.5 

42 

4S 

,5:1 

33 

2t 

32 

3-.f 

.52 

.52 

,51 

3(1 

2ft 

■AC. 

34 

4.5 

3(i 

4S 

48 

2(i 

2^ 

30 

31 

44 

47 

48 

30 

27 

3;! 

32 

f)0 

4( 

47 

4,S 

33 

3:- 

38 

37 

31 

■M 

44 

2rt 

•22 

3( 

32 

3? 

44 

4f 

?.7 

'M 

31 

4(i 

3^ 

48 

45 

29 

■25 

32 

31 

,51 

40 

44 

47 

32 

31 

37 

37 

,5? 

4( 

49 

,5f 

34 

■;j 

3,5 

2t 

,5',' 

4( 

,54 

,5( 

31 

28 

36 

34 

30 

34 

42 

40 

■M 

•2f 

29 

31 

49 

47 

2ii 

2^ 

3fi 

35 

3S 

4'2 

49 

48 

K 

2H 

36 

37 

47 

4? 

41 

f,'? 

34 

2S 

36 

36 

A4 

hi; 

4> 

3r 

■?i> 

34 

32 

36 

49 

4fi 

32 

25 

33 

31 

Seepage  16  for  explanation  of  reference  marks. 


W.  B.  Boston-5-18-37-1225. 
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EW    KNGLAND    SECTIO] 
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RmiTTANCIt   TAYABLB  TO   Sul'KKI  NTEN IIKNT  OF    DOCUMP.NTS.    WaSUINGTO 

s.  D.  C. 

Vol.  XLIX.            Boston.   Mass.,   APRIL.   1937. 

No.  4. 

QENEBAL  SUMMARY 

The  final  remainders  of  winter  frosts  left  the  southern  coast 
areas  during  the  first  week  of  April,  hut  persi.^ted  in  northern 
districts  well  toward  the  close  of  the  month,  snowfall  heing  in 
excess  of  normal.  The  usual  advances  of  spring  were  well  in 
evidence  in  central  and  southern  districts  hy  tlie  middle  of  the 
month,  hut  in  the  northern  counties  farming  operations  and 
vesji-tation  had  made  hut  little  start  at  the  close  of  the  montli. 
There  were  the  usual  tluctnations  ahove  and  Ix'low  normal 
warmth  through  the  20th,  when  temjxTatures  persisted  in  suh- 
normal  range  tln-ougliout  the  remainder  of  the  month.  Several 
inches  of  snow  fell  in  Maine  and  New  Hampshire  during  tlie 
last  week  of  the  month.  On  the  "iTth  in  central  and  northern 
Mai i>e,  temperatures  roi^e  suddenly  and  sharply  into  the  middle 
70'"s.  and  recorded  the  highest  readings  for  tlie  month  for  tlu' 
Section.  Nearly  all  of  the  general  excess  of  precipitation  occur- 
red in  the  rainstorm  of  tlie  ■2'2d. 

TEMPERATURE 

Tlie  average  montiily  temperature  for  tlie  Section,  hased  on 
100  records,  was  43.0°.  which  is  0.7°  helow  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  divi.-^ion 
was  4L0°;  for  the  southern  division,  44.8°.  The  highest  month- 
ly mean  was  48.1°  at  Springfield,  Mass.;  the  lowest  was  35.6° 
at  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  7()° 
at  Ft.  Kent,  Me.,  and  ]Millinocket,  Me.,  on  the  27th,  and  Shel- 
burne  Falls,  Mass.,  on  the  15th;  the  lowest  was  -4°  at  First 
Connecticut  Lake,  X.  H.,  on  the  1st.  The  greatest  monthly 
range  was  69'  at  Ft.  Kent,  Me.;  the  least  was  26°  at  Block  Is- 
and,  R.  I.  The  greatest  daily  range  was  53°  at  First  Connect- 
out  r.ake.  X.  H  ,  on  the  4th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  hased  on 
81  records,  was  3.92  inches,  which  is  0.5S  inch  ahove  the 
nean  for  the  past  50  years.  The  average  precipitation  for  the 
lOrthem  division  was  3.13  inches;   for  the  southern  division, 

67  inches.  The  greatest  monthly  amount  reported  was  7.25 
nches  at  (Gloucester,  Mass. ;  the  least  was  0.74  inch  at  Ft.  Kent, 
lie.  The  greatest  amount  in  24  hours  was  2.70  inches  at  Glou- 
ester,  Mass.,  on  the  22d.  The  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  12,  which  is  2  ahove  the 
oean  for  the  past  50  years.  The  average  snowfall  for  the  north- 
m  division,  hased  on  75  records,  was  7.6  inches;  for  the  south- 
rn  division,  hased  on  66  records,  1.3  inches;  for  the  Section, 
■aaed  on  141  records,  4.7  inches,  which  is  0.6  inch  aV)Ove  the 
lean  for  the  past  50  j-ears. 


WIND,  SUNSHINE,  CLOUDINESS,  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  104  records, 
as  northwe.st.  The.  average  velocity,  based  on  the  records  at 
J  stations,  was  10.8  miles  per  hour,  which  is  0.6  mile  per  hour 
elow  the  mean. 

The  sunshine,  hased  on  the  records  at  11  stations,  averaged 
)  percent  of  the  possible  amount,  which  is  4  percent  below  the 
lean 

The  cloudiness  was  above  the  mean.  The  average  for  the 
JCtion,  based  on   120  records,  was  10  clear,  7  partly  cloudy. 


and   13  cloudy  days.  '       a' 

The  monthly  relative  humidity,  hased  on  the  8  a.  m.,  and  8 
p.  m.,    observations  at   11  stations,    was  72  percent,  which  is 

5  percent  ahove  the  mean.      


DATES  OF  MISCELLANEOUS  PHENOMENA 

Anrows.  —  ].-2d,  12-13th,  24-30th. 

HalosJannr.  —  mih,  20-21st,  23d,  25-26th. 

Hnlos.  .s-o/ar.— 4th,8th,  13-14th.  17th,  20-2Ist,24-27th,2<tth. 

Hdil.  —  (dates  and  general  location) —  2d,  Adams,  Mass.; 
15th,  Salisbury,  Conn. 

IVudxiemtonns. — 6th,  Norwalk,  Conn.;  15th,  general  over 
southern  portions  of  N.  IL,  and  Vt.,  and  western  portions  of 
IMa.^s.,  and  Conn.;  16th,  scattered  over  extreme  southeastern 
Vt.,  and  northwestern  Conn. ;  18th,  scattered  over  southern  Vt., 
and  general  over  Mass.,  and  Conn.;  19th,  Bloomfield,  Vt.,  and 
Bridgeport,  Conn.;  2ist,  Adams,  Mass.;  22d,  Old  Greenwich, 
Conn.;  2()th,  Bridgeport,  Conn.;  28tli,  scattered  over  central 
Mass. 

Fog,  dense.— 2-ith,  6-7th,  9th,  15-16th,  18-24tli,  27-30th. 

Fro--'t>:.  —  (dates  and  general  location) — Over  north  portion  ex- 

(Continiied  on  page  ^2] 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


l!i91.... 

1S92.... 
1S93.... 
1S94.... 


1S'.)9-  • 
1900. • 
1901- • 
1902-. 
190:j.. 


lyoy 

1910  

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 


1929... 
1930... 
1931... 
1932... 
1W:«... 
1934... 
19i5... 
19.36... 
1'.'37... 


2  46.0 


-  8  43. 4 
5  I  45.9 

2  47. 5 

-  3  <  43.- 6 
15  49.5 
12  44.2 

3  43.4 

5  46. 2 
-13  45.4 

2  43. 6 

-  3  51.0 
10  46.5 

-12  46.3 

-  2  44. S 

6  47.9 
-10  42  5 


-  2  45-3  I  (-2 

11  I  47  6  !  84 

1  45.0  1  79 

10  !  45.6  t  85 


Trecipitatii 


No.  of  days  (all 
South         New  England) 


12  ,  2.40  j 


16  3.28  I   10. 
•  7  ;  5.21   1     2.1 

15  4.63  i  15.1 

20  1.83  I  10. 

22  2. 93 

27  1.27 

2  3.56 


1.56 
2.71 
2.98 
5.56 
4.85 
2.  85 
4.35 
3.13 


7.04 
1.73 
3  06 

2.05  , 

6.06  I 
4.42  I 
3.50 


6 
14 

17 
10 

10 

12 

12 

11 

8 

11 

12 

10 

10 

9 

14 

13 

9 

10 

13 

11 

12 

10 

11 

f 

13 

10 

12 

20 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April  ;  1987 


Climatological   Data  for  April,   1937 


Temperature,  in  degrees  Fahrenheit  |       Precipitation,  in  inches 


SI 


SI, 


Muiite 

BaiigorS  

Bar  Harbor  (near) 
Brassua  Dani«.... 

Eastport 

East  WiutWrop.  •  ■  ■ 

Ellswortl)  

Eustis 

Farnii[igtoii 

Ft.Kairlield  (near) 

Kort  Kent 

Uardiner 

Greenville.. 

HirauiU 

HoultoM 

Jacknian 

Lewiston 

Lincoln 

Macliias 

MadisonS 

Middledam 

Millinock.'lS  

Milo 

Mooseheail 

Nortli  Kridgton..-  • 

Oldtown 

Orocio. 

Portland 

Presque  isle 

Ripogenus  JJaniU§ 

Romford 

The  Forks 

Upper  Dam 

WinslowJJS 

Woodlands 

For  State     — 


Hampshire 


Berlin    

Bethlehem   .... 

Concord    

Dixville  Notch 

Dnrham    

ErroIS    

First  Conn.  LakeU 

Fitzwiliiam* 

Franklin 

GlencliK   

Hampton 

Hanover  § 

Keeneuiear)  §  ... 

Lakeport 

Lincoln...    

Manchester 

Milan 

Nashua  §  ......... 

NewiJurhamJJ... 

Newport  

North  >tratford.. 
PinkhamNotcht*. 

Plymouth 

WestSlewartstow 
Wolfboro  Falls-. 

York  Pond    

For  State     •  ■  ■ 


It.  Washington  I 


Bellows  Kails 

Bennington 

Bloomtieldtt 

Brattleboro^ 

Burlington 

Cavendish 

Chelsea 

Cornwaim 

Craftsbury  Com. . 

East  Barnet 

East  Ryegate 

Enosburg  Falls... 

Oilman 

MaysMilUt 

Newfane 

Newport  

Northlield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

Scarsbnrg  Mt 

Searsburg  Sta.lJ.- 

Somersettt 

Pouth  Newbury. . 

Vernonn§ 

West  Burke 


Penobscot .  ■ 
Hancock  .... 

Somerset  ••.  • 
Washington  ■ 
Kennebec  •■■ 


I  rank 


iibci 


Somer.set 

.\ndroscoggin 

Penobscot 

Washington  .. 
.Somerset  ••.... 

().\lord.. 

Penobscot  ••  •• 


Cumberland- • 

l'enob>cot 

Penobscot 

Cumberland. . 

Aroostook 

Pi.^cataquis.... 
O.xford 


rset . 


0x1 


Belknap.. 
Gial'ton  .. 
Hillsboro- 

Coos 

Hillsboro- 
Stratford  . 
Sullivan. - 
Coos 


sm- 


Windliam,... 

Orleans 

Washington- 
Bennington- 

Windsor   

Rutland 


Bennington 
B'-nnington 
Windham --- 

Orange 

Windham- -■ 
Caledonia-  -. 


2, 360 

1,660 

2.080 

465 


+  2.1 
'+-2.b 


...  IS 
<I9  10 
40    101 


-0.63 

-i.'oo 

+  o]43 
-0.45 


-0.53 

+  i-'2i 
-0.(1  J 
-0.57 
+  2.37 
-1.77 
-0.80 
+0.  26 
-0.10 
+0. 90 
+0.67 
-0.78 
-0.14 


+0.21 
+  0..54 
+0.  72 
-0..i5 
+  1.97 
-0.69 
+  1.35 


-0.40 
-0-37 
-0.35 

+  0-28 


Bangor  Hydro  Electric  Co- 

B-  L-  Hadley 

Walter  Thinston 

U-  S-  Weather  Bureau 

Augusta  Water  District. 

Bangor  Hydro  Electric  Co. 

Mrs- Hannah  I- Hatch 

State  Normal  School 

C;-  W.  Norsworthy 

W-  B.  (lark 

Samuel  D.  Soule 

U.  S.  Weather  Bureau 

C.  (;.  P.  &.  L. 


uniimng 


William  H.  C 

P-  M-  Tripp 

Union  Wiitfr  Power  co- 

Bangor  llv.lio  Kl,.,t,ic  Cc 

Bangor  lly,!,,.,  I.U-etricCo 

Great  .Noitliern  Taper  Co. 

Union  Water  Power  Co- 

Great  Northern  Paper  Co. 

Winlield  Heath 

N.  W.  Roberts 

C.  L. Chadbourne 

Thomas  W.  (;iark 

Univ.  of  Maine 

U.  S.  Weatlier  Bureau 

Me.  Flxperiment  Station 

Great  Northern  Paper  Co. 

Charles  A.  Mixer 

Uuth  Durgin 

Union  Water  Power  Co. 

Hollingsworth  &  Whitney 

St-  Croix  Paper  Co- 


Edward  Fenn 
George  E.  Tucker 
U.S-  Weather  Bureau 
Sarah  H.  (ileason 
N-  H.  Agr.  College 
Union  Water  Power  Co- 
Cimn    Valley  Lumber  Co. 
Waller  E.  Bolle.s 
F.J..Soiithmayd 
State  Sanatorium 
Frank  K.  Leavitt 
Dartmouth  College 
Robert  P.  Hay  ward 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Works 

E.  E.  Tobey 
H.P-.Shepard 

F.  A.  .smith 
J.  B.  Dodge 
Mrs.  Hat 


..-  Trow 

Claude  Baker 

Ken?ieth  Berry 

U.  S.  Bureau  of  Fisheries 


B.  F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
CharlesR. Durkee  tit 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
N.  E.  Power  ('o 
J.  F.  Deviiis  ttt 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  .Tohn  J.  Gerety 
Kev.  A    B    Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWilliams 
Fairbanks  Museum 
George  Briggs  t '  f 
N.  E.  Power  Co. 
L.  L.  Leonrird 
M.  W.  Dickey 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttt 


See  page  22  for  explanation  of  reference  marks. 
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Climatological  Data  for  April, 

1937 
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C.L.  Gold 

Hartford 

Litchliold   

1. 220 

585 

0 
21 

21 

47 

4.81 
2.61 

+0,75 
-0.76 

1.20 
0.86 

2.5 
0.5 

10 
10 

Falls  Village§ 

43.8 

-  0.8 

70 

30 

19 

45 

12 

3 

15 

nw. 

Conn.  Power  Co. 

Hartford  

NewLoiidoii.... 

IT.  S.  Weather  Biirean 

LakeKonomooJI.- 

0 

,5;< 

6.01 

+1.76 

1.95 

12 

IMt.  Carmel 

New  Haven  .... 

200 

2 

45.4 

71 

14 

22 

3 

36 

2 

,5.64 

2.44 

■r. 

12 

12 

Ij 

ne. 

«,  W,  McFarland              ^ 

U,  S.  Weather  Bureau 
Harry  G.  Tietjen 

New  London  

NewLondon.... 

20 

67 

47.2 

+  0.6 

70 

14 

28 

4 

25 

67 

5.46 

+1.70 

1.63 



12 

11 

12 

nw. 

Fairfield 

116 

45 

47.2 

+  0.4 

72 

14 

20 

1 

36 

+1.32 

0.5 

10 

13 

10 

7 

L.M.  Com  stock 

Old  Greenwich 

Fairfield 

13 

n 

5 

6.97 



1.27 

'1'. 

11 

8 

13 

ne. 

J.  D.  MacDonald 

Windham 

Litchfield 

Tolland  

458 

1,015 

610 

310 

1 

3 
40 
50 

44.3 
42.  2 
44.7" 
46.0 

"-0.6 
-  0.9 

69 

68 
70» 

14 
14 
14 
14 

2;? 

18 
22' 
25 

It 

1 

37 

37 
39 

2 
4 
45 
51 

3.64 
2.99 
4.83 
4. 62 

+i.24 
+0.76 

o!94 
l.,58 
1.63 

0.2 
2.2 
1.0 
0,5 

10 
14 
11 
13 

8 
12 

10 

4 
4 
11 

12 
11 
18 
7 

nw. 
e. 

U  ,S.  Dept.  of  Commerce 

Storrs§  

Apr.  Exp.  Station 
William  .T.  Pape 

West  Hartland 

0 

13 

4.07 
4.63 

-0.22 
+0.93 

9 
11 

45.6 

i 

-  0.7 

72 

14 

18 

46 

2.44 

1.2 

10 

8 

12 

nw. 

i 

Explanation  of  Reference  Marks  Used  on  Paget 


21.  and  22. 


The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  .stations  liaving  lo  or  more  yeaTs  of  record.  Departures  of  pr« 
cipitation  with  15  vear.s  or  more  of  record  are  computed  from  a  normal  or  'standard  mean",  ad.iusted  to  a  uniform  3.5-year  ptriod;  for  stations  of  10  to  T4  years  the  meai3 
for  the  period  of  record  are  used.  Reference  letters,  a,i>.i-,  appearing  m  the  table  indicate  number  of  days  missing ;  for  exaixipie,  h  rcproscnts  two  days,  etc.        f  Alga 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau.    t1  i  Observer  for  New  England  Power  Co.      T,  Precipitation  is  le.ss  than  0,01  inch  raio  or  melted  snow.  * 

Jt  Post-otlice  addresses  of  these  stations  are  as  follows:  Maine-Azisoohos  Dam,  Wilson  Mills;  Brassua  Dam.  Kockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  VVaterville;-New  Hampshire -Fir.st  Conn.  Lake.  Pittsburg ;  New  Durham.  Alton;  Pinkham  Notch.  Goihaiu  :  York  Pon<l.  Berlin  ;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall.  Middlebury;  Mays  Mills.  Colrain.  Mass,;  Searsburg  Sta,.  Wilmington:  Somerset.  Wilmington;  Vernon,  Shclhurne  Falls,  Mass.,! 
—Massachusetts-  Ashland.  Fraiuingliam;  Blue  Hill,  Milton;  Kgreiuont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochuuate,  Framingham;  — Connecticut-Crt 
Hill,  West  Cornwall;  LaKe  Konomoc,  Now  London. 


Record  fii 


by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaiioR. 


Except  as  otherwise  indicated  observations  ar 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measnremi 


Explanation  of  Reference  Marks  tTsed  on  Page  ', 
nieially  made  late  in  the  afternoon,  near  sunset,  and  ^lrecipitation  Recorded  is  for  the  21  hours  ending  at  the  time  of 


II  Observations  are  taken 


Explanation  of  Reference  Marks  Used  on  Page  111. 
:imum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


I'llEHSUHE.  WIND.  HUMIDITY.  AND  SUN.SHINI 

Atmospheric  Pressure 

Relative 

'reduced  lo  gea  level) 

Humidity 

HtatloiiB 

1 

a 

^, 

i 

.a 

^ 

S 

^1 

If 

,2 
1 

I 

i. 

1 

a 

§-= 

SI 

0 

►3 

0 

0 

« 

£! 

«= 

Amherst 

30.02 

30.  ,53 

29.  49 

15 

6.8 

26 

20 

,52 

Block  Island  .... 

30.01 

30,  57 

29,  45 

9 

16. 4 

42 

e. 

22 

84 

77 

84 

51 

Blue  Hill 

30, 03 

30.. 59 

29,53 

10 

16.2 

49 

s. 

6 

70 

57 

70 

42 

Boston  

30,  OC 

30,  .58 

29.  60 

15 

11.7 

42 

e. 

22 

70 

61 

,52 

Burlington 

!iO.OI 

30,  51 

30 

29,55 

15 

9.2 

29 

s. 

5 

76 

66 

48 

Eastport 

30.02 

30.59 

29,36 

10 

10,8 

40 

e. 

22 

76 

80 

46 

Greenville 

30.04 

30.55 

29, 53 

10 

5  3 

17 

■JO 

Hanover 

30,  02 

30, 54 

29.  56 

15 

4.0 

15 

20 

73 

52 

66 

Hartford 

30.01 

30.55 

29.53 

9,3 

26 

ne. 

70 

66 

,5? 

50 

Nantucket 

29,  98 

30,56 

29.38 

9 

16,3 

45 

22 

77 

70 

83 

New  Haven 

30,02    30,58 

29.57 

15 

10,4 

33 

n. 

29 

64 

53 

58 

58 

North  Held 

30,04    30.57 
30  03I  f"  ■>* 

29.  56 

15 

7,3 

27 

6 

76 

53 

65 

41 

Portland.   .•■ 

29.  49 
29.52 

10 

9.3 
12.1 

27 
32 

s. 
nw. 

6 
20 

72 
67 

60 
50 

63 
64 

,50 

Providence 

30.01 

30.54 

' 

9 

[Continued  from  page  19] 

cept  southwestern  JNIe.,  to  and  including  tlie  30tli;  over  south-| 
western  Me.,  and  south  portion  of  Section,  generally  from  the 
25th  to  27th;  a  few  stations  along  soutliern  New  England  co 
reported  last  killing  frost  on  4th. 

Slcei.  —  (dates  and  general  location) —  5th,  Lewiston,  Me., 
and  Pinkham  Notch,  N.  H.;  8th,  Ft.  Kent,  Me.,  nnd  Man-: 
Chester,  N.  H.;  9th,  general  over  Section  except  north  portion; 
of  northern  New  ICngland;  10th,  widelj^  scattered  extreme  south-' 
ern  Vt.,  and  northeastern  Mass. ;  11th,  widely  scattered  extremo' 
eastern  and  extreme  northwestern  Mass. ;  17th,  widely  scattered 
northwestern  Vt. ;  21st,  general  northern  and  eastern  Mass.,  and' 
northern  R.  I.;  22d,  general,  Mass.,  northern  Conn.,  and  ex- 
treme south  portion  of  northern  New  England;  23d,  Gloucester, 
Ma.ss.,  and  Slockhridge,  Mass. 

Errata:  May  1936,  page  32,  maximum  and  minimum  tem- 
peratures for  New  Hampshire  should   be  transfered,  each  foij! 
each:   Concord  to  Keene;  Durham  to  First  Connecticut  La 
First  Connecticut  Lake  to  Durham;  Keene  to  Concord. 


« 
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CLIMATOLOGICAL  DATA:  2s'E\V  ENGLAND  SECTION 


28 


Daily   Precipitation  for   April.    1937 

Drainage  basin 

Day  of  month 

i 

I  1     2  1    3  j     4  1     5  j     6  1     7  j     8  j    9  |  10  j  11 

12 

13 

14  j  15  1  16  1  17  1  18  1  19 

20  1  21 

22  1  23  1  24 

25 

26 

27 

28 

29  1  30 

31 

Maine 

Ea.<t>.oit"*  

■"-  ■     1  Ml 

t•oa^t 

tjo.             

...'.... 

,..i  !  i.»  1  LJ.J 

T. 

T.     .37 
....1  .47 

i        1 
13         1  T. 

':62 

1 

1. 

.06   .08 
.72   .32 
.89    .48 
.83   .12 

.14 
.26 

'.'is 

.09 
.04 

1 75 

.11     .......  1.12  .... 

::::i:66'.06!.::: 

.11  ... 

'.'oi 
.10 

3.27 

Kennebec W 

do                                  'f 

.22 

15 

.70.... 
.33.... 

:93".'62 

._37.... 

:29i:::: 

f. 

;* 

.30 

1  .30 

it* 

.20 
.25 
.08 
.06 
.12 

tv 

.05 
.65 
.26 
.05 
.04 
.07 
.02 
.15 
.10 

'.'is 

.04 

.29 
.01 
.06 
.20 

".a 

.27 
T. 

.34 
T. 
T. 

.03 
.05 

-:'«. 

T. 

'.'i7 
.30 
.18 
.05 

t. 

.05 

."os 

.06 

tv 
tv 

.... 
.01 

.01 

tv 
'tv 

.27,  .lUj... 

.37,  .041... 

.29 
.69 

2.91 
2  99 

" 

.08 
.04 
.05 
.08 
09 

Kennebec 

do 

j-T.- 

.41 

.16         1 

-r.- 

■f.' 

.29 
■}■> 

.22... 
.02.... 

.... 

.60!  .701.... 
.42!   .21I 

.60 
.02 

.86 
.30 

4.82 
2  02 

.08;  T. 
.la!  .Of 

.20 

31 

Kennebec. 

.... 

•M 

'.'is':::: 

".'oi 

.05 

.... 

.12 
.07 

'.'ie 

.lb 
.27 
.06 
.06 
.26 

.45 

.06 
.29 
.41 
.57 

.57 
.73 
.02 

2.20 

.41 
T. 

.89 
.63 
.42 
.41 
.64 
.60 
.95 
.lb 
.42 
.64 
.15 
.87 
.60 

.10 
.52 
.76 
.15 
.55 
.55 
.68 
.32 
.42 

:43 

.8s 

.46 
.47 
.11 
.72 
.41 

'.'si 

.42 

:! 
:g 

.92 
1.00 
.80 
.57 
.99 
.75 

i.'26 
.67 
.42 
.95 
.22 

.'68 
.43 
.05 

'.b4 
.59 
.71 
.06 

'.'84 
.58 

'.'51 
1.25 
1.20 
.56 
.38 
.24 
1.14 

.77 
1.24 
1.44 

1.46 
2.30 
.76 
1.15 
1.41 
1.41 

\:% 

.38 
.41 
.24 
.23 
.30 
.35 
.16 

'.'io 

.01 

■.'64 
".'61 

1. 13i  .32 

5  06 

... 

t. 

T. 

.64 
.49 
.Os 
.94 
.21 
1.75 

;           i  kt>t 

Penobscot  

.35 
.52 
.46 
.10 

2.02 

.02 
.50 
.14 

.48 

.37 

^>       ;.i;.\gtoii... 

.15 

■."eo 

'.'oi 

tv 

T. 
'.'23 

■f 

tv 

'tv 

.01 

.11 

'.'oi 

.03 

tv 

.95 

Penobscot   

Coast 

2.74 

,  ■.!••• 

6  75 

.43 

t" 
.03 
T. 
T. 

.13 

".'66 

.03 

'.'64 
T. 

=^ 

"."oi 
.01 

;u    -,  i:i.sDam... 

Penobscot 

.03 
.61 
.23 

.20 

.42 
.21 
.21 
.36 
.27 
.23 

".19 

.20 
.02 

.39 

r 

T^> 
.19 

.45 

':68 
.28 
.05 

.26 
.13 

. 
T. 
.05 

'f.' 

".'so 
.11 

T.- 
T. 

'.'96 
.... 

'.'i4 

'.'64 

tv 

T. 

■.'30 

.08 

tv 

tv 

'.'64 

tv 

T. 

.32 

tv 

T. 
.02 

.'62 
T. 

'.'65 
.01 

.12 
f. 

.01 
.10 

"t." 
t. 

'.'88 

.34 
.83 

'.'is 

'.'08 
.98 

"t." 
.02 

.74 
.33 
T. 
.10 
.26 

T. 

.6( 
.81 
.  18 

.48 
.10 
.48 

'.'08 
.40 

"."23 

."08 
'1'. 
.35 
.10 

":3b 
55 

.40 

.60 
.68 
.46 

■.'26 
.30 
.17 
.04 
.20 
.53 
T. 
.25 

.SC 
.08 
.12 
.24 
.04 

2.30 

IheKork- 

.06 
T. 

I. 

.04 

.17 

.33 
.64 

'1'. 

.;« 
.11 
.34 

.•^? 

.'." 
.22 

.06 
.30 

.20 
.0! 
.27 
.32 
.32 
.35 

■.'21 
.29 
.53 

.'26 
.08 

'.'40 

.48 
.10 
.13 

.75 

.09 
.04 
.47 
.22 
.19 
.14 

"08 

'.'i.^ 

.27 
.13 

-.11 
.42 
.03 
.50 
.  16 

.18 
.24 

....do 

St.  Croix 

Androscoggin 

Merrimae 

Coast 

Connecticut 

Merrimae 

Connecticut 

....do 

....do 

Merrimae 

.do. 

.03 

'.'w 

t" 

'."io 

'.05 
T. 

'.'42 
.03 

'.'is 

T. 
.12 
.18 

■:i4 

.04 

■.'65 

tV 
'.'71 

T.' 
.50 

'.'« 
.47 

':76 

'.'i2 

'.'54 
.58 

'.'89 

■:i8 

.18 
T. 
..50 
T. 

■f." 

'.'6i 

'.'is 

'.'25 
.10 

.19 
.30 
.34 

.10 

■.■37 
'.'22 

■r. 

T. 

.14 
.21 
.16 
.20 

.'65 
.13 
.24 

■.'64 

.33 

.21 
.45 

.44 
.35 

.21 
.52 

:3i 
:53 

.24 

.09 

'."20 
.24 
.95 
.20 

".'i4 

"."io 

"tv 

'.'63 

.15 
'.89 
■f 

"."01 
.01 

3.59 

.Voodland**   

Sf,c  Hampshire 

Jerlin" 

•oniord   

.01 

"."i7 

'."48 

.43 
.10 
.2( 

'.'46 
.02 
.18 
.38 

.12 
.09 
.01 
.02 

:oi 

:i 
.21 
.10 

.09 
.05 

■r. 

.16 
.04 

.18 

■.'60 

.'62 

':ii 

.i7 
Vio 
■.'65 

T. 

.04 
.16 
.02 

'.'is 

.23 
.04 

'.'63 

.28 
.03 

tv 

.03 
.15 

'oi 

.04 
.37 

■.'61 
.02 
.05 
.22 

.06 

T 

.07 

.'09 
T 

'.'24 
.04 
.07 

.04 
.66 
1.35 
•^•; 

'.Ci 
1.04 
.13 

.85 

"."98 
.68 

.54 
.23 
1.25 

:-5o 

.21 

'.'64 
.01 
.02 
.40 
.01 

1.40 
.22 
T. 

.03 

.60 

■."14 
.12 

2.90 
3.86 

first  Conn.  Lake.. 

T. 

.07 

2.09 
4.12 
3.08 
3.39 
3.06 
4.79 
3  84 

lanover  ....  

Ceeiie  uiear) 

T. 

-incoln** 

.•ash.ia-  ......... 

lew  Durham" 

.01 

:::: 

'.'ii 

.38 

JewiiOrf* 

Connecticut 

.11 
.03 

'.'i? 
.11 

'is 

.'•20 

.12 
.24 
.33 
.13 
.24 
.2:3 

.14 

■.]! 

.24 
.27 
.17 
.20 
.20 

:1? 

.64 
.23 
.12 

:^ 

.06 
.15 
.13 

'.'is 

.12 
.13 
.11 
.25 
.18 
.23 

.12 
•16 

.15 

:}^ 

3.83 
2.98 

2.27 
2.11 
1.33 
S.87 

Vermont 

iloom  field 

imttleboro  •• 

;urlinKtoii*** 

aveiiili^h  

heUea  

Conneititut 

...do 

Champlain 

tv 

T. 
T. 

■;64 

T. 

.04 

tv 

tv 
tv 

T. 

.03 
.02 

tv 

tv 

T. 

'.'oi 

T. 

•po 

..  do 

uni'.wtll 

1.26 

-Falls.... 

St.  Lawrence 

Champlain 

....do 

...do 

Connecticut 

....do 

....do 

...do 

Connecticut 

Coast 

....do 

Connecticut 

Merrimae 

...  do 

Coast 

Hnusatonic 

C'oast 

....do 

Merrimae  

...do 

Charles 

Connecticut 

: 

T.' 

'.'41 

.17 
..55 
T. 

'.'oi 

'!■ 

.26 
.02 
T. 
.07 

'.'oi 

■.'23 
f  ■ 

.01 
T. 

'.'is 
tV 

T. 

tV 
'.is 

':64 

'.'63 

f" 

'.'74 

i'V 
't.' 

T. 
.01 

'.'66 

•;o3 

.... 

.02 
'1'. 

■.'64 
.05 
.06 

■.'67 

.14 

'.'69 

.01 
.10 
.01 

t." 

.... 

'.'64 

.46 

.65 
.65 

"."ie 

1.27 
.10 
.01 

.04 
.01 

.04 

f." 

.35 

".U 

.02 
T. 

.18 

"."62 

:^ 
'.'62 

.16 
1.00 

"^' 
.12 

t. 

.09 

.  (i;! 

"."66 

:::: 
:::: 

■f. 
"t." 

.40 
.60 
.80 
.21 

.32 

i:i 

.80 
1.12 

■.ii 

"."58 
.20 

LIS 
.56 

1.78 
.20 

"."65 

'.'63 
.36 

.is 

.31 
..58 
.43 
.04 
1.04 
.91 

:o2 

.24 
.07 

i'.m 

T. 

■."72 

.04 
.33 
.08 
.05 
.02 
.06 
.06 
.40 
1.17 
.28 

'.'62 
.07 
.04 
.07 
.13 
.02 
.42 

.01 
.77 
.06 

13 

.41 

'.'34 
.25 
.29 
.37 

.02 
.16 

.06 
.03 
.18 
.08 
.02 

■."63 
.05 
.27 
.13 
.00 

".'2i 

:S 

'■:s 

.03 
.06 

"."o-i 

.06 

".'6i 

T. 
.04 

.09 
.04 

:i4 

T. 
T. 
T. 

■."33 
.05 

::;: 

i.'97 
2.57 

2:6.5 
4.36 
2.00 
2.70 

4.03 
5.09 
5.34 
4.26 
5.26 

...:\ir";:-::: 

Mtis.-mch,i!!t€Us 
inherit 

'.'26 
.20 

.... 

T. 

t.' 
'.'97 
t. 

'.'08 

■.'6.5 
.71 

T. 

tv 

.85 

:i7 

.23 
.32 

':63 

'.'i9 

■.'oi 

tv 

T. 

t: 

tv 

t. 

t" 
.01 

.25 

■.'13 

■.'06 
.05 
.34 

'.'24 

t'  li  Cn 

osUm.*** 

hesterfield** 

.15 
.40 

T. 

i:6o 

.24 

.75 

1.89 
1.48 
1.96 
1.53 
1.11 
.15 
1.23 
.83 
1.00 
.97 
.43 
.18 
1.45 
.25 
1.60 
1.32 

1    Kfl 

oiuxjrd 

ast  Wareham**.. 

grenioiit** 

illKiver  

ilmoiith** 

.02 
... 

5.25 
3.04 
5  40 

'tv 

".06 

4.80 

5.39 

4:10 
3.75 
4.35 
4.45 
4.50 

ramiiiKl'.am 

ranklii.** 

ardwick** 

averhill 

nbbaniston**. . . . 
yaniiis 

.05 

T. 

.08 

.Oo 

'.'ifi 
.0» 

■.'63 
.10 

".h 

i:i8 

.98 

T 
.22 

■.'67 

tv 

T. 

tv 

.03 

'.'i-i 

T. 

.62 
.13 

.'63 

'.'i3 

Connecticut 

Coa«t 

.01 
.06 

1.10 
'.'73 

■swich** 

iwell 

antiJCket*** 

ew^ Bedford  .... 

'ttslield"":::::::; 

ynionth** 

•ovintetown 

JCkport  .  .. 

...  do 

Merrimae 

Coast 

....do 

Connecticut 

Housatonic 

Coast   

...do 

do 

.10 

.38 

1.47 

40 

.27 

:47 
.51 

'.'es 

.28 
.05 
.38 
.29 
.25 
.30 

.55 

:]? 

.46 
.24 
.42 

:$5 

.38 
.21 
.40 

.17 

:^nl 

:o3 

4.91 
5.29 
5.52 

.17 

tv 

.03 
■.'22 

.09 

:o2 

.25 
.27 

tv 

f  ■ 

.06 

■.'65 
'.'65 

.'i7 

T 

T. 
T. 

'.'24 
.21 
.36 

tv 

.03 

.01 
.02 

tv 

■.'65 

.03 

:44 
.08 

.091. 3:-; 

2.53 

'.'64 
'.'62 

:1^ 

.32 
.44 
.67 
.10 

:o2 

T. 
T. 
.32 
.16 
.01 
.01 
.10 

:i3 

'.'oi 
'.'i7 

tv 

.04 

'.'69 
.05 
.08 
.05 
.05 
.12 

.04 
'.'04 

.03 

.■42 
.10 
.06 
.04 
.12 
.09 
.01 
.06 
T 

'.'69 

'.'06 
\^ 
.06 

.m 
.01 

.06 
.06 
.09 

'.'65 

"f." 

i.'29 
T. 
1.26 

:o9 

1.00 
T. 

.40 

*    2.H 

1.30 

'.'42 
1.38 
.75 
.34 
.62 
.27 
2.05 

1  ?R 

.11 

t. 
.14 
.Ob 

'."08 

'."63 

T. 

.10 
.02 

:i8 

.19 
.27 
.08 
.01 
.29 

.03 

3  45 

'.'63 

'.'is 
t.' 

.02 
f.- 

T. 
T. 

tv 

T. 
".04 

'.'oi 

'.'70 

'.'07 
.32 
.10 
.25 

'.'68 
.58 

1.35 
60 
T. 
.54 

.othbridge** 

'rintrfield 

lanton** 

inieri  Kails 

iUiamstown   .... 
inchendon  •*.... 
orcester  

Thames 

Connecticut 

Coast 

Connecticut 

Hudson 

Connecticut 

BIack=tone 

5.57 

5.68 

3.91 
2.84 

.05 

T. 

.13 
.05 

.04 
.05 
.28 

"tv 

T. 
.12 

■f  ■ 
'.'ii 

tv 

4.74 
4  69 

Shcle  mn„d 
ock  Island***... 

ngston 

evidence*" 

Connecticut 

»tlh.:iiand";:; 

il^ford"* 

•w  Haven***  .... 

wLondon 

■rwalk 

tnam 

)rB 

iterbnry 

Coast 

T. 

.01 
'.'03 

t«^ 
T. 

■.'63 
.10 

'.'06 

.94 
1.07 
1.87 

....do 

....do 

Coast 

...do 

.02^1.68 
.3il.03 

.561.21 

....11.46 
.09    .67 

T. 

5.47 

4.97 
6.59 

r.i9 

:o5 
:i5 

.16 
.31 
.10 

tv 

.26 

1.12 

.78 

'.'83 

.95 

.07 

Connecticut 

'.'28 
.85 
.21 

1.24 
1.63 

\!i 

.76 

4.81 
3.90 
4.75 
5.46 
6.13 
3.64 
4.83 
4.62 

....do 

Coast 

■  •••ao 

do 

1 

.16 

T 
T. 

tV 

r. 

T. 

T. 
V. 

'  ■]■'.' 
T. 

Quinebaug 

Willimantic 

Coast 

tv 

.05 
.06 
.10 

T. 
.'65 

.02 

■.'61 
_ 

.09 
.11 
.15 

:::: 

1:1 

.30 

.3, 

.'67 

.04 
.21 

!pape22  for  explanation  of  reference  marks. 
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Vol.  XLIX. 


Boston.  M.\3s.,   MAY,   1031 


No.  5. 


GENERAL  SUMMAKT 

Freezing  temperature?,    except    along   tlie  immediate  coast, 

asiiered  in  the  first  few  days  of  the  month,  Init,  with  the  excep- 

M..,,  ,,f  repeated  occurrences  in  interior  portions  of  the  Section 

loth  and  16th,  temperatures  averaged  well  ahove  the  nor- 

Frequent  heavy  shower?  after  the  5th  of  the  month  hinder- 

-door  work  to  some  extent,  and  was  a  considerable  detri- 

[n  general  out-door  activities,  but  was  extremely  favorable 

11  growth  and  vegetation,  which  made  unusually  steady 

~s.    Rainfall  was  exceptionally  heavy  through  New  Hamp- 

nd  Vermont,  and  a  few  stations  reported  record  amounts 

-  month.     Thunderstorms  were  frequent  and  occurred  al- 

laily  in  scattered  portions  of  the  Section  after  the  r)th. 

iiunderstorm  on  the  evening  of  the  1 3th  and  early  morning 

>f  the  14th  was  accompanied  by  heavy  showeis,  varying  from  2 

,0  nearly  4  inches,  and  accounted  for  much  of  the  general  excess 

)f  precipitation.  e.s. 

I  TEMPERATURE 

I    The  average  monthly  temperature  for  the  Section,  based  on 

|.00  records,  was  57.3°,   wliich  is  2.2°  above  the  mean  for  the 

—  •  "(>  years.  The  average  temperature  for  the  northern  divi.sion 

.6°;  for  the  southern  division,  58.8°.  The  highest  n)onth- 

.a  was  62.8°  at  Springfield,  Mass.;  the  lowest  Avas  50.4° 

.•-^jnierset,  Vt.     The  highest  recorded  was  96°  at  3  stations  in 

Maine  on  the  31st : — Orono,  Portland  and  Rumford;  the  low- 

st  was  24°  at  Chelsea,  Vt.,  on  the  1st.     The  greatest  monthly 

ang.>  was  69°  at  Plymouth,  N.  H. ;    the  least  was  30°  at  Block 

sland,  R.  I.     The  greatest  daily  range  was  59°  at  Plymouth, 

L  H.,  on  the  3d. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
83  records,  was  4.64  inches,  which  is  1.29  inches  above  the 
lean  for  the  past  50  years.  The  average  precipitation  for  the 
orthern  division  was  5.45  inches;   for  the  southern  division, 

89  inches.  The  greatest  monthly  amount  reported  was  9.92 
\chcs  at  Franklin,  N.  H. ;  the  least  was  1.80  inches  at  Rockport, 
fas.-".  The  greatest  amount  in  24  hours  was  3.74  inches  at 
rattl^boro,  Vt.,  on  the  14th.  The  average  number  of  days  with 
)1  inch  or  more  of  precipitation  was  12,  which  is  1  above  the 
lean  for  the  past  50  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

Tlie  prevailing  direction  of  the  wind,  based  on  110  records, 
as  .southwest.     The  average  velocity,  based  on  the  records  at 

stations,  was  8.7  miles  per  hour,  which  is  1.5  miles  per  hour 
low  the  mean. 
The  sunshine,  based  on  the  records  at  11  stations,  averaged 

percent  of  the  pos.sible  amount,  which  is  1  percent  below  tlie 
ean. 

The  cloudiness  was  near   the  mean 
•ction,  based  on  127  records,  was  Ic 
id  11  cloudy  days. 
The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 

m.,    observations  at  11  stations,    was  73  percent,  which  is 
percent  below  the  mean. 


The  average  for   the 
clear,  7  partly  cloudy, 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Aurorns—l-Mi,  I7th,  •2.5-2(;th,  28th,  81st. 

H>ilos.  Iunnr.—\m\,  KStli,  22d,  25-26th. 

Hiilos.  so/d?-.— 3d, 5th, 10th, 12th,  16th,  19-2Ist,25-26th, 30th. 

//((//.  —  (datesand  general  location) —  6th,  Searsburg  Station, 
Vt.;  17th,  widely  scattered  over  central  Mass.  and  Conn.;  23d, 
extreme  northwestern  Mass.  and  vicinity  of  Old  (Jreonwich, 
Conn. 

Thundcrfilorm.'^. — (leneral  over  Section  on  6-7th,  13-14th,  I7lh, 
23-24th,  27th;  scattered  over  parts  of  Section  almost  daily  after 
1st  week. 

Fog,  dense. —5-lOth,  12-21st,  23-24th,  27-30th. 

Frosts. — (dates  and  general  location) — Heavy  or  killing  frosts 
occurred  in  nearly  all  Sections  away  from  the  coast  on  the  1st, 
2d  and  3d ;  in  northwestern  Mass.  and  .southern  Vt.  on  the  1 2th ; 
scattered  portions  of  N.  H.  and  Vt.  on  the  15th;  northwestern 
Conn,  and  Vt.  on  the  16th. 

Sleet.  —  (datesand  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


18S3.... 

ISS'J 

1S90 

1891 

1892 

1893 

1894 

1895 


1897... 

1893 1 

1899 


1915---- 
1916.... 
1917. .•• 
1918  •■■ 
1919.... 
192U--.. 
1921 .... 
1922.... 
1923--. 
1924-.. 
192.5.... 
1926.. •• 
1927.... 
1928.... 


1929. 

1!'30 

1981 

19:f2 

1983 

1934 

1935 


193G.. 


52. 4 
51.7 
53.3 
51.4 
•57.0 
56.8 
53.9 
54.3 
54.6 
51.2 
54.0 
52.1 
55.  9 


48.3 
55.8 
52.0 
53.0 
•59.9 
54.3 
51.0 
55.3 
51.2 
53.3 
46.2 
58.0 
53.7 
52. 2 
55.3 
54.9 
51.4 
49.6 
49.9 
50.4 
48.9 
51.8 
53.9 
54.6 
54.7 
54.2 
5.5.0 
55.7 
49.9 
55.6 
55.6 


.„  ,  54.0 
24  57.11 
19     59.6 


Precipitation 


No.  of  days  (all 
New  England) 


3.47 

0 

4.96 

0 

2.84 

0 

4.U0 

0 

6.46 

T. 

5.32 

0 

2.44 

0.3 

2.06 

0 

4.62 

3.8 

,5.55 

3.0 

4.  46 

T 

0.72 

0 

3.96 

0 

4.15 

0 

2.50 

0 

2.63 

0 

2.18 

0 

2.87 

0 

5.00 

0 

0 

2.94 

0 

5.42 

0.2 

1.65 

'1'. 

1.73 

0 

3.  72 

0.4 

T. 

4.  79 

'I'. 

f,.'9-i 

0 

3.44 

1.1 

1.72 

0 

0.55 

'1'. 

0.80 

T. 

3.88 

0 

3.09 

0 

2.32 

0.2 

1.40 

0 

4.85 

'!• 

5.03 

T. 

2.32 

0.9 

3.75 

0.2 

4.57 

0.5 

4.79 

T. 

3.19 

0.1 

2.84 

T. 

2.93 

'1'. 

2.  55 

T. 

1.01 

T. 

1.25 

T. 

5.  58 

0.3 

4.72 

0 

3.64 

T 

3.05 

0 

1.54 

0.2 

2.84 

0 

2. 02 

0.4 

2.41 

0 

4.06 

T 

3.73 

0 

2.90 

3.8 

4.08 

0.4 

3.06 

T 

2.  .52 

0 

4.52 

T. 

5  33 

0 

1.94 

T 

3.  92 

T. 

1.66 

T 

3.63 

0 

3.51 

T. 

4.81 

0 

2.08 

0  2 

1.58 

0 

3.58 

T. 

3.74 

0 

2.14 

'!'. 

2,74 

0 

1.51 

2.  69 

0 

3.90 

0.2 

3.64 

0 

4.19 

T. 

2.08 

0 

4.29 

T 

4.0« 

0 

4.11 

T. 

3.27 

T. 

3.89 

T, 

4.71 

0 

2.05 

T. 

2  14 

T. 

2.41 

T. 

2.  .54 

0 

2.  !5 

0 

■1.14 

0 

2.19 

0.1 

1.92 

T. 

3.19 

T. 

2.44 

0 

•i.  45 

T. 

3.89 

0 

3.23 

0.3 

3.48 

0.1 
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Climatolog-ical   Data  for  Iffiay,   1937 


•*»--? 


.1/(11  (I  e 


BangorS  

Bar  lliiibor  (near) 
Brassua  DauiU  — 

Easiiiovt 

East  Wiuthrop.  ■■■ 

Kllswoi-tli  

Eustis  

Fanniiigton 

Ft.  Fairlield  (uear) 

Fort  Kent 

Gardiner 

Greenville. 

Hiramll 

Houltou 

Jacliinan 

Le\vi>tuii 

Lincoln 

Maeliias 

Maaison§ 

MJiUlledam  ; 

Millinockei§ 

Milo 

Mooselieuii 

Nortli  iiriilgton... . 

Oiatown 

Oro.iu. 

Ponlanil 

Presqiie  Jsle • 

RiposjenusDainUS' 

Rnniforu 

Tlie  Forl;s 

Upimr  Dam 

Winslovv«§ 

WooitlandS 

For  State     

JVeii)  IlivnpfUire 


BethleliO.n  ....■■■ 

Concord    

Dixville  Notch  ... 

Durham    

ErrolS    

First  Conn.  Lake: 

Fitzwiiliiii;i» 

Franklin 

Glenclitf   

Hampton 

Hanover  § 

Keeneincar)  §  ... 

Lakepon 

Lincoln •-■ 

Mancliejter 

Milan 

NasliuaS  ......-■• 

NewUurlianiJt  •■ 

Newport  

North  iJtratford.. 
PinkhamNotclitt- 

Plymoiitli 

W'e.st  Stowartftow 
Wol!b(;ro  Falls- ■• 

York  i'ond    

li'or  Slate     •  •  • 


Mt.  Wasbicgton  : 


BeimiDKton 

BlcnsnUcldU  ■•■• 
Brattle  boro§  — 

Bnrlinfiton 

Cavendi.sh 

Chelsea 

Cornwalltt 

Craftsbury  Com. 

East  Barnet 

East  Ryegute.... 
Enosburg  Falls.. 

Gilman    

May.sMilin 

Newfane 

Newport 

Northlield 

Raadsboro 

Roc) '.ester 

Rntlp-nd 

St.  Albans ■ 

St.  Johnsbiiry.'- 
SearsljnrgMt.  ••• 
Searsburg  Sta.Jt 

Somersettt 

south  Newbury. 

VernontJS 

West  Burke 


Penobscot 
Hancock  . . 

Somerset  •• 


Aroostook  . 
PiscataquLs 
Oxford 


0.\-{ord 

lienncbec  — 
Wasliinglon 


iton 


Hilbboro- 

Coos 

Hillsboro.. 
Stralford  . 
Sullivan.. 

Coos 

do.. 

Grafton... 

Ci.rroil  .'.'. 


Bennington 

Es.sex 

Windham  •• 
Chittenden. 


Caledonia  -. 
Franklin.... 

Essex 

Windliam... 
VVi'idliam... 

<")vl.>ans 

\V;i.-hington. 
Keiiiiiiipt.jn. 
Wii.dsor  .  .. 

Rutlatid 

Franklin.... 
Caledonia... 
Bennington 
Br  nnington 
Windham... 

Oranae 

Windham... 
Caledonia... 


;rees  Fahrenheit 


1,050 

514 

1.500 


2,3f.O 

1,660 

2.080 

465 


+  4.0 
+  3.'k 


+  2.1 
+  3.8 

+  '2.'5 


+  3.  (i 
+  '4.' 2 


57. 1      +  2.  4 
hii'.'i    '  +  '2.'2 


Precipitation,  in  incl'.< 


+0.5ii 

-o.'bi 


+0.44 

+  2.4S 
+  2.62 


+  1.57 
+2.18 
+  0.67 
+0.65 
+3. 76 
+1. 63 
+2. 66 
+3.08 
+0.  43 


+0.43 
+2.39 
+2  58 
+  1.25 
+6.84 
+2.60 

+3.' 35 
+3.92 
+4.61 
+  1.76 


Bangor  Hydro  Electric  Co 

B.  L-  Hadley 
Walter  Tluirston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mis.  lluiiiiah  I.  Hatch 
State  Normal  School 
C;.  W.  Nor.s\vortliy 
W.  B.  Clark 
Samuel  D.  Sonle 
IT.  s.  Weather  Bureau 

C.  C  P.  A  L.  Co. 
William  H.  Cummine 
P.M.Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co 
Bangor  Hydro  lOlectric  Co 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Gr-^at  iNortheru  Paper  Co. 
Winfield  Heath 
N.  \V.J{ober:s 
C.  L-  Chadbomne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S    Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Uruon  Water  Power  Co. 
HoUingsworth  A  Whitney 
St- Croix  Paper  Co. 


Edward  Fenii 
George  E.  Tucker 
U.  S.  Weather  Bnn 
Sarah  II.  Gleason 
N.H.Agr.  College 
Union  Water  I'owt.     „- 
Conn   Valley  Lumber  Co, 
Walter  E.  Bolles 
F.  J.Soutinnayd 
State  Sanatoriinn 
Frank  E.Leavitt 
Dartmouth  tJollege 
Robert  P.  Ha V  ward 
Fred  Wiggin 
Edward  A.  Can- 
Public  Service  Co. 
Andro.sooggin  Res.  Co. 
Pennichuck  Water  Works 

E.  E.  Tobey 
H.P.Shepard 

F.  A.  smith 
J.  B.Dodge 

Mrs.  Hatiic  G.  'J'row 
Claude  K.iker 
Keinieth  Ijei-iy 
U-  S.  Bureau  of  Fisheries 


i 


■Co. 


U.  S.  Weather  Bureau 


B.  K.  H.vdro-KlcctricCo. 
Everett  Orchards 
W'-cri^e  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Dtirkee  ttt 
Sarah  E.  Lane 
Ml-s  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devinsm 
L.  n .  Pomeroy 
tjilmaji  Paper  Co. 
Fred  May  til 
Mr.<.  John  J,  Gerety 
Rev.  A.  B.  Crichton 
U.S.  Weather  Bureau, 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
R.  C.  McWJlliams 
Fairbanks  Museum 
George  Briggsttt 
N.  E.  Power  Co. 
L.  L.  Leon-.'rd 
M.  W.  Dickey 
Conn..  River  Power  Co. 
Oilman  W.  Ford  1tf 


See  page  28  for  explanation  of  reference  marks. 
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Climatolo^ical  Data  for  May,   1937 


Temperature,  in  deerees  Fahrcniieit 


1.^2 


Is 


21 


Windsor.. 
Windsor.. 
Windhum 
Windsor.. 
Windhum 
Windsor.. 


Berkshire  ... 
Hampshire  •. 
Middlesex  ... 

Norfolk 

.     do  

Suffolk 

Worcester  . . . 
riymoutli  ... 
Hiimpden  .■  ■ 
Hampshire. . 

Suffolk 

Worcester  ... 
Jfiddlesex  . . . 
Flymontli  ... 
Berkshire.... 

Bristol 

Barnstable-.. 
Worcester  . . . 
Middlesex  ... 

Norfolk  

Worcester  ... 

Ussex 

Franklin 

Middlesex  .-• 
Worcester  . .  ■ 

Kssex 

Franklin 


Middlesex  ... 

Bristol 

Plymouth  .. 

Kssex 

Worcester  • 
Worcester  . . . 
Fianklin  .... 
Nantucket.  ■  ■ 

Bristol 

Worcester  . .  ■ 
BerUshire  ■  • . 
I'lymouth  ■■ . 
Berkshire  ■■  ■ 
Worreslor  . . . 
Berkshire  .  . 
Hamp.shire.. 
Plymouth  •■  • 
Worcester  .  ■ . 
Barnstable ... 


Franklin  ■•. 
Worcester  ■ . 
Middlesex  •• 
Hampden  .. 
Worcester  .. 
Berkshire... 

Kssex    

Bristol 

Franklin  .. 
Hampshire . 
Wore  sler . . 
Hampden  .. 
Middlesex  .. 
Worcester  •  ■ 
Berkshire  • 
Worcester  •  • 
Worce.ster  .  ■ 


Washington 
Providence 
Providence 


New  T,i)ndo 
Miclifield  . 
Fairfield... 
Hiirtr'oid  . . 


+  2. 2 

+  '6."2 


+  2.3 
+  1.9 


+  3.01 
+2.  31 
+2.31 
+2.63 


+  0.44 
-0.76 
—0.93 


+0.8S 
+  1.«.5 
+  0.24 
+3.  53 
+ 1. 30 

+n.'9i 


+  1.09 
+0.58 
+  0.03 
+0.  32 
-  0.  27 
-0.48 

+6.'24 


+  1  54 
-0.69 
+1.58 

+0.'36 
+3.  82 
-0.78 
+0.  56 
—0.79 
-1.13 
+4.00 
-0.26 
-0.04 
+  0.88 
+  1.59 


+3.21 
+2.76 
-0.40 
+1.34 


+2.  02 
+  2.23 
+  0.84 
+0.67 


+0.  65 
-0.90 
-1.33 
+0.93 


Evil  K.  Doubleday 
N.  E.  I'ower  Co. 
E.  T.  Sutton  1 1 1 
Olcott  Falls  Co. 
Walter  Adams  Ml 
William  S.  Eaton 


N.E.  I^owerCo. 

Mass.  Ajtr.  Exp.  Sta. 

Met.  Water  Works 

.state  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mr.s.  lAiriug  H.  Keed 

City  Engineer 

.state  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

Jlet.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kelley 

.state  Dept.  Public  Health 

Uicliard  C.  Brigham 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

state  Dept.  Public  Hcaltli 

lialpli  M.  Barker 

Bureau  of  Entomology 

State  Dept,  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  I'ower  Co. 

State  Dept.  Public  Health 

StHte  Teacher's  College 

State  Dept.  Public  Health 

E.  P.Mitchell 

Met.  Waler  Work..* 

Essex  CoiMpanv 

Props.  Locks  .(,  ChmhIb 

State  Dcjit.  Public  Ile.ilth 

State  Dept.  Public  Health 

Williaiii  If.  lloelzel 

State  Derit.  Public  Health 

N.  E.  Power  Co. 

f;harlotte  A    Biaun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

D.  B.  Cainining,<! 

State  Dept.  Public  Health 

Miss  I..  B.  Knapp 

Met.  Water  Works 

Irving  n.  McNiivr 

U.  S.  C.G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public,  riealfh 

Met.  Waier  Works 

U.  S.  Armory 

Met.  Water  Works 

Ncsliit  H.  Biuigs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  Jv.  R .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met  Water  Works 

WmianiR  Collece 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Kxp,  Station 
John  W,  Logan 
0.  S.  Weather  Bureau 


age  28  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May,  1987 


Olimatological   Data 

for  May,  1937 

ToniDeratnre,  indetrreea  Fahri 
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0 
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51 
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9 

Explanation  of  Reference  Marks  U.sed  on  Pages  36.  27,  and  28. 

The  departures  from  the  normal  temperafuro  are  computed  from  the  averages  of  the  entire  period  for  stations  havinK  m  or  more  years  of  record.  Dejiartures  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean",  adjusted  to  a  uniform  osyear  jieriod;  for  .station.s  of  lo  to  t,i  years  the  means 
for  the  period  of  re<;ord  are  used.  Reference  letters.  «,b,<-,  appearing  in  the  table  indicate  number  of  days  missing ;  for  exauipl.-,  f)  represents  two  days,  etc.        t  .418 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau.    1  ft  Observer  for  New  England  Power  Co.       T   PrccipiLatioii  is  less  than  O.ol  inch  rain  or  melted  snow. 

tt  Post-otlice  addresses  of  these  stations  are  as  follows:  Maine -Azisjohos  Dam,  Wilson  Mills:  Biassua  Dam,  Rockwood ;  Hiram.  West  Ba1dA\in;  Kipogenns  Dan 
Millinocket;  Winslow,  Waterville;-New  Hampshire-First  Conn.  Lake.  Pittsburg;  New  Durham,  .ilton;  Pinkham  Notch,  (rorham:  York  Pond,  Ber'in;  -  Vermont— Bloom 
field,  North  Stratford,  N.  H.;  Cornwall.  Mi-Jdleburv;  Mays  Mills,  Colrain.  Mass.;  Searsburp  Sta..  Wilmington:  Somerset.  Wilmington;  Vernon,  fthelbnrne  Falls,  Ma.-s. 
—  Massachusetts-  Ashland.  Framingham;  Blue  Hill.  Milton;  Egremont,  South  Egremoiit;  Falmouth,  Hatcliville;  Lake  Cochituate,  Framiiigi  am;  —Connecticut- Cream 
Hill,    West  Cornwall ;  Lafte  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  39. 
re  generally  made  late  in  the  afternoon,  near  sun.set,  and  precipits 
"  '    '      ■ '  ■ eht. 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sun.set,  and  precipitation  recorded  is  for  the  "'  hours  ending  at  the  time  of 
observations.  *••  Regular  Weather  15ureau  station";  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  *»  Precipitation  uje,i.  ured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.  T.  Precipitation  is  less  th.Tn  0.01  inch  rain  or  melted  snow. 


i  are  taken  in  the  i 


Explanation  of  Reference  Marks  Used  on  Page  30. 
ling;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  < 
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Daily    Precipitation  for   May,    Ij 
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.'35 
.80 
".95 

".it. 

.45 

".v: 
t'.' 

.54 
T. 
.11 
.35 

1 

'.'ifi 

1.17 
1.57 
1.23 

".94 
.5- 
.32 

1.50 

I,6fc 
.4^ 
,U 

3.  t;; 

.4.- 

2.  dC 
.(11 

'."h 

1.24 
.6ft 
.78 
.19 
.57 
.5'i 
.  O'l 

".'C7 
.18 
.32 
1.00 
1.04 
.45 
3.34 
1.12 
1.78 
.38 

.06 
.f« 
.06 

.13 
.08 
1.76 

"."47 
.21 
.04 

lis 

OS 

1.04 
1.23 
1.7S 

i.'i7 

1 

'^^ 

".h4 
,04 
.20 
.03 
.05 

'.  :-,o 
■.■34 

:i 

.04 
1,58 

.94 
.05 

.84 

.22 
..57 
,86 

1.03 
1.79 
1  74 
2.01 

^49 
1.16 

.96 
1.26 
1.66 
1.00 

.O.i 

:'■' 
t.' 

'iV 

.01 
,v 

' ,  03 

■."62 

.06 
.19 
.60 

','64 
,14 

,28 
.Ob 
.03 
.43 

'.'51 
.08 
,09 

1,40 

.40 

.39 

,40 

:i 

,12 

,  3f, 

T, 

.'69 
.20 
.25 

■.tl 
.06 

.io 

.16 
.21 
.23 
.26 
.36 
.08 
.22 

.27; 

.25 

.02 

'.'20 

,'02 
.  27 
,06 
,05 

'.'61 

','ii 

'.'Ofi 

12 

.05 

.13 

.14 

'.'oi 

,']fi 

.11 
T. 

'."05 
,22 
.11 
.13 

".'29 
T, 

.'65 
.26 

"63 
.01 

.55 
.34 

.46 

','56 

:2s 

^64 
.73 
.It 

:S 
'% 

;| 
]oi 

.4" 

,3(1 
,('8 
.4S 
,13 
.63 
.5^ 
,21 
,42 
,2.S 

.  10 
.04 
.17 

■M 

.25 
.19 
.32 
.19 

;i 

.20 
.21 

.17 
.06 
.33 
.15 
.40 
.21 

.'35 
,  19 

.81 
.56 

:'' 

.64 

1:^0 
.17 

T. 

',"i-'i 
,21 

!06 

.  1(! 

■1- 
r. 

.14 

,  Of, 

.05 

;i2 
^' 

"ii 

T. 

".bo 

t." 
■1'. 

.05 

.■22 
T, 

.02 
'.'39 

T, 

.0« 

!2i 
, .'  V 

.'62 

'.'06 

.03 

T 

.03 

t. 

■'oi 
•r. 

.OJ 

■I. 

T." 

','63 

■,'02 
,02 

■.'05 
t." 

,01 
T. 

.'61 
.05 

f,' 
.02 

.'6.5 

,03 

.13 
.04 
T. 

.01 

:3c 

.09 
.13 
,12 
,25 
,65 
.2, 
,03 

'."01 

1.'24 
.26 
,14 
,62 

".Oi' 
,45 
T 

;l 
,11 

,81 
,  ,=1.5 
,89 
.25 

.01 

".■i3 

.15 
.62 

'^ 
.08 
.20 
.34 

.'22 

".hi 

,4(1 
1.  ]2 

r. 

■v.- 

,02 
'.'oi 

t: 

.03 

't.' 

.05 

.01 
'1', 
T, 

'.{-, 

'.12 

.14 
.03 

TV 

.07 
.02 

'.■37 

1,  22 

'.'02 
.85 

.20 

.40 
1.  24 

'.'97 

'.'.50 

'.'28 
.60 

.i4 
.'25 

,81 
.(4 
.57 
1.17 

T. 

".0] 

t.' 
T. 

T, 
.02 
.  50 

,'02 

,50 

','39 

,45 
1.17 
.79 

l.'Oo 

.87 

Loi 

KfiO 
,32 

'.'69 

.10 
,  33 
,32 
.68 
,62 

.'62 
.47 

'02 
.48 
,31 
.04 
.92 
.12 

.39 
.87 
,10 

,18 
,42 
.10 
.  16 
.03 
.06 

."ie 

.03 
.03 

4  78 

.'.**•  . 

Champlain 

.onrr 

V-  :    ,— !•* 

V"!  :-  :rk-e*' 

■w...  .--.o-k 

Imher.t  

Jlue  iliil 

k)Ston'** 

.•hcnortield** 

;iinton»* 

Toncurd 

ijist  Warehain**.. 

i^rciiioDt" 

■allKivM  

alnuHith" 

■iti'ii';'urg 

'raiijiiigliam 

^ankMn** 

lard  uick*» .";;;;: 

fcverhill 

Inbbardston**.... 

Jyani.is 

I»wi<h«* 

«weil 

totucket***  

^Bedford  .... 

OT>outh** .!!!!! ! 

■rovincetown 

ackpoi-t 

onthl.ridsre** 

prinRfield 

anntoii" 

nrners  Falls 

'illiamstown   .... 
.'inchendon  •*.... 

....do ;;.... 

...do 

Connecticut 

....do 

...do 

...do 

Coiiiiei'ticut 

Coast 

....do 

Connecticut 

Merrimac 

....do 

Coast 

Housa  tonic 

Coast 

....do 

Merrimac 

...do 

Charles 

:::: 

... 

.... 

'.'of, 

"^07 
T, 

iV 
'.■49 
','54 

,13 

'.'61 
,09 

't. 
,20 

,01 

','62 
l.(,9 

t, 
,01 
,04 
.14 

.'i7 

1.68 
.28 
.44 

.18 
.32 
.34 

't',' 

'."oc 

6,52 

4."  69 
4,91 
5.38 
5.  54 

6.09 
3,25 
2.  ,52 
7.60 
4.03 
2.96 
2.90 
4.04 
2,58 
2,94 
5.22 
4.02 
2  61 

Connecticut 

Merrimac 

Connecticut  .  

Coast 

...do 

Merrimac 

Coast 

...do 

Connecticut 

Honsa  tonic 

Coast 

....do 

...do 

Thames 

Connecticut 

Coast 

Connecticut .... 

:::: 

i'V 
f.' 

.05 

5,07 
3.07 
4.29 
2  00 

'.'oi 
.11 

f. 

.'01 
.'08 

2.75 
3.38 
2  16 

3.19 
5,04 
3,86 
2,49 
2.19 
1.80 
3,40 
4,10 
2.30 
6.69 
5.19 
5,37 
3,61 

3,  26 
.3. 31 
2,  54 

2  28 

6;4i 

4,76 
4.13 

Hudson 

Connecticut 

Blackstone 

Coast 

....do 

....do 

Coast 

...do 

Sf^o'te  Hand 
lock  Island***... 

jogston 

rovidence*** 

ConnecUcut 

IF?  •■■••■•■■ 

i«  i.utiand**.".'. 

arttord*" 

«w  Kaven***  .... 

ew  London  

orwalk 1 

."63 

.■44 
.01 

.'i? 

Honsatonic 

1.54 
.'62 

t: 

tv 

T. 

...do 

....do 

.48 
.75 
.40 
.24 
.22 
.56 
.54 

."26 

2,50 
2.37 
3  23 

4.47 

atnam 

wrrs ! 

aterbury | 

1 

Qninebaug 

...|.... 

: 

.02 

.02 

T. 

.05 

.02 
.02 

."io 

Coast 

1 

.77 

1 

1 

See  page  28  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May,  1937 


Daily  Temperatures  1 

or  May.  1937 

^ 

Day  Of  Month 

Mean 

Statioi 

1 

i 

H 

1 

\J_ 

3 

4 

5 

6 

' 

_i 

_i 

_li 

U      12 

13      14 

16 

1.S 

19 

|20 

21 

|22f23 

24 

25  1  26 

1  27  1  28 

29  1  30  1  31 

Maine 

1 

1 

1 

1 

1 

1 

1         1 

1 

1 

1 

1 

r~ 

1 

1 

1         i 

Y~ 

1 

1 

1        1 

Bar  Harbor  (near).  ... 

\  JlaxiQium.  .. 

C5 

'     6- 

S 

!     77 

7 

7C 

5y 

1     5C 

.5c 

:   5; 

i     05      62 

70     6 

1     53!     63 

6e 

61I    63!    51 

i     65!     68!     7f 

7 

71      6S 

5: 

1    ^^ 

76 

83I     8> 

68.3 

id 

i     ^' 

5a 

491     4-1 

41 

41 

'   3a 

1     40!     4(. 

[     39     41 

47     39 

j    3c 

i     4 

4C 

44|     44i     451     4 

49     4- 

48|     481     5f 

41 

4" 

.50 

55     57 

44.7 

Kastport  

Maximum.  •• 

56 

5t 

7^ 

72 

1     S'l 

5t 

50|    47 

i     5.= 

4« 

63     69 

57     4- 

1     f. 

i     5: 

6c 

50l    6t 

47!     51 

65     64 

1    52i     651    5. 

1     4f 

71 

71 

83     90 

•  (  Minimum.... 

33 

391    4 

46 

4;. 

4t 

I    41 

'     4'' 

:  41 

43 

1     42      44 

42i     37 

1    3" 

4i 

4 

42|     42!     41 

43;    42:    44 

!     43     42     44 

1   4a 

4- 

46 

51      50 

4216 
68  6 

Fort  Kent 

j  Maximum .  ■• 

7a 

1    7' 

69 

73 

65 

6t) 

61 

72 

62      75 

74'    70 

49!    62 

" 

6 

i   m 

6II     f.0|     74i     7-2 

78!     621     7i 

!     66 

77 

75     8S 

•  (  Minimum.. •• 

31 

81 

j    3. 

37 

3' 

43 

i     ^' 

42 

1  t^ 

5( 

42     33 

51     39 

321    36 

1     32 

4-^ 

44 

4fc 

1     421     42      50 

51 

48     45 

50 

4{ 

39 

45 

67 

42  2 

Greenville   

j  Ma.timum  .-• 

71 

7C 

'    7« 

74 

65 

70 

5- 

I     5^ 

'' 

60     73 

71     63 

48 

63 

i     66 

5t 

!     64 

i    51 

1    61 

j    73     71 

6c 

64     70 

55 

72 

74 

81 

88 
62 

66:4 

3^ 

30 

!    35 

3( 

38 

4-. 

40 

44 

4.5 

38     38 

40l     3« 

32 

3: 

34 

4C 

1  4a 

i     41 

39 

!    34I    45 

4- 

46     4'. 

45 

4" 

42 

46 

40.3 

67.0 

HoultoM    

{  Maxinnnn  ... 

7" 

'■ 

74 

7 

70 

64 

04 

60 

64      70 

Gt 

i     60 

44 

55 

66 

6£ 

5- 

57 

50 

1     ■^l 

68 

6. 

62     69 

65 

71 

75 

85 

90 

•  (  Minimum.... 

2< 

3( 

3a 

32 

3!) 

43 

3- 

47 

4a 

42     37 

4h 

!    40 

3 

39 

32 

42 

4h 

47 

4: 

3b 

45 

41- 

47     4b 

47 

49 

39 

47 

6'l 

41.5 

'""            

)  Ma.xinium... 

74 

73 

81 

8( 

75 

64 

541     51 

69 

64 

65'    73 

6b 

56 

50 

6b 

62 

OL 

01 

53 

6S 

70 

63 

6- 

72 

69 

59 

78 

82 

8b 

93 

68  I 

•  )  Minimum.... 

41 

41 

3- 

44 

44 

47 

43 

41 

44 

45 

4 

41 

62 

39 

3- 

41 

4- 

44 

45 

'     42 

44 

45 

49 

51 

48 

49 

42 

50 

50 

57 

44^8 

71.5 

MilliHocUol 

)  Ma.ximuni.  .. 

7t 

!>3;    80 

77 

73 

68 

64 

70!    61 

6.5 

73 

7(J 

69 

4^ 

6" 

71 

6- 

68 

63!     63 

75 

73 

70 

7( 

73 

70 

78 

80 

'  95 

•  (  Minimum 

30 

3r 

32 

37 

34 

41 

45!     43 

4b 

4b 

3f 

34 
74 

44 

40 

33 

38 

3< 

45 

39 

i     4b 

43 

41 

4< 

51 

44 

47 

48 

40 

4( 

62 

41.5 

Olillowa    

)  Maxinuun... 

72 

71 

SI 

SO 

76 

73 

62 

62 

65 

64 

64 

67 

63 

54 

60 

63 

6- 

65 

64 

71 

73 

68 

68 

64 

74 

86 

90 

69.5 

■  '  Minirnuni-... 

4t 

4( 

3- 

44 

44 

48 

47 

45 

45 

45 

41 

40 

49 

44 

3b 

40 

3! 

45 

43 

'     4b 
55 

43 

42 

60 

5; 

53 

41. 

47 

49 

47 

60 

59 

45.2 

l-'orlliuid 

\  M.ixin-uni  ... 

67 

82 

7b 

Ml    58 

50 

47 

60 

61 

6H 

69 

59 
42 

54 

57 

5fa 

61 

56 

66 

62 

54 

72 

72 

60 

59 

66 

76 

80 

9i; 

64.3 

•  (Minimum.... 

50 

4t 

4b 

55 

49 

49 

44 

42 

44 

45 

41 

48 

52 

39 

41 

44 

47 

47 

48 

45 

49 

48 

60 

55 

50 

50 

53 

63 

57 

62 

48. 1 

UuMiloni  

j  Maximum  . .  ■ 

70 

en 

78 

79 

75 

64 

5b 

49 

68 

59 

63 

73 

70 

.59 

4b 

64 

64 

69 

59 

53 

67 

70 

63 

67 

72 

70 

60 

77 

81 

89 

96 

n'.i 

■  '  Minimum. .. 

32 

36 

32 

41 

39 

44 

41 

40 

43 

42 

4C 

33 

37 

39 

34 

S8 

41 

42 

39 

42 

43 

35 

43 

42 

46 

45 

45 

46 

42 

43 

56 

40.7 

Wiiislo'.v   

j  Maximum  ... 

75 

7b 

& 

85 
40 

83 

74 

60 

58 

6S 

71 

6i 

74 

70 

71 

52 

72 

62 

68 

65 

68 

75 

70 

74 

73 

66 

80 

8b 

93 

"72  7 

•  1  Minimum.... 

35 

41 

40 

45 

45 

41 

42 

45 

37 

45 

44 

34 

37 

44 

38 

44 

41 

37 

42 

48 

48 

45 

47 

49 

42 

45 

55 

"42.3 

^^ew  Ham] 

•■i/Kir 

Berlin  11 

j  JhixiMuun.  .. 

71 

72 

80 

7o 

75;     70 

50 

56 

69 

50 

62 

75 

71 

58 

52 

70 

.59 

.52 

52 

52 

66 

6b 

07 

66 

69 

72 

74 

7f 

81 

85 

91 

67.5 

1  Jlininium.... 

29 

31 

29 

34 

301     47 

50 

4( 

4:. 

43 

3S 

32 

51 

52 

34 

32 

38 

42 

89 

42 

42 

»9 

44 

46 

4< 

42 

49 

47 

39 

41 

511 

40.9 

Coiicor<1 

J  JJaxiiiUiui... 

73 

7( 

8' 

82 

hO 

70 

5b|    47 

71 

61 

6b 

78 

70 

60 

54 

7i: 

63 

61 

55 

55 

71 

70 

73 

73 

74 

77 

73 

77 

82 

85 

93 

70.2 

•  )  :!ii;ii:ium-... 

36 

37 

36 

85 

43 

4b 

48 

45 

4; 

46 

45 

4U 

37 

55 

41 

38 

37 

40 

44 

42 

46 

47 

49 

60 

51 

53 

47 

52 

51 

50 

49 

54 

45. 1 

Uiirliiun 

)  M.ixiiiuJiii.  .■ 

71 

85 

83 

80 

64 

67 

68i     69 

76 

72 

.'^9 

66 

61 

65 

64 

57 

45 

74 

71 

69 

75 

75 

73 

65 

69 

78 

87 

94 

72.4 

(  Minimum  — 

■i\ 

52 

29 

87 

40 

44 

48 

41 

41 

43 

3b 

31 

53 

4- 

37 

32 

34 

40 

37 

40 

45 

46 

49 

49 

42 

49 

49 

47 

44 

49 

42.1 

Fir.st  Conn.  Lake 

;  Maximum  . . . 

70 

75 

73 

ft 

62 

53 

57 

69 

51 

69 

65 

70 

65 

40 

64 

59 

52 

45 

60 

68 

69 

60 

65 

68 

70 

7C 

76 

79 

85 

64.4 

)  Minimum.... 

27 

2S 

28 

30 

36 

41 

40 

4i 

33 

34 

32 

50 

40 

32 

32 

43 

39 

1 

38 

40 

50 

43 

42 

42 

48 

49 

62 

38.6 

Keene(near) 

j  Maximum  .  . . 

74 

81 

81 

8( 

72 

03 

75 

Ob 

67 

78 

67 

60 

55 

70 

63 

60 

53 

55 

7( 

74 

83 

71 

75 

78 

77 

li 

81 

85 

9u 

71.2 

1  Minimum.... 

27 

2t 
75 

27 

H 

36 

45 

4£ 

44 

45 

37 

30 

32 

45 

46 

39 

31 

38 

4' 

37 

42 

35 

43 

47 

42 

40 

■39 

54 

55 

47 

43 

46 

40  2 

Pl.vmo.itl, 

j  Maximum  ... 

79 

S4 

79 

69 

59 

55 

73 

63 

69 

81 

75 

52 

7! 

62 

57 

55 

72 

72 

70 

73 

76 

78 

80 

79 

85 

88 

94 

72.2 

(  Minimum ■■■■ 

23 

2o 

25 

29 

33 

42 

44 

41 

41 

42 

35 

27 

43 

42 

37 

31 

43 

38 

42 

43 

43 

42 

44 

52 

40 

50 

46 

40 

38 

46 

38.7 

Burlii.gtou 

-•} 

62 

66 

55 

68 

67 

50 

66 

74 

74 

57 

43 

65 

60 

60 

55 

61 

65 

72 

74 

68 

70 

76 

75 

70 

77 

82 

88 

67.6 

4) 

52 

49 

49 

46 

50 

41 

40 

42 

52 

38 

34 

i.2 

47 

47 

45 

43 

45 

49 

56 

47 

60 

5] 

.57 

51 

47 

50 

6! 

46.4 

Newport  

7ii 

64 

59 

57 

62 

69 

54 

64 

71 

72 

58 

47 

65 

62 

57 

57 

61 

63 

67 

74 

69 

64 

69 

73 

69 

81 

87 

66.x 

/  :  1  ;;'i;;;:i!ii  ■  ■  ■  ■ 

,, 

4S 

46 

45 

50 

47 

49 

44 

41 

42 

55 

44 

40 

39 

47 

4v 

47 

47 

47 

47 

56 

51 

50 

49 

58 

50 

47 

50 

66 

47.5 

NorthtieUl 

\  Maxiiniun  ... 

'■i 

SO 

70 

67 

58 

64 

71 

53 

64 

75 

71 

54 

46 

68 

53 

68 

73 

68 

6^ 

74 

74 

73 

77 

83 

90 

67.  S' 

/  Minimum.  .. 

30 

32 

31 

33 

47 

48 

45 

45 

37 

38 

32 

54 

43 

31 

2s 

-12 

49 

41 

46 

43 

54 

46 

39 

42 

51 

40.9'' 

RiitlaiMl    

St.  Albans 

St.Joliusbury  

j  Maximum... 

68 

74 

79 

SO 

77 

72 

59 

63 

T.i 

67 

67 

78 

73 

67 

45 

65 

m 

73 

71 

70 

75 

71 

75 

73 

81 

81 

69.8" 

(  Jlijiimum...- 
(.Maximum... 

34 

38 

38 

43 

46 

50 

52 

47 

46 

41 

36 

37 

57 

40 

41 

31 

41 

4: 

44 

63 

44 

45 

48 

57 

52 

45 

47 

48 

44.7 

(  Minimum 

(Maximum... 

76 

77 

79 

si 

77 

68 

60 

61 

7i 

68 

6.5 

75 

74 

70 

49 

69 

66 

M 

69 

52 

65 

67 

77 

71 

72 

77 

75 

76 

81 

85 

i> 

io.i 

I  Jiininun:'. 

32 

36 

32 

36 

40 

5C 

52 

46 

46 

43 

39 

32 

52 

47 

39 

32 

39 

47 

42 

44 

44 

45 

47 

46 

51 

44 

56 

48 

42 

43 

52 

43.4 

Woodstock  

J  Jiaximum... 

76 

76 

82 

82 

71 

68 

63 

54 

74 

09 

09 

78 

72 

65 

52 

71 

63 

6! 

58 

57 

69 

78 

68 

75 

75 

76 

76 

79 

84 

91 

71.1- 

\  Minimum.... 

25 

29 

28 

34 

37 

43 

£0 

45 

44 

37 

33 

29 

51 

47 

4C 

28 

35 

43 

3b 

42 

37 

42 

48 

39 

41 

39 

52 

54 

40 

41 

49 

40.0 

Muisachiiulif 

All 

74 

72 

S2 
36 

82 

77 

72 

56 

3^ 

57 

75 

58 

70 

77 

64 

59 

58 

71 

68 

62 

54 

59 

70 

77 

83 

72 

78 

78 

75 

73 

82 

86 

2? 

^H, 

44 

40 

44 

49 

46 

47 

41 

37 

55 

46 

42 

35 

46 

46 

44 

42 

42 

49 

64 

47 

46 

46 

,57 

61 

57 

52 

55 

46.7 

Bo  toil 

62 

57 
45 

77 

85 
55 

57 

52 

60 

48 

62 

63 

45 

69 
42 

11 

72 
56 

63 
44 

% 

64 
48 

5i: 

56 
49 

59 
46 

75 
60 

69 
53 

62 

52 

75 
54 

76 
56 

72 

5? 

65 

59 

70 

84 

93 

68.1. 

50.1 

47 

45 

46 

4-1 

44 

49 

44 

53 

54 

57 

58 

63 

BrocUtou 

'    .■',:,  xi.nlu..   ■  ■  • 

62 

83 

f 

86 

68 

69 

58 

^A 

69 

72 

72 

68 

66 

65 

66 

70 

09 

58 

I^ 

74 

82 

73 

75 

70 

65 

77 

80 

V 

71.7 

(  }\im\iV,v.'A     .. 

34 

45 

45 

47 

49 

43 

42 

47 

3f> 

44 

52 

53 

43 

40 

42 

45 
65 

50 

43 

48 

53 

61 

.55 

53 

50 

55 

51 

52 

62 

54 

47.7 

Concord 

70 

64 

88 

S4 

79 

63 

49 

72 

63 

69 

79 

63 

57 

72 

65 

57 

58 

73 

74 

75 

74 

77 

66 

66 

77 

85 

91 

70.6 

/  MiniiiuMii-'.  •■ 

34 

40 

33 

44 

53 

52 

45 

44 
56 

43 

43 

38 

37 

57 

43 

42 

34 

42 

43 

45 

45 

43 

54 

.52 

51 

51 

46 

54 

54 

61 

52 

67 

45.9 

Ka,.st  Warcliaml'  • 

JMtiximum... 

60 

61 

72 

79 

67 

63 

65 

64 

60 

65 

72 

62 

69 

59 

66 

63 

67 

61 

61 

70 

70 

70 

76 

77 

74 

63 

73 

77 

75 

67.1 

(Minimum.... 

30 

39 

31 

41 

48 

50 

45 

44 

47 

37 

37 

51 

.'^2 

48 

37 

38 

49 

49 

43 

41 

45 

53 

55 

48 

47 

6S 

60 

53 

46 

57 

45.7 

Fall  River 

j  Maximum... 

65 

5H 

77 

82 

75 

66 

76 

51 

70 

64 

69 

74 

64 

70 

64 

f. 

65 

71 

^l 

59 
43 

72 

74 

80 

76 

78 

74 

66 

62 

75 

82 

85 

?d 

(  Mininuun.... 

41 

42 

40 

53 

50 

44 

43 

44 

38 

46 

52 

46 

40 

45 

46 

49 

46 

53 

56 

58 

51 

.50 

56 

53 

52 

53 

59 

Fitchburg  

(  Mininnim 

74 

75 

85 
34 

89 

73 

67 

P 

59 

77 

68 
46 

69 

78 

73 

63 

58 

74 
34 

67 

62 

41 

78 
44 

75 
51 

74 

76 
60 

81 
43 

68 
44 

63 

60 

67 

88 

7La 

39 

34 

44 

54 

49 

4/ 

41 

41 

35 

38 

44 

37 

38 

40 

48 

45 

43 

50 

63 

58 

44.1' 

Lawrence 

iMhfimum.-.:: 

66 

62 

•i6 

84 

68 

64 

4S 

59 

64 

70 

75 

72 

s 

58 

67 

61 
42 

62 

58 

59 
43 

73 

73 
52 

64 

74 
51 

74 
52 

74 

08 

74 

77 

84 

93 

?.-% 

36 

42 

44 

50 

.52 

44 

42 

41 

49 

37 

55 

42 

40 

37 

44 

44 

hO 

48 

51 

52 

52 

53 

52 

45.  y 

Nanlncket 

*  Maxinuun.  .. 

52 

47 

68 

71 

61 

58 

59 

50 

55 

54 

57 

66 

60 

68 

55 

57 

57 

64 

59 

58 

66 

64 

75 

71 

66 

68 

59 

58 

65 

72 

66 

61.1 

(  Minimum.... 

42 

45 

45 

48 

46 

49 

45 

45 

44 

45 

4:) 

44 

50 

51 

49 

46 

44 

48 

49 

47 

49 

49 

50 

53 

52 

51 

50 

51 

52 

56 

48. 

Stockbridge    

)  Maxinuun.  •. 

73 

71 

77 

SO 

76 

70 

69 

60 

73 

62 

67 

73 

64 

59 

51 

66 

60 

66 

68 

64 

78 

SO 

65 

73 

76 

74 

71 

78 

SO 

86 

69.' 

(  Jfiiiimum.... 

30 

33 

35 

42 

52 

50 

47 

47 

42 

30;    291 

56 

46 

4i 

32 

46 

46 

45 

42 

45 

54 

42 

44 

44 

58 

54 

44 

46 

43< 
69. 

WlHiamstown 

j  M-.iximnm... 

72 

71 

36 

V^ 

77 

73 

56 

65 

60 

73 

66 
43 

'4  It 

69 

62 

t^ 

67 
34 

66 

47 

58 
47 

54 
44 

54 
42 

65 
42 

76 
47 

79 
60 

67 
45 

72 

45 

77 

i 

74 

58 

77 

80 

85 

(  Minimum 

36 

39 

4.3 

45 

52 

49 

49 

58 

46 

48 

47 

49 

52 

Worcester 

j  Maximum.  •• 

68 

64 

81 
37 

^i 

77 

70 
52 

65 

46 

75 

^1 

67 

75 

70 

69 

55 

39 

73 

66 
40 

64 

56 

58 
43 

71 
47 

76 
50 

78 
61 

73 
52 

79 
48 

78 
46 

69 
52 

64 
55 

79 

84 
54 

89 

7ft 

)  Minimum.... 

44 

42 

43 

50 

46 

43 

43 

87 

38 

56 

44 

35 

41 

43 

57 

55 

46, 

khode  IslwMl 

Block  Island 

(Maxinuun... 

60 

54 

68 

72 

59 

57 

57 

51 

59 

58 

61 

68 

56 

61 

58 

59 

62 

57 

57 

64 

66 

70 

70 

70 

65 

66 

56 

64 

70 

69 

62;' 

(  Minimum-... 

42 

44 

44 

49 

48 

49 

46 

47 

46 

45 

43 

48 

51 

52 

49 

46 

47 

50 

47 

47 

60 

52 

51 

56 

54 

63 

55 

52 

52 

54 

57 

49i 

Kingston 

(Maximum... 

66 

66 

73 

81 

76 

63 

65 

63 

68 

61 

70     72! 

62 

63 

64 

60 

67 

60 

71 

72 

77 

75 

77 

75 

69 

71 

79 

83 

69.' 

i  Minimum.... 

32 

39 

29 

42 

44 

46 

48 

46 

44 

47 

35 

34 

52 

47 

32 

37 

42 

45 

36 

44 

47 

50 

55 

45 

45 

56 

53 

52 

44 

51 

44^ 

Providence 

S  Maximum . .. 

68 

5S 

83 

83 

76 

63 

70 

52 

71 

70 

78 

74 

62 

70 

61 

59 

59 

74 

70 

75 

75 

78 

68 

71 

60 

76 

82 

91 

70. 

1  Minimum.... 

45 

45 

45 

54 

53 

52 

47 

45 

44 

42 

40 

48 

45 

45 

42 

48 

50 

47 

45 

50 

57 

53 

58 

53 

63 

66 

54 

55 

57 

60 

49; 

CoiineHic 

;'( 

Cream  Hill 

j  Maximum... 

75 

72 

80 

79 

75 

09 

71 

65 

?- 

64 

73 

64 

62 

51 

64 

61 

11 

58 

66 

f. 

78 

78 

66 

77 

77 

76 

71 

80 

84 

86 

37 

42 

42 

52 

54 

49 

44 

4o 

40 

45 

53 

50 

42 

35 

46 

45 

45 

44 

52 

57 

47 

45 

57 

54 

58 

57 

53 

66 

Hartford 

Maximum.  .. 

75 

70 

81 

85 
50 

73 

70 

76 

59 

74 

7l|     76! 

72 

70 

59 

70 

67 

68 

57 

61 

71 

11 

S2 

74 

80 

77 

77 

63 

81 

87 

92 

i  Minimum.... 

39 

4S 

42 

53 

56 

51 

49 

47 

43 

45 

56 

49 

45 

42 

49 

51 

47 

45 

fo 

57 

.55 

62 

53 

59 

59 

58 

.55 

58 

New  Haven 

)  Maximum... 

73 

72 

78 

82 

69 

67 

72 

58 

69 

64 

72 

75 

72 

67 

60 

69 

65 

58 

62 

71 

78 

74 

78 

73 

79 

63 

70 

79 

90 

(  Minimum-... 

44 

49 

45 

53 

53 

55 

54 

50 

44 

41 

46 

56 

57 

48 

42 

52 

50 

47 

44 

49 

55 

57 

57 

65 

58 

63 

56 

56 

.55 

59 

New  London  

\  Maximum. .. 

66 

6S 

76 

80 

f^ 

61 

64 

61 

72 

64 

75 

u 

67 

69 

65 

72 

65 

62 

72 

78 

76 

80 
54 

74 

78 

65 

68 
53 

79 
53 

86 

\  Minimum.... 

39 

46 

41 

47 

48 

52 

.50 

48 

46 

44 

53 

54 

40 

52 

47 

.53 

43 

52 

54 

53 

54 

52 

58 

53 

58 

Norwalk 

)  Maximum  ... 

75 

81 

82 

75 

75 

77 

66 

73 

66 

76 

79 

75 

65 

73 

73 

74 

63 

63 

78 

82 

84 

79 

83 

81 

85 

65 

81 

88 

85 

(Minimum.... 

36 

35 

42 

41 

55 

53 

51 

51 

52 

37 

50 

58 

52 

34 

45 

42 

51 

38 

40 

48 

57 

60 

48 

49 

60 

57 

56 

66 

52 

Putnam 

)  Maximum.  .- 

67 

78 

81 

79 

69 

72 

60 

74 

69 

67 

75 

73 

72 

68 

72 

65 

63 

58 

70 

72 

81 

71 

74 

76 

72 

72 

77 

85     89 

(  Minimum--.. 

41 

35 

39 

42 

50 

54 

44 

43 

48 

36 

35 

54 

55 

42 

33 

41 

42 

45 

39 

43 

48 

52 

51 

45 

45 

67 

56 

56 

46     51 

45.S 

Seepa?e2S  for  explanation  of  refe 
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EW    ENGLAND    SECTION 


Q.  H.  NOYES 


Vol.  XLIX. 


Boston,   Mas?.,  JUNE,   1937 


No.  6. 


GENEBAL.  SUMMARY 

Temperature?  were  almost  continually  above  normal  during 
the  first  half  of  the  month,  but  the  accumulated  exces.s  during 
this  period  was  nearh-  counterbalanced  by  an  almost  equal  period 
of  subnormal  temperature  during  the  latter  half;  so  that  the  av- 
erage temperature  for  the  entire  month  was  only  slightly  al)0ve 
the  mean.  The  warmest  day  occurred  on  the  1st  when  tem- 
peratures were  generally  in  the  90's  over  the  entire  Section. 
Precipitation  was  fairly  evenly  distributed  and  occurred  with 
more  regularity  than  usuall.y  is  the  case.  Out-door  activities 
were  adversely  affected  bj'  the  more  than  ordinary  number  of 
rainy  days.  Crops  and  vegetation  made  excellent  progress  dur- 
ing the  first  half  of  the  month,  but  were  somewhat  retarded 
during  the  latter  half,  due  to  lack  of>sunshine  and  unseasonably 
cool  weather. 

A  meteor  was  observed  at  Berlin  and  Pinkham  Notch,  N.  H., 
on  the  loth.  It  was  descril)ed  as  an  "exploding  meteor  in 
northeast,  brilliant  blue  green  flash  (red  ball  and  tail)",     e.  s. 


TEMPEKATtTRE 

The  average  monthl}-  temperature  for  the  Section,  based  on 
100  records,  was  64.8°,  which  is  0.8°  above  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  63. 2°;  for  the  southern  division,  66.4°.  The  highest  month- 
ly mean  was  70.2°  at  Norwalk,  Conn.;  the  lowest  was  57.0°  at 
Eastport,  Me.  The  highest  recorded  was  98°  at  Orono,  Me,,  on 
the  1st;  the  lowest  was  34°  at  Presque  Isle,  Me.,  and  Somerset, 
Vt.,  on  the  16th.  The  greatest  monthly  range  was  56°  at 
Woodland,  Me.;  the  least  was  23°  at  Block  Island,  R.  I.  The 
greatest  daily  range  was  47°  at  Bangor,  Me.,  on  the  2d. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
181  records,  was  4.56  incheS;  which  is  1.14  inches  above  the 
mean  for  the  past  50  years.  The  average  precipitation  for  the 
northern  division  was  4.43  inches;  for  the  southern  division, 
4.68  inches.  The  greatest  monthly  amount  reported  was  9.75 
inches  at  Salisbury,  Conn.;  the  least  was  2.44  inches  at  Prov- 
incetown,  Mass.  The  greatest  amount  in  24  hours  was  3.32 
inches  at  Newport,  N.  H.,  on  the  19th.  The  average  number 
of  days  with  .01  inch  or  more  of  precipitation  was  13,  which  is 

above  the  mean  for  the  past  50  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  106  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
14  stations,  was  7.6  miles  per  hour,  which  is  1.6  miles  per  hour 
below  the  mean. 

^  The  sunshine,  based  on  the  records  at  11  stations,  averaged 
50  percent  of  the  possible  amount,  which  is  9  percent  below  the 
mean. 


The  cloudiness  was  somewhat  above  the  mean.  The  average 
for  the  Section,  based  on  122  records,  was  10  clear,  9  partly 
cloudy,  and   11  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 
p.  m.,  observations  at  11  stations,  was  79  percent,  which  is 
4  percent  ai>ove  the  mean. 


Maine; 
;    18th, 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. — 5-7th,  12th. 

Hal  OS.  JniKir. — None. 

Halos.  so/rn-.— 2d,  5th,  12th,  25th. 

Hail.  —  (dates and  general  location) —  10th,  central 
nth.  North  Bridgton,  Me.;  15th,  Hartford,  Conn, 
northwestern  Conn.;  29th,  Craftsbury  Common,  Vt. 

Thunderstorms— 1-I2ih,  21-23d,  25-26th,  29-30th. 

Fog,  dense. —Ui,  3-llth,  14-15th,  17-22d,  26-30th. 

Frosts. — (dates  and  general  location) — None. 

SJeet.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
■Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1S88.... 

i8»y...- 
isyo.... 

W91-.-- 
1892-.. . 

isy:i,... 

1894.... 


1908 

1909 

1910  •■■■ 

1911 

1912 

1913 

1914 

1915 

191G 

1917 

1918 

1919 

1920 

1921 

1922  .... 

1923 

19-24 

1925 

1926 

1927 

1928 


Temperature 


1929 

19S0 

1931 

1932 

1933-.. 

1934 

1935.  ... 

1936 

1937 


Peiiod 


No.  of  days  (all 
New  EiiglauU) 


3.03 

0 

2.  ,37 

4.4I» 

0 

3.41 

3.44 

0 

2.90 

3.10 

0 

3  13 

5.  S3 

0 

2. 93 

2.76 

0 

2.  86 

2.  S5 

0 

■I.  7.i 

0 

2.72 

2.  24 

0 

3,21 

5.  -.Xi 

0 

3.96 

3.  B6 

2.02 

■?..  ftli 

0 

3.42 

2.  80 

0 

2.  4f) 

0 

1.44  i 

4.73 

0 

3.75 

5.56 

0 

7.84 

2.  43 

0 

3.63 

4.09 

0 

4,94 

4.62 

0 

3.70  1 

4.13 

0 

3.  1 1 

1.S3 

0 

1.70 

2.78 

0 

•2  44 

3.  2fi 

0 

3.95 

3.16 

0 

2.74 

1.34 

0 

0.62 

1.00 

0 

1.51 

2.92 

0 

1.84 

2.12 

0 

2.03 

4,99 

0 

5.12 

7.35 

0 

4.77 

3.64 

0 

2.  20 

0 

2, 26 

3.  00 

0 

0. 29 

2,  60 

0 

3.02 

8.59 

0 

7.52 

2.  54 

0 

3.18 

2  14 

0 

4.61 

0 

3,  54 

3.42 

0 

2.00 

2.41 

0 

3  17 

3.79 

0 

5.35 

3.84 

0 

3,78 

0 

.3.21 

4  63 

0 

5.83 

2,18 

0 

2.84 

2  30 

0 

4.31 

0 

4.03 

5,  57 

0 

5. 23 

2.63 

0 

3.35 

4  43 

0 

4.68 

3. 52 

0 

3.35 

0  I  12 


t. 

= 

i 

— 

9 

16 

7 

12 

9 

12 

8 

9 

10 

8 

12 

11 

8 

10 

11 

10 

9 

11 

10 

13 

12 

15 

9 

16 

8 

12 

9 

8 

6 

13 

8 

10 

9 

12 

9 

12 

9 

20 

15 

10 

12 

9 

12 

18 

8 

IS 

8 

14 

9 

12 

11 

9 

9 

10 

8 

8 

15 

8 

8 

15 

9 

9 

8 

14 

» 

14 

9 

12 

10 

13 

9 

13 

10 

10 

8 

13 

9 

13 

7 

12 

9 

13 

10 

12 

lU 

9 

9 

13 

g 

10 

9 

12 

9 

32 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June,  1937 


Climatologrical   Data  for  June,   1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Main 


BangorS  

Bar  Harbor  (near) 
Brassiia  UamJt... 

Kastport  

East  VVinthrop.  ••• 

EUswortli  

Eustis  

Fannington 

Ft.  FairlieUi  (near) 

Fort  Kent 

Gardiner 


Houllon 

Jackniaii 

Lewiston  ••  ■• 

Lincohi 

Maohias 

MadisonS  .••• 
Middledain  ■ . 
MillinockelS 


Moosehead 

Nortli  Bridgton..-. 

Oldtown 

Oro/io. 

Portland 

Presque  Jsle 

RipogeniisDamUS' 

Rumford 

The  KorliS 

Upper  Uam 

Winslown§ 

Woodlands 

For  State     •••• 
New  Hampshire 

Berlin    

Betlilelieni  ........ 

Concord    

Dixville  Notch  .... 

Duriiani    

Errol§    

First  Conn.  LakeJt 

Fitzwilliam* 

Franklin 

Glenclift   

Hampton 

Hanover  § 

Keeiieuiear)  §   — 

Lakeport 

Lincoln---   

Manchester 

Milan 

Nastnia  §  -  - — 

NewDiirluunJI-.. 

Newport  

Nortii  Stratford... 
PinkhaniNotchtJ.- 

Plynionth  — 

West  Stewartstown 
Wolfhoro  Falls---- 
York  Pond 

For  State     •  •  -  - 


Mt.  Washlngtc 

]'erii)(iiU 
Bellows  Falls- - 
Bennington — 
BlooniHeldtt  -- 
BrattleboroS  ■ . 
Burlington  — 


Cav 


dish. 


Chelsea 

CornwalUt 

Craftsbury  Com-. 

East  Barnet 

East  Ryegate 

Enosburg  Falls... 

Oilman  

Mays  Mill}} 

Newiane 

Newport  

North  Held 

Readsboro 

Rocliester 

Rutland 

St.  Albans  (near). 

St.  Johnsbnry 

Searsburg  Mt 

Searsburg  Sta.}}.-. 

Somerset}} 

South  Newbury... 

Vernon}}§ 

West  Burke 


Penobscot .... 

Hancock 

Somerset 

Washington  .. 

Kennebec  

Hancock 

Franklin . 

Franklin 

Aroostook 

Aroo,-.took  .... 

Kennebec 

Piscataqtiis  ... 
Cmnbcrland.. 

Aroostook 

Somerset 

Androscoggin 

Penobscot 

Washington  •■ 
Somerset .-.--. 

Oxford.. 

Penobscot 

I'iscataquis 

Somerset 

Cumberland.. 

Penobscot 

Penobscot 

Cumberland.. 

Aroo.stook 

Piscataquis 

Oxford 

Somerset 

Oxford 

Kennebec 

Washington  ... 


Coos 

Grafton  ... 
Merrimack. 

Coos 

Strafford  ... 

(.'oos 

do... 


Merrimack. 


Belknap.. 
Grafton  .. 
Hillsboro. 


Hillsboro.... 
Straffoid.... 
Sullivan  — 

Coos 

do..   . 

Grafton 


Windham  ... 
Bennington  . 

Essex 

Windham  . . 
Chittenden.., 

Windsor 

Orange 

Addison 

Orleans 

Caleilonia  .  • . 
Caledonia  .. . 

Fraiddin 

Essex 

Windliam.. . 
Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  ... 

Rutland 

Franklin..  •• 
Caledonia. . . 
Bennington 
B.nnington 


lam . 


Oransre  , 

Windli 

Caledc 


5o0 

139 

i.Vii 

375 


+  2.7 
+  '2.'6 


+  1.5 
+  0.6 
+  1.3 
+  2.0 


+  2.1 

+  '6.'9 
+  1.7 

+'i.'i 

+  0.6 


+2.  22 

+  1.18 

+  1.52 

+0.10 

+  !.'« 
+0.67 


+0.13 
+  1.56 
+0.40 


+3.65 
+6:96' 


+0.  K9 
+1.39' 


+  1.13 
+  1.09 
+0.08 
•fO.Ol 
+0,59 
+0.75 
+2.12 
+0.09 


17 

17 

15 

4 

11 

1? 

10 

12 

19 

11 

15 

5 

Bangor  Hydro  Klectric  Co- 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weatlier  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Kormal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cumming 
P.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  lilectric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  C 
Great  Northerji  Paper  Co. 
Winlield  Heath 
N.  W.  Roberts 
C.  L.  Cl)adbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S   Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Hollingsworth  &  Whitney 
St.  (-'roix  I'aper  Co. 


Edward  Fenn 
George  E.  Tucker 
(1.  S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  I'ower  Co- 
Conn    valley  Lumber  Co. 
Waller  E.  Bollcs 
F.  J.Southraayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
Robert  P.  Hay  ward 
Fred  Wiggin 
Bdivard  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pemiichuck  Water  Works 

E.  E.Tobey 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.  Durkee  tft 
Sarah  E.  Lane 
Mit^s  E.  M.  Dustin 
N.  E.  Power  Co 
J.  F.  Devins  tft 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttt 
Mr,«!.  John  J.  Gerety 
Rev.  A    B.  Ciichton 
U.S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  U.  Ross 

Fairbanks  Museum' 
George  Briggs  tlf 
N.  E.  Power  Co. 
L.  L.  Leonard 
M.  W.  Dickey 
Conn.,  River  Power  < 
Oilman  W.  Ford  Iff 


See  page  34  for  explanation  of  reference  marks. 
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Climatolog^ical  Data  for  June,    1937 


Temperature,  in  degrrees  Fahrenheit 


a  o 


Precipitation,  in  inches 


l>i'»i()/i(  Cont'd 


Windsor.. 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor.. 


Berkshire  •• 
Hampshire  . 
Middle.sex  . . 
Norfolk  .... 

do  .... 

Suffolk 

Worcester  •  ■ 
Plymouth  .. 
Hampden  .- 
Hampshire . 

Snlfolk 

Worcester  •• 
Middlesex  .  ■ 
Plymouth  .. 
Berkshire  ■ .  • 

Bristol 

Barnstable.. 
Worcester  .  • 
Middlesex  •• 
Norfolk  .... 
Worcester . . 

Es.«ex 

Franklin.... 
Middlesex  .  - 
Worcester  .  • 

Essex 

Franklin  — 
Hampden  .. 
Berkshire  -. 
Worcester  •  ■ 
Barnstable  •■ 

Essex 

Worcester  •• 
Middlesex  .• 

Essex 

Middlesex  .. 

Bristol 

Plymonth  ■■ 

Essex 

Worcester  ■ 
Worcester  .. 
Franklin  ... 
Nantucket- ■ 

Bristol 

Worcester  ■  • 
Berkshire  .. 
Plymouth  •  ■ 
Berkshire 
Worcester  •■ 
Berkshire  .- 
Hampshire. 
Plymoutli  .• 
Worcester  •  • 
Barnstable.. 

Essex   

Franklin  ... 
Worcester  ■  • 
Middlesex  ■  • 
Hampden  -. 
Worcester  .- 
Berkshire. . • 


Bristol 

Franklin  .. 
Hampshire . 
WorC'sler.. 
Hampden  .. 
Middlesex  ■  ■ 
Worcester  .. 
Berkshire  •■ 
Worcester  •  • 
Worcester  •  • 


Newport  — 
Washington 
Providence 
Providence 


New  London 
Litchfield  .. 
Fairfield.... 
Hartford  .  .. 


+  0.9 
+  2.6 


+1.'JR 
-1.00 
HO.ra 
-to.  59 


+0.58 
■fO.42 
-0.51 


+  0.99 
+  1  71 
-0.()4 
+  0.63 
+  0.55 


+0.  .50 
+0.3fi 
+  0.22 


+  2.07 
+2.03 
+0.30 


+2.  (-;o 

+  2.  fi2 
+  1.69 
+  1.16 

+0.'  81 

+  0.22 
+  1.26 
+  0.86 
+  1.51 


Ith 


Evil  K.  Douhleday 
N.  E.  Power  Co. 
E.  T.  Will  tun  111 
Olcolt  Kalis  Co. 
Walter  A<iams  til 
Williams.  Ealon 


N.  E.  Power  Co. 
Mas^^.  Apr.  Exp.  Sta. 
Met.  Water  Woiks 
State  Uept.  Public  He 
Blue  Hill  Ohservatorv 
U.  y.  Weather  Bureau 
Jlrs.  Uninix  H.  Heed 
Cily  Engineer 
St.ite  Dept.  Public.  Health 
State  Dept.  Public  Health 
Met..  Waterworks 
iMet.  Water  Works 
Fred  A.  Tower 
iloseph  f/.  Kellov 
State  Dept.  Public  Health 
Richard  C  Brijhani 
.state  Dept.  Public  Health 
Herbert  15.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  I\l.  HMrker 
Bureau  of  Entoinoloey 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  EuKiiieer 
State  Dept.  Public  Health 
A.  W.  l,a(l(l 
N.  E.  Power  Co. 
St.ateDept.  P„hlie  Health 
St.-,te  Teaches  c.lletre 
state  Dept.  Public  Health 
E.  P   :\lilchell 
Met.  Water  fl'ork.s 
Essex  Company 
Props.  r,()cks,*i' Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 


N. 


l>cpt.  Public  Health 


Charlotte  A.  Biaun 

U.  S.  Weatlier  Bureau 

City  Engineer 

State  Dept.  Public  Hcaltli 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

D.  B.  CiimminfTs 

State  Dept.  Pnblic  Health 

Miss  T,.  B.  Kuapp 

Jlet.  Water  Works 

Irvina  H.  McNavr 

U.  S.  V.G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Nc'sbit  H.  BiUigs 

Weston  fC.  Lewis 

Water  Woi'ks 

Turners  Falls  P.  ,t  E   Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  Colle-e 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
-Tnhn  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
BridReport  Hydraulic 
Water  Bureau,  Hartford 


See  page  .34  for  esplauation  of  refereoce  marks. 
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June,  im 


Olimatological   Data   for  June,  1937 


TRmperatiire.  indeftreea  Fahrenheit 


Precipitation,  in  inches 


&" 


Connediciii  Cont'd 

Colchester 

Collinsville 

Cream  Hiim 

East  HartlaiKl  — 

Falls  Villages 

Hartford 

Lake  Konomoctt-' 

Mt.  Carmel 

NewHayeu 

New  London  

Norwalk  

Putnam  

Salisbury 


Waterbiiry  — 

West  Hartland. 

For  State- 


New  London. 
Hartford  •  •  ■ 
LitchHeld  ••• 

Hartford 

Litchfield  .-. 
Hartford  — 
NewLondon. 
New  Haven  . 

do  

NewLondon. 

Fairfipld 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Hart  lord  — 


+ 

2.1 

+ 

•Z.h 

+ 

3.2 

;: 

+  1.44 
+  1.61 
+  1.32 


S.P.Willard 

Edwin  R.  Wilder 

C.L.Gold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work* 

B.  W.  McParland 

U.  S.  Weather  Bureau 

Harry  G.  Tletjen 

L.  M.  Com  stock 

U.  S.  Dept.  of  Commerce 

F.  Hurlimau 


Explanationof  Reference  Marks  Used  on  Pag^es  32.  33.  and  34. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  m  or  more  years  of  i-eoord.  Departures  of  pri 
cipitation  with  15  years  or  more  of  record  are  computed  from  a  norma!  or  'standard  mean",  adjusted  to  a  uniform  35-year  ppiiod;  for  statiims  of  10  to  14  years  the  meai 
for  the  period  of  record  are  used.  Reference  letters,  a,l',o,  appearing  in  the  table  indicate  number  of  days  missinfr ;  foi  example,  b  represents  two  days,  etc.        t  All 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau.    1tf  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Jt  Post-office  addresses  of  these  stations  are  as  follows:  Maine -Aziscohos  Dam,  Wilson  Mills;  Brassua  Oani.  Kockwood;  Hiram,  West  Kaldwin;  Ripogenus  Dai 
Millinookot;  Winslow,  Wat.erville:-New  Hampshire-First  Conn.  Lake.  Pittsburg;  New  Durham.  Alton;  Pinkhara  Notch.  Gorham;  York  Pond,  Berlin ; -Veiuiont— Bloom* 
field.  North  Stratford.  N.  H.;  Cornwall,  Middlebury;  .Mays  Mills,  Colrain,  Mass.;  .Seavsburg  Sta.,  Wilmington;  Somerset.  Wilmington;  Vernon,  Shelhurne  Falls,  Mass.V' 
—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton ;  Egremont,  South  Egieiuont;  Falmouth,  Hatohviile;  Lake  Cochituate,  Fimningbum;  —Connecticut- 
Hill,   West  Cornwall;  Lake  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


I  Not  included  In  summaries. 


Explanation  of  Reference  Marks  Used  on  Fag-e  35 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  ( 
observations.  *'*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  mea.-iired  in  the  morning;  amou 
ecorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  lain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pagre  36. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  wliich  it  almost  always  occur 


PltKSSURE,  WIND.  HUMIDITY.  ANDSUNSHIN'K 

Atmospheric  Pressure 
'  reduced  to  sea  level ) 

Wind 

Relative 
Humidity 

stations 

1 

S 

i 

in 

a 

1 

§ 
.c 

Sis 

<  > 

a 
If 

1 

s 

a 

0 

1 

a 
I 

is 

29.91 
29.91 
29.92 
29. 90 
29.89 
29.  92 
29.94 
29.  89 
29.  91 
29.90 
29.91 
29.91 
29.91 
29.  91 

30.  32 
30.34 

30.  :w 

30.34 
30.26 
30.  37 
30.  30 
30.29 
30-32 
30.34 
3(1.29 
30  31 
30.35 
30.33 

17 

29.  48 
29.  42 
29.  42 
29.  43 
29.  50 
29.39 
29.49 
29.47 
29.  49 
29.  44 
29.45 
29.49 
29.42 
29.45 

2lt 
22 
22 
22 
22 
22 

21 
22 
21 
22 
22 
22 

4.0 
11.3 
11.0 

8.6 
7.3 
8.0 
3.7 
3.5 
6.9 
11.9 
7.5 
6.4 
7.7 
9.1 

22 

29 
45 
26 
25 
24 
16 
15 
30 
32 
21 
21 
19 
29 

sw. 

9. 
P 

nw. 

s. 

nw. 
sw. 
sw. 

22 
1 
10 
10 

26 
9 

14 

10 
12 
9 
10 

■92' 
79 
75 

77 
86 

86 
66 
63 
61 
76 

'93' 

82 
77 
67 
86 

37 
51 
45 

60 
42 

Block  Island  ... 

Burlington 

77 
74 
92 
72 
82 
74 
75 

55 

i 

58 
65 

58 

77 

69 
71 
74 
72 

'56' 

'58' 
44 
54 
54 

Nantucket   

New  Haven 

North  field 

Providence 

X  Observations  taken  at  8:00  a.  m.,  and  8;oo  p.  m. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


85 


Daily 

Precipitation 

for   June. 

1937 

Drainage  basin 

Day  of  month 

"3 

Stations 

1  1     2  j    3  1     4  1     5  j     6  1     7  j     8 

9  I  10  1  11 

12  1  13  1  14  1  15  1 

16 

17 

18 

19|20 

21 

22 

23 

24 

25 

26 

27 

28 

29  |30 

31 

5 

Maine 
East.-ort*"  

I 

Coast 

....do 

Keiniebec 

...do 

St  John 

.'  .uv  ...!  .Hi  .es'  .04.... 

rt>       JS       \A 

...J.u 

.03   .12 

:^:i:t^i:::" 
.■.±n\:::. 

.14   .02    .04 

.13 
.25 
.08 
.06 

.'77 

'.'is 
"t. 

....    .15 
.10     05 

.37 
.49 
1.30 
1.01 
1.50 
.46 
1.10 

.64 

^66 
.69 
.81 
.811 

1.33 
.40 
.44 

1.20 
.47 
.80 
.94 

.63 
.71 
.40 
.59 
.62 

1.03 
.48 

I.  00 
.42 

l!l2 

.14.... 
.07.... 

.04   T. 

.18 
.45 
.24 

1 

.71 
.87 
.14 
.46 
.•25 
86 

.09 
.04 
.05 

■.'62 
.01 
.04 

'.'64 
.03 

■'eg 

T. 

'.'20 

T. 

.04 

.62 

I: 

.04 
T. 
.04 
T 

.01 

.J.,., 

1.181  .05 

■:4'.'^ 

.07I     58 
.06    .03 

3.  '.'3 
6  10 

''EZ 

.      .06 
.    .M 
.    .26 

.36    .67 

.3h    .K6 

.,.   "U 

"r.f:^ 
".w-.r^ 

.8:1   .13 
.64   .W 

.02 
.13 

f." 

.02 
.07 

."03 

■••' 

.031  .01 
.07,  .06 

.08 

.... 

'.'(ii 

.06 
.02 

■(14 

.^ 
.09 

t'^ 

".'ig 
".'65 

"t.' 

.06 
T. 

"!i6 

T. 

.01 

'.■44 

'.'66 
.06 

'.ii 

.05 
T. 

'.'is 

'.'26 
.02 

.07 

■.■61 
.01 
.01 

.02 

4.76 
5.17 
4.03 
2.99 

1  ....do 

St.  John 

Kennebec 

Androscoggin    ... 
Kennebec 

.    T. 
.    .02 
.    .04 

....  ••:■ 

r. 

T. 

"."6i 

T. 
T. 

".'08 

■I'. 

.09 

"."oi 

.17 

.01 
T. 

.:^ 
.02 

;i 

.23 
.23 

T.  1  .95 
.  15   .  41 
.03    .63 

% 

"."64 
.09 
.01 

."^ 

.95 

".u 

i."7i 
'.■56 

.68 

.02 

.06 

."ig 

.30 

.22 

'.'i5 

.17    .11,  .01 
.24,  .■'.=),  .05 

T. 
.09 
.17 

.06 
.03 
.30 

5.04 
2.73 

"."os 
.'62 

■'ii 

".02 

■r 

r. 
.47 

.06 

r. 

';i4 

.14 

. . . . '  .  20j  .  12 

4.02 

' 

1     10 

.03 
.11 
.43 
.72 
.37 
.32 
.66 
.07 

T. 
1.24 

.10 
,02 

■'"r." 
.01 

'.4'2 

.05 
.28 

'.'49 
.33 
02 
.12 

'.It 

.".^^ 
.87 

8.  16 

•t 

.  lOi     oil  T. 

.63 
.13 
.25 
.03 
.31 
.'29 
.30 

'.'io 
T. 

'T.' 
.56 

■.'62 

T. 

".'63 

'.'67 
■•I''.' 

i.is 

.07 
.36 
.01 
.32 
.16 

4  32 

...do 

Presunipscot 

Penobscot   

Coast 

St.  John 

.    .50 

:::: 

.58 
.23 
.03 

't.' 

T.' 

■.'06 
.42 

•'r' ' 
"t'.' 

Igton.. 
• **  ...... 

.'J  Dim'.'. 

.32 
"."87 

':SS 

.... 
.77 

".'78 
"39 

'.m 

.76 
.79 
.01 
1.22 
.81 

'."77 

.30 
.83 
.27 
.61 
.50 
.03 
.75 
.98 
.11 

.64 
.20 
1.12 
.43 
.57 
.01 
.19 
.76 

■.'92 
.04 

.•26 
.05 

.17 

■.'69 

^?^ 

".\2 
.02 
.10 

."03 
.09 

"."64 
.01 
01 
T. 

1.29 
.73 
.37 

!03 
1.21 
.45 
.65 
.30 

'.52 
.08 

1.19 
.47 

1.48 
.51 
.20 
.53 

"."os 

1.04 

T. 
.31 

'.'i7 
T. 
.32 
.03 

■f. 

■.'63 
.10 

'r 

.08 
T. 
.05 

."i4 
T. 

't. 

.07 

.10 
.32 
.25 
.04 
.26 

■.'14 
.01 
.11 
.10 

f. 

.'69 

'.■46 

5.29 
4.49 
3.95 
3.42 
4.10 

.05 
.78 
.12 

.77 
'."% 

i,"'7i 

:^? 

.46 

3:. 

T. 

'.'oi 

■;66 

Kennebec 

....do 

St  Croix  

Androscoggin 

Merrimac 

'.    ".a 

:  T." 

.15 

.01 

".'oe 
.10 

.46 

T. 
.01 

.30    .40 

.07 
.04 

.45 

.... 

5.08 

.05 

T. 
.'25 
.04 
.47 

:% 

.70 
i."66 

"."•27 

.45 
.16 

.10 
.14 
.83 

.88 

'.'•21 
.37 
.52 
.05 
.13 
.55 
.19 

3.41 

.N        umpshire 

.02 

■.■qi 

.08 

'.'.'.'. 

'r.' 

".50 

f 

■."35 

4.^27 

4.69 
3  48 

lurli  nil 

.02 
'.'62 

4.42 

first  t  oun.  Lake. 

Connecticut 

.     .OS.... 

'.'62 

5.46 

Connecticut 

....do 

...do 

Merrimac 

...do 

Connecticut 

Merrimac 

.01 

4.20 

;  T.' 

.... 

jncohi'* 

'.'62 

.41 

'.'io 

.24 

.70 
.08 

ftS?°ua-  ....... 

lew  Durham"... 
tow  port" 

.02 

.02 
.04 

■•r.' 

■.■64 

.02 
.02 

.62 

5.76 

,- 

.07 

6.82 

Vermont 
lloomfield  ...... 

tattleboro^^. . . . 

SSi-:::::::: 

aiOsburK  Falls... 

....do 

Champlain 

:  r.' 

i"6i 

1.04 
.82 
.50 

.76 
T. 
.10 

.07 

.02 

r. 

.08 

T. 

T. 

.05 
l.g^ 

12 

.60 

.03 
.04 
.00 
.10 

T. 

.29 
1.32 

.61 
1.27 

.75 

■i?« 

.95 
.23 

.40 

T. 

.09 
.35 
.27 
.15 

.95 
.32 
.21 
.23 
.10 

T. 

•t.^ 

T. 

't' 

'.'61 
.04 

■'66 

.04 
.12 
.04 
.37 

.12 

.04 
T. 
.12 

■V.' 

.10 

3.97 
4  61 

...do 

Champlain 

.    .17 
.    T. 

5.38 
3  46 

St.  Lawrence 

1.00 

.29 
."63 

"t. 

.06 

'."•is 

.02 
T. 
T. 

1:^ 

1.87 

."ig 

.01 
T. 
.09 

'.'63 

.01 
.02 
.09 

".'61 

2.00 
1.17 
1.01 

."05 
.06 

.12 
.07 
.61 

.11 
.16 
.25 

'f. 
.11 

.26 
.05 
.08 

4  15 

lorthtieid*"  .... 

Ultland 

t.  Aibans   

t.  Johnsbury 

onierset** 

fest  Burke*' 

VootUtook 

il<ts.«lcl„itS€US 

.mliPDit  

.Ine  Hill   

Champlain 

....do 

do 

.18 

.... 

3.81 

Connecticut 

....do 

....do 

....do 

Connecticut 

.    .07 
.    T. 

■.04 
T. 

■■46 

... 

.05 
.18 
.40 

"."ig 

"."■29 

".'26 
1.21 

■."24 
1.13 

i.'52 

■.■79 
.94 

■.'io 

.48 
.55 

"."75 
.58 
.45 
.29 
.44 

1.24 
.22 

.06 
"."64 

i?' 
.74 

.'21 
.01 

.'65 

T." 
.07 

.20 
.69 

'.22 

.28 
.33 

i'oii 

.72 
.21 

"."24 

■.■91 
".■76 

"."38 
.18 

■."15 
.53 

"."60 

■"64 
■.'54 

.40 
.26 

"."26 
.52 
.81 
.01 
.01 

".'is 

.25 
.04 

.01 
f. 

.01 

■.■33 

".'62 
.06 
.17 

"."oi 

'."62 
.01 

.18 

'."72 
1.25 

■."67 
.24 
.03 
.K 

'.n 

T. 
.05 

'."os 

.10 
.32 
.16 

i:47 
.41 

'."64 

■."is 

.09 
.06 
■12 

T. 
.27 
.11 

"s^ 

'.'77 
.05 
.02 
.29 

.74 

■t." 
.24 
.84 
.41 
.19 

■."08 
"."62 

'."43 

f. 

.16 

.08 

."2.5 
.06 

.06 
'."97 

•r. 

.18 

".'i9 

.48 
.43 

'."gi 

.03 

]02 
.05 
03 

.01 

"."i7 

.13 

"t." 

.25 

■r 

^» 

.06 
.02 
.62 
.10 

.18 

.09 

".'62 

.55 
.11 
.11 
.16 

:33 

.'21 

.35 

"."io 

.20 

"t. 

.17 
.26 
.03 
.64 
.32 
.40 
.12 

T. 
f. 

".'ig 
.12 

.06 
T. 
T. 
.15 

■.■34 
.79 

'.■56 

1.02 
"^' 

'r.' 

T. 
.07 

".'ii 

.08 

T 

T. 

;o7 

.04 

.56 
.60 
.31 
.14 
.60 
.23 
.14 
.17 

;55 

.09 
.27 
•  02 
.35 

"15 
.25 
.31 
.42 
1.51 
.60 
.18 
.18 

.24 

!06 
.73 
.25 
.24 
.29 
.34 
.82 

.76 

.52 
.48 

.81 
.87 
.68 
.76 

.76 
1.38 
.37 

■5- 
'.fib 

.01 
.47 
.12 

.11 
.02 

■.■i2 
■!2i 

1.06 
.60 
.70 
.84 

.26 
.09 
.33 
.30 
.23 
.18 
.31 
45 

.39 
.5f 

'.30 

.02 

■f 

■."57 
.34 
.82 

'.'63 

.07 
.01 
.02 
.30 

1.54 
.19 
.62 

'."38 

i.''28 
.64 
.5c 

L30 
1.43 
.99 
.10 
1.34 
.10 
1.19 
.89 
.02 
.10 
1.30 
1.89 

.15 

.05 
1.48 

.28 
1.12 
1.28 
1.22 
1,80 

.26 

.55 
.01 
1.00 

1.22 
.15 
.64 

\'.m 

1.93 

".i.s 

.21 

.64 
.83 

■.'36 

.05 
1.41 
1.40 
.09 
1.04 
.70 
.47 
.02 
.35 
.1( 

f. 

■.■in 
1.20 
.02 
.50 
1.00 

.82 
1.10 
.05 
.08 
1.04 
.45 
1.32 
T. 
.72 
.30 
.01 
.10 
.02 
.55 

.73 
.■38 

1.28 
1.41 
1.13 
1.85 
.24 
.30 
1.64 
2.05 
1.13 
1.69 

T. 

.08 
.25 

't.' 

.02 
'.'63 

.14 
.14 
.07 
.11 

".05 
.11 

".(y2 

T 

.01 

.13 

T. 

.10 

■r. 
't.' 

.18 
.12 
.05 
.'24 
.05 
.10 

37 

,04 
.  23 

.45 

"iV 

.01 

■."i5 
.og 
.01 
.02 

■'oi 

.01 
.07 

■.13 
.40 
.01 

'.'os 

.05 
.18 
.05 

'.'36 

r.' 
,21 
.01 

.60 
■.■22 

T. 

.69 
.03 

i.ig 

5.03 

t. 

.35 

3.90 
4.18 

5.72 
3  49 

rstirfi'id".-::: 

lUiton" 

...do 

Connecticut 

Merrimac 

...do 

Coast 

Honsa  tonic 

Coast 

....do 

Merrimac 

...do 

Charles 

Connecticut 

Merrimac 

Connecticut 

Coast 

...  do 

Merrimac 

Coast 

....do 

Connecticut 

Housatonic 

Coast   

....do 

...do 

Thames 

Connecticut. 

•  ■^■■ 

[os 
'.'6i 

■.'20 

'.'49 

r. 

■."40 

3.47 

■'27 

6.26 
3  96 

omord 

ast  Wart-ham** . 

ffrirr.:::::: 

almonth** 

Itchb'jrsr 

.S4   T. 
.16    .19 

■'65 

■'76 

'.'i5 
.13 
.23 
.65 
.69 

'.'44 

'.'67 

■.'71 
.6:3 

'.'76 
■.'25 

'.'i9 

3.98 

"."12 
.14 

."04 
.05 

"."30 
.07 
.25 
.03 

■.•46 
.15 
.06 

'.'23 
.04 
.17 
.08 
.08 
.08 
.03 

".'or 

.02 

.05 
.36 
.02 

.05 
.09 

'.'ifi 

T, 

T. 
.08 

.'6i 
'■i6 

.04 

'.'is 

.26 
.01 

•f." 

5  04 

.g4 

.05 

'.'23 

.06 
.08 
.03 

■.'36 

■.'08 
1.01 

.26 
.56 
.50 

!23 

■.'33 
.33 
.10 
.12 
.18 
T. 

[57 
.05 

.24 
.40 
.31 
.83 
.06 
1.72 
1.30 
.73 
.27 

.20 
.27 
.37 

.18 
.38 
1.12 
.72 
.62 
.27 
.IC 

!23 
.46 
1.05 

.45 
T. 

't.' 

■r. 

■;43 
.01 

.30 
T. 
.24 
.24 
.02 

"."48 
.22 

't.' 

■."62 

f. 

■."99 
■."65 

.01 

^20 
.12 
.04 
.02 

■.'62 
.10 
.07 
.01 
.15 

T 

.08 

'.'og 

.09 

■.■64 

•  10 
.10 
.12 

.06 
.12 
.04 
.Of 

■.'02 

■.■69 
.06 

.19 
.15 
.02 
.09 
.18 

;04 

4  85 

.20 
.49 
.21 
.11 
.50 

■49 

■'io 

.18 

.49 

■.'04 

3.14 

■f. 

4  15 

ramiiiKham 

ranklin" 

;ardwick" 

iverhill 

:ubhardston**... 

:jai:iiis 

»wi(h»« 

■'21 
"."io 

T. 

"."i? 

.08 

.'67 
.11 

.03 

■"62 

4.01 
4.18 
5.54 
3.85 
5.57 

.10 

T. 

'.'62 
.07 

.20 
.02 
.01 

.01 
.14 
.46 

3  50 

'.'oi 

.06 

■."25 
.27 

4.30 
4  06 

Bfied^ford :!!.'.' 

■.^82 
.70 

'■i'' 
.02 

.14 
.41 
.08 
1.10 
T. 
.9i 

5.17 
6  01 

'■rath^ridge".';;; 
""-'i-Jd 

.30 

■.'62 
.07 
.32 
.•27 

■f. 

.16 
.53 

.10 

.03 
.72 
.19 
.08 
.37 
T. 
.48 

■.'i3 

.14 
.09 
.19 

.25 
T. 

.02 
.04 

.32 

.05 
.03 
.'23 
.43 
.12 
.12 
.Xi 
.06 
.13 

.13 

23 

■■i6 

■.■32 
.48 

■.■42 

.05 
.03 

■.'i2 

T. 

2.44 

T. 

4,48 
5  35 

Coast 

Connecticut 

Hudson  . 

.01 

Falls 

■town   ... 

6.52 

.05 
■.■46 

.47 
.63 
.09 

.02 
.08 
.91 
.68 

".'os 

.09 

"t" 

.08 

4.86 

Connecticnt 

't.' 

A7 

T. 

.01 

.07 
.05 

•r. 

.01 
.04 

".m 
r 

.07 
.01 

!05 

T 

.05 

.20 

.07 

.02 

!02 
.06 

.04 

6.80 

-  Idaitd 
and"*.. 

^■ficnt 
rt 

idon 

Coast 

....do 

....do 

Coast 

...do 

Housatonic 

Connecticut 

....do 

Coast 

.    .01 

:  f.- 

;  i.'i2 

".06 

.24 
.15 

■^ 

.02 

3.82 
4  36 

::i- 

.01 

.17 

.14 
.18 
.42 

.11 

3.14 
4.34 

.05 

■.'64 
.03 
.10 
.21 

"."36 

■"65 

.03 
T. 

4. 6g 

■:oi:''. 

.05' 

'."27 
.01 

■f.' 

■f.' 
■V 

7.63 

T. 
T. 

.20 
.17 
.05 
.06 
.16 
.18 
.27 

.22 

T. 

.49 
.37 

8.08 
4  54 

....do 

".08 

.25 
.12 
.08 
.09 
.01 

.41 

.45 

.54 
.08 
.17 

Quinebaug 

Willimantic 

.04 
.03 

3  14 

4  67 

rj 

Coast 

5.28 

see  page  34  for  explanation  of  reference  marks. 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June, 


Baily  Temperatures  for  June 

.   1937 

Day  of  Month 

stations 

is 

"  Mean 

_L 

2 

'' 

5 

6 

_L 

8 

_L 

^ 

11 

^ 

13 

14 

.6 

16 

17 

IS 

19 

_«_ 

21 

22 

24 

25 

26 

27 

28 

29 

30 

31 

M 
Bar  Harbor  (near) 

)  Ma.'cimum.  .. 

88 

77 

62 

66 

69 

69 

70 

^ 

90 

75 

89 

78 

79 

72 

66 

~o 

08 

60 

69 

77 

79 

84 

61 

72 

63 

76 

■••■  (  Minimnni.... 

49 

49 

47 

49 

49 

55 

55 

51 

56 

50 

55 

45 

54 

55 

4i: 

55 

48 

63 

51 

49 

52 

54 

52 

52 

53 

51 

5a 

55 

55 

66 

5U 

Eastport   

••••  iMfni-mn""'' 

81 

68 

58 

60 

62 

62 

70 

61 

68 

63 

68 

69 

70 

68 

76 

67 

62 

54 

59 

62 

66 

60 

71 

75 

62 

66 

67 

09 

02 

70 

65.6 

^Ma^Jc'imum::: 

4H 

45 

44 

45 

47 

48 

48 

48 

50 

46 

46 

51 

50 

47 

52 

49 

45 

45 

4"- 

50 

48 

48 

52 

50 

62 

51 

51 

61 

51 

60 

48.6 

Fort  Kent 

76 

71 

70 

58 

57 

67 

75 

82 

78 

71 

74 

65 

82 

79 

82 

76 

09 

SO 

81 

63 

73 

81 

82 

81 

80 

82 

78 

SO 

■ 

74.5 

•••■  *  Minimum 

55 

43 

46 

50 

44 

44 

52 

55 

51 

48 

40 

40 

50 

58 

54 

39 

43 

55 

51 

4£ 

56 

57 

47 

44 

46 

49 

55 

59 

61 

61 

49  i 

Greenville 

j  Maximum  .■• 

86 

71 

66 

64 

S 

65 

73 

l^ 

76 

68 

70 

70 

68 

72 

68 

70 

78 

66 

64 

64 

62 

70 

77 

79 

73 

70 

75 

10  4 

•••■  (  Minimum... 

59 

45 

44 

48 

50 

42 

49 

54 

49 

49 

44 

46 

47 

48 

54 

39 

51 

50 

52 

48 

53 

54 

50 

48 

50 

58 

56 

64 

56 

55 

50.1 

Houlton    

;  JNlaximum  ... 

f7 

70 

08 

65 

58 

66 

70 

73 

73 

67 

72 

72 

68 

77 

77 

79 

75 

05 

75 

72 

65 

72 

78 

79 

78 

79 

74 

72.t 

••••  (Minimum.... 

62 

40 

07 

49 

45 

47 

55 

55 

53 

62 

40 

44 

5! 

52 

52 

36 

46 

56 

64 

54 

52 

64 

53 

43 

45 

65 

54 

55 

58 

60 

50.  e 

Lewiston 

)  Maximum  •  •■ 

H5 

7h 

64 

7( 

74 

74 

76 

74 

85 

67 

76 

53 

7b 

68 

78 

7h 

76 

61 

70 

70 

62 

66 

81 

83 

82 

66 

70 

63 

70 

73. « 

••••  (Minimum.... 

(U 

53 

47 

52 

54 

66 

58 

59 

52 

53 

52 

53 

58 

57 

50 

53 

56 

57 

56 

56 

69 

56 

54 

56 

55 

56 

5- 

56 

59 

555 

Millinoc'ket 

)  Maximum.  ■• 

H2 

79 

78 

fib 

72 

76 

78 

82 

80 

75 

76 

72 

78 

76 

76 

81 

78 

69 

75 

65 

75 

82 

81 

80 

78 

72 

bo 

76:1 

■••■  (Minimum.-.. 

fi3 

41 

44 

50 

5^ 

41 

50 

65 

.52 

53 

41 

43 

49 

49 

56 

39 

53 

52 

54 

52 

54 

56 

54 

44 

47 

57 

59 

55 

60 

60 

51.2 

ni  If 

\  Maximum... 

9-2 

77 

73 

66 

'67 

70 

72 

78 

80 

76 

''I 

75 

75 

73 

75 

75 

75 

73 

;' 

72 

68 

67 

76 

81 

80 

78 

73 

75 

70 

76 

74.8 

•■•■  '  Minimum..-. 

06 

51 

48 

50 

49 

48 

56 

58 

56 

55 

49 

48 

50 

54 

67 

46 

52 

52 

5o 

57 

53 

57 

64 

51 

54 

57 

57 

57 

56 

60 

53.8 

Porlland  

j  Maximum..  - 

95 

69 

57 

67 

72 

70 

65 

73 

76 

70 

73 

77 

79 

06 

78 

72 

70 

02 

66 

6b 

65 

70 

77 

77 

79 

61 

57 

57 

75 

70.j 

(Minimum.... 

68 

55 

53 

53 

57 

57 

59 

61 

57 

56 

55 

57 

67 

60 

61 

55 

55 

56 

58 

57 

57 

61 

59 

60 

5i 

54 

54 

54 

55 

58 

57.2 

Riiniford  

\  .Maximum  .-- 

91 

83 

66 

70 

71 

76 

80 

75 

80 

60 

75 

7( 

65 

75 

80 

09 

74 

64 

68 

78 

82 

66 

69 

60 

70 

78 

73.2 

i  Minimum- -- 

43 

46 

52 

47 

53 

56 

53 

49 

50 

45 

47 

45 

48 

48 

41 

52 

64 

54 

56 

58 

50 

46 

64 

56 

65 

57 

68 

52 

51.1 

Winslow    

)  Maximum... 

9-1 

85 

80 

72 

74 

77 

80 

81 

S3 

84 

75 

77 

7& 

76 

80 

80 

80 

78 

72 

77 

78 

70 

81 

86 

86 

80 

80 

72 

79.8 

•■••  (  Minimum..-. 

61 

48 

44 

49 

46 

49 

54 

55 

53 

53 

46 

45 

47 

51 

54 

43 

50 

52 

54 

54 

54 

62 

65 

46 

50 

55 

65 

59 

55 

58 

51.6 

iVCH'  // 

iinvffiiir 

\  Maximum... 

89 

79 

66 

69 

76 

SO 

81 

72 

78 

67 

60 

76 

77 

6b 

7j 

70 

81 

56 

70 

74 

67 

64 

74 

82 

83 

74 

66 

64 

73 

77 

72.8 

Berlin  II 

(Minimum.... 

5S 

52 

48 

50 

44 

46 

59 

50 

42 

64 

42 

47 

43 

48 

51 

49 

49 

55 

53 

56 

57 

44 

43 

47 

58 

68 

55 

51 

50.0 

C     cord 

jMaxiimmi... 

93 
6J 

74 
59 

?i 

75 
54 

75 
51 

80 
62 

86 
60 

70 

5S 

84 
51 

71 
57 

77 

'^ 

80 
50 

72 

7ft 

79 

79 
51 

09 

69 
5b 

76 
57 

69 

68 
60 

79 

57 

82 

84 

66 

72 

67 

78 

81 

76.1 

(  Minimum 

62 

60 

56 

4b 

57 

56 

62 

5-J 

55 

53 

56 

58 

59 

56.2 

Dnrluini 

(Maximum... 

95 

94 
60 

67 
41 

51 

7^ 

47 

77 
59 

76 

80 
40 

86 

4? 

82 

80 

83 

81 

76 
43 

67 
55 

08 

84 

69 

73 

80 

V- 

82 

67 

68 

74 

81 

78.1 

•■••  (  Minimum.... 

60 

45 

58 

6( 

62 

4o 

45 

54 

42 

56 

5j 

5s 

53 

4i 

5C 

55 

52 

5J 

55 

53 

5L7 

First  Conn.  Lake. 

)  Maximum... 

82 

78 

74 

65 

61 

75 

75 

70 

61 

68 

70 

73 

68 

65 

-( 

76 

70 

68 

69 

65 

79 

78 

76 

68 

73 

74 

71.2 

••■■  'Minimum-... 

52 

51 

49 

4b 

45 

49 

48 

52 

46 

45 

39 

49 

49 

45 

48 

43 

50 

48 

5( 

47 

56 

55 

40 

42 

46 

48 

51 

51 

48 

47.8 

Keeiie(near) 

)  Maximum.  .. 

92 

71 

71 

75 

7( 

83 

85 

72 

83 

71 

75 

79 

80 

73 

78 

7i 

80 

79 

69 

78 

69 

68 

78 

82 

83 

68 

70 

66 

78 

80 

76.6 

•••■  (Minimum-... 

56 

60 

5f 

60 

45 

44 

fi-S 

51 

47 

67 

46 

43 

43 

54 

56 

40 

44 

54 

5b 

53 

56 

58 

51 

40 

46 

5E 

53 

56 

59 

51 

62  0 

PlyniouUi 

)  Maximum  ... 

89 

81 

63 

7b 

78 

83 

87 

86 

72 

81 

79 

bO 

00 

79 

7b 

80 

00 

70 

76 

65 

66 

80 

85 

86 

7f 

74 

70 

76.5 

■■■■  1  Minimnm---- 

54 

56 

41 

£0 

45 

45 

56 

50 

43 

54 

46 

42 

40 

4y 

53 

37 

43 

60 

54 

55 

56 

55 

50 

48 

44 

65 

50 

54 

55 

50 

49.4 

\'ei 
BurliiiKlon 

iiiiiil 

■■■•iMh'mnm-::: 

86 
58 

74 

62 

69 

57 

71 
56 

74 
50 

79 
51 

81 
60 

74 
56 

76 
59 

60 

51 

75 

46 

54 

79 
50 

68 
69 

70 
52 

78 
46 

79 
60 

66 

57 

6f 

5£ 

70 
62 

6S 

73 

80 
52 

82 
54 

81 
56 

73 

55 

5f 

77 
56 

71 
53 

74.2 

54.7 

)  Maximum .  .. 

86 

66 

69 

70 

78 

77 

72 

73 

67 

74 

77 

69 

69 

74 

78 

65 

6i 

7.5 

6f 

78 

81 

79 

75 

71 

73.1 

Newport   

■■••  (Minimum.... 

G4 

5"j 

57 

55 

50 

52 

65 

57 

56 

51 

4e 

53 

51 

56 

66 

47 

59 

55 

55 

56 

63 

52 

53 

51 

50 

56 

58 

61 

53 

55.4 

)  Maximum  ... 

87 

74 

62 

70 

72 

80 

79 

73 

77 

59 

73 

75 

78 

65 

71 

76 

78 

66 

67 

76 

70 

Of 

74 

80 

82 

75 

69 

68 

75 

76 

73.1 

Northfleld 

•••■  (  Minimum.  .. 

57 

49 

49 

48 

46 

45 

56 

47 

46 

48 

42 

46 

45 

53 

44 

40 

60 

53 

55 

65 

58 

51 

44 

46 

49 

49 

53 

61 

51 

47 

49.1 

Kutlanii     

jMaximum... 

91 
00 

79 
54 

73 
60 

73 
55 

76 
41 

81 
49 

82 
66 

76 
52 

50 

75 
50 

75 

79 
49 

75 

76 
60 

8( 
45 

82 
51 

62 

66 
55 

11 

72 
62 

05 
58 

75 
42 

79 
50 

80 
50 

76 
55 

72 
55 

68 
54 

SO 
60 

79 
50 

76.4 

(  Minimum  — 

46 

47 

50 

52.9 

St.  Albans 

S  Maximum... 
•■••  (  Minimum 

■.: 

j  .Maximum.  .. 

9i 

77 

74 

~i 

7S 

83 

81 

78 

80 

76 

76 

76 

80 

78 

75 

78 

83 

79 

78 

75 

66 

76 

S5 

87 

82 

76 

72 

80 

78 

■■77.'8 

St-  Joluisimry  .... 

59 

53 

5) 

55 

46 

48 

63 

51 

47 

53 

45 

48 

45 

51 

55 

42 

61 

53 

57 

60 

01 

57 

48 

49 

51 

55 

52 

53 

60 

5- 

52.! 

(  Minimum 

Woodstock  

JJIaximum... 

90 

79 

69 

73 

80 

82 

80 

70 

74 

76 

78 

76 

7s 

79 

75 

60 

75 

73 

66 

78 

82 

85 

78 

70 

6b 

74 

75.. 

(  Mininnim 

56 

50 

53 

51 

44 

43 

60 

46 

43 

53 

43 

43 

44 

51 

56 

39 

47 

54 

54 

56 

50 

60 

43 

46 

47 

51 

53 

54 

58 

47 

49.  S 

JI/,(.S«I 

clnisdts 

)  Maximum... 

92 

78 

73 

75 

80 

83 

84 

73 

83 

76 

76 

78 

81 

74 

79 

80 

81 

81 

68 

77 

70 

73 

80 

83 

85 

70 

69 

65 

78 

80 

Amlier.st 

•■■■  (  Minimum.... 

63 

61 

56 

54 

51 

55 

63 

56 

51 

58 

55 

50 

50 

60 

57 

49 

56 

61 

59 

60 

59 

57 

53 

52 

60 

55 

61 

59 

55 

Ulaximum... 

95 

76 

73 

78 

74 

75 

73 

77 

71 

83 

83 

76 

78 

73 

69 

81 

62 

66 

69 

73 

75 

75 

80 

62 

69 

65 

Boston 

•■••  (Minimum.... 

68 

54 

53 

56 

59 

59 

62 

59 

Ei 

58 

57 

59 

61 

60 

65 

59 

68 

68 

56 

65 

56 

62 

62 

58 

58 

56 

56 

58 

58 

60 

)  Maximum  ... 

93 

90 

78 

80 

83 

82 

87 

87 

80 

71 

83 

83 

81 

80 

80 

80 

61 

74 

74 

72 

75 

77 

70 

68 

71 

82 

Brockton  

59 

58 

48 

56 

56 

5b 

61 

61 

51 

59 

54 

56 

53 

59 

64 

66 

52 

59 

57 

52 

54 

60 

59 

55 

59 

55 

54 

55 

56 

67 

J  Maximum .  .. 

93 

72 

70 

78 

77 

79 

83 

72 

84 

78 

70 

80 

81 

73 

78 

77 

78 

80 

65 

73 

68 

73 

78 

79 

81 

64 

69 

63 

75 

78 

Concord 

••■•  (  Minimum.... 

64 

48 

50 

64 

50 

52 

63 

58 

53 

58 

55 

50 

49 

59 

55 

48 

48 

00 

54 

52 

54 

61 

59 

52 

57 

57 

55 

57 

57 

60 

75 

67 

72 

74 

76 

79 

80 

75 

72 

72 

83 

74 

80 

77 

75 

74 

05 

72 

67 

74 

74 

78 

73 

62 

72 

70 

70 

76 

Kast  Wareliaml'  • . 

(  Minimum 

59 

59 

47 

63 

54 

50 

49 

65 

55 

60 

54 

45 

48 

62 

(i3 

58 

48 

60 

58 

54 

56 

60 

59 

50 

51 

55 

.55 

54 

58 

56 

55! 

\  Maximum  ... 

m 

76 

76 

78 

80 

78 

83 

73 

79 

74 

67 

80 

82 

75 

81 

79 

76 

75 

68 

74 

66 

74 

76 

80 

7t 

64 

71 

65 

75 

77 

7.5.! 

Fall  Kiver 

63 

5-' 

49 

53 

56 

55 

61 

59 

54 

61 

54 

55 

59 

61 

64 

55 

53 

59 

56 

51 

55 

60 

59 

58 

55 

56 

54 

57 

60 

56.  i 

j  Maximum  .  •  - 

97 

93 

78 

80 

79 

82 

90 

78 

85 

78 

78 

81 

82 

78 

82 

80 

81 

81 

70 

71 

77 

84 

84 

87 

78 

72 

68 

80 

81 

80. 

Fitchburg  

76 

59 

50 

52 

51 

49 

61 

58 

50 

59 

53 

50 

52 

57 

60 

45 

47 

56 

55 

51 

55 

57 

57 

50 

57 

54 

52 

56 

56 

56 

54. 

j  Maximum.'i! 

94 

83 

71 

78 

79 

79 

80 

85 

76 

74 

81 

79 

81 

79 

80 

74 

63 

70 

75 

80 

82 

81 

67 

71 

71 

72 

80 

77.1 

Ivawrence 

66 

56 

50 

53 

53 

55 

62 

62 

.52 

62 

55 

52 

60 

62 

51 

51 

57 

57 

55 

54 

59 

54 

58 

54 

54 

57 

55 

59 

56.1 

(  Minimum 

j  Maximum.  -. 

67 

60 

64 

68 

73 

75 

70 

65 

68 

66 

59 

74 

77 

66 

75 

69 

64 

71 

64 

63 

62 

7C 

67 

75 

68 

62 

66 

68 

66 

73 

67. 

Nantucket 

* ' ' '  (  Mi uimum ■  •  •  • 

57 

51 

50 

56 

56 

55 

56 

56 

55 

54 

55 

i 

58 

60 

61 

54 

52 

56 

56 

54 

56 

61 

57 

56 

57 

54 

54 

56 

60 

59 

55. 

Maximum... 

88 

76 

70 

70 

77 

82 

79 

72 

80 

75 

78 

72 

76 

76 

78 

67 

75 

72 

66 

75 

79 

bO 

71 

63 

75 

78 

74. 

Stockbridge    

••■•  (  Minimum.... 

52 

60 

55 

50 

44 

51 

61 

52 

46 

56 

52 

42 

42 

58 

60 

47 

43 

56 

61 

54 

60 

56 

48 

48 

51 

57 

55 

58 

55 

51 

52. 

j  Maximum .  . . 

88 

81 

73 

72 

74 

84 

81 

74 

81 

74 

72 

78 

75 

76 

80 

80 

83 

69 

71 

67 

75 

80 

81 

76 

68 

66 

76 

76 

76. 

Williamstown.  . .. 

59 

92 

62 
76 

54 
76 

50 
80 

55 
80 

64 

86 

55 

72 

54 

84 

55 

52 

75 

1 

50 
81 

69 

60 
80 

49 
80 

53 

78 

59 

80 

61 
73 

61 
75 

74 

s 

51 
81 

54 
80 

60 
69 

58 
66 

58 
66 

60 
76 

52 
79 

^ 

••••  (  Minimum.... 
(  JIaximum  .  . . 

8C 

69 

61 

60 

51 

56 

52 

50 

64 

60 

50 

54 

52 

56 

5S 

61 

48 

46 

. 

58 

52 

56 

59 

59 

49 

55 

55 

54 

58 

55 

58 

5S. 

>¥oii,esi/Bi  ,  aunimnni.... 

llhnile  Idaml 

Block  Island 

j  Maximum... 

67 

63 

59 

72 

73 

68 

72 

69 

70 

68 

63 

73 

75 

68 

77 

69 

64 

71 

70 

63 

71 

70 

75 

72 

65 

66 

63 

71 

72 

68. 

••••  (  Minimum.... 

59 

55 

54 

57 

58 

56 

58 

57 

59 

56 

56 

58 

60 

59 

58 

56 

61 

58 

56 

57 

60 

58 

61 

58 

58 

57 

59 

62 

S8. 

Kingston 

j  JIaximum.  .. 

81 

76 

72 

76 

11 

71 
50 

76 

77 

73 

69 

79 

80 
45 

76 

80 

76 

74 

If 

74 

66 

75 

75 

80 

78 

73 

71 
55 

69 
52 

74 

74 
55 

^ 

(  Minimum  — 

57 

57 

49 

55 

46 

59 

48 

47 

55 

43 

60 

62 

54 

56 

52 

52 

61 

58 

47 

50 

55 

58 

m 

Providence 

j  Maximum... 

72 

li 

78 

82 

79 

'4 

74 

85 

70 

81 

83 

78 

84 

80 

7f> 

I] 

69 

75 

70 

75 

79 

80 

80 

65 

70 

67 
57 

77 
58 

77 

1 

••••  (Minimum-... 

65 

66 

53 

58 

57 

59 

60 

57 

59 

56 

58 

60 

61 

64 

57 

56 

61 

57 

54 

56 

62 

61 

57 

60 

56 

55 

63 

f 

Com 

ecticiit 

'( 

Cream  Hill 

\  Maximum... 

88 

70 
53 

74 

?} 

83 

fl 

76 

82 

79 

78 

74 

78 

77 

81 

79 

75 

78 
58 

07 

75 

I^ 

71 

11 

83 

^l 

77 
55 

64 
53 

61 

57 

78 
58 

81 
56 

76. 

•■••  (  Minimum-... 

63 

62 

50 

ol 

60 

64 

53 

54 

58 

,50 

52 

54 

58 

59 

54 

53 

61 

55 

59 

55 

52 

53 

53 

Hartford 

S  Maximum  . . . 

95 

79 

71 

77 

83 

81 

86 

71 

85 

77 

73 

81 

82 

78 

81 

81 

76 

79 

66 

76 

74 

75 

81 

84 

80 

72 

67 

66 

81 

81 

M, 

•■••  (Minimum..-. 

65 

63 

60 

58 

56 

62 

66 

59 

55 

61 

57 

54 

58 

60 

63 

57 

52 

59 

61 

59 

59 

62 

61 

58 

58 

61 

57 

62 

60 

59 

60; 

New  Haven 

Ulaximum... 

89 
65 

77 
61 

66 

58 

77 
61 

en 

76 
63 

63 

73 

60 

80 
57 

76 
61 

73 

80 

82 

81 

'4 

73 

54 

78 

70 
61 

^S 

'i 

62 

80 
62 

82 
59 

86 
61 

71 
62 

66 

58 

66 
62 

75 
62 

62 

^ 

—  (  Minimum 

60 

57 

58 

59 

65 

6- 
6/ 

o9 

69. 

New  London  

S  Maximum.  . . 

89 

77 

78 

78 

76 

87 

74 

83 

73 

72 

82 

81 

78 

75 

76 

70 

70 

76 

78 

80 

82 

85 

72 

6S 

66 

76 

79 

77. 

••••  (Minimum.... 

66 

61 

58 

61 

61 

62 

64 

60 

53 

57 

51 

55 

61 

66 

58 

52 

59 

55 

62 

62 

63 

59 

61 

62 

59 

62 

61 

62 

S». 

.      lu 

\  Maximum... 

93 
61 

82 
68 

l^ 

85 
59 

87 
51 

81 
62 

90 

80 
59 

85 
51 

85 

78 
57 

87 
48 

84 
51 

85 
62 

64 

83 
57 

l^ 

63 

63 

80 
60 

76 

80 
61 

83 
59 

87 
54 

90 
55 

80 
61 

68 
61 

67 
57 

83 
56 

79 
57 

t 

(  Minimum 

60 

Putnam 

S  Maximum  .  . . 

90 

84 

74 

75 

80 

81 

86 

81 

83 

77 

69 

78 

81 

78 

80 

80 

77 

79 

74 

78 

72 

73 

76 

81 

79 

77 

68 

67 

76 

80 

77. 

••••  (  Minimum-... 

58 

61 

52 

56 

46 

52 

64 

59 

45 

60 

55 

46 

46 

58 

02 

51 

46 

55 

59 

54 

59 

50 

55 

56 

54 

58 

56 

54 

64. 

See  page  34  for 

explanation  of  refe 

renc 

e  m 

irk8 

V 

,^.B. 

Bos 

ton- 

8^ 

37- 

225. 

1 
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CLIMATQLOGICAL    DATA..,   %. 


% 
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Or 


NEW    ENGLAND    SECTIO] 


Q.  H.  NOYES 


Vol.  XLIX. 


Boston,  Mass..  JULY,   1937 


No. 


GENERAL  SUMMAKY 

The  outstanding  features  of  this  month's  weather  occurred 
along  coastal  sections  and  through  Rhode  Island.  Here,  the 
ex;, erne  lack  of  precipitation  and  tiie unusually  large  number  of 
t,  warm  days,  coml)ined  to  result  in  acute  drought  condi- 
toward  the  close  of  the  month.  This  was  especially  true 
ai'  iig  the  southeastern  Massachusetts  coast,  where  a  total  pre- 
cipitation of  but  0.07  inch  for  the  entire  month  was  recorded 
at  East  Wareham.  In  other  sections  of  New  England,  near- 
normal  midsummer  weather  prevailed.  Adeciuate  moisture  and 
slightly  above  the  average  temperatures,  in  these  parts,  resuhed 
in  fairly  satisfactory  progress  to  crops  and  vegetation.  Thun- 
derstorms occurred  with  more  than  ordinary  regularity,  and  as 
usual,  were  moderately  destructive  in  scattered  localities.  There 
was  an  average  of  but  one  day  on  which  no  sunshine  occurred, 
an<l  out-door  activities  were  greatly  favored.  e.s. 


TEMPERATTTKE 

Tlie  average  monthly  temperature  for  the  Section,  based  on 
records,  was  70.6°,  which  is  1.5°  above  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  69. 5*^ ;  for  the  southern  division,  7L7°.  The  liighest  month- 
ly mean  was  74.4"  at  Haverhill,  ?>[ass.;  the  lowest  was  62.6°  at 
Somerset,  Vt.  The  highest  recorded  was  102°  at  Waterbury, 
C!onn.,  on  the  9th;  the  lowest  was  39°  at  Somerset,  Vt.,  on  the 
19th.  The  greatest  monthly  range  was  55°  at  Durham,  N.  H., 
and  Waterlmry,  Conn.;  the  least  was  28°  at  Nantucket,  Mass. 
The  greatest  daily  range  was  41°  at  Brattleboro,  Vt.,  on  the  7th, 
and  at  Plymoutli,  N.  H.,  Fitchburg,  Mass.,  Weston,  Mass.,  on 
the  22d.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
178  records,  was  2.79  inches,  which  is  0.89  inch  below  the 
mean  for  the  past  50  years.  The  average  precipitation  for  the 
northern  division  was  3.25  inches;  for  the  southern  division, 
2.35  inches.  The  greatest  monthly  amount  reported  was  6.82 
inches  at  White  River  .Junction,  Vt.;  the  least  was  0.07  inch 
at  East  Wareham,  Mass.  The  greatest  amount  in  24  hours  was 
3.41  inches  at  Hanover,  N.  H.,  on  the  1st.  The  average  num- 
ber of  days  with  .01  inch  or  more  of  precipitation  was  8,  which 

2  below  the  mean  for  the  past  50  years. 


WIND,  STTNSHINE,  CLOITDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  108  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
13  stations,  was  7.7  miles  per  hour,  which  is  0.6  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  11  stations,  averaged 
S8  percent  of  the  possible  amount,  which  is  7  percent  above  the 


The  cloudiness  was  considerably  below  the  mean.  The  aver- 
ige  for  the  Section,  based  on  119  records,  was  14  clear,  11  part- 
y  cloudy,  and  6  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  S^ii;™^,  and/^-)^ 
).  m.,    observations  at  II  stations,    Avas  77  percent,  Vl;^h  is  ^ 


fht 


1  percent  below  the  mean. 


'k, 


% 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Jfiraros.— l-3d,  19th,  21-22d. 

Halos,  lunar. — None. 

Halos.  solar.— 2(1,  7th,  27th,  30-31st. 

Hail. — (dates and  general  location) —  3d,  widely  scattered 
over  lower  Connecticut  Valley  and  western  Connecticut;  9th, 
vicinity  of  Boston,  Mass,;  17th,  scattered  over  Vermont  and 
vicinity  of  Farmington,  Me.;  iSth,  Woodstock,  Vt.;  24th, 
Portland,  Me.,  and  St.  Albans,  Vt.,  31st,  Princeton,  Mass. 

Tlninder.storms.—l-6th,  8-18th,  20th,  22-31st.  (Thunder  and 
wind  storm  on  26th,  in  vicinity  of  Terryville,  Conn.,  reported 
to  have  displayed  tornadic  characteristics  at  about  3:45  p.  m.) 

Fog,  dense.— 1-7 ih,  9-3Ist. 

Frosts. — (dates  and  general  location) — None. 

Steel.  —  (dates  and  general  location) — None. 


'<y 


COMPARATIVE  DATA    (  Noi-thern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


18SS 

1889 

1680 

1891 

1^92 

1893   .... 
1K94 


1H98.... 
1899--.- 
1900.... 
1901.... 
1902.... 
1903... 
1904.... 
1905.... 
1906... . 
1907.... 
1908.... 
1909 • . ■ . 
1910.-.- 
19U-... 
1912---. 
1913---. 
1914.... 
1915.... 
1916.... 
1917.... 
191^.... 
1919.... 
1920.... 
1921.... 
1922.... 
1923.... 
192-4.... 
1925.... 

1926 

1927.... 
1928.... 
1929-... 
1930.... 
1931.... 

1932 

1933 

19.S4 

1035 

1936 

1937 

Period 


Precipitation 


.of  days  (all 
North      I      South         New  England) 
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CLIxMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,  1937 


Climatolog-ioal   Data  for  July,   1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches       |     No.  of  days 


Mdiiie 

Bangor S  

Bar  Harbor  (near 
Brassua  Damtt-- 

Eastport 

Kusl  Wiiithrop.  •• 

Kllsu'ortli  

liustis  

Fannington 

Ft.  J''airlield  (near) 

Fort  Kent 

Gardiner 

Greenville 

HiranilJ 

Houiton 

Jackmau 

Lewi.ston 

Lin(:oln 

Maohias 

Miidisonii 

Middledani 

Mi]linocl;el§  

Mile 

Mooseliead 

Nortli  Uridgton.... 

Oldtou-n 

Oroiio. 

Portland 

Pre.S(iiie  Jsle 

RiposonusUainUS 

Rnniford 

The  Forks 

Upper  Dam 

VVinslowttS 

Woodlands 

For  State     •  •  ■  • 


Neiii  Hampslii 

Berlin    

Bethlelieni  .... 

Concord    

Dixvillo  Notch 

Durliam    

Krrolg    

First  Conu.  Lakett 

Fitzwilliam* 

Franklin 

Glenelill   

Hampton 

Hanover  § 

Keenei,  near)  §   •■ 

LaUepun. 

Lincoln ■ ■ ■    ,...■- 

ManclR'>ler 

Milan     

Nashua  S  ........ 

New  Dinlianitt  . 

Newport 

North  .--tratford. 
Pinkham  Notch  tt 

Plymoutli  ■•• 

West  Stewartstown 
Wolfhoro  Falls 
York  Pond  — 
For  State 


Mt.  Wasliington  t 


Bellows  li-alls 

Bennington 

Bloomlieldn 

Brattleboro§ 

Burlington 

Cavendish 

Clielsea 

CornwalUt 

Crattsbury  Com. . 

EastBarnet 

East  Ryegate 

Enosburg  Falls... 

•Gilman 

Mays  MilUt 

Newfane ••• 

Newport  

North  field 

Readsboro 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Johnsbury 

Sear.sburg  Mt 

Searsburg  Sta.JJ.- 

SomersetJt 

South  Newbury.. 

VernonttS 

West  Burke 


Penobscot  •  • 
Hancock  .... 
Somerset  — 
Washington 
ICeiuicbec  .  • 
HaiHink  — 


Franklin 

Aroostook... 
Aroostook  . . . 

Kennebec 

Pi.scalaquis  .. 
Cumberland- 
Aroostook  . .  • 
Sonu^'set . ... 
Androscoggin 
I'enobscot . . . 
Washington  . 
Somerset  ...•  . 


Cunilierland. 
I'enobscot  ••• 
I'enoliseot  •■  ■ 
Cumberland. 
Aroostook  ... 
I'iscataquis-.. 

O.Kford 

Somcr.set 

O.vford 

Kennebec.. .. 
Washington  . 


Coos 

Grafton   

Merrimack-.. 


Merrinuick... 

(irafton  

Rockingham  - 
Cral'ton  


do. 

Grafton- . 
Coos  —  . 
Carroll  . . 
Coos    


Windham  .. . 
Bennington  . 

Essex 

Wiiuliiam  ... 
Cliittenden... 

Windsor 

Orange 

Addison 

Orleans 

Caledonia  •• . 
Caledonia  .. . 

Franklin 

Es.sex 

Windham.... 
Windham..., 

Orleans 

Washington. 
Bennington- 
Windsor  .  .- 

Rutland 

Franklin..  •- 
Caledonia... 
Bennington 
Bennington 
Windham.-. 
Orange 


],100 
33 
173 


2,000 

500 

1,050 


2,360 

1,660 

2.080 

465 

228 


+  1.1 
+  2.0 
+  4.6 
+  2.3 
+  1.7 

+  '6.' 6 


+  2.3 
+  4.0 
+  2.7 


+  0.8 

+'3;6 


+  1.9 
-0.9 


-1.65 

-2.33 

-2. 13 

-0.79 
-0.08 
-1.94 

+0.37 
-1.  .54 
+0.09 


+0. 65 
—1.40 
-2.26 
-0.88 


-0.4G 
-0.01 
-0.80 


-0.17 
-2.43 
-  0. 24 


+  1..57 
+0.90 
-1.33 
+  1.04 
-0.53 
-0.70 
+2. 26 
-0.55 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Han  nail  I.  Hatch 
State  Normal  School 

C  W.  Norsworthy  ;■ 

W.  B.  Clark  V 

Samuel  D.Soule 
U.  S.  Weather  Bureau 

C.  C.  ]'.  &L.  Co. 
William  H.  Gumming 
P- M.Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Bangor  Hydro  iClectric  Co. 
Great  Northern  I'aper  Co. 
Union  Water  Power  Co. 
Great  Norlliern  Paper  Co 
Winlield  Heath 
N.W.Roberts 
C.  L- Chadbonrne 


U.S   Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  I'aper  Co 
Charles  A -Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Holhngsworth  &  Whitney 
St.  Croix  I'aper  Co. 


Edvpard  Feiin 
George  E.  Tucker  | 

U.  S.  Weather  Bureau        % 
Sarah  H.  Glea.soii  d 

N.H.Agr.  College 
Union  Walcr  J'ower  Co. 
^;"n,n    Valley  Lumber  Co/, 
Walter  E.  Bolles 
F.  J.Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
Robert  I'.  Hay«ard 
Fred  Wiggiu 
Edward  A.  (,'arr 
Public  Service  Co- 
Androscoggin  Res-  Co- 
Pennichuck  Water  Works- 

E.  E. Tobey  ; 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
Keimeth  Berry 
U-  S.  Bureau  of  Fisheries 


B.F.  Hydro-Electric  Co. 
Everett  Orchards 
Gi-orgeL.  Coo|)or 
Raymond  L.  Brown 
U.  S.  Weatlier  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Diirkeel  ft 
Sarah  E.  Lane 
Miss  E.  M.  Dustia 
N.  E.  Power  Co 
J.  F.Devins  lit 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tit  :': 

Mrs.  John  J.  Gerety       ' 
Rev.  A.  B.  C'richtou 
U .  S.  M'eatlier  Bureau 
N.  E.  Power  Co. 
K .  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggs  1 1 1 
N.  E.  Power  Co. 
L.  L.  Leonard 
M.  \V.  Dickey 
Conn.,  River  Power  Co. 
Gilman  W.  Fordt  +  I 


See  page  40  for  explanation  of  reference  marks. 
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CUmatolofrical  Data  for  July,   1937 


le 


ti(    Cont'd 


\Vr,~t  Hartfonl.  ■■• 
WliiieKiver  Jc. 

W  hitiughmn 

Wilder. 

Wiliuiiigtou ■ 

Woodstock 

For  State     . .  • 

Mnssachmetts 


Adams 

AmlierstS 

AshlaiidJt. 

Beechwooa  * 

BlueUill«§ 

Boston 

Boylstoii 

Brockton  §   

Chester* 

Chesterfield' 

Chestnut  IIill§..-. 

CliiUouS 

Concords 

East  Wareliam  •  •  • 

Kgremonttt* 

Fall  River 

FalmonthU* 

FitchburgJ 

Framingrhaui  §  — 

Franklin* 

Gardner* 

tiloucester§     

Greeutiold 

Grotoii  •■•■   

Hardwick  • 

H»verhill§ 

Hoath* 

Ilolyoke 

Uoosac  Tunnel  ■  ■ 

Hnlibiirdston* 

llyannis 

l5.svvi<-h* 


;,ia«ue  (;ity. 

itncket  

v  Kedford... 
ilibridne*..  • 


no  Falls 
idKe*--.. 

.id  

.■Id 


idge  . 
scott... 

iiS 

i  Kails. 


iitland--  ■ 
iistown§  .. 
■ndon*  . .. 
-t.?r(a)§.... 
r  State  ■ ■  • 

I'le  fttaiul 


Windsor.. 
Windsor . . 
Windham 
Windsor.. 
Windham 
Windsor . . 


Berkshire  ■ . . . 
Hampshire  ... 
Middlesex  — 

Norlolk  

do  

Suffolk 

Worcester  — 
Plymouth  — 
Hampden  — 
Hampshire . . 

Suffolk 

Worcester  — 
Middlesex  . .  ■ 
Plymouth  — 

Berkshire 

Bristol 

Barnstable... 
Worcester  — 
Middlesex  .  • . 

Norfolk  

Worcester  ... 

Essex 

Franklin 

Middlesex  ■  ■ . 

Worcester  . . . 

Es.sex 

Franklin 

Hampden  ... 

Berkshire  .- . 

Worcester  •  ■ . 

Barnstable.  •■ 

Essex 

Worcester  ... 

Middlesex... 

Essex 

Middlesex  . . . 

Bristol 

Plymouth  . . . 

Essex 

Worcester  ■ .  • 

Worcester  . . . 

Franklin 

Nantucket.  •  • 

Bristol 

Worcester  ■ . . 

Berkshire  . .  ■ 

Plymouth  .  ■ . 

Berkshire  • .  • 

Worcester  . . . 

Berkshire  .  •  • 

Hampshire. . 

Plymouth  . .  ■ 

Worcester  . . . 

Barn.5table... 


Franklin  — 
Worcester  . . . 
Middlesex  ..  • 
Hampden  •• . 
Worcester  . .  ■ 

Berkshire 

Essex   

Bristol 

Franklin  ... 
Hampshire . . 
WorCHSter . . . 
Hampden  .. . 
Middlesex  • . . 
Worcester  ■  ■  ■ 
Berkshire  ■  •  • 
Worcester  •  • 
Worcester  .  • . 


.rket§.... 

lience 

or  State.. 


Haltic 

Barkhan]St>»ad  . 

Bridsre  ports 

R':rling!0n 


Newport  — 
Washington 
Providence 
Providence 


Temperature,  in  dejrrees  Fahrenheit 


100 

35 

63 

350 

1.400 

65 

1.700 

920 

1.0:J7 

1,650 

50 

1.050 

W 

•25 


New  London 
LitchHeld  ... 

Fairfield 

Hartford  .... 


+  1.5 
+  '6.'6 


+  1.3 
+  'i.'6 


+  2.5 
+  '4.'3' 
+  '.3.'9' 


Precipitation,  in  inches 


+2.31 
+0.01 
+0.58 
+0.23 


-  2. 62 
-1.83 
—2.24 
—2.  42 
—1.86 

-2!  61 


1.61  I 
2.92  I 
0.73 
2.84 


-1.86 
-2.22 
-2.81 


Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  yntton  tU 
Olcott  Falls  Co. 
Walter  Adams  1 1 1 
William  S.  Eaton 


N.  E.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loring  II.  Keed 

City  Engineer 

.t;tat.e  Dept.  Public  Health 

State  Dept.  Public  Uealtli 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kelley 

State  Dept.  Public  Health 

Richard  O.  Brighani 

State  Dept.  Public  Health 

Herbert  B.Allen 

Met.  Water  Work.s 

State  Dept.  Public  Health 

state  Dept.  Public  Health 

Ralph  ]\l.  Barker 

Bureau  of  Entomology 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Work.s 

Essex  Cotniiany 

Props.  Locks  Jk  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Williiiin  R.  lloelzel 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Charlotte  A.  Braiin 

U.  S.  Weather  Bnreiin 

City  KiiRineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  i'ublic  Health 

Met.  Water  Works 

L.  B.  Ciimming.s 

State  Dept.  Public  Health 

Miss  L.  B.  Knapp 

Met.  Water  Works 

Irving  H.  McNiiyr 

U.  S.  C.G.  Station 

N.B.Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Nesbit  H.  B-.iDgs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  E.Co. 

State  Dept.  Public  Health 

State  Dejit.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  ('olleKc 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  I,ogan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


lll>' 


I  page  40  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,   1937 


Olimatolo^ical  Data 

for  July 

,  1937 

CountiHS 

i. 

Temperature,  in  degrees 

Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

station* 

L 

■S3 

"1 

li 

~2 

"S'O 

2S 

>• 

Ohservers 

i 

3 

23 

i 

. 

1 

^ 

|| 

$ 

11 

g 

^ 

1 

S  ° 
2" 

a 

•-' 

^ 

o 

^ 

H          «         |0 

H 

P-3 

o 

p: 

O 

lU 

Cniinecticut  Cont'd 

+  0.7 

95 

0 

10 

19 

4 

S.P.WiUard 

Collinsville 

300 

0 

9 

6.05 

1.78 

Cream  Iium 

Litchlield  

1.300 

42 

7P.R 

+  1.7 

93 

10 

48 

2 

30 

42 

5.30 

+  1.00 

2. 06 

0 

17 

9 

C.  L.  Gold 

Hartford.. 

LitohiieUl  

I,  220 

5.S5 

0 
21 

21 

47 

4.40 
3.49 

+  0.31 
-0.77 

L20 
1.20 

0 
0 

10 

9 

0.  N.  Gaines 
Conn.  Power  Co. 

Falls  Villagei 

70.0 

-  0.1 

94 

8+ 

48 

2t 

36 

16 

11 

4 

s. 

Hartford 

Hartforil  ■  •  ■ 

78.8 

+  22 

97 

9t 

54 

29 

78 

3  11 

1  26 

0 
0 

14 

12 

5 

U.  S.  Weather  Bnreau 
New  London  Water  Work* 

Lake  KonomocJJ-- 

NewLoiKioii  — 

178 

0 

53 

2.94 

—0.  09 

0.86 

y 

Mt.  Carmel 

New  Haven  .... 

2U0 

2 

71.6 

99 

9 

48 

2 

34 

2 

3.02 

1.32 

0 

7 

6 

23 

2 

B.  W.  McFarland 

+  2.0 

+  2.1 

0 
0 

H 
8 

14 

13 

9 
6 

U.  S.  Weather  Bnreau 
Harry  G.  Tietien 

New  London  

New  London.... 

20 

67 

7S.  ,5 

97 

9 

54 

22 

29 

67 

4.32 

+  0.99 

1.97 

r;, 

Norwalk  

Fnirllcl.l 

116 

4,1 

74.0 

+  2.  3 

99 

9t 

49 

2 

36 

36 

2.71 

-1.21 

0.91 

0 

6 

17 

1? 

sw. 

L.  M.C'om.etork 

Windlrun. 

'158 

70  6 

96 

9 

47 

2-2 

36 

2 

4,07 

0.90 

U.  S.  Dept.  of  Commerce 
F.  Hnrliman 
Agr  Exp   Station 

93 

26 
17 

3 
11 

atorrsS 

Tolland  

610 

■in     71.2      +   1.7 

96 

45 

22 

37 

45 

2.  5.') 

-1.76 

1.12 

0 

3 

svv. 

Waterbury  

New  Haven  ..   . 

:jtO 

!■,() 

73.8      +  1.3 

1(12 

9 

47 

2 

37 

51 

2.  85 

-1.22 

1.00 

0 

7 

18 

10 

William  .T.  Pape 

Hartloni 

0 

39' 

13 

3  81 
3.91 

+0.:i8 
+0.06 

1.50 
2.06 

0 
0 

7 

a 

Water  Knreau,  Hartford  t 

72.0 

+  2.4 

102 

9 

43 

2 

16 

11 

4 

sw. 

1 

i 

1 

Explanation  of  Reference  Marks  Used  on  Pages  38,  39,  and  40. 

The  departures  from  the  normal  temperntnre  are  computed  from  the  averages  of  the  entire  period  for  .station.s  li.Tvin^'  iv  or  nwre  yp.irs  oi  vpcord-  Heparture.s  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  'standard  mean",  ad.iuj^ted  to  a  uniform  ;,vyear  period;  foi- stations  of  10  to  1 1  years  the  means 
for  the  period  of  record  are  used.  Reference  letters.  «,h,c-,  appearing  in  the  table  indicate  number  of  days  missin-  ;  for  example,  h  rcprerents  two  days  etc.        t  Vl«o 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ftl  Observer  for  New  England  Tower  Co.      '1,  rncipitat,i')n  is  less  than  0.01  inch  rain  or  melted  snow. 

tt  Post-otlioe  addresses  of  tbe.se  station.?  are  as  f()ll()\vs:  Maine  -Aziscolios  Dam,  Wilson  Mills:  Rrassna  Dam.  h'ockwoort;  Hiram.  \Vcsi;  IJaldwin;  Ripogeuns  Dam 
Millinocket;  Winslow,  Waterville;-New  Hampshire-First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  rink  ham  Notch,  Gorham:  York  Pr/nd.  Berlin-  Vermont-liloom- 
fleld,  Nortli  Stratford,  N.  H.;  Cornwall.  Middlebury;  Mays  Mills,  Colr.ain.  Mass.;  Searsburg  Sta..  Wilmington:  .-^"merset.  Wilmington;  Vernon,  .Shelburne  Falls  Ma*"  ■ 
—Massachusetts-  Ashland,  Framingliam;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falnunith,  llatclirillc ;  I,akc  Cochitnate,  Fr:uningham;  —Connecticut'  Cream' 
Hill,   West  Cornwall ;  Lake  Konoraoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


Not 


eluded  in  summaries. 


Explanation  of  Keference  Ma  rks  TJsed  on  Pase  11 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afterno(Ui,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  i 
observations.         *•*  Regular  Weather  Bnreau  station ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morninf  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  Enow.    "  ' 


Explanation  of  Keference  Marks  Used  on  Page  42. 
Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occ 


I'KICSSUKIC.  WIND,  HUMIDITY,  AND  .SIIN.SHINIC 


Araheret 

Block  Islami   . 

^BhieHill 

Boston  

Burlington  . .. 

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

North  field 

Portland 

Providence... 


Atmospheric  Pressure 
'  reduced  to  sea  level ) 


29.96 
29.92 
29.95 


29.98 
29.95I  : 
29.95   ; 
29.  97   ; 


29. 67 
29.62 
29. 55 
29.  53 
29.  48 
29.48 
29.50 
29.  ."il 
29.  60 
29.60 
29.  63 
29.  f:0 


nelalive 
IIun)idity 


X  Observations  taken  at  S:oo  a.  m.,  and  R:oo  p.  m. 


ULY,  1937 
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Daily   Precipitation  for   July.    1937 


Drainage  basin 

Day  of  month 

_ 

Stations 

l|     2|     3|     4 

3 

6|    7 

,. 

11      12  1  13  j  14 

15 

16 

17 

18 

19  1  20  j  21 

22 

23 

24  1  25 

26  1  27 

28 

29 

30 

31 

1 

Miune 

astport*""  

llsworth 

!      ! 

Jo. 

.59 

.04 
.16 
.30 

... 

T. 

0  75 

do 

.01 

.02 

.... 

.14 

Kennebec 

...do 

St  John 

.87 
.66 
.68 
.27 
.42 
.05 
.25 
.44 
.46 
.02 
.14 
.76 
.40 
.23 
.10 

•.•92 

TV 

.04 

■.is 

■f 

:::: 

.12 

t.' 
.42 

.24 
.76 

.i2.... 

.29|  .10 

■f.' 

T. 
'[26 

2.56 
3.42 

ariiniiBtoii 

on  KiMic 

•rdimM- 

reeuville 

oultoii   

tckiiiiin 

.40 

■92 

.... 

.14 
.14 
.16 
.57 

:g 

■i-s5 

•^? 

....do 

tv 

.16 

Vio 

.06 
.01 

1 

.... 

.84 
.07 
.75 

■.■63' VV  ".'es 

.06 
.92 
.07 
.01 

'.'52 
.16 

.41 

•f 
.69 
.61 

T. 

3  29 

.52   T 

.49 

1 

Kennebec 

.01 

'.'6i 

Voi 

.... 

.52 
.23 
.61 
.09 

■.'62 
.02 
.21 

'."67 
.31 
.05 
.17 
.06 

'.'si 

".'56 
.21 
.30 

;o2 

.05 

.17 

.02 

"^9 

.29 
.55 
.92 
.18 

'.'58 

'.'65 

2."27 
.02 

.03 

3  25 

Androscoggin   ... 

Kennebec 

Penobscot  

.oil.... 
.031... 
.20.... 

.56.... 

1.28 
2.40 
2.45 
3  ''3 

■dijon 

illiiioiket 

lilo  

orth  Briiigton... 

•.-03 

■'62 
.62 

.04 

:::: 
.... 

'.14 

T. 

tV 
tV 

tv 

.20 

■.'63 

.'62 

:63 

tv 

1 

.Oil  .09 
....1  .68 

,1 

.01 

.20 
.91 

'.'64 

t.' 
.19 
.02 
T. 
.06 

'.'■28 
.35 

■f 
.53 
.61 

"46 
.52 

.35 

.... 

'.'.v. 

'f.' 
T. 

.... 

T. 

Presnmpscot 

I'enobscot  

Coast 

St  John 

tv 

.08 

tv 

"oi 

.17;  .04 
....11.24 

T. 

■.■37 
.49 

.18 
.42 

\^ 
.06 

.... 

f.' 

2.38 
2. 72 

tttlami"" 

Ssquelsle   

tpogenus  Dam . . . 
ffliniora  

.07 

"."78 
.51 

.02 

•:67 

.03 
.19 
.34 
.42 

.03 

0.95 
2  11 

Penobscot  

.Androscoggin   ... 

.16 

3.51 
4  26 

■f- 

'.'62 

T. 

'.'63 

'.'is 

.15 
.10 

T. 

2  23 

.24 

.31 

.56 
.22 
.10 
.24 
.90 
1.22 
.28 

Hew  Wimpshire 

»,li„»<r               

St  Croix 

.08 

T. 

Vi2 
'.'i2 

.02 

'.'26 
■.'43 

.03 
.05 
.03 

.18 

'.'i2 
.98 

f.' 
.03 
.04 

t 

T. 

'.'87 

.05 

T. 

.44 

.20 

0  74 

Androscoggin 

.41 

.S4 

.28 

01 

.01 

.35 

.32 

2  76 

mh^m 

Coast 

Connecticut 

Merrimac 

Connecticvit 

....do 

do 

14 

i 

■.'22 

.01 

.26 
.21 

.04 
.02 
.05 
.01 

0  67 

.81   f.- 

.17 

....1 

1 

.02 

.04 

.... 

.58 
.99 
1.01 
1.37 

■.'69 
1.05 

.10 

.16 

(glikliii 

1.09 

3  27 

01 

'."is 

.01 

....| 

.19 

.50 

.... 

I: 

'.'26 

.46 

.02 
T. 
.54 
1.45 

.70.... 
.81   .68 

T. 

.34 

.... 

.33 

1.04 

4  38 

,,.,| 

.45 
.80 

.05 
.31 
.59 

.09 

.01 

j\v  Uiirtiam**.... 

do.             

i:i 

.45 

1.64 

.24 

4  72 

Connecticut 

Merrimac 

Connecticut 

do 

.06 
.04 

'."os 

.08 

tv 

7"; 

t'.' 

■.'09 

'.'06 
'I'. 
.01 

t'.' 

.05 
T. 

'.'67 
.01 
.02 

'."29 

.  t!2 
.50 
.22 
.19 
.27 

.06 
.51 

T. 

't'.' 
T. 
.07 

1.39 

.45 
t.' 

.10 

.23 
.04 

4  53 

vrmiitli 

T. 
.04 

Vol 
■.■i2 

'tv 

V96 
.46 

.92   T. 

.04;  .05 
.30..   . 

T. 

.... 

T. 

.06 
T. 
T. 
.21 
.01 

.11 

'.■36 

.78 

LOC 

.14 

3  01 

Vermont 
00"Vi.>l.l 

3.27 
4  16 

-    ..,••» 

Champlaiu              li-«»!  .04 

2  97 

Connecticut 

...do 

Charaplain 

1.35  T. 

T 

0> 

.13:1.68' 

■f.' 

.72 
.10 

5  40 

.12 

60: 

65' 

.13 

2  92 

10.1. .11-  Falls... . 

iWPOIt 

jrthtiekl"* 

St.  Lawrence 

CUamplain 

^.69|.... 

.... 

.... 

.01 
.40 
.23 
.14 
.26 

.14 
.80 
.09 

Vio 

.85 
.21 

.76 

T. 
.02 
.06 

1.15!l.<i!     '.... 

.04i  .71  .... 

.... 

T. 

.20 
.34 

■.'56 
T. 

".'62 

iV 

T. 

.62 

:i 

.03 
1.22 
.07 

.11 

T. 

.55 

.57 

'.52 

'.'61 

'.'37 
.11 

!51 
f.' 

4.51 

1.15 
1.19 

.Albans  (near). 

.  Jolr.i,lnirr 

merst't" 

sstiUirke" 

OoiUtofk 

....do 

Connecticut 

....do 

do 

.. 

.08 
1'. 
.10 
.02 
.02 

■.■34 

.05 

■.'49 
.29 
.04 

'.'64 

.25 
T. 

.05 

!54 

85 

'.'62 
.29 
.15 
.76 

.56'  -S.S 

.■.« 

.27 

.... 

■f.' 

.52 
.14 
.25 

.35 

T. 

3.01 

f.- 

Vig 

■r 

:S 

2  37 

.38 

■1'. 
T. 

T. 

T. 
T. 

.46 

.28 
.Of 

;o8 

.11 
.17 

Connecticut 

Coast 

T. 
.04 
T. 

t. 

T. 

tv 

.35 

T. 

iston'** 

.02 

.01 
.06 

"ie 

.20 
.22 

.13 

.13 
'68 

1  17 

Xrielcl" 

ntoii" 

Connecticut 

.... 

t. 

f.' 

.06 

.06 

.09 

.04 

.85 

.... 

'.'oi 

.48 

.01 

at  Wnroliam"  . . 

Teniont" 

llliiver  

Imoiith** 

»hburB 

T. 

.02 
'.'62 

Bousatonic 

■55 
.05 

.09 

.87 
T. 

.15 
.03 
.08 
.32 
.72 
.23 
19 

.03 

.12 
.03 
.11 
.18 
.40 
.81 

.31 
.26 
.20 
.11 
.06 

.03 

'."is 

.12 

.22 

.41 

2. '.)! 

.12 

.00 

Merrimac  . 

.08 
19 

09 

^1?^ 

.01 

.09 

.10 

.05 
T. 
.26 
09 

1  0") 

wninffham 

.Terl.iU 

ibbardston". . . . 
aniiis 

.04 
.14 
.10 

".ii 

■.'6i 

.25 

Charles 

Connecticut 

T. 

.24 

.18 
1.71 

i."20 

T 

3.09 

.04 
04 

T 

'.'6i 

.05 
.01 
.60 

'.'is 
'.'74 

1.13 
.31 

'.'22 

.13 

.08 

Connecticut 

Coast 

01 

.03 
.10 

f 
.06 
.04 
.12 

.22 

Vos 

.07 

'.'64 
.13 

'.'06 
.44 
T 
.02 
.03 

1.90 

'.'06 
f.' 

.17 

1  21 

iwich»" 

....do 

Merrimac 

Coast 

T. 
.07 

".62 
.03 

'.■36 
.53 

.22 
f.- 

.19 
.16 

.47 
.27 
.11 
.08 
.13 
.05 

.01 
.32 
.51 
1  2J 
.04 
.26 

:63 

.05 
.04 

.07 

^74 
1.48 
1.20 
.12 
.13 
.10 
.69 
.89 
.27 
.88 

.07 

'.01 

■.'i2 

.12 
.50 

f.' 

'.'69 

'.'65 

t.' 

.08 
.08 

ntiK-kK"* 

wBfdtord  .... 

1.26 

Connecticut 

.93 
.22 

.05 

.17 
.20 

.26 
.15 

'.'64 

tsti^-M"   

nnouth" 

iTincetown 

T. 

.03 

do 

... 

T. 
T. 
.19 
.56 

T 

.29 
.03 
.11 

.26 
.11 
.34 

.69 
1.47 
2.06 
.48 
.93 
1.34 
1.97 

."oi 

T. 

T. 

.01 

1  30 

.05 

■.'oi 

tv 

■.'59 
.06 
.52 

.22 

;i4 

.07 

.04 
.04 
.26 

.38 
.07 
.22 
.05 
.20 
1.13 
.32 

T. 
.01 
.13 

T 

ithbridse" 

inglield 

Thames  . 

.18 

1.97 
.09 

.10 

,48 

.02 

.10 
.05 
.98 
.20 
.20 

T. 

.39 

4.66 

Connecticut 

.41 

.01 

f.' 

.08 
'.'62 

rners  Falls 

Iliamstown   .... 
nchendon  •*.... 
Tcester  

Connecticut 

.04 

f.' 
t'.' 

.01 

.04 
01 

'.'io 

.72 
.45 
.02 

.49 
.10 
.13 
.62 
.01 
.35 
.41 
.77 

.'OE 

■05 

;o7 

'.'69 

■.'36 
.06 

'.'6i 

'.'06 

T. 
.05 

.03 
.98 

'.'33 

t'.' 

.84 

.01 
'  .'62 

1.16 

Hudson 

Connecticut 

Blackstone 

Coast 

....do 

t. 

.01 

T. 
.52 

.18 

2.99 

.■ii':::: 

.03'  T. 

T 

.03 
.06 

2.00 
1.61 

Wifxte  Tdand 
«klsland«**... 

.09 
.09 
.08 

.59 
.08 
.91 
1.12 
.21 
.03 
.03 

'.'08 

T. 

.03 

1.22 

t'.' 

T. 

.19 

.fidence"*::::: 

Connfdicul 

(Igeport 

che.-ter  

am  Hill 

tHartland"... 

rtford"* 

T  Haven"'  .... 

TLondon 

•walk 

....do 

Coast 

....do 

Housatonic 

Connecticut 

....do 

Coast 

■.■■to-::--.:: 

".a 

.02 

v: 

Voi 

tv 

'^^ 

.05 

■f 

.48 

T. 
.02 

T 

.... 

.34 

1.26 
.10 
.23 
.18 
1.16 
1.14 

T. 

1.16 

3.76 

.10 

.... 

'.'28 

.12 

.12 

f.' 
.18 

'.'62 

t'.' 

'.'23 

T. 

f.' 

3.11 
4  21 

.91 
T. 

2.74 

Quinebaug 

Willimantic 

Coast 

.02 
.20 
1. 00 

.09 

.... 

.66 

4  07 

.07 

(erbury  . 

.65 

2.  85 

1 

,.'e  40  for  explanation  of  reference  marki. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July. 


Daily  Temperatures  for  July 

1937 

Day  of  Month 

stations 

± 

Mean 

1 

_i 

_± 

4 

5 

_1 

_A 

_^ 

10 

^ 

12 

13 

14 

^ 

_^ 

^ 

18 

19 

20 

21 

22_ 

23 

25 

26 

27 

28 

^ 

30 

^ 

J/r 
Bar  Harbor  (near). 

S  Maximum  .  . . 

63 

72 

78 

7» 

82 

86 

91 

91 

M 

89 

71 

67 

74 

75 

84 

85 

80 

76 

79 

78 

78 

85 

» 

S6 

75 

77 

75 

79 

74 

79.4 

•  (Minimum.... 

54!    50 

55 

55 

59 

c: 

65 

57 

51 

52 

53 

56 

62 

59 

58 

5b 

66 

54 

63 

62 

65 

64 

58 

56 

55 

54 

58.7 

Eastport  

s  Maximum.  •• 

60 

70 

76 

70 

76 

-„i 

7: 

S7 

,s.^ 

'^I 

7-i 

67 

1)5 

74 

66 

68 

82 

75 

73 

75 

70 

74 

72 

67 

80 

65 

70 

71 

74 

68 

72.6 

•  (Minimum.... 

49 1    51 

52 

51 

49 

51 

,'>! 

r.i 

t,r. 

l:_ 

.')? 

51 

52 

60 

53 

52 

61 

59 

57 

55 

54 

54 

53 

53 

54 

55 

56 

53 

55 

52 

63 

53.6 

Fort  Kent 

\  Maximum.  •• 

79     73 

79 

81 

86 

81 

S4 

,^:^ 

SC 

>s; 

7h 

82 

80 

78 

84 

82 

81 

SO 

82 

87 

87 

90 

92 

92 

59 

92 

82 

74 

84 

84 

79 

82.7 

•  (  Miniiuuin 

5b 

55 

57 

57 

58 

.59 

5.1 

i.j 

Ii3 

.52 

54 

45 

63 

60 

62 

61 

5S 

58 

50 

49 

50 

54 

60 

63 

58 

65 

56 

52 

54 

61 

66.6 

Greenville    

)  Maximum    •■ 

67 

69 

75 

81 

84 

79 

86 
62 

83 

82 

78 

73 

72 

67 

78 

79 
52 

80 

82 

73 

76 
52 

SO 

82 

84 

86 

86 

81 

77 

69 

76 

71 

72 

77.6 

■  (  jtininuun... 

00 

49 

50 

56 

56 

62 

71 

57 

64 

56 

55 

54 

51 

60 

62 

50 

54 

52 

58 

57 

61 

62 

64 

54 

50 

54 

57 

56.6 

Houlton    

75 

72 

77 

84 

87 

83 

82 
58 

85 

84 
55 
86 

83 

I? 

81 

75 

11 

82 

^9^ 

79 

74 

84 

85 

86 

90 

88 

82 

6^ 

81 

79 

81 

80 

?? 

81.3 

■  (  Minimum  — 

55 

53 

52 

58 

58 

64 

65 

64 

47 

47 

55 

59 

56 

60 

.o7 

59 

56 

57 

58 

60 

63 

61 

62 

62 

60 

53 

55 

55 

.57.6 

j  Maximum  ... 

70 

76 

SO 

81 

85 

87 

91 

92 

90 

81 

66 

70 

76 

77 

90 

88 

80 

81 

79 

80 

83 

89 

86 

82 

6l 

75 

82 

78 

81.6 

Levvistoii 

•i  Minimum.... 

56 

53 

50 

58 

60 

64 

69 

72 

65 

62 

62 

59 

58 

54 

57 

61 

64 

62 

60 

60 

56 

55 

58 

05 

65 

66 

60 

56 

6( 

63 

60.7 

Millinocket 

j  Maximum... 

82 

74 

79 

86 

87 

85 

91 

91 

90 

85 

81 

80 

SO 

80 

81 

80 

88 

81) 

82 

84 

85 

89 

87 

84 

82 

80 

85 

78 

79 

83.8 

■  (  Minimum.  ■■■ 

57 

52 

54 

59 

59 

64 

66 

74 

57 

67 

52 

48 

56 

50 

59 

60 

67 

61 

51 

50 

45 

57 

58 

62 

63 

62 

66 

61 

65 

55 

56 

58.2 

(Maximum... 

75 

72 

79 

82 

85 

85 

85 

90 

88 

86 

82 

75 

72 

78 

84 

86 

86 

78 

81 

78 

80 

87 

84 

82 

80 

80 

78 

79 

76 

78 

80.9 

OWtown    

•  '  .Miuiiuuui.... 

57 

53 

53 

61 

58 

62 

68 

69 

64 

66 

61 

61 

57 

54 

56 

60 

70 

61 

58 

57 

56 

55 

57 

62 

63 

64 

61 

54 

57 

57 

60.0 

\  Maxiimnu  ... 

75 

73 

76 

75 

80 

85 

92 

98 

81 

87 

79 

65 

72 

70 

92 

90 

80 

73 

76 

76 

75 

84 

82 

82 

79 

78 

75 

76 

72 

71 

78.5 

Por'.liUKi  

•  1  Minimum. ■■■ 

57 

56 

58 

58 

61 

65 

75 

69 

65 

65 

59 

58 

57 

62 

62 

66 

65 

62 

64 

61 

59 

65 

66 

67 

66 

59 

58 

62 

62 

62.6 

Runiford  

S  .Maximum.. - 

6f 
53 

70 
51 

78 
50 

79 
57 

87 
58 

85 
59 

8i 
65 

92 
69 

89 
65 

85 
59 

75 
60 

67 

58 

11 

7S 
49 

79 
57 

87 
63 

61 

77 
59 

80 
52 

tl 

82 
56 

s 

90 
52 

64 

84 
60 

82 
62 

78 
57 

73 
54 

79 
52 

76 

54 

82 

80.7 

GO 

57.2 

(Maximum... 

84 

75 

82 

85 

89 

89 

89 

93 

91 

89 

90 

82 

73 

81 

82 

90 

91 

89 

87 

85 

85 

86 

93 

92 

91 

90 

83 

83 

84 

85 

82 

Win.slow   

•••■  (  Minimum.... 

56 

49 

48 

55 

55 

60 

65 

67 

64 

60 

61 

58 

55 

51 

53 

00 

69 

56 

54 

55 

53 

53 

54 

60 

60 

62 

64 

56 

50 

55 

59 

57."  5 

A'eic  Hiiiiipsldie 

„     ,.     ,,                             1  Maximum... 

67 

74 

82 

88 

89 

88 

90 

93 

88 

89 

76 

65 

69 

78 

76 

83 

84 

77 

86 

81 

83 

90 

93 

90 

89 

83 

77 

70 

79 

77 

74 

81.S 

Berlin  II i  Minimum.. .. 

55 

49 

45 

53 

52 

57 

59 

65 

67 

51 

55 

58 

56 

45 

54 

62 

68 

59 

46 

52 

50 

53 

54 

55 

56 

63 

63 

55 

49 

57 

66 

55.  B 

Concord ^{f,^,V""'"  ' " ' 

72 

75 

76 
51 

86 
56 

88 
58 

89 

58 

91 

61 

95 

67 

93 

93 
64 

86 
64 

64 
61 

72 
.53 

80 
49 

70 
59 

90 
64 

86 

79 
61 

82 
56 

81 
60 

82 
55 

85 
51 

90 

92 
66 

90 
63 

89 
67 

79 

72 
56 

84 
53 

83 

68 

S3 

83.1 

i/Onioiu j  Minimum 

64 

60 

58 

59.3 

_                                         )  Maximum  .  •• 

77 

77 

80 

SO 

90 

93 

98 

97 

93 

89 

76 

81 

77 

92 

91 

87 

79 

81 

80 

83 

92 

94 

91 

91 

87 

82 

82 

81 

82 

85.3 

I^""'"'^'" (Minimum.... 

57 

48 

48 

49 

50 

54 

56 

63 

70 

58 

64 

59 

55 

43 

55 

55 

66 

56 

54 

55 

52 

43 

52 

60 

59 

63 

63 

51 

46 

56 

60 

55.2 

First  Conn.  Lake j  Mf,^/,n  "„"  ' " " 

68 

70 

75 

86 

83 

82 

84 

80 

82 

SO 

78 

72 

62 

76 

76 

77 

75 

74 

78 

80 

84 

82 

88 

84 

82 

78 

74 

68 

78 

78 

77.7. 

50 

48 

40 

55 

56 

54 

52 

67 

52 

53 

52 

51 

47 

42 

56 

61 

63 

53 

42 

46 

52 

56 

57 

59 

62 

65 

58 

48 

47 

56 

55 

53.4 

Keene(near) U{=r.:: 

73 

73 

74 

84 

87 

91 

94 

92 

92 

89 

69 

76 

79 

69 

88 

85 

78 

84 

84 

87 

90 

89 

89 

87 

78 

83 

82 

82.9 

59 

43 

49 

51 

54 

51 

53 

55 

65 

59 

02 

61 

59 

49 

60 

64 

58 

57 

47 

59 

55 

48 

56 

57 

59 

65 

60 

51 

50 

53 

56 

55.6 

,,                           Ulaxinuiui  ... 

74 

80 

79 

84 

90 

89 

94 

95 

92 

90 

82 

66 

71 

83 

91 

90 

87 

80 

86 

78 

81 

89 

89 

88 

87 

86 

77 

77 

80 

79 

80 

83.7 

PLvmouth i  Minimum.... 

53 

44 

45 

48 

55 

54 

54 

68 

65 

50 

57 

58 

54 

46 

58 

60 

50 

55 

49 

55 

55 

48 

55 

.59 

58 

62 

55 

50 

50 

50 

57 

54.1 

Vermoiil 
Bur'iiiKton                ....  J -JJ?^."""'"  ••• 

66 
55 

72 
53 

74 
54 

83 
56 

86 
60 

84 

91 
64 

90 
72 

85 
64 

81 
60 

78 
61 

79 
62 

72 
59 

78 
57 

71 

86 

85 
63 

77 
58 

81 
53 

84 

86 

66 

92 
66 

88 
67 

87 
64 

84 
67 

71 
61 

74 
59 

82 

58 

78 
64 

78 
59 

81.0 
6L1 

isiii.uifccon ,  Mmnnum 

63 

65 

68 

58 

(  Maximum... 

63 

73 

75 

81 

85 

82 

87 

85 

84 

79 

73 

73 

71 

79 

73 

79 

S3 

73 

80 

83 

84 

87 

85 

84 

81 

68 

69 

79 

75 

78.2 

Newport  

57 

56 

54 

58 

61 

65 

66 

75 

69 

61 

64 

59 

56 

63 

66 

67 

61 

53 

58 

59 

63 

63 

66 

63 

68 

63 

59 

57 

63 

69 

6L7 

„.,,.,,                          S  Maximum  . .. 

67 

73 

74 

83 

85 

84 

90 

91 

87 

83 

83 

66 

73 

78 

68 

86 

84 

75 

81 

82 

83 

86 

88 

87 

85 

83 

69 

72 

80 

79 

SO 

80.2 

Nortli  leld 1  in;.,:..,,,.,. 

50 
75 

47 
74 

47 
74 

50 
82 

53 
86 

56 
85 

57 

55 
89 

51 
90 

57 

87 

61 
70 

50 
80 

59 
75 

63 
86 

60 
84 

51 
80 

46 
84 

54 
86 

53 
86 

55 
87 

55 

58 
86 

60 
86 

58 
75 

55 
79 

49 

84 

55 
84 

54 

81 

55.  U 
82.8 

A-.v»» I.1I '1^ iv.                          (  jMinimum.   .- 
„   .,      ,                             S  Maximum... 

93 

88 

""'""""    (Minimum-.- 

56 

50 

52 

51 

52 

58 

59 

65 

69 

60 

63 

65 

57 

57 

63 

67 

61 

60 

50 

51 

57 

57 

59 

63 

62 

68 

62 

58 

52 

52 

64 

58.4 

68 

76 

80 

89 

87 

93 

90 

88 

87 

84 

82 

81 

81 

74 

88 

81 

86 

90 

91 

93 

92 

92 

89 

85 

79 

79 

88 

78 

•'84.8 

St- Albans 1  MfnimumV.:: 

56 

55 

51 

57 

62 

64 

71 

61 

60 

60 

62 

57 

55 

66 

68 

62 

56 

61 

63 

65 

69 

68 

65 

72 

63 

61 

60 

61 

"61.9 

„,   ,   ,      ,                          {  Maxinnmi .  ■• 

76 

74 

79 

86 

89 

89 

90 

92 

90 

87 

83 

70 

75 

81 

80 

87 

86 

83 

85 

85 

88 

89 

92 

89 

89 

87 

75 

73 

83 

82 

80 

83.7 

St.  JoliiiPbnry  j  j[i,ij,)]„,„ 

57 

50 

49 

54 

56 

59 

60 

64 

70 

56 

59 

61 

56 

50 

63 

64 

64 

60 

49 

53 

54 

57 

57 

60 

61 

68 

62 

58 

52 

56 

57 

.57.9 

)  Jlaxinuim.'ii 

74 

83 

83 

8B 

87 

89 

92 

92 

89 

85 

70 

75 

78 

74 

86 

84 

80 

81 

83 

84 

85 

87 

87 

87 

85 

74 

71 

81 

80 

81 

82.1 

Woodftoek  j  inViimum . . 

58 

43 

45 

45 

52 

53 

54 

58 

64 

53 

58 

60 

59 

48 

60 

62 

60 

58 

46 

52 

56 

53 

52 

58 

66 

56 

52 

49 

50 

65 

54.7 

JI(if!mchiifdls 

.      ,        ,                              (Maximum... 

74 

73 

74 

83 

85 

89 

90 

96 

95 

93 

90 

69 

80 

78 

69 

89 

88 

80 

83 

84 

84 

85 

88 

89 

89 

86 

78 

72 

85 

82 

83 

83.8 

Aml)er»t 

•  i  Minimum 

5^ 

50 

57 

53 

57 

57 

60 

62 

67 

70 

68 

64 

58 

54 

62 

69 

67 

62 

56 

62 

57 

52 

60 

62 

64 

68 

68 

54 

63 

61 

69 

59;!9 

77 

79 

76 

74 

88 

88 

93 

99 

90 

80 

68 

68 

7s 

92 

91 

S3 

77 

77 

75 

76 

86 

93 

88 

84 

82 

77 

80 

76 

79 

81.J 

Boston 

•  (  Jliuimum  — 

63 

59 

62 

60 

65 

64 

70 

74 

69 

71 

66 

58 

55 

62 

68 

74 

64 

66 

62 

58 

64 

66 

71 

70 

63 

61 

63 

61 

64. 

\  Maximum  ... 

79 

78 

72 

82 

88 

92 

95 

100 

100 

96 

96 

85 

68 

81 

80 

91 

91 

84 

79 

81 

79 

82 

85 

89 

92 

83 

80 

79 

85 

81 

87 

BrofUton 

59 

54 

55 

54 

59 

59 

66 

66 

76 

63 

59 

51 

57 

71 

64 

61 

62 

57 

53 

56 

60 

66 

68 

68 

59 

55 

62 

58 

S  Maximum.  .. 

70 

75 

74 

82 

86 

88 

90 

95 

94 

90 

84 

68 

70 

77 

68 

89 

87 

80 

80 

79 

82 

90 

90 

86 

80 

75 

82 

81 

82 

Conoord 

•  1  Minimum.. .- 

59 

51 

56 

52 

57 

55 

59 

62 

70 

66 

68 

61 

52 

47 

59 

66 

68 

62 

57 

62 

52 

45 

59 

60 

66 

09 

63 

56 

51 

64 

56 

(  Maximum.  .. 

77 

73 

75 

80 

SO 

79 

92 

99 

90 

92 

85 

71 

72 

77 

77 

89 

82 

81 

79 

79 

80 

78 

82 

84 

80 

81 

79 

S3 

78 

91 

East  VVareliamn  ... 

•  1  Minimum.... 

60 

65 

57 

64 

62 

60 

63 

64 

72 

67 

70 

67 

61 

47 

56 

65 

69 

62 

60 

58 

50 

50 

59 

63 

68 

70 

62 

52 

57 

54 

)  Maximum  ... 

76 

75 

72 

76 

83 

84 

89 

96 

92 

93 

90 

74 

71 

77 

71 

89 

90 

84 

78 

78 

79 

84 

82 

90 

87 

80 

79 

80 

83 

78 

83 

Fall  Kiver 

■  (  Minimum.... 

61 

56 

57 

56 

61 

64 

67 

70 

74 

69 

68 

64 

59 

51 

61 

64 

68 

64 

61 

63 

57 

52 

60 

65 

68 

70 

68 

61 

58 

66 

58 

(  Jlaximum  . . . 

82 

80 

78 

88 

91 

92 

92 

99 

95 

88 

73 

7G 

80 

90 

88 

82 

86 

83 

83 

87 

91 

96 

95 

91 

91 

82 

88 

88 

87 

Fitcliburg  

•  (Minimum.... 

60 

53 

52 

68 

59 

60 

63 

73 

67 

66 

69 

57 

49 

60 

62 

69 

61 

53 

57 

54 

46 

60 

61 

65 

65 

64 

50 

50 

51 

55 

J  Maximum  .  • . 

76 

76 

77 

83 

88 

92 

98 

93 

93 

85 

69 

70 

78 

70 

91 

89 

81 

81 

81 

83 

90 

90 

93 

86 

83 

76 

80 

84 

Lawrence 

•  j  Minimum 

60 

55 

56 

54 

57 

58 

62 

66 

73 

65 

67 

61 

57 

49 

60 

03 

63 

60 

62 

57 

52 

59 

61 

69 

66 

56 

64 

63 

59 

"'""''"'  

•  (MinimumV.!! 

70 
58 
70 

71 
58 
70 

3 

70 

60 
80 

76 
60 
81 

77 
62 
84 

81 
64 
87 

86 
66 
91 

86 
90 

86 
67 

82 

66 

61 
70 

11 
80 

73 

75 

n 

75 
66 
87 

84 

78 
66 
77 

74 
78 

71 
81 

69 
60 

81 

59 
85 

73 

58 
86 

77 

75 
65 
86 

76 
65 
83 

65 
74 

75 
63 

76 
62 
81 

76 
61 
80 

62 
79 

I  Maximum    .  • 

63 

68 
83 

60 
86 

Stockbridge    

■  (  Minimum-... 

50 

44 

51 

49 

53 

52 

57 

61 

60 

64 

62 

62 

61 

56 

60 

67 

60 

57 

49 

53 

52 

51 

55 

56 

59 

70 

55 

49 

49 

51 

57 

\  Maxinuun .  . . 

72 

73 

72 

79 

84 

84 

87 

91 

91 

90 

91 

74 

78 

79 

73 

87 

86 

76 

78 

8'' 

83 

84 

87 

87 

88 

87 

76 

72 

82 

82 

78 

Williamstown 

57 
75 

52 
76 

57 
74 

54 
85 

56 

84 

56 
89 

It 

66 
95 

67 
96 

69 
94 

67 

88 

65 
67 

63 

56 
79 

64 
66 

67 

88 

68 

88 

64 
81 

52 

57 
81 

57 

79 

57 
84 

61 

64 

61 

62 
79 

61 

74 

i 

58 
81 

59 

82 

■  (  Minimum. '..- 

S  Jlaximum.  •■ 

•  (  Minimum.... 

84 

Worcester 

62 

52 

53 

53 

59 

53 

60 

62 

71 

67 

67 

60 

59 

49 

59 

64 

70 

64 

55 

59 

53 

45 

59 

62 

63 

68 

65 

53 

51 

60 

55 

lil,o,h  Maud 

Block  Maud.                   j  Maximum... 

71 

71 

69 

76 

78 

77 

82 

83 

87 

88 

79 

70 

70 

70 

68 

79 

85 

77 

76 

69 

73 

71 

73 

77 

|2 

78 

75 

74 

76 

73 

72 

uiocK  1,  irtMu )  Minimum.... 

62 

59 

60 

58 

64 

64 

66 

72 

68 

68 

59 

58 

67 

70 

67 

61 

62 

.59 

59 

65 

6/ 

68 

66 

63 

62 

<i> 

King'^ton      i  ^J?^.™"™  •  •  • 

75 

74 

80 

82 

81 

95 

95 

92 

88 

80 

74 

73 

72 

88 

88 

82 

79 

78 
61 

76 

78 

78 
43 

84 
56 

85 
62 

SO 
70 

77 

78 
56 

81 
49 

77 
58 

80 

^"^~^"    (  Minimum.... 

55 

49 

48 

54 

60 

62 

61 

69 

65 

60 

45 

57 

64 

67 

61 

59 

52 

67 

51 

Providence iMfniZm.'.:: 

77 

78 

70 

84 

87 

85 

91 

97 

90 

95 

91 

72 

77 

71 

90 

91 

84 

83 

76 

81 

85 

80 

90 

90 

83 

80 

79 

84 

77 

82 

61 

57 

61 

58 

65 

63 

70 

72 

76 

74 

66 

61 

58 

53 

62 

69 

74 

66 

63 

63 

58 

54 

64 

70 

67 

63 

60 

64 

62 

ContircliciU 

Cream  Hill                        i  Maximum... 

71 

73 

71 
52 

82 

80 

88 

87 

91 

92 

93 

89 

79 

84 

74 

64 

86 

85 

78 

5f 

6( 

55 

87 
5t 

88 
60 

61 

85 
64 

80 

74 
59 

78 
54 

82 

57 

80 
60 

83 
61 

(..leciui  run j  Minimum..., 

55 

48 

52 

60 

59 

65 

67 

72 

70 

68 

62 

58 

53 

58 

60 

57 

60 

67 

Hartford (  Mfniraum.'.:: 

76 

75 

75 

83 

91 

91 

97 

96 

92 

71 

82 

76 

7o 

90 

89 

82 

78 

83 

86 

91 

86 

85 

8C 

77 

85 

79 

82 

m 

60 

55 

57 

54 

63 

67 

70 

75 

75 

71 

64 

61 

58 

72 

73 

64 

61 

62 

58 

5] 

63 

66 

70 

67 

60 

59 

64 

64 

W, 

New  Haven i  jlf ni  mum  -  ■. !  1 

75 

74 

75 

83 

81 

86 

91 

96 

98 

97 

74 

79 

72 

72 

92 

88 

84 

83 

74 

79 

80 

90 

86 

85 

7£ 

79 

81 

78 

80 

60 

55 

59 

58 

62 

65 

70 

71 

75 

77 

7J 

66 

63 

57 

64 

71 

7£ 

6; 

63 

60 

58 

64 

67 

70 

68 

66 

60 

61 

63 

67 

New  London         Maximum... 

78 
60 

74 
55 

71 
60 

83 
55 

81 
61 

64 

94 

65 

95 
67 

97 
74 

95 

92 

73 
66 

78 
62 

74 

5e 

74 
64 

90 
66 

■74 

84 
65 

6; 

78 
63 

79 
58 

80 
54 

85 
61 

90 
66 

86 
70 

87 
69 

81 
69 

84 
61 

81 
61 

77 
63 

80 
64 

iNBw  j.ouuou )  Minimum.... 

72 

NorwalU l^fi^Z^!:: 

78 

80 

76 

90 

83 

90 

96 

98 

99 

99 

9( 

81 

87 

72 

94 

89 

85 

87 

81 

82 

84 

86 

91 

90 

89 

82 

84 

83 

82 

M, 

65 

49 

60 

55 

55 

60 

62 

62 

68 

7( 

69 

65 

6( 

62 

6? 

69 

65 

59 

62 

57 

5; 

57 

59 

64 

73 

65 

58 

55 

57 

^ 

M- 

•o  t                                    S  Maximum  .  . . 

76 

76 

74 

90 

89 

95 

96 

92 

82 

73 

74 

88 

82 

84 

78 

79 

84 

87 

88 

83 

78 

75 

83 

78 

82. 

^"*°^'" iMfnimum.... 

62 

48 

54 

50 

56 

55 

61 

" 

67 

70 

69 

62 

59 

49 

58 

63 

67 

61 

57 

61 

52 

47 

55 

57 

62 

67 

61 

53 

49 

62 

54 

Seepage  40  for  explanation  of  reference  marks. 


W.  B.  Boston-9-20-37-]22li. 
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NEW     ENGI,  AND     SECTIO] 


G.  H.  N0YE3 


Vol.  XLIX. 


Boston,  Mass.,   AUGUST,   IdSl 


GENERAL  SUMMARY 


No.  8. 


.:•:(' month  \Yas  featured  bj- a  succession  of  daj's  with  tcnn- 
pei-ature  v,-A\  above  the  normal,  which,  with  the  exception  of 
the  1. 'it,  and  for  a  period  between  the  2"2d  and  '25th,  persisted 
throughout  the  month  and  resulted  in  the  warmest  August  on 
record.  The  acute  drought  conditions  which  attended  the  close 
of  last  month  along  the  southern  coast  and  through  Rhode  Is- 
land were  not  generally  relieved  until  the  end  of  the  first  decade, 
and  partial  loss  of  crops  were  reported  from  portions  of  this  area. 
Following  this  period,  alnmdant  rains  occurred  with  fair  regu- 
larity over  southern  New  England,  resulting  in  a  restoration  of 
vegetation.  Over  the  northern  division,  lack  of  moisture  after 
the  22d,  was  developing  a  somev.h.at  unfavorable  outlook  at  the 
close  of  the  month.  Extremely  heavy  showers  at  Vernon,  Vt. 
on  the  10th,  and  Otis,  Mass.,  on  the  5th,  were  described  by  ob- 
servers as  cloudbursts.  e.  s'. 


TEMPEKATUKE 


The  average  monthly  temperature  for  the  Section,  based  on 
104  records,  was  72.2°,  which  is  5.2*^  above  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  71.0° ;  for  the  southern  division,  73.3°.  The  highest  month- 
ly mean  was  76.0°  at  Chestnut  Hill,  Mass. ;  the  lowest  was 
6-1.3°  at  Eastport,  Me.  The  highest  recorded  was  100°  at  Chel- 
sea, Vt.,  on  the  30th;  the  lowest  was  35°  at  Greenville,  Me., 
on  the  24th.  The  greatest  monthly  range  was  63°  at  Chelsea, 
Vt.;  the  least  was  25°  at  Block  Island,  R.  I.  Tlie  greatest 
dailv  range  was  52°  at  Berlin,  N.  H.,  on  the  IGth. 


PEECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
184  records,  was  4.16  inches,  which  is  0.30  inch  above  the 
mean  for  the  past  50  years.  The  average  precipitation  for  the 
northern  division  was  3. OS  inches;  for  the  southern  division, 
5.23  inches.  The  greatest  monthly  amount  reported  was  10.55 
inches  at  Otis,  ^fass. ;  the  least  was  0.73  inch  at  Farmington, 
Me.  The  greatest  amount  in  24  hours  was  4.35  inchi-s  at  Ver- 
non, Vt.,  on  the  10th.  The  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  10,  which  is  the  mean  for  the 
past  50  years. 


Tlie  monthly  relative  humidity,  based  on  tlie  8  a.  m.,  and  8 
p.  m.,  observations  at  11  stations,  was  84  percent,  which  is 
3  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^((roms.— l-4th,  6th,  14-16th,  28-29th. 

ILdos,  /u,irn-.— 17th,  28d,  27th. 

Halos.  solar.  — \-iih,  19lh,  23d. 

Hail.  —  (ilates  and  general  location) —  1st,  scattered  over 
southern  and  eastern  Vt.,  western  N.  H.,  and  in  the  vicinity  of 
Providence,  R.  I.;  5th,  vicinity  of  Stockbridge,  Mass.;  6th,  vi- 
cinity of  Searsburg  station,  Vt.;  18th,  vicinity  of  Bar  Harbor, 
Me.;  21st,  scattered  over  central  portion  of  northern  New  Eng- 
land. 

Tlunulers(onns.—  l-lS\h,  17-22d,  27th,  30(h. 

Fog,  denize.—  2-1 2th,  U-20th,  2! -31st. 

Fro-sts.  —  (dates  and  general  location) — None. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  112  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
13  stations,  was  8.0  miles  per  hour,  which  is  0.1  mile  per  hour 
above  the  mean. 

The  sunshine,  based  on  the  records  at  1 1  stations,  averaged 
59  percent  of  the  possible  amount,  which  is  11  percent  below 
the  mean 

Cloudiness  was  normal.     Tlie  average  for  the  Section,  based 
"•   125  records,  was  13  clear,  9  partly  cloudy,  and  9  cloudy 


COMPABATIVE  DATA    (  Norchern:  Maine,  New  Hainpsliire,  and 
Vermonl,;    Southern:  Massachusetts,  Khode  Island,  and  Connecticut.) 


i9n---- 

I9i8---- 
1919  ■•• 
1920-'- 

1921  ■•■ 

1922  ••• 
1923---- 
1924.... 
1925.... 
1926.... 
1927.... 
192S.... 
1929.... 
1930.... 
1931-.. . 
1932  ... 
1933.... 
1934.... 
1935-... 
1936.... 
1937.... 

Period 


{';;';! 

2S 

67,  i 

29 

67.1 

34 

68.2 

31 

66.6 

30 

68.8 

32 

69.1 

30 

67  3 

30 

70.0 

29 

71.5 

32 

70.4 

24 

66.4 

35 

70.7 

33 

66.8 

34 

6:^.5 

29 

67.5 

69.5 

25 

68.8 

32 

69.9 

65.7 

35 

72.2 

60 

67.5 

32 

68.6. 

70.1 

36 

71.6 

33 

ra.8 

30 

66.8 

34 

69.9 

33 

69.8 

35 

73.3 

24 

6S.7 

:..29 

0 

H.W 

0 

A.r,\ 

0 

1 ,  70 

0 

8.  20 

0 

4,05 

0 

4.11 

0 

3.25 

0 

-i  14 

0 

i .  :i8 

0 

-'  Ul 

0 

4.10 

0 

2.  f.5 

0 

3.39 

0 

3.  73 

0 

4.64 

0 

2.68 

(1 

4.16 

0 

4.85 

0 

3.20 

0 

4,87 

0 

3.26 

0 

2  98 

0 

3.  75 

0 

3.43 

0 

4.73 

0 

2.30 

0 

3.  99 

0 

1.81 

0 

3,27 

0 

4.52 

0 

4.  63 

0 

2.87 

0 

2.78 

0 

3  26 

4.111 

0 

4.95 

0 

2.  09 

0 

2  33 

0 

3.64 

0 

3,  08 

0 

3.59 

0 

5.29 

0 

4.40 

0 

4-20 

0 

3.  61 

0 

O.oU 

0 

1  ',;:-; 

0 

,j.  56 

0 

2.  HH 

0 

4.82 

0 

7.00 

0 

2.13 

0 

2.42 

0 

4.  7u 

0 

2.97 

0 

4.  8S 

0 

4.49 

0 

4  30 

0 

2.87 

0 

1.41 

0 

5.  64 

0 

3.  10 

0 

2  80 

0 

5.77 

0 

3  r,4 

0 

3.46 

0 

3.28 

0 

6  38 

0 

0 

4.84 

0 

2.47 

0 

5  03 

0 

3.38 

0 

2.14 

0 

5.  92 

0 

■>.   04 

0 

5.  32 

0 

2.  46 

0 

3.  95 

0 

S.  IW 

0 

4.71 

0 

2.  60 

(1 

2. 20 

0 

5.  00 

0 

4  46 

0 

5.  36 

0 

2.66 

0 

1..59 

0 

5.  03 

0 

5.23 

3.  98 

0 

Xo.of  riays(all 
New  Englaiul) 


.J 
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August,   1937 


CUmatologrical   Data  for  Aug-ust,   1937 


BangoiS  

Bar  Harbor  inear ) 
Brassua  UamU  — 

Eastport 

EastWhithniii.  ... 

Kll.>«..Mn   

Kusli.  

Fannln,'uii, 

Foit  Ivfiic 

Oardiiier 

Greeuvillu.. 

HiramU 

Houltoii 

JacUnuiii 

Le\vi.>t<)n 

Lincoln 

Machias 

MailisonS 

Middledam 

MilliiiockelS  

Milo 

Moostilunici 

North  Briclgtoii 

Oiatowii 

Ornno. 

Portland 

Pres<i\ie  Isli 

RipoKonnsDiun 

Rnnilord 

Tlie  Forks 

Upiiur  Dam 

Win.-lowtJi?  

WoodliHulS 

Kor  State      ■ 


Berlin    

Betlileliein  ....■•• 

Concord    

Dixville  Notch  ... 

Durham    

ErrolS    •■••• 

First  Conn.  LaUeJ: 

Fitzn'illii>m« 

Franklin 

GlenclilV    

HauiploH 

Hanover  S  

Hillsboro  

Keenenipar)  S   ••■ 

Lakeporl 

Lincoln   ..   .... — 

Mancln'.-iter 


Mt.  Washington  I 


UIs. 


Benninrton 

BloomHcldtl 

Brattlol)oro§ 

Bnrliniiton 

Cavendish. 

Chelsea 

Cornwalin 

Craftsbury  Com. .. 

East  Barnet 

East  R.vegate 

Enosbnrg  Falls.... 

Gilman    

MaysMiim 

New  fane 

Newport  

North  lield 

Readsboro 

Rochester 

Rntland 

St.  .\lbans  (near)-. 

St.  Johnsbiiry 

Searsbnrg  Mt 

Searsbnrg  Sta-tJ.-- 

Somersettt 

VernonJti 

West  Burke 


B'MU 


Windham... 

uprton. 

iiPf  ton- 
Windsor  .  .. 

Rutland 

Fraidclin..  .. 
(Caledonia... 
BoniiinRton 
B-nnington 
Windham... 


550 

500 

1.211(1 


•2,  000 

500 

1,IV)0 

514 


2,360 
1,660 
2.080 


Temperature,  iu  dc 


+  8.1 
+  '6.'8 


+  5.6 
+  '6.'3 


+  5.9 
+  'fi.'2' 


I'rccipitation,  in  inches 


-2.18 
+0. 35 
-3. 12 
+0.3» 


—0.16 
-2. 12 
-1.23 


-1.13 
-1.67 
+0.  IS 
+0.81 
+0. 68 
-1.00 
-0.  .50 


1.12 

1.31 

-0.27 

1  •;3 

+0.61 

0.69 

0,98 

-1.22 

0  58 

0.72 

0.  50 

+0.61 

1.29 

-1.45 

1..54 

1.58 

+2.61 

1.94 

-0.12 
-0.16 
—1.45 
+2.41 


Bangot  Hydro  Electric  Co. 
B.  L.  Hadley 
Walter  Tliurston 


c  Co. 


rthy 


BiUi-.       ,      .; 
Mrs        , 

State  ,.    .11,,:, 

C.  VV.  ;\ur.sw 

W.  B.  Clark 

SamnelD-Sonle 

U.S.  Weather  Bureau 

C.C..P.c<tL.Co. 

William  H.  Cummin" 

P-  M.  Tripp 

Union  Water  Power  Co. 

Ijangor  Hydro  IClectric  Co 

Bangor  Hydro  Klectric  Co. 

Oreat  .Northern  Paper  Co. 

Union  Water  Power  Co. 

ur"",-  ^'"rthorn  Paper  Co. 

Wnilield  Heatli 

N.  W.  Roberts 

C.  L-  ('hadbonrno 

Thpmn.^  W.  Clark 

Umv.  of  Maine 

U.  S   Weather  Bureau 

Me.  Experiment  Station 

Great  Northorii  Paper  Co. 

Charles  A.  Mixer 

Ruth  i^in-gin 

Union  Water  Power  Co 

HoI!inK.suorth  &  Whitney 

.St-  (.roix  Paper  Co. 


Edward  Fenu 

George  E.  Tucker 

y- S.  V^■eather  Bureau 

Sarah  H.  Gleason 

N.H.Agr.  College 

Union  Waier  Power  Co. 

Conn    -^  alley  Lumber  Co. 

Waller   K.  BoWq^ 

F.J.Sonthmavd 

State.sai.at.in'i,,., 

Frai.K  I     ' ,,, 

Oarii,  .    ,.■    .V,:     .. 
N.  li    ,      -,■,,    ,       ■  ,  ,.,,^, 
Roliei!    ;■     II;:,   ,.  .   ,,    ' 

Fred  V\  ij?-in 
Kdward  A.  Can- 
Public  Service  Co. 
Androscoggin  Res-  (Jo 
PenniohjK.k  Water  Hurks 
E.  h.  'I'obey 
H.  i'.Shepanl 
P.  A.  Smitlj 
J.  B.  Dodge 
Mrs.  HallieG.  Trow 
Claude  Baker 
Keinietli  Uvriy 
U.S.Bnrcan  of  Fisheries 


U.  S.  Weather  Bureau 


ii.h.  Hy<lro-Electiic  Co. 
Everett  Ordiards 
G»Jor-eL.  Cooper 
Raymond  L.  Brown 
U.  S.  \\eatlier  Bureau 
Cen.Vt,}'.  s.  Corp. 
Charles  R.  Diirltee  ttt 
Sarah  E.  Lane 
Mi-sE.  M.  Dustiu 
N.  E.  Power  Co 
J.  P.Deviiist+t 
L.  II .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  t+t 
Mrs.  .John  J.  Cerety 
Rev.  A.  B    Crichton 
U.S.  Weather  Bureau 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
(Jeorge  Briggs  ttf 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttr 


See  page  46  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  Aug-ust,   1937 


Temperature,  in  degrees  Fahreiilioit 


1=1 


\'ermo>U  Cont'd 
West  Hartford...  . 
White  River  Jc- 

Whilingliain 

Wililer. 

Wilmington 

Wooilstock 

For  State     •  ■  • 


Masmchnietts 


Adams 

AinherstS 

Aslila.idt:  •••• 
Beechwiiod  *.. 
Blue  HillUS-- 

Boston 

Boylstuu 

Broclcton§   

Chester* 

Chestertield*... 
Cliestinit  Hill§. 

Cliiitoii§ 

Concords 

East  Wareham 
Kgrt-montll*... 

Fall  River 

PaluioutliU*---. 

Fitcliburg^ 

'ramingham  §  . 

Krankiin* 

Gardner*  

incosterS     • ■ ■ 

Greculield 

fcirolon  • 

Hardwick* 

Haverl.ill§ 

Ueatli* 

Holyoke 

Koi)#:u-  Tunnel  . 
Iluljhardston*. . 

Hyannis 

Ipswi.h* 


Windsor.. 
Windsor . . 
Windlmni 
Windsor  ■■ 
Windham 
Windsor... 


Lake  CochituateU^ 

Lu\vri-'nce§ 

oils 

Manslield* 

Uiddlphoro"... 

Middloton  

Milford' 

MiniMiry 

Montasne  City 

SantucUet  

New  Bed  ford.. 
Sortliijridge*.. 

lti>' 

Pemhroku*  — 


'etersham 

Mttslield.-..   . 

•laintiold* 

'lyiiioutli 

•rinceton 

'rovincetown 
lockport 

!ll)ur:ie  Falls   .. 

•M.ri.Ue*.. 

■.  I'o.id  .... 
-neld-... 

■■:dge  .   . 


Borksh  i  re  . . 
Hampshire  • 
Middlesex  .. 
Norfolk  .... 
do  .... 

Suffolk 

Worcester  . . 
Plymouth  .. 
Hampden  .. 
Hampshire . 

Suffolk 

Worcester  •• 
Middlesex  .. 
I'lymouth  .. 
Berkshire..' 


Barnstable. 
Worcester  . 
Middlesex  . 
Norfolk  ■  ■  • 
Worcester  . 

Essex 

Franklin  ... 
Middlesex  .  ■ 
Worcester  . . 

Kssex 

Fraukliu.... 
Hampden  .. 
lierkshire  .. 
\\<)rcesler  •  • 
Barnstable.. 


ssex 


-t-r« 


Vestfield§  ..... 

V8rton§ 

Vest  Rutland 
Vniiamsto\vn§  .... 
Vincliendon*  . 
Vorcester(a)§.. 
For  State  . 


Rho 


Island 


.lock  Island.. 

'InRston  

awtncketS... 

rovidence... 

For  State. 


altir 

ark!iams'-ad 
ridgcporti... 
orliapton 


Worcester  ... 
Middlesex  .. 

Ksiiex    

Middlesex .. . 

Bri.>tol 

I'lymouth  . . . 

Essex 

Worcester  • 
Worcester  . . . 
Franklin  .... 
Nantucket-  • . 

Bristol 

Worcester  ■  ■ . 
Berkshire  ... 
I'lymouth  .• . 
Berkshire  ... 
Worcester  . . . 
Berk.sliire  •  ■  . 
Hanip.sliire.  ■ 
I'lymouth  ..  • 
Worcester  . . . 
Barnstable... 

Kiiscx   

Franklin  .... 
Worcester  . . 
Middlesex  . . 
Hampden  .. . 
Worcester  .. 

Berkshire 

ICssex   

Bristol 

Franklin  ... 
Hampshire . . 
Worcster . . . 
Hampden  .. . 
Middlesex  .  • . 
Worcester  .  ■ . 
Berk.sliire  •  ■ . 
Worcester  • . 
Worcester  . .  • 


Newport 

Wnsiiington 
Providence 
Providence 


Sew  London 
Litchlield  .. 
F«iri;.'ld.... 
II  .rtrord... 


63 

350 

1.400 

65 

1,700 

920 

1.037 

1,650 

50 

1.050 

40 

25 

JOO 


+  5.2 

+  4.8 
+  57 


ipitation.  in  inches 


2,3 1  26 
23  22 
15       33 


+0.^17 
+1.35 
+0.13 
+  1.00 


3  75 


+3.18 
+L09 


+  0.05 
+0.63 
+1.  22 

-i.n:; 


-0.01 
5.10  +0.94 
5.31  +2  35 
0. 55  I  +5. 98 
6.84 


6.  ns 


5.  85 
4.06 
,5.79 
106  4. 13 
4.96 


4  1.91 
+0.  39 
-0.20 
+  1.74 
+  2.  01 
+  0.01 
+  1.43 
+  4.5.5 


+3.  09 
-0.72 
+  1  64 
T2.06 
+  1.31 
+  1.35 


+  1.60 
+  0.63 
+  1.8.^ 


Eva  K.  Doubleday 
N.  E.  I'ower  Co. 
E.  T.  Sutton  1 1  f 
Olcott  Palls  Co. 
Walter  A<lam.s  ttl 
William  S.  Eaton 


N.  E.  Power  Co. 
Mass.  Agr.  Exp.  Sta. 
Met.  Water  W()i*s 
State  Dept.  Public  Health 
Blue  Hill  Oh.servatorv 
U.  S.  VVeath.)!-  Bureau 
Mrs.  Un-mg  II.  Heed 
City  Engineer 
.'^tate  Dept.  Public  Health 
.state  Dept.  Public  Health 
Met.  Water  W()rk,s 
Met.  Water  W'orks 
Fred  A.  Tower 
•lo.seph  I..  Kelley 
state  Dept.  Public  Ufalth 
Ricliard  C.  Bri-haiu 
State  Dept.  Public  Health 
Herbert  B.  Allen 
Met.  Water  W<jrks 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Kalpli  M.  Barker 
Bureau  of  Entomology 
State  Dept    Public  Health 
state  Dei)t.  Public  Health 


State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

SI Mte  Teacher's  CoIleKe 

state  Der)t.  Public  Health 

E.  P.  Mitchell 

:\iet.  Water  Work.s 

Jisf;e.\-  Comiiany 

Pr()p,s.Loek.s&  Canals 

State  Uept.  I'ublic  Health 

State  Dept.  Public  Health 

William  II.  lloelzel 

State  Dept.  Public  Health 

N.  E.Power  Co. 

Chaihitte  A    Braun 

V.  S.  Weather  Bureau 

Ciiy  Eiitjiiieer 

state  Dept.  Public  Health 

state  Dept.  Public  Health 

Slate  Dept.  Public  Health 

State  Dept.  Public  Health 

T.lei.  Waler  Work.s 

I,,  ii-  Cuniininirs 

Slate  De])t.  Public  Health 


.rv  n.'  il.   McNayr 

li.  S.  c.ti.  Station 

N    E.  Power  Co. 

State  Dept.  Public  HeaUli 

Met.  Waier  Works 

U.  S.  Armory 

Met.  Water  Works 

Ni-sbit  H.  Bangs 

Weston  K.  Lewi.s 

Water  Works 

Turners  Falls  P.&  K.  Co. 

State  Dei.t.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

W'eston  College 

Met  Water  Works 

Williams  (Jolle^e 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau  I 
Agr,  Exp  Station 
■Tnlin  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartf< 
Bridgeport  Hydraulic 
Water  Bureau,  Ilartft 


See  page  46  for  explanation  of  reference  marks 
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Olimatolosrical  Data   tor  Aug-ust,  1937 


Coiiiiecliciil  Cont'd 

Colcliesler 

(^ollinsville 

Cream  llilUt 

Kast  lliirtlaiul  — 

Falls  Villages 

Hartford 

Lalto  KonoiiKxttt-' 

Mt.  Cinnel   

NewHavHii 

New  Loudon ■ 

Norwall;  

Putnam  

Salisbury 

atorrsS 

Waterbiiry   

West  Hnriland 

For  Stnte..    •• 


Now  London 
Hartford  •■ 
Litehlield  •• 

Jfarlford 

Litchfield  •• 
ilartford  ... 
Nevv  London 
New  Haven 

do  .... 

NewT/Ondon 
Fairfield.... 
Windham... 
Litohfield  . . 
Tolland  .... 
New  Haven 
Hartford  . .. 


Temperature,  iiidetfrees  Fahrenhi 


5      5 


+0.49 

+6.'iy' 

-0. 38 
-0.89 
+2.85 
+L90 

+2.' 74 


(,'.  L  Gold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weatlier  Bureau 

New  London  Waterworks 

B.  W.  IMcParland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L,  M.  Com  stock 

U.  S.  Dept.  of  Commerce 

P.  Hurliman 

Aer   Exp.  Station 

WilliaTTi  J.  Pai)e 

Water  Bureau,  Hartfonl 


Explanation  of  Keference  Marks  Used  on  Pag-f-s  44,  45,  and  46. 


The  departures  from  the  normal  teni;ieratnro  are  computed  from  tlie  averages  of  the 
cipitation  with  i.s  years  or  more  of  record  are  !;ornputed  from  a  norma!  or  '  standard  meai 

for  the  period  of  record  are  used.  lleference  letters,  x.Ij,^,  appearing  in  the  tattle  indicate  number  of  days  mis.sinK;  for  example,  ii  represents  two  days  etc 

on  other  dates.    §  Thermometers  not  supplied  l)y  Weather  Bureau.    1  tf  Observer  for  New  Kngland  Power  Co.      T.  Precipitation  is  less  than  0  01  inch  rain  oi'  n'    ' 


leriod  for  st.-itions  having  lo  or  more  years  of  record.    Departures  of  prs-' 
-ted  to  a  unifoi-ra  3,s-year  period;  for  stations  of  lo  to  14  years  the  means 


melted  snow. 

Mills;  Bra,«sua  Dam.  Uockwood  ;  Hiram.  West  IJaldwin;  Ripogenus  Dam, 
.  .Mtim;  Piiikliani  Notch,  (iorham  ;  York  Pond,  Berlin  :- Vermont— Hlooni- 

.,    '.'.  iliimiHioii:  Somerset,  V.'i  1  mine; ton ;  Vernon,  Shi'lburne  Kalis,  Mass.; 

'HU.ii,  ihiti-liTilIr ;  Lake  Coiilii tuate,  Framingliam;  —Connecticut— Cream 


t  Not  included  in  summaries. 


Except  as  otherwise  indicated  ohser\ 
observations.  *»•  P.CKnhir  Weather  Hni 
recortled  is  for  the  precediuf;  'Jl  hours. 


Explanation  of  Reference  Marks  Used  on  Pagre  47. 
;:enerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation 
;  prei-ipitafion  is  for  the  24  hour  jieriod,  midnij;iit  to  UMdnis'lit.         * 
r.ion  inrludcd  in  that  of  next  measurement.         T.  Precipifcuioii  is  le 


recorded  is  for  the  24  hours  ending  at  the  time  of  i 
■  Precipitation  measured  in  the  morning;  amount  I 
:s  than  0.01  inch  rain  or  melted  snow.  I 


Observations  are  taken 


Explanation  of  Reference  Mark.s  Used  on  Pag-e  48. 
;;  the  maximum  then  read  is  chirked  to  Mio  preceding  d:i.y,  on  which  it 


it  always  occurs. 


PR  less 

IRK,   WINI 

).  HIIMIDl 

rV.  AND  S 

liNSniiNI 

Atmospheric 

•ressu. 

1 

1 

elati 

•P 

'reduced  to  sea  level) 

H 

nnid 

(.V 

Stations 

0 

0 

^ 

.1 

? 

S 

2 

'it- 
i'l 

i 

4. 

'% 

^ 

If 

s  - 

^ 

- 

^ 

<  > 

....> 

0 

^ 

" 

.•^ 

ix 

Amherst 

30.  0(1 

:ffl.  32 

1.5 

29. 73 

12 

3.9 

92 

■>- 

Block  Island  .... 

AO.Oi' 

30.  ;-l2 

30 

29.  78 

12.0 

32 

■n 

93 

94 

r,i 

-'' Blue  Hill 

:iO.  OS 

30.31 

29 

29.  7(i 

13 

111) 

32 

s. 

n 

.S4 

60 

87 

Uostou  

30.  or. 

30  30 

29.  .3 

17 

8.  0 

25 

w. 

10 

82 

64 

78 

60 

Burlington 

:iO.  (Wl  30.31 

1.") 

29  (.3 

12 

7  0 

22 

19 

82 

fi2 

71 

67 

m.O:-,   30.39 

23 

29.  73 

13 

8.5 

25 

21 

90 

75 

84 

58 

Greenville 

30.04 

30.  32 

i.i' 

29.' 68 

12 

"si" 

"\h 

ii' 

85' 

57 

Hanover 

87 

49 

Hartford 

30  06 

30.  32 

15 

29.  78 

1,3 

6.8 

29 

sw. 

11 

85 

63 

60 

Nantn('ket   

30.07 

:».31 

30 

29.  81 

13 

12.0 

36 

22 

93 

79 

93 

New  Haven 

30.  07 

30.32 

15 

29.  79 

13 

7.9 

2? 

sw. 

II 

82 

66 

76 

67 

Nortli  field 

30.  Of 

30  ;» 

1.5 

29.  fl6 

12 

5.7 

21 

sw. 

II 

89 

5S 

81 

50 

Portland 

30.  O.S 

30.3.T 

23 

29.69 

13 

7.  1 

25 

11 

78 

61 

73 

72 

Providence 

30.07 

30.31 

15 

29.77 

13 

8.7 

30 

nw. 

2/ 

81 

61 

78 

56 

X  Observations  taken  at  8;oo  a.  m.,  and  8:00  p.  ni. 
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August,  1937 


CLIMATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


Daily 

Precipitation  for 

August.    1937 

Drainage  basiu 

Day  of  month 

.Stations 

1  !     -2  1     3  1     4 

5 

6 

7  1     S\     9  1  10  ,   U  j   1'.'  !  13 

14  1  15 

16  1  17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

« 

28 

29 

30 

31 

g 

Maine 

H°^r.::::::: 

..,!. 

^:.:" 

'."oi 

".la 

■;36 

T. 
.04 
.23 

■."21 
■.03 

■;62 

■.■e-ir.'-io!;;; 

.■64 

1 

'."63 

.01 
.01 

■.'63 
'.'24 

.if 
'1'. 
.01 

i.'so 

.06 
.20 
.01 
.26 
T. 

'."64 
■.'06 

■.Of 

■.■if 

T. 
.05 
.53 

.10 
.47 
.14 

.03 
■.■26 

.06 
.02 

....do 

Konnobec 

..do 

.•ic 

l.-.i 

.... 

1.16 
3.69 

, 

.11 

.02 
.16 
.01 
.05 
.04 
T. 
.02 

■t.- 
".bi 

.04 

.5-2'  .05 
.201  .03 
.101  .15 
.Oil  .01 
.  ISi   .  lb 

Kennebec 

....do 

St.  John 

Kennebec 

AndroscogiriM    

Kennebec 

;eno!)SCot   

1       ■■■':  "45:  ■"" 

:;:: 

".(a 

"Ab 
'.oi 

.(S       IKI 

1.80 
1.65 

.03 

'."ie 
.57 

.04 

■."69 

■.■ii 
.02 

.68 

:'o3 

.57 
.55 

.60 
.30 

r. 

.05 
.6; 

.04 

:S 
'26 

.40 

■'i'V 

T 
.86 
T. 
.16 
1.43 
.6-2 
.9i» 
.53 
.09 
.03 

i!'24 

1.60 

.26 
.05 

■'ii 
.21 
.37 
.01 

'.'27 

.16 
■.03 

.06 

'."67 
.71 
.03 

1.-0    .l!ll.... 

.03 

.11 

■.'58 
1.26 

■f.' 
.•25 
.21 

.ni 
".■20 

■."oii 

.03 

.02 

■■i3 

■.■34 

■.41 

.10 
.•26 
.02 

■.■62 

't. 

■•i'. 

.28 

".&\ 

.02 
2.04 
1.25 

■.'«l 
.07 

.16 

".'12 

.06 

'.'oi 
.01 
.00 

■-'58 

■r 
.•21 

!oa 

.14 
.04 

40 
.40.... 

::::|-i-- 

oil 

2.59 
1.94 

1  si 

.19 
.32 

i.20 
.01 
.01 
.08 
.08 
.31 
.32 
T. 

.45 
.01 

.18 
-.51 
.50 
.04 
.21 

.iC 
.21 
.52 
.10 

.38 
.62 

■.■35 

I.      -•■t 

... 
.06 

1 

.54 

.06 

.... 

'.'o-i 

".'in 
.02 

.03 
.06 

'.26 

:::: 

.02 

3.63 

w.igton... 

I'resurapscot 

r.-!.obscot  

:     1  i-cot  

A  Miroseoggin    .... 

iv'inii-bec 

....do 

_ 

T. 

.bi 

1.98 
0.95 
3.  99 
3.96 
2.  20 
3.46 

'.  <• 

psftire 

An.iroscoBBin 

Merriniac 

Coast 

Connecticut 

Merriuiao 

Connecticut 

....do 

...do 

Meriimac 

...do 

Connecticut 

Merrimac 

Connecticut 

...do 

Chaniplain 

Connecticut 

...do 

Chaniplain 

T. 

■.'66 

.06 
.42 
1.90 
.05 
.23 
.04 

i'so 

.02 
{.■36 

.06 
.15 
T. 
.01 

.02 
.35 
.02 
.54 
.10 
.08 
.81 
.01 

'.■32 

.10 
.06 

'.'6i 

.09 
.05 

■.■22 
.93 

.60 
.21 
.1( 

'.15 
.52 

-2" 

.78 
.05 

.02 

i.er 

.90 
.07 

.2r 

7=i 

.07 
.12 

.03 
.4b 

12 

r\R 

■v 

■■.04 

.08 
T. 
.01 

■.ie 
■.■75 

.60 

■.09 
.55 

1.72 
.17 
.30 

T. 
.04 
.67 

".w 

2.24 
.45 
.04 
.42 
.13 
.01 

15' 

T. 

.08 
.24 

4.  02 

5.  48 

..Lake:; 

.03 

.17 

.34 

.84 
.16 
.32 
.59 
.13 
.75 
.69 

.'22 
.05 

.01 
T. 
T. 

".'ii 
t. 

.06 
.02 
.'25 

■.'48 
.50 
.03 

■.■■24 

ew  Kurliam**.... 

ewunrf 

lynimith 

Vermont 

loom;u.l.l 

nittli-horo  •• 

iirliiii-'toii"* 

:  lalis!!;; 

''i\ 

.06 
.14 

.64 
.28 
.58 
.06 

■.■12 
.44 
.04 
.52 
.04 

.01 
.46 
.18 

■;i7 

.11 
T. 

.26 
.05 

■f.' 

.03 

.18 
.17 

^■i4 

T. 
.01 

.26 
.96 
.65 

■.■69 
.15 
.34 

.49 
.03 
.07 
.■23 
37 
.55 
.08 
.41 
.07 
.80 

.08 

■r. 
■.■33 

r. 

.01 

■.■or 
.If 

■.■i4 

.03 

'22 
■.■57 

.28 

■.'io 
.... 

'.■i3 

■;62 

•rV 

.11 
.10 

■.■24 

.12 

.11 

3(iO 
3  34 

.04 

■.'ig 

■.'62 

.04 

■f.^ 

i.'eo 

.05 

.58 

f. 
.61 
.25 

2.82 
4.08 
4.52 
1.75 

2.44 

3. 58 
4.18 
3.91 
2  12 

■f.' 

.03 

.06 

.08 

.10 
.01 
.07 
1.09 
.02 

.01 
.16 
.21 

T. 

T. 

T. 

.10 

.04 

75 

.... 

2.43 

4.16 

...do 

St.  Liwrence 

Cliamplain 

....do 

...do 

.68 

'.id 

T. 

.22 
.19 

■.ni 
.35 

.55 

T. 
T. 

'.'64 
.08 
1.37 

■.■io 

.02 
.41 
.02 
.22 

.22 
.33 

1.28 

.07 
.34 

'.■io 

.09 
.13 

.12 

■.■64 
f 

.69 
.50 
.92 

4  14 
6.15 

1.94 

69 

.01 

.04 

~  (near). 

^■ry 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

...do 

Connecticut 

Merrimac 

...  do 

Coast 

Housa  tonic 

1.74 

tV 

.10 

.(« 

.55 
.09 
.51 
1.80 

;i2 

.11 

■.■67 
.21 

■.46 

r. 
■.'io 

.08 
.11 
.07 

■.'69 

.00.... 
.30 

:::: 

".■13 

T 
.01 

i.'si 

.12 

.01 
.02 
.02 

.07 

.05 
1.29 
.43 
.27 
..SO 
.19 

■.■36 
.8:i 
.02 
.49 
.57 

■.'29 

■."io 
■.'os 

.28 
.15 
.85 
.09 

2.' 38 

■.■21 

.fifi 
.05 
.74 

.02 

.20 
.93 

■.■ii 

.91 

.02 

/21 
'.■(15 

■i9 

^12 

.28 
.25 
.33 
,03 
.09 

.37 
.lb 
1.10 

.20 
.34 
.35 
.85 
.12 
.03 
.09 
.19 
.69 
.55 
.01 

.53 

.02 

1.49 
.01 
.92 
.01 

T 

.01 

'i. 

.03 

.62 
.4!) 
.45 

.41 

.08 

.78 

'.■48 
.62 

.52 

■r. 

.32 

.82 

T.' 

T. 

.15 
.55 
.61 

.65 
.85 
.41 

.91 

■.■25 

'.30 

'.■11 

■.'68 

5.  85 
3.09 

.82 
.01 

T. 

■r. 

.08 

■.'65 

T. 

.01 

■f 

T 

.04 

T. 

.481  .02 
.05I 

T. 

.04 
.01 
.01 
1.3( 

't" 

i;62 
.02 

1.32 
.39 

.14 
2.02 

.'96 

■.■52 

■t.- 

.19 
.,36 
.63 
T 

:':. 

.33 
T. 
.20 
.35 
.09 
.21 
T. 

'1'. 

■  ■!'■.■ 

.10 
'IV 
T. 

■r. 

1.9"* 
.83 
1.48 
1  23 
2.04 
1.60 
.58 
1.30 
.70 
■2. 15 
.94 
1.7( 
1.40 
.91 
.37 
.75 
1.92 
.75 
.79 

LSS 
3.00 

.43 
1.43 
1.20 

.63 
1.01 
1.48 
1.46 

.31 

.25 

3.50 

4.91 
4.03 

.1/  '■—■■'msifelts 

nh-^r-t  

110  Mill 

wtoii'" 

ifSfrikM" 

,U\v!.r-ham«»!; 
•r'-iii.iiit''* 

II  l::r.-r    

Iniouth".        .. 

ti'ir.'ira 

aiiiii  ;,'.,:im 

aiiklMi"    

ir.hvifk" 

i^-eiiull 

lUtjardston**  ... 

■auiii.-; 

»wi<li" 

well 

ntiick.-t*** 

wlv.liord  .... 

.-moiuh** 

iviiii.town 

fkl'ui-t 

ithi.ri<li»e»* 

iiicll.-U1 

niton** 

TV 

.05 

.23 
1.11 
1.03 

.02 
1.34 

.80 
?  01 

■.■62 

.24 
■.■63 

'f. 

■.■qi 

.53 

.05 
.01 
1.00 

■.02 
.01 

■.■64 
.68 

■.■6i 
'■¥.' 

't  ■ 

■.■62 
■'65 

■.■02 
■'69 

■.■ni 

5.89 
5.'27 
4.81 
4  73 

■.■17 

r' 

■.■37 

'r.' 

i'73 
T. 

"Ao 

■.■6i 

■.'64 
.01 

.15 

.18 
.27 

.45 
.68 

2  72 
.73 
.05 

1.54 
.16 
.07 
.98 
.10 
.69 

i.n 

■i 

1.17 
.■25 

1.-19 
..57 

1.50 
.44 
.25 
.78 
.41 

.91 

1  08 
.97 

1,  0(1 
1.38 
.88 
.32 
1.95 

!97 

1  10 

l.8r, 
1.49 

.03 
.4f 
.26 
.14 
.95 
.13 

.^89 
.13 

1.85 
.32 

i;i2 

.79 
.06 

1.'98 
2.47 
.96 
.14 

.78 

.05 
T 
.14 
.77 

.59 
.85 
.64 

^  03 
1.43 
.44 
.95 
.81 
1.54 
.63 
4.  .58 
1  09 
2.  54 
1.43 

7.59 
3. '22 
7.00 
3.39 
4  69 

....do 

.Merrimac 

..do 

Charhs  

Connecticut 

Merrimac 

Connecticut 

Coast 

.... 
.22 

■.■-in 
'I'. 

l.Of 

.19 

■.■.50 
1  Of 
■1- 
.52 

1.52 

.12 
.:« 
.0(5 

■.'01 
.'17 

6.41 
6.10 
2.08 
6. 43 
5  30 

'.■io 

■.'04 

"4' 
".04 

T.' 

... 

...do 

Jlerriniac 

.■(is 

.06 

4.^ 

T. 
.06 

■.'63 

.69 

.09 
.18 

.09 
.13 

.... 

■.'20 
1.06 

t 

.17 

.in 

.36 

:oi 

.04 
.04 

.12 

.38 
.22 

.09 
.05 

■.io 

.28 

T 

T. 

■.■47 
.24 

2.  20 
.12 

i.5.^ 
f.' 

.04 

.08 

]07 
.61 
.42 
.32 
1.01 
.06 
.21 
.20 

T 

.34 

■t 

.04 

T. 

't. 
i- 

3  66 
2.48 
3. 39 
5.10 
10.55 
7  11 

.04 

.05 
.0.5 

Coa.n 

.   ..do 

Connecticut 

Housatonic 

".2\ 

■.■75 

.04 
.01 

".n 
■.■37 

M 

'.'Oo 

.06 

■.■67 

.03 

T 
■.■67 

.22 
.05 

.04 

■.■26 
.30 

:::: 

".be 
■f. 

■f  ■ 
■f. 

■.■32 

].^05 
.68 
'1'. 

'.'i.s 
-.1 

.05 
.18 
.05 
.34 
T. 

■'64 
.07 

.■fll 

■'i'. 

T. 

■jg 
.02 

.06 

■.■64 

T. 

.03 
.02 

■.■06 
.09 

■')■■  ■ 

T. 
T. 
.03 
53 

Coast     

....do 

...do 

■.'03 

■.'ei 

■.n 

".bi 

T 

■.■37 

'.'oi 

.07 

T. 

■.•26 

■.■6.3 

.24 
T. 

■.;; 

.... 

;o6 

.... 

.01 
■.01 

■-'ii 

.02 

■.■30 
.38 

.35 

.28 

.18 
.84 

'.08 

■[so 

.01 

3.63 

5  08 

:n-2  :. 

;  1.5;  ■.■64 

Connecticut 

Coast 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

.20 

■'67 

.07 

■.■6.3 

.21 

T. 
.56 

".a 

■.■62 

■.'64 
■.■64 

4.13 
7.20 
3.  06 
1.80 

niers  Falls 

Illamstown   .... 
nchen.lon  •*. . . . 

.02 

T. 

T. 
.11 

.07 

1.48 

3.13 

.94 

.81 

.74 
.52 
1.93 
.75 

.58 
1.09 
.83 

.48 

T. 

■.■44 

i.^of. 

'.'oi 

'.(14 

Rho-'e  Maml 
.ck  Island***... 
iBSton 

.70 
.45 
.88 

.38 
.41 
.22 
.46 
..51 
.12 
1.26 
.37 
.22 
.24 
.49 

.16 
.23 
'!'. 

.24 

:il 
.09 

.40 

5.85 
4.06 
4.13 

7.12 
5.07 
4  73 

do 

■.■2.5 

.06 

'.'io 

■.■73 
1.34 

■.■07 
.09 
.74 
'1'. 

ividonce*** 

Cnmifdicut 

dgeport 

chestpr  

amltill 

t  Hanland**. . . 

-'ffH*** 

■   "aven***  .... 

V  London 

•walk  

nam 

....do 

Coast 

....do 

Housatonic 

....do 

Coast 

....do 

...do 

QninebauK 

Willimantic 

Coast 

■!69 
.... 

'r.' 

T. 

".03 

".OS 

1.42 
.13 

■'ii 
■.■22 

.01 
T. 

■.■6i 

.16 

.44 

.21 
.17 
.06 
.42 

.01 
.04 

■'oi 

.03 
.26 

.04 
■.03 

".bi 

■.05 

T. 
.11 

■.■20 
.16 

".04 

7.00 
4.70 
7.36 
7.06 
9.10 
7.54 

T. 

.33 

■m'i-^^^ 

lerbary 

.11 

.31 

2.25 

I  page  46  for  explanation  of  reference  marks. 


OLIMATOLOGICAL  DATA:   iNTEW  ENGLAND  SECTION 


Daily  Temperat 

ures  for  A 

VigUSt. 

1937 

my 

of  Month 

station 

' 

' 

Meai 

1 

_1 

3 

4 

_L 

J_ 

.1_ 

S 

_L 

^ 

_1L 

JL 

^ 

14 

_!. 

2L 

'■' 

_^ 

Iw 

^ 

^ 

22 

^ 

^ 

25 

26 

27 

28 

29 

30 

31 

Maine 
Bar  Harbor  (near).  . . . 

\  Maximum  .  . 

Tl 

73 

74 

85 

. 

92 

86 

87 

82 

So 

75 
64 

s. 

84 

» 

86 

89 

81 

79 

86 

BO 

81 

70 

SO 

80 

72 

56 

86 

1        1 
B9     86:    81.: 

(  .Minimum... 

CI 

54 

59 

58 

59 

65 

67 

66 

67 

66 

68 

65 

60 

56 

61 

67 

61 

55 

60 

53 

50 

50 

55 

61 

59 

61 

65 

61J     60.;^ 

Kastpdrt  

)  Ma.\imnm.. 

()4 

72 

62 

69 

68 

80 

72 

72 

07 

70 

73 

73 

83 

7b 

8fa 

76 

70 

78 

64 

57 

66 

73 

80 

67 

85 

7^ 

841     74      ::-:. 

/  .Minimum... 

55 

56 

53 

52 

55 

53 

55 

54 

56 

56 

61 

62 

57 

55 

56 

5b 

57 

54 

00 

58 

57 

53 

53 

5C 

54 

55 

57 

54 

55 

;-,.]       :,;,  ■ 

Fort  Kent 

\  .Ma.>iinium  .  • 

70 

70 

83 

85 

8f 

93 

92 

84 

86 

77 

76 

74 

82 

87 

88 

82 

T: 

79 

78 

82 

79 

81 

85 

91 

82 

8b 

90l       '--,        v.,    ; 

1  i\;inimum-.- 

5f 

57 

56 

54 

64 

60 

56 

63 

65 

ee 

s 

56 

5b 

65 

72 

57 

43 

58 

63 

59 

37 

40 

57 

65 

62 

54 

4^ 

64 

(;(,      ,>| 

■ 

S  Maximum.. 

6S 

69 

70 

81 

85 

89 

90 

8t 

84 

84 

84 

79 

73 

81 

89 

8s 

76 

77 

83 

85 

68 

64 

76 

S3 

91 

83 

S3 

86 

b roe n V 1  lie    

LMiuimum... 

fiO 

56 

54 

64 

62 

5s 

59 

68 

(57 

66 

65 

60 

61 

43 

53 

64 

44 

65 

02 

51 

40 

35 

45 

53 

57 

.55 

46 

55 

Houltou 

J  iMaximum  .. 

7s 

I'.i 

72 

^3 

81 

87 

89 

91 

85 

83 

85 

SO 

76 

74 

86 

86 

8J 

7b 

80 

85 

80 

65 

77 

S3 

90 

83 

S° 

87 

87 

(  Minimum... 

59 

57 

51 

55 

65 

60 

66 

67 

68 

69 

69 

70 

69 

56 

51 

5S 

68 

58 

42 

64 

68 

50 

41 

44 

52 

61 

60 

61 

44 

58 

, 

j  .Maximum.. 

70 

77 

79 

89 

8S 

93 

90 

8.) 

83 

91 

83 

82 

81 

78 

85 

94 

95 

87 

78 

90 

95 

71 

63 

76 

87 

82 

77 

89 

90 

89 

Leu'istoii 

!  Minimum... 

61 

61 

61 

60 

69 

66 

70 

68 

68 

66 

70 

70 

64 

60 

63 

61 

66 

63 

6! 

OS 

68 

57 

55 

53 

54 

60 

64 

62 

61 

61 

Milliiioeliet 

)  Maximum.. 

SO 

74 

74 

85 

81 

92 

91 

93 

92 

85 

86 

83 

76 

76 

82 

91 

91 

86 

78 

85 

88 

84 

67 

80 

87 

91 

86 

86 

90 

90 

i  Mininunn.    . 

S7 

59 

55 

55 

65 

63 

61 

65 

72 

70 

70 

69 

56 

51 

58 

70 

58 

44 

67 

67 

52 

43 

46 

50 

60 

64 

56 

48 

55 

f^T      '-.; 

Oldtouii 

5  Maximum.. 

^-i 

70 

83 

80 

^^ 

86 

88 

86 

84 

SI 

79 

77 

77 

S( 

91 

89 

77 

S3 

90 

65 

^^ 

82 

84 

82 

84 

87 

87,     :■£{ 

'  Minimum... 

60 

o8 

61 

58 

68 

64 

67 

(is 

69 

70 

70 

68 

57 

51 

66 

6! 

54 

66 

67 

57 

51 

49 

52 

59 

65 

59 

52 

61 

> 

S  Jlaximnm.. 

71 

72 

77 

t6 

86 

89 

85 

75 

79 

86 

81 

Sn 

85 

79 

87 

96 

82 

74 

90 

96 

75 

60 

70 

79 

77 

75 

86 

83 

81 

'>'!  ^£ 

I'urtlaiKi  

1  Minimum... 

62 

60 

61 

62 

67 

71 

71 

68 

69 

67 

67 

67 

67 

63 

58 

63 

70 

67 

84 

66 

72 

58 

57 

55 

55 

61 

65 

64 

61 

63 

g5       Wti 

K.nnlord   

(  Maximum  .■ 

67 

76 

80 

8" 

88 

92 

90 

85 

86 

90 

88 

82 

SO 

7S 

84 

94 

93 

85 

78 

00 

90 

72 

66 

7< 

88 

84 

SO 

88 

91 

93     gSj 

1  Jliniuiuni... 

36 

55 

54 

62 

57 

55 

66 

67 

65 

6S 

70 

59 

56 

48 

55 

61 

57 

63 

66 

06 

52 

47 

45 

50 

58 

60 

55 

56 

58'    57. t 

.. 

\  Maximum  .. 

6-6 

79 

77 

88 

96 

95 

93 

90 

91 

84 

82 

93 

91) 

93 

94 

93 

86 

90 

93 

90 

87 

79 

88 

87 

85 

91 

91 

92 

94     88.  fl 

"'""'""'    

i  Minimum... 

61 

56 

58 

57 

65 

61 

6(> 

67 

68 

67 

68 

68 

66 

67 

47 

65 

61 

04 

50 

65 

66 

55 

49 

46 

51 

56 

62 

55 

55 

57 

58 

59.. 

Kew  Ihunv 

■hiie 

.■!■ 

SMa.ximum.. 
i  Minimum... 

69 
59 

70 
56 

53 

88 
54 

86 

93 

66 

90 

63 

82 
65 

84 
65 

86 

66 

84 
67 

77 

65 

73 

82 
41 

41 

92 
61 

83 
65 

83 
54 

86 

55 

89 
64 

67 

56 

63 

76 
42 

85 
45 

83 
52 

82 

88 
59 

88 
52 

87 
64 

90     82  .il 
55,    56.  f 

62 

63 

47 

59 

\  Maximum.. 

74 

76 

82 

88 

8S 

93 

91 

88 

83 

85 

85 

8tj 

82 

84 

93 

91 

88 

81 

t-3 

95 

70 

62 

76 

85 

74 

72 

88 

86 

90     83.  ;l 

Conconi 

(Minimum... 

62 

59 

57 

58 

67 

66 

66 

70 

68 

68 

70 

68 

67 

59 

49 

54 

66 

67 

62 

67 

70 

58 

56 

5ft 

54 

56 

59 

58 

59 

61 

63 

)  Maximum.. 

83 

83 

93 

91 

95 

90 

91 

85 

88 

90 

87 

88 

84 

86 

91 

94 

92 

80 

95 

95 

88 

64 

75 

84 

79 

75 

86 

85 

88 

Dm  ham 

62 

56 

52 

62 

64 

67 

(53 

63 

65 

68 

67 

54 

47 

.54 

64 

70 

57 

65 

66 

60 

54 

46 

47 

51 

61 

55 

52 

66 

58 

First  Conn.  Lake 

\  .Ma.ximum.. 

68 

65 

74 

80 

SI 

87 

^^ 

86 

80 

81 

78 

77 

78 

74 

78 

S5 

87 

82 

78 

77 

74 

62 

65 

74 

80 

S3 

84 

81 

83 

83 

85 

'  Minimum... 

55 

51 

52 

52 

58 

58 

62 

64 

63 

66 

64 

59 

49 

44 

52 

60 

60 

59 

65 

59 

48 

50 

t 

45 

48 

52 

62 

55 

58 

62 

83 

87 

85 

89 

91 

87 

88 

84 

86 

82 

78 

84 

91 

91 

86 

80 

93 

93 

75 

61 

85 

73 

72 

89 

88 

88 

KciMie  (ni'ar) 

*  Winimniii... 

56 

.52 

53 

54 

62 

64 

69 

63 

66 

62 

51 

45 

50 

61 

67 

61 

66 

59 

56 

55 

54 

54 

65 

56 

57 

69 

64 

)  .Maximum  .. 

78 

84 

89 

88 

87 

90 

85 

82 

86 

85 

84 

SI 

75 

76 

90 

89 

84 

76 

88 

90 

74 

65 

76 

80 

78 

77 

85 

81 

84 

88 

CO 

55 

5C 

57 

60 

60 

64 

65 

64 

63 

67 

67 

62 

51 

42 

50 

56 

65 

56 

64 

64 

53 

50 

53 

50 

54 

54 

54 

65 

65 

56 

S7.i 

Vcn,w„ 

\  .Maximum  .• 

74 

7j 

S3 

86 

88 

91 

85 

84 

85 

82 

81 

84 

78 

80 

89 

90 

76 

83 

84 

86 

67 

72 

78 

84 

84 

SO 

70 

88 

88 

88 

81.! 

Kurliugtoii 

t  Minimum... 

60 

60 

61 

64 

67 

63 

68 

68 

70 

68 

64 

63 

54 

50 

66 

68 

60 

59 

60 

53 

52 

55 

56 

61 

63 

03 

60 

68 

62 

62. 

\  .Maximum.  • 

71 

77 

83 

83 

87 

85 

77 

81 

84 

84 

SO 

77 

71 

78 

86 

87 

81 

79 

79 

79 

73 

70 

74 

81 

85 

79 

79 

85 

84 

88 

79.' 

Newport   

(  Minimum. . . 

59 

e'l 

61 

62 

63 

69 

69 

69 

70 

67 

64 

59 

49 

62 

69 

65 

57 

()9 

70 

53 

49 

53 

53 

61 

63 

63 

59 

64 

61 

62. 

\  .Maximum  .• 

73 

73 

82 

85 

85 

91 

86 

76 

81 

83 

84 

83 

77 

72 

81 

91 

89 

7s 

77 

88 

87 

65 

66 

76 

82 

81 

84 

86 

86 

81. 

Noill.lieM 

)  Minimum.   . 

53 

56 

56 

56 

63 

57 

64 

65 

67 

65 

69 

66 

60 

48 

4o 

55 

62 

56 

54 

66 

65 

52 

49 

47 

49 

64 

58 

58 

5S 

57 

.^5     57.1 

\  Maximum  .  • 

72 

84 

87 

87 

92 

89 

85 

84 

85 

86 

86 

80 

76 

S2 

90 

90 

82 

85 

89 

91 

75 

70 

79 

83 

75 

75 

82 

8'J 

S'l 

NS,    83.1 

UiiHai'.l     

(  Minimum... 

57 

56 

56 

59 

08 

61 

05 

70 

65 

65 

69 

68 

65 

53 

48 

56 

64 

70 

64 

67 

68 

53 

56 

52 

53 

55 

62 

68 

61 

60'     60.1 

82 

76 

76 

90 

90 

91 

90 

96 

91 

90 

91 

90 

85 

79 

S6 

92 

93 

81 

93 

86 

88 

74 

90 

89 

88 

82 

m    86.i 

St.  Albans 

.58 
75 

6tl 

61 
81 

65 

87 

69 

8S 

67 
92 

68 
81 

73 

67 

60 

1 

55 

92 

70 
90 

62 
89 

61 
77 

69 
86 

72 

50 
79 

51 

80 

60 
86 

65 
82 

66 
77 

66 
88 

i 

% 

nam 

[  ■  '■■'■■■'"'  I;-- 

91 

85 

86 

86 

84 

83 

83 

88 

88 

m 

St..Iahn.sl)iiry   

57 

58 

58 

57 

67 

57 

65 

67 

.68 

65 

71 

67 

62 

53 

40 

55 

02 

05 

54 

66 

11 

54 

47 

49 

51 

58 

60 

62 

56 

57 

60 

m 

.      ■  '    ,        '  !    M!ll   .'  '. 

75 

82 

85 

84 

89 

87 

82 

82 

85 

84 

85 

79 

76 

82 

91 

89 

83 

77 

89 

72 

05 

74 

73 

84 

83 

85 

86 

86 

m 

U'co.lstoek   

1  A;rumnm.'. 

56 

53 

50 

53 

61 

57 

62 

67 

64 

06 

68 

67 

60 

48 

43 

52 

59 

66 

58 

63 

62 

55 

52 

55 

51 

52 

61 

57 

57 

53 

57 

m 

Miiffadivftllf 

)  ilaximum  .  . 

73 

82 

84 

88 

88 

89 

89 

88 

86 

86 

83 

85 

83 

80 

84 

91 

91 

90 

81 

95 

92 

69 

62 

68 

83 

75 

72 

87 

86 

83 

90 

83.1 

Aiilber.-l 

1  Minimum... 

60 

56 

56 

59 

68 

69 

70 

70 

69 

73 

69 

87 

64 

56 

51 

50 

65 

6S 

68 

73 

69 

58 

57 

57 

53 

64 

64 

58 

61 

65 

66 

63.1 

I  Miximum  . . 

73 

78 

83 

90 

88 

91 

84 

88 

79 

87 

86 

84 

87 

80 

83 

93 

94 

^, 

80 

98 

95 

76 

62 

77 

76 

72 

82 

79 

84 

S4'    82.1 

B.i<t.oii 

(iiiiiimum... 

64 

64 

65 

67 

72 

69 

70 

70 

71 

73 

70 

72 

65 

60 

6;'. 

70 

65 

74 

72 

56 

57 

5'7 

59 

63 

66 

64 

61 

65 

69|    66.1 

\  Jlaximuni  .• 

83 

84 

84 

87 

90 

91 

92 

87 

87 

87 

83 

88 

86 

87 

91 

92 

87 

79 

99 

96 

88 

59 

66 

S3 

82 

78 

83 

88 

86 

89     8S.| 

BrocUlon 

J  Minimum  -   . 

61 

61 

64 

62 

66 

70 

70 

73 

73 

73 

69 

63 

58 

64 

64 

71 

71 

57 

55 

55 

55 

56 

56 

63 

5t> 

62 

69     64.1 

76 

80 

87 

88 

89 

88 

90 

83 

87 

87 

84 

84 

79 

84 

92 

92 

se 

79 

96 

94 

73 

62 

70 

82 

71 

83 

84 

83 

87 

83. 

Uoiicord 

iMi'ilinunn.'' 

61 

60 

60 

60 

65 

68 

69 

72 

71 

71 

72 

68 

63 

55 

48 

58 

64 

66 

63 

72 

73 

59 

56 

56 

53 

62 

67 

59 

59 

62 

65 

63. 

I  Ji'iximum    • 

80 

S3 

S4 

87 

77 

85 

87 

87 

84 

89 

85 

81 

88 

82 

84 

82 

85 

88 

82 

89 

85 

74 

70 

67 

76 

76 

75 

81 

81 

86 

82. 

ICast  Wareluunl'  • 

/Minimum.'.. 

64 

64 

58 

65 

74 

68 

70 

70 

76 

75 

70 

70 

01 

58 

58 

66 

70 

68 

73 

70 

56 

59 

57 

58 

67 

64 

59 

60 

70 

65. 

)  Maximum  . . 

78 

S3 

83 

87 

85 

88 

87 

90 

86 

85 

84 

82 

86 

82 

85 

89 

89 

89 

80 

94 

91 

75 

60 

65 

76 

76 

78 

85 

84 

81 

88 

82. 

Fail  Hiver 

i  Minimum... 

62 

65 

58 

66 

69 

72 

69 

73 

75 

68 

70 

62 

5s 

64 

68 

67 

64 

72 

73 

57 

55 

57 

58 

66 

64 

60 

64 

6S. 

(  Jiiiximum  . . 

82 

86 

85 

92 

91 

92 

94 

98 

88 

89 

88 

89 

87 

84 

90 

97 

95 

93 

83 

98 

95 

81 

61 

77 

92 

83 

76 

90 

91 

91 

91 

87. 

Filciiburg  

61 

56 

52 

61 

67 

68 

64 

70 

67 

68 

6U 

65 

66 

57 

48 

68 
92 

61 

72 

69 

55 

54 

48 

51 

62 

63 

56 

55 

64 

67 

6L 

I  M-iximum    . 

78 

84 

88 

91 

88 

91 

85 

86 

87 

84 

82 

77 

87 

94 

88 

82 

97 

93 

64 

71 

85 

77 

74 

84 

86 

85 

89 

84. 

Lawrpiice 

1  Minimum.'.. 

63 

59 

60 

62 

65 

68 

68 

70 

71 

71 

68 

68 

60 

55 

60 

66 

64 

72 

73 

58 

55 

52 

54 

61 

66 

59 

58 

65 

63. 

I  Pila.ximum .  ■ 

74 

75 

79 

82 

79 

83 

79 

82 

81 

82 

81 

81 

81 

75 

81 

80 

80 

82 

84 

83 

76 

W 

67 

70 

77 

74 

74 

77 

78 

78 

77. 

Nantucket 

i  Minimum... 

64 

64 

65 

67 

69 

69 

69 

69 

71 

71 

70 

70 

64 

62 

06 

69 

65 

63 

73 

73 

62 

60 

58 

58 

66 

63 

6'' 

62 

65 

65. 

79 

76 

SO 

82 

83 

85 

84 

83 

82 

85 

85 

83 

78 

74 

80 

88 

86 

84 

80 

90 

89 

70 

69 

78 

76 

72 

84 

84 

80 

80. 

SlocUbridge    

ijUniVmim.'.. 

52 

55 

54 

53 

64 

64 

65 

62 

6(5 

65 

60 

53 

48 

53 

60 

68 

65 

55 

55 

55 

57 

58 

62 

55 

58 

60 

60 

59. 

77 

81 

85 

85 

90 

86 

86 

82 

85 

84 

79 

74 

77 

88 

83 

83 

89 

9C 

76 

73 

74 

80 

76 

73 

83 

S3 

82 

84 

81. 

Williani^town 

58 

59 

55 

57 

68 

67 

65 

68 

67 

70 

72 

67 

66 

56 

50 

56 

*!<• 

73 

70 

68 

70 

58 

58 

61 

60 

65 

59 

69 

62 

65 

.  •.i.Vyj'JJ,'!,'!,','  ! 

78 

83 

81 

88 

89 

87 

84 

85 

84 

83 

84 

80 

84 

87 

78 

94 

77 

61 

67 

85 

73 

73 

86 

86 

83 

88 

Worcester 

ll\\v.mmm..'. 

62 

55 

60 

63 

6.5 

68 

65 

69 

68 

69 

71 

67 

66 

57 

48 

57 

65 

70 

63 

71 

71 

56 

55 

54 

54 

59 

67 

56 

55 

60 

65 

till  0,1  e  hi 

,„l 

\  .Maximum  .  . 

73 

79 

78 

81 

80 

84 

84 

82 

84 

84 

82 

80 

81 

78 

80 

80 

8( 

83 

78 

82 

81 

75 

63 

66 

70 

73 

75 

73 

72 

75 

77 

77I 

HlocU  Island 

(  Minimum.'.  • 

65 

64 

67 

70 

70 

73 

74 

74 

6S 

69 

66 

64 

67 

68 

69 

69 

70 

71 

60 

59 

60 

63 

64 

67 

66 

66 

66 

66 

)  Maximum.. 

77 

81 

82 

85 

83 

85 

85 

85 

84 

82 

81 

84 

83 

S3 

85 

86 

87 

82 

92 

84 

67 

73 

77 

75 

78 

79 

86 

3ll 

Kingston 

/  Minimum... 

66 

63 

57 

56 

67 

70 

72 

73 

74 

68 

64 

51 

51 

to 

65 

70 

71 

61 

56 

57 

61 

54 

65 

60 

)  Maximum.. 

80 

86 

90 

88 

90 

88 

86 

87 

86 

83 

86 

81 

85 

86 

91 

86 

79 

97 

95 

75 

62 

66 

76 

75 

72 

86 

84 

80 

90 

Providence 

(  Minimum... 

64 

65 

66 

68 

70 

72 

74 

70 

75 

75 

70 

70 

63 

59 

66 

68 

67 

67 

73 

75 

55 

55 

57 

60 

61 

67 

65 

60 

65 

71 

Coiiiieclii 

lit 

Cream  Hill 

)  Maximum.. 
/Minimum... 

81 
59 

81 
55 

5^ 

85 
61 

g\ 

87 
67 

67 

82 
66 

65 

85 
70 

81 
66 

85 
67 

80 
56 

85 
54 

90 

60 

63 

91 
70 

84 
65 

93 

69 

72 

76 
58 

62 

52 

5£ 

81 
57 

73 
60 

63 

6C 

87 

81 
62 

87 
66 

82' 
62  • 

67 

5  Maximum.. 

83 

84 

86 

86 

85 

89 

91 

86 

87 

85 

85 

84 

84 

82 

85 

92 

9( 

92 

84 

96 

92 

73 

65 

65 

80 

72 

75 

87 

86 

82 

89 

88  1 

Hartford 

/  Miuiinum.. . 

60 

62 

66 

69 

71 

72 

69 

69 

70 

67 

67 

IV 

(■  • 

'- 

,.., 

71 

6? 

73 

72 

57 

56 

58 

60 

63 

65 

61 

63 

65 

67 

66ft 

S  Maximum .  • 

Si 

83 

84 

88 

So 

8j 

85 

82 

87 

85 

82 

.s: 

■.•1 

95 

95 

75 

67 

76 

7£ 

81 

84 

80 

76 

90 

63  1 

New  Haven 

66 

62 

64 

68 

73 

72 

72 

75 

68 

69 

6: 

72 

71 

74 

73 

57 

57 

59 

62 

67 

63 

64 

68 

69 

\  Maximum.  . 

85 

83 

88 

86 

85 

87 

84 

88 

89 

85 

83 

^^, 

91 

92 

93 

92 

79 

66 

68 

73 

75 

81 

81 

78 

76 

85 

83  1 

New  London  

/  Minimum... 

6S 

64 

65 

65 

71 

72 

71 

72 

74 

74 

6£ 

71- 

t, 

1)7 

66 

74 

73 

73 

59 

57 

59 

62 

60 

62 

65 

6£ 

65 

70 

86h 

i  Maximum  . . 

87 

87 

86 

88 

87 

90 

85 

87 

89 

90 

86 

86 

81 

b:j 

by 

89 

90 

87 

95 

95 

82 

66 

79 

78 

84 

85 

81 

81 

91 

8Sn 

Norwalk 

/  Minimum... 

62 

58 

59 

60 

63 

67 

68 

70 

68 

71 

74 

6!: 

67 

59 

53 

55 

59 

70 

70 

70 

71 

65 

56 

5i 

61 

64 

71 

59 

63 

6f 

64 

r 

Putnam 

Maximum . . 

73 
61 

57 

81 
59 

87 
57 

87 
64 

87 

91 
70 

88 

85 

84 
72 

11 

81 
60 

84 
62 

54 

83 
49 

s 

91 
59 

87 
67 

_ 

8( 

95 
71 

92 
70 

75 
55 

68 
55 

64 
55 

79 
56 

74 
58 

70 

83 

Sb 

59 

86 
66 

/Minimum... 

67 

68 

62 

60 

Seepage  46  for  explanation  of  ref 

erenc 

arks 
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"i^ 

ton 

10-2 

3-37- 

II 

nG 


U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU, 


CLIMATOLOGICAL    DATA. 


23 


NEW    ENGLAND     SECTION 


G.  H.  NOYES 


Vol..  XLIX.       IJosToN,   Mas 


SEPTEMBER.    11)37.     No.  9. 


GENERAL  SUMMAKY 

Precipitation  was  sotncwliat  unevenlj'  ilistrilaited  over  the 
Section  during  this  montli,  being  somowliat  below  the  normal 
over  northern  New  England,  and  well  above  over  Massachusetts 
and  Connecticut.  Temperatures  averaged  slightly  Ijolow  tlie 
normal,  and  were  without  record  extremes.  The  weather  was 
unusually  favorable  to  all  out-door  activities,  and  harvesting  of 
fruit  and  crop  was  making  good  progress  toward  the  close  of  the 
month.  Late  truck  farming,  whic.b  was  adversely  aftectcd  by 
lack  of  rain  during  the  third  decade,  was  generally  relieved  dur- 
ing the  closing  daA's  of  the  month.  A  killing  frost,  which  caused 
only  slight  damage,  occurred  at  scattered  localities  over  northern 
portions  of  northern  New  England  and  extreme  northwestern 
portions  of  Massachusetts  and  Connecticut  about  the  21st.  k.  s. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
104  records,  was  60.0'^.  which  is  0.3°  below  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  58. 6°;  for  the  southern  division,  61.4°.  The  higiiest  month- 
ly mean  was  65.7"  at  Provincetown,  Mass.;  the  lowest  was 
52  6°  at  Somerset,  Vt.  The  highest  recorded  was  98°  at  Water- 
bury,  Conn  ,  on  the  1st;  the  lowest  was  28°  at  Greenville,  Me., 
on  the  9th,  Keene,  N.  H.,  Bloomfield,  Vt.,  and  Cavendish,  Vt., 
on  the  21st,  and  at  Presque  L^^le,  Me.,  and  First  Connecticut 
Lake,  N.  H.,  on  the  28th.  The  greatest  monthly  range  was  65° 
at  Orono,  Me.,  "Winslow,  Me.,  and  Waterbiiry.  Conn.;  the 
least  was  28°  at  Block  Island,  R.  I.  The  greatest  daily  range 
was  50°  at  Berlin,  N.  H.,  on  the  23d. 


PKECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
183  record.s,  was  3.69  inches,  which  is  0.05  incli  below  the 
mean  for  tlie  past  50  years.  The  average  precipitation  for  the 
northern  division  was  3.04  inches;  for  the  southern  division, 
4.31  inches.  The  greatest  monthly  amount  reported  was  8.19 
inches  at  Williamstown,  Mass.;  the  least  was  0.92  inch  at  East 
Ryegate,  Vt.  The  greatest  amount  in  24  hours  was  3.82  inches 
at  Norwalk,  Conn.,  on  the  13th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  9,  which  is  the  mean 
for  the  past  50  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITT 

The  prevailing  dire(!tion  of  the  wind,  based  on  111  records, 
flras  southwest.  The  average  velocity,  based  on  the  recoi'ds  at 
14  stations,  was  8.6  miles  per  hour,  which  is  the  mean. 

The  sunshine,  based  on  the  records  at  12  stations,  averaged 
52  percent  of  the  pos.^ible  amount,  which  is  5  percent  above 
ihe  mean. 

The  cloudiness  was  somewhat  below  the  mean.  The  average 
'or  the  Section ,  based  on  124  records,  was  15  clear,  7  partly 
iloudy,  and  8  cloudy  days. 


Til 


monthly  relative  humidity,  based  on  the  8  a.  m.,  and 
p  ni.,  observations  at  11  stations,  was  81  percent,  whieli 
the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Anroms.—bth,  9-llth,  15th,  19th,  29-30th. 

HalosJannr.—lQth,  ISth,  24-25th,  28th. 

Hal  OS.  solar. — 25th. 

//(///.  —  (dates  and  general  location) —  4th,  Salisbury,  Conn. ; 
6th and  23d,  Oldtown,  Me. ;  19tli,  l-irst  Connecticut  Lake,  N.  H. 
and  Burlington,  Vt. 

Thii.nders(onns.—  l-oth,  19lh,  23d, 

Fog,  dentie. —  Daily  in  some  portion  of  Section. 

Frosts.  —  (dates  and  general  location) — Killing:  5-7th,  west- 
central  Me.;  9th,  northern  and  central  Me.,  northern  N.  H. 
and  extreme  northwestern  Vt. ;  18th,  20-21st,  general  over  Vt. ; 
1  9th,  extreme  western  Mass. ;  21st,  extreme  nortliwestern  Conn'. 
Light :  general  over  other  sections  of  New  England,  except  along 
the  innnediate  coast,  on  the  18th  aad  21  st. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermoni;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1894.... 


l'.)06... 
1907-.-- 
lOOS-..- 

1910  ••■ 
1911- ••• 
1912  •■• 
1913.... 
1911.... 
1915.... 
1916  ... 
1917.... 
1918  ... 
1919.... 
1920.... 
1921.... 
1922... 
1923.... 


1888 

1889 

1890 

1891 

1892 


North   I   South 


No.  of  days  (all 
New  England) 


22 

7.21 

0 

8.60 

0 

32 

3.  92 

0 

4,1(1 

0 

•24 

4.65 

0 

5.  7;' 

0 

34 

1.79 

0 

2.41 

0 

29 

2.18 

0 

2.18 

0 

30 

2.60 

0 

2.  33 

0 

28 

3.79 

0 

3.29 

0 

29 

2.47 

0 

2,42 

0 

30 

5.29 

0 

6.  69 

0 

29 

2.10 

0 

2.  22 

33 

3.78 

0 

2.36 

0 

30 

3.93 

0 

4.92 

0 

32 

2.80 

0 

3.  02 

0 

30 

2.76 

0 

3,91 

0 

32 

4.11 

0 

4.88 

0 

28 

1-28 

0 

2.04 

0 

22 

5.72 

0 

4.91 

0 

25 

5.13 

0 

5.6-') 

0 

26 

1.69 

2.  85 

0 

30 

0 

8.59 

0 

28 

1.00 

0 

1.16 

0 

28 

5.82 

0 

4,40 

0 

28 

3.23 

0 

2.55 

21 

3.73 

0 

3,11 

0 

26 

3.69 

0 

2  87 

0 

24 

2.96 

0 

3.  50 

18 

1.47 

0 

0  53 

0 

28 

1.99 

0 

1.57 

28 

4  33 

0 

2.74 

0 

26 

1.31 

1.91 

0 

29 

6.93 

0 

6.76 

0 

31 

4.52 

0 

5  55 

0 

28 

6.  30 

0 

4.63 

0 

25 

2.44 

0 

2.  37 

0 

26 

2.01 

0 

2.82 

0 

26 

2.78 

0 

196 

0 

27 

5.83 

0 

4.97 

0 

24 

4.71 

0 

3.36 

0 

31 

2.  93 

0 

1.83 

0 

33 

1.94 

0 

2.77 

0 

28 

3.81 

0 

4.26 

0 

29 

2.47 

0 

2.61 

0 

32 

2.  10 

0 

1.23 

0 

30 

4.58 

0 

1.97 

0 

27 

5.25 

0 

5  68 

0 

25 

3.73 

0 

9. 10 

0 

31 

6  52 

0 

7.97 

0 

28 

4.  56 

0 

4,16 

0 

27 

2.65 

0 

4.03 

0 

30 

3  04 

0 

4.31 

0 

IS 

3.66 

0 

3.78 

«l 
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Cliraatologrical   Bata  for  September,   1937 


Maine 

BangorS  

Bar  Harbor  (near  j 
Brassim  Uamit  — 

Eastport 

East  \\  iuthiop-   ■  ■  ■ 
Ellswuith  


Fariuiii«ton 

Ft.l''airliuUlU«ar, 

Fort  Kent 

Gardiner 

Greeuvillt'.. 

HiraiiUI 

Houlton 

Jaokniiiii 

Lewi.-^lou 

Luicolii 

Macliias 

MadisuiiS 

MUUileiiuin 

Milliiiuctkel§  

Milo 

Mooseliead 

Nortli  Kridgton..-- 

Oldtowii 

Oroiio. 

PorUaiid 

Pres<iuelsle 

Ripogemis  DainltS 

Riiiuford 

Tlie  Ktjii;^    

Upper  ihnn 

Winsluulls  

WoodlauiiS 

Kor  Stale     •■•• 
Ne.iii  UwiiVfliiie 

Berlin    

Beilileheiu     ...•■■■ 

Concord    

Dixvillo  Notch  — 

Durliani    

ErrolS    

First  Cunn.  LnlieJ] 


Penobscot •  • 
Hancoclv  .... 
Somerset ... . 
Waslilngton 


Frankli 
Glenclil 
Haniiih 
Hano-.r 
Hill.-lio 
Keeuon 
Lakcpiji 
Lincoln 


New  Um 
Newpni-i 
Noitli>t 
Pinkhiu, 
Plyiiiout 
West  St" 
Wolii>  :■!. 
York  :V); 


Mt.  Washington! 


BenninKton.. 
Bloonini-ldt: 
UrattMi  >r..i 
Bnrlin<^'<-n  .. 


Enosliur:,'  i'';ins. 

Gilnian    

Mays.Mili:!-.   ■ 

Nen-fane 

Newport 

Norlhlield 

Readsboro 

Rooliester 

Rntland 

St.  AIm:.-..-  'I'.'-ar 
St.,Io!nisl.iir,v... 
Searsb.ir-Mt.... 
Searsbuni.Sia.tt 

8omer.settt 

VernonJJS 

West  Bnrke 


Hniiiugton 
Windham.. . 
Windham-.. 
Caledonia. .. 


2,360 
1,660 
2. 080 


Temperature,  in  degrees  Fahrenheit 


57.fi 

+  0.8 

57  9 

-  2.8 

50  4 

-  0.9 

,57.6 

—  0.3 

,56.  H 

+  05 

61  0 

+  0.2 

5.5.6 

0.0 
+  'o.'5 


Precipitation,  in  inches       |     No.  d,f  days 


-  o 


0.84 

0.91 

+  1.63 

2.12 

2.90 

+  1.74 

2.26 

-0.04 

1.66 

+0.  44 

3.17 

+0. 33 

1  42 

0.77 

+  0.69 

2.  65 

-0.58 

1.91 

1.46 

+0.  17 

+  1.75 

3.57 

-1. 09 

1.36 

+3  22 

2.70 

+  0.61 

3.57 

+  0.05 

1.28 

-1.84 

0.85 

-1.06 

0.93 

-1.25 

1.40 

-0.65 

0.79 

-0.83 

LOG 

+0.89 

3.10 

+0.51 

1.17 

-2. 13 

0.92 

-0.79 

2.45 

+  0.18 

2.47 

+0.  09 

I., 55 

-0.11 

+  1.20 

1.82 

-0.06 

3.57 

+  1.21 

2.02 

-1.64 

1.40 

-0.79 

0.95 

0.81 

+0.33 

-0. 56 

0.74 

-0.25 

0.87 

-0.20 

0.88 

-2.37 

0  44 

-2.27 

+2.  48 

0.30 

0  74 

-0.6S 

0.74 

-0.51 

1.49 

+0.04 

+  1.30 

1.35 

-0.34 

0.98 

+  0.11 

1.05 

0.99 

0.48 

1.47 

2.  06 

-6.77 

I.  25 

0  95 

1.6S 

-0.S6 

2.06 

2.15 

-1.01 

0. 95 

+  0.87 

1.36 

-0.59 

1.44 

-0.26 

1.15 

-1.66 

1.21 

-1.57 

0.73 

-2.  09 

0.  33 

-1.02 

1.00 

0.48 

0.53 

-2.  32 

0.47 

-0.51 

0.  6» 

1.10 

+0.01 

1.20 

-1.12 

0.70 

0.  06 

-1.74 

0  57 

-0. 13 

1.40 

0.72 

-2.16 

0.54 

0.90 

-2.  42 

0.57 

+  0.05 

1.95 

-0.01 

1.02 

-0.31 

1.74 

-0.  22 

1   17 

0.66 

18 

4 

17 

4 

12 

19 

5 

13 

9 

12 

13 

17 

5 

Bangor  Hydro  Electrit 

B.  L.  Hadlcy 

Walter  Thurston 

U.  S-  Weather  Bureau 

Augusta  Watt-;  Iii-n  ic 

Hanger  llydn,  Me,  i,i( 

Mrs.  llaniiaii  j.  li.^cli 

State  Normal  Sriiodi 

C  W.  Nors worthy 

VV.  B.  ClarJi 

Samuel  U.  Soiile 

U.  S.  Weatlier  Bureau 

U;.'^-.l'-^*>:L.(;o. 

\\  ibiam  H.  Gumming- 

P-  M.  'J'ripp 

Union  Water  1-ouprrv 


■Co. 


.iljer  Co. 


Winlield  IJcaiii 

N.  W.  Kobens 

C.  L.  Chadbouriie 

Thomas  VV.  <;iark 

Univ.  of  Maine 

U.S   Weather  Bureau 

Me.  l!;.xperinient  Station 

Great  Northern  I'aperCo. 

Charles  A.  Wixer 

Kuth  liurgin 

Union  Water  Power  Co. 

Ho    uigswortl,  ,t  Whitney 

t^t-  Croix  Piinei-  r:„. 


Edward  Fenn 

George  E.  Tucl;er 

U.  S.  Weather  Bureau 

Sarah  H.  Gleasou 

N.II.  A gr.  College 

Uinon  Water  Power  Co. 

»V"n    '^'o"®^  L"mber  Co. 

Waller  E.  Boile.x 

F.J.Soiilhniay.i 

State  Sanatoriniii 

Frank  K.  T.eavitt 

r)arlmonl,ii  (lollege 

N.  H.  Research  Forest. 

Robert  P.  Hay  ward 

Fred  Wiggin 

"^('jv-ard  A.  Carr 

Public  .Service  Co. 

Androscoggin  Res-  Co. 

Pennichnck  Water  Works 

E.  L.  Tobey 

H.P.Shei.ar.l 

¥.  A.  smith 

J.  B.  Dodge 

Mrs.  Haltie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U.S.  Bureau  of  Fisherit-.., 


Weather  Bureau 


B.F.Hydro-KlectriuCo. 
Everett  Orchards 
(Uori,eL.  Coo;kt 
Raymond  1,.  Brown 
U,  S.  Wea  I  her  Bureau 
Cea.Vt.P.  S.  Corp. 
Charles  K.DurkeetU 
Sarah  E.  Lane 
IMi-sE,  M.  Dustin 
N.  E.  Power  (;o 
J.  F.Devinsttt 
L.  n.  Pomeroy 
Gilmaii  Paper  Co. 
Fred  May  ttt 
Mr.s.  ,lolin  ,f.  Geretv 
Rev.  A.  B.  Crichtoh 
U.S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  II.  Ross 
Geori,'eS.  Rand 
Fairbanks  Museum 
George  Briggs  t*  t 
N.  E.  Power  Co. 
L.  L.  Leon:.rd 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttt 


.see  page  52  for  explanation  of  reference  marks. 


September,  1931 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


51 


Climatolos-ical  Data  for  September,   1937 


iperature,  iu  degrees  Fahrenheit 


Precipitation,  in  inches 


Vermont  Cont'd 

West  Hurtford 

White  Kiver  Jc-.. 

Whitiiigham 

Wilder. 

Wilmington 

Woodstock 

For  State     . .  ■ 


Ma»snchiieeUs 


Adams 

AmberstS 

AshlBiiiUt   

BeethWKod  *.... 

BlneHillU§ 

Boston 

Boj'lston 

BrocktonS   

Cliester* 

Chesterfield* 

(;hestmitHill§.... 

Clintoii§ 

Concord§ 

Kast  Warehara  ■  ■ . 

ligremontU* 

Fall  River 

FftlmoutlitJ* 

FitchbnrgS 

Framingham  §  ... 

Franklin* 

Gardner* 

Gloucester§     

(jreenlield 

Oroton  •...   

Hardvvick  • 

liHverhill§ 

Heath* 

Ilolyoke 

HoosaoTnunel . 
Hubbardston*.. 

Ilyaniiis 

Ipsw-n-h*  ....... 

Jelferson 

Lake  (;ocliitnatett§ 

Lowell§  •  '.'" 
Man.'iHeld*..... 
Middleboro*... 

Middleton  

Milford* 

Millbury 

M(>ntut.'ue  City 

Nantnoket  

New  Bedford  •• 
Northbridge*.. 

Otis* 

Pembroke* 

Pern* 

Petersham.... 

Pittsfipld. 

Plaintield* 

Plymouth 

Princeton 

Provincetown  . 

Rock  port 

Slielbiirne  Falh 
Sonlhbridge*  .• 

Spot  Pond  

Springfield 

Sterling 

Stockbridge  .  .. 
Swampscott — 

Taunton§ 

Turners  Falls.. 

Ware* 

Webstpr  * 

Westfield§  

Westong 

WestRntlaud.- 
WilliamstownS  . 
Winchendon*  . . 
Worcestcr(a)§... 
For  State  .. 


Windsor.. 
Windsor . . 
Windham 
Windsor . . 
Windham 
Windsor.. 


Rhode  Mand 


Block  Island-... 

Kingston  

PswtneketS 

Providence 

For  State... 

Connecticut 


Berkshire  • . . . . 
Hampshire  .... 

Middlesex 

Norfolk  

do  

Suffolk 

Worcester 

I'lyxnouth 

Hampden 

Hampshire. ... 

Suffolk 

Worcester 

Middlesex 

Plymouth 

Berkshire 

Bristol 

Barnstable 

Worcester 

Middlesex 

Norfolk  

WorCL'.-iter 

ICsse.^ 

Franklin 

Middlesex 

Worcester 

Kssex , 

Franklin 

Hampden 

Berkshire  ...... 

Worcester 

Barnstable 

Essex 

Worcester 

Middlesex 

K.ssex 

Middlesex...... 

Bristol 

riymouth 

Kssex 

Worcester 

Worci^ster 

Prankliti 

Nantucket 

Bristol 

Worcester 

Berkshire 

Plymouth 

Berkshire  

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

liarnsiable 

Essex    

Franklin   

Worcester  ...... 

Middlesex 

Hampden  

Wor<:ester  .  ■    ■ 

Berksiiire 

ICssex   

Bristol 

Franklin    

Ifampshire 

Worc>'ater 

Hampden  

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 


Newport  — 
Washington 
Providence 
Providence 


New  London 
Litchfield  .  ■ . 

Fairlield 

Hnrtfoid.... 


+  3.1 
+  '3.'6' 


—  0..5 

-  1.7 
+  0.9 


+0.05 
-1.91 
-1.10 


■-6.' -is 

1.1-2 

-0. 42 

1.2<} 

2.68 

+0.56 

1.35 

+0.  55 

1.76 

0.00 

-0.26 
-0.4(1 
+  0.42 
+2.  72 
+0.05 


-0.70 
-0.02 
+  0.41 


-0.22 
+2.28 
+  1.53 


+  1.48 
+  2.18 
+  1.27 
+0.  43 
+0.  in 
+0.48 
+0. 32 


+1.  43 
+0.69 
-0.24 
-1.26 


-0.36 
+0.65 
+0.63 


-0.  33 
-0.17 
-0.26 


+0.39 
+0.08 
-0.01 
+0.10 


Evil  K  Uoubleday 
N.  E.  I'ower  Co. 
E.  T.  .Sutton  lit 
Olcott  Falls  Co. 
Walter  Adam.s  Ml 
William  S.  Katon 


Sta. 


N.  E.  I'owei-  < 

Mass.  Agr.  E.n 

Met.  Wut<-    W 

State  Dopt.  I'nhlio  Health 

Blue  Hill  Clisfrviilorv 

U   h.  WeulhcHiirean 

Mrs.  Lorinf;  U.  l,r»-(| 

City  Knginect 

State  Dept.  Public  Health 

State  J^ept.  Public  Health 

Met.  Water  Woiks 

Met.  Water  Work-! 

Fi-ed  A.  Tov/er 

Joseph  L.  JCellcy 

Pnl.'lic  Health 


i;,ic 


Me 


lealth 


State  iiipt.  Public  Health 
State  Dept.  Public  Health 
Kalpli  M.  Barker 
Bureau  of  Entomology 
SiHic  I)ci)t    Public  Health 
Sta.!<.  liept.  Public  Health 

SiHt,.  i»„pt.  Public  Health 


SUte  Dept.  Pia)lic  Health 
Sfnte  Teacher's  College 
Stale  Dept.  Public  Health 


:;Us  A:  Ci 


State  Pept.  Public  Health 

State  Uopt.  Public  Health 

WiliiiUM  It.  Hoelzel 

State  Dept.  Public  Health 

N.  E.Power  Co. 

Ciiailotte  A    Braun 

IT.  S.  Weather  Bureau 

City  Engineer 

Slate  Dept.  Public  Health 

State  Dept.  Public  Health 

State  i!ept.  Public  Health 

StiUe  Dept.  Public  Health 

Met.  Waterworks 

L.  B.  CuinTnings 

State  Dept.  Public  Health 

jMiss  L.  B.  Knapp 

Slet.  Waterworks 

';-v:n-  II.   McN.iyr 

II.  S.  C.C.Sliitioii 

N    E.  Power  Co. 

Stiile  Dept.  Public  IlcaKli 

Met.  Water  Works 

V.  S.  Armory 

Met.  Water  Works 

N-sl!it  ir.  B.'iTigs 

Weston  K.  Lewis 

Water  Works 

Turner.s  Falls  P.  ,t  K   Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Willian 


'olle 


(I.S.  Weather  Bureau 

Ag-r.Kxp.  Station 
.Toll)  W.  Logan 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  I^urean,  Hartford 
Bridgeport  Hydraulic 
Waur  lUirpau,  Hartford 


■^ee  pnse  52  for  explanation  of  reference  marks 
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Olimatological   Data    for  September,  1937 


Connecticut  Cont'd 

Colchester 

CoUinsville 

Cream  HilUJ 

East  Hartliuiri   ..-• 

Falls  Villages 

Hartford 

Lake  Koiioinoctt-- 

Mt.  Carmel  

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Ilanland 

For  State 


New  London  • 
Hartford    •  • . 

Litchfield  •-. 

Hartford 

Lit (>h field  ... 
Hartford  •  ■  •  . 
NewLondOii. 
New  Haven  . 


do 


NewLondon. 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Hartford  .... 


Temperature,  in  desrees  Fahr 


Precipitation,  in  inches 


S.P.Willard 

Edwin  K.  Wilder 

C.LGold 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Coinstook 

U.  S.  Dept.  of  Commerce 

F.  Hurllman 

Agr   Exp.  Station 

William  .1.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  TJsed  on  Pages  50,  51.  and  52. 


The  departures  from  the  normal  temperature  are  computed  fn)ra  the  averages  of  the  i 
eipitation  witli  is  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean 
for  the  period  of  record  are  used.  Reference  letters,  a,b,c',  appearing  in  the  table  inii 

on  other  dates.    §  Thermometers  not  supplied  ()y  Weather  Bureau 


x\  po.st-om 

Mill 

,,.mket;    Wi 

ti.ild 

\urt,li  Scru 

-M: 

ssaclmsptts 

Hill 

We.st  r<)i-n 

.ire  period  for  stations  havin";  lo  or  more  years  of  record.    Departures  of  pre- 
.,,,,,.,.     l".l"'*'<'f'  to?  V'"'^"''™  35-year  period;  for  stations  of  10  to  T4  years  the  means 
ring  in  the  table  indicate  number  ot  days  missing ;  for  example,  b  represents  two  days,  etc.        U 
Observer  lor  New  England  i'ower  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snov 

lovvs:  .Waine-A/.i.seolios  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
*^*,r.'?;"'-,^",'^®.  t^'"sliurs?i^«w  Durham.  Alton;  Pinkham  Notch.  Gorham;  York  Pond,  Berlin;- Vermont^Klooni- 
^  Mills.  Colrain  Mass  :  Soarsburg  Sta.,  Wilmington :  Somerset,  Wilmington;  Vernon,  Shelhurne  Falls  Mass  ■ 
:.n;  hgremont.  South  Kgremont;  Falmouth,  natchville;  l,ake  Cochituate,  Fiamingham;  -Connecticut! Creani' 


Record  furnished  by  Massachusetts  Department  i 


'ublic  Health. 


X  Not  included  in  summaries. 


Explanation  of  Seference  Marks  Used  on  Pag-e  : 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endine  at  the  time  < 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning- 

T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow.       ' 


recorded  is  for  the  preceding  'lA  hours. 


recipitation  inclii 


that  of  next 


Explanation  of  Seferenoe  Marks  Used  on  Pag-e  54. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  tlie  preceding  day,  on  which  it  almost  always  occur 
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Daily 

Precipitation  for   September. 

1937 
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^''"■''''''''''' I  Minimuiii 

'^'''''''''l    1  Minimum 

»t    \»,a,.^  \  Msiximum 

»'•  Allxii'S )  .Minimum 

St.  Johiisbury   )  MfiuVmun 

woo.istook ;Jii'±'r 


Mil. 


Amlier.st. 
Boston... 
Brockton 


S  Ma 


Minimum. 
i  Maximum 

(  Minimum. 

j  Maxinnnn 

I  Minimum 

mum 


Conoorcl j  jii,',j, 

h'ast  WareliamI' I  \tti'iii 


Fall  Kiver.  . 
Fitohburg  .. 


Nantucket.  . . 
StocUbridge 
VVilIiam.stowi 
Worcester  . . . 


)  Maximum 
/  Minimum. 
)  Maxinnnn 
(Minimum. 
S  Maxinnnn 
(  IMinimum. 
j  Maxinnnn 
I  Minimum. 
'i  Maxinnnn 
(  Minimum. 

i  Minimum. 
S  Maxinnnn 
/  Minimum. 


Rhode  Ida, 1. 1 

,,,,,,,  )  Maxinnnn 

Block  Islan.i j  Minimum. 

)  Maximum 

■^■"K-^'o" J  Minimum. 

„       .  ,       „  )  Maximum 

P'^oyu]mu-e i  Minimum. 

Coiuieclicul 
,,           ,,■,,  S  Maxinnnn 

Cream  Uiu )  Minimum. 

Hartford 1  Mhdmu,;" 

Ne^v  Haven I  Mfnimum. 

New  London 1  ilf,^= 

Norwalk \^^Z 

p-t-™ !^s;r' 


551  551 

63]  84| 

56  611 

SSi  9ll 

54;  65 

74.  89 

5»i  63 

93'  95 

64  63 
9-2 

87 


67 

68 

V2 

87 

56 

55 

85 

84 

6/ 

!>H 

8Si 

79 

«: 

58 

87 

84 

66 

64 

97 

88 

65 

(i3 

92 

79 

64 

l\ 

72  00: 

-ly;  45  i 

5S|  .59 

50'  45t 

69  66l 

43  33 


44;  4U;  42,  53! 


50  43:  53  521 


69  63: 

59i  53 

66!  61 

56  55 


56|  44 

69|  64 

51  4b 

76  72 

471  43 

11  '^ 

54 


70,  75 

541  55 

G3|  63 

53  53 


42 

5'; 

71!  78, 

431  ,54 

72!  74! 

41 

541 

68 

71 

4:i 

55 

68 

48 

58 

71 

74 

50 

7;J 

77 

40 

52 

71 
37 

71 
47 

7-1 

76 

41 

.'ih 

75 

78 

35 

51 

71 

67 

37 

7;- 

75 

35 

.5( 

V( 

7(J 

■" 

50 

73 

70 

51 

52 

V2 

67 

46 

52 

75 

7( 

3(i 

44 

75 

7:- 

41 

47 

61- 

76 

hi 

h;-: 

74 

72 

35 

4'i 

::■ 

3V 

46 

74 

76 

4:- 

54 

54 

60 

72 

76 

46 

56 

4.^ 

55 

V2 

71- 

45 

fi( 

76 

5:- 

58 

75 

78 

4( 

54 

72 

75 

45 

57 

7r 

76 

55 

61 

71 

7'2 

38 

n?. 

V( 

6i 

4;^ 

52 

71 

77 

40 

55 

70 

73 

5^ 

62 

71 

75 

4( 

57 

T.- 

77 

54 

59 

70 

74 

44 

5^ 

y/ 

76 

5( 

56 

74 

77 

5-1 

57 

v:- 

7i 

51 

61 

75 

75 

43 

.58 

7f 

77 

41 

55 

481     45 
64  j     54 


40  42 
581  00 
43;     43 


Seepage  .52  for  explanation  of  reference  marks 
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Vol..  XLJX. 


Boston.   M.\ss..  OCTOBER,   1937, 


No.  10. 


GENERAL  SUMMARY 

The  one  noteworthy  departure  from  normal  October  weatlier 
I  this  month  was  the  heavy  precipitation,  general  over  the  Sec- 
|tion.     Light  amounts  occurred  with  fair  regularity,  hut  most 
lof  the  excess  precipitation  fell  between  the  'iOth  and  23d,  and 
'5  in  some  case.«,  more  tlian  haU"  of  tlie  monthly  total  was  produc- 
ed by  the  southeast  storm  whicli  swept  the  Section  on  the  20i:h. 
Temperatures  averaged  slightly  below  the  normal,  with  a  rather 
unusually  extended  cold  period  from  the  8th  through  the  18th. 
Killing  fro.sts  occurred  over  interior  portions  of  northern  New 
England  on  the  3d,  and  made  a  .southerly  advance  at  intervals, 
climaxing   the  period    by  a  general  killing  frost  and  extreme 
monthly  minima  on  the  17th.     Out-door  activities  were  slight- 
ly less  favored  than  usual,  with  most  of  the  unpleasant  weather 
occurring  during  the  second  and  third  decades.  e.  s. 


TEMPEKATXJaE 

Tlie  average  monthly  temperature  for  tlie  Section,  based  on 
104  records,  was  48.5°,  which  is  1.0°  below  the  mean  for  the 
past  oO  years.  The  average  temperature  for  the  northern  division 
was  46.4° ;  for  the  southern  division,  50.8°.  The  highest  month- 
ly mean  was  55.2°  at  Pawtucket,  R.  I.;  the  lowest  was  41.6° 
at  Somerset,  Vt.  The  highest  recorded  was  84°  at  Enosburg 
Falls,  Vt  ,  on  the  6th;  the  lowest  v^-as  11°  at  Somerset.  Vl.,  on 
on  the  17th.  The  greatest  monthly  range  was  68°  at  Enosburg 
Falls,  Vt. ;  the  least  was  30°  at  Block  Island,  R.  I.  The  great- 
est daily  range  was  51°  at  Farmington,  Me.,  on  the  7th. 


PRECIPITATION 


Tiie  average  monthly  precipitation  for  the  Section,  based  on 
186  records,  was  4.98  inches,  which  is  1.43  inclies  above  the 
mean  for  (lie  past  50  years.  The  average  precipitation  for  the 
northern  division  was  5.29  inches;  for  the  southern  division, 
4.67  inches.  The  greatest  nionthlj'  amount  reported  was  10.79 
inches  at  Pinkham  Notch,  N.  IT.;  the  least  was  2.71  inches  at 
Cornwall,  Vt.  The  greatest  amount  in  24  hours  was  5.25  inches 
at  Pinkham  Notch,  N.  H.,  on  the  20th.  The  average  number 
of  days  with  .01  inch  or  more  of  precipitation  was  11,  which  is 

2  above  the  mean  for  the  past  50  years.  The  average  snowfall 
for  the  northern  division,  based  on  93  records,  was  a  trace;  for 
the  southern  division,  based  on  95  records,  none;  for  the  Sec- 
tion, based  on  188  records,  a  trace,  which  is  0.2  inch  below  the 
mean  for  tlie  past  50  years. 

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations,  was  10.5  miles  per  hour,  which  is  0.4  mile  per  hour 
above  tlie  mean. 

The  sunshine,  based  on  the  records  at  12  stations,  averaged 
'"  percent  of  the  possible  amount,   which  is  6  percent  below 
mean 

.lie  cloudiness  was  somewhat  above  the  mean.     The  average 

he  Section,  based  on  129  records,  was  10  clear,  9  partly 

ul}',  and  12  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8  a.  m.,  and  8 

p.  m.,    ob.servations  at  11  stations,    was  7G  percent,  which  is 

3  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^«roms.— l-9th,  11-1 5th,  24-27th,  30-3 1st. 
Fa/os,Zitnnr.— 9th,  17th,  22d,  25th.  '^/^ 

Hdlos.  solar.— 2-M,  9th,  r2-13th,  17-I8th,  21-22d,  26-27th. 
7/a//.  — (dates  and  general  location)— 30th,  Glencliff,  N.  H., 


"%.,, 


and  White  River  Junction,  Vt. 

Thunderstoi'^ms. — 6th,  general  over  north  portions  of  northern 
New  PJngland,  and  scattered  over  southern  Vt.;  7th,  scattered 
over  Section;  28th,  vicinity  of  Portland,  Mo.;  29tli,  extreme 
southeastern  Me. 

Fog,  dense.— B-7th,  10th,  12th,  17-I8th,  20th,  22-24th,  26- 
29th. 

Sleet.  —  (dates  and  general  location) — 7th,  Pinkham  Notch, 
N.  H.;  8th,  Somerset,  Vt.,  and  Cream  Hill,  Conn.;  9th,  Salis- 
bury, Conn.;  24th,  Danbury  and  Norwalk,  Conn.;  30th,  North- 
tield,  Vt. 

Frosts. — (dates  and  general  location) — Killing:  3d,  interior 
portions  of  northern  New  England,  advancing  southward  at 
intervals,  and  penetrating  through  southern  New  England  ex- 
cept along  the  immediate  southeast  coast,  on  the  17th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1888 

18S9  

1890 

1891 

1892 

1893 

1894 

1895  

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929  •••• 

1930 

1931 

1932 

1933 

19:J4 

1935 

19.S6 

1937 

Period 


5  I  2^54 

2!  64 
3.  76 
3.84 
4.47 
2.30 


No.  of  days  (all 
New  England) 
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Climatological   Data  for  October,   1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Baiigors  

Bari^Iarbor  (near) 
Brassua  UamU.... 

Eastport  

KasL  Wintlirop.  •  •  ■ 

Ellswortli  

Eustis  

Fariiiingtoii 

Ft.  Kairlield  (near) 

Fort  Kent 

Gardiner 

Greenville.. 

Uiraiiitt 

Houlton 

Jackinan 

Lewistou 

Machias 

MadisonS 

Middledani 

MillinockelS 


Moosehuiui  ••  • 
North  Hndgto 

Oldtown 

Oroiio. 

PortUmd 

Presque  Isle.-- 
BipogennsDai 
Eockland  .  ... 

Rmnlord 

The  Forks  •■•. 
Upper  Dam... 
Vancuboro  . . . 
VVinslowUS  ... 
WoodUuidS--- 
For  State. 


Penobscot  ■ . 
Hancock .... 
Somerset  — 
Washington 
Kennebec  ■ . 
Hancock  — 

Franklin 

Franklin  .... 
Aroostook  •  • 
Aroo.,t(iok  . . 


New  Hdiiipslitre 

Berlin    

Bethlehem  ........ 

Concord    

Disville  Notch  .... 

Durham    

KrrolS    

First  Conn.  LakeJt 

Fitznilliani* 

Franklin 

Gleticliir   

Hampton 

Hanover  §  

Hillsboro 

KeeneUiear)  §  — 

LakeporC 

Lincoln...   

Manchester 

Milan 

Nashua  §  ■  ■  —  — 
New  Durham}:.... 

Newport  

North  Stratford... 
PinkhamNotchJI-- 

Plymouth 

WestStewartstown 
Wolfboro  Falls.... 

York  Pond    

For.'^tate     .... 


Mt.  Washington  J 
Vertiioiit 

Bellows  Falls 

Bennington 

Bloomlieldtt 

Brattleboro§ 

Burlington 

Cavendish 

Chelsea 

Coriiwalltt 

Craftsbury  Com... 

East  Barnet 

East  Ryegate 

Enosburg  Falls.... 

Gilmaii  

MaysMiUtt 

Newfano 

Newport  

North  field 

Rea.dsboro 

Rochester 

Rutland 

St.  Albans  (near).. 

St.  Johnsbnry 

Searsburg  Mt 

SearsbnrgSta.tt... 

Somersettt 

Vernon}  J§ 

West  Burke 


Piscalaiiuis  .• 
Cumberland. 
Aroostook  .. . 
Somerset  — 
Androscoggir 
Wasliinglon  . 
Somerset  ■ . ... 

Oxford.. 

Penobscot • .  ■ 


I'l.scataquis... 
Somerset  . .  . 
(  uiiilieriand. 
Penobscot... 
Penobscot  ■.  ■ 
Cumberland. 
.Aroostook  .. . 
I'iscataquis... 

ICnox 

Oxford 

Somerset 

Oxford 

Washington  . 
Kennebec  — 
Wasliington  . 


Coos 

Grafton  ... 
ISIerriniack. 

Coos 

Strallord  ... 
Coos 


Cheshire 

Merrimack.... 

Ko'ckiugriam'.'. 

Hillsborough 

Cheshire 

Belknap 

Grafton   

Hillsboro 

Hillsboro 

Sti-ah'ord 


Windham  .. 
Bennington 
Essex 


Windsor- 


ige. 


Addison  — 

Orleans 

Caledonia  ■ . 
Caledonia  .. 
Franklin.... 

Essex 

Windham... 
Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  ... 

Rutland 

Franklin..  .. 
Caledonia — 
Bennington 
B«-nnington 
Windham... 
Windham... 
Caledonia. .. 


505 

570 

1,484 

391 


8B0 
2,0U0 

500 
1,050 


850 
850 
450 
700 
842 
1,122 

"'eio' 

130 
711 

2,  360 

1,660 

2.080 

228 


45,9 

3      28. 4 


-0.9 
+  '6.'3 
-'6:5 


+0.64 
+0. 22 
+4.C4 
+  1.76 


+2.  27 
+  0.99 
+2  ()6 
+2.02 


+2.  77 
+3.46 
+  1.41 


-2.68 
+0.54 
+2.15 


+0.87 

+i.'20 
+1.75 
+2.  51 
+0.96 
+1. 56 
+1.41 


+  i.'56 
+2.18 


+1.47 
+1.,31 
+  1.95 
+3.19 
-0.08 
+2,52 
+  1.50 


+4.  58 
+2.  42 
+  1.10 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cummins 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
^J."'*}'  ^^'prtherii  Paper  Co. 
M  infield  Heath 
N.  W.Uober.s 
C.  L.  Cliadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co 
George  J.  (,'unimine 
Charles  A.  Mixer 
Ruth  Durgiii 
Union  Water  Power  Co 
Guy  W.  Butler 
Hollingsworth  ^t  Wjjitney 
«r  Co. 


St.  Ci 


Edward  Feiiu 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  Power  Co. 
C-'M    Valley  Lumber  Co. 
Waller  E.  Bolles 
F.  J.Southmayd 
State  Sanatorium 
Frank  E.Leavitt 
Dartnioutli  College 
N.  H.  Research  Forest. 
Robert  P.  I  lay  ward 
Fred  Wiggin 
Edward  A.  Can- 
Public  Service  Co. 
Androscoggin  Res.  Co 
Pennichiick  V^'ater  Works 

E.  E.  To  bey 
H.P.Shepard 

F.  A.  .Smith 
J.  B.  Dodge 

Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


U.S.  Weather  Bureau 


B.F.  Hydro-Electric  Co. 
Everett  Orchards 
(4.-orge  L.  Cooj.er 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S,  Corp. 
CharlesR.  Durkee  ttt 
Sarah  E.  Lane 
Mi  9  E,  M.  Dustin 
N.  E.  Power  Co 
J.  F.Devins  t1t 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  tit 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weatlier  Bureau 
N.  E.  Power  Co.        , 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
Oeorge  Briggs  ttf 
N.  E,  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  Itt 


>ee  page5J*  for  explanation  of  reference  marks. 
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Climatolog^ical  Data  for  October,    1037 


yermoitt  Cont'd 

West  Hartford 

White  Kiver  Jc-- 

Whitiiigiiam 

Wilder. 

Wiliuiiigtoii 

Woodstock 

For  State     ■  •  • 

Uasiachusetts 


Adams 

Amlierstt 

AshiaiidU  — 
Beechwood  * . 
BlueHili:t§--- 

Boston 

Boylstoii 

Brockton  3   — 

Chester* 

Chesterfield*.. 
Chestnnt  Hill§ 

Clinton! , 

Concord§ 

Kast  Wareham 
EKremontU*. .. 

Fall  River 

Palmouthtt*... 
Fitch  burg  §  ■-.• 
Franiingham  § 

Franklin* 

Gardner* 

tilouoesterS 
GreeuHeld  ... 

Qroton* 

Hardnirk*.... 
HaverhillS  .... 

Heath* 

Holyoke 

HoosacTnnnel 
Hubbardston*. 

tryannis 

•_      ich*...... 

leDersoii 

Lak.-  (;ochitnalett§ 

,Mreiice§ 

L,owell§ 

Uanslielil*..... 
Jllddleboro*... 

Middleton  

Milford* 

Millbury 

MoiitH;;ue  City 

Mantncket  

New  Bedford  .. 
Sorthbridge*.. 

)tis* 

Pembroke* 


Windsor 

Windsor . 

W'indham 

Windsor 

WindhBi 

Windsor 


Petersham  — 

Plttslield. 

lainHeld* 

Plymonth 

Princeton 

Provincetown  . 

Rockport  

^helhnrne  Fall 

lonth bridge*  -. 

■  .  ,d   .... 

•  Id.... 


itland-.   . 

..  iM.niil:.tOWn§  .. 

•ViiK/ii'udon*  . .. 

.Vorcesterl  a  )§.... 

For  .State  •  ■ . 

Rhixle  Tdmul 


Hock  Island . . 

vluKston  

'awnicket§... 
'rovidence . . . 
I  For  .State. 
1 


Berkshire  ••   .. 

Hampshire  .... 

.Middlesex 

Norfolk 
do 

Suffolk... 

Worcester 

Plymouth 

Hampden 

Hampshire 

Suffolk  .... 

Worcester 

Middlesex 

Plymouth 

Berkshi: 

Bristol 

Barnstable 

Worcester 
Middlesex 
Norfolk 
Worcester 

Kssex 

Franklin 
Middlesex 
Worcester 

Kssex 

Frauklin 
Hampden 
Berkshire 
Worcester 
Barnstable 

Essex 

Worcester  ■ 
Middlesex 

KsscfX    

Middlesex  . 

Bristol 

Plymouth 


Worcester 

Worcester 

Franklin 

Nantncket 

Bristol.... 

Worcester 

Berkshire 

Plymouth 

Berkshire 

Worcfster 

Berkshire 

Hampsliiri^ 

Plymonth 

Won^estcr 

Barnstabli 

Essex   ■ .  ■ 

Frauklin 

Worcester  . . 

Middlesex.. 

Hampden 

Worcester 

Berkshire 

Essex   — 

Bristol 

Franklin 

Hampshiri 

Worc.-stcr 

Hampden 

Middlesex 

Worcester 

Berksliire 

Worcester 

Worcester 


Ultic 

tarkhamstpad  , 
Jridfceporti... 
iarliDgtoD 


Newport.  ■■ 
Washinprtoi 
Providence 
Providence 


New  London 
Litchfield 
Fairfield 
Hartford 


Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  (It 
Olcott  Falls  Co. 
Walter  Adams  lit 
William  S.  Eaton 


N.  E.  power  Co. 

Mass.  Agr.  Exn.  Sta. 

Met.  Watei-  Works 

State  Dept.  Public  ilealth 

Blue  Dili  Observatory 

U.  S.  Weather  Bureau 

Mr.s.  Loriiig  II.  Roed 

City  Eiidiiieer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kellev 

State  Dept.  Public  Health 

Richard  C.  Bii^hani 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralpli  M.  Barker 

Bureau  of  Entomology 

State  Dept    Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Sti.te  Teacher's  College 
State  Dept.  Public  Health 

E.  P.  IMItchell 
Met.  Wafer  Works 

Es.se.x  Comiiany 
Props.  Locks  ^\i  Canals 
State  Dept.  Public  Health 
Stat(!  Dept.  Public  Health 

W'illiiim  J{.  Hoelzel 

State  Dept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A    liraun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Ilealth 

State  Deut.  Public  Ilealth 

Stiite  Dept.  Public  Ilealth 

State  Di'pt.  I'ublic  Health 

Met.  Waler  Works 

L.  15.  ('iiMimings 

State  Dept.  Public  Health 

Piy;.  oiitli  waterworks 

Met.  Water  Works 

Irvinr  H.  McNnyr 

U.  S.  C.  G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Water  Works 

U.  S.  Armory 

Met.  Water  Works 

Nesbit  II.  Bangs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P. &  E.Co. 

State  Dept.  Public  Health 

Slate  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  (JoUege 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Jolm  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Waler  Bureau,  Hartford 


I  page  58  for  explanation  of  reference  marks. 
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October,  1937 


Olimatologrical   Data    for  October,  1937 


Temperature,  indegrrees  Fahrenheit 


I      1 


Coimeeticat  Cont'd 

Colchester 

CoUinsville 

Cream  HillU 

Danbury 

East  Hartlaiui  •••. 
Falls  Villase§  •  •  ■  ■ 

Hartford 

Lakp  Kotiomoctt-- 
Mt.  Carmel  — 
New  Haven.... 
New  Loniiou  .. 

Norwalk  

Putuain 

Salisbury 

StorrsS 

Waterlmry   .... 

West  Hurtland, 

For  .State.. 


NewLoiidon 
Hartford    •  • 

Litchfield  •• 
Kairlicld..-- 
Hartford.... 
Litohfield  ■. 
Hartford  .•• 
NewI;Oiidoii 
Ne^v  Haven 

do  . . . . 

NewLondon 
Fairlicld--.. 
Wiiidhani... 
Litchfield  .. 
Tolland  .... 
New  Haven 
Hart  lord... 


31 

«9 

■M 

IP 

19 

W. 

24 

16 

"n 

+3.11 

+1.  .57 
+  1.31 


+2.19 
+  2.00 
+2.  56 


\ 


Stedman  Storrs 
Edwin  R.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 
U.  S.  Weather  Bureau     j. 
New  London  Water Workf 
B.  W.  McFarland 

U.  S.  Weather  Bureau 
Harry  G.  Tietjen 
L.M.C'omstock 
U  S.  Dept.  of  Commerce 
F.  Hurliman 
Agr.  Exp.  Station 
William  J.  Pape 
Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pages  56    57    and  58 

1  tlip  nonnal  temiiPntme  aie  (  omputed  fiom  the  averages  ot  the  entire  period  for  station',  liavme  loor  more  yeirs  of  lecord     Departures  of  pre- 
,  I,,  „|  „f  ,,,,,  ,\  n,  (,,Tnini  1  1  fuin  i  nomial  or    stand  ird  mem      adjusted  toaunifoim^    yen  peiiod   loi  siationsof  lo  to  i.j  years  the  means 


Atillin  I 

fi    1  1     N 

■VTis-, 


uli(  itp  nnrnbei  of  d  lys  missin^ 

114,1   nd  1  ouei  Co        I    Precipitation 


Bi  issna  Dim 

1  il7hvill        1    1 


llecoid  fiiMiis 


bhc  Hiilth 


u   West  Baldwin    R.pogen 

1    )<nid    Btilin        \.ini(int- 

\  mum    SliHlbiinip  I^il]-., 

IS  Dam, 
Kloom- 

Mass.; 

(ream 

t  Not  included  in  suramaii 

es. 

Explanation  of  Keference  Marks  Used  on  Page  j 


otherwise  indicated  observations  are  KcneraUv  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  ho 

•     "  ■•^-ii  --;,..•„..  ii,„  oi  1,  —  - -"—od,  midnight  to  midnight.         **  rrecipitation  measured  in  the  morning;  amount 


Kxcept 
observations.         *«*  Regular  Weather  Burea 
recorded  is  for  tlie  preceding  24  hours.        *  1 


■itation  ;  precipitation  is  for  the  24  hour  peric 
jcipitation  included  iu  that  of  next  measurement. 


;  ending  at  the  time  of 


than  0.01  inch  rain  or  melted  snow. 


II  Observation.s  are  taker 


Explanation  oj^  Keference  Marks  Used  on  Pag-e  60. 
the  niaxinium  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


IbniiiiRton 
iSastpnrI  ... 
(ireenville. 
Hanover.. . 
Hartford  .. 
Nantucket 
X^>w  ilaven 


■^riilC,   WIND 


)rrY,  AND  SlINSHINK 


Atmospheric  V 
(reduced  to  sci 


s 

5 

30.  O.'j 

30.  (w 

30.0.n 

30.  65 

30.  0,5 

30. «, 

30  n:' 

30  Ofi 

311.111 

30  f.t; 

30.  fV 

30  5s 

29.  90 

3':  i;) 

:-;o  70 

30  0,^ 

311.  Kl 

30.  0- 

30.  (i2 

30.  Oh 

30.07 

30.  02 

30.67 

.30.02 

30.66 

30.  05 

30.  66 

20   31 

.-;ii 

20.  3''i 

23 

29.  40 

29 

29.  35 

23 

29.  30 

23 

29.32 

30 

29.41 

29 

X  Observations  taken  at  8:00  a.m.,  and  8:00  p. 


NOTE 

Mr.  Samuel  P.  Willard'of  Colchester,  Conn.,  has  retired 
Cooperative  Ohserver  after  having  served  continuously  and  faith- 
fully since  1885.     He  will  be  succeeded  by  Mr.  Stedman  Storrs. 

OBITUARY 


Miss  Laura  B.  Knapp,  Cooperative  Observer  at  Plymouth, 
Mass.,  died  on  October  27,  1937.  Miss  Knapp  served  with  un- 
broken record  and  high  fidelity  for  51  years. 


)CTOBKR,    1987 
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Daily   Precipitation  for 

October, 

1937 

Drain^i-o  basin 

Day  of  month 

1 

1  1     -2  1     3 

4 

0  1    6  1    7  1    s  j    y  j  10  1  11  1  12 

13  1  14  1  15 

16|l7 

18  1  19  1  20 

21  1  22  1  23  1  24 

25 

26 

27|28 

29 

80 

31 

astport***  

1  ...'.do.".;;;!!!!'.; 

K.^nnebec 

1     ..do 

iSt  John 

Kennebec 

...do 

1st.  John 

1  Kennebec 

Androscogsiu   — 
1  Kennebec 

I'enobscot  

....do 

Presunipseot 

Penobscot   

.  10  . . . 
.05... 
.05,  .0-2 

1 

i;;;; 

.'41 

1 
.17    .27'... 
.23   .03.... 
.20   .01    .01 

.01  ....•  T. 

•f. 

"f 

■.'61 

.49'  .01 
.17;   .02 

•■■•il 

.05'.... 
.04'.... 

■il;; 

05i 

."61 
■f. 

t 

;;; 

.... 

;;:; 

".m 

.13 

:5 

.31 
.21 
.16 

2S 

T      .16 50'  .83 

.15    .52.... 2. 17  1.64 
.40!l.90  T    1     39    .69 
1.19;  1.72...    2.b0|  .66 

.... 

... 

.04 
.37 
.01 
.28 

.03 
.27 

■V 

.04 
.08 
.32 
.78 

.04 
.07 
.14 
.02 

'.'67 
.05 
.42 
.27 
.03 
■1' 
.21 
.18 

;i' 

.04 
.3- 
.15 
'1'. 

.15 

.2a 

".61 
.02 

'.'62 

tv 

T. 

2.78 
6.12 
4.70 

an        

'."is 

.49 
.19 
T. 
.02 
.32 
.26 

'.'os 

.•>h   .02 
.3S'  T. 

T. 

.10 
T. 
.01 

tv 

T. 

.03 

..>11.42.    . 

2. 1?1  72 

....'  .57 
!     1  iti 

.22    .37 

17'     4. 

•t.  i     l-^. 

igtoiV.'; 

■.'64 

".ia 

'.2\ 
.23 

.89 
.42 
.27 

'.'05 
.49 
.30 
.2(1 
.17 
.12 
.17 
.21 
.10 
.45 
.12 

.22 

;l 

.!( 

.10 
.2^ 

'.'05 

'r 

.03 

'■'■'■ 

'."6 

T. 

".'oi 

.05 

tv 

T. 

;;;; 

.04 

.01 

.03 
.12 
.05 

'.'69 

.... 

.13,   .m.  .20 
.12    .19  2.10 
.19  1-2fc!  .44 
.23  1.37!.... 
.17    .72... 
.54;    .221  .83 
.22    .60!l.32 
.15    .29]  .87 
.28  1.43   T. 

10    22I  .Si 

.... 

tv 
tv 

■r. 

T. 

.40 
.(•7 
2.73 
2.41 
3.  .57 
1.33 

'.k 

1.60 

\^ 
1.80 
3.83 

T. 
.90 
1.05 
.15 
.55 
.15 
.35 
.01 
.70 

•r. 

.05 
.61 

;ii 

.12 
.h7 
.37 
.10 

'.'oi 

.39 
.24 

'.'ii 
'.ot 

.46 

.48 
1.74 
1.33 
111 
.90 
.63 

';48 
1.61 
1.41 

2.  30 
.70 

•;: 

1.60 
.25 
2.70 

■r. 

.86 
.lb 
.01 
1.98 
1.22 
.07 

.55 
•63 

T. 

.01 

■r 

.16 

';86 
.20 

T. 
.18 

.07 

';65 
.02 

■;63 

■f 

.78 

'!oi 

.06 
.09 
.34 
.42 
.28 
.05 
.14 
.07 
.34 

'.'32 
.12 
T. 
.4b 
.18 

tv 
'tv 

T. 

.49 

.51 
.42 
.64 
.20 
.  (.2 
.2b 
.68 
.57 
.45 
.63 
.22 
.2b 
.28 

.02 
.63 
.75 
.42 
.36 
.55 
.58 

'.'so 

't 
.52 

.03 
.02 

.82 
.90 
.23 
l.K 

■.■30 
.49 
.55 

'.'35 
.07 

.46 

'.'48 
.34 
.2( 
.32 

.24 

.4b 
.4b 
.4b 
.11 
.23 
.13 
.28 

.82 
T. 

.40 
.18 
.13 
.02 
.37 
.03 
.72 

'.0^ 

.70 
.93 
.27 
.1: 
.19 

■.■49 
.55 
.06 
.18 

;9'. 

■r 

tv 

■f ' 

.05 

'tv 

.14 

.  02 

';65 
tv 

5.91 
4.42 
6.46 
5.52 
6.60 
6.07 
5.50 

.«• " 

.11 

.01 

.07 

'.'62 

•r. 

54 

,  ■■■ 

St. John 

Penobscot  

AndrosoogBin   .... 

Kennebec 

...do 

St  Croix 

Androscoggin 

.Merrimac 

Coast 

Connecticut 

Merrimac 

Connecticut 

-.do 

.89 

■v: 

.15 

■.'34 
'.'62 

T. 
T. 

"t." 

•■f 

".'46 
'.60 

4  31 

Dara 

.30|l.56 

7.55 
0.06 
6  74 

■f. 

T. 

".'62 

T. 
.31 

T 
'.'62 

.'oi 
'.'oi 

'.'oe 

.06 
.02 
.01 
.01 
.02 

'.'63 
.02 
.06 

'.'oi 

.07 
.02 
.03 

T. 

.09 

tv 

■.'64 
■f 

.'27 
'.'62 

'.'62 

.01 

.04 

'.'15 

.27 

'.'62 

.... 

.01 
.08 
.2b 

tv 

.11 

.20 
.06 

'.'os 

.01 

t. 
f.' 

tv 

T. 
■f. 

'1'. 

f. 
T. 
T. 
T. 

f. 
T. 

■r 

■f 

t. 

T. 

';55 

■.09 

■;62 
tv 

.15 
".01 

.01 

T. 

tv 

T. 

'tv 

T. 
.01 

■f 
.14 

tv 

.... 
t. 

.02 

'/■io 

T 
'.'46 

V64 

■.'62 

.lb'  -  - 

.111  .19  2.75 
.22:  .44;  1.20 
.08 35 

.22    .17  2.93 

^, 

'.'i4 

.22 
T. 
.01 

:'oi 

.29 

;;;; 

.06 
T. 

.03 
.02 
.04 
.04 
.09 
.12 

'.'oi 

.05 
.07 

;io 

.12 
.02 

'tv 

T. 

'.'oi 

■I 

.11 

.03 

.15 

.27 

... 

6.20 
5.98 

5.70 
4.51 
5.12 
5.30 
4.04 
3.70 
3  93 

:p$l,ire 

... 

".oa 

.OH 
.03 
.08 

tv 

T. 
T. 

T. 

■;o£ 

T. 

T. 
T 

-'.?' 
.02 
.03 
.OS 

■f. 
T. 

".k 

.Oi 
.0£ 
.04 
.Oc 
T. 
T. 

.oe 

.08 

■f. 

.IC 

'.'ic 
.'4! 

.40 
.03 
.Ob 
.11 

'.■45 
1.24 
.03 
.10 
.2: 

;o( 

'.&. 

.23 
.07 
.9E 

.0 

';65 

n.Lake:; 

.It).'.'.'.'.'. 

.191  .40 
.10l2.2.T 

.4211.42 
.212.27 
.4011.94 
.64    .98 
.40  1.94 
.25  1.60 
.21    .36 
50(1   fiq 

1.64 

■.-83 
.06 
.22 

2.51 
.01 

■;! 

2.93 

2.65 
T. 
.04 
.20 
.10 
.18 
.62 
T 
.04 

i.'42 

1   8f 

.Oi 

'.'64 

;oi 
.0 

T. 

.0' 

■.'6- 
.0:. 
'.'62 

.01 

.It 

T. 

t. 
T. 

.01 

f. 

T. 
T. 

.07 

r. 
".b) 

t. 

.03 
.08 
T. 

6.28 
4. 16 
4.25 
3.38 
4.  SO 

5.50 
6.21 

2.  KJ 
5. 65 
4.47 
2.71 
4.43 
5.62 

3.  59 
3.61 

i'ii 

.^'■.::: 

...do 

...do 

.06 

.1; 
.14 

.30 

.37 
.34 
.17 
.22 

."10 
.3rt 
.19 
.36 
.06 

'.■43 
.73 
.42 
.Ih 

.,30 

.05 

'.ti 
.02 
T. 
.01 

".a 

.07 

Merrimac 

r. 

■Hit 

.51 
.25 

.12 
.98 

T. 
t". 

■"," 

...do 

Champlain 

Connecticut 

...do 

Champlain 

..do 

St.  L  iwrence 

Champlain 

....do 

....do 

Connecticut 

....do 

....do 

....do. 

Connecticut 

Coast 

...  do 

Connecticut 

Merrimac 

...do 

'.'64 
.43 

.09 
.01 

'.'62 
■'65 

f. 
T. 

'.'67 
T. 

';6i 
t. 

T. 
T. 

■f. 

.08 
.09 
T. 

tv 

■r. 
.02 

'tv 

.02 
.02 

.... 
.22 

T. 

Vis 
'.'is 

.  1313.02 
.  18  2.  .54 

.191  .8.5 
....|l.82 
.68  2.61 
.101.67 
.321.76 

.391  .97 
.90l  .8.5 

K.U1S.... 

-  (near i. 
nry 

T 

".02 

i-.' 
f.' 

T. 

tv 

.29 
.13 
.02 

tv 

.... 
t. 

.05 

tv 
'.'34 

.04 
'.'14 

".ik 
.10 
.22 
.10 

.01 

.06 
.07 

T. 
'.'63 

^,.** 

] 

.72]   .lf>2.5C 

5.27 

nher^t   

oeHUl^ 

■^eni.-ui**::;:." 

IltOl" 

neord 

stWiiiHham".. 

remont** 

UKiver    

Imontu** 

.06 

t' ' 
.30 

.32  2.73 

.39:1.75 
.01  1.60 
.02|1.3(i 
.912.71 
T.  12.  70 
.02,1.68 
....    .02 
1.60ll.08 

oeli  22 

.09 
".'30 

.■97 

i;2s 

■f. 

■f. 
T. 

.50 

■.'61 

.77 

1.24 

.bt 
.62 

.H 

.64 
.01 
.38 
.41 
.79 
.53 
.03 
.3.^ 
.56 
.58 
.50 
.25 

1.04 
.75 
.51 
.56 
.85 
.29 
.91 
.48 

1.06 
.24 

1.22 
.42 

1.03 

1.03 
.56 

.65 
.83 
.43 

1.00 

".n 

i.'38 
1.24 
1.11 
.82 
.65 
.98 
1.20 

.20 

T. 
.11 

.la 

.(iL 
.71 
.06 
l.Ot 

5.0a 

4.33 
5.06 
3.95 
7.29 
4.52 
3.14 
3.73 
5.46 
4.16 
5. 11 

3;  33 
3.37 
4.19 
3.82 
3.76 
4.49 
5.28 
3.87 
4  37 

Coast 

Housatonic 

Coast 

...do 

.02 

'.'is 

tv 

.0 

... 

.06 
.07 

'.'51 

".■14 
.01 
.50 
.18 

'.'61 
.05 

T. 

.05 

'.'07 
'.■57 

'.'oi 

.01 

t     ]  26 

T. 

'.'ei 

'.'64 
'.'07 

T. 

.07 
T 
.05 
.02 

■.'53 
.50 
T. 
.07 
.07 

'.'65 

tv 

'.'04 
.02 

'.'io 

■.'04 
.07 

'.'32 
.24 

.00 
'.'62 

tv 

T. 

'.'i9 

;;;; 
; ; ; ; 
'.'62 

....  1.03'i.48 

.08  1.73|.... 

'.'oi 

■f. 

Mninsliam 

uiklin** 

Jdwiek** 

.verhiU.. 

.bbardston**. . . . 

.vtkU"  ".".'.'.'.'.'.'. 

well 

ntucket*** 

w  Kedlord  .... 

...do 

T. 

.04 
.03 
.16 
.01 
.03 
.02 
.03 
.02 
.26 
.10 

T. 

tv 

'!64 

■.'62 
.08 

'.'54 

T.' 

'.'64 
■.'14 

'.'oi 

■r 

'.'os 

.02 

.85 
1.07 

.54 
1.08 

'.■95 
1.38 
.60 
1.33 
1.30 
.62 
.07 
1.25 
.83 
.55 
.73 
.46 
1.41 
.43 
.40 
.53 
.64 

1.21 
1.04 
1.42 

i;38 

1.13 
.46 

.51 
.51 
.42 
.43 

;l9^ 

_l 

.03 

.07 
■.'63 

■.'62 
.19 

Connecticut 

Merrimac 

Connecticut 

Coast 

...  do 

Merrimac 

Coast 

...do 

■.02 
'.'34 

.10  1.20  1.2.^'.... 

".(19 

".be, 
'.'il 

'.ei 

T. 

.10 
.07 

'.'68 
1.34 

.17 
1.54 
.25 
2.14 
2.27 
.95 
.97 
2.70 
1.51 
1.10 
.01 
.08 

1.44 
i;8;5 

1..38 
2.30 

.99 
.4(1 
1.78 

2.77 
2.88 
3.32 
.51 
2.30 
5.05 
.92 
.25 

.60 
.97 

1.60 
.05 
.75 

i.'33 
1.37 

'.'oi 

'.'29 

■.'77 

■;35 

.12 
1.64 

i.'i5 

.05 
'.'25 

■."06 

;?? 

T. 

3.62 
6.99 
4.43 
3.97 
4.21 

.18 
.17 

tsBeld** 

'mouth** 

wincetown 

okpoit 

ithbridse** 

Infffield 

intoii" 

ruersl'V.lis 

Iliam^toun   

iichendon '*.... 

rcester 

JOuyfe  Island 
rtWand***... 

'.'33 
.37 

tv 

T. 

tv 

.02 

.'62 
.86 

tv 

']•" 

.98 

tv 

'.'oi 

.26 
.42 
.61 
.02 
.01 
.01 
.06 

V62 

.03 
V62 

.02 
.07 

.02 

.07 
.'64 

■r 

Coast 

.70 
.25 
.10 
.05 

.Of 

;o2 

.13 
.09 
.09 

.26 
.68 
.34 

.15 
.19 

;i2 

.42 

•2^ 

.06 
.10 

....do 

....do 

.02 
T. 

'.'09 
T. 
.04 
.13 

'.'23 

.05 

'.'oe 

.23 
.01 
.04 
.35 

.13 

.15 
.05 

.31 

.'38 
.40 
.19 
.30 
.29 

.06 

'.'oi 

T. 

T. 

■;64 

'.'oi 

.14 
.01 
T. 

.06 

■r. 

.02 

"'t 

.06 
.40 

.47 
.12 

■.'62 
.09 
T. 

".02 
.11 
.04 
.01 
.05 

.05 
.07 

'.'63 
'.'63 

T. 
t.' 

.02 
T. 
.34 
.26 
.02 
.01 

tv 
tv 

■.'62 
■.'22 

T. 

.21 

T. 

.07 
1.65 
.04 

;73 
.70 
.75 
.05 

.01 
.01 
.01 

.44 

:^. 
■^, 

II 

.311 
.04 
.18 

.'io 

T. 

T. 
T. 
T. 

tv 

'.'62 
'.'62 

'.'63 

.01 

t 
tv 

■iV 

5.07 
3.94 
4.04 
4.65 
4.77 
3.84 
4.20 

3.  42 
4.02 
4.06 

5.  .36 

Connecticut 

'■oa>t 

roiinopticnt 

Hiid.-on 

Connecticut 

Blaokstone 

Coast 

T.' 

f.' 

f.' 

.07 
.01 

■.'64 

tv 

•Tldence*** 

Connecticut 

fe^.::::::: 

am  Hill 

•    '.irtland**. . . 

[lord*** 

y  Haven***  .... 
T London  

....do 

....do 

Housatonic 

Connecticut 

...do 

Coast 

....do 

T. 

tv 

.02 
T. 
.02 

■f 

T. 

f.- 

tv 

4.83 
5.80 
4.  .39 

nam 

fc::::;::: 

Qninebang 

Willimantic 

tv 

.03 
.08 
.36 

t^.^ 

t" 
T. 
T. 

6.10 

tv 

5.45 
6.80 

1        1 

See  page  58  for  explanation  of  reference  marks 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1( 


13  ally  Temperatures 

for  October. 

1937 

station 

Day  of  Moutli 

s 

1 

JL 

_L 

A 

_1 

8 

9 

10  1  11 

12 

^ 

14 

- 

_ii 

IS 

19 

20 

21 

22 

23 

|24 

25 

26 

hi. 

^ 

29 

30 

31 

Mean 

Maine 

1 

! 

j 

1 

! 

1 



BarlUu-l)or(neai-).  ... 

Kastport  

Fort  Kent 

J  Maximum.  .. 
(  Miuiumm.... 

1  Minimum.... 
\  Maximum.  ■• 
(  Minimum--'- 

60 
50 
55 
49 
52 
35 

59 
38 
53 

i 

57,  60 
35I  3S 
53|  67 
35  41 
50!  57 
261  30 

70 
4- 
66 
4i 
74 
43 

64  68 

1  59  54 
64  62 

54!  46 
74i  65 
52!  46 

56 

4i 
36 
47 
31 

49 
31 

49 
27 

tl 
46 
21 

41 
j  3b 
47 
87 
44 
25 

54I  56 
30  38 
56|  52 
35;  38 
52|  46 
281  33 

4" 
29 
45 
32 

45 
28 
42 
3- 
40 
25 

1 

42  521  52 
38l  271  34 
45i  54   52 
33  32  3b 
40  55I  55 
32i  21:  2b 

'  57 
47 
57 
51 
57 
44 

59 
54 
58 
53 

58 

tl 
46 
60 

48 

59 
48 
58 
46 

11 

6C 
4" 
6i 

4i; 

5S 
47 

63 

48 
63 
48 

63 
41 
50 
42 
59 
30 

61 

43 
56 
42 
64 
29 

63 

tl 
48 
54 
41 

55 
46 
53 
49 
54 
45 

6fa 
42 
55 
50 
51 
46 

5b 
41 
56 
42 
48 
■40 

49  55,6 

33  40.8 
44  .54.0 
3iii  42.1 
42j  ,53.5 

34  35.8 
4U!  64.2 

331  9i   1 

Greenville  

\  .Maximum  ... 
I  Mininnim-... 

61 

54|  55,  56 

l\ 

6.5 

47 

46 

65 

4s 

51 

47 

45 

41 

44 

551  56 

58 

61 

57 

57 

58 

50 

53 

50 

54 

51 

3>j 

35 

'f. 

27 

37 

54 

45 

33 

28 

2a 

33 

28 

25 

20 

27 

31 

20 

20 

44 

56 

40 

32 

45 

3t 

26 

22 

42 

45 

46 

3b 

Houlton  

f  i.'axiinum  ... 

55 

52 

53 

55 

75 

68 

65 

50i  50 

50 

89 

55 

46 

47 

42 

47 

54 

1  58 

58 

65 

60 

61 

55 

65 

52 

56 

54 

50 

55 

57 

4; 

m 

(  Minimum.... 

39 

38 

27 

31 

43 

55 

5( 

30 

27 

25 

29 

34 

3( 

20 

22|  30 

2.M  26 

16 

56 

50 

50 

44 

47 

32 

27 

37 

40 

37 

36 

3< 

. 

j  Maxinuim... 

67 

60 

59 

66 

77 

70 

67 

49 

52 

481  53 

59 

51 

44 

49 

57 

57 

61 

62 

61 

61 

63 

57 

55 

57 

53 

61 

53 

61 

'^    

1  Minimum.... 

47 

40 

33 

33 

41 

60 

40 

35 

35 

3b 

32 

3^ 

25 

28 

30 

24 

28 

52 

52 

4o 

39 

50 

40 

30 

40 

47 

44 

41 

3f 

Millinocket 

\  Maximum  .  ■  • 

c.» 

53 

5b 

58 

78 

70 

67 

51 

4= 

51 

55 

50 

47 

45 

45 

56 

58 

58 

61 

61 

5b 

58 

51 

54 

53 

50 

60 

50 

4J 

t  Minimum 

42 

4b 

2b 

29 

46 

52 

51 

34 

32 

26 

37 

30 

36 

18 

20 

33 

29 

22 

46 

55 

48 

37 

42 

43 

26 

45 

42 

48 

42 

37 

OKlto'.vii  

j  Maximum. .. 

64 

55 

51 

6i 

74 

71 

05 

M 

48 

50 

48 

55 

57 

47 

47 

47 

52 

65 

60 

63 

61 

58 

58 

51 

55 

56 

52 

69 

56 

51 

'  Minimum.... 

44 

48 

29 

33 

44 

57 

61 

29 

31 

37 

32 

3s 

25 

25 

3t 

25 

28 

48 

57 

49 

43 

48 

50 

34 

31 

45 

47 

60 

42 

39 

Porllaud  

S  Maximum  ... 

64 

60 

53 

60 

68 

63 

70i  51 

49 

49 

52 

GO 

55 

49 

4S 

51 

52 

53 

59 

62 

60 

60 

62 

68 

63 

56 

.52 

53 

57 

64 

47 

)  Minimum.... 

50 

43 

39 

40 

48 

59 

49 

37 

.32 

40 

40 

36 

37 

33 

34 

36 

31 

'^- 

5S 

53 

46 

48 

5c 

43 

35 

37 

48 

50 

47 

46 

38 

Kuuiford  

S  Maximum... 

60 

59 

60 

65 

30 

76 

7fa 

68 

47 

52 

47 

52 

60 

53 

49 

43 

47 

67 

64 

59 

59 

61 

52 

56 

61 

51 

53 

57 

42 

(Minimum... 

42 

32 

29 

3b 

60 

43 

35 

29 

31 

30 

27 

26 

20 

20 

2b 

22 

21 

4o 

49 

39 

34 

i( 

36 

28 

25 

46 

43 

40 

33 

Win-low  

(Maximum... 

68 

60 

60 

«5 

78 

72 

67 

59 

52 

53 

53 

57 

57 

50 

47 

51 

66 

58 

61 

|64 

62 

64 

60 

65 

62 

58 

63 

53 

68 

60 

58 

(  Minimum.... 

43 

48 

25 

30 

41 

55 

56 

36 

27 

30 

38 

27 

38 

21 

20 

31 

19 

26 

46 

^6 

43 

56 

44 

48 

30 

27 

41 

45 

47 

37 

3p 

,\>».  llanip.'^hire 

Kei-lin  11  

\  Maxinnuii... 

64 

55 

61 

67 

82 

80 

03 

58 

49 

43 

51 

50 

51 

46 

39 

43 

55 

57 

65 

64 

56 

58 

03 

50 

52 

54 

59 

50 

51 

55 

40 

(Mininunn.... 

3'.t 

44 

25 

20 

39 

50 

58 

33 

24 

30 

35 

24 

30 

16 

20 

27 

17 

20 

26 

52 

39 

34 

42 

49 

29 

22 

27 

45 

45 

40 

34 

Concord 

}  Maximum... 

70 

63 

57 

62 

76 

75 

68 

60 

52 

48 

51 

66 

51 

49 

45 

45 

55 

60 

66 

70 

60 

63 

64 

60 

58 

66 

55 

63 

46 

^4 

(  Mininjinn 

44 

39 

32 

32 

40 

62 

44 

33 

24 

36 

36 

28 

33 

23 

25 

29 

21 

21 

48 

43 

39 

54 

30 

26 

36 

60 

47 

46 

34 

Dnrliani 

<<  Jlaximum.  .- 

71 

67 

59 

61 

78 

75 

70 

59 

54 

48 

51 

67 

62 

52 

50 

50 

55 

61 

68 

65 

62 

66 

62 

62 

50 

60 

64 

64 

58 

64 

67 

0K7 

1  .Mininunn  — 

55 

30 

26 

40 

.59 

59 

34 

2.S 

34 

40 

25 

38 

20 

24 

25 

16 

18 

49 

58 

37 

35 

50 

45 

25 

23 

38 

48 

48 

40 

Fir..<t  Conn.  Lake 

)  ^laxinnnn  ... 

54 

50 

56 

58 

74 

7f 

73 

54 

49 

61 

46 

4^1 

43 

43 

35 

36 

54 

62 

64 

64 

58 

56 

62 

60 

45 

54 

56 

57 

61 

48 

36 

'  Alininium 

44 

36 

26 

27 

49 

.55 

40 

29 

21 

22 

32 

22 

24 

14 

20 

19 

15 

50 

50 

36 

36 

41 

36 

26 

25 

42 

42 

39 

32 

27 

KoLMu.(nfar) 

\  Jlaximum  .  . . 

71 

61 

56 

59 

74 

77 

69 

57 

53 

45 

52 

66 

61 

50 

47 

48 

55 

59 

63 

67 

61 

67 

65 

64 

63 

57 

63 

65 

53 

62 

51 

Uiinimum.... 

39 

50 

32 

29 

40 

63 

57 

29 

18 

35 

39 

24 

34 

16 

15 

25 

14 

IS 

52 

54 

33 

36 

51 

38 

23 

21 

36 

49 

45 

85 

37 

riyniouLl. 

i  Maximum... 

69 

62 

56 

60 

71 

77 

69 

40 

49 

48 

51 

56 

48 

46 

43 

46 

49 

57 

61 

57 

60 

63 

62 

49 

52 

59 

55 

54 

60 

48 

56.' ( 

i  Minimum.... 

37 

42 

24 

27 

40 

59 

42 

31 

18 

29 

35 

21 

23 

13 

18 

30 

15 

15 

45 

52 

32 

32 

38 

20 

20 

36 

47 

37 

87 

34 

3Lf 

Venn,,:, 

)  Maximum... 

62 

56 

57 

63 

71 

78 

69 

44 

48 

45 

52 

58 

47 

46 

40 

45 

51 

58 

67 

68 

55 

59 

66 

52 

49 

53 

61 

50 

52 

56 

44 

55.! 

Burliuston 

(  Minimum ■..- 

.53 

35 

31 

45 

51 

64 

43 

37 

34 

37 

33 

32 

30 

22 

35 

27 

23 

38 

53 

47 

45 

41 

52 

38 

34 

35 

48 

46 

44 

44 

32 

39.  ( 

J  Maxinnnn... 

59 

60 

55 

58 

71 

75 

53 

45 

47 

49 

48 

50 

45 

42 

41 

50 

56 

60 

66 

53 

55 

64 

64 

48 

51 

62 

56 

62 

44 

44 

Newport  

1  Mininnim.... 

45 

42 

28 

42 

47 

61 

49 

37 

30 

33 

36 

30 

34 

23 

28 

3il 

23 

32 

49 

42 

39 

51 

40 

30 

45 

46 

39 

40 

35 

Maxinuim  .-■ 

70 

59 

56 

63 

74 

78 

67 

44 

47 

41 

49 

61 

46 

46 

33 

42 

51 

54 

64 

67 

56 

57 

65 

55 

48 

50 

61 

52 

50 

57 

43 

NorlhlioUl 

(  Jlinimum.  .• 

41 

29 

24 

30 

40 

62 

39 

32 

24 

32 

28 

26 

23 

17 

26 

22 

16 

25 

51 

45 

42 

.52 

37 

28 

25 

41 

41 

39 

42 

32 

71 

63 

.57 

60 

76 

79 

69 

49 

50 

45 

50 

64 

58 

49 

42 

46 

54 

02 

65 

69 

57 

63 

66 

63 

50 

58 

66 

54 

55 

59 

46 

Kutlai.a  

i  .Minimum.--. 

44 

42 

31 

35 

40 

65 

49 

37 

24 

34 

38 

28 

34 

19 

24 

28 

20 

25 

53 

50 

44 

41 

54 

39 

29 

25 

47 

46 

46 

45 

35 

j  .Ma.xinnnn.  .. 

72 

63 

59 

63 

69 

70 

81 

66 

55 

54 

58 

60 

58 

54 

52 

60 

57 

60 

72 

72 

74 

60 

74 

52 

62 

58 

65 

55 

64 

54 

6l'. 

St.  A  11)11  IIS.  ..• 

46 

45 

28 

40 

50 

50 

53 

34 

35 

36 

36 

35 

27 

30 

34 

29 

40 

45 

55 

35 

37 

47 

41 

36 

35 

38 

44 

45 

40 

35 

'  Maximum.  .. 

63 

61 

60 

65 

75 

78 

75 

53 

50 

47 

55 

55 

56 

48 

43 

44 

54 

57 

62 

68 

57 

56 

65 

65 

52 

63 

66 

69 

51 

57 

46 

si 

fet-.lolmsbury  

1  Minimum.... 

41 

45 

26 

29 

40 

61 

51 

35 

25 

32 

37 

25 

27 

17 

22 

29 

17 

21 

50 

51 

41 

48 

40 

32 

22 

44 

44 

46 

40 

35 

35. 

*  Maximum.  .. 

73 

64 

55 

62 

72 

78 

70 

46 

51 

43 

51 

62 

61 

49 

41 

47 

53 

57 

62 

64 

58 

59 

65 

65 

51 

62 

63 

51 

52 

49 

47 

57. 

Wooilstoclc  

(Minimum.... 

38 

42 

26 

28 

41 

62 

46 

28 

19 

33 

37 

34 

15 

18 

27 

15 

19 

50 

51 

36 

35 

49 

34 

22 

20 

35 

43 

38 

38 

38 

33. 

MnfSiwhiisetls 

S  Ma.Kimum... 

71 

65 

59 

74 

76 

69 

52 

.54 

49 

51 

66 

52 

51 

48 

50 

55 

61 

67 

70 

62 

70 

67 

55 

54 

60 

63 

52 

54 

64 

50 

SS. 

Amherst 

(  Minimum.-.. 

46 

48 

39 

41 

53 

65 

48 

35 

26 

41 

36 

31 

24 

26 

21 

26 

56 

45 

41 

46 

55 

36 

29 

28 

39 

49 

47 

46 

33 

t 

Maxinnnn  ... 

69 

65 

58 

59 

74 

72 

56 

54 

52 

50 

66 

56 

51 

50 

51 

53 

60 

66 

64 

59 

57 

62 

55 

65 

59 

67 

52 

(Minimum.... 
j  Maxinuim  ... 

52 
67 

48 
63 

42 
70 

43 

68 

53 

74 

64 

68 

49 

71 

39 
66 

35 

55 

44 

42 
49 

40 
59 

42 

58 

36 

54 

39 
60 

58 
66 

54 
72 

46 
65 

53 
69 

1 

42 
65 

41 

49 

58 

51 
56 

49 
56 

40 

70 

38 

4& 

61. 

■^   

52 

37 
51 

56 

56 

BrocUtou 

(  Minimum  — 

45 

56 

41 

40 

48 

59 

63 

30 

41 

40 

32 

42 

34 

30 

29 

29 

49 

60 

41 

47 

45 

30 

34 

45 

49 

48 

4.1 

40 

42. 

70 

58 

58 

76 

74 

71 

54 

54 

50 

49 

66 

56 

53 

48 

51 

54 

61 

69 

63 

72 

67 

55 

56 

02 

58 

54 

58 

66 

52 

^ 

Concord 

1  Minimum... - 

44 

42 

35 

31 

45 

65 

45 

29 

23 

40 

33 

30 

26 

24 

25 

19 

23 

55 

49 

41 

44 

55 

37 

30 

27 

35 

50 

44 

45 

40 

i  Jiaxinunn .  .. 

65 

63 

60 

60 

72 

68 

71 

68 

66 

49 

53 

61 

57 

51 

52 

52 

52 

01 

67 

62 

68 

66 

57 

67 

62 

65 

60 

00 

70 

56 

blast  Warehaml' 

36 

53 

43 

33 

41 

57 

62 

40 

33 

35 

30 

24 

42 

38 

28 

28 

25 

28 

45 

60 

44 

50 

55 

48 

30 

30 

43 

61 

48 

44 

43 

1  M.,viinum 

66 

Co 

60 

61 

75 

68 

72 

57 

54 

46 

48 

58 

61 

52 

51 

53 

58 

58 

66 

69 

62 

69 

65 

60 

56 

61 

62 

68 

59 

68 

64 

Fall  Kiver 

i  Minimum.::. 

42 

45 

40 

39 

46 

60 

4S 

42 

29 

41 

40 

35 

42 

35 

29 

32 

29 

32 

57 

53 

46 

51 

54 

42 

33 

36 

44 

50 

47 

48 

37 

(  Maxinnnn... 

72 

68 

66 

62 

81 

77 

74 

60 

57 

48 

55 

69 

63 

59 

53 

60 

67 

70 

71 

62 

75 

68 

67 

56 

62 

69 

60 

68 

56 

Fitchburg  

(  Minimum 

42 

55 

36 

32 

42 

60 

54 

35 

24 

28 

30 

35 

24 

28 

30 

23 

21 

4S 

57 

43 

.39 

52 

40 

26 

24 

35 

48 

46 

46 

34 

70 

67 

62 

59 

75 

73 

71 

54 

55 

49 

50 

65 

60 

52 

48 

fy 

53 

60 

67 

72 

62 

69 

62 

65 

65 

60 

56 

56 

58 

66 

50 

Lawrence 

i  Minimum 

46 

43 

38 

8p 

45 

61 

48 

37 

2» 

40 

40 

82 

40 

29 

28 

24 

27 

51 

54 

42 

45 

51 

41 

31 

30 

41 

48 

45 

44 

3S 

Maximum.  .. 

64 

64 

57 

72 

68 

65 

50 

50 

51 

50 

62 

48 

52 

48 

.52 

58 

65 

66 

61 

68 

65 

57 

55 

60 

83 

61 

60 

63 

65 

Nantucket 

49 

54 

47 

45 

52 

63 

54 

46 

43 

44 

47 

43 

47 

42 

41 

41 

40 

41 

56 

53 

52 

52 

57 

48 

45 

48 

51 

51 

51 

51 

41 

I  Maximum  .  .• 

70 

63 

55 

66 

72 

77 

70 

48 

48 

46 

48 

63 

49 

47 

43 

47 

54 

61 

65 

57 

66 

65 

56 

50 

63 

56 

59 

62 

50 

Stookbridge  

(  Jlinimum 

41 

38 

44 

42 

64 

44 

34 

24 

37 

32 

30 

31 

21 

28 

21 

18 

25 

54 

43 

39 

47 

55 

35 

28 

25 

37 

49 

35 

38 

30 

67 

62 

58 

62 

70 

75 

71 

49 

47 

46 

47 

61 

48 

44 

41 

45 

50 

59 

65 

67 

57 

64 

66 

61 

47 

67 

59 

52 

49 

68 

49 

Willianistown 

i  Minimum 

44 

36 

37 

42 

54 

64 

48 

38 

28 

38 

37 

32 

37 

24 

28 

29 

21 

32 

54 

52 

44 

45 

55 

38 

30 

31 

46 

47 

44 

42 

34 

S  Maxinuim.. ■ 
(Minimum.... 

69 

67 

59 

61 

74 

73 

09 

54 

54 

48 

50 

64 

57 

53 

49 

52 

57 

61 

67 

63 

65 

60 

55 

60 

58 

62 

65 

64 

52 

Worcester 

43 

48 

38 

35 

43 

62 

50 

34 

23 

39 

30 

39 

24 

30 

23 

26 

46 

57 

39 

42 

53 

40 

27 

28 

34 

49 

42 

40 

37 

Rhorie  Id, 

,„! 

Block  Island 

(.Maximum... 

64 

64 

56 

60 

69 

66 

69 

54 

50 

52 

.52 

62 

61 

49 

50 

49 

59 

63 

65 

65 

65 

55 

54 

68 

54 

61 

58 

65 

55 

(Minimum.... 

53 

54 

50 

51 

54 

62 

52 

45 

46 

44 

46 

45 

41 

39 

41 

40 

42 

58 

53 

51 

55 

65 

44 

42 

46 

49 

52 

50 

53 

42 

S  Maximum... 

65 

65 

59 

61 

72 

67 

64 

63 

.53 

50 

52 

04 

64 

52 

51 

54 

52 

66 

66 

66 

64 

67 

64 

63 

58 

61 

62 

60 

70 

60 

Kingston 

i  Minimum.... 

34 

52 

39 

40 

60 

61 

38 

23 

44 

41 

28 

28 

35 

2J 

22 

18 

22 

46 

62 

38 

42 

56 

42 

26 

34 

42 

49 

48 

45 

40 

Providence 

j  Maximum... 
(  Minimum.... 

68 
49 

60 

47 

59 
42 

60 
42 

70 
50 

70 
65 

73 

48 

55 
37 

54 
33 

50 
43 

51 

64 

55 
42 

•52 
38 

50 

51 
35 

53 
30 

58 
33 

68 
58 

68 

62 

68 

65 
56 

56 
40 

56 
37 

58 

67 
41 

55 
50 

59 
49 

70 
51 

53 
37 

40 

39 

33 

50 

46 

52 

Cointotic 

lit 

Cream  Hill 

(.Maximum... 

69 

67 

52 

67 

64 

77 

69 

50 

49 

48 

47 

63 

57 

47 

44 

48 

57 

60 

60 

62 

57 
39 

66 

62 

58 

48 

58 

65 

55 

52 

64 

48 

LMinimnm.... 

43 

50 

39 

43 

48 

62 

50 

35 

29 

37 

S8 

34 

34 

26 

25 

26 

26 

35 

52 

48 

46 

54 

34 

27 

35 

49 

.50 

44 

42 

(  Maximum.  .. 

68 

68 

56 

68 

74 

76 

70 

54 

54 

48 

52 

66 

53 

50 

49 

52 

54 

60 

66 

70 

63 

70 

67 

64 

55 

60 

65 

54 

57 

52 

Hartford 

45 

47 

42 

49 

51 

65 

47 

39 

33 

43 

41 

38 

41 

34 

31 

26 

30 

59 

49 

44 

52 

54 

37 

34 

33 

42 

50 

48 

36 

)  Maximum.  ■. 

69 

68 

57 

64 

72 

71 

73 

54 

53 

48 

54 

65 

53 

49 

51 

54 

61 

64 

67 

63 

65 

52 

55 

60 

56 

58 

70 

54 

New  Haven 

(  Minimum.... 

45 

52 

45 

50 

52 

65 

50 

40 

36 

44 

50 

43 

39 

43 

36 

32 

36 

31 

34 

59 

50 

46 

57 

51 

41 

36 

37 

44 

52 

61 

38 

(Maximum... 

68 

67 

57 

65 

74 

68 

76 

60 

56 

54 

65 

58 

53 

49 

51 

54 

62 

64 

67 

64 

66 

65 

58 

54 

60 

60 

57 

81 

57 

New  Loudon  

(  Minimum  — 

43 

56 

43 

48 

46 

63 

60 

41 

34 

45 

42 

38 

41 

35 

32 

34 

29 

34 

56 

49 

45 

53 

51 

40 

34 

36 

42 

50 

51 

45 

(  Maximum  ... 

70 

60 

66 

72 

78 

72 

58 

53 

49 

66 

60 

53 

51 

52 

53 

64 

66 

63 

67 

66 

60 

53 

62 

63 

.57 

59 

71 

57 

Xorwalk 

(Minimum.... 

48 

47 

49 

48 

62 

58 

40 

29 

43 

32 

45 

33 

27 

27 

24 

28 

55 

51 

37 

47 

5b 

37 

26 

29 

40 

52 

49 

\  Jiaximum  .  . . 

69 

67 

59 

63 

73 

71 

6<: 

6C 

52 

47 

50 

64 

59 

49 

48 

50 

54 

61 

68 

68 

64 

68 

65 

62 

66 

61 

55 

52 

56 

si 

Putnam 

Ulinimum.... 

37 

53 

38 

40 

61 

24 

40 

39 

28 

42 

26 

24 

27 

19 

22 

48 

63 

40 

45 

55 

42 

25 

26 

35 

50 

49 

40 

See  page  58  fores 
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NEW    ENGLAND     SECTION 


Q. 

K. 

NOTES 

, 

PbICB:  5  C«NT8  A  COPY 
IMITTANCK  PATABLK  TO   SrrKTllN 

25 

TEN 

CENTS  A  YKAR:    (NOT 
nt:NT  OF  PocrMKNTS. 

STAMPS) . 

Wapdinotot* 

.  D. 

c. 

Vol 

.  XLIX 

B(1.<T( 

N.   Ma 

.s. 

,    XOVKMBEK 

1^87. 

No 

.  11. 

GENERAL,  SUMMARY 

The  coldest  period  during  this  niontli  occurred  from  about  the 
19th  to  the  '24th,  with  extreme  monthly  minima  occurring  gcu- 
erall\-  on  the  2M.  However,  sub-zero  temperatures  were  record- 
ed at  only  one  station,  and  the  month  was  marked  by  the  ab- 
sence of  large  monthly  temperature  ranges  typical  of  this  time 
of  year.  The  first  general  snow  of  the  season  fell  on  the  1 9th  and 
20th  in  light  amounts;  only  traces  occurred  over  the  southeast 
portions  of  the  southern  division.  The  volume  of  snow  for  the 
month  averaged  about  one  third  less  than  tlie  normal.  The 
storm  of  the  13th  and  14th  accounted  for  the  monthly  precipi- 
tation excess,  and  in  many  cases,  more  than  half  the  monthlj' 
totals.    The  month  closed  with  an  unusually  mild  period,  and 

th  no  trace  of  snow  remaining  over  the  Section.  As  a  whole, 
the  month  was  le^^s  rigorous  than  is  usually  the  case  at  the  end 
of  the  Autumn  Season.  e.  s. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
103  records,  was  38.9°.  which  is  0.9°  above  the  mean  for  the 
past  50  years.  The  average  temperature  for  the  northern  division 
was  36. 1° ;  for  the  southern  division,  41.5°.  The  highest  month- 
ly mean  was  46.2°  at  Nantucket,  Mass.;  the  lowest  was  30.5° 
at  First  Connecticut  Lake,  N.H.  The  highest  recorded  was  70° 
at  Fitchburg,  Mass.  on  the  8th,  and  at  Waterburj-,  Conn,  on  the 
10th;  the  lowest  was  -2°  at  Chelsea,  Vt.  on  the  23d.  The 
greatest  monthly  range  was  64°  at  Chelsea,   Vt.;   the  least  was 

;°  at  Bar  Harfwr,  Me.  and  Block  Island,  R.  I.  The  greatest 
daily  range  was  40°  at  Turners  Falls,  Mass   on  tlie  5th. 


PRECIPITATION 


Tlie  average  monthly  precipitation  for  the  Section,  based  on 
181  records,  was  5.27  inclies,  which  is  1.80  itiches  above  the 
mean  for  the  past  50  years.  The  average  precipitation  for  the 
northern  division  was  4.63  inches;  for  the  southern  division, 
5.86  inches.  The  greatest  monthly  amount  reported  was  9.51 
inches  at  Southbridge,  Mass.;  the  least  was  1.22  inches  at 
Newport.  Vt.  Tlie  greatest  amount  in  24  hours  was  5.00  indies 
at  Hiram,  Me.  on  the  14tli.  The  average  number  of  days  with 
,01  inch  or  more  of  precipitation  was  II,  which  is  1  above  tlie 
moan  for  tlie  past  50  years.  The  average  snowfall  for  the  north- 
sm  division,  based  on  77  records,  was  3.5  inches;  for  the  south- 
division,  based  on  76  records,  2.4  inches;  for  the  Section, 
Ijased  on  153  records,  3.0  inches,  which  is  1 .5  inches  below  the 
mean  for  the  past  50  years. 

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITT 

Thp  prevailing  direction  of  the  wind,  based  on  119  recoids, 
orthwest.     The  average  velocity,  based  on  the  records  at 
!  lions,  was  10.2  miles  per  hour,  which  is  1.3  miles  per  hour 
the  mean 

sunshine,  based  on  the  records  at  12  stations,  averaged 
rcent  of  the  po.ssible  amount,  which  is  1  percent  below 
lean 

"  cloudiness  was  slightly  above  the  mean.  Tlie  average 
ror  the  Section,  based  on  127  records,  was  8  clear,  8  partly 
[jloudy  and  14  cloudy  days. 


The  montlily  relative  liuniidity,  based  on  the  8  a.  m.  and  8 
p.  111.  observations  at  11  stations,  was  74  percent,  which  is 
2  percent  below  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.  — Ut,  11th,  29-80th. 

Halos.  solar  — oi\u  12-13th,  19th. 

HnlosJanar.—Sih,  ll-12th,  16th,  18-19th,  2oth. 

Hail.  —  (dates  and  general  location) — 3d,  Rockland,  j\le.(lt.). 

Thunderstorms. — 2d,  scattered  over  northern  New  lilngland  and 
extreme  northeastern  Mass.;  3d,  vicinity  of  Rockland,  Me.; 
9th,  vicinity  of  Vanceboro,  Me.;  15th,  scattered  over  southern 
N.  H.  and  general  over  southern  New  England. 

Fog,  den  St. —  ^-S)ih,  13-l7th,  19-21st,  26-29th. 

Sleel.  —  (dates  and  general  location) — 3d,  Hillsboro,  N.  H.; 
6th,  16-18th,  First  Connecticut  Lake,  N.H.;  r2th,  Newfane, 
Vt.;  13th,  scattered  over  southern  Vt.;  2()th,  northern  Mass. 
coast  and  New  Haven,  Conn.;  21st,  Block  Island,  R.  I. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


1895 

181)6 

1897 

18<!S 

1S99 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

190S 

1909 


911. 


1918.... 
1919.... 
1920.... 
1921  ... 
1922.  .. 
1923.... 
1924 . . . . 
1925.... 
1926.... 
1927.... 
1928  ... 


=: 

•5 

— 

.'lfi.4 

78 

38.2 

34.  0 

65 

3n.  3 

67 

31.6 

70 

34.  2 

1)4 

30.  7 

63 

37.  I 

74 

37  7 

72 

33.  fi 

67 

3f>.4 

61 

31.3 

70 

37.1 

72 

30.  1 

72 

39.  0 

68 

32.  ,■) 

77 

29.  3 

62 

33.1 

69 

34.  0 

64 

34  fi 

69 

35.2 

64 

38.6 

75 

31.5 

63 

36,5 

70 

;is.  s 

75 

32.9 

33;  0 

71 

30  4 

70 

3fi.  1 

70 

34.  5 

68 

31.6 

69 

31.5 

75 

35  0 

6fi 

36.0 

67 

35.  7 

76 

34.4 

67 

35.2 

70 

39.  4 

75 

34.9 

79 

35.5 

75 

69 

40.9 

33,  3 

67 

28.6 

71 

3R'7 

75 

30.  4 

75 

36.1 

66 

34.9 

79 

39.7 
40.5 

40.5 

44.0 

38.fi 

39.2 

42.5 

43.7 

40.4 

42.2 

40.2 

36.7 

42.1 

41.1 

39.4 

40.4 

41.2 

41'.  3 

41.9 

40.6 

41.7 

46.3 

42.1 

41.9 

41.6 

46.4 

.39  9 

36.7 

44  2 

45.0 

37.8 

41.5 

40.9 

No.  of  day P  (an 
New  England) 


.1! 


S     ,    := 


2.3    10    10 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


NOV'EMBER,    1937 


Climatologioal  Data   for  Novemtoer,   1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

BangorS  

Bar  ilarbov  (near 
Brassua  UaniJt... 

Eastport 

KastWiiitluop.  •• 

Elliwoitli  

Eiistis  

['"ariuingtun 

Ft.  Fairliolil  (near) 

Fort  ivijiiv 

Gardiner 

Ori'onvillo.. 

HiraiiitJ 

Houltoii 

Jacliimni 

LewistoM 

Machias 

MadisanS 

Middlodam.... 
MiUinockelS  ■•• 

Milo 

Mooseliead 

Norlli  Bridgtou. 

Oldtawu 

Oro.io. 

Portliuni   

Prescinr  I>1.- 


i'onobsrot .  • 
Hancock  . .... 

Sonier.set 

Washington  . 
Kennebec  ■ .  ■ 

Hancock 

Ki-anklin 

KnihUlin 


The  h'orUs  •  ■ 
Opper  Oani. 
Vanceboro  . 
WinslouttS  . 
Woodlau.lg  . 
Foi-StaU 


Berlin    

Bethlebi'in  .., 

Concord    

Di.>:vilieN„tc! 


First  Conn.  LukeJJ 

i?';l/,nilliain* 

Franklin 

Glenclill   

Hampton 

Hanover  S 

Hillsboro 

Keeneuiear)  §  — 

Lakeporl 

Lincoln  ■•   — 

Mane;. (•.■,!(  r 

Milan 

Nashua  S    •.......■ 

New  DiuiianiJJ... 

Newport  

North  Stratford... 
PinklianiNotcliU.. 

Plynio\ith 

We»t3te\vart.stown 
Wolfboro  Falls.... 

York  Pond  

F'or  State     .... 


Mt.  Washington  t 
\'erinnnt 

Bellows  Falls 

Bennin.i?ton 

BloomtieUUJ 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com... 

East  Barnet 

East  Ryegate 

Knosbnrg  Falls  — 

Giluian  

MaysMilltt 

Newfane 

Newport  

Northiield 

Readsboro 

Rochester 

Rutland 

St.  Albans  (near).. 

St.  Johnsbury 

SearsburgMt 

SearsbnrgSta.n... 

Somersettt 

Vernon  Jt§ 

West  Burke 


liiiiglon 
yr..:L't  • . .. 
jrd ...... 

)b.scot . . 


do.... 

Che.sliiie.... 
Merrimiick.. 


Kockinghani . 

Gral'lon   

Hillsborough 


SlrafVonl  . 
.Sullivan  ■ 
Coos...    . 

do. 

Grafton.. 

(;oos ...  . 

Carroll  .  ■ 
Coos    — 


Windham  .. 
Bennington 

Essex 

Windham  .. 
ChiUenden.. 
Windsor .... 

Orange 

.^ddi.^^on  .... 

Orleans 

Caledonia  .. 
Caledonia  .. 
Franklin  .... 
Kssox 


lam. 


Wi'.ulhara... 

Orleans 

Washington. 
Bennington. 
Windsor  . . . 

Rutland 

Franklin..  .. 
Caledonia... 
Bennington 
B-  nnington 
Windham... 
Windham... 
Caledonia. .. 


5.50 

500 

1.200 


+  2.5 
+  2.2 


+  1.50 
— 0  92 
+  1.21 

+  lV67 
+  0.0(1 
+1.08 


4)  82 
+0.14 
+  4.51 

+4.22' 
+0.25 
+  0.66 


+0.35 

+4.44 
-0.24 
+2.  88 
+0.  36 
+0.83 


+1.09 
+0.'39 


+1.52 
+1..57 
+3.14 


Bangor  Hydro  lUectric  Co. 

B.  L.  Hadley 

Walter  Thurston  -l 

U.  S.  Weather  Bureau        jjj 

Augusta  Water  District.    1 

Bangor  Hydro  Electric  C'cl 

Mrs.  Hannah  I.  Hatch     ^ 

State  Normal  School 

C  W.  Norsworthy 

W.  B.  Clark 

Sanuiel  D.  Soule 

U.S.  Weather  Bureau 

0.  C  P.  &.  L.  Co. 

William  H.  Cumming 

p.  M.  Tripp 

Union  \\-;.f,T  !■,  .,.,,.0 

Banc-.;    ':•    :     ,'    .M.ieCo. 


Id  H 


N.  W'.  UoberVs 
0.  L. Chadbourne 
Thomas  W.  Clark 
Univ.  of  IVIaiue 
U.S.  Weather  liureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co 
George  J.  (Jumming 
Charles  A.  Mixer 
Ruth  Durgiu 
tin  ion  Water  Power  Co. 
Guy  W.  Butler 
Holli,„js,vorth  .t  Wldtney 
St.  Croix  I'aper  Co. 


Edward  Feriu 
George  K.  Tucker 
^'.•**-,".f\'!'erHurein, 
Sarah  H.  Gieason 
'^■^i.Agr.  College 

w£7l5Sr^'°co. 

F.J.  Soul;limay(i 
Stale  .Sanatorium 
Frank  E.heavitt 
Dartmputli  College 
N.  II   Research  Forest. 
Robert  P.  Hay  ward 
Fled  Wiggin 
Edward  A.  Ca.rr 
Public  Service  Co. 
Androscoggin  Res.  Co. 

{'"'."'Vn''!"''"'  W'alPi-  Works 

Ji.  It.  fobey 

H.P.Sl,e|,iu-,i 

F.  A.  .^•mitli 

J.B.Dodge 

Mrs.  Hatlie  G.  'i'row 

Claude  Baker 

Kenneth  Berry 

V-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 
Everett  Orchards 
(■Jeorge  h-  Cooper 
Raymond  I..  Browu 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkeettt 
Sarah  E.  I.ane 
Mi^sE.M.  Dustin 
N.  E.  Power  Co 
J.  F.Devius  tit' 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t+t 
Mrs.  John  J.  Gerety 
Rev.  A.  B    Crichton 
U.S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggstn 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn..  River  Power  Co. 
Oilman  W.  Ford  itt 


! 


See  page  64  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  November,    1937 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inclies 


a 

^ 

- 

II 

II 

n 

sM 
S 

is 

o 

H 

2.  38 

T. 

+0.90 

1  81 

0.7 

2,  72 

2.7 

+0.60 

1.74 

0.5 

+2.  30 

2.  99 

2.5 

+  2.  28 

2.  39 

1.2 

+  1.24 

4.28 

2.6 

2.  35 

2.0 

+  1.51 

2.  34 

3,0 

+  2.52 

2.84 
2.  73 

3.0 

+2.09 

1.43 

2.3 

+  1.33 

2, 25 

0.3 

+  4.33 

2.5 

+0.56 

l.,52 

+2. 47 

3.68 

+2.  94 

3.9,T 

4.0 

+  1  77 

2.  66 

I.O 

+  3.  !)9 

2.4 

+2.00 

2.  34 
2.30 

2.8 

-0.31 

0.98 

3.0 

+  1.68 

2  62 

T. 

+0.92 

2  29 

+4.44 

3.60 

2.6 

+  3.19 

3.  02 

1,2 

3.05 

3.0 

+3.16 

2.93 

5.3 

+  1.52 

2.44 

2.0 

+  2.78 

2.67 

2.5 

+3.87 

2.81 

5.0 

+  1.99 

2.41 

4.0 

+2. 11 

3.  31 

3.2 

+  2.56 

T. 

2.  33 

1.9 

+  2.84 

2.  ,52 

5  0 

+  0.16 

1  25 

T. 

+  2.32 

3.08 

2.0 

+4.80 

4,19 

4  4 

+  2.99 

2  91 

1.0 

+3.03 

2.  75 

2.5 

+  2.32 

2.  89 

2.0 

+  1.68 

2.  60 

+2.  45 

2.,W 

T. 

2.  72 

0.5 

+  3.08 

2.  91 

2.5 

3,  .'>3 

3.0 

2,36 

1.5 

+0.14 

1.5K 

T. 

+  1.35 

1.83 

+4.28 

3  64 

2.5 

2.10 

6.5 

+  1.12 

2.  !7 

+  1.26 

2.86 

8.5 

+3.14 

2.  7H 

10.0 

-1.07 

0,81 

5.4 

+  1.60 

2.68 

+  1.63 

2.86 

+5.45 

4  65 

4.0 

+0.43 

1.49 

0 

+1.07 

1.75 

+3.74 

4.29 

1.0 

+6.05 

4.23 

+2. 85 

3.  02 

+  2.26 

2.18 

2.  5 

+4.75 

3  73 

2  0 

+  1.34 

1.40 

3.5 

2.11 

0  5 

+1.94 

2.74 

T. 

+2.29 

1   ,52 

1.0 

+  5.53 

3.  05 

3.5 

+4.01 

3.  62 

'1- 

+2.23 

2.  ,56 

1.5 

+2.83 

2.13 
3,02 

2.1 

+0.79 

0.72 

.5.0 

+2.57 

2.35 

6.0 

+  5.81 

2  53 

2.9 

+2.35 

4.65 

2.6 

+0.81 

2.  06 

T. 

+2. 10 

1   70 

+  2.77 

3  29 

T. 

+  2.  36 

3.28 

T. 

+1.99 

3,29 

T. 

+3.68 

3.  83 

+0.78 

2.29 

+1..50 

2  40 

T 

+2.34 

2.96 

is 


Windsor  •  • 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor  • . 


Berkshire  .. 
Hampshire 
Middlesex  . . 
Norfolk  .... 
.  do  .... 

Suffolk 

Worcester  .  • 
Plymouth  .. 
Hamptlen  ■, 
Hampshire. 

Suffolk 

Worcester  •■ 
Middlesex  . . 
Plymouth  .. 
Berkshire  •  ■  ■ 

Bristol 

Barnstable- • 
Worcester  •  • 
Middlesex  •  • 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  .... 
Middlesex  ■ . 
Worcester  . . 

Kssex 

Franklin  — 
Hampden  .. 
Berksliire  •■ 
Worcester  ■  • 
Barnstable  ■■ 

Essex 

Worcester  •• 
Middlesex  ■■ 

Essex 

Middlesex  .. 

Bristol 

Plymouth  .. 

Essex 

Worcester  ■ 
Worce.ster  .. 
Franklin  ... 
Nantucket  ■• 

Bristol 

Worcester  •• 
Berkshire  . . 
Plymouth  • . 
Berksliire  •  • 
Worcester  •  • 
Berksliire  •• 
Hampshire . 
Plymouth  •  • 
Worcester  . . 
Barnstable.. 

Essex  

Franklin  ■■• 
Worcester  ■• 
Middlesex  •  • 
Hampden  . . 
Worcester  ■  • 
Berkshire.  •• 

Essex  

Bristol 

Franklin  .. 
Hampshire . 
Worc-sler . . 
Hampden  •• 
Middlesex  •  • 
Worcester  •  • 
Berksliire  ■  • 
Worcester  ■  • 
Worcester  •  • 


Newport 

Washington 
Providence 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


1.450 

370 

1.640 


+  1.1 

+  0.4 
+  0.6 


18 
34  44 
29  37 
25  !l06 
34 


Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  in 
Olcott  Falls  Co. 
Walter  Adams  I  i  I 
William  S.  Eaton 


N.  E.  Power  Co. 

Mass.  Art.  Exp.  Sta. 

Met.  Water  \V(iil;s 

State  Uept.  Public  Health 

Blue  Hill  ObservHtory 

U.  S.  Weather  Biirp^m 

Mrs.  l.oring  H.  Reeii 

City  Engineer 

state  Dept.  Public  Health 

state  Dept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

J'red  A.  Tower 

Joseph  L.  Kelley 

state  Dept.  Public  Health 

Richard  C.  Brljihani 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Worlis 

State  Dept.  Public  Health 

State  Dept.  Public  Healtli 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

('Itv  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.  I'owerCo. 

State  Dept.  Public  Health 

St:ite  Tea(!lier'.s  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Works 

Essex  (Jompany 

Props.  Looks  c^iCanals 

.■■'tiiie  Dept.  Public  Health 

S'ii^c  Dept.  Public  Healtli 

William  1!.  Uoelzel 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Charlotte  A   Biaun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

state  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Wat  er  Works 

L.  a.  Cuinraing.s 

State  Dept.  Public  Health 

Plymouth  Water  Works 

Met.  Water  Works 

Irviiij;  H.  McNiiyr 

U.  S.  C.  G.  Station 

N   E.  Power  Co. 

Stale  Dept.  Public  Health 

Met.  Water  Works 

U.  S.  Armory 

Met.  Water  Works 

Ncshit  H.  Bangs 

Weston  K.  Lewis 

Water  Works 

Turners  Palls  P.  A  E .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  Collet;e 

Met.  Water  Works 

Williams  College 

State  Dept.  Public  Healtli 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
John  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  64  for  explanation  of  reference  marks, 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November,  1987 


Climatological  Data  for  November,  1937 


Temperature,  iiidesrrees  Fahrenheit 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colche.ster 

Collinsville 

Cream  HilltJ 

Danbury 

Kast  Hartland  — 

Falls  Villages 

Hartford 

I;ake  KonomoctJ- 

Jit.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS 

VVatcrbnr.v  

West  Hartland — 
For  State..   •• 


New  London. 
Hartford  •  •  ■ 
Litchfield  ••• 

Kairliold 

Hartford 

Litchfield  ... 
Hartford  ... 
NewLondoM. 
New  Haven  . 

do 

NewLondon. 

Fairfield 

Windham 

Litchfield  . . . 

Tolland 

New  Haven  . 
Hartford  . . . . 


+  2.0 
+  0.5 


+3.58 
+0.06 
+X  21 
+4.40 


+2.  4.5 
+3.96 
+  L51 


Stedman  Storrs 

Edwin  R.  Wilder 

C.  L.  Gold 

Thomas  F.  Hanlon 

I).  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.S.  Weather  Bureau 

Harry  G.  Tietjen 

L.M.Cora  stock 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr  Exp.  Station 

William  .T.  Pape 

Water  Bureau,  Hartford 


I 


Explanation  of  Reference  Marks  Used  on  Pages  62.  63,  and  64. 

ThP  dpnartiirps  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of  pre- 

i  iiB  ucpai       c.  ^^^  record  are  computed  from  a  normal  or  '  standard  mean"   Hd.iustBd  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 

Reference  lerters,  :i,l),c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 

t  supplied  l)y  Weather  Bureau.    1tl  Observer  for  New  Kngl;ind  I'ower  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  sno 

ine~Aziscolios  Dam.  Wilson  Mills;  Brassua  Oaui,  Kockwood;  Hiram,  West  Baldwin;  Ripogeuus  Dam, 
l,iike.  Pittsburg;  New  Durham,  Alton  ;  Pinkbam  Notch,  (iorham  ;  Vork  Pond,  Berlin  ;  — Vermont— Bloom- 
Mills.  Coliain,  Mass.;  Sear.sburg  Sfa.,  Wilmington;  Somer.set,  Wilmington;  Vernon,  Shelburnc  Falls,  Mass.; 
1;  Kgremont,  South  Kgremont;  Falmouth,  ilatchville;  Lake  Cochituate,  Framingham;  —Connecticut- Cream 


oipitation  with  i.s  years  o 

for  the  period  of  record  are  used 

on  other  dates.    §  Thenuometei^ 

It  Post-ortico  addresses  of  these  stations  are  as  follows 
Millinocket;  Winslow,  Waterville;-New  Hampsbire-First  C, 
fi  dil.  North  Stratford.  N.  H. ;  Cornwall.  Middlebiiry :  Mi 
-Massachusetts-   Asliland,  Framingham;  Blue  Hill.  M 
Hill,    West  Cornwall;  Lake  Ivonouioc,  Now  London. 

»  Record  furnished  by  Massachusetts  Department  of  Public  Healtl: 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  65. 


Except  as  otherwise  indicated  observations  are  general 
observations.         *•'  Regular  Weather  Bureau  station  ;  precipitation  is 
rec(nded  is  for  the  preceding  24  hours.        *  Precipitation  "    "   ' 


de  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
on  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 

or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pag-e  66. 
II  Observations  are  taken  in  tli"!  iiioriiiiig;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


p 

;  less  I 

inc.   WINl 

.  IIIIMIDITY.  AND  S 

'NSH 

NK 

Atmospheric 

'rps.,.ir 

Wind 

Kelati\ 

e 

(reduced  to  sea  level 

1 

II 

iiiiid 

ly 

station- 

1 

s 

S 

B 

e 

c 

1 
61 

? 

'^. 

S 

il 

II 

1 

% 

S 

1 

S 

sl 

~, 

cd 

-' 

0 

<  > 

^ 

- 

30.  08 

30.58 

29.36 

5.3 

82 

6 

45 

30.56 

29.35 

17.6 

45 

se. 

29.35 

15.9 

56 

e. 

30.01 

30  54 

29.30 

11  4 

:\i 

e. 

13 

30.  00 

30.61 

29  43 

10.5 

42 

s. 

2 

Concord 

30.02 
29.98 
29.  99 
30.02 

30.  ,57 
30.41 
30.47 
30.  58 

29.57 
29  46 
29.59 
29  45 

12 

12.7 

46 

e. 

14 

80 

75 

78 

29 

Greenville 

Hanover 

4.5 

18 

sw. 

9 

82 

62 

79 

28 

Hartford 

30.  Oh 

30-60 

29.37 

Nantucket     

New  lliivou 

30.  02 

30.52 

29.  35 

14  6 

38 

su . 

30.06 

30.60 

21 

29.  37 

9.0 

37 

e. 

13 

71 

Nortli  lipid 

30.  02 

30  69 

29.47 

7.0 

sw. 

9 

30.01 

30.52 

29.41 

8.9 

40 

se. 

Providence. 

30.04 

30.  56 

1 

29.38 

_ii_ 

11.7  1  45 

se. 

X  Observations  taken  at  8:00  a.  m.,  and  8:00  p. 
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Daily   Precipitation  for   November.    1937 


Drainage  bnsin 


S  I    9  I  10     11  I  12     13     14  I  15  I   16  I  17  I  18  I  19  I  20  I  21  j  22     23  |  24  |  25     26     27     28  |  29  |  30 


....<io 

Kennebec 

...do 

St.  John 

Kennebec 

....do 

St.  John 

Kennebec 

Androscoggin 

Kennebec 

Penobscot   — 

....do 

Presumpscot  . . 
Penobscot   — 

Coast 

St.  John 

Penobscot  — 
Androscoggin 

Kennebec 

....do 

St  Croix 


Androscoggin. 

Merriuiac 

Coast 

t'ouuecticut  .. 

Merrimac 

Connecticut . . . 

..do 

Merrimac 

....do 


.do. 


Connecticut.  . 

...do 

Champlain  . . . 
Connecticut.  . 


St.  Lawrence  . 
Cbamplain  ... 
....do. 


do 

Connecticut . 

....do 

....do 

...do 


Connecticut. 
Merrimac  . . . 

....do 

Coast 

Housatonic . . 
Coast , 

...do 

Merrimac  ... 

...do 

Charles 

Connecticut . 
Merrimac  .  . . 
Connecticut  , 

Coast  

....do 

Merrimac  .  .. 

Coast 

....do 

Connecticut. 
Housatonic. 

Coast   

....do 


.do. 


Thames 

Connecticut . 

Coast 

Connecticut. 

Hudson 

Connecticut . 
Blackstone  . . 


Coast . . 
....do. 
....do. 


Housatonic. . 
Coiniecticut . 

....do 

Coast 

....do 

...do 

Quinebaug  .. 
Willimantic. 
Coast 


...  T. 

.03!  .02 

.10;  .20 

.041  .09 


i        i 


.18  .02! 
1.35,  .34 
1.29  .29 
2.35   .33 


.1.5 

.56 

.90   .2S 

.17 


. .  2  05 
271  .70 
50;2. 14 
87|  .50 
46,2. 4« 
641.19 
291.61 
0l|l.46 
2.7; 


.07 


.■212.21 

.31  1.61 

.52    .85 


.Oil  .12    .02 

.021  .60    .Os! 

.09 1   .03!  1 


1     il.04 

.332.  101.... I  .57 

.0711.251  .06:  .04 

.87  2.391  .02  .3.j 


.42 

.07 

02 

18 

05 

1(; 

24 

oh 

07 

.06 

11 

t' 

08 

T. 

.02|  .05 

T, 

.C 

.03 


.09 


I        I         I 


.04 
.01    .06 


.04    .; 
.  26  2. 1 

.891  T 


,3.  84 
1.63]  .96 


,02:    .87,1.54 

.28;2.  nsl... 

. .     1.25    .60 
...    .22ln.08 

.  ..2.89| 

.'63il.'83i 


2.40!  .40 
!.25  3.08 
.97|  .63 
..  ;2.05: 
3.34  .091 
.16j3.341  .031 
...ll.  72  1.92 
*  I  *  2  36 
...I  ..  2.30 
T.  11.972.51 


5.39 
3. 46 
6.53 
3.37 
3.41 
3.02 
6.36 


4.71 

2,  49 

3.  73 


5.23 
3.88 
0.75 


3.07 
5.94 

2.54 
5.41 


4.86 
5.66 
4.66 
6.76 
7.78 
5.20 


7.27 
5.07 
6.18 
3.57 


2.48 
5.50 
3.45 
4.55 
9.51 


4.44 
5.73 
5.42 


5.14 
8.58 
6.39 


See  page  64  for  explanation  of  reference  marfeg. 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November, 


Daily  Temperatures  for  November.  1987 


4  I     6  I     6  j     7  I     8  j     9  I   10  I   U  I 


I  15  I   16  I   17  I  18  I   19  I  20  I  21   |  22  |  23  |  24  |  25  j  2r,  |  27      2S  |  29  | 


Kaslport  ... 
Fort  Kent  .. 
Greenville  . 
Houlton  ... 
Levvistoii  ... 
Millinool;et. 
Oldtowii  ... 
Portliuid  ... 
Rum  foul  ... 
Wins  low   ... 


First  Conn.  Lake. 


Maximum . 
Maxiimini . 


Mi 
1  M 


Maximum  . 
Minimum.. 
Maximum  . 
Miuimum-. 


j  Maxinunn  . 
I  Minimum. 
S  .Maximum  . 
)  Jlinimura- 
)  Maxin\um  . 
I  Miuinuuii. 


)  Maxinunn. 
(  Minimum. 
\  Maxinunn 
(  Minimum. 
)  Maximum . 


nnoutli Ulinimii 


BuiliiiRton 
Newport  .. 


)  Ml 

I  Mi 


nimum- 
X,     1,  ,■   u  )  Ma.Kinnnn 

North  field j  Minimum. 

)  Maxinuiui 
(  Minimum - 
)  Maxinunn 


Rntlii 


lllians. 


45  .5(>:    52 

2HJ  321     34 

451  53      ^■' 

32  37l 

42j  50 

26;  2: 

44l  51      48 


! 

50'     53     35 
461     22     •" 


341     401     37 


52 

34l    '25 

46|     35 


30  291 
471  621 
33;    35! 


.„,  45 
45  54 
22      32 


ZO        ^O        ZDl 

34i     30      34 
30     24     21 


26     26     22 

0-7       oci      o,i 


35|    41 
221    30 


Woodstock 


Boston 

Brockton 

Concord 

East  WareliamI' 

Fall  Kiver 

Fitclibnrg  

Lawrence 

Nantucket 

StockbridBe  ... 
Williamstown.  . 
Worcester 


iiaetls 

)  Maxinunn . 
■•  i  Minimum-. 

S  iMaxin\um  . 
■  •  •  !  Minimum- 

S  Jlaxinuim  ■ 
■■■  I  Minimum 

S  JIaxinunn  - 


'  Mininunn-. 
\  Miixinuim. 
/  Mininuim.. 
\  JIaximuiii . 
I  Minimum - 
\  Maximum. 
I  Mininunn- 


34  29 
27  22 
29 
21 


Wnxle  hUiii't 
„,,,,,  )  Maximum. 

Block  Island i  Minimum.. 

,^.       .  \  Maximum . 

K>"Sston I  Minimum- - 

_       . ,  (  .Maximum . 

1'ro\n<\eu,'e I  Minimum.. 

ConnecUeiil 
,,.,,  i  Maximum  . 

Cream  Hill j  Minimum-. 

,,     .,     ,  )  Maximum . 

Hartford I  Minimum.. 

.,       „        .  i  .Maximum . 

NewHaveu i  Minimum.. 

New  London !  Mfnimum.'. 

v„„„oiv  S  l^Iaximum  . 

Norwalk J  Minimum.. 

P"t°^°^ 1  Mhfimir.-. 


58 

fin 

24 

3S 

55 

RO 

37 

4V. 

57 

«1 

2' 

3( 

57 

67 

33 

45 

57 

61 

27 

4:- 

5' 

32 

4? 

57 

62 

3^ 

4:> 

W 

63 

3;- 

41 

11 

^ 

48  39 
33;  31 

47   45 


sol  27 


27   32 


19 
38 

29  28 
28 
20  18 
33 
24  19j 

12 
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U.  S.  DEPARTMENT  OF  AGRICIILTURE,  WEATHER  BUREAU. 
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CLIMATOLOGICAL    DA1PA; 


^^^ 


;3 

NB  W 

ENGI- 

AND     SECTION 

G.  H 

NOYES 

PniCB:  5  CINTS 
REMITTANOK  PATABLE  TO 

A  coit;  2=;  crsts  a  yeak:  (not  stamps). 

■^rPERIN'TENDKNT  OP  DoCCMRNTS,   WaSHINOTON,  B.  C. 

:oi.. 

XLTX 

Boston.   Mass 

.   DECEMBER.    1937. 

No. 

2. 

GENERAL   SUMMARY 

Tiie  weather  during  this  month,  in  a  general  way,  was  tn^ical 

f  an  average  December,    making  a  normal  advance  into  the 

:-„.., ..^   niidwintcr   season.      Temperature   and   precipitation 

■<\  sliglitly  below  normal,  and  there  was  a  marked  absence 

me  temperatures  in  nearh'  all  sections.     Snowfall  occur- 

11  fair  regularity,  generally  in  Hght  amounts,  and  the 

hnne  was  slightly  less  than  tlie  average  amount.     The 

rm  of  the  6th  and  7th,  over  the  northern  division,  and 

>ral  snowstorm  of  the  16tli  and  17th,  made  the  greatest 

utioi'is  to  the  monthly  total.  Toward  the  end  of  the  second 

,  conditions  became  favorable  for  sports  over  the  winter 

'uids  of  northern  New  England,  and  so  continued  to  the 

, . .    ;.  the  month. 


TEMPEKATURE 


The  average  monthly  temperature  for  the  Section,  based  on 

In  v-i^ords.  was  25.4°.  wliich  is  1.1°  below  the  mean  for  the 

\  ear.-j.  The  average  temperature  for  the  northern  division 

2° ;  for  the  southern  division,  29.6°.  The  liighest  month- 

,1  was  36.4°  at  Nantucket,  Mass.;  the  lowest  was  13  9° 

•|ue  Isle,  Me.      The  liighest  recorded  was  57°  at  East 

::m,  Mass.,  on  the  19th;  thelowest  was-24°  at  Fort  Kent, 

[e.,0!i  theSlst.  The  greatest  monthly  range  was  69°  at  Gardiner, 

le.;  the  least  was  30°  at  New  Haven,  Conn.     The  greatest 

ally  range  was  50°  at  Gardiner,  Me.,  on  the  3Ist 


PRECIPITATION 


The  average  monthly  precipitation  for  tlie  Section,  based  on 

85  records,    was  2.97  inches,    which  is  0.36  inch  below  the 

lean  for  the  past  50  years.     The  average  precipitation  for  the 

orthern  division  was  2.77  inches;   for  the  southern  division, 

■   ('lies.      The  greatest  monthly  amount  reported  was  5.73 

at    Durliani,    N.  H.;    the  least  was  0.99  inch    at  Ben- 

'.,  Vt.     The  greatest  amount  in  24  hours  was  3.89  inches 

i.am,  N.  H.,  on  the  7th.    The  average  number  of  days  with 

•!i  or  more  of  precipitation  was  10,  which  is   the  mean 

past  50  years.     The  average  snowfall  for  the  north- 

i.sion,  ba.sed  on  79  records,  was  13.9  inches;  for  the  south- 

ision,  based  on  77  records,  6.2  inches;   for  the  Section, 

■n  156  records,  10.1  inches,  which  is  1.1  inches  lielow  the 

or  the  past  50  years. 


VIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

prevailing  direction  of  the  wind,  based  on  115  records, 
"thwest.  The  average  velocity,  based  on  the  records  at 
'ons,  was  9.8  miles  per  hour,  which  is  1.6  miles  per  hour 
[\\e  mean 

-unshine,  based  on  the  records  at  12  stations,  averaged 
vent  of  the  po.ssible  amount,   which  is  8  percent  above 
■  f  mean. 

The  cloudiness  was  below  the  mean.     The  average  for  the 
;ction,   based  on   132  records,   was  13  clear,  7  partly  cloudy 
»  id  11  cloudy  days. 


The  monthly  relative  jjuhliTlYty,  based  on  the  8  a.  m.  and  8 
p.  in.  observations  at  11  stations,  was  75  percent,  which  is 
2  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. — 1st,  7th,  31st. 

Halofi.  solar.— 2c],  6th,  9th,  15th,  21st,  23-24th,  27th,  30th. 

Halos.  /(/?tar.  — 14-1 7th,  23-24th, 

Hail.  —  (dates  and  general  location) — None. 

T!iunderstorms. — None. 

Fog,  dense. —2d,  6-7th,  9th,  11th,  16-18th,  21-22d,  25th, 
28th,  30th. 

Sleet.  —  (dates  and  general  location) — 2d,  Salisbury,  Conn.; 
5th,  Newfane,Vt.;  scattered  over  Section,  (two  or  more  stations 
reporting) :   6-7th,  16-19th,  24-25th,  28th,  30-31st. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


190S 

1909 

1910 

1911 

191-2 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920  ...  • 

1921 

1922 

1923 

1924 

1925 

1926 

1927 


No.  of  flays  (all 
New  England) 


3.40 

fi.7 

3.94 

H.n 

3.88 

30.0 

4.15 

4.0 

1.28 
4.  ()'.) 

2.  '.^9 

2.  32 

2.0-1 

6.20 

4.46 

2.87 

1.75 

3.25 

3.17 

3..W 

2.73 

2.16 

2.  52 

2.98 

3.31   i 

S.  11 

1.91 

4.00 


3.03      14.9      3.72 
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CLIMATOI.OGICAL  DATA:  NEW  PJNGLAND  SECTION 


December.   198'J 


Climatolog-ical  Data  for  December,   1937 


Temperature,  in  defrrees  Fahrenheit 


Precipitation,  in  inches 


N 

0.  of  flays 

■o'g 
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}£ 

£S 

b 

^'d 

^ 

t» 

■c 

'S  o 

ss 

?. 
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^" 

^•;j 

o 
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Jl/iiiiie 


Bangor s  

Bar  Harbor  (near) 
brassiia  Damtl 

Easlport  

East  Wiuthrop. 

Ellswortli  
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Fanningtoii  — 
Ft.  Kairlield  (near) 

Fort  Kent 

Gardiner 

Greonville 

Hiramtt 

Hoiiiton 

Jacknian 

Lewislou 

Maehias 

Madisong 

Middledani  — 
MilhnoekelS  ... 

Milo 

Moosehead 

Nortii  Bridgton 

Oldtown 

Orono. 

Portland 

Presuuc- Lsle 
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Rockland 

Ruiniord 

The  Korks 

Upper  Dam 
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I.'raidvlin.. 
Aroostoolc  . 
Aroonlook  . 


Piscalaqui.<  .- 
Cumberland. 
Aroo.slook  . . . 


VV< 


(,'umberland. 
I'enob.scot  •-. 
I'iniobscot  ... 
Cuml-n-land. 
Arod.-took  ... 
I'iscaliiquis-.. 

Knox 

Oxford 

Somerset 


Washington 
Ivoniiebec... 
Washington 


Bethleliem  .... 

Concord    

Dixvi lie  Notch 


Fitzwilliani'. 
Franklin  .... 
Glencliir   .... 

Hampton 

Hanover  §  .  • 
Hillsboro  . .. 
ICeone(near)  \ 

Lakeport 

Lincoln...  .. 
Manchesler.. 


Coos 

do 

Chtjhire 

Merrimack.... 

Oiiiflon   ...... 

Rockingham.. 

Graflon   

Hillsborough 


Beikmip 
Grafton 
Hillsl)or( 


Nash 


niiamtt. 


Newport  

Noi  th  .Stratford . . 
PinkhainNotehtJ. 

Plymouth 

West  .Stevvavtstow: 
Wolfboro  Kails... 

York  Pond    

For  State     ... 


an  . 


do. 

Grafton.. 
(,'oos...  . 
Carroll  •  • 
Coos    — 


Mt.  Washington  } 
Vennoiit 

Bellows  Kails 

Bennington 

BloomHehUt 

BrattleboroS 

Burlington 

Cavendish 

Chel.sea 

CoriiwalUt 

Craftsbiiry  Com. .. 

EastBarnet 

East  Kyegate 

Enosburg  Falls  — 

Gilman 

MaysMiim 

Newfane 

Newport  

Northfield 

Headsboro 

Rocliester 

Rutland 

St.  Albans  (near).. 

St.  Johnsbnry 

SearsburgMt 

8earsbnrg.Sta.tt... 

Somersettt 

Vernontti 

West  Burke 


V\  aslungtou. 
Ben  in  ii;^  ton. 
Wiiiopor  .  .. 
Rutland 


2,360 

1,660 

2.080 

228 


4-  0.6 

-'o'g 


-  2.4 


+  0.5 

-  'o.'o 


-O.o4 
-  0.  4.5 
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-^0.21 
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+  1.02 
-1.70 
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+1.43 
+0.01 
+0.43 


+0.68 

-6.'7i' 
+0. 56 
+1.12 
-0.05 
-0.19 
+0.36 


+0.41 
-0.09 
-0.25 


-0.14 
— 1. 12 
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-1.09 
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Bangor  Hydro  lilectric  Co. 

B.  L.  Jiadley 
\Valter  Thurston 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Cc 
Mrs.  HaniiaJiI.  Hatch 
State  Normal  Scliool 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-Soule 
U.  S.  Weather  Bureau 
C.  C  P.  &  L.  Co. 
William  U.  Cumming 
P.  M.TriDp 

Dnioii  Water  Power  Co. 
Bangor  Hydro  Electric  Cd 
Great  Northern  Paper  Coi 
Union  Water  Power  (Jo.  1 
Great  Northern  Paper  Cos 
Wintield  Heath  T 

N.  W.Koberrs  4: 

C.  L.  Chadhonrne  '' 

Thomas  W.  Clark  f 

Univ.  of  Maii.e 
U.S.  Weather  Bureau 
Me.  Experiment  Station  .. 
Great  Northern  Paper  Co/i 
George  J.  Cumniing 
Charles  A.  Mixer 
Ruth  Uurgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitney 
St.  Clioix  Paper  ' 


Edvyard  Feiin 
(leorge  K.  Tucker 
U.S.  Weather  Bureau 
Sarah  H-  Gleason 
N.H.Agr.  College 
Union  Waler  Power  Co. 
Conn   Valley  Lumber  Co. 
Waiter  E.  Bolles 
F.  J-Soutiimayd 
State  Sauatoriuni 
Frank  K.  l.eavitt 
Dartnioutli  College 
N.  H  Research  Forest. 
Robert  P.  Hayward 
Fred  Wlggin 
Edward  .\.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Waler  Work* 

E.  K.  Tobey 
H.  P.  Shcpard 

F.  A.  .'^mith 
J.  B.  liodi,'e 
Mrs.  HallieG.  Trow 
Claude  Baker 
Kenneth  Berry  ;. 
IJ.  S.  Bureau  of  Fisheriegl' 


B.  V. 


■dro-Klect 
Everett  Orchards 
vi  -or^'f  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weatlier  Bureau 
Cen.Vt.  P.  S.  Corp. 
Charles  R.  Diirkee  ttt 
Sarah  E.  Lane 
Mi-s  E.  M.  Dnstin 
N,  E.  I'owerCo. 
J.  F.  Deviiis  tt1 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tit 
Mrs.  .John  J.  Gerety 
Rev.  A    B.  Crichton 
U.S.  Weatlier  Bureau 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggs  1 1 1 
N.  E.  Power  Co. 
L.  L.  LeonMrd 
Conn.,  River  Power  Co, 
Gilman  \V.  ForditI 


a       i 
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'(nnont  Cont'd 


Hartford.  • 
■i  River  Jc- 
iiighaiu.  "  ' 


WiliuiiiKtou-- 

Woodstock-.-. 

For  State 


W  inilsor 

Windii 

Winds 


Mcuaadiitfetts 


Adams 

AmberstS  -  -  - 
Ashlaiidi:  - 
Beechwood  ' 
BlueUilUU 


i.rfield*... 
-mutHill§. 

Warehain 
•moiitJJ*.  .. 

mil  Kiver 

Kaimouthtt* — 

Fitclil)arg5 

Fnimingliam  J  . 


din* 


Pembroke* 

Peru* 

PctiTsliam 

Pittsfield 

PlaiuHeld* 

Plymouth 

Princeton 

Provincetown  .-- 

Rockport 

Slielburne  Falls 
SoiithbridKe*  — 

Spot  Pond  

Springfield 

Sterling 

Stockbridge  -   --. 

Swampscott 

Tauuton§ 

Turners  Falls 

Ware* 

Web-iter* 

\Vestfield§  

VVestonS 

West  Rutland  - 
WilliamstO(vn§  .. 
Winchendon*  . .. 
Worcester(  a  )§.-.. 
For  State  • . . 


Rhoile  Jdnnil 


Blofik  Island 

Kingston  

Pawtucketl 

Providence 

For  State... - 


Connedicvt 


Baltic 

Barkhanistpad  . 
Bridgeport!... 
Bnrlingion 


Berkshire 
Hamp: 
Middlesex 
Norfolk 
do 
Suffolk 
Worcester 
Plymouth 
Hampden 
Hampshire 
Suffolk 
Worcester 
Middlesex 
Plymouth 
Berkshire 
Bristol 
Barnstable 
Worcester  . 
Middlese-f  • 
Norfolk 
Worcester 
Essex 
Frankl 
Middlesex 
Worcester 

Essex 

Franklin 
Hampden 
Berkshire  • 
Worcester 
Barnstable 

Essex 

Worcester 
Middlesex 

Essex  

Middlesex 

Bristol 

Plymouth 

Essex 

Worcester 

Worcester 

Frankli 

Nantucket 

Bristol .... 

Worcester 

Berkshire 

Plymouth 

Berkshire 

Worcester 

Berkshire  ■ 

Hampshire 

Plymouth 

Worcester 

Barnstable 

Essex 

Franklin 

Worcester 

Middle.sex 

Hampden 

Worcester  .. 

Berkshire 

Essex 

Bristol 

Franklin 

Hampshire 

Worcester 

Hampden 

Middlesex 

Worcester 

Berkshire 

Worcester 

Worcester 


Newport 
Washingtoi 
Providence 
Providence 


New  Londo 
Litchfield 
Fairfield 
Hartford 


EvH  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  lit 
Olcott  Kails  Co. 
Walter  .-Xdnms  III 
WilllaiM  S.   Kdfon 


N.  E. 


lie  Health 
atiiry 


Mass.  Asr.  Exp 
■Met.  Wale.   \\u 
.■-tato  l)c;it.  Pill 
Bine  II JL  ol,..,.!- 
U.  S.  WomIIkm- 
Mrs.  l,oriii>;  1!.  Koed 
(Mty  EiiKJiieer 
State  Dept.  Public  Healtli 
tateUept.  Public  Health 
Met.  Waterworks 
Jlet.  Wsilei'  Works 
Fred  A.  Tower 
.loseph  I,.  Kelley 
State  J)ept.  Public  Health 
RIohnid  C.  Briirhani 
State  Uept.  Public  Health 
Herbeit  U.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  M.  Barker 
Bureau  of  EiitomoloRy 
state  Dept    Public  Health 
State  Dei)t.  Public  Health 
City  Eiijriiieer 
State  Dept.  Public  Health 
A.  W.  Lu.ld 
N,  E.  Power  Co. 
State  Dept.  Public  Health 
Sliite  Teacher's  College 
.-^tate  Dept.  Public  Health 
E.  P.Miicheli 
Met.  Water  Work.s 
Es.sex  Company 
Props.  Locks  it  Canals 
.stare  Dept.  Public  Health 
Stale  Dept.  Public  Health 
Willi:nn  U.  Iloelzel 
State  Dept.  Public  Health 
N.  E.  Power  Co. 
Chaildtte  A   Biaun 
U.  S.  Weather  Bureau 
City  KiiKineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Srate  Dept.  Public  Health 
State  Dept.  Public  Health 
i\let.  Water  Work.s 
L.  15.  Cuminings 
State  Dept.  Public  Health 
Plyn.outh  waterworks 
Met.  Water  Works 
Irvins;  H.  McNnyr 
■I.  S.  (!G.  Station 
N    E.  Power  Co. 
Stale  Dept,  Public  Health 
Met.  Waterworks 
U.  S.  Armory 
Met.  Water  Work.s 
Ncsbit  H.  Bangs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P.  A  K   Co 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Sanatorium 
Weston  College 
Met.  Water  Works 
Williams  College 
State  Dept.  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Afrr.  Exp.  Station 
John  W.  Logan 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


8e«  page  64  for  explanation  of  reference  marks. 
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Olimatologrical  Data  for  December,  1937 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  HilUt 

Danbiiry 

East  Hi'.rtlaiid  — 

Palls  Villajreg 

Hartl'orti 

Lake  KonoiTioft}- 

Mt.  Cai-mel   

Now  Haven 

New  London  

Norwalk  

Putnam 

Salisbury 

Storrsg 

Waterbury  

West  Hartland.... 
For  State-.   •• 


New  London . 
Hartford  . . . 
Litchlield  ■•• 

Kairlield 

Hartford 

Litchfield  ... 

Hartford 

New  London. 
New  Haven  . 

do  

New  London. 

Kairlield 

Windham.. .. 
Litchfield  ... 

Tolland 

New  Haven  . 
Hart  lord 


Temperature. 


S'S 


+  0.5 
+  0.7 
—  0.7 


Precipitation,  in  inches 


L98 
•2.  52 
2.43 
2.25 
2.41 
2.06 
2.33 
2.93 

2]  95 
3.12 
2.35 
2.54 
2.45 
2.21 
2.17 
2.03 
2.43 

-2.38 

'-i.n' 

■-l.'3.5" 
-1.25 
-1.64 
-1.29 

'-i.'oe' 

-0,64 
-1.44 

-i.'46 

-1.61 
-1.07 
-1.3S 

Stedman  Storrs 

Edwin  R.  Wilder 

C.  L,  Gold 

Thomas  F.  Hanlon 

D.N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tiet,1en 

L.  M.Comstock 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr   Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Kaference  Marks  Used  on  Pag-es  68,  69,  and  70. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record  Departures  of  pre- 
cipitation with  i.s  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  ad.i'usted  to  a  uniform  ^s-vear  period;  for  stations  of  10  to  u  vears  the  means 
■      ••  •    '     -  '         wf^ed.  Reference  letters,  a, b,c,  appearing  ni  the  table  indicate  number  of  days  missini;;  for  e.xaniple  b  represents  two  davs  etc         t  AI«o 

not  supplied  Dy  Weather  Bureau,    til  Observer  lor  New  England  Power  Co.      'I'.  Precipitation  is  less 'than  0.01  inch  rain  or  melted  snow.  " 

>ain,  Wilson  Mills;  Krassua  Dam,  Uockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
■""•"•'.  "n'hiiii.  -)J,f"";  I'mkham  Notch,  (iorham  :  York  Pond,  Berlin;- Vermont-Bloom- 

" uinirroii;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. 

llapc.liville;  Lake  Cocliituate,  Framinghara;  —Connecticut- Cream 


for  the  period  of  record 
on  other  dates.    §  Ther 


tt  Post-oflice  addresses  0 

these  st.'inions  n 

re  as  follows :  ,VI 

Mill 

nooker;   Winslow,  Watervi 

le:-New  1  lamps 

liire-   First  Conn. 

tirtid 

North  Stratford,  N.  !!.;(; 

)r!iwall,  .VIi<l.ll..b 

11  v:  Mavs  Mills. 

-Mi 

ssachusetts-   .Xsliland.  l''i- 

lill,  Milton;  Kgre 

;;  Kal; 


shed  l)y  Massachusetts  Department  of  I'ublio  Health. 


t  Not  included  in  summaries. 


ixplauation  of  Reference  Marks  TJsed  on  Pagre  71 . 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endins  at  the  time  of 
)bservations.         *•»  Regular  Weather  Bureau  station  ;  precipitation  isfor  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning ;  amount 

"        "  'lecipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


recorded  is  for  the  preceding  24  hours.        *  Precipitation  Included  in  that  of  next  measurement. 


Explanation  of  Reference  Marks  TTsed  on  Page  72. 
are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


PRKSSIIRIC.   WIND,  HUMIDITY,  AND  SIINHH  INK 

Atmospheric  I'ressure 

Relative 

(reduced  to  sea  level) 

HnmidiLv 

KtHttOON 

1 

0 

i 

" 

s 

1 

2 

1! 

» 

i 

Si 

hJ 

■<  > 

^> 

w 

s 

a.^ 

j: 

Amherst 

30. 10 

30. 58 

27 

29.16 

5.1 

39 

23 

52 

Block  Island  .   .. 

30.  Of 

30.56 

27 

29.17 

17.7 

40 

nw. 

14 

77 

70 

70 

55 

30.  IC 

;w.Gi 

27 

29.15 

15.0 

78 

53 

48 

IbirliURton 

30.  (19 

30.  64 

■'9 

29. 15 

9.6 

32 

s. 

2S 

84 

79 

30  Of 

30  f^9 

28 
28 

29.10 
29.31 

83 

81 

63 

75 

p.n.  m  ■v\.e,2 

12.1 

39 

y 

77 

37 

■M\<r    r\n  r,(i 

27 
27 

29.21 
29.  12 

5.7 
4.3 

29 
22 

14 

23 

. 

Hanover 

85 

70 

83 

53 

Hartford 

;,';  I'i   ;;'!  57 

''7 

29. 19 

7.7 

2.') 

niv. 

23 

67 

52 

49 

Nantucket     

30.  lie,    30.. 18 

■// 

29.  14 

14  9 

47 

ne. 

76 

69 

73 

New  Haven 

30.12    30.. 59 

27 

29.  23 

9.0 

26 

14 

64 

51 

54 

59 

Nortl.  field 

30.09    30  62 

27 

29.  13 

6.6 

21 

n 

29 

86 

71 

84 

48 

Portland 

:30.08    30.64 

27 

29.  09 

8.7 

32 

ne. 

7 

76 

63 

(i9 

61 

Providence 

30.09    30.60 

27  1  29.  19 

7 

10.7 

38 

nw. 

23 

74 

59       64 

55 

X  observations  taken  at  8:00  a.  ra.,  and  8;oo  p.  m. 


December,  1937 


CLlMArOLOGlCAL  DATA:  NEW   ENGLAND  SECTIOiN 


Daily   Precipitation  for   December, 

1937 

Ur.uinisol.asin 
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Day  of  month 

_ 

.'1     3  I     4  1     5  1     a\    7  1     8  1     9  1  III  j  n  1  12  ]  la  1  U  1  15  1   If.  1  17 

18  1  19 

20 

21 

22 

23 

24 

25 

26  1  27 

28 

29  1  30 

31 

1 

Maine 

Easti-ort«"  

Ell.-wonii 

Biistis 

Fanniugtou 

!    1    '    1    1    1    M    1    1 

Coa^t                    ...                    '            ...l....i...   1  .11    .KV     34.... 

T.    .0J...J L.J.(y2 

.62 
.59 
.54 
1.01 

.04 
.02 
.04 
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.06 

.01 
'."61 

'.'io 
"."oi 

.18 
.29 
.42 
.19 
SI 
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.06 
.15 
.07 
.12 
.03 
.07 
.06 
.02 

.13 
.13 
.13 

.20 
.14 
.04 
.20 
.03 

'.'it 

.04 
.13 
.Ob 

'.'13 
.13 

;o6 

.16 
.2( 

T. 

.18 

'.'64 
.01 
.1" 

.09 

T. 

■f. 
'."03 

•.■6b 

.02 

.08 
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.07 

•'io 

.01 
T. 
.(2 
.17 
.05 

•'is 

.08 
.20 

■f. 
"l" 

1  51 

....do 

Kennebec 

..  do 

St  John 

o;  i.y  .1 

...    1.     ...■..'   -' 

.34  ... 

::::::.,.;,. 

.31  ... 

r    ... 

.15  .01 

^ 

T. 

■;6i 
.12 

.04 

f.' 

.04 
.0^ 

'.'no 

T. 
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;o3 

'.'66 

T. 
T. 

'.'is 
•v. 

T. 

■r. 

".G& 
T. 

't.' 
.07 

".bb 

.14 

'.'is 
r. 

T 

'.'oi 
'.'01 

.13 
t'.' 

2.59 
2.86 
2.07 
1  26 

Gardiner 

GneuviUc 

Hualioii   

Kennebec 

...do 

St.  John 

Kennebec 

i' 

".M 

.09 

.40 
.^9 

2.8^ 
.33 
.33 
.47 

1.84 
.44 

l.7fl 
.40 

1  .Uii  .02 
.07.... 

....  '.'Sa 

....|..., 

i::;;i:::- 

..S9    .15|  .451  .02 
.20    .081  .49  .... 
T.     .071  .40.... 
.15    .("21  .61  .... 

:d';25Lt::: 

:::: 

...  1  .To 

....1.20 

....:  .18 

3.30 
2.33 

JUKlliall     .. 

.10 

.0: 

.14 
.11 
.17 
.28 
.08 
.20 
.84 

] 

.'...IVV 

.21 

.07 
.03 
.27 
.23 
.14 
.0.S 
.2f 
.11 
.20 
.Ob 
.40 

.19 
.04 
.30 

•r. 

.25 
.22 
.21 

.4h 

'.'3.5 
.14 
.31 

.20 
.27 
.01 
.29 
.07 

^^"I'is'm ;;;; 

Kennebec 

••••I  — 

".'oi) 

.14 
.13 

2.61 

MiUiiiockot 

.    .|.... 

Hi)r°!i'BriagtOii... 

01>*t:>Wll 

piMtl.inl'** 

{.r,.s.,r.e  Isle    

Kii'.»:eiiu:.Dftni... 

l^r^, ::::: 

Presuinpscot 

PenobscDt   

:::.|.:.: 

'.'46 

'.'io 

.8h 
.13 

.40 

'."28 
.04 

.2r 

.11 
13 

|.-,P 

r 

T. 

".06 
■^^ 

'.'6i 

f.' 

.06 

'  .'63 
.02 

T. 

.26 

'.'25 
'.'63 

■.'23 

3.61 
1.70 
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.071  .2.'il  .0." 

::::!  .02 

1  25 
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1   .  04 

.01 
.14 

.  11)1  .101 

tv 
'f.' 

'.'66 

'f.' 
'.'08 
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.10 
'.'62 

.05 

.12 

'."65 

'.'20 

'.'os 

.09 
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.0 
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.03 
T. 

'.'12 

'.'i2 
Vie 

.09 

'^26 
'r. 

.14 

".03 

.06 
.02 

■f.' 

■f 

■.■62 

.20 

.05 

'f, 
T. 

1  87 

.as 

1.00 

.651... 
.441  .12 

:4::- 

.59.13 

:?fl:::: 

I'.iii:.':: 

■'f. 

Winslow. 

Wooauu.d"   

>>»■  irampshire 

...do 

.11    .10 
.73    .. 

2.32    .06 
1.08'   . 

.23 
.19 

;:: 

■.'20 

.0! 

r 

.01 

'.'os 

.02 
".'65 

2.41 

AndroscoBgin 

Merriuiac 

.01 

i'in 

4.01 
3  56 

Cl>lH01  (1     

Fnu.klin ••• 

Keeue (near) 

:o4.'.:: 

.22  .r 

3  89 

.01 
.0. 

.6i 

.03 
.25 
.03 
.23 
.05 

1 

.01 
.02 

.03 

1 

.63 

;i 

24 
.30 
.05 

'.X 
.48 

.14 
.26 
.41 
.41 
.33 

T. 

■.^' 
.03 
.05 
.25 
.7o 

'.'08 

.08 
.02 
T. 
.01 

5  73 

Connecticut 

Merriimic 

Connecticut 

.06 

.91 

1.14 
.10 
.92 
.67 

1.69 

2."  66 
.85 
1.9b 

.65 
1.10 
.81 
.72 

1.05 

T. 

T. 

3.54 

3.02 

.62 
.9 

.25 
.87 
.64 
1.08 
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•.'08 
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T. 

.36 
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do 

1.86 

f. 
T. 

'."i? 
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.06 

SO 

3  55 

....do 

Connecticut 
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Connecticut 

....do 

Champlain 

Connecticut 

.   ..do 

Champlain 

t" 

■v.' 

T. 

:::: 

■J'. 
.... 

.... 
.... 

.07 
T. 

■v.- 

.02 
.01 

4.01 
2.42 

4.02 

2. 35 

2.b8 
2.29 
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2.12 
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.01 
.04 
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T 
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T. 

■r. 

T. 

tv 

T. 
T. 
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't'.' 

T. 
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T. 
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1 
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Champlain 

....do 

..do 
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....do 

...do 
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...do.    

']-. 
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.03 
.•XI 
.04 

..58 
.69 
2.91 
.67 

.42 

.'73 
2.01 
T. 

1.56 

i.'TO 

-3 
Sfi 

.80 
.64 

.57 

i.'og 

.8C 

.23 
^'^5 

.13 

.04 

'."io 
.44 

.52 
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'.'62 
.01 

f.' 

'.'oi 
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'.5o 
.25 

■.'39 
.28 
.12 
.41 

.24 
.27 
.24 

■.'21 
.18 
.36 
.13 
.40 
.12 
.04 
.24 
.07 
.03 

:g? 

.42 
.12 
.32 
.43 
.38 
.16 
.10 

T. 
.!( 

'.'64 
.23 

.03 

.09 
.04 
.08 
.80 
.08 
.02 

■.'i 

.08 
.40 
.79 
.08 
.3;- 

'o^ 

.73 

'.'52 
.05 
.07 
.02 
.36 
.40 
.58 
.03 

.'51 
.12 
.03 
.57 
.02 
.68 
.07 

.11 
.05 
.06 

.37 

-.11 
.10 

^45 
.22 

.90 

.13i 

.80 
.60 
1.07 

".■59 

! 

.35 

.48 

'.'so 

.80 

.03 
.69 

.14 
.14 
.55 

T 

T. 
.01 

.29 
.29 
.02 

f.' 

'.'oi 

■f.' 

T. 

'.'61 

f.' 
.01 

'."oi 

.04 
T. 

.21 
T. 
.19 
.25 

f. 

.22 
T. 
.07 

'.'i2 

.21 
.20 
.26 

.05 
..5b 
.39 

'.'5f 
.49 
.44 

.02 

■r, 

f.- 
.02 

tv 

T 
.01 

.IS 
.0" 
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.l:j 
'1'. 

.02 
T. 
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2.  35 
2.21 

.01 
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1. 1 

.13 
.07 

'.'20 

.32 
.22 
.29 
.13 
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.lb 
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.lb 
.  11 
.27 
.2c 
.16 
.30 
.27 
.16 
.15 
.20 
.16 
.18 
.17 
.07 
.25 
.20 

:ll 
.12 
.22 

.18 
.23 
.30 
.04 
.19 

.20 
.28 

.08 
.12 
.15 
.04 
.15 
.11 

;2: 

.17 

.03 

2.65 
3.43 
3.14 
3.23 

2.44 
5  09 

.... 

.04 
.03 

"m 

T. 
T 

■.'6i 

T. 
.02 

'.'62 
T, 

'.'61 

.06 

■.'03 
.11 
.15 

.07 

'.'28 
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.oai.... 
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'.'08 

T. 

t.' 

'.'61 

.20 
'.03 

'.'11 
VV 

T. 

.56 
.33 

'.'62 

'.'ii 
■.'2? 

.15 

2.95 
3.79 
3  03 
3.61 

Clinton**  

Merrimac 

Con<'or(l 

Bn'^l  Wareliaiii**  . . 

...do 

Coa«t 

■v.' 

".G\ 

1.43 
1.83 
.02 
.23 
.13 

i.'8.5 

.'05 
2.59 
.04 

.95 

2:68 
.89 

1.61 
.20 
.25 

i.'4i 

1.63 
.07 
.28 

EKP^r-mf 

Fall  Kiver  

.35 

'.■36 
.26 

Coast 

'.'67 
.02 

.01 

■.'6i 

.22 

"43' tv 

4  58 

Palmo  itli" .       .. 

ritfl.bure 

Fra'-iingham 

....do 

Merrimac  

..  do 
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Connecticut 

T 

1.62 

".13 
M 

.07 
.11 

.08 

T. 
T. 

3.29 
3.98 
3.43 
2.79 
4.37 

Fra'iklin"   
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Haverhill 

.24 
.26 

'.'21 

■.'31 

.02|.... 

'.'78 

.06 
.93 
.26 

.55 
.67 

'.'67 
.50 
..57 
.05 
.72 
.33 
.11 
.46 
.07 
.64 

.29 
.74 
.29 

.59 
.36 
.82 

T. 

t'.' 

'.'55 

'.03 

.03 

'.'66 
.60 

.12 

Hyannis 

Coast 

...  do 

Merrimac 

Coa.st 

....do 

T.- 

.4.5 
2.40 

.42 
.70 
.67 
.40 
1.96 

.'92 

1 

55 

3  06 

T. 

.40 

4.52 
4.04 
2.76 

4.15 

t ' 

.08 
.13 

!02 
.80 

.43 
.32 
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.79 
.40 
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'f.' 
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.01 
T. 
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f.' 

".61 
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T. 

.'6i 
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Housatonic 

'.'io 

2.85 
4.10 
3  6i 

Coast   

....do 

..do 

.09 
.08 

'.09 
.11 

.29 

■town 

.44 
.05 

lo'i 

.44 
.38 
.29 

;i 

:45 

.62 

.'40, 

.37i 

,  t 

2.81 
3.15 
2  14 

;i(se" 

.29 

.59 

'.'6i 

.43 

■m 

Connecticut. 
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.05 

.03 

.29 
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.091  .13 

'.'15 
'.01 

'.'i9 

T. 
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:70    .02 
.05    .04 
.  76  . . . . 

06   T. 

.03 

1.75 
2.46 
2.81 

2.22 

idon  **.... 

.26 
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.29 
.'.54 

.08 

'.',50 
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.09 
.17 

f6 

.04 

.09 
.05 
.10 

T. 

V  Mand 
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do 

.49 
1.46 

55 
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...do 
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T 

-r 

3.22 
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....do 
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.30 
.28 
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.45 
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.08 
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.90 

tv 

.05 
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T. 

•'ie 

.'56 
.18 
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.01 

.18 

2.43 

■tWnd.**... 
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.92 
.42 

.39 
.34 

;76 

'.4\ 
.55 

T. 
T. 

.39 
.34 
.03 

'r. 

.06 
.47 

2.33 
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Coast 

T. 

•.•61 
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.11 

2.35 

■1 

.08 
.05 

.'io 
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.4) 
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.14 
.12 
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...|... 
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1 

1 

1 

1 

1 

I  page  64  for  explanation  of  reference  marks. 


OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December,  1937 


Daily  Temperatures  for  December.  1937 
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No.  13. 


(  GENERAL,    SUMMAKY. 

'  The  year  1^37  closed  with  a  remarkably  warm  December,  and 
his  warm  weather  continued  with  sliglit  interruption  through 
anuary  and  February,  so  that  these  three  winter  months  aver- 
aged a  fraction  under  30°,  which  was  the  warmest  winter  on  re- 
cord except  that  of  1889-1890,  when  temperatures  averaged 
slightly  above  30°.  The  months  of  May  through  August  were 
also  notably  warmer  than  normal,  and  August  was  the  warmest 
ever  recorded,  and  has  been  exceeded  by  higher  average  temper- 
atures in  July  but  twice,  1921,  and  1911.  There  was  a  moderate 
deficit  of  rain  in  July,  and  in  coordination  with  the  excessive 
heat  caused  some  hardship  in  agriculture  and  industrial  pursuits. 
Tlie  other  warm  months  of  the  growing  season  appeared  to  de- 
velop more  pronounced  growths  of  ferments,  fungi,  and  other  of 
the  micro-organisms,  etc.,  so  that  wliat  appeared  to  have  been 
exerllent  weather  for  organic  processes  failed  to  produce  the  ex- 
pected favorable  results.  In  portions  of  eastern  Massachusetts 
in  July  tlie  lack  of  rain  was  a  serious  drawback  to  vegetation ;  the 
lowest  monthly  amount  of  rain  being  ().07  inch  at  East  Warel.am . 
The  excesses  of  warmth  which  accumulated  in  six  of  the  first 
eight  months,  were  slightly  depleted  during  portions  of  the  last 

[Continued  ou  page  77] 


The  average  annual  temperature  for  the  Section  was  47.4°, 
which  is  1.5°  above  the  mean  for  the  past  50  years.  The  aver- 
age temperature  for  the  northern  division  was  44.9°;  for  the 
southern  division,  49.8°.  The  highest  annual  mean  temperature 
was  53. 1°  at  Pawtucket,  Rhode  Island;  the  lowest  was  39.8°  at 
First  Connecticut  Lake,  New  Hami~;shire.  The  highest  temper- 
ature reported  was  102°  at  Waterbury,  Connecticut  on  July  9th; 
the  lowest  was  -28°  at  First  Connecticut  Lake,  New  Hampshire 
on  March  6th.  The  annual  range  for  New  England  was  130°; 
the  greatest  local  annual  range  was  119°  at  Fort  Kent,  Maine; 
the  least  local  annual  range  was  70°  at  Nantucket,  Massachusetts. 
The  greatest  daily  local  range  w'as  59°  at  Plymouth,  New  Hamp- 
shire on  May  8d. 

The  average  annual  precipitation  for  the  Section,  v/as  47.33 
inches,  which  is  5.57  inches  above  the  mean  for  the  past  50  years. 
The  average  precipitation  for  the  northern  division  V(-as  44.78; 
for  the  southern  division,  49.81   inches.     The  average  annual 
f:ill  for  the  northern  division  was  64.2  inches;  for  the  south- 
vision,  24.2  inches;  for  the  Section,  44.9  inches,  which  is 
iches  below  the  mean  for  the  past  50  years.    The  greatest 
d  precipitation  was  66.91  inches  at  Pinkham  Notch,  New 
i'shire;   the  least  annual  amount  was  25.28  inches  at  East- 
^[aine.     The  greatest  local  monthly  amount  was  10.79  in- 
,:t  Pinkham  Notch,  in  October;   the  least  local  monthly  a- 
r  was  0.07  inch  at  East  Wareliam,  Massachusetts  in  July, 
-leatest  amount  in  any  24  hours  was  5  25  inches  at  Pink- 
Xotch,  New  Hampshire,  on  October  20th.     The  average 
I  M  :!i.er  of  days  with  .01  inch  or  more  of  precipitation  was  128, 
'.vliich  is  6  above  the  mean  for  the  past  50  years. 

e  prevailing  direction  of  the  wind  was  northwest;  the  aver- 

locity  was  9.5  miles  per  hour,  Avhich  is  0.9  mile  per  hour 

V  the  mean  for  the  past  50  years;   the  maximum  velocity 

led  during  the  year  was  65  miles  per  hour  from  the  west. 


The  ai(Xj)y];ine  ave^-ii^e 
is  1  percHifj^^jlgw  th 


cloudy,  and  134 


efoilf/ 


i2  percent  of  the  possible  amount,  which 
^n.    Tiie  cloudiness  was  slightly  above 
■ection  vias  138  clear,  93  partly 

1: 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Khode  Island,  and  Connecticut. ) 


Temperature 


60     48. 5     106 


Precipitation 


37.  13 
35.02 

38.46 


39.71 
37.6-1 
•!6.  70 


33.83 

39.75 
37.90 
35.10 
■11.01 
37.46  ill3 
43.08  I  82 
38.26  I  71 


40.  59  I  76. 2 


.67  I  81.5     44.01 


57.10 
52.71 
49.75 


46.64 
38.03 
38.36 
42-89 
50.19 
55. 05 
40.27 

45.  53 
52. 84 

46.  55 
45.71 
42.  97 
39. 29 
45.  07 
45.33 
38. 40 
40.13 
30.  86 
38.82 


41.63 
39.81 
38.48 
47.80 
51.07 
40.  94 
45.31 


41.92 
41.45 
48.84 
42.55 
41.49 
34.  02 
42.  14 
46.  95 
48.  25 


No.  of  clays  (all 
New  Knglaud) 


115 

148 

1  130 

\h\- 

1  123 

147 

123 

Ht 

126 

139 

126 

141 

118 

Ifi:^ 

115 

157 

1)8 

153 

1(11 

164 

131 

147 

127 

141 

130 

129 

138 

128 

141 

116 

1-19 

125 

14? 

125 

1-15 

136 

VAi 

127 

142 

125 

I3f 

137 

136 

138 

122 

14  2 

MONTHLY  AVERAGES  AND  EXTREMES,  1937. 

Temperature. 


30. 6  -1- 
28. 0  +  6. 1 
28.  9  '- 
43.01- 
57.3  -f  2.2 


I  25!  4 


Precipitation. 


Jan 

Feb... 
March , 
April . 
May  . . 
June.. 
July.. 
Aug  ... 
Sept.., 
Oct ... . 
Nor  ... 
Dec... 


Annual:  47.4j  +I.,'i;i02    -28   47.33+5.57,  44.9    128    138 


3. 391 -f  0.01 
3.921+0.58 
24!     4.64+1.29 

34  4.56i  +  1.14 
39     2.791-0.89 

35  4.161+0.30 


4.98+1.43 
6r27 +1.801 
a.  97,-0. 36, 


39  s. 
51  ne. 
43  se. 
49  s. 


65  VI. 
56  e. 
47  ne. 
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CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION. 


Year,  193'; 


Climatolog-ical  Data  for  the  Tear  1937. 


Uar  Harbor  (near) 

Eastport 

Farini!ij?ton 

Fort  Kent 

Gardiner 

Greenville  

Hoiilton 

Lewiston  

Madison  § 

MilliiioeUetg 

Kortli  Biidgton . .. 

Oldtowu 

I'uriland 

I'resque  Isle    

Rlpogenus  Dainltg 

Kninfi'rdg 

Winslow  § 

Woodland  § 

For  State  J  . . 

Nef  Hampshire 

Berlin 

Betlilehem 

Concord 

Durham . 

First  Conn.,  Lake. 

Franklin 

Glenclir  

Hanover  § 

Keene  (near)§ 

Nasbua  § 

Piukham  Notch. ... 

Ph  mouth 

For  State  J  . . , 
Vermont 

Kennington 

Bloomtield  jj 

Brattleboro  § 

Burlington 

Cavendish 

Chelsea  

Cornwall  XX 

Enosburg  Falls  . . . . 

Newport 

Northlleld 

Butland 

St.  Albans 

St.  Johnsbury 

Somerset  

Woodstock  

For  State  J . . , 

jlnsmchnsetts 

Amherst  § 

Blue  Hill  «§ 

Boston 

Brockton 

Chestnut  Hill  § 

Clinton  § 

Concord  § 

East  Wareham 

Fall  River 

Fitchburg§ 

Framiiigham  g.... 

Haverhill 

Hyannis 

Lake  Cocbituate  .. 

Lawrence  § 

Lowell  § 

Nantucket 

New  Bedford 

Pittslield 

Provincetown 

Taunton 

Williamstown  §... 

Worcester  § 

For  State  t   . 

Wio'le  Mand 

Block  Island 

K'ngston  § 

Pawtucketg  

Providence 

For  State  X  ■  ■ 
ConnedirM 

Bridgeport 

Cream  Hill  XX 

Falls  Village 

Hartford . . 

New  Haven 

New  London  

Norwalk . . 

Putnam 

Storrs  X  

Waterbury 

For  State  | . . 


Hancock 

Washington  . . 

Franklin 

Aroostook 

Kennebec 

Piscataquis  . . . 

Aroostook 

An(iro.«eoggin. 

Somerset 

Peaobscot  — 
Cumberland  .. 

Penobscot 

Cumberland  .. 
Aroostook  — 
Piscataquis . . . 

Oxford 

Kennebec 

Washington... 


Coos 

'Jrafton 

Merrimack 
Strafford  . . 

Coos 

Merrimack 

Grafton 

....do 

Cheshire    .. 
Hillsboro . . . 

Coos 

Grafton 


Bennington  . 

Essex 

W  indham  . . . 
riiittenden  . 

Windsor 

Orange 


Orleans 

Washington 

Rutland   

Franklin 

Caledonia... 
Windham  . . . 
Windsor 


Hampshire.. 
Norfolk...  . 
Sufi'olk  . . . . 
Plymouth   .. 

Suffolk 

Worcester  .. 
Middlesex  .. 
Plvmouth . .. 

Bristol 

Worcester  .. 
Middlesex  . . 

Essex 

Barnstable . . 
Middlesex  .. 

Essex 

Middlesex  . . 
Nantucket . . 

Bristol 

Berkshire . . . 
Barnstable  . 

Bristol 

Berkshire . . . 
Worcester  .. 


Newport  — 
Washington 
Providence  . 
....do 


r  airfield 

Litchfield  . . . 
...do.  ....... 

Hartford 

New  Haven  .  . 
New  London. 

Fairfield 

Windham 

Tolland 

New  Haven . . 


Temperature  (degrees  Fahrenheit). 


Precipitation  (inches).    - 

i 

tJ 

i 

>. 

o 

• 

■a 

t  ■ 

g 

■^ 

ii. 

fl 

OS 

i 

a 
1 

1 

\ 

2 

^ 

o 

1 

1 

1 

3 

s 

H 

o 

1-J 

^^ 

i^ 

550 

12.5 

■2,  OOQ 

500 


Aug.  e 
May  31 
do     31 

May  31 
Aug.  viBt 
do  8 
Sept.  3 
./one  1 
M;..y  31 
Aug.  n 
Juno  1 
.Inly  8 
May  30 
Sept.  3 
May  31 
Aug.  6 
June  It 
Aug.  21 


July  8t 
Aug. 

July  8t 

juue  1 

Aug.  7 

do  21t 

July  8t 

do  8t 

do  8t 

do  9 

May  31 

July  8 

do  9 


do  8 
Aug.  30 
July     8t 


May 
July 
do 


May  31 1 
July  9 
do  8t 
Aug.  30 


do  8t 
Aug.  20 
July  9 
Aug.  20 


do  8 
Aug.  20 
July     St 

do 


July  10 

do  81 

do  8 

do  8 


July 

do  lot 

Aug.  20 

July  9 

do  9 

do  9 

do  9i 


Jan. 

Dor. 
do 
do 
do 
do 
do 


do 
do 
do 
do 
.)an . 


Dec.  28 
Jan.  271 
Dec,  31 

do  31 
Mar.  6 
Dee.  31 
Jan.  28t 
Dc-c.  31 
Mar.  14 
l;ec.   SO 

do  21t 
Mar.  Hi 

do       6 


Mar.  61 
Feb.  4 
Dec.  31 
Feb.  4 
Dec.  in 
do     31 


Jan.  28t 
Dec.  11 
do  31 
Mar.    6t 


do 
Feb. 
Dec. 

do 
Feb. 

do 
Dec. 

do 

do 
Feb, 

do 


Feb.  2 
Dec.  13 
Feb.  3 
do  2 
Dec.  13 


Feb.  3 
do      3 

Mar.  10 

Feb.  2 
do  3 
do      3 

Dec.  14 
do     12 

Feb.    3 


49. 14 
42.  48 
S3.  30 
52.07 
44.51 
42.  47 
55.  08 
39.fil 


31.81 


49.  25 
36.02 
48.05 
52. 03 


42.  09 
46.61 
46.54 


50.34 
3.^05 
49.  72 
40.  25 


43.67 
36. 63 
43.63 
52. 18 
42. 66 
46,96 
43. 53 
47.87 
46.97 
40.  37 
41.39 
46.46 
42.04 
43.49 
40.02 
44.05 
45.65 
39. 23 
46.13 


46.09 
42.13 
43.81 


5.20 
7.55 
7.16 
5.91 
C.91 
6.12 
6.60 
8,89 
6.04 
5.77 
4.31 


5.31 

7.59 
7.17 
5.50 


4.27 
6,14 
C.31 


6,09 
5.  66 
5.34 
4.65 
5.24 
7.78 
5.20 
7.71 
5.40 
7.56 
6.08 
5.07 
5.30 


7,00 
7,39 
7,36 
7.00 
9.10 
7.54 
9,75 


Aug. 
do 
do 

Sept. 
Nov. 

Aug. 


do 
do 

Aug 
Nov 
Aug. 

do 

do 

do 
June 


Sept. 


Bold  face  type  gives  state  valr 


All  complete  records  used  in  determining  state  values,     t  Also  on  other  dates.     §  Thermometers  not  supplied  by  Weather  Bureau. 
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Monthly  and  annual  precipitation  for  the  year  1937,  with  departures  from  the  normal. 
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Year,  1937 


Monthly  and  annual  mean  temperatures  for  the  Year  1937,  Twith  departures  from  the  normal. 


January.    Febniiiry.     March 


Maine. 

Harbor 

Kastport 

ruiington... 


Kent . 

Gariliner 

Ureenville 

Houlton 

Lewiston 

Madison 

Milliiiocket 

North  Bridgloi! 

Oldtown. 

Fortlami 


27.4 
.027.6    +  6, 
+10. 1  25  4    +  8. 0 


'res 


RipoRei'ii^'  r)'iin 

Ruiiifovd 

Vanceboro 

Winslow 

Woodland 


i:i.  .'126.2  l+r 
s.',)22.  8  1  + 
7.'.)  25.0 

-12.2|27.6 

-  9.2:;0.4 


Franklin 

GlenclilT 

Hanover  

Keene(near) 

Nashua 

Pinkhani  Notch . 

Plymouth 

Va'motU. 


Benningt 

Blooinfiehl i'ji.  i, 

Brxttleboro -•: 

Burlington jt 

Cavendish  ii.  J 

Chelsea i2(i  ^ 

Cornwall |28. 2 

Eiiosbiirif  Falls 25.4 

Newport 127.4 

Nortlifield [26  3 

Rutland SI.  0 

St. 


+  12.4 
+  9. 
+  S.O 


+  10 
+  10.3 

+  8, 


+  5.9 

9.3 

+  6.6 

+  8.4 


+  7.1 
+  7.3 
+  7.1 
+  6.0 


St.  .lohnslnn 
Somerset. . . 
Woodstock. 


Massndiiiaellx. 


Amherst  . 
Blue  Hill. 
BosroN  .. 
Chestnut 
Clinton... 
Concord. . 
F:,i>t  Wi.rn 
FallRiv.r 


+  10.9i24.0    +7.2  23.1 
.  0l22.  1    +  6.  0  20.  8 
125.4    +  7.3  26.6 


Provinc-er.iwi: 

Roc'kpov^ 

Spnnutie,,! 

Stocktiri.i.r., 

Swampsi  oCt 

Taunton     

Turner's  Falls 

Williamstown 

Worcester 

Rhode   Jdaiid 

Block  Island 

Kinffston 

Pawtucket 

Providence  

Cnnvectiriit. 

Bridseport 

Cream  Hill  .   . 

Falls  Village 

Hartford 

New  Haven 

New  Loudon    

Norwalk 

Putnam 

Storrs 

Waterbury 


U.6  +  7.930.0 
31.0 
5  33,  2 
3.<0  1  +  10.7  85.0 
32.8    +  7.6  31.2 

33.6  1+  9.6  31.6 
36.8    33.0 

37.7  1+  8.7!33.8 
34.2  1+  9.fi!:n.9 


38.5  +  8.0  33.8 

32.8  +  8.5  30.4 

.33.0  +  8.3|31.7 

40.0  +  8.7|35.6 
37.8  +  8.3133  7 

31.8  +  9.3|28  2 

41.1  +12.  ,5,36.  3 

38.9  +  8.3  35,6 


...-141,0 
4.0  38,6 
4,7  43,3 


+  6.3  31.4 
+  6.2  31.0 
+  4.4  34.1 
+  8,3  35,3 
+  7.0  31.5 
i-  7.8  31,9 

33.2 

+  5.  5  133,  8  i 
+  7,7  |31,0  ^ 
+  7.9  33.6 

32,2 

+  5,0  !34.4 
+  6.2  31,2 
+  6.6:31,8 
+  4.9i36.2 


+  9,93i,8    + 


-  2.2143.0 

-  3,0l44.4 

-  3,0,44,2 


155,2 
l!57.3 
8|,58,  6 
5  54.  7 
91.59.6 
9I59.  8 
7i60,8 
1158.0 


+  2.5 
+  2.3 
+  2,0 


-0.2 
+  0.3 
+  0.9 


'37.6 
;«.8 
(35.9 
,35.0 


+  8.534.6 
+10.2  34.2 

+  9,  3  35. 6 
+10.4  34.2 


+  9.4  30  8 
+  10,333,0 
+  9.4  33.6 
+  8.6  33.8 
+  9  132.2 

!.32. 5 

+  9.7  31.7 
+11.  4  .33. 8 


+  4.2  35.2 
+  7.4  33.4 
+  6.4  35.5 
+  5.2  34.6 


+  3.7  33.6 
+  7.0  28  6 
+  5. 1  '30.  0 
+  58  33.4 
+  4.6  34.5 
+  4.6;35.2 
+  5. 6  ,33. 4 

3I.4 

+  6.9  qO.9 
+  5.5,33.4 


4. 2  46. 7 
4.3,43  9 
■  4.2j43,8 
•  1.6'47,  1 
1.3147.3 
1.8;47  2 
2.  6  47. 2 
. . . ,  144  3 
3. 7I44.  7 
3.4l46,9 


1.1  PO.  6 
0,659.0 
0.858.6 
0.4  61.4 
0,1161,  3 
0.  6|60. 3 
0.4,61.6 
...,58.6 
0. 6i58. 6 
O.9I6I.I 


+  3.1 

+  2.7 
+  2,8 


+  2,0 
+  3.3 

+ 

+  2.0 


August.     September    October.    November  December.    Annual, 


.3  71.6 

171.2 
73.2 
1  9173.4 
0,3  70.5 
1,0;70.6 

.,.,  71.4 
0.972,3 
1,  8  72, 5 
2. 6  73. 2 

. . . .  70.  0 
1.270.0 
0.6  72.2 
1.173.6 


+  1.4  73.2 
+  1.8  72.4 
+  3.0  72.8 
+  2.5  72.8 
+  2.2lfi9.4 
+  2.0|74  0 

68.  3 

+  0,7169.7 
+  0.5  70,7 
+  2.973.6 
+  2.171.0 
+  0.2  70.8 


+  1.6  69.7 
+  0.5  69.7 
+  1.174,0 
-  0.5  73.5 


3,0  67.0 
2.  0  [73. 2 
2. 4  69.  6 
1.7  72  0 
0,3  171.6 
•  0. 5  72. 0 
....  65.9 
0.8  69.8 


+  6.9 
+  3.6 

+  7 


+  7.1 
+  6.6 
+  6.4 
+  5.4 
+  3.6 

+  '4.'6 


+  5,9 
+  .3.7 
+  4 


+  3.5 
+  3,8 
+  2.3 
+  1.5 
^  3.1 
+  3.1 
+  0.4 
+  3.6 


—  0.3 
+  2.1 
+  2.3 
-0,4 


1. 8  72. 8 
2.370.6 
0.9i70.0  |-  0.1  71.8  1  + 


+  6.2:.59.0 
+  3  9I52.6 
+  5  3  56.  8 


0  (1 

7. 

fi 

.9 
0 

1    7 

.5 

1.3 

.4 

3.2,58.8 
5.7162.0 
4.7|02.8  I— 
5.0|63.4 


3.3  51.3 

0.6  48.8 

2.4  kS.  7 
0.3  151.6    +  0,4 


+  5.161.4  j- 


44.2    +   1.4 


43.6    +2.0 


-  1.3 

+  0,5 

-  1 


0.9 
0.6 

+  0. 


Reference  letters  indicate  number  of  days  miasiog;  ■  one  day,  b  two  days,  etc. 


i'EAK,    193/ 
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SUPPLEMENTAL    RAINFALL    DATA,    1937. 


Maine. 

Baii'-jor 

Kras.-im  Dain 

,c  Wintlirop  .. 

Ellsworth 

Kusti=........ 

Ft.  Fairlield(near) 

Hiriim 

Jack  mail 

Mftcliias 

MiaaieDam 

Milo 

Mooseliead.  ..   .. 

OroMi). 

Rockhmd    

Squii  Fan  Dam  . . 

rhe  Korks 

DppiT  Uam 

yew  I{<impsliire. 

Di-vville  Notch  .. 

Pitzwiiliaiu   

Oampton  Beach. 

Hillbboro 

tekeport 

bhucaster -  -  • 

Uncolu 

Hanchester 

Milan 

Ht.  Washington 

Sew  Durham 

Sew  port   i. 

S'oru!  ^^tratfo^d.■ 
rtes;  Lebanon... 
\\.  <i  wartstowu 
li.uro  Falls.. 
Sioi  k  i'uud 


i\  ^ 


2.29  2  95! 
2.38  2.391 
3.61  4.13 
2.  36  3. 38; 
2.40  2.42; 
2. 14  2. 721 
5. 58  5. 11 
2.25  2.1.5! 
2. 48  4. 02! 
3.22  3.14 
2.27  2. 
2.591  2.24 
2.531  3.22 


1. 85  2. 
2.70  2.50 
2.23   2.32 


Vennont. 


Bellows  Falls. 
>a'.sl>ury  Comm 

'.a:>t  Ilirnet 

;:isi  iivegate. ... 

lilin:,,;. 

tfaVOIiIl 

■Kloe  Falls  .. 

s'ewf.ine 

iea   sl)oro     

loc'pster 

ieavluirg  Mt. ... 
it!.:'-',mg  Station 

'ernoii  

.Vt>:  luuke 

Ve^;  Hp.rtford.  . 
Iliver  June 

Tditiiigham 

.Viid.  r   

Vilmiugton 

ila^mchiitetls. 


Idams  

Vshhuid  ... 
kthol 

Irtinwood  . 


aiester 

iterlield 

SBremont 

1»lmoiit!i 

tankan 

lardner    

iroioii 

larrluick 

feath 

loljdUo 

loosac  Tunnel 
lobbardston .  . 
tswich 

'.sou 

CODoza  Lake  . . 
ilield ...... 

sboro...., 

in 


.    fachnsett 

nwburyport . 

lorthbridpre 

ttl8<west) 

ibroke  

1 ;. 

'•"tftrshpin 

■lainfield  

'rinc'^ton 

kelbume  Falls  . . 

onthbridge 

Pond 

terling 

fare 

rebster  

reetfield 

Weston  College. . . 

land 

)n 

(Clark) 


4.99 
1 

3.931  3.10 
2. 81  3.  m 
2  25  2.58 
10.45114.36 
5.19 
3.2<;| 
1.81 


2.41  4.04 
2.43,  4.40 
4.26'  6.15 
3.271  2.76 
2.911  5.41 
1.06  2.87 
4.64'  6.70 
2.20:  3 
3.84!  3, 
...'  6.01 


0.63  3.75 
2.80  5  05 
3.14   5.49 


2.22 


5. 101  3. 82 
2.57;  2.41 
5.49  3.49 
6. 13  4. 25 
4.72  2.9' 
6. 36  3. 5. 
7.01  4.20 
4.89  2.78 

2.88  3.15 
3.00   2 

3. 03   2 
5. 78!  4. 26 
2. 71 1  2.12 

5.89  4.06 


5.06  3.43  3.30 

4.52  2.32  3.541 

5.67    1.99  3.66 

4.S2I  1.16  3.38 

5. 14   2. 14  3. 50 

5.37   3.27  ....I 

5.21|  4.651  3.95; 


5.40  4.17 
4.44;  5.82, 
2.69  4.89I 
5.48  5.72. 
7.52  4.461 
5.  S6  3. 97 
5.46  6.25 
4.10  5.08, 
5.21  4.591 
9. 38!  8.  IS 
4. 07;  4. 12 
6.46   6.82 


S        5i 


6.09'  2.74 
2.81|  4.53 
0.39!  3.67 
3.82  2.30 
3. 091  2. 19 
4.31  3.02 
4.3S: 
0.95i 


6.28 


3.07 
2 

2.02 

1.51 

2.22 

4.82 

2.04 

4.51 

3.98 

2.97 

4.10 

4.47 

3.951  6.67 

2.001  5.38 

2.  801  5. 79 

3.07 

4.50 

2 

5.15 


6.51  3.37!  I.25I 
5.32  3.15:  1.9tt 
7.44i  5.59  2.99 
6.12,  4.71 
4.70 
5.27 


4.82 
4.43 
3.51 
4.56 

2.481  4.01 

3.54 

2;55l  4.48 
6  87;il.58 
2.65   4.25 


1 
3.  481  2. 8&I 
3.081  2.51' 


.  021  2. 


3.99    1.511 


5!  2;9s' 


..I  4.161  2.43,  3.49,  4.101 
4.17; 
5.73! 
3.75| 
4.56 
4  33 
3.93; 
4.45| 
5.191 
5.351 


2.56i 


5.41    4. 
5.05  2.03 

4.85]  1. 

6.221  2.29  4.221 
5.111  2.31  4.13i 
4.82|  1.97  3. 
4.36;  1.22.  3.46; 
4.62  1.49;  3.61, 
4.69!  2.34  3. -121 
4.691  2.35   3.611 


4.43] 
3.50] 


4.68  2.54  3.14  6.62 
_  _.  1.26  3.93  3, 
9.28'  4.59  5.67 
4.19!  ....I  .... 
4.21  2.08'  4.14 
....  2.83  6.74 
6  26'  1. 70  5. 89 
5.04;  2.91  7.59 
3. 14'  0. 77  7. 00 
4. 18^  2.01  6.41 
6. 04j  2.  90l  3.  20 
4.72  L57!  3.89 
5.54,  3.09!  6.10 
4. 32   2. 32   5. 25 

2.66   5.70 

2.811  5.73 

1.901  6.43 

1.18;  3.56 

1.67 

0.491  2.35 

2. 16   6. 

0.91   3.99 


.041  3.65 


1.73   6.76 


4.07   3.02!  3.75 


4. 49  2. 10'  4. 35i 

4.6II  2.19   3.74 

5. 62   2. 89;  3. 74 

4.071  1.13i  3.43 

5. 48   3. 89   4. 79 

5.36  2.14   3.60 

6.03  3.83   4.38: 

5.  08   2.  .53   3  361 

5. 38'  4. 53!  4. 25 

6.14   2.44'  3  65 

4.87|  1.651  .3.65   4.71|  3. 12|  5. 

5.01'  2.361  3.36 

5.17!  1.66'  3.05 

5.20    L71    2.94 

5.  33;  3. 05'  4. 14 

3.  59   2.  44,  3. 54 

5. 60t  2. 46;  3. 20; 

5.751  1.75   3.43 

4. 75  2. 19   3. 491 


4. 6-S'  0. 491  3 
3.86   3.8I!  6.31 


8.07 

7.'  56! 
.40, 


5. 92: 
2.66, 
.5  21I 


2.43 
1.11;  6.84 
2.25    6.08 

2!  99   3!7C 
2. 04   4. 16 

5.151 
4 


4.04; 

5.721  3.66 
3.75  2.36 
4. 841  6. 45 
4.33|  1.26 
5.21  2. 
6.80  2.00 
4.47   3.15 


33.00 
42. 26 
40.85 


3.82 
:.02 

55. 32 
37.81 
53. 36 
51.04 

2.961  40.45 

9.53105  12 

4.01 

2.42 

2.34 

2.62   43.44 

1.85   40. 
46.55 
51. 21 


45.53 


2.95  2.77 
7.06  3.40 
67 


5.79  3.74 
5  22!  2. 91 
6.161  3.82 
4.99   3.37 


36.97 

35.22 

2. 051  34. 47 
2.65   56.67 
38.49 
50.66 
54.50 
83 


2.31 


SUPPLEMENTAL    RAINFALL    DATA,     1S37.    Continued 


Stations 

1 

4 

1 

1 

3 

S 
^ 

1 

1 

i 

i 

6 

< 

Connecticut. 

1 

Baltic     

5.20 

1.81 

3. 82 

4.71 

3.73   4.81 
2.90   4.77 

2.52 

5.26 

4.31 

4.  .50 

6  63 

9  6n 

49.90 

5  22 

3.49 

2.76 

3.8( 

3  69 

3,66 

3  9r 

4  71 

4.78 

2.04 

45. 80 

6.  IH 

3.6/ 

3.32 

4.26 

5  17 

6.87 

fi  51 

7  91 

4.64 

5.8!: 

6.15 

2.55 

63.06 

5.21 

2.91 

4. 05 

5.5<: 

3,86 

4.  69]  3. 76 

5.07 

8.84 

1.98 

6.4(1 

3. 56 

3.54 

4. 32 

4.8;- 

6.46   6.05 

7.  32 

5  5;- 

fi?S 

9  52 

nanbuT.v 

5  03 

2.25 

East  Hartland.... 

4.66 

3. 58 

3.97 

4.81 

4.76 

5.3!) 

4  40 

4. SO 

4.58 

7.  .33 

7. 50 

9.  41 

57.69 

I-akeKononioc  ... 

6  93 

8.17 

6.01 

3.94 

5.3(1 

2.94 

6. 03 

3.37 

5  25 

7  S7 

2  93 

New  Hartford.... 

5.  72 

4.0U 

3. 13 

4.  .5:- 

3.  98 

5  6(1 

3.78 

5  17 

3  71 

5  29 

OldHreenwich.... 

8.111 

2.71 

3.84 

6.97 

3  99 

Salisbury 

6.11 

2.37 

4.06 

2.  9S; 

4.84 

9.75 

3.461  4.75 

6  09 

5  87 

2  93 

2  45 

4.37 

3.07 

3.75 

4.07 

5.07 

6.18 

3.84   3.89 

3.81 

5.95 

5.64 

2.03   51.67 

[Continued  from  page  73] 

thirci  of  the  year,  although  there  was  no  outstanding  cold  wea- 
ther. The  total  precipitation  for  the  Section,  considerably  above 
normal,  was  mostly  in  the  form  of  rain,  and  the  snowfall  was 
notably  deficient.  Moie  snow  fell  in  Mnrch  and  December  than 
in  January  and  February.  The  increased  frequency  of  precipi- 
tation' decreased  the  number  of  clear  and  partly  cloudy  days, 
and  insolation  was  slightly  subnormal.  An  outstanding  feature 
was  the  lack  of  harsh  severity  in  the  winter  storms,  which  or- 
dinarily is  typical  of  New  England  rnid-winter. 


KILLING  FROSTS. 


Maine 


l|  57.64 
il  a^   28 


);64 


2... 

3.14 

3. 19    

2.75   42.84 

'  03  53.37 
39.46 
58.47 


2. 

3.56 
7.20  2.  .58 
9.51  3.15 
6.10   5 

3.37 
8.41 
7.23 
6.33 

93   3.76 
6. 93   3. 
5.97   2.46 


61.19 
49.37 
47.10 
45.59 
48.18 
46. 83 
53.20 
59.46 


48. 72 
54.87 
47.40 
48.  (!4 
43.45 
45.74 
46.26 
48.82 


51,76 
61.02 
51.75 
61.15 
58.56 
50.97 


Bangor 

Bar  Harbor  (near) 

Eastport 

Farmington 

Fort  Kent 

Gardiner 

Greenville 

Houlton 

Lewis  ton 

Madison 

Millinocket 

North  Bridgton 

Oldtown 

Oiono  

Portland 

Presque  Isle 

Ripof?enus  Dam  ... 
Rumford  Falls.  .. 

Winslow 

Woodland 


Last  in     First 
spring,     autumn. 


Kew  Hampshire. 

Berlin 

Bethlehem 

Concord  

Durham 

Errol 

First  Conn.  Lake 

Franklin 

Glencliff 

Hanover 

Keene  (neari 

Manchester 

Nashua 

Pinkham  Notch 

Plymouth , 


Vermont. 

Bennington 

Bloomfield 

Brattlpboro 

Burlington 

Cavendish 

Chelsea 

Cornwall 

Craftsbury  Comm. 

East  Barnet 

Enosburg  Falls 

Newport 

Northfleld 

Rutland   

St.  Albans 

St.  Johnsbury 

Somerset 

Woodstock 


do 
do 

May 

Apr. 

May 
do 

Apr. 

May 


"iFo" 


Apr. 
May 


May 
do 


Apr.  27* 

May  15* 


30*1  Oct. 


Sept. 

do 
Oct. 

do 
Sept. 
Oct. 
.sept. 
Oct. 
Sept. 

do 

do 


sept, 
Oct. 

do 
sept.  23* 
Oct.  9* 
sept.  19 
Oct.     3 

do      3 

do  3 
sept.  21* 

do  22 
Oct.  3* 
sept.    9 

do      9* 


apr 
Ma> 


May 
do 
do 


Sept.  21' 
12»  ' 
15*!  Oct.  8* 
16  do  3 
IS  Sept.  21 
16*  do  9 
24*!  0«t-  9 
do  3* 
do  9 
sept.  2I« 
Oct.  3* 
do  3 
Sept.  9 
Oct.  3 
do  3* 
Sept.  18* 
do     18» 


Miwsachu  setts. 

Adams 

Amiierst  

Blue  Hill 

Baston 

Brockton 

Chestnut  Hill 

Clinton 

Coiicord 

East  Wareham 

Fall  River 

Fitchburg 

Fram  Ingham 

Gloucester 

Haverhill 

Hoosac  Tunnel , 

Hyannis 

Lake  Cochituate 

Lawrence 

Lowell 

Nantucket   

New  Bedford 

Pittsfield 

Plymouth  

Provincetown 

Rockport 

Shelburne  Fails 

Springlleid 

Stockbridge.. .'." '.'.'.'. 

Swanjpscott 

Taunton  

Turner's  Falls 

Westfield  

We.^ton 

Willianistown 

Worcester 

Rhode  Island. 

Block  Island 

King.ston 

I'awtuoket   

Providence 


Last  in     First  in 
spring,     autumn. 


Connecticnt. 

Bridgeport 

Colchester 

Cream  Hill 

Fall's  Village.... 

Hartford..." 

Mt.  Carniel 

New  Ha  veil 

New  London 

Norwalk    

Putnam 

Salisbury 

Storrs  . 


May 
Apr. 
do 


M.'.y 
Apr. 
May 
Apr. 


Mar. 
May 
Apr. 


Apr. 
do 
May 


do 
Nov. 
Oct. 

do 

do 

do 

do 

do 

do 
Nov. 

do 


Waterbury Apr.   26* 


Sept. 
Oct. 

do 

do 

do 

do 

do 

do 


Nov. 
Oct. 
Nov. 
Oct- 


Oct. 

do 

do 
Sept. 
Oct. 

do 

do 

do 

do 

do 


*  As  no  frost  was  recorded  the  date  given  is  of  the  last  fieezing  teniperatur 
in  spring  or  the  first  in  autumn.  t  Summit. 


_.- -\ 

©Enosbur^  Falls  )  y^  ^^^  \ 

\\  f  OBc:hkh,m        \,Vo.BHdgton 


NorfhfieldQi 


OCorntva// 


OChekc: 


J 


r.'o.  Ci 


A  \. 


Auhurn 


7       ^      ',A,I^  /n 

PorHandCt,-^ 


%     ?1 


J  •Sprinofiel^x ) 


McrK 
WooditockQ 


\  '*  Cor   ord  Ol  /'c7  0\^j 

I      S/.clhurneFailJr'  /^P^i-.i'^'  .  ■' 


KEY  TO   SYMBOLS. 


i,-i      Meteorological  observations.     (Regular 
"Weather  Bureau  stations. 


Meteorological  observations.     (Sub-sta- 
tions.* 


/  £^P'f>'sf/e:d 


\ 


Proi- 


/         -^i^^ ^,^';;^''     6^--^^ 

( i. „.-—>/ — y     tlGrOiVcmix/skO  \  \T:-un,'pn    r^f/HM/oir'- 

f^^    iornimton.(~^ranhi\  QSiWrs 

f'^am/m.^  ^     ^^    ^^larffcrd  \ 

fl-rmmnfon 


^\ 


.^?^i/^.^...c^^,,^Q^::-:;^  :;;-gr  ^ 


K  B.  Boston-4-6-38-1435. 
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ITTANCK  PAYABLE  TO  SurEttlNTESDENT  OP  UoCDMKNTS,   WASniNGTOS,  D.  C. 


Vol.  L. 


Boston,  M.^ss.,  JANUARY,   1938. 


No.  1. 


GENEKAL  SUMMARY 

The  mid-winter  iiionth  wa.-?  typic:tl  of  tlu'  season.  A  lioavy 
snowstorm  on  the  1st,  ami  several  sub.-^equent  snowstorniS  dur- 
ing the  middle  of  the  month,  produced  a  cover  which  reiiiained 
over  the  entire  Section  until  the  25th.  On  this  date  a  south- 
east Storm  swept  the  Section,  accompanied  bj'  heavy  rains  and 
temperatures  in  the  oO's,  which  removed  all  traces  of  snow  over 
the  southern  portion  of  the  Section,  and  considerably  reduced 
the  cover  over  the  northern  portion.  There  were  several  mild 
periods:  from  the  2d  through  tiie  8th,  the  2Ist  through  the  26th, 
and  the  30th  and  31st.  During  the  period  from  the  9th  thr- 
ough 20th,  temperatures  were  persistently  below  normal,  with 
extreme  monthly  minima  occurring  generally  on  the  ISth  and 
lOih.  Conditions  for  winter  sports,  which  had  become  ideal 
during  the  latter  part  of  December,  continued  favorable  imtil 
the  2oth  of  this  month.  Ice  harvesting  was  making  good  advance 
and  was  completed  in  .-^oine  portions  of  the  Section.  k.  s. 

TEMPEBATTJRE 

The  average  monthly  temperature  for  the  Section,  based  on 
107  records,  was  21.8°.  which  is  1.4°  below  the  mean  for  the 
I  .J  I  years.  The  average  temperature  for  the  northern  division 
wa'*  17.2°;  for  the  southern  division,  25.6°.  The  highest  month- 
ly mean  was  33.0°  at  Nantucket,  .^Fass.;  the  lowest  Avas  8.6°  at 
Fort  Kent,  .Me.  The  highest  recorded  was  59°  at  Cornwall,  Vt. 
and  Rutland,  Vt.,  on  the  25th,  Brockton,  Mass.  on  the  7th, 
and  Fitchburg,  Mass,  on  the  30th ;  the  lowest  was  -34''  at  First 
Connecticut  Lake,  N.  H.,  on  the  18th  and  19th.  The  greatest 
monthly  range  was  86°  at  Bloomfield,  Vt.  and  Stockbridge, 
Mass.;  the  least  was  35°  at  Nantucket,  Mass.  The  greatest 
daily  range  was  56°  at  Errol,  X.  H,  on  the  19th,  and  Adams, 
Mass.  on  the  20th.  

PE,ECIPITATIOW 

The  average  monthly  precipitation  for  the  Section,  based  on 
188  records,  was  4.12  inches,  wh.ich  is  0.59  inch  above  the 
mean  for  the  past  51  years.  The  average  precipitation  for  the 
aorthern  division  was  3.74  inches;  for  the  southern  division, 
4.60  inches.  The  greatest  monthly  amount  reported  was  7.68 
inches  at  Danbury,  Conn.;  the  least  was  1.38  inches  at  Presque 
[de,  ]\[e.  The  greatest  amount  in  24  hours  was  4.10  inches  at 
Danbury,  Conn,  on  the  25th.  The  average  number  of  days 
(rith  .01  inch  or  more  of  precipitation  was  11,  which  is  the 
mean  for  the  past  51  years.  The  average  snowfall  for  the  north- 
am  division,  based  on  79  records,  was  18.6  inches;  for  the  south- 
3m  division,  based  on  81  records,  19.5  inches;  for  the  Section, 
based  on  160  records,  19.0  inches,  which  is  3.5  inches  above  the 
mean  for  the  past  51  years^ 

WIND,  SUNSHINE,  CLOUDINESS  AND  EUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
■  "  tions,  was  9.2  miles  per  hour,  which  is  2.5  miles  per  hour 
the  mean. 
.  (■  sunshine,  based  on  the  records  at  12  stations,  averaged 
49  percent  of  the  possible  amount,  which  is  3  percent  above 
!ihe  mean. 

I    The  cloudiness  was  below  the  mean.     The  average  for  the 
Section,   based  on  134  records,  was  12  clear,  7  partly  cloudy 


and  12  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  m.  observations  at  11  stations,  M-as  78  percent,  which  is 
1  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auronis.—M,  7tli,  12th,  18-I9th,  21-22d,  25-27th,  31st. 

t{<nosAunar.—m^,  iith,  ll-12th,  14-18th,  20th. 

Holo^.  snlnr.—CAh.  IO-12th,  14-15th,  17-18th,  20-21st,  24th, 
27th,  29th. 

HdU.  —  (dates  and  general  location) — None. 

Thunderstorms. — 25tli,  Amherst,  Mass.,  Greenfield,  Mass., 
and  Turners  Falls,  Mass. 

Fog.  dense. —l-2d,  4th,  6-8th,  17-18th,  21-26th,  30-31st. 

Sled.  —  (dates  and  general  location) — 1st  and  2d,  scattered, 
Me.  and  N.  H.,  and  general,  southern  New  England;  7th,  gen- 
eral, northern  and  central  portions  of  northern  New  England; 
12th  and  13th,  Block  Island,  R.  I.;  I7th,  Mt.  Carmel,  Conn  ; 
22d,  Framingham,  Mass.;  24th,  scattered,  Vt.;  25th,  widely 
scattered,  N.  H.,  northeastern  Mass.,  and  northwestern  Conn. ; 
26th,  Pinkham  Notch,  N.  H.;  31st,  general,  southern  New 
E  n  gl  an  d .  

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1888.... 
IS89.... 
1890.... 
1891.... 
1892-.. . 
18PS.... 
1894 .... 
1895- •.. 
1896.... 
ISG7.... 
1898- ... 
1899.... 
1900...- 
1901.... 
1902-... 
1903. •• • 
1904 ■.•• 
1905-.. . 

190G 

1907. ••• 

1908 

1909 

1910- ••• 
19n  •■• 
1912--. 
1913---- 
1914.--- 
1915---- 
1916--.. 
1917---- 

1918 

1919--'' 
1920  ••• 
1921-..- 
1922---- 
1923---- 
1924.... 
1925.... 
192fi.... 
1927.... 

1928 

1929.... 
1930.... 
1931.... 
1932.... 
1933.... 
1934.... 
193.5.... 
1936  ... 
1937.... 
1938- ••■ 

Period 


No.  of  days  (all 
New  lingiantl) 


■I  -^^ 

3  I  s  S  = 


19.6  I  3.85  I  12.2 
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Glimatologrical  Data  for  January,   1938 


Temperature,  in  decrees  Fahrenheit 


Precipitation,  in  inches 


Ss 


Maine 


Bangor S  

Bar  Harbor  (near) 
Brassua  UarnU  — 

Eastport 

East VViiithrop.  ■•■ 

Eliswoith  

iSustis  

Farinington 

Ft.  FairlielJ  (near) 

Fort  Kent 

Ganlinei- 

Greenville.. 

HiraiutI 

Houilon 

JaelcniiUi 

Lowiston 

Macliias 

MadisoiiS 

Middlodani 

MillinoekelS  

Milo 

Jlooseheaii 

North  15ridgton.-.. 

Oldtown 

Oroiio. 

Portland 

Pre.sqiiu  islu 

Rip(i,:ei!ii.sDamtl§ 

Rockland 

Ruuil'ord 

The  Korki 

UpperDani 

Vancuboro  


Wins: 
Wool! 


Keiii  Iliuiipsliire 

Berlin    

Bethleheni  ........ 

Concord    

Disviile  Notch  .... 

Durham    

ErrolS    

First  Conn.  LaUeJt 

Fitzwilliani* 

Franklin 

Glenclilf   

Hanilitnn 

Hanover  S 

Hiil-'boro 

Keeue(near)  §  — 

Lakeport 

Lincoln-. 

Manchester 

Milan 

Nashua  S  .  •  — 

New  Dnrliamit  — 


Noitli  Stratford.. 
Pinkii-.iinNotcbU- 

Plymouth 

West  Steuavtstowi 
Wolfboro  Falls... 

York  Pond 

For  State     •  • . 


Mt.  Washington  t 


Bellows  Falls ■ 

Bennington 

BloomfiekUt 

Brattleboro§ 

Burlinston 

Cavendish 

Chelsea 

Cornu-allll 

Craftsbury  Com.. 

EastBarnet 

East  I{.vegate ■ 

Enosbnrg  Falls- ... 

Gilman  

MaysMilUt 

Newfane 

Newport  ■ 

Nortlilield 

Rearisboro 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Johnsbury 

SearsbnrgMt 

SearsbnrgSta.tt... 

Soniersettt 

Vernontii 

West  Burke 


Penobscot • 
Hancock  .. 
Somerset ... 
Wasbingtoi 
IC.Min.-l.ec  - 


Franklin -- 
.-Vruo.^took 

Anjostnok 


.\ro<;>lo 
U.Kiord'. 


Washington  . 
iCennebec-... 
Washington  . 


Coos 

Grafton   

Jilerrimack.... 

Coos 

Stralford 

Cuos 

do 

Cheshire 

Jlerrimack  — 
(irafton  ...... 

Kockingliam .. 

Grafton   

Hillsborough 

Cheshire 

Belknap...... 

Grafton  

Hillsboro 


Windham  .. 
Bennington 

E-^sex 

Windham  .. 
Chittenden.. 
Windsor--.. 

Orange 

Addison  .... 

Orleans 

Caledonia  .. 
Caledonia  .. 
Franklin.... 

Essex 

Windham... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  ... 

Rutland 

Franklin.... 
Caledonia... 
Bennington 
Brunington 

Windham. .. 
Caledonia. .. 


965 
40 

50-5 

570 
1,484 

391 
90 

140 


SeepaKe4for  explanation  of  reference  marks. 


+  2.3 
-'6.'5 


-2.39 


+0..58 
+1.36 

+6.' is' 

-1.12 
+  1.03 
+0.01 
+  1.0-5 
+0.74 
+0.69 
+  1.64 


+0.  IS 
-0.96 
+  0.51 


+0.83 
+0.07 
+0.35 


+1. 66 
+0.  31 
-0.95 
+0.05 


+2. 13 
+  1.03 
-0.05 
+2. 03 
+0.23 
+1.92 
+0.37 
+1.  29 


+1.99 
+6.'38 


+0.28 


+0.55 
+1.71 
+2.96 
+  1.48 
+2.85 


net. 


Bangor  Hydro  Electric  Co. 

B.  L.  Had  ley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  W  atHi-  Disi 
Bang.jr  liydio  i:iec 
Mrs.  liannaii  J.  Jia 
State  iNormaLSehot 
C-  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soide 
U.  S.  Weather  Burt 

C.  C  P.  &  L.  Co. 
William  H.  Cummi 
p.  M.  Tripp 
Union  Water  Powei 
Bangor  Hydro  Electric  Co, 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Win  Held  Heath 

N.  W.  Roberts 

C.L-Cliadbourne 

Thomas  W.  Clark 

Univ.  of  Maine 

U.  S.  Weather  Bureau 

Me.  Experiment  Station 

Great  Northern  Paper  Co. 

George  J.  (,'Hmming 

Charles  A.  Mixer 

Ruth  Durgin 

Union  Water  Power  Co. 

Guy  W.  Butler 

Hollingsworth  A  Whitney 

St.  Croix  Paper  Co. 


Geo 


Saral)  H.'ileasou 
N.H.Agr.  College 
Uiuon  Water  Power  (  _ 
Conn.  Valley  Lumber  Co. 
Walter  E.  Bolles 
F..).  Southniayd 
State  Sanatorium 
Frank  K.  Leavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
Robert  P.  II  ay  ward 
Fred  Wiggin 
Edward  A.  (,'arr 
Public  Service  Co. 
An<iroscoggin  Res-  Co. 
Penuichnck  Water  Workg 

E.  E.Tobey 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kennetli  Berry 
U.  S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.Corp. 
Charles  R.Durkeettt 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  t+f 
Mrs.  John  J.  Gerety 
Rev.  A.  B,  Criohton 
U.S.  Weather  Bureau 
N.E.Power  Co. 
E .  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggs  fit 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Pordttr 


I 


Jaxltary,  1938 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatolog-ical  Data  for  January,    1938 


Temperature,  iu  degrees  Fahrenheit 


Precipitation,  in  inches 


Vermont  CotU'd 

West  Hartford 

White  River  Jo-- 

Whitiugham 

WUder. 

WUmiugtou 

Woodstock 

For  State     . .  ■ 

Mattaehiuelts 


idams 

imherstS 

iBhlaiidU  ■■•• 
8«echwuod  *.. 
llneHillttS-.- 

iJostou 

Jorlston 

irocktonj   — 

Chester* 

Jhesterfield'.-- 
:;bestiiutHill§. 

;Unton§ 

;oucord§ 

last  Wareham 
JgremontlJ*-.. 

fall  River 

falmouthU*--. 

fitchburgj 

rramingham  §  ' 

■"nnklin* 

Jardner* 

lloucester§     •  ■  ■ 

Jreeniield 

Iroton* 

Jardwick* 

Iaverhill§ 


Windsor . . 
Windsor . . 
Windham 
Windsor . . 
Windham 
Windsor  •  • 


lolyoke 

lOOsacTunnel 
Inbbardston*. 

lyannis 

PBtvich* 

efferson 

Ake  CocliituateJtS 

>airrence§ 

AwellS 

lansfleld*.--. 
IMdleboro*... 

Ilddleton  

lUford* 

IlUbury 

lontague  City 

laiitucket  

(ew  Bedford  •  • 
lorthbridge* . . 


'embroke* 


'etersham 

IttsHeld. 

lalnfleld* 

lymouth 

rinoeton 

[•rovincetown  ... 

[lockport 

.lielbiiriie  Falls 

loathbridge* 

iPOt  Pond  

pringlluld 

lerliiig 

'  tockhridge  .  . .  ■ 

wampsoott 

anntoiiS 

'nrners  Falls 


tland-. 

'  ii]iiiiii>town§  . 

k  incliendon*  . . 

Vorcester(a)§... 

For  State  •  • 


RlKxIe  Tdand 


I  rovidence  ■ . . 

!     For  State- 


altic 

arkhamstead 
nd|report§.... 
'DrllDgtOU 


Berkshire  . . 

Hampshire  ■ 

Middlesi>.\  • . 

iNorfolk  .... 
.     .do  ... . 

Suffolk 

Worcester  . . 

Plymouth  .. 

Hampden  . . 

Hampshire. 

Suffolk 

Worcester  ■  • 

Middlesex  . . 

I'ly mouth  .. 

Berkshire .  ■  • 

Bristol 

Barnstable.. 

Worcester  •  ■ 

Middlesex  •  • 

Norfolk  — 

Worcester . . 

Kssex 

Franklin  .... 
Middlesex.- 
Worcester  . . 

Essex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  - . 
Barnstable.- 

Essex 

Worcester  •  ■  ■ 
Middlesex  .  - 

Essex 

Middlesex  ... 

Bristol 

Plymouth  ... 

Essex 

Worce.ster  -.- 
Worcester  .  ■  • 
Franklin  .... 
Nantucket.-  ■ 

Bristol 

Worcester  . . . 
Berkshire  .-. 
Plymouth  -  - 
Berkshire  .-• 
Worcester  ■•■ 
Berkshire  ■•  • 
Hampshire . . 
Plymouth  •• . 
Worcester  . . . 
Barnstable-.. 

Essex   

Franklin  .... 
Worcester  . . . 
Middlesex  ■ .  ■ 
Hampden  .. . 
Worcester  ■  •  ■ 

Berkshire 

Essex   

Bristol 

Franklin  ... 
Hampshire .  ■ 
Worcester . . . 
Hampden  .. . 
Middlesex  •■  • 
Worcester  •  • . 
Berksliire  •  -  • 
Worcester  •• 
W 


Newport  — 
Washington 


New  London 
Litchfield  .... 

Fairfield 

Hartford 


1.450 

370 

1.640 


402 

172 

240 

1.110 


1.700 

9-20 

l,0H7 

1,650 


+  0.91) 
+2.  SI 
+2-  07 
+  1.17 


+  1.04 
+  1.30 
+  1.00 
+0.40 
+  1.28 
+  1.45 
+0.18 
+0.97 
+0.81 


+  1.37 
+0.32 
+  0.43 
+  1.65 
+  1.19 


+0.  63 
+  1.13 
-+1.49 
+  0.98 
+  0.23 
+0.  29 
+  0.20 


+  0.84 


-0.02 
+2.  58 
+  2.  45 
+1.04 
+  2.00 
+0.  90 
+  1.73 


+1.26 
+0.90 
+3.07 
+1.45 


+0.96 
+  1.34 
+  1.61 
+0.72 


+1..50 
+  1.55 

+0.83 
+  1.85 


Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  1 1 1 
Oloott  Falls  Co. 
Walter  Adams  III 
William  S.  Eaton 


N.  E.  Power  Co. 

-Mass.  Agr.  Exp.  Sta. 

iMer.  Watei-  Works 

Stale  Dept.  Public  Health 

Blue  Hill  Observatory 

[J.  s.  WeallitT  Bureau 

Mr.t.  Loriiiir  II    !{eed 

Citv  lilnnnioei 

state  Dept.  Public  Health 

sialeDept.  Public  Health 

Mel.  Waterworks 

Mel.  Wiitor  Works 

Preil  A.  Tower 

Josdph  L.  Kelley 

.'-;tate  Dept.  Public  Health 

Ricliard  C.  Brigham 

.state  Dept.  Public  Health 

Herbeu  U   Allen 

Mel.  Waterworks 

State  Dept.  Public  Health 

Stale  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

.State  Dept   Public  Health 

State  Uept.  Public  Health 

City  EngiLeer 

State  Dept.  Public  Health 

A.  W.  l.ail.l 

N.  15.  Power  Co. 

.stale  Dept.  Public  Health 

.Sliite  Teacher's  College 

stale  Diipt.  Public  Health 

E.  P.Mitchell 

Met.  Waterworks 

Ess.)x  Co.'iiiiany 

Proi)s.  Locks  ,t  Canals 

state  Dei)t.  Public  Ilcaltli 

State  Dept.  Public  Health 

William  U.  lloelzel 

State  Dept.  Public  Health 


N.  K. 

Charl.itte  .\,  Braun 

U.  S.  Wpather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  l;opt.  Public  Health 

KtiLle  Dept.  Public  Health 

Met.  Waterworks 

L.  B.  Cmnmings 

State  Dept.  Public  Health 

Piyuoiith  water  Works 

Jlel .  Water  Works 

irvmsi  II.  McNayr 

U.  S.  C,G.  Station 

N,  J!.  Power  Co. 

state  Dept.  Public  Health 

Met.  Waterworks 

IT.  S.  Armory 

Met.  Water  Works 

Ni'Sbit  H.  Bangs 

West  on  K.  Lewis 

Water  Works 

Turners  Falls  P.  &E.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Wafer  Works 

Williams  (College 

State  Dept.  Pu 

Clifford  L.  Davis 


U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


I  page  4  (or  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1988 


Olimatologrical  Data  for  January,  1938 


Temperature,  iu degrees  Fahrenheit 


§2 


Precipitation,  in  inches 


Conneclicul  Cont'd 

Colchester 

Collinsville 

Cream  Hilltt 

Danbury 

East  Hartland  — 

Falls  Villagei 

Hartford 

Lake  Konomoctt-- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS 

VVaterbnry  

West  Hti.rtland 

For  State- •   •• 


New  London. 
Hartford  .  ■ . 
Litchfield  •• . 

Kairlielfl 

Hartford... . . 
Litchfield  ••• 

Hartford 

NewLondoii. 
New  Plaven  . 


do 


NewLondon. 

Fairfield 

Windham 

Litchfield  ... 

Tolland  

New  Haven  . 
Haiirord  .... 


L300 

390 

1,  220 


+  0.8 
+  0.2 
+  LI 


Stedman  Storrs 
Edwin  R.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S .  Weather  Bureau 

New  London  Water  Workr 

B.  W.  McParland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstook 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pagres    2.     3,  and    4. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  I'ecord.  Departures  of 
cipitation  with  i.s  vears  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  3.S-year  period;  for  stations  of  lo  to  14  years  the  m« 
for  the  period  of' record  are  used.  Reference  letters,  a, !),<■,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  A1b< 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttf  Observer  for  New  England  Power  Co.      'I'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

11  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Oai 
Millinocket;  Winslow,  Waterville;-New  Hampshire -First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;- Vermont^Bloom 
field  Nortli  Stratford,  N.  H.;  Cornwall,  Middlebnry;  Mays  Mills.  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. 
-Massachusetts-  Ashland.  Knimingham;  Blue  Hill,  Milton;  Kgremont.  South  Kgremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;  — Connecticut- Cr 
Hill,    West  Cornwall;  Lake  Konomoc,  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health 


Not  included  ; 


summaries. 


Explanation  of  Reference  Marks  TJsed  on  Page    5 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  timet 
observations.         «•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amouo 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pag-e    6. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PItKSSdKIC.  WIND,  HUMIDITY.  ANDSHNSHINU 

Erratum:                                           1 

In  New  P]ngland  Section  Annual  Summary  for  1937,  thefirJ 
four  words  in  paragraph  headed  "General  Summary"  shoull 
read,   '  'The  year  1936  closed " .                                               1 

Atmospheric  Pre».suie 
(reduced  to  sea  level) 

Wind 

Uelalive 
Humidity 

.StntioMH 

a 

.1 

E 

S 

1 

2^ 

1 

1 

h 

a 
3 1*. 

1 

•5 

% 
« 

a 

i 

1 
■A 

a 

i 

s 

A 

30.07 
30.04 
30.07 
30.04 
;30.  05 

30.40 
30.41 
30.43 
30.39 
30.44 

29 
29 
30 
24 
18 
1 
1 
1 
19 
31 
30 
31 
19 
1 
30 

29.21 
29.33 
29.30 
29.31 

28.  98 
29.20 

29.  42 
29.  27 
29.11 
29.27 
29.41 
29.  28 
29.05 
29.31 
29  36 

25 
2,"i 
25 
25 
25 
25 
26 
25 
25 
25 
13 
25 
25 
25 
25 

4.9 

16.2 
15.3 
10.7 
9.0 
4.6 
12.6 
4.7 
4.0 

13'.  2 
9.1 
6.3 

8.8 
10.8 

47 

40 
67 
48 
36 
19 
45 

ne. 

s. 
s. 

s. 

25 

25 
25 

25 
25 

'75' 

84 
81 
84 
88 
77 

'73' 
72 
66 
73 
68 
69 

■72' 

76 
70 
79 

40 
52 
50 
41 
47 

Block  iNland  .... 
''Blue  Hill 

BurliuKton 

Concord  

Eastport 

Greenville 

30.04    30.59 
30.  05    30  57 
30.  07    30.  44 
30  06!  30.42 
30.03;  30.44 
30.06   30.44 
30.0.=*!  30.42 
30  05    30  4R 

70 

52 

22 
34 
41 
35 
32 
41 
46 

s. 
se. 

s. 

25 
25 
25 
25 
25 
25 
25 

89 
75 
85 
72 
89 
82 

73 
60 

74 
58 
72 
72 

84 

'78' 
61 
84 
75 
68 

57 
38 

■52' 

47 
56 
65 

Nantucket     

New  Haven 

Northfield 

Providence 

30.  05 

30.42 

X  Observations  taken  at ! 


1.  m.,  and  8:1 


.PvY,  1938 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for 

January, 

1938 

stations 

Drainage  basin 

Day  of  month 

"5 

1  1     2 

3  1     4 

« 

6 

|7|    8 

1    ^ 

10  j  11  1  12  1  18 

14  1  15 

16  1  17 

18  I  19 

20 

21 

|22|23|24 

25 

26  1  27 

28  1  29  1  30     31 

g 

Maine 

«stport"* 

Usworth 

USti^ 

armiiision 

ort  IConl 

arcliner 

Coast 

....do 

j 
.061  .21 
.15!  -^^ 

.2oi  .9fc 

.10 

.07 

I  SS 

1... 

T. 

T. 

T. 

T. 
.01 
.06 
.02 

■f 
.04 

".ixi 

.Ob 
.25 
.2 

T. 

.18 
1  .20 
.2h 
.11 
.30 
.16 
.03 
.14 
■3' 

■^ 
^22 
.12 
.37 
.04 

■^ 

.09 
.09 
.31 
.01 
.25 
.13 
.08 
.35 

'.'41 

.15 
.18 

.18 
.06 
.07 
.10 
.15 

T. 
.03 

■f.' 
.... 

.55 
.6! 

2128 

2.30 
2.  24 
1.07 

i  76 

.0'. 

T. 
.04 
.05 
.09 

■t. 

.06 
T. 
.04 
.01 
.08 
.0; 
.03 
.Ob 

■r 
.02 

log 
.'64 

.05 

.05 
.01 

.2! 

lio 

.02 
.11 
.33 
.04 

.56 
.03 
.17 
.15 
.Ob 
.10 
.14 
.35 

.11 
.03 

".'67 
.06 

.28 
.37 

.31 
.13 
.09 
.15 
.02 
.18 
.08 
.32 
.  19 

2  07 

3  37 

.81 

.02 

.06 

.09 

.4-2 
.61 
.70 

1.04 
.75 
.60 
.37 

1.35 
.85 
.77 
.98 

1.05 
.74 

1.11 
.30 
.07 
.98 
.11 

lies 

.35 
1.01 

1.16 
.38 

71 

.06 
.07 

■f." 
.01 

■r. 

.06 
.09 
.01 

"."6i 

.18 
■.■36 

■.'05 

... 

.38 

.21 
.OL 
.28 

T. 

3.65 
4.59 
2.87 
4.19 

St.  John 

Kennebec . 

.42 

... 
T. 

.03 
T. 

T." 
T. 
.06 

T." 

'.oi 

".k 

reenviUe 

....do 

St.  John 

T 

.... 

:::: 

2  89 

jcknian 

.0*:  .57,.... 

1.66 
4.71 
4.45 
4.27 
4.23 
5.47 

swistuii 

adUuii 

ilUiiooket 

Androscoggin   .... 

Kennebec 

Penobscot  

.-:. 

.IJ 

.03 
T. 

.... 

3. 

"02 
'f.' 

T. 

:^9 

1.4f 

2.  &i 
1.25 
.83 
.57 
.lb 
2.44 
.84 
1.22 
1.46 

.77 
1.00 

".03 

r.' 

.55'  .19 
.(W    .4tl 

.... 

orth  Hiidgton... 
Idtowu        

Presnmpscot 

Penobscot   

Coast 

.46 
'1'. 
1.10 

.65 
.54 

.... 

T. 

■.03 
T. 
T. 

■.03 

■.is 

.03 

■:i8 

.41 

■•r.' 

■.■63 

■.'63 

■.■63 

•f.- 
.02 

■f." 

■■r. 

.12 
T. 

.05 

■.'20 
.06 

■.'is 
.02 

.01 

.2i 
.07 
.16 
.06 
.09 
.18 

.14 
.15 

;2o 

.05 
.11 
.04 

J' 
.14 
1.42 

i.'69 

ortUiu!'** 

resquelsle   

ipoBenusDam... 

■tr- 

4.13 

.26 
.37 

.14 

■'67 

'.'62 

3.06 
4.79 
3.64 
3.79 
4.39 

3.54 
3.94 

Androscoggin  — 
Kennebec 

.55 
"55 

.02 

".'12 

heForks 

T. 

.... 

T. 

OotUuml"   

Sew  Ihmpshire 

St  Croix 

.66 
.24 

.02 

.15 

tV 

'."65 

T- 

T. 

T. 

T. 

f- 
T. 

.04 
T. 

".15 

tv 

■i-. 

f.' 
T. 

T. 
T. 
T. 
.01 
T. 

T. 

.09 
.18 
.18 
T. 
.26 
.22 
.36 
.06 
.01 

iC 

.01 

Androscoggin 

.09 
.65 
.36 
.40 
.54 
.60 
.35 
.18 
.43 
T. 
.38 
.61 

.15 
.35 
.35 
.57 
.37 

.23 

f." 
.54 

■.■34 

... 

.... 

'.'o-i 

■.■63 

■."63 

".2C 
.20 

.04 

T. 

■f.^ 

.01 

.36 
.23 

".is 

.09 
.45 

■.■o' 

■.■22 

.08 

.23 

.02 

'■.04 

■f.' 
■f.' 

orhHin 

iret  Con  U.Lake., 
rtuikliii 

Connecticut 

.(«;  .08 

:lo!i';- 

* 

.13'.... 

.77! 

.06 

.04 
.... 

■.■i7 

.14 

.35 
'.'65 
'.'62 

.65 

.80 
1.73 
1.02 

11? 

.26 
1.25 

.77 
1.96 

.66 
l.SC 

1.05 
2.00 

.17 

.22 
1.15 

'i'.' 

.04 

T. 
T. 

.12 

3.35 
4.21 
3.35 

WIOV.T    ....     

ee"eu.ear) 

Incolii** 

Connecticut 

..do 

....I   .72 

....11.16 

.03;  .33 

33I  .49 

■t.^ 

■.■is 

4.84 
3  17 

ew  Diirliam'*.... 
ewporf* 

....do 

....do 

Connecticut 

.96 

T. 
T. 

■V.' 

T. 

.88 

.52 
.35 
.48 

.88 
.50 
.4t. 

T. 
T. 

■tV 
■!i6 

.06 
.60 

.19 

.68 
.07 
.01 
.04 

■'i'. 

i"'.' 

.04 

.02 
.01 

■.'6i 

.12 
.09 
.26 

.22 

'.'69 
.21 
.25 
.02 

3.14 

.03 

T. 

■'i'.' 

'.'oe 

.17 

!31 
.02 
.40 
.13 

•t.- 

.02 

'.■6i 

T 

4.48 

2.23 
5.69 

4^80 
2.89 

\(r„iotU 

loonilield  ..  

rattioburo  •* 

ariin«tou"» 

»Teiuli.~h  

aelsea  

arnwall 

Connecticut 

....do 

Chauiplain 

Connecticut 

....do 

Chaniplain 

....do 

.01 

:^ 

.70 

.... 
... 

nosbur;  Falls.... 

St.  Lnwrence 

Champlain 

....do 

....do 

.24 
.45 
.25 

.23 
.11 
.14 

•,oi 

T. 
T. 

T. 
T. 
T. 

.65 
.80 
.60 

:::: 

T. 

'r.' 

■!63 

.04 
.08 
.12 

T. 

.03 
T. 

'.'i5 

.04 
.09 
.03 

'.04 
.13 

'.'ie 

.03 

!76 
.51 

.14 

r.- 

T. 

.16 
.03 

.'17 
.46 

2.66 
2.73 

orthtield"* 

UlUuM 

i.AliKins  (near). 

;.  Joluisbury 

jmor,-et** 

est  ISiirke" 

oovl.-tock 

Mrii'/whiisselU 

Connecticut 

....do 

::::^S::::::::::::: 

Connecticut 

.37 

:os 

.78 

1  48 
1.04 
1.40 
.70 

i 

.60 
.91 
.25 

.84 
.60 
.59 

1 

.63 
.60 
.41 
.25 

'.5S 
.75 
.61 
.14 
.97 
.62 
.72 
.42 
.51 

.33 
.33 
.64 

.41 
.32 
.62 

.66 

•44 

.40 
.44 
.47 

.31 
1^ 

.•.°! 

T. 
.02 

T. 

T. 
.01 

.59 
.48 

:ll 

1.31 
.56 
.36 

!90 
.70 
.35 

i.'oi 

..36 
.47 
.80 

■:I 
:i 

.83 
.80 

■.■52 
.49 
.34 
.22 

1.26 
.40 

1.13 
.68 
.32 
.76 

.72 
.79 
.98 

1.80 
1.45 
1.01 

.80 
1.46 
1.21 
1.52 

.63 
1.00 
1.35 
1.49 

-.a 

.03 
T. 

:::: 

.02 

T. 

.... 

.... 
.... 

.... 

.14 

■.'63 

.45 

■•32 
.02 
.45 
.45 

.58 
.51 

.09 

!08 
.32 

.27 
.71 

U?^ 

.74 
.80 
.60 

■/ee 

.23 

1 

■.■56 

.05 
.44 
.73 
.60 

■'n 

.66 
.45 
T. 

i?^ 
.23 
.25 
.01 

.85 

.38 
.72 
.49 

.52 
.41 
.35 
.50 
.52 
.49 
.61 
.52 
1.60 
.65 

T. 
.03 

".ik 

T.' 

.02 

T. 

■f.' 

.22 

■.'62 

.14 

".Oi 

.28 

.16 
.35 

T. 
.20 
.04 
.20 

.32 
.59 
.45 
.15 
.50 
.32 
.10 
.17 
.26 
.30 
.15 
.49 
.20 

.05 
.10 
.13 
.33 
.27 
.28 
.15 
.08 

!42 
.29 
.20 

-.11 

.37 
.35 
.12 
.32 

.05 
.19 
.28 

.15 
.15 
.20 
.04 
.17 
.13 
.02 

■.'ii 
■.■22 

T. 

.07 
T. 
.07 
.15 

■.'23 
.24 
.36 

.32 

.16 

.18 

'.'12 

.24 

.20 
.09 
.08 
.12 

.04 
.16 

.ii 

.07 
.21 
.22 
.05 
.14 
.20 
.29 

■.■i7 

.14 

■.■43 

.11 

1 

:S 

.43 
.04 
.09 
.05 
.08 

.19 
.12 
.28 
.11 

1 

.04 

'.'ie 

.17 
.07 

.... 
.02 

'.'is 

'.'oi 

.27 

't.' 

1.75 

i.'47 
.02 
.08 

1.02 

.74 
1.52 

.55 
1.70 

1.99 
1.26 
.81 
.20 
1.22 
.67 
.15 

■.'si 

.21 
.43 
1.36 
.56 

i.'2.5 
.53 
.18 
.67 

1.00 
.15 
.24 

!20 
.25 
.49 
.32 
1.40 
.31 

'-.11 

.10 
.68 

T^« 

".05 

T. 

.12 
.02 
.20 
T. 

.22 
.35 
.10 
.30 

.09 
.33 
.22 

'.'is 

.25 
T. 
.11 
.51 
.74 
.21 
.25 

!24 

■.30 
.27 
.21 
.25 
1.34 
.32 
.16 
.20 
.31 

;i9 

45 

2.78 
5.84 

.39 

.... 

T. 

'.'gi 

i.'oe 
■.■43 

T. 

4  75 

.50.... 

".ss'.'.V. 

.25.... 
.76   .02 

".ii'''' 

■'i'.' 
'.'22 

.... 

'.'66 

■.■i4 

5.05 
4.91 
4.76 
4.72 
4.01 
3.76 
4.21 

-t    >  ir'liam".. 

....do 

Connecticut 

Merrimac 

...do 

Coast 

Housatonic 

■.'oi 

•  • 

....dp 

T 

.75 

T^ 
.30 

■.■35 

T. 

4  27 

.38 

...do :..:.::; 

.35 

1.26 

.02 
.05 
.05 

't.' 

Charles 

Connecticut 

Merrimac 

Connecticut 

'!i5 

.78 
1.10 

'.'85 

4  43 

:'* 

■t; 

4.69 
4.65 

-ton".... 

.53 

.27 

't.' 

.16 

.20 

T. 

T. 

....do 

■.'62 

.26 

.71 

T.' 
.28 
.20 
.62 

■.'96 
'.■52 

.23 

.22 

"io 

.27 

.17 

.14 
.■26 

T. 

'.'62 

.40 

i.'55 
.83 
.37 

i.'oi 

■.■24 

ios 

.45 

.02 
■.'04 

T. 

■.■32 

.19 

4  45 

'.■89'    ■■ 

"■.fo 

.01 

't.^ 

•t.^ 

■:63 

■'63 
.02 

•i" 

T.^ 

't.' 

•t.' 

"t'.' 

ji«« 

.13 
.02 

■.'4i 

.50 

tv 

.01 
.07 
'.'22 

-.11 
.09 

.06 
.24 
.26 
1.25 

.o-i 

.03 
.36 
.66 

:22 

.15 

■rd 

....do 

Connecticut 

Housatonic 

Coast   

::::^^::::::::::::: 

'r.' 

■."is 

.15 
.04 

3.13 

.'22 

.67 

;;;; 

3  83 

'•i-i 

2.97 
4  10 

.08 

T. 

.18 
'.'06 

.10 
.12 

.16 
.27 
.12 

.19 
.13 
.20 
.94 

.36 

.48 

:?'^ 
.37 

.13 

.20 

'.'62 
'.'26 

;o8 

.04 
.08 
.02 

f.' 

.13 

.04 

T 

.01 

'.'62 

.04 

't'.' 

T. 

.33 

.19 
.17 
.02 
.24 
T. 

.18 
■.'69 

.01 

3.54 

■iti" 

Thames 

Connecticut 

Coast 

.90 

■.■26 

T.- 
.72 

T. 

T. 

T. 

T. 

.21 
T. 
T. 

.29 
.25 
.02 
.02 
.21 
.25 

.34 
.56 

.,. 

.46 
.27 
.35 
.17 
.45 
.45 
.45 

I 

3.68 

'  alls 

•\vn   .... 
inn  •• 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coa^t 

i'V 

:68 

■.'oi 

"'05 

3!  49 

4  49 

T. 

'i'V 

1.38 

.3S 
.60 
1.27 

.85 
1.25 
2.26 
2.07 

;53 

.76 
.90 
.66 

2;  Co 

T. 

.'4and 

iiid"»...' 

T. 
T. 

T. 
T. 

.01 
.05 

T. 

r. 

T. 
f.- 

T. 

T. 

r.' 

T. 

?  73 

,.i',iii 1 

....do 

....do 

Coast 

3.93 
4  37 

■■'iciit        1 
;t i 

T.' 
'.■52 

4.66 

....do 

.;i ' 

and"... 

Housatonic 

Connecticut 

....do 

.... 

'.'48 

.01 

.01 

T.' 

5.41 
7  08 

■.■66 

r. 

T. 

■v: 

.15 
.19 

T.- 

.19 
.49 
.05 

}" 

.04 

,.n*«» 

T. 

-w  I.Miidon 

....do 

...do 

4  57 

orwalk 

.11 

atnam 

errs 

Quinebaug 

Willimantic 

■f.' 

't." 

.20 
.14 

.11 

.05 

T 

T. 

... 

T. 

5.  .55 

y        -j 

1 
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Daily  Temperatures  for  January.  1938 


2       3       4       5       6 


I     8       9     10 


2     13     11     15     16 


19     20     21      22      23     24      25      26     27      28      29      30      31 


Maijie 
„      „     ,       ,         ,  S  Maximum. 

Bar  Harbor  (near) j  Minimum . . 

„     .       ^  S  Maximum . 

hastport  j  Minimum-. 

T^^rt-KPiit-  i  Maximum. 

iortKent j  Minimum- ■ 

Gi-eenville   }  m"'""""  '. 

\  Jlaxinium  . 
Honltou    I  Minimum.. 

Lewiston 1  Mi'll'in"lll'l•'■ 
Millinocl;et j  jifi^j"iumV. 

_,  ,,  i  Maximum  . 

0'<lfo«""   )  Minimum.. 

.,     .,      ,  \  Maximum  . 

I'ortland  (Minimun,.. 

„       ,      ,  J  Maximum . 

Iii"»"'"l  !  Minimum.. 

,„.     ,  )  Maximum  - 

"i"s'o^^  }  Minimum.. 

iXew  Hdiiivslnre 
„     ,.     ..  J  Maximum. 

Berlin  II j  Minimum- - 

Maxiuuim  . 

Concoril I  Minimum. - 

j  Jlaxiuuun . 

Duiliiim )  Minimum . - 

„.     ,  „          T.,1..,  (  Maximimi . 

First  Conn.  Lake j  Mi„i„iuj„.. 

Keene  (near) )  Minimum-'- 

(  Jlaximum  . 
Plymouth ,  Minimum.- 


Verwoiit 


Maximum  - 


Burlinglon 

S  Maxiunun 

Newport  I  Minimum- 

»T     .1  ,-   1  )  *  Maximum 

Nortlitiel.l (Minimum- 

^    ,,      ,  j  Maximum 

Ruthiud    !  Minimum- 

St.  Albans j  Mfnii'iu.m'. 

St.  Joliusbiiry   |  j{f,^i',',l','im'. 

WoOlistOolC    ,   '.(ru- 11111111 


Massdcliuselts 
.     ,       ,  \  Maximum . 

Auiliei'st i  Minimum.. 

„     ^  )  iMaximum  . 

Boston (  Minimum. - 

„       ,  .  S  Jlaximum  . 

Brockton !  Minimum.. 

(Maximum. 
Concord j  jiinimum.. 

East  WarelianiH (  Mufi'm'um'.'. 

„  ,,  „.  )  Maximum  . 

Fall  River i  Minimum.. 

r,.,  ,  t  S  Maximum  . 

Fltchburg  (Minimum.. 

)  Maximum. 

Lawrence I  Minimum.. 

„      ^     ,    .  (  Maximum. 

Nantucket 1  Minimum.. 

Stockbridge    S  MhfimumV. 

,,,.,,.        .  \  iMaximum. 

Williamstown j  Minimum.. 

Worcester i  tSr; 

mode  Mand 

Block  Island \  Mf,^/,""™ .'. 

V   ™  ►„„  )  Maximum  . 

K">eS'ton i  Minimum.. 

P-vidence UISi": 

CoxnecUcid 

r',.„a,>,  Hill  \  Maximum, 

i^ieara  nui j  Minimum.. 

„     ,.     J  S  Maximum . 

Hartford I  Minimum.. 

XT       xr„.,«,>  (Maximum. 

New  Haven i  Minimum.. 

-.       T     .A (Maximum. 

^-ew  London i  Minimum.. 

^•orwalk iMfifimura.: 

Putnam iMfnimum' 


9 

„-18 
18     13 

-Ifi-lS 
IS     15 

-15-19 


2' 
12 
25  23 
10       ' 


•J—   u 

15     15 

-  5-12 

24     26 

0       4 


31 
22 
2i,     2- 


10     24 
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GENEBAL  SUMMARY 

The  weather  during  February  was  mild,  and  without  tlie 
temperature  extremes  usually  experienced  during  this  period  of 
the  year.  Maximum  teniperutures  occurred  generally  on  the 
6th  and  7th,  reaching  the  lower  and  middle  50's  over  Southern 
New  England,  and  the  upper  40's  over  Northern  New  England. 
Snowfall  was  well  below  the  normal,  especially  over  Vermont, 
where  about  one  third  of  the  average  February  amount  occurred. 
Conditions  for  winter  sports  were,  accoriiingly,  not  particularly 
favorable  until  near  the  close  of  tlie  month,  when  they  improved 
considerably  over  portions  of  Maine  and  New  Hampshire.  The 
frequent  and  general  occurrence  of  sleet  from  the  l7th  through 
the  -iOth  produced  hazardous  conditions  over  the  Section,  especi- 
ally for  veliicular  traffic.  Ice  cutting  was  completed  early  in  the 
month  over  Southern  New  England.  The  month  closed  with  a 
cold  wave  over  the  Section,  resulting  in  the  lowest  monthly 
temperatures  through  Southern  New  England.  e.  s. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
108  records,  was  25.9°.  wliich  is  3.3°  above  the  mean  for  the 
past  51  years.  The  average  temperature  for  the  northern  division 
was  21.5°  ;  for  the  southern  division,  30.3°.  The  liighest  month- 
ly mean  was  35.6°  at  Pawtucket,  R.  I.;  the  lowest  was  10.8°  at 
Fort  Kent,  Me.  The  highest  recorded  was  57°  at  Filch  burg, 
Mass.  on  the  6th;  the  lowest  was -23°  at  Fort  Kent,  Me.  on 
the  17th.  and  Errol,  N.  H.  on  the  10th.  The  greatest  month- 
ly range  was  65°  at  Errol,  N.  H. ;  the  least  was  34°  at  Province- 
town,  Mass.  The  greatest  daily  range  was  53°  at  First  Connecti- 
cut Lake,  N.  H.  on  the  12th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 

188  records,    was  2.43  inches,    which  is  0.68  inch  below  the 

mean  for  the  past  51  years.     The  average  precipitation  for  the 

northern  division  was  2.44  inches;   for  the  southern  division, 

2.41  inches.      The  greatest  monthly  amount  reported  was  4.33 

inches  at  Lakeport,  N.  H. ;  the  least  was  0.88  inches  at  Presque 

Me.     The  greatest  amount  in  24  hours  v/as  1  .^4  inches  at 

Ucdam,  Me.  on  the  6th  and  7th.     The  average  number  of 

V.C....1  with  .01  inch  or  more  of  precipitation  was   12,  which  is  3 

I  above  the  mean  for  the  past  51  years.     The  average  snowfall  for 

'  the  northern  division,  based  on  81  records,  was  13.3  inches;  for 

;  the  southern  di\n?ion,  based  on  83  records,  8.9  inches;  for  the 

'<  Section,  l)ased  on  164  records,  11.1  inches,  which  is  5.6  inches 

j  below  the  mean  for  the  past  51  years. 

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

!  The  prevailing  direction  of  the  wind,  based  on  121  records, 
'was  northwest.  The  average  velocity,  based  on  the  records  at 
1 15  stations,  was  10.2  miles  per  hour,  which  is  3.2  miles  per  hour 
\  below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
45  percent  of  the  possible  amount,  which  is  5  percent  below 
I  the  mean . 

The  cloudiness  was  considerably  above  the  mean.  The  aver- 
age for  the  Section,  based  on  134  records,  was  9  clear,  5  partly 
cloudy  and  14  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  Ml.  observations  at  11  stations,  was  77  percent,  which  is 
2  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Avroras.—lsi,  7th,  9-llth,  28th. 

Halosjnvnr—bth,  7-12th,  15-16th. 

Halos.  sohrr— 2d,  5th,7-9th,  11th,  17th,  20-22d,  25th,  27th. 

Hail. — (dates  and  general  location) — None. 

Thunderstorms. —  None. 

Fog,  dense.— '6-iih,  6-7th,  10th,  13-15th,  l7-28th. 

Sleet.  —  (dates  and  general  location) — 2d,  Franklin,  N.  H.; 
3d,  genei'al  over  Section  except  Me.  and  R.  I.;  7th,  The  Forks, 
Me.;  8th,  Lewiston,  Me;  13th,  scattered,  southern  Me,  and 
northern  N.  H.;  14th,  scattered  over  Northern  New  England; 
17th,  general  over  Section;  18th,  general  over  Northern  New 
England  and  Northeastern  Mass.;  19th,  widely  scattered  over 
Me.  and  Conn.;  20th,  general  over  R.  I.  and  Conn.;  22d  and 
23d,  Block  Island,  R.  1.;  24th,  St.  Johnsbury,  Vt. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperatur 


189S- 


1900  ■ 
1901---- 
1902- •  •• 
1903---- 
)904--- 
1905---- 
1906---- 


1907 


1921 

1922 

192S 

1924 

1925 

1926 

1927 


1928   

1929 

19.S0 

1931 

1932 

1933 

1934 

1935 

1936 

1937 


Precipitat 


No.  of  days  (all 
South        New  England) 
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CUmatologrical  Data  for  February,   1938 


Tempsrature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangor S  

Bar  Harbor  (near  J 
Brassua  Uamit  — 

Eastport 

East  Wiuthi-op 

Ellsworth  

Eustis  

Farniiiigton 

Ft.Fairtiekl(near) 

Fort  Kent 

Gardiner 

Greenville 

Hiramlt 

Houiton 

Jacknian 

Lewiston 

Machias 

MadisonS 

Middledani 

Millinockel§  

Milu 

Mooselu'iul 

Noitii  ;;rul«ton.--  ■ 

OllUOUMl 

Orono. 

Portland 

Presque  Isle 

Ripo^'eunsDam}]§- 

RookUtnd 

R 


Penobscot ■  • 
Hancock  .... 
Somerset ... . 
WiishinfTtou 


Frar.klin... 
Aroostook  . 
Aroostook  . 
Keiinnbec-. 


Upp. 


Forks 


!)ii 


I'  or  State 
A>Hi  lliiiiipslii 

Berlin    

Betlilehc-in  .... 

Concord    

Dixville  Notch 


LaketJ 


FraukUn  

GlonclilY   

Hampton  •••• 

Hanover  § 

Hillsboro 

Keenelnear)  §  — 

Lakeport 

Lincoln---   

Manchester 

Milan     ..-. 

Naslina  § -••- 

NcwDuihamtt  ■•- 

Newport   

Noitli  Stratford... 
PinkluunNotchJt.. 

Plymouth 

West  Slowartstown 
Wolfboro  Falls.... 

York  fond  

For  State     .  •  ■ . 


Mt.  Washington  J 
Vermont 

Bellows  Falls 

BenninKton 

Bloomlieldtt 

Brattle  horo§ 

Bnrlinglou 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com-., 

EastBaruet 

East  Ityegate 

Enosburg  Falls--.. 

Qilman    

MaysMilUI 

New/ane 

Newport  

Northfield 

Readsboro 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Johnsbnry 

SearsburgMt 

Searsbnrg  Sta.Jt.-. 

Somersettt 

Vernontti 

West  Burke 


(Jui.ilierlii 
Aroostool 
I'iscatacn 
l-Cnox 


Wa-hnigton 
Kennebec  — 
Washington 


Rockingliam .. 

GniKon   

Hillsborough 

Cheshire 

Belknap 

Gnilton  

Hillsboro 

I[iilsb,;ro-.-.^^ 


iilfu 


Coos  -  -  -    . 

do. 

Gralton.- 
Coos---  . 
Carroll  . . 


Win 


)a)n 


Windsor 

Orange 

Addison 

Orleans 

Caledonia  .  ■ 
Caledonia  •. 
Franklin.... 

lissex 

Windham..  • 
Windliam... 

Orleans 

Washington. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin.... 
Caledonia.-. 
Bennington 
Bennington 
Windham... 
Windham... 
Caledonia. .. 


2,360 

1,660 

2.080 

228 


+  5.6 
+  1.7 

+  'i.'i 

+  '4.'5 
+  6.'6 
+  '2'5 


+  3.7 

+  4.5 
+  3.1 


■1-4.0 
+  4.1 
+  4.0 


+  5.2 
+  '6.'8' 


+  5.4 
+  4  3 
+  2.8 
+  2.7 
+  4.3 
+  4.8 
+  5.1 


+  5.8 
+  '4.'6' 


I  i.oa 


+1.03 
+0.2S 
-0.68 
—0.11 


-1.17 
+0.29 
-0.63 
+0.11 
-1-04 
+  1.40 


+  0.03 
-0.10 
+0.0B 

-1.00 
+0.12 

-0-20 

+0.68 
+0.38 
-1.63 


+0.59 


-0  20 
+0.57 
+0.01 
—0.64 
-1.17 


Bangor  Hydro  Electric  Co. 
B.  L-Hadley 

Waltei  Tlunstoii 


Mrs.  .'. ,'..  i.  ;:atch 

Stale  .soinuuiscnool 

C  W.NorsuorUiy 

W.  B.  Clark 

Samuel  D.  Soule 

U.  S.  Weather  Bureau 

O.C  P.  &L.  Co. 

William  H.  Gumming 

P.  M.  Tripp 

Union  Water  Power  Co. 

Bangor  Hydro  IC  led  lie  Co 

Great  Northern  Paper  Co. 

Union  Water  Power  Co. 

Great  Nortlierji  Papi 

Winlield  Heath 

N.  W.  Roberts 

C.  L-  Cliadbourne 

Tlionias  W.  Clark 

Univ.  ..r.Mii::i<. 


J!.. 


Charles  .i-  ihxcr 
Ruth  Dnrgin 
Union  Water  Power 
Guy  W.  Butler 
HoUingswortii  &  Whitney 
St-  Croix  Paper  Co. 


Edward  Fenn 
George  E.Tucker 
U.S.  Weatlier  Burea 
Saraii  H.  Gleason 
N.H.Agr.  College 
Union  Water  I'ower 
Conn   Valley  Lumber  Co. 
Walter  E.  Bolles 
F.J.Sonthmayd 
State  Sanatorium 
Frank  E.  l.eavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
Robert  P.  Jlayward 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Pennlcluick  Waler  Work* 
E.  li.Tobey 
H.l'.Shei.ard 


P.  A. 


itl) 


J.  B.  Dodge 

Mrs.  HatlieG.  Trow 

Claude  Baker 

Keinieth  Berry 

U.S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric; CO. 
Everett  Orcliards 
(reorye  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Hurkeef ft 
Sarah B.  Lane 
Ui'S  E.  M.  Dustin 
N.  E.  Power  Co. 
.J.  F.  Devins  ttt 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weatlier  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  BriggstU 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  Itl 


See  page  lo  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  February,    1938 

stations 

Counties 

1 
i 

Temperature,  in  degrees 

Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

.50 

Pi 

a 

II 

1 

K 

2 

0 

1 

•O  a 
0 

Pi 

ll 

II 

5 

li 

C  in 

■"B 
S§ 

H 

is 
.tig 

1 

1 

0 

1 

0 

Observers 

Vermont  Ccitt'd 
\\o^t  Hartford..-. 
WliUeKiver  Jc--- 
w   iiinnrham 

iingtou 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

490 
1.450 

370 
1.640 

700 

0 
0 
0 
0 
0 
47 

9 

25 
16 
19 
18 
21 

13 

103 

53 

3 

53 
121 
43 
45 
26 
20 
66 
61 
51 
9 
34 
66 
41 
74 
63 
17 

2.18 
1.81 
2.  .58 
1.74 

2.  43 
1.94 
2.1s 

2. 19 
1.77 

';''. 

3.  i4 

2.38 
2  G2 
2.46 
2.  25 
1.77 
2.42 
2.55 
1.80 
2  00 
1.51 
3.25 
2.80 
1.94 
2.31 
2.01 
1.87 
3.30 

-oils 

■-6.i.5 
-1.11 

-0.  68 
-0.31 

■-i.',5ii' 

-1.43 

■-6.'78' 
-0.99 
-1.18 
-0.72 
-0. 85 
-1.49 
-1.72 
-1.33 
-1.12 

"-i.'37 
-0.  63 
-0  54 
-1.19 
-1.48 

■-i.'iV 

-0.67 

0.80 
0.69 
0.72 
0.71 
0.73 
0.  90 
1.27 

0.  64 
0.51 
0.54 

6.' 85' 
0..59 
0. 65 
0.86 
0.86 
0.40 
0.60 
0.72 
0.  57 
0.47 
0.69 
0.72 
0.46 
0.13 
0.60 
0.61 
0.4G 
0.80 

4.3 

6.8 
fi.8 
4.8 
5.0 
6.5 
7.0 

5.3 
6.0 
U.8 

1.5.'9 
10.0 
10.3 
14.2 

"s.'o 

9.9 
11.3 
8.7 
7.7 

8.8 

'(■k5 

11.8 
9  3 
8.5 
18.0 
6  5 
7.3 
11.5 
12.5 
7.3 
7.5 
5.8 
10.  4 
9.5 
11.5 
10  9 
10.5 
8.4 
12.5 

V2.Y 
17.0 
16.8 
10.0 
8.0 
3.8 
12.3 
8.0 
6.8 
18.0 
14.0 
10.3 
7.0 
4.5 

io.'o' 

16.0 

14.' 6' 
8.8 
6.0 
10.0 
18.5 
12.0 
6.0 
5.8 

■7.'6' 
10.0 

8.1 

7.1 

7.3 

8.7 
10.1 

0.7 
2.8 

11 
12 
10 
10 

15 
14 

ii 

16 
13 
14 
10 
10 
15 
14 
12 
15 
8 
14 
13 
10 
15 
14 

14 

ii' 

8 

10 
12 

7 
13 
11 
16 
13 
13 
15 
12 
10 
15 
15 
12 
14 
13 
10 

13 
11 
14 
10 

8 

9 

8 
12 
10 
14 
11 
10 
12 
14 

8 
10 
10 
15 
14 
10 

9 
12 

10 
13 
11 
13 
12 

1.5 

8 

4 
11 

7 
7 
8 

8 
9 

5 

2 
5 

6 

4 
4 

13 
15 
16 
15 
16 
ir, 
14 

15 

sw. 
u\v. 
nw. 

uw. 
inv. 

Evil  K.  Douhleday 
N.  K.Power  Co.  ^ 
E.  T.  .Sutton  1 1 1 

23.7 

44 

10 

-  2 

21 

32 

Olcotl  Falls  Co 

23.8 
223 

26.9 

28.8 

+  5.7 
+  4.3 

'  +  "5.'i 

46 
50 

51 
49 

14 
7 

fi 
6 

—  6 
-14 

4 

2 
11 

21 

28 

38 
44 

38 
2'J 

W^illiuinS.  Eaton 

Mamichutetls 

Berkshire  ..... 
Hampshire  •••. 

Middlesex 

Norfolk  

Suffolk ... 

750 
217 
227 

70 
640 

17 
540 

no 

600 
1.360 

124 
898 
139 

18 
970 
190 

50 
402 
172 
240 
1,110 

15 
165 
325 
950 

60 
1.650 

90 

800 

1.030 

30 

SO 
820 
148 

57 

85 
190 

53 

97 
275 

100 
35 

350 

1.  4U0 

65 

l.TOO 

920 
1.037 
1,650 

"  1.0.50 
40 
25 
400 
720 
160 
199 
555 
850 
20 
20 
200 
520 
450 
210 
222 
900 
711 
960 
625 

9 
54 
0 
0 
54 
68 
0 
45 
0 
0 
54 
34 
52 
13 
0 
62 
0 
54 
54 
0 
0 
9 
2 
0 
0 
39 
0 
0 
8 
0 

30 
0 
0 

45 

54 

54 
0 
0 
0 
0 
0 
0 

52 

.53 
0 
0 
0 
0 
0 

21 
0 

52 
0 

52 

37 
9 
0 
0 

28 
0 
9 

25 

55 

36 
0 
0 

13 

10 
0 

40 
0 

46 

N    K    I'dWfi- ('11 

AnherstS 

A>li'.au<ij:    

liooihwood  * 

Hill.'  Hiims 

'' "  Sj-:::::::: 

■rliel(i«.""ii 
ut  Hill§.... 

Mass,  ,\.^,-_  !.'••„' S(a 
Met    '.'     ■  • 

'5' 
6 

7 

15 

uw. 
uw. 

2S.S 
30.6 

'3i."8 

29.0 
28.1 
31.6 

30.6 

+  4.0 
+  1.8 

'  +  '3;8 

■  +  '6.'5 
+  4.8 
+  4.3 

50 
53 

'52' 

5;?' 

52 
50 
52 

6t 
6 

"'71 

"■5+' 
6 
6 
8t 

6 

8 

"s" 

"12" 
1 
4 

8 

11 

28 

"lit' 

"iii' 
21 
22 
22 

25 
31 

■ii' 

■34 
34 

34 
34 

Worcester 

Plymouth 

Hampden 

Hampshire 

Mrs    1  oriiiK  ||    ,•  "1 

8 

8 

12 

uw. 

City  Kniiineor      ' 

State  Doi)t.  Publico  Health 

,^tatel)ept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Ju.seph  L.  Keilev 

.^tate  Dept.  lub'lic  Health 

Worcester 

Middlesex 

Plymouth 

Berkshire 

5 

8 

7 
4 

"■2 

16 
13 

i4 

is' 

nw. 

w^/ehiun":::' 

l.T.niouttl*.  ..-••■ 

+  2.3 

51 

14 

10 

lit 

25 

Kiiiiiioutht;' 

Kitri.biirgS 

KraiuingliamS  .... 
Kia:ikUll« 

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

State  Dept.  I'ublio  Health 
llei-bo.tli.  ..Mien 
Met.  Wuler  \\„rk« 
State  I)(.i)t.  Public  Health 

30.8 
31.9 

+  6.6 

+  5.9 

57 
53 

6 

18 

6 

21 
22 

39 
32 

i;ioiicester§     

Gruenlield 

29.8 

"48" 
49 

"'et 
7 

8 
5 

"■is" 
22 

'■26' 
37 

26 
IS 
51 
19 
44 
19 

9 

18 
46 
28 
41 
87 
83 
113 
28 
53 
13 
25 
9 
1 
65 
27 
67 

23 
26 

38 
20 
52 
51 
52 
37 
25 
37 
40 
91 
42 
18 
11 
64 
43 
20 
39 
33 
49 

28 
46 
.32 

97 
45 

'4 
5 

12 

'ii' 

8 

'i3 

15 

"8 

8. 

ytale  Dcpt.  Public  Health 
lialph  Jl.  Barker 
Bui-esuof  Ealomology 
Stale  Dopt    Public  Health 

.state,  Uept.  Public  Health 

Franklin 

Middlesex 

Worcester 

2.04 
2  16 
2.30 
2.  25 
2.02 
2.64 
1.80 
3.12 
2.94 
2.79 
2.55 
2. 12 
2.  39 
2.75 
2.95 
2.46 
2.08 
2.43 
2.41 
3.01 
2.24 
2.82 
1.81 
2.87 
2.  03 
2.39 

1152 
3.38 
2.74 
3.29 
3.67 

2^72 

2.  05 
2.23 
2.17 
2.86 
2.22 
2.04 
1.79 
2. 15 
2.68 
1.95 
2.41 
2.03 
2.14 
2.04 
2.39 

1.93 
2.29 

-l.,59 
-0. 82 
-0  .34 
-0.67 
-1.61 

-o'.&i 

-0:99 

-iii 

-1.27 
-1.43 
-1.28 
--0. 85 

-i.04' 

-l!60 
-0.53 
-1.09 
-0.21 
-1.45 
-0.91 

-1.'64 

-0.76 
-O.Sl 
-0.04 
+  0.60 
-0.84 
-0.  62 
-1  05 
-1.61 
-1.47 
-0.  69 

-i.'ei' 
-0.74 
-1.01 

-1..32 

-1.86 

-6.' 27' 
—0.  86 
-0.  74 
-1.04 

-1.73 
-2.07 

0.45 
0.67 
0.46 
0.74 
0.57 
0.78 
0.55 
0. 65 
0.6S 
0.84 
0.61 
0.50 
0.51 
0.71 
0.54 
0.60 
0.57 
0.54 
0.53 
0.  62 
0.77 
0.75 

0]  59 
0.53 
0.74 
0.45 
0.37 
0.68 
0.70 
1.04 
1.33 
0.66 

0.58 
0.62 
0.(i3 
0.71 
0,67 
0.42 
0.38 
0.90 
0  54 
0.82 
0  51 
0.67 
0.  32 
0..53 
0..58 
1.33 

0.  49 
0  91 

Miinlwick" 

Uaverliilli 

31.0 

+  4.0 

52 

6 

9 

lit 

25 

Franklin 

Hanip.leii 

Berkshire  ...... 

Worct-.-ler 

Barnstable 

'ke 

M' Tunnel..  . 

.'nistou* 

.Mis 

9 

5 

"g' 

11 

UW. 

25.6 

51 

6 

4 

2t 

37 

N.  E.  Power  Co. 
State  Dept.  Public  Health 
St.de  Teacher's  College 
State  T)ei,t.  Public  Health 
E.  P  Jlitcliell 
Met.  Water  Work.s 
Ks.se.x  Company 
I'nips.  Lucks  A  (Canals 
st,.u,o  Dept.  J'ublio  Health 
Stat,.  Dept.  Public  Health 
W.lliani  ll.  Uoelzel 
State  Dei.t.  Public  Health 

32.4 

+  3.6 

52 

7 

14 

22t 

25 

Worcester 

Middlesex 

Essex 

Middlesex 

I.ake  Cocliituatetti 

'  Lawrences 

I,owe11§ 

.30.0 
28.0 
29.2 

+  4.0 
+  3.8 
+  4.1 

52 
54 
49 

6 

-  2 
4 

7 

22 

28 
2 

40 
29 
26 

8 

6 

14 

!"!'. 

Mi.l.lleboro* •. 

Mi.idletoa  ....' 

Mill'ord*   

Plymouth 

lissox  ..    . 

11 

12 
16 
17 
12 

u. 

12 

i2' 
11 
5 
12 

■4 

6 
4 

Worcester 

Worcester 

Franklin 

Nantucket 

^ti.liiiiry 

Muiitasue  City... 

Niinurk^t  

.\-pv,  Bedford 

Nonhbridge* 

Chailotte  A   Braun 

33.4 
31.8 

+  2.7 
+  3,4 

49 
51 

6t 
14 

12 
10 

28 
28 

25 
23 

U.  S.  Weather  Bureau 
City  EiiKiiieer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
.State  I'ept.  Public  Health 
State  Dept.  Public  Health 

Worcester 

BerU-shire  

Berkshire  '..'.'.' 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worce>ter 

Barnstable 

Essex  

28 

32' 

i'"i:ibrol£e* 

;«■ 

4 

iiV 

w. 

Petersham 

27.6 

+  4.5 

50 

7 

5 

L.  M.Cutnndnt's 

State  l;ept.  Public  Health 

Plv  .  ontli  waterworks 

Met.  Water  Works 

n-V  11;;  n.   McNayi- 

U.  H.  C  (i.  Station 

N,  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Mel.  Water  Works 

Nesbit  H.  Bangs 

Weston  K.  Lewis 

Water  Works 

Turners  P'alls  P.  ife  K.  (.'o. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  SiuKitoriuni 

Weston  College 

Met  Water  Works 

Plymouth 

29.0 

■33."2' 
31.0 
27.4 

+  1.6 

■  +  '3.'9' 
+  3.0 

52 

48 
50 
49 

6 

"e" 

6 
15 

11 
7 

28 

■i6t 

Ifi 
2t 

28 

22 
28 
32 

Provincetown 

4 
7 
7 

6 

1 
3 

18 
20 
18 

uw. 

Shelburne  Falls  .. 

South  bridge* 

Spot  Pond  

Springfield 

Sterling 

Franklin  

Worcester  ...... 

Middlesex 

Hampden  

Worcester 

Berkshire 

31.3 

+  5.0 

49 

7 

7 

28 

28 

36' 
30 
34 
34 

34' 
32 

11 

2 

15 

sw. 

Stofkbridge 

Swampscott 

TauntonS 

Tnrner3  Falls 

Ware* 

Webster  ♦ 

26.8 
27.0 
31.3 
29.2 

3i.'6' 
30.0 

+  '6."6 
+  4.3 
+  6.1 

53 
48 
51 
49 

■54" 
55 

6 
7 
It 

"6" 

7 

—  4 
4 
1 
3 

..... 

4 

21 1 
28 
22 
17 

■■28" 
2 

8 
12 
5 

8 

6 
3 
5 

5 

14 
13 
18 
15 

nw. 
uw. 

ne. 

1 '  rUt^l 

Vrauklin    

Hampshire 

Worcester 

Hampden  

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

13 
9 

'e' 

in' 

8 

10 

5 
10 

'7 

4 
6 

6 
3 

10 
9 

iii 
ii' 

14 

I5 

15 
14 

'"  1 

n. 
uw. 

uw. 

Weston§ 

West  Rutland 

WilliamstownS.... 

Wlnchendon* 

Woroe3ter(a)§ 

27.0 

+  5.3 

45 

9 

2 

28 

32 

Williams  College 

State  Dept.  Public  Health 

Clifford  L.  Davis 

28.9 
29.8 

33. 5 
31.7 

+  3.9 
+  3.7 

+  3.1 

+  4.9 

52 
57 

50 
52 

61 
6 

6 
14 

4 
-  4 

9 

8 

21  f 

28 
2S 

29 
40 

27 
29 

Mode  Mmul 

Block  Island 

Kingston  

Newport 

Washington  .... 

33 
100 

8 

58 
49 

U.S.  Weather  Bureau 
Agr.  Exp.  Stat  ion 

Providence 

For  State 

Providence   .... 

68 

31.8 
33.2 

+  2.  8 
+  4.5 

53 
64 

18 
18 

7 
7 

28 
28 

29 
29 

07 

28 
15 
45 

20 

2.34 
2.38 

2.66 
1.81 
2.  62 

2. 29 

-1.30 
-1.24 

+0.03 
-0.74 
-1.22 
-0.33 

0.65 
1.15 

0.64 
0.  60 
0  66 
0.58 

11.6 
6.0 

o.'o' 

15 
14 

12 
10 
11 
11 

11 

u 

10 

2 
3 

"8 

U.S.  Weather  Bureau 

Cminecticut 
Baltic 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

140 

146 

262 

0 
0 
3S 
0 

The  Baltic  Mills  Co. 

Barkhanistcad  .... 

IMS".'?:::.:::: 

26 

Water  Bureau,  Hartford 

31.9 

+  2.8 

55 

14 

9 

28 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

i 

See  page  10  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 

1 

February,  1938  ■ 

Climatologrical  Data  for  February,  1938                                                                                                        1 

1 

Temperature 

In  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days      | 

1-T3 

S 

i 

a 

>> 

A 

a 

5; 

S 

^^ 

P, 

Stations 

Counties 

1 

1 

11 

tn 

1 

1 

2 

r 

1 

Is 

1° 

ii 

1 

° 
0 

<2 

1 
5 

Bo 

Si 

Observers 

Connecticut  Cont'd 

NewLoudou...- 

420 

300 

52 
11 

29.8 

+  2.8 

48 

6t 

4 

22 

31 

47 
10 

4.8 

8  0 

io' 

13 

5 
5 
4 

10 
12 

16 

nw. 

Stedman  Storrs 
Edwin  R.  Wilder 
C.L.Gold 

ColUnsville 

Cream  Hilltt 

2  65 

0  56 

Litchlield 

1,300 

43 

27.7 

+  4.7 

49 

18 

-  1 

28 

36 

43 

2.47 

-0.93 

0.57 

8.5 

12 

f^ 

Kairtield 

3fl0 

1 

32.4 

54 

14t 

« 

28 

27 

1 

2.50 

0.56 

2.1 

12 

fi 

7 

15 

Thomas  F.  Hanlon 

EastHartland  .... 
Fulls  Vniagei 

Hartford 

Litclilield  

l.WO 

685 

0 
22 

22 

48 

2.14 

2.27 

-1.94 
-0.99 

0.54 
0.56 

6.7 
8.2 

10 
10 

D.  N.  Gaines 
Conn.  Power  Co. 

29.2 

+  3.5 

53 

6 

—  3 

21 

38 

7 

5 

16 

Hartford 

Hartford 

63 

34 

31.6 

+  4.4 

50 

6 

fi 

29 

V9 

2.20 

-1. 63 

0.60 

7  9 

10 

fi 

r^ 

U   S.  Weather  Bureau 

Lake  KonomocU-- 
Mt.  Carmel  

NewX/ondon.... 
New  Haven  .... 

178 
■200 

0 
3 

"28' 

26' 

54 

3.  22 
2.66 

-0.76 

0.93 
0.72 

■2.'9 

13 

New  London  Waterworks 
B,  W.  McFarland 

31.1 

52 

14 

S 

7 

13 

nw. 

do  

23 

15(1 

33.3 

+  4.3 

55 

14 

M 

28 

29 

9b 

2.91 

-i.69 

0.74 

2  n 

12 

8 

4 

16 

U.  S   Weather  Bureau 

New  London  

New  London.... 

20 

68 

+  4.6 

54 

14 

8 

28 

■29 

68 

3.03 

-0.65 

0.59 

1.2 

Ifi 

7 

15 

nw. 

Harry  G.  Tietjen 

L.M.Comstock 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr.  Exp.  Station 

Fairfield 

Wimllmm. 

Litohtield 

Tolland  

116 

4.^8 

1,015 

640 

46 
2 
4 

41 

32.4 
30.0 
26.8 
29.  5 

+  5.8 
■  +  '4.'7' 

55 
50 
50 
50 

6+ 
6 

11 

7 

-  4 

4 

16 

let 

21 

28 

2b 
25 
39 
.30 

37 
3 
5 

4f, 

3.02 
2.61 
2.  63 

0  50 
0.8.5 
0.71 
0..56 

1.0 
4.0 
9.0 
9.5 

10 
13 
13 

14 

11 

4 
10 
9 

9 
5 
7 
2 

8 
19 
11 
17 

nw. 
nw. 

Putnam 

StorrsS  

Waterbiiry  

New  Haven  ..  ■ 

340 

51 

33.0 

+  5.7 

54 

b 

28 

34 

52 

2.25 

-1.50 

0.47 

3.5 

13 

8 

12 

n. 

William  J.  Pape 

West  Uartland 

For  State 

Ilartlord  . 

0 

14 

2.51 

-L06 

0.93 

5.'6' 

V 
12 

Water  Bureau,  Hartford 

30.9 

+  4.5 

65 

-  4 

21 

39 

9 

6 

13 

nw. 

— 

E 

xplan 

ition 

ofKe 

ferer 

ice  Mark 

!    1     1 

B  Used  on  Pagres    8. 

9,  and  10. 

— 

— 

The  departures  from  the  normal  temperature  are  computed  from  the  avemees  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of  pre-  1 

oipitatiou  with  i.s 
for  the  period  of  i 
on  other  dates.    § 

vears  or  more  of 

record  ;>re  computed  froi 

n  a  normal  or    standard  mean      adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means  ■ 

Reference  letters,  a 

,b,c,  appearing  m  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc.        t  Also  I 

I'liermometers  n 

5t  suppl 

ed 

,yWe 

ither  Bi 

reau. 

ttiO 

l)serv« 

ower  Co 

Precipitat 

on  1 

s  less  than  0.01 

inch  rain  or  melted  snow.       ■ 

tX  Post-office  adilresse.'i  ol  t.li 
Millinocket;  Winslow.  W:i  rcrvill,- . 
field.  North  Stratford.  N.  ii 
—Massachusetts-   Ashland.  :  ,       i 
Hill,   West  Cornwall;  LaHi'  i^'  m.,,,...  ,  \ru   l.oiuloii. 

»  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


ions  are  as  follows;  Maine— Aziscolios  Uam,  Wilson  Mills;  Brassua  Dam,  Kockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
iaiiipshire— First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham  ;  York  Pond,  Berlin;-Vermont— Bloom- 
hi  ilebury;  Mays  Mills,  Colraln,  Ma.ss.;  Searsbuig  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
(;lue  Hill,  Milton;  Egreinout,  South  Kgreinont;  Falmouth,  Hatchville;  Lake  Cocliituate,  Framingham;  —Connecticut— Cream 

J  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  11 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *•*  Regular  ^\■e:lther  Biirer-n  st.Ttion  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  21  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Page  12 
Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSUKE,  WINI 

.  HUMIUITV,  AND  SUNHHINK 

Atmospheric 

'le.isiir 

Itelati 

e 

(rednced  to  sea  level) 

Humid 

ty 

BtatioiiB 

.& 

o 

?  ►-. 

3  >, 

g 

a 

^ 

a 

S 

1 

S 

S 

u 

ll 

s 

S 

1^ 

» 

s 

II 

S 

td 

C 

O 

<  > 

.=,:- 

« 

" 

Amherst 

30.16 

30.  88 

2 

29.25 

28 

7.3 

42 

■-■s 

37 

30.16 

30.  85 

2 

29.  24 

28 

16.3 

49 

nw. 

79 

7'2 

73 

46 

^BlueHill 

30.  IS 

31)  .89 

2 

29.  22 

2S 

16.3 

52 

uw. 

10 

79 

67 

74 

Boston  

30.  If 

30  83 

2 

29.  19 

28 

11.6 

37 

uw. 

28 

Burlington  

30.  2( 

30.  S,''i 

2 

29,  29 

27 

11.2 

40 

b 

8b 

72 

80 

49 

Concord  

30.  17 

30.90 

2 

29.  21 

nw. 

30.1.') 

30  1(2 

2 

■29.13 

28 

32 

e. 

14 

82 

48 

Greenville 

Hanover 

30.18 
30.19 

30.  89 

2 

29  25 

28 

4.9 

20 

nw. 

tio 

80 

64 

78 

44 

Hartford     

30  21 
30.14 

30  89 
30.83 

2 
2 

20.27 
29.19 

28 
28 

9.2 
14.6 

30 
51 

ne. 

28 
20 

70 

83 

'85' 

New  Haven 

30.20 

30.87 

2 

29.30 

28 

9.5 

35 

nw. 

71 

59 

63 

47 

30.1! 

30.87 

2 

29  28 

28 

8.9 

27 

s. 

8', 

30.17 
30. 15 

30.92 
30.87 

2 
2 

29.21 
29.24 

14 

28 

8.8 
11.9 

30 
41 

n. 

11 
28 

76 

6b 
63 

71 
70 

Providence 

46^^ 

;  Observations  taken  at  S:oo  a. 
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Daily   Precipitation  for   .February.   1938 

Prninaso  hissin 

Day  of  month 

i 

Stations 

i  i     2  i     o  ,     ^  1     5  ,     6  ,     7  1     S  1     9 

in  1  11  ;  12  i  13  1  11  :   15     !6  |  17 

IS  1  19  1  20  j  21  1  22 

28  1  24  1  25  1  26 

- 

28  1  29 

30 

31 

East  port"* 

(,'onst 

....do 

Kennebec 

.72:  .fti 
.04   .25 

.171  .43 

f.' 

! 

.'i7    .74 
.."1  .6!i 
.2,s   .52 
.12|.... 

T 

.11 

;i 

t" 

.34 

.22 
.35 

.04 

"4' 

.18 
.02 
.11 
.40 
.02 

■.'ig 

.08 

^1^ 
"r 

.01 

!!!' 

T. 
T. 

.... 

!!!! 

■!34 

■.-.,•  • 

1 
.07    .01 
.271... 
.42    .02 

.30... 
.40!   .04 
.3.|.... 

!!!! 

'!i5 

.12 

.14 
.60 
.18 
.24 

!27 
.12 

.(3 
.13 
.36 
.17 

.2'i 

'.14 
.11 
.21 

.07 
•.-08 

.'27 
.02 

.05 

"tV 

.35 
.('6 
.06 

.05 
.06 

.Os 
T. 

.0, 

:?! 

.15 

■r 
■.■i7 

T. 
.05 

i'.' 

.J.... 

.451.... 

1.99 
3.95 

2.52 

1                    .-O" 

•1  .20 
.06!  .till 
.10.   .27 
.02    .3» 
.06   .16 
.6l|  .Cfi 

.31 
.48 
.34 
.16 

"Ah 

.06 
30 

'  '-        ■    •  '  '  

Kennebec 

.13 

.16 
.04 
.24 
.11 

.60 
.46 
.M 
.37 
.46 

■.■56 
.26 
.50 
.16 
.14 

1.03 
.18 
.25 

Al 

.20 

.  17 
.28 
.80 

!63 
.42 
.33 

.25 
.16 
.18 
.12 
.31 
.20 
.44 
.62 
.11 
.47 

.10 
.12 
.11 
.  14 

.08 

■;i9 

.87 

.39 

.Of 
.05 
.15 
.23 
.08 

!45 

!70 
.02 
.07 
.13 
.15 
.02 
T. 

.20 
.31 
.53 
.04 
.31 
.06 
.03 
.11 
.11 
.62 
.17 
.24 

.15 

'1' 

.02 

'1'. 

.05 

■!o4 

.01 
.02 

.07 
T 

T. 

■■i-V 
■r. 
■r 

.05 

■.10 

.11 

-.-ie 
.... 

■.'6i 
•f.- 

.01 
.01 

■.'65 

.32 
.34 

!64 

■!68 
".'19 

.08 
■.-29 

■.■63 

... 
.22 
.02 
.02 
.01 

■!ii 
■!i3 

T. 

'!i3 

.01 

■-'■''■        ', 

!!!! 

!!!! 

•.•67 
•f- 

T. 

!!!! 

.03 

■/os 

.41 
■.02 

.08 

f.- 
".Z\ 
'f. 

■.-02 

2.65 

H.          '  '    

■••■  \ 

•'"'          ■■'•■• 

Andro<co,7Kiu   .... 
Kennebec 

!30 

■.'67 
'.'i9 

4' 

'.'ie 

■.19 

•1'. 

■.'04 

2.57 

;ot! 

ulgton.';: 

••*"!!.!.. 

lAe".'.'.'.'.. 
as  Dam... 

A**".:'.'.'.'. 

■mpshire 

.03'  .40 
.OTi  -65 

.08    .17 
151    I*) 

2  51 

.09 
.05 

3  61 

do               

.04 
.05 

T. 

tv 

tV 

.... 
i"'.' 

T 

.06 
.  12 
.53 
.46 

.10 

& 

.23 
.X6 
.05 
.42 
.10 
.34 
.02 
.17 
.10 

".\2 
.32 

.10 
.01 
.40 

■36 
!4-i 

■.'68 

.27 

't'.' 

.30 
.04 
.12 
.27 

.02 
.15 

,12 

".b» 

.15 
.10 
.12 
.08 
.10 
.16 
.04 

.01 

.07 

■!i7 

04 
.02 
T. 

■.'62 

't.' 

T. 

T. 

'!02 
.01 

.32 
.12 
.33 

!21 
.34 
.13 

.19 
.07 
.19 

.24 

.16 

.08 

.07 

.09 

.10 

.13 

.25 

.02 

.02 

T 

T. 

.21 
.Os 
.OS 
.08 
.18 
.25 
.07 
.14 
.07 
.20 

.... 

2.13 

Presumpscot 

Penobscot   

Coast 

St. John 

Penobscot 

f." 

f  ■ 

.40   T 
.16   .02 

!t?  ■■!>•. 

.08  .... 

.05 
1.14 
T. 
.22 
.51 

.64 
.54 

.19 
.12 
.16 
.22 
.23 
.09 
.01 
.35 

■.■35 

T. 

';o8 

.23 

.52 
'.'03 

\ 

.s 

.44 
.09 

i'.' 

.16 
.53 

■.■45 
1.00 

■^' 

.15 
.19 

'.'is 

T. 

.07 

•t.- 

■."64 

!l-! 
.02 
.17 

'.'ii 

■.'28 

■'i'V 

2.90 
4.11 

.03 

,0. 

.13 

3.17 

ICennobec 

...do 

St.  Croix 

Androscoggin 

T. 

.12 

.19 
.02 
.25 

.35 
.36 

.40 
.23 

!32 
.59 

'.'63 

!67 

.18 

.06 
.01 

.10 
.22 
.32 

.11 
.06 
.35 
.13 
.55 
.29 
.04 
.24 

!08 
.37 

.21 
.08 
.31 
.29 
.27 
.18 
.09 
.38 

.22 

T. 
T. 
T. 
.21 
.06 
T. 
T. 
T. 

05 
T. 
T. 
.05 

■!62 

.03 
'.'69 

■.'63 

■.'os 

'I'. 

■;o7 

■!65 

'!l7 

■.'09 
■;; 

.07 

'/i-i 

.07 
.02 
.19 
.10 
.OS 
.02 
.12 
.12 

'.■64 
'1. 

.10 

.07 
.23 
T. 
.05 

2.40 
2.61 
2.84 

2  56 

uu.Lake:: 

■.'04 

'tV 

T. 

.04 

T. 

2.86 

Coiinecticut T. 

2.68 
1.84 

'  ■■m) .'.'.'.'.'. 

2.04 

..do 

";i6 

.03 

3.20 

v'           .r\u[m".'.'.'. 

Wnnont 

BloomHeld  ..   

^nitw.t'oro  •• 

....do 

....do 

Connecticut 

.13 

2.78 
1  87 

Connecticut 

....do 

Champlain 

Connecticut 

f.' 

.02 
.01 

■!2i 
!ii 

'!64 

2  22 

.6i 

T. 

T 

.05 

T. 

!l4 
.01 

.11 
.96 
.51 
.40 

'31 

'74 

I 

.15 

1.64 
2. 12 

-  Kalis!;;! 

Champlain 

...do 

T. 

'P. 

.10 
.16 
.26 

■;i2 

T 
T. 
.04 

.01 
.15 
.04 
T. 
T. 

T. 

".'6i 

■.'o-i 

T. 

■.'62 

T. 

.45 
.30 
T. 
.02 

'!cfi 

.04 
.01 

t'. 

T. 

.12 
.02 
.04 

.04 

1.55 
2.77 

Mi"-;;;;; 

;is'(near); 
:i-bnry 

a''-  "■irke**;;;;;; 

>Vo..,M:A-k 

M.t^-i'tchiuiseUs 
imherst  

Champlain 

••••do 

do 

T. 

■i^ 

.08 

1.49 

Connecticut 

....do 

...do 

...do 

Connecticut 

Coast 

....do 

Connecticut 

Merrimac 

....do 

Coast 

aonsatonic 

Coa.st 

...do 

T. 
.25 

.01 
■.'47 

.02 

■;27 

.29 
.78 
.59 
.29 
.55 
.57 

■;62 

.45 
.42 

.40 
.60 
.61 
.29 
.10 
.33 
.05 
.64 
.51 
.57 
.45 
.28 
.17 

.0-) 
.OS 
.57 
.46 
.42 
.35 
.27 
.38 
.51 

.43 
.24 
.65 

.15 
.2S 
.35 
.05 

■;64 

■/is 
f.' 

.36 

'.'eo 
".m 

.42 

I 

•.•6i 

!!!! 
f. 

tV 
tV 

T. 

.24 

.IS 
.10 
.29 

.31 

'!27 
.25 

■.'15 

'.'is 

.38 
.34 
.34 
.67 

!o5 
.10 
.45 

!oi 
'.'eo 

.46 
.14 

!52 

'!4C 

!30 

.44 
T. 

T. 
■.'65 

.47 

.81 
.75 

.07 
.52 
.07 

".'51 
.09 
.12 

■.27 

!37 
■.'67 

'.'65 
.06 

.'io 

.31 

■;62 
■;29 

■.'58 

.15 
.14 
.11 

.22 

T. 

.05 
.03 
.08 
T 

■f 
T. 

f. 

■;o5 
.02 

't.' 

.02 
.01 

.04 

.... 

.25 

!32 

.90 

10 

'r, 

.03 
T. 

.24 

.07 

'.'ie 

T. 
.07 
.07 
.05 
.02 
.07 
.03 

tV 

.08 

■!o3 

.05 

■!i2 

■.'62 
.01 

'.'6i 
f.' 

.07 
.12 
.35 
.02 
.06 
.10 

'.'65 

".in 

.01 
.01 
.01 

.03 

.14 
.09 
.38 
.05 

.02 
.03 
.03 
.40 
02 
.01 
.10 

'.V 
.46 
.4b 

.29 

!05 

■!i7 

.10 
.13 

■.'ie 

.OS 

!43 
.53 
.07 
.01 

!02 
.25 
.21 
.02 
.29 
.01 

!08 
.06 

.19 

'.'oo 

■!66 

.09 
.26 
.24 
.03 

!0b 
.05 

.02 

't.' 

.02 

.05 
.01 
.04 
.05 

!l8 
.32 

■.'65 

T. 

T. 

.01 
.01 

•i° 
.01 

62 

.18 
.35 
.30 
.14 

!23 
!lb 

1  90 

3.^2 
2  56 

■V. 

T. 

.05 
.01 

■!63 
■r. 

!ii 

'.'06 
.05 

■.■63 
T. 
T. 
.01 
.02 
.04 
.10 

■^05 

".'62 
T. 
.06 

tV 

.05 
T. 
.01 

.10 

1  94 

■!i4 
■.■36 

■.'35 
"M 

.13 

30 

.01 

■.'63 
.01 

'.'03 
.05 

-r 

.03 
.or 
.03 

'!oi 

.51 
.85 
.50 
.07 
.72 
.35 
.43 
.22 
.72 
.15 
.17 
.30 

!-::^ 
.02 

.65 
.07 
.40 
.55 

.77 

'!27 
1.04 
.62 
.13 
.43 
.08 
.28 

!gi 
.43 

.25 

:% 

.50 

.06 
T. 
.04 

1  77 

i:.' 

Joston*** 

:he.sur(ield« 

.14 
.30 

.07 

.05 
.32 

.46 
..34 
.20 
.22 

■f. 
.35 
.27 
.3f 
.34 

!27 

■!ii 

.30 
.10 
T, 
.24 
.27 
.30 

!n6 

.53 
.15 

.27 
.29 
.28 

.41 

.12 

■!27 
.20 
.41 

■!i2 

T. 

■;62 

r. 

';38 

T. 
.10 
.01 

".■65 
.05 

2.38 
1  77 

■!i5 

■.'65 

.18 
.07 
.08 
.07 
.10 

■!io 

.11 
.10 
.11 

'.■31 
.35 

!6i 

.04 
■.'25 
'!23 

'.'54 
.20 

■!3n 

.11 
.11 

'.'65 

'.'69 

.46 
.16 
.16 

.41 

■!23 

'.'63 
.08 

.03 
.02 

'.'63 
.25 
.12 

■!i2 

■!40 
.05 

.14 

■? 

.02 
.14 
T. 

.16 
.15 
.19 

!22 

.10 
.04 
.10 
.06 

■.'24 
T. 
.15 
.68 
.36 
.06 
.05 

■.■54 
.37 
1.33 

■f.' 
.04 

■!65 
'.'64 

.01 

.03 

.12 

'.'6h 
.08 

.03 

.25 

■.'23 

'.'03 
.01 

'!2i 

T. 
T. 

TV 

■.'oi 

T. 

:toiicorrt 

Jast  Wareliain"  . . 

igremont" 

••all  River  

'alm.mth" 

l^itcliijiire 

.i5ham 

;„!.:  ,i"k«;;;;:;! 
■  .ul 

ifton**.... 

.10 
.06 
.05 

!!!! 

2.60 
1.51 
3  25 

05 

1  94 

....do 

Charles 

T. 

.Of 
.03 

■t.' 

.19 
.05 
.04 

■r 

.07 
.18 

•f.' 
.02 
.12 

!07 
T. 

.16 
.02 

.04 
.01 
.01 

.03 

.12 
.11 
.35 
.15 
.02 
.20 
.10 
.10 

2.31 
2  01 

2  16 

Connecticut 

1.80 
3  12 

^tnv  w  tlford 

...do 

Merrimac  . 

.12 
.14 
T. 

■!o5 

.06 
.03 

.21 
.14 
.03 

'.'oi 

.04 
.13 

2.94 
2  39 

■v.' 

Coast 

....do 

T. 

.30 
.02 

2.24 

1  81 

•itt~:.-Ul" 

■[y.i.oinh" 

'rnvinc^-town 

VaVis!!!!!! 

:-town    .... 
lion".... 

'•  mand 
-land"*... 
•u'e***'. '.'.'.'. 
ecticut 

.rt 

r  

nil 

rtland". . . 

e'v  ilaven"*"!!!! 

lew  London 

;orwalk 

Housatonic 

Coast   

....do 

...do 

Thames 

Connecticut 

Coast 

Connecticut 

Hudson 

Connecticut 

■.'07 

■!34 
.37 

■tv 

■.■36 
.32 

■.'69 

.02 
.01 
.05 

T.' 

.24 
.39 
.15 
.27 
.08 
.15 
.06 
.25 
.05 
.08 

3.38 
3  29 

3  67 

.04 
T. 
.06 
.01 
T. 
.04 

.14 

■.'68 

.16 
T. 
.12 

2.72 

2  22 

.02 

2  03 
2. 14 

2  04 

Coast 

....do 

....do 

Coast 

do. 

't^ 

.04 

.'I8 
T. 

2  29 

.03 

.13 
.03 

2  34 

Housatonic 

Connecticut 

....do 

Coast 

....do 

do 

.02 

!38 
.44 
.71 
.34 
.50 
.20 
.16 
.38 

!!!! 
■.■33 

'.'36 
.12 
.02 

.57 
.53 
.06 
.05 
.20 
.28 
.85 
.44 
.46 

.... 

T. 

■.'06 
.14 

!l7 

■.'04 
.04 

.13 
.04 

■f. 
.12 

■.'02 
.06 
.08 

.33 

'!30 
.54 
.39 
.2.5 

.29 

.12 

.01 
.05 

.01 

i?^ 

.06 
.07 
.07 
.50 
.08 
.05 

.13 

.20 
■19 

.20 
.09 
.04 

.52 
.54 
.60 
.64 
.59 

71 
!60 

49 
.47 

.10 

.'07 
.27 

!i 

.18 

.13 
.02 

■f.' 
.07 

■!69 

.07 
.01 

.02 

T- 

T. 
.06 
.02 
.08 
.01 
.01 

.15 

.03 

.10 

.07 

.13 

T 

.11 

.06 

2  47 

I. 

T.^ 

.10 

■.'18 
.10 
T. 

T 

■.'07 
T, 

'f. 

■f.' 
T. 

2.14 
2.20 
2.91 

Qninebau? 

■.'.56 
.03 

.10 

•aterbury  

.39   T. 

2  25 

I  page  10  (or  explanation  of  refereace  marks. 
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February. 


Daily  Temperatures 

for 

February 

19 

38 

s 

Day  of  Mouth 

station 

Mea 

1 

± 

^ 

5 

6 

' 

_± 

JL 

10 

1' 

13 

14 

15 

IG 

17 

18 

19 

ii 

22^ 

23 

21 

25 

26 

27 

2s 

29 

30 

31 

jVui,ic 

Bar  Harbor  (near).  ... 

)  iMaxiiuuu).  .. 
(  Minimum  — 

Si 

19 

29 

43 

35 

42 

43 

3() 

38 

37 

25 

27 

39 

37 

23 

17 

22 

37 

36 

29 

27 

36 

36 

35 

33 

30 

37 

36 

32. 

\  Maximum... 

2i 

i7 

38 

40 

33 

41 

40 

23 

39 

33 

io 

30 

36 

30 

13 

i3 

2i 

32 

3i 

28 

2.5 

3i 

33 

32 

27 

26 

3-5 

34 

29 

Kastport  

1  Mininnnii.... 

5 

3 

10 

23 

18 

33 

10 

10 

19 

J 

-  2 

1 

30 

9 

-2 

2 

21 

21 

16 

10 

13 

30 

27 

18 

12 

20 

11 

13! 

S  Maximum... 

17 

9 

13 

32 

25 

31 

35 

19 

30 

27 

1 

15 

27 

24 

9 

14 

25 

23 

17 

19 

31 

3li 

2b 

25 

25 

28 

22 

2i: 

Fort  Kent 

Uliuiiiuun.... 

-12 

-18 

13 

3 

15 

13 

-  1 

7 

1 

-11 

-19 

8 

-  9 

-20 

-23 

5 

15 

-10 

-  3 

-14 

24 

5 

—  0. 

Greupville    

)  Maximum... 

20 

lb 

25 

36 

20 

34 

34 

22 

27 

27 

6 

27 

31 

2b 

10 

26 

30 

3C 

25 

2? 

37 

32 

31 

32 

26 

32 

29 

(Minimum... 

-  1 

-  3 

—  3 

18 

-  5 

20 

9 

-  2 

8 

1 

-12 

—19 

20 

10 

—  3 

-12 

-19 

15 

20 

9 

1 

-12 

23 

26 

19 

3 

-  8 

5 

3. 

)  Maximum  ... 

23 

10 

20 

40 

36 

37 

35 

20 

2b 

20 

10 

28 

33 

25 

15 

19 

19 

27 

24 

20 

22 

37 

33 

34 

27 

34 

35 

27 

26 

lloultou    

(  Mininnim.-.. 

-  2 

—  b 

17 

4 

2b 

7 

2 

8 

4 

-10 

-  3 

lb 

■11 

-18 

—11 

11 

4 

-  2 

0 

-11 

13 

20 

14 

0 

-  1 

0 

3. 

S  Maximum... 

20 

22 

31 

4. 

30 

42 

35 

39 

31 

23 

34 

3j 

S2 

22 

19 

2b 

35 

34 

33 

34 

41 

30 

32 

37 

32 

32 

I,ewisto\i 

i  Minimum.... 

7 

4 

15 

24 

lb 

32 

14 

10 

23 

h 

2 

S 

20 

18 

7 

2 

5 

26 

21 

18 

11 

7 

28 

2S 

22 

10 

1 

8 

14. 

\  Maxinnnn  .  .  ■ 

28 

19 

23 

30 

36 

33 

24 

29 

26 

13 

25 

35 

31 

14 

11 

26 

27 

2b 

28 

38 

34 

32 

2b 

31 

35 

31 

27. 

MilliiiocUet 

*  .\Iiuini\nn 

4 

0 

1 

22 

0 

23 

22 

3 

10 

13 

—  8 

-15 

12 

9 

-5 

-  6 

-14 

15 

2a 

10 

15 

-11 

17 

2b 

18 

4 

-10 

15 

\  Maximum... 

2() 

If, 

29 

42 

34 

40 

37 

31 

34 

34 

24 

28 

38 

36 

17 

17 

23 

35 

35 

28 

29 

36 

37 

36 

33 

30 

3: 

35 

3L 

OhUown   

1  Minimum.... 

9 

0 

7 

2b 

14 

28 

31 

8 

16 

2-; 

-  3 

-  4 

22 

15 

3 

-    1 

-  5 

20 

25 

14 

9 

6 

29 

33 

21 

19 

6 

21 

14 

Portland  

\  Maximum... 
1  Minimum.... 

2b 

10 

I 

40 
18 

44 
2b 

38 
22 

45 

46 

16 

42 
2b 

35 
12 

24 
5 

34 

14 

3b 
33 

35 
22 

24 
9 

20 

31 
10 

36 

29 

36 
26 

32 
2! 

31 
15 

36 
20 

38 
3(1 

31 
25 

32 

36 

34 

34. 

5 

31 

19 

16 

9 

19. 

)  Maximum  . . . 

17 

20 

25 

38 

m 

36 

41 

33 

35 

3.. 

18 

33 

38 

32 

18 

15 

33 

37 

35 

35 

38 

37 

33 

33 

30 

31. 

Uunifonl  

)  Minimum... 

2 

3 

10 

20 

b 

30 

10 

6 

2 

1 

-  5 

0 

23 

15 

3 

0 

21 

20 

17 

9 

] 

27 

29 

17 

_  3 

2 

\  Maximum... 

29 

21 

25 

33 

37 

41 

32 

35 

34 

23 

34 

40 

41 

25 

20 

26 

34 

33 

35 

35 

39 

38 

37 

34 

35 

39 

35 

33! 

Winslow   

1  Minimum.... 

4 

-  4 

6 

22 

8 

25 

29 

4 

16 

21 

-  4 

-  2 

24 

16 

3 

-  8 

19 

28 

17 

9 

0 

27 

SO 

22 

14 

18 

12 

12. 

A>M)  Haiiip 

S  Maxiuuun.  .. 
}  Minimum-. .. 
)  Maximum  .■■ 

14 

24 

~25 

33 
4 
33 

20 
40 

41 

1 
36 

44 
3 
49 

35 
33 
46 

32 
3 
36 

10 
42 

21 
47 

21 

—  8 

25 

33 
-  4 
35 

1 

34 

27 
48 

27 
4 
26 

10 

-  4 

21 

33 

-  3 

33 

35 

0 
39 

33 
24 
41 

34 

19 
37 

34 
39 

40 
4 

34 
10 
45 

34 
26 
38 

34 
24 
31 

34 
14 
35 

32 

-  4 

37 

10 
5 

31. 
36. 

Berlin  II 

Coni'ord 

(Minimum.... 

~G 

3 

20 

26 

19 

33 

20 

14 

23 

12 

5 

10 

32 

26 

12 

11 

30 

2y 

22 

16 

12 

28 

31 

22 

3 

6 

17. 

\ilaximuin... 
I  Miniimi.n.... 
j  Maximum... 

\  Maxinuun  .  .  ■ 
1  .^liui^u^M.... 
)  Maximum... 

Ij 

—  4 
29 
13 
24 

-  b 

27 
4 
14 
-16 
37 
1 
20 
-  6 

39 
16 
27 

5 
32 
20 
27 

9 

32 
28 
18 
38 
32 
37 
24 

38 
14 

41 
14 
32 

1 

49 
29 
37 
2b 
4b 
2S 
34 
23 

49 
34 
39 
5 
46 
32 
41 
18 

38 
11 
22 

35 
12 
'2i 

b 

47 
19 
36 
8 
40 
20 

''1 

43 
2fa 
32 
4 
4b 
2b 
38 
10 

27 

2 
4 
-21 
2^ 
3 
lb 

,   36 
5 

34 
-19 

33 

29 
—  1 

39 
29 
36 
22 
38 

22 

29 
32 
14 
46 
33 
40 
32 

33 
14 
14 

35 
13 
35 

2i 

4 

3 

-11 

22 
5 

16 
0 

33 

29 
-15 

'e 

28 
5 

3j 
26 
33 
18 
42 
30 

22 

41 
32 
33 
20 
41 
33 
3: 
28 

21 
32 
K 
37 
23 
37 
22 

33 
8 
27 
-12 
30 
14 
31 
10 

33 
8 

33 
-  6 

35 
8 

36 
1 

44 
2b 
34 
22 
44 
28 
38 
25 

39 

33 
20 
38 
32 
35 
29 

36 

28 
25 
18 
33 
26 
36 
22 

34 

17 
26 
9 
36 

n 

29 
1 

35 
-  5 
23 
2 
36 
12 
28 
10 

34 

9 
12 

"33 

2? 
-  1 

36. 
17. 
26. 
3 

37. 
18. 
31. 
11 

Dnrliam 

First  Conn.  Lake 

Iveeiie(near)  

Plynioulli 

Ver,i,o; 

)  .Ma.\iiiium  ... 

IS 

22 

3« 

40 

36 

45 

32 

37 

10 

31 

35 

38 

14 

15 

31 

37 

28 

24 

23 

33 

3' 

32 

29 

30 

32 

22 

30. 

Burlinston 

(  Mininunn.... 

2 

2 

21 

19 

14 

So 

14 

7 

31 

2 

-  5 

3 

25 

14 

28 

23 

13 

8 

14 

29 

18 

15 

22 

1 

14- 

\  .'laximum.  .. 

16 

lb 

oU 

37 

30 

37 

40 

24 

38 

35 

13 

30 

32 

30 

22 

12 

27 

36 

36 

27 

24 

35 

36 

35 

31 

29- 

Newport  

!  Minimum.... 

3 

-  5 

13 

24 

5 

29 

17 

3 

19 

12 

—  7 

0 

27 

20 

3 

2 

26 

22 

17 

7 

9 

26 

25 

18 

16 

10 

1 

12. 

Northlielit 

\  Maxinuun... 
i  Minimum.  .. 

13 

19 
—  8 

30 
13 

42 
19 

35 

49 
32 

42 
13 

28 

40 
16 

45 
3 

15 
-  4 

32 
2 

35 
26 

40 
15 

15 

5 

16 
0 

29 

2! 

35 
24 

30 
14 

28 
5 

34 

41 
27 

32 
26 

28 
17 

30 

8 

30 
9 

27 

31. 

1 

10. 

\  Maximum... 
(  Minimum 

22 

25 

0 

35 
20 

41 
32 

13 

44 
34 

48 
25 

28 
10 

44 
27 

38 
16 

18 
0 

32 
11 

3b 
18 

44 
27 

27 

S 

19 
4 

37 

7 

37 
30 

25 

27 

30 

36 
12 

41 
29 

38 
29 

20 

32 

17 

35 
18 

2 

34. 

19 

16. 

S  Maxinumi.  .. 

19 

22 

34 

40 

35 

41 

44 

26 

39 

38 

13 

31 

32 

30 

21 

15 

30 

37 

35 

27 

31 

38 

26 

33 

33 

31. 

St.  Albans 

/  Mininunn 

3 

3 

18 

26 

11 

34 

21 

5 

25 

12 

—  8 

-  3 

28 

16 

0 

4 

5 

27 

22 

6 

8 

12 

28 

26 

18 

10 

14 

-  2 

13. 

)  Maximum.  .. 

23 

lb 

31 

37 

29 

40 

42 

25 

36 

35 

15 

28 

33 

27 

14 

3( 

34 

34 

32 

31 

36 

41 

35 

30 

30 

30. 

St- Jolinsbury   

/  Minimum.... 

fj 

-  b 

9 

26 

2 

26 

24 

2 

11 

15 

-  7 

27 

5 

-  4 

0 

2r 

24 

21 

7 

5 

26 

29 

22 

13 

6 

3 

12 

V  Maxinnnn.  .. 

24 

■21 

29 

38 

36 

39 

31 

38 

37 

46 

20 

29 

36 

46 

34 

22 

32 

3f 

38 

36 

34 

36 

;-'9 

35 

34 

35 

34 

33 

33. 

Woodstock   

(  Mininunn.... 

5 

—  6 

10 

27 

-  2 

31 

14 

18 

" 

-  4 

3 

27 

32 

8 

1 

3 

30 

30 

25 

9 

0 

28 

31 

24 

5 

' 

' 

13 

Jl/«,S.!((C/l./,sd(s 

I  .Maxinuun  .  ■ . 

24 

32 

38 

39 

49 

46 

37 

41 

44 

27 

35 

38 

44 

33 

25 

36 

44 

42 

34 

37 

34 

40 

37 

36 

36 

38 

33 

36 

Amherst 

1  JMinimum- . . . 

13 

9 

25 

29 

21 

35 

26 

Iti 

29 

15 

18 

33 

32 

16 

9 

11 

33 

31 

20 

15 

10 

30 

31 

26 

17 

20 

20 

20 

48 

45 

38 

53 

50 

47 

47 

27 

36 

38 

4:i 

34 

26 

33 

49 

f. 

33 

3(1 

37 

41 

38 

34 

35 

37 

35 

38. 

Button 

15 

13 

27 

33 

24 

19 

31 

16 

10 

18 

33 

34 

17 

10 

15 
36 

32 
52 

50 

25 
34 

18 

31 

25 

20 

25 

g 

23, 
40 

(  Minnnum 

S  Maxinumi  . .  ■ 

31 

30 

41 

47 

40 

50 

41 

42 

52 

37 

35 

40 

49 

47 

29 

29 

36 

40 

39 

35 

36 

37 

33 

Brockton 

j  jiininnim 

17 

11 

21 

40 

23 

32 

41 

17 

36 

8 

18 

30 

35 

16 

8 

12 

28 

34 

27 

17 

14 

28 

34 

30 

19 

23 

14 

2S 

I  Maximum    .. 

24 

26 

40 

41 

37 

50 

46 

37 

43 

47 

29 

35 

39 

46 

31 

30 

36 

4b 

31 

35 

34 

43 

38 

33 

36 

32 

37 

Concord 

KMininuun.... 

in 

28 

8 
34 

20 
51 

28 
45 

21 
46 

36 
51 

24 
52 

17 
42 

27 

45 

13 
43 

9 
36 

14 
39 

34 

41 

31 
52 

13 
37 

8 
28 

9 

40 

31 

50 

1 

19 

6 
32 

4 
38 

29 
42 

33 
37 

22 
43 

18 
36 

12 
38 

5 

28 

Kast  VVareliamI' 

1  Minimum  — 

19 

13 

18 

33 

23 

23 

42 

IS 

10 

12 

29 

37 

20 

11 

12 

37 

.32 

25 

8 

23 

33 

32 

13 

16 

26 

j  Jlaxinmm  ... 

30 

32 

47 

47 

42 

48 

49 

38 

42 

44 

30 

38 

39 

51 

33 

30 

36 

48 

45 

35 

32 

35 

40 

37 

35 

36 

38 

35 

Fall  Kiver 

1  i\Jiniumm 

16 

13 

23 

23 

33 

31 

19 

28 

24 

10 

18 

28 

31 

17 

10 

13 

31 

34 

25 

14 

14 

29 

26 

21 

24 

10 

(  :\laxinunn  . .. 

37 

31 

34 

45 

411 

57 

54 

43 

54 

55 

46 

35 

50 

35 

28 

42 

53 

50 

36 

40 

38 

50 

41 

39 

40 

40 

41 

Fitcliburg  

12 

4 

20 

30 

18 

30 

32 

17 

24 

25 

7 

14 

31 

32 

15 

30 

32 

22 

30 

27 

17 

13 

\  Maximum    ■  • 

26 

27 

40 

44 

4;) 

54 

52 

32 

43 

44 

28 

35 

41 

34 

23 

34 

46 

43 

30 

32 

37 

44 

33 

34 

38 

32 

i  Minimum.'... 
I  Maximum.  .. 

32 
45 

20 

31 

15 

25 

16 

5 

12 

30 

34 

15 

g 

10 

28 

30 

11 

27 

30 

24 

15 

11 

4 

" 

30 

32 

47 

40 

49 

49 

30 

45 

45 

25 

37 

49 

35 

25 

36 

45 

36 

39 

45 

38 

36 

34 

38 

37 

Nantucket 

!  Minimum 

22 

22 

29 

35 

32 

37 

•iO 

24 

29 

24 

20 

23 

33 

34 

21 

17 

22 

36 

36 

32 

28 

26 

34 

32 

28 

28 

12 

Maxinuira .  •• 

22 

28 

44 

42 

42 

53 

48 

36 

46 

46 

25 

32 

40 

44 

30 

21 

38 

48 

45 

34 

31 

32 

43 

35 

28 

30 

34 

33 

Stockbridge    

i  Minimum."... 
I  Maximum .  .. 

4 

1 

24 

28 

18 

38 

25 

25 

17 

g 

19 

32 

27 

1 1 

q 

10 

31 

33 

IS 

—  4 

—  4 

30 

27 

18 

7 

24 

37 

40 

41 

51 

39 

32 

45 

42 

22 

33 

39 

41 

32 

21 

42 

42 

35 

30 

41 

30 

29 

35 

~34 

Williamstowu 

1  Jliuimum 

11 

5 

11 

31 

20 

32 

29 

10 

26 

18 

7 

18 

31 

12 

9 

12 

31 

31 

20 

6 

9 

30 

29 

22 

10 

17 

2 

Maxinumi.  .. 

27 

29 

35 

43 

39 

52 

50 

41 

45 

44 

30 

34 

39 

45 

32 

24 

37 

52 

47 

32 

35 

30 

46 

37 

34 

38 

35 

33 

Worcester 

10 

5 

20 

33 

20 

32 

31 

16 

23 

6 

15 

31 

32 

15 

7 

9 

30 

32 

22 

4 

7 

28 

32 

28 

17 

14 

7 

J{ho:Je  hl< 

lid 

Block  Island 

(Maximum... 

29 

32 

50 

44 

42 

50 

50 

34 

44 

45 

26 

37 

40 

47 

36 

28 

40 

45 

45 

37 

32 

36 

40 

39 

39 

33 

39 

36 

(Minimum.... 

22 

32 

34 

30 

42 

33 

26 

34 

2.5 

15 

26 

34 

36 

22 

15 

21 

38 

36 

28 

22 

25 

34 

28 

26 

30 

9 

S  Maximum  .  . . 

35 

30 

43 

48 

41 

49 

49 

44 

43 

45 

38 

36 

52 

41 

29 

34 

4b 

46 

37 

31 

38 

39 

39 

38 

36 

37 

37 

Kingston 

(  Minimum.... 

19 

13 

24 

20 

34 

42 

20 

24 

35 

11 

22 

26 

36 

21 

11 

11 

28 

34 

25 

17 

31 

33 

20 

23 

19 

8 

Providence 

S  Maximum... 
(  Minimum.... 

28 
17 

30 
14 

49 
25 

46 
32 

40 
25 

51 

51 
28 

38 
21 

44 
32 

47 
19 

29 
12 

22 

40 
34 

52 
34 

34 

18 

28 
12 

15 

53 
36 

5( 

24 

30 
17 

35 
18 

43 
32 

34 

37 
25 

36 
22 

28 

36 

7 

38 

S3 

ComiecUcid 

Cream  Hill 

(Maximum... 
!  Minimum.... 
(  Maximum .  .. 

20 
11 
26 

28 
5 
31 

38 
22 
36 

38 
30 

44 

41 
20 
41 

48 
30 
50 

46 
30 
49 

36 

15 

45 
28 

42 

88 
24 

48 

28 

32 

20 
37 

38 
32 
42 

42 

30 
49 

30 
10 
33 

23 

11 
37 

49 
28 
48 

45 
31 
46 

35 
23 
34 

41 
5 

35 

33 

17 
35 

40 
27 

40 

34 
26 
41 

31 
22 
35 

1 

33 
20 
38 

21 

28 

28 

"3. 

Hartford 

(  Minimum.... 

16 

13 

28 

32 

27 

29 

33 

32 

25 

14 

24 

37 

18 

14 

17 

34 

34 

25 

17 

14 

32 

33 

23 

18 

25 

i 

Maximum... 

26 

34 

47 

46 

40 

48 

48 

44 

44 

50 

29 

39 

42 

55 

35 

29 

3« 

49 

47 

35 

35 

36 

39 

41 

35 

35 

41 

®^^     ^'*" 

(  Minimum.-.. 
(  Maximum.  .. 

16 

14 
34 

32 

45 

35 
48 

29 

40 
46 

31 

49 

27 
41 

35 
42 

25 
46 

16 
35 

27 
38 

38 
41 

35 
54 

IR 

16 
33 

19 
37 

37 
49 

35 
45 

26 
35 

18 
38 

24 

35 
39 

34 
40 

24 
42 

19 
39 

29 
39 

37 

New  London 

I  Minimum- . . . 

2I 

15 

29 

36 

26 

36 

38 

23 

32 

35 

15 

25 

35 

24 

14 

18 

34 

35 

19 

17 

34 

35 

30 

22 

27 

Maximum... 
(  Minimum 

30 

47 

45 

52 

48 

47 

35 

41 

43 

5E 

40 

31 

50 

45 

37 

37 

42 

37 

37 

40 

3£ 

Norwalk 

17 

12 

24 

32 

2f 

32 

38 

19 

25 

33 

15 

26 

36 

20 

11 

1^ 

32 

37 

29 

15 

14 

32 

33 

25 

14 

20 

12 

i  Maximum    . . 

30 

31 

46 

41 

50 

48 

38 

41 

4i 

33 

35 

3£ 

48 

36 

26 

36 

50 

46 

35 

29 

32 

40 

37 

38 

35 

36 

34 

Putnam 

i  Minimum.'... 

14 

8 

20 

20 

32 

18 

24 

20 

31 

36 

18 

30 

35 

23 

28 

29 

19 

15 

10 

Seepage  10  for  explanatioD  of  reference  marks. 


7.  B.  Boston-5-27-38-l: 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND    SECTION 


G.  H.  NOTES 


Price:  =;  cknts  a  copy:  25  cknts  a  vear:  (not  stamps). 

KIMITTANCI  PAYABLE  TO   SlTPKltlN'-ENnKST   OK   DoCUMKNTS,    WASHINGTON 

D.  0. 

/OL.   L.              Boston,   .Mass.,   ^fAHCII.    i:)38. 

No.  8. 

GENERAL  SUIIMAKY 

Temperature  extremes  ami  fiuctuations  were  the  features  of 
his  month's  weather.  3Iild  weatlier  on  the  2d,  was  followed 
>y  an  unusual  temperature  drop,  and  by  the  morning  of  the  4th, 
emperatures  had  reached  to  well  below  zero,  generally  over 
lortliern  New  England  and  extreme  west  portions  of  soutlicrn 
^ew  England,  and  to  only  slightly  above  zero,  elsewhere  over 
he  Section.  At  St.  Albans,  Vt.  a  minimum  reading  of  — 37" 
stablished  a  new  low  record  for  March  in  New  England.  This 
old  wave  was  of  short  duration  and  was  followed  by  a  period  of 
lear  sinxsonal  temperatures  until  about  tlie  19th.      At  this  time, 

waini  period  set  in  and  continued  until  about  the  27th,  with 
QOnthly  maxima  occurring  generally  during  the  early  part  of 

[  Continued  on  page  16.  ] 
TEMPERATXJKE 

The  average  monthly  temperature  for  the  Section,  based  0)i 
16  records.  uaH  34.1°,  which  is  1.8°  above  tlie  mean  for  the 
,st  ol  years.  The  average  temperature  for  tlie  northern  division 
ms  30.6°;  for  the  southern  division,  38.5°.  The  iiighest  month- 
y  mean  was  41.5°  at  Waterbury,  Conn.;  the  lowest  was  21.0° 
,t  Fort  Kent,  Me.  The  highest  recorded  was  81°  at  Chestnut 
Jill,  Mass.  on  the  22d,  and  Nashua,  N.  H.  and  Lake  Cochitu- 
te,  Mass.  on  the  23d;  the  lowest  was -37°  at  St.  Albans,  Vt. 
>n  tlu'  4th,  which  is  the  lowest  March  temperature  ever  record- 
ed in  New  England.  Tlie  greatest  monthly  range  was  106°  at 
5t.  Albans,  Vt  ;  the  least  was  51°  at  Eastport,  Me.  Tliegreat- 
lailv  range  was  67°  at  First  Connecticut  Lake,  N.  H.  on  the 
th.      '  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 

16  reccu-ds,  was  2.33  inches,  which  is  1.03  inches  below  the 
nean  for  the  past  51  years.  The  average  precipitation  for  the 
lorthern  division  was  2.28  inches;   for  the  southern  division, 

39  inches.  The  greatest  monthly  amount  reported  was  4.39 
nclies  at  Pinkham  Notch,  N.  H.;  the  least  wa.s  0.77  inch  at 
'resque  Isle,  Me.  Tiie  greatest  amount  in  24  hours  was  1.64 
nciies  at  Proviucetown,  Mass.  on  the  17th.  Tiie  average  nuni- 
ter  of  days  with  .01  inch  or  more  of  precipitation  was  1 1,  which 

1  aljove  the  mean  for  the  past  51  years.  Tiie  average  snow- 
all  for  the  northern  division,  based  on  83  records,  was  11.4 
nches;  for  the  southern  division,  based  on  78  records,  1 .7  inch- 
for  the  Section,  based  on  161  records,  6.7  inches,  which  is 
l.l  inches  below  the  mean  for  the  past  51  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

Tile  prevailing  direction  of  the  wind,  based  on  119  records, 
vas  northwest.  The  average  velocity,  based  on  the  records  at 
5  stations,  was  10.6  miles  per  hour,  which  is  1 .8  miles  per  hour 
)elow  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
»2  percent  of  the  possible  amount,  which  is  the  mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
he  Section,  based  on  133  records,  was  12  clear,  6  partly  cloudy 
ind  13  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 

;30  p.  m.  observations  at  11  stations,  was  74  percent,  which  is 


PHI 


DATES  OF  MISCELLANEOUS  PHENOMENA 

A itroms.— 1st,  9th,  14th,  18-26th,  30th. 

Halos,  lunar. —Qih,  ll-15th,  20th. 

H>tlos.  solnr.—^-ith,  10-llth,  13-15th,  22-25th,  28-30tli. 

Hail.  —  (dates and  general  location) — None. 

IViunderstorms. — 5th,  western  Conn.;  22d,  extreme  northern 
and  eastern  Me. ;  26th,  Hoosac  Tunnel,  Mass. ;  27th,  Readsboro, 
Vt.;   31st,  Webster,  Mass.  and  Falls  Village,  Conn. 

i'^o^,  dense. —4-6th, 12-1 4th, 16-18th,20-23d,25-27th,30-31st. 

Sleet.  —  (dates  and  general  location) —  2d,  Searsburg  Station, 
Vt,;  4th,  First  Conn.  Lake,  N.  H.  and  New  London,  Conn.; 
5th,  scattered  over  Section  ;  6th,  widely  scattered  over  Vt. ;  13th, 
Concord,  N.IT.;  14th,  scattered  over  N.  H.,  and  general  over 
eastern  IMass.,  R.  I.,  and  Conn.;  16-18ih,  general  over  north- 
ern New  England,  and  scattered  over  Mass.;  19th,  Eastport, 
Me.;  22-23d,  New  London,  Conn.;  24th,  PinkJiam  Notch, 
N.  IT.;  26th,  widely  scattered  over  southern  New  England; 
27th,  Portland,  Me.;  29th,  Hubbardston,  Mass.;  30th,  Glouce- 
ster, Mass.;  8Ist,  Ft.  Kent,  Me. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1S88 

18B9 

1890 


1913 

191-1 

1915 

1916 


1927.. 
1928.. 
1929. . 


1933 

v.m 

1935 


41.2  I 

43.4  I 


No.  of  days  (all 
New  England) 


X  ■ 


\\ 
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Climatolog'ical  Data  for  March,   1938 
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Bangor  Hydro  Electric  Co. 

B.  L.  Had  ley 
Walter  Tiuirston 

U.  S.  Weather  Bureau 
Augtfsta  Water  District. 
Jiangor  Hydro  Electric  Co* 
Mrs.  Haniiah  1.  Hatch 
State  Normal  Bcliool 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  U-Sonle 
U.  S.  Weather  Bureau 

C.  C  P.  &.  L.  Co. 
M'illiam  H.  Cummlng 
!'■  M.  Tripp 
Union  V\ater  Power  Co 
Bangor  Hj(iro  IClectric  Co. 
Great  Norliiern  Paper  C( 
Union  Water  Power  Co. 
Great  Nortlierji  Paper  Co. 
Winlield  Heath 

N.  W.Kober.s 
C.  L.  Cliadbourne 
Thomas  W.  Clark 
Univ.  of  J\Iaiiie 
U.S   Weather  Bureau 
Me.  E.N  perimeut  Station 
Great  Northern  Paper  Co. 
George  J.  Cumming 
Charles  A.  Mixer 
Ruth  Dni'gin 
Union  \Vater  Power  Co. 
Guy  W.  Butler 
Hollingswortli  &.  Whitney 
St.  (hoix  Paper  Co. 


Edward  Fenu 

George  E.  Tucker 

U-  S.  Weather  Bureau 

Sarah  H.  Glen  son 

N.H.  Agr.  Colle-e 

Union  Waler  Power  Co- 

Cunn   Val!e,v  Lumber  Co. 
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Kenneth  Berry 
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U.  S.  Weather  Bureau 
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Rev,  A.  B.  Cricliton 
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E.  E,  Ordway 
George  H.  Ross 
George  S.  Ranrt 
Fairbanks  Museum 
George  Briggs  1 1 1 
N.  E.  Power  Co. 
L.  L.  Lpfm;.rd 
Conn..  River  Power  Co. 
Gilman  W.  Ford  Ut 


See  page  16  for  explanation  of  refereDce  marks. 
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Climatologrical  Data  for  March,    1938 


Temperature,  iu  degrees  Fahrenheit 


Precipitation,  in  inches 
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State  Sanatorium 
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Met  Water  Works 
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U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.Kxp.St;.tlou 
U.S.  Weather  Bureau 


The  Ri.ltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  16  for  explanation  of  reference  marks. 
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March,  1988 


OUmatologlcal  Data  for  March,  1988 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inchc 


Connecticut  Cont'd 

Colchester. 

CoUinsville 

Cream  HilUI 

Danbury 

East  Hartland  — 

Falls  Villages 

Hartford 

Lake  Konomoctt-' 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Watprbury  

Weat  Hartland 

For  State- •   •• 


New  London  ■ 
Hartford  •  ■  • 
Litchfield  ••• 

Ifairtield 

Hartford.... . 
Litchlield  ... 
Hartford  .  •  ■  . 
NewLondon. 
New  Haven  . 

do 

NewLondon. 

Fairfield 

Windham.... 
Litchfield  . . . 

Tolland  

New  Haven  . 
HarUord 


— i.94 

-!.%■ 

-1.97 

-1.53 
-0.71 
-L69 

Stedman  Storrs 

Edwin  R.  Wilder 

C.L.Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S .  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

U.  S.  Dept.  of  Commerce 

P.  Hurliman 

Agr.  Exp.  Station 

William  .T.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pages    14.     15,  and  16. 

The  departures  from  the  normal  temperature  are  computed  from  the  averajres  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cinitation  with  is  vears  or  moi-e  of  record  are  computed  from  a  normal  or  '  standard  mean"  ad.iusted  to  a  uniform  35-year  period;  for  stations  of  lo  to  14  years  the  means 
for  the  period  of" record  are  u«ed  Reference  letters,  a,li,c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Ihermometers  not  supplied  by  Weather  Bureau,    ttt  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

11  Post-office  ad<Ues.«es  of  these  stations  are  as  follows:  Maine— Azisoolios  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood ; Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket-  Winslow,  Waterville;-New  Hampshire-First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkliam  Notch,  Gorham  ;  York  Pond,  Berlin  ;- Vermont— Bloom- 
field  North'stratford,  N.  H.;  Cornwall,  Middlebnry;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
—Massachusetts-  Ashland.  Framingham;  Blue  Hill,  Milton;  Kgreraont,  South  Egremont;  Falmouth,  llatchviUe;  Lake  Cochituate,  Framingham;  —Connecticut- Cream 
Hill,   West  Cornwall;  LaKe  IConomoc,  New  London. 

•  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  TTsed  on  Pag-e  17 . 

Except  as  otherwise  indicated  observations  are  generally  mnde  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tlie  time  of 

observations  *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 

recorded  is  for  the  preceding  '.^4  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken 


Explanation  of  Reference  Marks  Used  on  Page  18. 
ig;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


I 

[  Continued  from  page  13.  ] 

the  3d  decade.  Under  the  influence  of  this  long  continued  mild 
weather,  vegetation  developed  to  an  unusual  extent  and  far  be- 
yond normal.  Plowing  and  seeding  were  begun  over  the  cen- 
tral and  southern  portions  of  the  Section.  Precipitation  wa? 
sub-normal  with  regard  to  both  rain  and  snow.  On  the  whole, 
the  month  was  marked  by  its  rapid  advance  into  the  spring 
season.  e.9. 


PHUSSllKK.  WIND.  HtlMIDlTV.  ANOSHNKHINK 


Amheret 

Block  Island  . 

''BlueHill 

lioston  

BurliUKton  .... 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket     ••■ 
New  Haven  — 

North  field 

Portland 

Providence  .  ■  ■  ■ 


Atmospheric  I're.ssure 
(reduced  to  sea  level) 


30.01  30.45 

29.98  30.35 

29.99  30.41 

29.97  30  40 

29.96  30.45 

30.02  30.45 
29.  P8  311.53 
29.  99   30  44 

29.98  30.47 
30.01    30  42 

29.97  30.37 
30.01  30  39 
29.9x1  30  43 
29.991  30.47 

I  29.99!  30.38 


29.  35 
29.40 
29.32 
29.30 
29  28 
29.  27 
29. 19 
29  25 
29  32 
29.41 
20  43 
29.  46 
29  30 
29. 27 
29.40 


lielative 
llniiiidity 


X  Observations  taken  at  S;oo  a.  m.,  and  8;co  p.  m. 


March,  1938 
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'.'18':" 

t.' 
'I'. 
T 

.02 
.02 
.20 
.31 
.06 

.06 
.18 
02 

.28 
.34 
.20 
.27 
.23 
.32 
.29 
.21 

1.79 
1.72 

3.07 

Connecticut 

....do 

Coast 

....do 

.02 

i'V 

T. 

■f 

tv 

f.' 

■.'61 
.02 
T. 
.04 

.... 

.21 
.14 
.56 
.18 
.22 
.28 
.13 

.14 

f. 

.02 

•^03 

.08 
.03 

'.'64 

.02 
.... 

Willimantic 

.... 

.... 

T. 

2  47 

■  ■y 

.19 

8e«  page  16  for  explanation  of  reference  marfes. 
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CLIMATOLOGIGAL  DATA:  NEW  ENGLAND  SECTION 


March. 


-Daily  Temperatures  for  March.  1938 
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J  Maxinuim  . 
(  Minimum. 
)  Maxinumi , 
'Minimum. 
S  Maxinnun 
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KW    ENGLAND     SECTION 


G.  H.  NOTES 


Piuck:  ■;  cunts  a  covy:  25  cents  a  ykar:  (not  stamps). 

TTANCB  PATABLB  TO  SCTKRIK  lENDKNT  OP  DOCUMENTS,   WaSUINGTON.  D.  C. 


\    PARTES  OF  MISCELLANEOUS  PHENOMENA 

^\)j^Y(s.— 3-7th,  ll'ti,  15-17th,  21-25tli,  80th. 

H«/os^/[p/^r--^«tli,"  ll-13th,  23(1. 
.^vifr(.(w\W.r.— ]8l,  4lh,  (;-8lh,  1  1-H(li,  Ifilli,  21-2411 
**   Hail.  —  (dafesand  sencral  location) —  29tl 


Vol.  L. 


Boston,  M.\ss.,  APRIL,   IV'38. 


No.  4. 


GENERAL  SUMMARY 

I'Srhe  weather  feature  during  April  was  the  unusiiaily  long  cx- 

'       '    \  cold  period  from  the  3d  through  the  llvh.     Daily  niini- 

lemperatuves  near  or  sornewliat  below  freezing  persisted 

;!ie  Section  during  this  entire  period,  and  maximum  tem- 

ijeraiures  were  well   below   the  seasonal  average.     The  lowest 

Inonlhly  temperatures  occurred  generally  on  tiie  6th  over  the 

■■•'-vn  division  and  on  the  11th  over  the  northern  division. 

ratures  during  the  remainder  of  the  month,  however,  av- 

considerably  above  the  normal,  and  more  than  compen- 

;.>r  the  deficiency  established  earlier  in  the  month.     The 

~t  day  occurred  on  the  28th,  and  at  some  stations,  was  the 

wiix.u-t  day  ever  recorded  in  April.     Precipitation  was  slightly 

[  Continued  on  page  22.  ] 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 

OG  records,  was  46.4°.  whicli  is  2.7°  above  the  mean  for  the 

'  years.  Theaverage  temperature  for  the  northern  division 

.2°;  for  the  southern  division,  48.6°.  The  highest  nionth- 

n  was  52.6°  at  Sprinfiekl,  Mass.;  the  lowest  was  36.4°  at 

'jnnecticut  Lake,  N  .H.     Tlie  highest  recorded  was  93° 

ingfield,  Mass.  on  tlie  28th,  the  lowest  was  -7°  at  First 

■licut  Lake,  N.  H.  on  the  11th.     The  greatest  monthly 

V  as  84°  at  First  Connecticut  Lake,  N.  H.  and  Bloomfield, 

. ...  '.he  least  was  35°  at  Nantucket,  oMass.     The  greatest  daily 

•ange  was  55°  at  Berlin,  N.  H.  on  the  27th. 

PRECIPITATION 

Tlie  average  monthly  precipitation  for  the  Section,  based  on 

87  records,  was  2.88  incites,  which  is  0.45  inch  below  the  mean 

or  the  past  51  years.     The  average  precipitation  for  the  north- 

•rn  division  was  2.69  inches;   for  the  southern  division,  3.07 

'    ^.     The  greatest  monthly  amount  reported  was  5.72  inch- 

Vantucket,  Mass.;  the  least  was  1.20  inches  at  Bethlehem, 

The  greatest  amount  in  24  hours  was  2.81  inches  at 

•  ket,  Mass.  on  the  8th  and  9th.     The  average  number  of 

ith  .01  inch  or  more  of  precipitation  was  11,  which  is  1 

the  mean  for  the  past  51  years.     The  average  snowfall  for 

rthern  division,  based  on  81  records,  was  4.8  inches;  for 

uthern  division,  based  on  73  records,  2.1  inches;  for  the 

!,  I)ased  on  154  records,  3.5  inches,  which  is  0.5  inch  ))c- 

;•'  mean  for  the  past  51  years. 


.  WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

I  The  prevailing  direction  of  the  wind,  based  on  121  records, 
ivas  southwest.  The  average  velocity,  based  on  the  records  at 
i  5  stations,  was  10.2  miles  per  hour,  which  is  1 .2  miles  per  hour 
ipl'i^v  the  mean. 

■sunshine,  based  on  the  records  at  13  stations,  averaged 
rent  of  the  possible  amount,  which  is  8  percent  above  the 

cloudiness  was  at  the  mean.     The  average  for  the  Sec- 
..  leased  on  135  records,  was  11  clear,  8  partly  cloudy  and 
j  1  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
;':30  p.  m.  observations  at  11  stations,  was  73  percent,  which  is 
'i  percent  above  the  mean. 


.  26l]i. 
scattered    along 


lorthcastern  K.  I. ; 
-80th. 


the  Maine  and  northeastern  iMass.  coasts  and 
30th,  vicinitj-  of  Haverhill,  Mass. 

Th  lOK^erstonm.—]  st,8d  ,8-9th,  1 2-1 6th ,  18th,  20-21  si  ,27 

Foff,  dense.— )si,  8-lOth,  12-23d,  25-27th,  29-30th. 

Frosts. — (dates  and  geneial  location) — Last  killing  frosts  oc- 
curred along  the  southern  New  England  coastal  sections  gener- 
ally on  the  11th;  elsewhere  over  southern  New  England  and  over 
southern  and  central  portions  of  nortliern  New  England  from 
about  the  24th  to  the  26tli;  over  extreme  northern  portions  of 
northern  New  England,  to  the  close  of  the  month. 

Sleet.  —  (dates  and  general  location) — 2d,  scattered  over  south- 
eastern Mass.;  4th,  Fall  River,  IMass.;  5th,  Eastport,  ^Me. ;  8th, 
scattered  over  soutliern  New  Hampshire  and  general  over  Mass. 
and  Conn.;  9th,  general  over  southern  and  central  Me.  and 
N.  II.,  Vt.  and  northwestern  Conn.;  10th,  Falls  Village,  Conn.; 
IGtl),  Greenfield,  Mass. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Eampshire,  find 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


j  Treoipitatic 


North 


South 


. . :  45.  £ 
..i  41.E 
..;  43.3 


46.1 
43.2 

45.  a 

45.1  I 


-4  45.6 
2  45.4 
n     50.2 


2  i  47.5 

-  3  j  43.  G 
15  i  49.5 
12  !  44.2 

3  ;  43.4 
5  I  46.  2 

-13  45.4 

2  :  43.6 

-  3  j  51.0 
]0  46.5 

-12  '  46.3 


1  I  46.2 

-  2  I  45.3 
11  I  47.6 

1  45.0 

10  !  45.6 

5  46.9 

-  7  •  45.1 
10  I  44.  1 


North 


Soutli 


87 
K6 

24 
2u 

17 

78 

16 

79 

19 

17 

75 

9(1 

6 

K6 

13 

K4 

]7 

88 

9 

80 

18 

86 

12 

88 

12 

93 

15 

80 

20 

79 

No.of  (layp(all 
New  England) 


.3     11 

.2     13 

11 


3.3  I 


10 

^  1 

12 

7 

7 

11 

9' 

10 

7 

10 

7 

14 

6 
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7 

9 
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13 

fi 

12 
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11 
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13 

9 

12 

S 

16 
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9 

6 

13 

8 

14 

6 

11 

7 

8 

7 

12 

10 

7 

7 

7 

in 

7 

11 

J_ 

20 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,   198 


Climatological  Data  for  April,   1938 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

BangorS  

Uiu-lliu-bor  (near) 
Brassua  UaiuU...- 

Kasliiort 

liiisl  Wiutlirop 

lilisworlh  

liiistis  

l<'anniaGton 

Ft.  l-'iiirlield  (near) 


Uiraiii;1 
lluu;Uiii 
Jaclcmai 
Lewisto 
Mafhia^ 
Mailisoi 
MiddU-ii 
Milliuoi 
Milo.... 

Ni.rlii  U 
OMtuwi 
Oro;io.  . 
Portland 


Penobscot .  • 
Hancock  .... 
S(niiersct ... . 
Washington 


1^01HMi<l      

Ui.'iyilic' Notch  .... 
l>in-h<iiii    

Fir.st  Conn.  Lakeji 

Fctznilliaui» 

li'ranlc!:u 

tilenciiii    

lianii'tr.iw... 

llan<)\  li'  S  

HilUboro 

ICeenomear)  §  — 

Liikeport 

LincoUi — 

Manclie.ster 

Milan     

NasiniaS .-.. 

New  :)iu-haiiiU... 
N.vyn  -  ,      


BtraiVord 


Kello'.vj  Kails.. 
l!.;nuin;,'ton.... 
Bloonini'li'.n  .. 
BraltUViK.roS  .. 
Unrinii,'lon  .... 

Caven.iisli 

ChelSfa 

CornuallU.... 
Craftsbnry  Cor 
East  liarn'-t  — 
East  llytKate-. 
Knosbiirg  Falls 


Norlhtifld 

Keadshoro 

Kooliester 

Rntland 

St.  Albans  (near). 

St.Joinisbnry 

S.?arsl>nr?  Mt ■ 

PearsburgSta.tt... 

Somersftlt 

VornonlJ§ 

West  Burke 


Addison 

Orleasis 

Caledonia  . . . 
Caledonia  .■ . 

Franklin 

Essex 

Windbani.... 
Windiiam... . 

Orleans 

Washington.. 
Bennington. 
Windsor  ... 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
B  nningtou 
Windham... 
Windham... 
Caledonia. .. 


1,650 
10 
603 


2,000 

500 

1,050 


1,244 
443 


+  3.3 
+  'i."4' 


+  3.7 
+  4.1 
+  5.3 
+  1.6 


+  4.5 
'+'2'.i 


+  2.9 
+  6.6 
+  4.6 


+  4.8 
+  '4.'6' 


+  3.7 

+  'i.'7' 


+  2.1 

+  1.3 
+  3.5 


+  4.0 

+  '5.'i' 


2.32 


2.02 
4.78 
3.96 
4.14 
42  1  2.02 
9     2.50 


+0.38 
-0.54 
-1.27 


+0.61 
-U.91 
+  0.10 


-0.57 
+0.59 
-0.99 
-0.81 
+0.13 
+1.04 

— i.73' 


-0.  ,54 
-0.20 
-0.11 
- 1. 25 
-0.  55 


+0.49 
+  0.41 
-0.19 
-0.57 
+  0.18 
+0.18 
-0.90 
-0.72 


-0.24 


-n.  43     0. 62 

+0.31 

-0.86 

+0.0G 

-0.50 


11  I    8 

12  i     7 
U  I  U 


Bangor  Hydroelectric  Ct 

B.  L.  Hadley 
Walter  Tluirston 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  C( 
Mrs.  Hanuah  I.  Hatch 
State  Normal  School 

C.  W.  Norsu'orthy 
W.  B.  Clark 
Samuel  D.  Sonle 

U.  S.  Weather  Bureau 
C.C  P.  &L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  lilectric  Cc 
Great  Nortliern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Winlield  Heath 
N.  W.  Roberts 
C.L.CIiadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S.  Weather  Bureau 
Me.  Experiment  Statiou 
Great  Norlliorn  I'aper  Co 
George  J.  Cumniing 
Charles  A-  Mixer 
lUith  Dnrgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  .t  Whitni 
St.  Croix  Paper  Co. 


Edward  Fcnu 
George  E.  Tucker 
U.S.  Weather  Bureau     - 
Sarah  U-  Gleasou 
N.IJ.  A gr.  College 
Union  Water  I'ower  Co^< 
Conn   Valley  Lumber 
Waller  E.  Bolles 
F.  ,!•  Southmayd 
Stale  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  U.  Research  Forest., 
Robert  P.  I  lay  ward 
Fred  Wlggiu 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Kes.  1 
Pennichuck  Water  Wo: 

E.  E.Tobey 
H.P.Shepard 

F.  A.  .smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow     •>. 
Claude  Balcer 
Kenneth  Berry 

U.S.  Bureau  of  Fishe 


^ 


U.  S.  Weather  Bureau; 


B.F.  Hydro-Electric ( 
Everett  Orchards 
t^eorge  L.  Cooper 
Raymond  I,.  Browu 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.  Durkee  ttt ' 
Sarah  E.  I,ane 
Miss  B.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.Devins  ttt 
L.  n .  Poineroy 
Gilraan  Paper  Co. 
Fred  May  tn 
Mrs.  John  ,T.  Clerety  , 
Rev.  A  .  li.  Ciichton  J 
U.  S.  Weather  Burea 
N.K.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museii 
George  BriggstU 
N.  E.Power  Co. 
L.  L.  Leon-.ird 
Conn.,  River  Power  Oo 
Oilman  W.  Ford  1 


itee  page  16  for  esplauation  of  reference  marks. 
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Climatological  Data  for  April,    1938 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  incites 


£. 


Vermont  Cont'd 

West  Hartford 

White  River  Jc- 

Whitiutthain 

Wilder. 

WilmiiiKton 

Woodstock 

For  State     •  • . 


ilatsaehusetls 


Windsor.. 
Windsor.. 
Windham 
Windsor.. 
Wiitdham 
Windsor . . 


Adams 

AmherstS 

Ashlandtt  ..■• 
Beechwood  * . . 
BUieUilinS-.- 

Boston 

Boylstou 

Brockton§   

Chester* 

Chesterfield*..- 
Chestnut  Uill§. 

Clintons 

Coucord§ 

East  Wareham 
EgromontU*... 

Fall  River 

FttluiouthJJ*... 
FitcliburgJ  -.. 
Framingham  S 

Franklin* 

Gardner* 

Gloucest«r§  •• 
Qreentield  — 

Grotou* 

Hardwick*.-.. 
Uaverhilll  ..-• 

Ueatli* 

Holyoke 

HoosacTnnnel 
Hubbardston*. 

Hyaniils 

Ipswich* 

Jelferson 

Lake  CodiitiiateJJs 

La«rence§ 

Lowells  

Mansfield*. 

Middleboro* 

MIddleton  

Milford* 

Millbury 

Montague  City.. 

Nantucket  

New  Bedford.... 
Nortlibridge*  — 

Otis* 

Pembroke* 

Pern* 

Petersham 

PIttsfield, 

Plainfield' 

Plymouth 

Princeton 

Provincetown  ... 

Bockport 

Bhplburne  Falls 

Sonthbridge* 

Spot  I'ond  

Spriuglield 

Bterli.ag 

Btoikbridge  .... 

Swiimp.scott 

TaiintonS • 

Turners  Falls.... 

Ware  * 

Webst-r* 

Westflold§  

WpatonS 

West  Rutland 
Williamstovvni  .. 
Wlnchpndon*  . .. 
Worcester(  a  )§.... 
For  State  . . . 


Berkshire  .. 
Hampshire 
Middlesex  .. 
Norfolk  .... 

do  . . . . 

SulTolk 

Worcester  .  ■ 
Plymouth  .. 
Hampden  •  • 
Hampshire. 

Suffolk 

Worcester  .  ■ 
Middlesex.. 
Plymouth  .. 
Berkshire . . 

Bristol 

Barnstable - 
Worcester  .  • 
Middlesex.. 
Norfolk  ... 
Worcester  . 

Essex 

Franklin  ... 
Middlesex  . 
Worcester  . 

Es.sex 

Franklin... 
Hampden  . 
Berkshire  . 
Worcester  . 
Barnstable. 

Ksspx 

Worcester  . 
Middlesex. 

ICsscx  

Middlesex  . 

Bristol 

Plymouth  ■ 

Kssex 

Worcester  ■ 
Worcester  . 
Franklin  .. 
Nantucket. 

Bristol 

Worcester  . 
Berksliire  . 
I'lynioulh 
Berkshire 
Worcester  ■ 
Berkshire  . 
Hampshire 
Plymouth  ■ 
Worcester  ■ 
Barnstable. 

Essex   

Franklin  .. 
Worcester  . 
Middlesex  . 
Hampden  . 
Worcester  . 
Berkshire.. 


Bristol 

Franklin  . 
Hampshire 
Worcester. 
Hampden  . 
Middlesex  ■ 
Worcester  • 
Berkshire  ■ 
Worcester  ■ 
Worcester  ■ 


Rhoile  Iflnnd 


Block  Island. - 

Kingston  

Portsmouth  •. 

Providence  ■ . . 

For  State. 


Newport  — 
Washington 
Newport- ■■ 
Providence 


Baltic 

Barkhamst°ad 

BridgeportS 

BnrliDgton 


New  London 
Litchfield  .   . 

Fairfield 

Hartford  ... 


1,450 
370 

700 


2R 
28 
28         21 


-0.46 
+0. 63 
+0. 02 

-o.u 


-1.04 
-0.90 
+  0.3-' 


-0.48 

1.19 

-0.57 

1.29 

0.97 

-0.42 

0.95 

+0.  46 

1.64 

-0.82 

1.20 

-0.64 

-0  6!) 

1.14 

0.00 

0.90 

-0.23 

1  38 

0.93 

-0.92 

1.11 

1.14 

—1.01 

0.97 

1.07 

0. 53 

+2.76 

2.81 

-0.57 

1.04 

-1.04 

1.00 

-0.37 

0.78 

-1.32 

L02 

-1.08 

LIO 

-0.23 

1.34 

-1.47 

0.83 

-1.  50 

1.22 

-1.27 

1.45 

+0. 15 

1.71 

-0.58 

1.15 

-0.79 

1.  22 

-1.04 

0.95 

-0.79 

-0.17 

1.35 

-0.28 

-0.98 

0.78 

-1.78 

0.99 

-1.50 

1.18 

-0.86 

0.96 

+0. 31 

0.80 

-1..31 

0.92 

-0.70 

1.18 

-1.29 

1.25 

1.00 

+0.32 

1.02 

-0.50 

0.80 

-0.08 

1.03 

2.81 

+  0.11 

1.92 

-1.28 

1.57 

1.43 

-0.99 

1.19 

-0.73 

-0.77 

1.06 

-1.18 

1.24 

-1.15 

0.  72 

-0.28 

1.47 

Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  ttt 
Olcott  Falls  Co. 
Walter  Adams  ttt 
William  S.  Eaton 


N.  E.  l>ower  Co. 

Ma.ss.  Agr.  Exp.  Sta. 

Met.  Water  Works 

.«tate  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loriiig  U.  Reed 

C^ity  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Mot.  Water  Works 

Fred  A.  Tovper 

Joseph  L.  Kelley 

."^tate  Dept.  Public  Health 

Richard  C.  Brigham 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Mot.  Wafer  Work.s 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W^  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Works 

Essex  Com  pan  V 

Props.  Locks  A-  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  K.  Iloolzel 

State  Dept.  Public  Health 

N.E.  Power  (;o. 

Charlotte  A   Braun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

L.  B.  CummingH 

State  Dept.  Public  Health 

Plymouth  Water  Works 

Met.  Water  Works 

Irving  H.  McNayr 

U.  S.  C.  G.  Station 

N.  E.Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Nisbit  11.  Bungs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  &  E .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  (College 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


Bea  page  16  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION, 


April,  1988 


Olimatological  Data  for  April,  1938 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

S 

^ 

g 

^ 

- 

5° 

stations 

Counties 

S 

rt 

^ 

W 

ti 

a  o 
5 

g 

s 

1 

2 

2       t$ 

1  r 

i 

s 

11 

V 

cs 

'S'O 

M 

1 

o 

1 

5 

1 

■"  a 
'3  g 

r 

Observers 

Connecticut  Cont'd 

New  London  •  •  •  • 
Hartford    

420 
800 

52 
0 

47 
10 

Collinsville 

3.91 

1.44 

3  5 

8 

19 

4 

7 

sw 

Edwin  R.  Wilder 

Cream  HillU 

Litchfield 

1,300 

43 

48.6 

+  5.3 

85 

28 

15 

6 

33 

43 

3.60 

+0.01 

0.87 

7.3 

16 

14 

7 

9 

nw. 

C.L.Gold 

Fairfield 

51   4 

91 

28 

20 

11 

42 

1 

3.19 

0.  VO 

4  1 

13 

fi 

East  Hartland  

Hartford 

Litchfield  

1,  220 

585 

0 
22 

22 

48 

3.12 
2.  94 

-0.99 
-0.43 

1.10 
0.75 

2.0 
5.0 

8 
10 

D   N   Gaines 

Falls  Villages 

48  9. 

+  3.6 

89 

28 

14 

6 

43 

16 

n 

7 

nw. 

Conn.  Power  Co. 

Hartford  .  •  ■ 

63 

51  0 

91 

28 

24 

6 

'17 

79 

3  14 

—  0  22 

1  11 

3  3 

14 

12 

8 

s. 

TJ   S   Weather  Bureau 

NewLondoii.... 

178 
200 

0 
3 

54 

3.90 
3.14 

-0.35 

L55 
0.99 

■■4.'7' 

10 
11 

New  London  Water  Works 

Mt.  Carmel 

48.6 

92 

28 

19 

6 

44 

9 

15 

6 

B.  W.  IMcFarland 

New  Haven 

do  

23 

1,'i't 

50. 2 

+  3.0 

84 

28 

25 

6 

3? 

Mil 

2.98 

-0.54 

1.18 

4.3 

14 

8 

n 

11 

s. 

U.  S   Weather  Bureau 

20 

68 

49.6 

+  3.0 

79 

15t 

24 

6 

31 

68 

3.48 

-0.2S 

1.47 

2.4 

11 

7 

12 

11 

Harry  G.  Tiet.1en 

Norwalk  

Fairfield 

116 

46 

.50.  4 

+  3.6 

88 

28 

20 

6 

37 

2.88 

-0.93 

0. 95 

7.0 

11 

14 

10 

6 

Putnam  

WindhHm. 

458 

48  5 

88 

28 

16 

6 

40 

3 

2.25 

0.  60 

0.0 

13        2 

21 

7 

Litchfield 

1,015 

86 

28  f 

12 

6 

41 

5 

2.80 

0.78 

3.0 

15      21 

P.  Hurlimau 

Tolland  

New  Haven  ..  - 

B40 
310 

41 
51 

48.5 
,52.  9. 

+  4^4 

87 

28 
28 

17 
22 

6 
6 

40 
45 

46 
52 

2.62 
3.28 

-0.97 
-0.58 

0^81 

3.0 

3.5 

11 
13 

8 
15 

6 
9 

16 
6 

n. 

Apr.  Exp.  Station 
William  J.  Papn 

Waterburv  

0 

14 

3.55 
3.17 

-0.74 
-0.52 

1.  25 
1.55 

"i'.z 

7 
12 

49.9 

+  3.3 

92 

28 

12 

6 

45 

12 

10 

8 

Explanation  of  Reference  Marks  Used  on  Pag-es  20,  21,  and  22. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  n'ore  years  of  i<cord.    Departures  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean"  ;uljusted  to  a  uniform  35-year  period;  for  stations  o  '  10  to  1 1  years  the  means 
for  the  period  of' record  are  used.                Reference  letters,  ^,i\c,  appearing  in  t!ie  table  indicate  number  of  days  raissiiij; ;  for  example,  b  repn  sei:  ts  two  days,  etc.        t  Also 
' •-  '  •—-^^-~--" ^tt  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  O.Cl  inch  i 


on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttt ' 


rain  or  melted  snow. 


Xt  Post-office  addrospes  of  these  stations  are  as  follows:  Maine— Aziscobos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood;  Hiram,  We.^t  laldwin;  Kipogenus  Dam, 
Millinocket;  Winslow,  Waterville  ;-New  Hampshire-First  Conn.  Lake,  Pittsburg ;  New  Durham,  Alton ;  Piukbam  Notch,  Goiham  ;  York  Pond,  B  iriin ;  Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  Colrain,  M.ass. ;  Searsburg  Sta.,  Wilmiiigton ;  Somerset,  Wilmington;  Vemoii,  SheUmrne  Falls,  Mass.; 
—Massachusetts-  Ashland.  Framingbam;  Blue  Hill,  Milton;  Egremout,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingliaui;  —Connecticut- Cream 
Hill,  West  Cornwall ;  Lake  JConomoc,  New  liOndou. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  j  Not  included  in  summaries. 

Explanation  of  Reference  Marks  TJsed  on  Pag-e  23 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sun.«et,  and  precipitation  recorded  is  for  the  24  hours  (nding  at  the  time  of 
observations.         ***  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  PrecipitLitiou  is  less  than  O.Ol  inch  rain  or  melted  snow. 


ii 


Observations  i 


Explanation  of  Reference  Marks  TJsed  on  Page  24. 
taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occur 


Amherst 

Block  Island 
''BlueHill.... 

Boston  

BurlinKton  .• 

Concord  

Eastport 

Greenville... 

Hanover 

Hartford  . . . . 
Nantucket  ■•■ 
New  Haven.. 
North  field  ... 

Portland 

provideiire  .  ■ 


PRESSURE.  WIND,  HUMIDITY,  AND  SUNSHINE 


Atmospheric  Pressure 
(reduced  to  sea  level) 


30.  05 
30.04 
311.04 
30.  02, 


30.021 
30.  02| 
30,01 
30.  05 
30.  03 
30.05 
30. 02' 
30.031 
30.04 


30.50 
30.46 
30.52 
30.50 
30.52 
30.  52 
30.51 
30.51 
30. 48 
.30.50 
30.47 
30.50 
30.50 
30.52 


29. 10 
29.09 
29. 09 
29.06 
29.17 
29.08 
28.99 
29. 12 
29.10 
29.10 
29.10 
29.09 
29.15 
29.08 
29.08 


Relative 
Humidity 


[  Continued  from  page  19.  ] 

below  the  normal  with  regard  to  both  rain  and  snow,  but  vegeta- 
tion and  farm  operations  advanced  rapidly.  At  the  close  of  the 
month,  the  growing  season  was  one  to  two  weeks  in  advance  of 
the  normal,  although  there  Avas  a  slight  deficiency  of  soil  mois- 
ture over  the  south  portion. 

s.  si 


"•1 


X  Observations  taken  at  8:00  a.  m.,  and  8;oo  p.  m. 
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Daily 

Precipitation  fo 

r   April.    1938 

Draiuago  basin 

Day  of  month 

■3 

Suuious 

I  1     2 

!  H  ^1  H  « 

7       S       9      10 

11 

12 

13 

14  1  15  1  16 

17  1  18  1  19 

20  1  21 

22  1  23 

24 

25 

26 

27 

28 

29  1  30  1  31 

H 

Maine 

Eastport*" 

Eli-worUi 

Eu<tii 

Farmiiigtou 

!  Kennebec 

1    ...do 

.a 
.(f 
.1 

1 

.ot 

T. 
T. 
T. 
T. 
T. 
T. 

"oa 

".k 

.Ot 

t" 
T. 

.0- 

i?' 

.03 

.02  T. 

' 

.07'. 
.02!.-- 

v: 

T 
.2[ 

I.IV  .01 
.95   .01 

.80;  .0- 
1.14J  .Ot 

1.06  !o- 

[73  '.V. 

.411... 
1.22    .01 

.oc 

.Oi 

'."ot 

T. 

'62 

.10 
.02 
.08 

.12 

1  .02 

.Ob 

.17 

'.'6 
.0 
.0. 

... 
.oe 

1  .45   .29 
i  .41    .07 
i  .03;.... 

'.'ifl 

.06 
.02 

.0 

.oe 
'.'6s 

.02 
.04 
.15 
.16 
.30 
.06 
.21 
.10 
.20 
.07 
.15 
.22 
.08 
.14 
.05 
.05 
.22 

.'i4 

.'66 

.07 

'.'67 

.06 
.25 
.14 
.20 
.13 

■.'65 

.25 
T. 
.16 
.23 
.23 
.35 

!25 
.19 
.22 

.'65 

T. 

■.■47 
t'.' 

■r 

.02 

.01 
'f.' 

'.'6.5 
.03 
.OS 

'."69 
.04 
T. 

t.' 
T. 
.07 

■f.' 

.16 

.05   .03 
.61    .02 
.42    .14 
.20   .21 
*     .61 
.12   .09 
.48   .33 

2.72 
1.92 

.5£ 
.OJ 

■.07 

... 
■V. 

.08 
.06 
.07 
.07 

!os 

.05 

t'.^ 
.11 
.20 
.15 
.08 
.01 
.11 
.10 
.57 

.02 

'.14 
.03 

tv 

.37 
.02 
.26 

.05 

.06 
.03 
.01 
T. 
.02 
.10 

'.'08 
.07 
.06 

2.79 

Kennebec 

....do 

St.  John 

Kennebec 

Androscoggin   ... 

Kennebec 

Penobscot  

.5 
.It 
.1( 
.11 
.12 

■50 
.OS 
.5- 
.ft. 

.22 

T. 

.Oi 
.01 

.01 

'."26 

.oa 

.2'J 

'.'62 
.22 

"r 
.12 
.27 
T. 
.19 

.06 
.07 
.08 
.17 
.03 
.01 
T. 

.35 
.18 
.25 
.11 
.36 
.02 

.IC 

:22!vv 

.6i!.... 

Greenville 

.01 
.01 

'.'08 

".'65 
.08 
.26 
.02 
T. 

'64 

'.'64 
.26 

■.'64 
.3J 

:3o 

'.'•23 
T. 

:'48 

;2i 

.08 

.07 
.07 
.15 

■.'64 
.14 

.01 

2.95 

Jftvkmau 

.02 

.'oi 

■f. 

.02 
T. 

'.'6i 
.33 

■;6 

.11 

.... 

;;;; 

"f. 

.47    .421... 
.26    .01  .... 
.32    .05  ... 
.33    .02.... 
.331  .37  .... 

2.29 

MndUou 

llUiiockot 

.401   .69;.... 
.231  -Bl  ..    . 

1.87 
2  33 

.701  .13 

i;00l'.'54 
.95   .02 
.23'  -35 

.20 
.3b 
.05 
.52 
.02 
.30 
.35 
OS 
.07 

.13 
.79 
.45 

orthHrillgtou . . 

dtowii. 

jrtlan-i'"" 

resQuelsle  

IpogemisDam.. 

Presumpscot 

Penobscot   

Coast 

St.  John 

T." 

'.'64 

.07 

'.'63 

"62 
T. 

.01 
.03 
.0.1 
.06 
.14 
.06 
.08 

.04 
.03 

•:i8 

:::: 

■.■32 

".'17 
.32 

'.'06 
.08 

'.'63 

'.'08 
.16 

'.'69 
■."22 

.04 

'.'62 
■.'65 

.15 

'164 

".4: 
.01 

f. 

.02 
.33 

'lio 

.27 

tv 

f.' 

■■iv 

■.'65 
■f.' 

.19 
.29 
.33 
.56 
.90 
.17 
.1! 
.37 
.95 

.08 
.08 

.48 
.37 
.01 
.39 
.15 
.02 
.40 

'!65 

.34 

.07 

:::: 

2.92 
3.37 
2.57 
2.71 
4  20 

.78 
.50 

.16 

"t".' 

T. 
.12 

tv 
tv 

T. 

tv 

.12 

m 

T. 

'.'63 
.02 
.U 

T. 
T. 

'.'26 

t".' 
T. 

imf  oru    — 

Kennebec 

....do 

.21 

;;;; 

■.'67 

Kl^d^;::::. 

iftrw  l/.irtijM/iiie 

rliu** 

Hicord  

£^'cSnn.Lak4:: 

»nkliu 

Buedioar").."!!!.' 

T. 

.50 

.571.... 
1.21    T. 

.05 

'.'io 

tv 

'.'63 
•f.' 

T. 

.52 

f. 

.'20 

1.77 

Androscoggin 

Merriinac 

Coast   

.U 
.02 
.12 

■:26 

.51    .46 

'!»7   m 

2.73 
2.17 
2.79 
2.75 
2.79 
2.29 
2.87 
2.41 
265 
2.87 
2.92 
2.76 

2.43 
2.61 
2.31 
3.16 
1  94 

ids 

T.' 

.221  .37!  .62 

t. 

'.'i7 

.10 
.20 

■.'6i 
'.'61 

V62 

.31 

.45 
.19 
.43 
.12 

'!2i 
.21 

.20 

'!46 
.62 

.09 
.04 

!07 

.14 

.14 

.09 
.40 
.25 
19 

Merrimac 

Connecticut 

...do 

.(B 

.01 
.02 
.40 

■v: 

T. 
T. 

.22]  .63 

.42 

.50 
.31 

T. 

.02 

!o' 

.80 
.55 

wDurhim":::: 

iWDorf* 

....do 

Connecticut 

Merrimac 

■.'is 

■f 
T. 

T. 

.11 

.09 
.02 
.02 
.03 

.01 
.07 
T. 

■r 

T. 
.01 

■.'62 
T. 

.68;  .68 
.501  .94 
1.20;  T. 

.24 

'.'io 

T. 

t!^ 
T. 

.02 

'  '.30 
.24 
.07 
T. 
.05 

".'67 
.82 

.50 
.01 
.5S 

'.'37 
.61 

.58 

.04 

".'22 
.15 

'.'io 

T. 
T. 

.18 
.07 

.... 

.05 

■f.' 
T. 

'.'6i 

T. 

■r. 

T. 

T. 

iV 

.01 

.oi 

.07 

Vei-mont 

Connecticut 

....do 

Champlain 

Connecticut 

...do 

Champlaiu 

St.  Luvrence";".' 
Champlain 

.02 

'."63 
'.'os 

■vV 

■v.- 

T. 

.07 

tv 

T. 

'."is 

.03 
T. 

.43 
1.13 

.35 
1.15 

.15 
.40 
.03 
n'7 

.04 
.16 

f. 

.02 

T 

'.'69 
T. 

';6i 

.08 
.01 
T. 
T. 

.03 

'.'oi 

.01 

T. 
.01 

'.'65 

■f.' 

':. 

.03 

^K.Ju!.i. 

^K  .....:.::. 

.721  .12 
.271  .13 
.131.12 
.501  .03 
.50!  .04 

.30 
.29 
.35 
.17 
.12 

!51 

.20 

!l8 

1.60 
2.50 
2.27 
2.01 
2.32 

^^^  Falls.... 

^Kd^::;:: 

r 

T 

.09 

.26 

.18 
.10 
.04 
T. 

f.' 

^K 

....do  ....::;::::; 

...do 

.58 

.09 

■Mtkus  (Dear;. 

■anhiisbiiry 

■ok 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

....do 

.06 
.16 
.22 

.05 
.22 
.09 

'03 

T. 
.01 
.04 
.01 

■62 
t.' 

T. 

! 

.01 
.01 

r ' 

T. 

.03 
.06 
.04 

:::: 

T. 

'.'i9 

77 

.62 

.76 

.30 
.97 

1 

T. 
.03 
T. 

.... 

T. 
T. 

'."oi 

tv 

T. 

T. 

f  ■ 
.05 

.43 
.35 
.12 

.61 

.14 
.10 
.43 

.08 
.28 
.36 
.01 

'.'67 

.01 

•f.- 
.01 

.04 

.04 
.06 
.12 
.02 

.78 
.16 
.60 

.05 
f." 
.13 

•r. 
'.'66 

.01 

T. 
T. 

.11 

■.'2i 

.12 

.05 
.00 

iio 

.42 

.... 

T. 
.01 
T. 

.03 
.27 
.06 
.44 

.14 
.26 
.27 
.52 

'.'64 

.27 
.47 
.28 
34 

:::: 

2.02 
4.14 
2.50 
3.08 

3.07 
3^22 

chiitsetts 

T. 

.24.... 
.23!.... 
.21j.... 

■.ll\":: 

.24.... 

I   

.24}  .87 
.8.5]  .67 

I'lj"::::; 

T. 

T 

Merrimac 

....do 

•:63 

T. 

1  33 

r\d 

f.' 

.38 
.32 

'f  ■ 

1  03 

.11 

.09 

.08 

.... 

■f.' 

3.31 
2.96 

.... 

.29 

"1- 

.66 

.23 

.,t*» 

Housatouic 

Coast 

....do 

■■■:: 

.'os 

.IS 

.03 

.oi 

.'65 

.13 
.12 

.05 

.so!....]  ... 

.81    .661  T. 

'.'oi 

'.06 
.(16 
.34 

.... 

.... 

.48 
.96 
1.19 
.04 
.03 
.47 
.84 

'.'67 

1 

.02 
'.'22 

'tv 

.26 

'!24 

■.'63 
.22 

.13 
T. 

'.'62 

'.'2c 

tv 

'r. 

T. 

.... 

.74 
.18 
.69 
.48 

.15.... 
.02..., 

.04;.... 

I::: 

.321.... 
. 15  . . . . 
.33.... 
. 15  . . . . 
.28.... 
.01  .... 
.01  .... 
.22.... 
.04j.... 

:4o:::: 

Iv 

.181.... 
.22.... 
.  11  . . . . 

.01  .... 

.201... 
T.|.... 

.02!.... 

2.51 
3  02 

-T    

.01 
.01 
.03 
.08 

'.'ii 
'.'65 

.06 

T 

T. 

.11 
.08 

".ii 

.... 

1.96    .17 
l.Oll   .29 
....11.44 
.86    .26 
.491.10 
T.    1.  IS 
..      .37 

T. 
"=t 

T. 

■■'ji 

.02 
'.'06 

'.'6b 

'.'03 
.03 

'.'67 

."is 
'.■i2 

4.48 
3.19 

■      I'll 

...do 

Charles 

.... 

.01 

T. 
.02 
.01 

tv 

T. 

'.'6i 

T. 
.08 
.04 
T. 
T. 
.03 
.18 

tv 

'.'63 

v:: 

.801.... 
.29|  .07 

T. 

.'07 

'.'i2 

T. 

'.'i9 

T. 

'.'i6 

".06 

.24 

T. 
.37 

'.'is 

.52 
T. 

.22 
.78 

tv 

.25 
.10 

iio 

.62 
.21 

.07 

V25 
IS 

Connecticut . 

3  58 

Merrimac 

Connecticut 

.12 

■.'is 

'io 

T. 

.03 

'.'26 
T. 

tv 

.08 
.06 

.04 
.02 

Vis 

.20 

.03 

'.'08 
.10 

.06 

T. 
T. 

■r. 

T. 

tv 

■.'04 

.24 

!44 
.08 
.05 
.03 

■r 

T. 
.37 

t." 
.10 

iio 

'.'69 

!ii 
.10 

.8:3!.... 

.09:1. 87 

.31j.... 
.18    .90 
.31    .71 
.28    .55 
.61.... 
.l-i    .80 

3.28 
4.00 
3.10 
3  75 

....do 

Merrimac 

Coast 

I.2O1  .23 
*  :1.38 

T. 

'c.it**» 

.40 

f 

:95 

111 

>  41 

T 

5  72 

Jtord 

...do 

Connecticut 

.67 
.37 
.18 

]1^ 

.04 

'.'is 

3.28 
3.13 

!••    

.04 
.06 
.17 

".hi 

■.05 

:6& 

■'o? 

.02 

T.' 
T. 
.04 

f.- 

.12 
.01 
.02 

.04 

T 

T. 
'.'63 

'.'62 

'.'oe 

T. 

■f.' 

T. 

T. 

.10 

..„.., 

....do 

...do 

Thames 

Connecticut 

Coast 

Connecticut 

Hudson 

Oonnpcticut 

Blackstone 

Coast 

....do 

....do 

tv 

t'.' 

'.'oi 
f.' 

T. 

tv 

3  51 

tv 

■.■62 
tv 

■.'05 

tv 

.06 
.18 

■.'62 

l.lSi  .03 
.211.... 

'•2I'  T 

'.34I...'. 
1.02... 

.2.5,  T. 
l.Od  T. 

.... 
.06 

.02 
■.'67 

T. 

'.'6i 

.03 
.12 

.12 

1 

.02 

T 

.01 

3.36 
2.89 
3  16 

.    v.^ 

..    .1.18 
....    .96 

....!  .48 

S 

:23   T.1  .11 
.80....    .06 
.95    .251  T. 

T. 

.01 

.... 

2.78 

.>to\vn    

'.'06 

3.19 

^r 

•f.' 

.22    .05 

3.20 

'e  Tflciml 
^!and"»... 

•teclicut 

.20 

it 

.42 

1.04 
.04 

.56 

.65 
.53 

•r. 

.07 

'.'io 

'.'65 

.04 

.79 
.12 

.41 

.72 

1. 10  . . . . 
.01  .... 

.11,... 

■r. 

.01 

r. 

T. 

3.64 
2:22 

2.94 

•.>r  

....do 

:::;:::: 

....1... 

ilill  

Housatouic 

Connecticut 

do 

Coa.st 

....do 

....do 

!24 

.:^ 

.03 
.16 

.16j 

r 

.01 

.01 

T. 

.02 

..32 
.1.5: 
.09; 
.37| 

.12j 

foj 

•18! 

.22j 

.06 
"■11 

'.U 

■1 

.87 
1.10 
.43 

i;4'7 

.11 
.20 

.02 

.13 
.03 

".a 

■f.' 

T. 

.76 

'.'87 
.60 
.12 

'^   ■'' 

.11    .26 

.12 

'.'20 
.18 
.02 
.02 
.21 

irtland". .. 

51 

3.12 
3.14 
2.98 
3.48 

2.23 
2.62 
3  28 

!.>ven**»  .... 

v.'v  London 

Norwalk 

T. 
.06 

tv 

T. 

T. 

tv 

.07 

t" 

T. 
T. 
T. 

tv 

T. 

.15 
.27 
.05 

.•6i 

T. 

T. 
T. 

•"^1 

.12 
.09 
.86 

r 

!oi 

.07 
.05 
.04 
.04 

:o1 

.05 

f.' 

T. 
.01 

.... 

.21 
.22 

;o2 

.05 

Patnam 

Quinebaug 

Willimantic 

Coast ; 

1 

.52 

.05 

tv 

... 

.22    .45' 

.01 

T. 
.0. 

.Oli.... 
.33.... 

.05 

Vaterbury 

:c4  'Ksi 

1    ^^ 

.81      32 

1 

1 

\ 

1 

1 

See  pa^e  16  for  oxplanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,  19? 


-Daily  Temperatures  for  April, 

1938 

stations 

Day  of  Month 

1 

^ 

3 

h 

5 

6 

_1 

_i 

_i 

- 

11 

12 

13 

14 

15 

^ 

_il 

18 

19 

20 

21 

22 

23 

25 

^ 

27  1  2S 

Ji 

30      31 

Mean 

mh>c 

1 

i 

Bar  Harbor  (near).  . . . 

\  Maximum... 

5! 

5P 

5S 

15 

42 

41 

43 

3- 

3; 

41 

58 

56i     59!     581     54 

51 

4! 

67 

70 

05 

64 

56 

59 

57 

05 

03 

77 

74 

411     .. 

54.9 

(  ivliuHiium 

31 

2E 

22 

2; 

22 

2L 

21 

2b 

2b 

2i 

12 

37 

31 

3t 

3" 

3b 

37 

44 

60 

47 

33 

34 

38 

38 

3- 

47 
57 

51 

41 

35; 

33.9 
47.3 

Fastnort 

)  Maximum.  •■ 
( JMinimuni .... 

4SJ 

4" 

4( 

40 

40 

41 

41 

3( 

3i 

38 

4! 

3; 

4f 

54 

47 

48 

55 

54 

59 

41 

53 

67 

4e 

01 
39 

81 

42 

401 

■i\ 

35 

32 

2t. 

20 

•2r 

2i 

28 

31 

lb 

16 

37 

3b 

3f 

37 

35 

34 

38 

39 

3b 

38 

34 

38 

35 

38 

3b 

30: 
41! 

33.4 

Fort  Kent 

)  Maximum  .  ■  • 

4! 

42 

3f 

?I 

35 

3-5 

35 

44 

4( 

3v 

45 

43 

5:^ 

54 

54 

53 

61 

03 

6.") 

58 

53 

53 

58 

67 

0! 

62 

59 

6£ 

48 

49.8 

(  Minimum..  •• 

37 

2b 

2t 

" 

27 

21 

It 

13 

2? 

21 

-  4 

33 

11 

37 

32 

1! 

4. 

40 

36 

32 

32 

34 

38 

29 

30 

39 

33 

31| 

27.9 

p           ■., 

)  .Maxiunun  .•■ 

54 

40 

■in 

3! 

33 

31 

■.'■i 

41 

:ir 

32 

4] 

48 

52 

60 

52 

60 

58 

47 

63 

72 

58 

43 

64 

65 

56l    64 

81 

40 

44I 

50. 8 



1  Minimum... 

34 

30 

26 

lb 

17 

18 

b 

n 

2C 

19 

( 

2S 

3t 

3i 

3; 

22 

28 

35 

41 

43 

40 

33 

33 

25 

34 

24 

30 
62 

4f 

38 

33| 

28.  a 

HouUon    

i  Jlaximnm  ... 

58 

44 

36 

43 

36 

42 

31 

4. 

4( 

2'. 

4( 

50 

6( 

61 

55 

55 

60 

65 

68 

74 

(i2 

54 

55 

07 

60 

65 

63 

44 

4]' 

52^0 

)  Minimum-... 

29 

30 

23 

23 

27 

23 

17 

lb 

li 

L- 

7 

25 

3( 

30 

4( 

2( 

2b 

42 

44 

42 

42 

38 

27 

38 

28 

38 

44 

36 

3l| 

29.7 

Lewistoii 

)  Maximum... 

KH 

49 

41 

39 

35 

42 

47 

45 

34 

36 

4( 

07 

5b 

7t 

63 

61 

5C 

53 

69 

80 

73 

4b 

58 

64 

61 

69 

85 

86 

63 

47 1 

56.1 

(Minimum.... 

35 

33 

29 

25 

25 

2n 

23 

24 

30 

24 

lb 

3b 

3b 

37 

.39 

35 

34 

41 

47 

46 

43 

40 

35 

30 

36 

34 

42 

49 

41 

381 

34.4 

Millinocket 

)  Maximum.. ■ 

58 

47 

43 

41 

3b 

42 

43 

46 

43 

35 

44 

i.: 

54 

04 

58 

63 

62 

50 

70 

7h 

03 

60 

68 

68 

67 

77 

76 

47 

42I 

55.3 

(  Minimum 

3n 

34 

30 

21 

2( 

23 

17 

17 

29 

25 

12 

33 

31 

37 

43 

27 

26 

3b 

44 

45 

42 

35 

3; 

28 

3b 

46 

38 

31.7 

OUUown   

j  Maxiimun.  .. 

59 

59 

49 

43 

4( 

42 

42 

46 

42 

35 

37 

53 

49 

62 

62 

61 

60 

50 

69 

75 

71 

6f 

72 

79 

53 

44! 

55.7 

ijiinimu!!!.... 

3b 

3fa 

32 

24 

2b 

24 

22 

23 

3f 

2S 

14 

35 

35 

37 

43 

35 

33 

41 

46 

4f 

1 1 

35 

42 

63 

38 

36i 

34.8 

PorHarid  

\  Maxiuunu  ... 

63 

46 

41 

39 

39 

4'a 

42 

4( 

35 

33 

42 

60 

47 

48 

53 

53 

49 

52 

08 

(;■ 

67 

68 

49 

49i 

51.9 

}  Miniunim.... 

40 

3b 

32 

29 

■25 

25 

2b 

2! 

32 

27 

24 

38 

38 

38 

43 

41 

39 

42 

48 

50 

4: 

..] 

35 

45 

4t 

41 

37.3 

Rmufonl  

j  iMaximinn  . . . 

57 

46 

41 

38 

34 

41 

46 

43 

35 

34 

49 

58 

60 

72 

51 

64 

59 

53 

70 

80 

70 

„,., 

,j7 

69 

85 

85 

5-1 

46| 

55.5 

!  Miiii'.num.... 

33 

33 

2b 

20 

21 

23 

18 

20 

28 

20 

11 

31 

3C 

36 

33 

29 

» 

40 

44 

40 

43 

40 

33 

28 

37 

30 

42 

50 

37! 

31.7 

Wiiislow   

\  Maximum  ... 
(Minimum.... 

60 
33 

58 
29 

57 
22 

37 
23 

45 
22 

47 

20 

49 
20 

43 
2b 

40 
27 

44 

11 

63 
33 

61 
36 

6b 

67 

64 
30 

65 
30 

64 
40 

72 
24 

81 
43 

73 

45 

69 
38 

00 
35 

26 

68 
35 

71 
30 

79 
40 

83 

82 
42 

tl 

■'111.  6 

»32. 1 

A-ew  Umnr) 

hire 

Berlin  II 

jiMaximum... 

52 

40 

88 

38 

34 

39 

43 

40 

34 

29 

52 

57 

60 

74 

47 

62 

59 

65 

67 

79 

09 

57 

54 

04 

56 

07 

83 

84 

56 

60      .. 

54.9 

(  Minimum.... 

36 

30 

28 

21 

21 

19 

12 

17 

26 

25 

4 

17 

34 

36 

42 

29 

27 

43 

43 

38 

38 

42 

31 

24 

40 

27 

28 

45 

48 

30, 

30.2 

Concord 

)  Maximum... 

62 

51 

45 

42 

39 

43 

49 

43 

37 

37 

54 

70 

66 

79 

71 

62 

61 

74 

74 

86 

72 

49 

61 

61 

65 

72 

84 

87 

58 

51 

59.8 

(  Miuiuuiiii.... 

37 

35 

29 

27 

26 

24 

25 

22 

31 

25 

19 

3S 

37 

40 

45 

37 

31 

46 

49 

50 

46 

43 

39 

30 

36 

3b 

4C 

58 

41 

40' 

36.1 

1  Maximum... 

64 

60 

45 

45 

41 

42 

45 

38 

37 

38 

51 

71 

66 

78 

70 

50 

50 

59 

70 

87 

80 

59 

61 

55 

56 

88 

84 

53' 

59.9 

Durnani 

(  Miuiunuu.... 

35 

28 

32 

20 

22 

17 

28 

18 

29 

31 

15 

35 

37 

37 

45 

35 

25 

49 

42 

60 

40 

36 

26 

34 

35 

34: 

52 

45 

381 

34.1 

First  Conn.  Lal<e 

)  Maxiumm... 

44 

37 

33 

30 

24 

32 

30 

37 

33 

24 

45 

45 

58 

48 

62 

62 

59 

00 

67 

61 

47 

50 

61 

53 

65 

75 

48| 

49.0 

(Mininnun.... 

30 

29 

20 

14 

9 

8 

3 

9 

15 

21 

-  7 

0 

22 

27 

30 

22 

28 

39 

34 

35 

34 

28 

24 

31 

26 

25 

40 

45 

34' 

23. 7 

KeeneCnpar) 

S  Maximum.  •• 

61 

5! 

44 

44 

40 

41 

50 

43 

37 

38 

55 

64 

60 

80 

72 

67 

64 

58 

71 

85 

73 

04 

58 

63 

61 

88 

73 

56! 

00.5 

i  Mininnun.... 

30 

32 

29 

2(1 

24 

n 

28 

18 

30 

30 

13 

28 

28 

36 

47 

35 

27 

46 

51 

37 

46 

43 

30 

23 

29 

27 

34 

45 

46 

40j 

32.3 

Plymouth 

(Maximum... 

56 

45 

40 

39 

34 

39 

48 

45 

37 

36 

50 

65 

63 

7b 

69 

61 

63 

65 

70 

83 

70 

49 

59 

62 

59 

69 

84 

7!. 

47[ 

57.9 

(  Minimum.... 

31 

31 

26 

20 

1'' 

16 

15 

16 

26 

24 

8 

24 

28 

32 

'' 

31 

27 

40 

49 

42 

42 

39 

30 

20 

30 

24 

34 

50 

42 

37 

29.6 

Vermnii 

*  Maximum  ... 

52 

37 

39 

41 

32 

38 

39 

41 

37 

33 

54 

50 

61 

74 

54 

02 

55 

67 

63 

66 

61 

56 

51 

64 

54 

00 

83 

80 

58 

50:     .. 

.53.9 

Burlintrfou 

(  Miuinuui).-.. 

35 

32 

29 

29 

22 

22 

22 

29 

21 

16 

30 

26 

52 

41 

31 

44 

51 

52 

50 

40 

40 

35 

30 

40 

34 

49 

47 

44 

4-!! 

35.3 

\  Maximum.  .. 

47 

40 

36 

38 

32 

35 

36 

42 

36 

34 

47 

47 

f 

65 

58 

57 

56 

67 

60 

65 

.53 

51 

49 

04 

64 

04 

80 

77 

61 

60 

.52. 3 

Newport  

(Minimum.... 

38 

30 

27 

24 

23 

21 

18 

20 

28 

2fi 

7 

31; 

40 

39 

47 

49 

47 

40 

33 

30 

44 

33 

46 

61 

48 

42' 

34.5 

\  Maximuiii... 

5-2 

38 

36 

38 

31 

36 

42 

40 

35 

64 

66 

74 

67 

56 

53 

64 

53 

66 

82 

84 

59 

491 

55.0 

North  lU'lil 

(  Minimum.   .. 

■ih 

32 

26 

21 

23 

17 

15 

18 

2  b 

47 

44 

46 

35 

41 

2S 

24 

31 

27 

39 

411 

31.2 

j  Maxinnun.  .. 

52 

44 

42 

40 

34 

38 

43 

42 

3h 

65 

09 

78 

67 

fi3 

54 

07 

59 

67 

81 

87 

66 

5S.6 

Rutland    

(  Mininuim  — 

43 

34 

3(1 

28 

26 

16 

27 

22 

31 

53 

52 

48 

42 

48 

36 

27 

42 

31 

45 

65 

49 

43 

37.6 

\  Maximum... 

51 

40 

44 

44 

42 

43 

37 

...J 

Ul 

i,i 

In. 

uo 

ii-i 

68 

64 

62 

62 

01 

54 

05 

64 

69 

80 

79 

66 

59! 

»'57.( 

St.  Albans 

(  Mininumi 

30 

32 

32 

20 

18 

23 

30 

26 

12 

3b 

27 

44 

48 

30 

44 

50 

49 

51 

37 

42 

34 

34 

48 

36 

47 

56 

46 

44: 

■■se.j 

\Maxinun;i... 

52 

43 

39 

38 

.3^ 

38 

42 

43 

36 

51 

59 

62 

75 

73 

67 

63 

65 

74 

69 

65 

64 

08 

65 

08 

84 

SO 

00; 

58. 

St- Johuslmry   

(.Mininnim.... 

37 

32 

29 

21 

22 

20 

17 

21 

28 

27 

7 

37 

27 

41 

45 

30 

35 

47 

50 

46 

37 

37 

3: 

25 

40 

29 

41 

53 

41 

33.  f 

55 

46 

42 

4(1 

38 

40 

48 

44 

3^ 

36 

55 

62 

66 

77 

69 

67 

66 

50 

78 

71 

66 

62 

70 

82 

78 

51 

59.! 

Woodstock  

iMimmum.::: 

35 

34 

30 

20 

23 

13 

18 

17 

28 

29 

9 

30 

25 

39 

44 

31 

31 

46 

44 

46 

37 

45 

33 

22 

32 

36 

49 

40 

Mas^mhii^ 

ells 

j  JIa.ximum... 

64 

50 

41 

47 

37 

39 

51 

43 

37 

42 

54 

68 

69 

80 

79 

68 

58 

68 

84 

74 

59 

61 

65 

64 

73 

79 

88 

68 

56 

6L1 

Amherst 

39 

34 

29 

27 

23 

18 

29 

24 

32 

2S 

22 

38 

38 

48 

52 

43 

34 

50 

48 

44 

51 

36 

34 

37 

38 

46 

51 

46 

42 

37, 

S  iMaximum  . .. 

68 

50 

46 

47 

43 

43 

40 

42 

38 

42 

48 

69 

50 

79 

77 

51 

56 

63 

74 

81 

61 

52 

58 

54 

49 

65 

77 

89 

56 

49 

57, 

Boston 

i  Minimum.... 

43 

•37 

35 

32 

29 

25 

32 

30 

35 

30 

28 

44 

45 

46 

43 

40 

4b 

53 

60 

48 

44 

42 

40 

42 

40 

48 

56 

42 

41 

40; 

j  Maxinnun  ..• 

71 

6') 

46 

49 

48 

42 

41 

42 

40 

45 

45 

66 

60 

75 

83 

58 

60 

60 

72 

81 

75 

61 

59 

59 

56 

74 

75 

92 

90 

52 

61. 

Brockton 

(  Mininnun. ... 

47 

34 

32 

25 

27 

22 

29 

26 

31 

34 

23 

40 

43 

40 

42 

33 

44 

49 

48 

54 

42 

38 

40 

38 

43 

51 

43 

39      .. 

37; 

66 

48 

43 

47 

39 

42 

45 

43 

35 

40 

50 

69 

61 

80 

57 

59 

64 

74 

85 

6S 

49 

61 

53 

70 

74 

89 

50 

54 

5& 

Concord 

(  Minimum.'... 

40 

33 

30 

26 

25 

20 

23 

19 

32 

26 

20 

41 

36 

46 

45 

36 

30 

46 

52 

48 

48 

44 

35 

28 

38 

40 

44 

60 

41 

39 

■66, 

Rast  WarphamI' 

iMaximum... 
(Miniunim.... 

:: 

.. 

:: 

:: 

.. 

•• 

\  Maximum  ... 

67 

45 

46 

52 

43 

■40 

43 

44 

42 

44 

45 

ei 

65 

69 

8() 

62 

58 

57 

56 

74 

67 

57 

60 

61 

51 

67 

68 

84 

64 

56 

;; 

Fall  River 

)  iMiniimnn.... 

43 

34 

32 

28 

2K 

22 

27 

25 

34 

31 

24 

40 

40 

45 

46 

41 

35 

44 

48 

50 

47 

44 

38 

33 

40 

39 

44 

50 

42 

40 

.. 

)  Maxiiniini . . . 

65 

54 

44 

50 

48 

43 

50 

43 

35 

42 

54 

71 

78 

61 

66 

75 

86 

73 

54 

64 

61 

55 

76 

80 

90 

SO 

65 

(  Jliuimum.... 

29 

31 

21 

27 

21 

31 

22 

30 

32 

19 

46 

35 

38 

49 

40 

31 

47 

45 

51 

44 

37 

30 

35 

37 

46 

55 

41 

40 

\  Maximum.  .. 

64 

52 

44 

46 

40 

42 

40 

42 

36 

41 

66 

69 

53 

78 

76 

68 

60 

65 

72 

81 

65 

61 

63 

58 

48 

72 

80 

73 

50 

5f 

Lawrence 

(Minimum.... 

39 

33 

32 

26 

28 

20 

28 

23 

28 

21 

37 

38 

57 

40 

45 

51 

48 

48 

42 

32 

37 

37 

44 

65 

40 

36.; 

\  tiaximnm... 

54 

48 

45 

50 

44 

3!) 

41 

44 

55 

44 

44 

56 

54 

58 

60 

50 

51 

56 

65 

61 

55 

56 

50 

52 

47 

57 

66 

59 

62 

521     .. 

52: 

Nantucket 

(  Minimum.... 

45 

38 

37 

32 

32 

30 

30 

33 

41 

34 

31 

43 

41 

41 

43 

37 

46 

46 

40 

47 

45 

40 

40 

43 

42 

42 

50 

45 

44 

j  Maximum... 
(  Minimum.... 

GO 

42 

40 

41 

34 

32 

45 

35 

37 

36 

51 

65 

68 

76 

76 

60 

60 

62 

80 

70 

58 

56 

62 

60 

66 

76 

83 

74 

54 

Stock  bridge    

36 

32 

26 

23 

24 

16 

25 

22 

32 

29 

19 

37 

43 

48 

41 

33 

47 

48 

39 

35 

42 

31 

28 

35 

31 

36 

50 

54 

44 

)  Maximum .  .. 

66 

42 

39 

40 

33 

37 

46 

40 

38 

38 

52 

64 

68 

75 

75 

65 

62 

03 

67 

78 

70 

62 

56 

63 

62 

65 

77 

83 

74 

55 

Williamstown 

'  Minimum 

35 

38 

30 

24 

26 

16 

29 

27 

32 

29 

21 

39 

34 

47 

51 

41 

41 

51 

47 

47 

46 

47 

34 

29 

42 

43 

61 

54 

44 

:: 

38; 

)  Maximum.  .. 

65 

52 

42 

46 

39 

40 

46 

41 

34 

41 

51 

69 

79 

79 

61 

59 

60 

71 

83 

69 

55 

60 

59 

54 

70 

76 

89 

77 

57 

59i 

Worcester 

(  Minimum.... 

41 

30 

30 

22 

26 

21 

29 

19 

82 

31 

19 

39 

38 

45 

48 

41 

33 

46 

52 

45 

51 

45 

36 

29 

36 

84 

43 

57 

42 

39 

36. 

lihnile  Id< 

nd 

Block  Island 

S  Maximum... 
(Minimum.... 

57 
42 

47 
37 

44 
35 

49 
33 

43 

37 

28 

40 
30 

40 
34 

53 

38 

44 
34 

45 
29 

54 
41 

52 

4(1 

55 
45 

66 
45 

51 

41 

48 
38 

63 

48 

65 
4B 

49 

69 
46 

52 
45 

54 

41 

53 
40 

51 
43 

54 
40 

56 
42 

62 

48 

56 
45 

53 
43 

51; 
31 

Kingston 

i  Maximum... 

64 

62 

47 

53 

47 

40 

42 

41 

42 

46 

44 

58 

65 

63 

80 

52 

53 

71 

69 

66 

62 

.58 

59 

54 

64 

61 

78 

75 

55 

51 

(Minimum.... 

43 

29 

30 

20 

22 

18 

27 

23 

35 

35 

20 

35 

45 

43 

43 

26 

44 

49 

41 

51 

46 

38 

28 

42 

39 

38 

48 

48 

41 

36 

Providence 

(Maximum... 

67 

52 

44 

51 

41 

42 

43 

45 

40 

44 

47 

67 

65 

62 

82 

03 

54 

61 

74 

78 

67 

57 

60 

61 

51 

70 

73 

91 

66 

54 

59 

(  Minimum.... 

46 

37 

33 

32 

27 

25 

30 

28 

36 

31 

2i) 

43 

44 

44 

48 

45 

41 

48 

52 

52 

50 

45 

40 

37 

42 

40 

45 

56 

42 

41 

C'onvcclic 

,'( 

Cream  Hill 

(  Maximum  ... 
)  Minimum. . .- 

62 
42 

40 
28 

42 
25 

41 
25 

88 
25 

35 

15 

46 
24 

2,5 

30 

27 

53 
20 

67 
35 

69 

40 

78 
48 

74 
68 

69 
42 

67 
34 

64 
44 

66 
51 

82 
50 

73 
47 

64 

44 

60 
30 

63 
35 

63 

35 

69 
40 

75 
45 

85 
65 

78 
58 

58 
42 

Hartford 

(Maximum... 

67 

47 

46 

49 

42 

37 

48 

42 

39 

43 

49 

67 

69 

77 

69 

59 

68 

71 

83 

75 

63 

63 

65 

65 

71 

72 

91 

74 

56 

:: 

i 

(  Minimum.... 

42 

37 

33 

32 

24 

28 

34 

33 

29 

41 

43 

49 

52 

45 

37 

48 

54 

64 

54 

45 

40 

37 

41 

42 

48 

54 

43 

(  Maximum  .  .• 

68 

46 

46 

50 

44 

3") 

45 

39 

44 

44 

50 

60 

61 

OS) 

84 

64 

65 

56 

74 

78 

72 

.59 

63 

00 

61 

64 

09 

84 

68 

58 

New  Haven 

'  Minimum-'. . . 

44 

37 

35 

34 

28 

25 

28 

31 

36 

34 

31 

40 

46 

47 

52 

45 

39 

51 

51 

52 

53 

45 

40 

38 

42 

45 

49 

53 

49 

45 

(  Maximum.  .. 

64 

55 

49 

54 

47 

3S 

48 

48 

46 

47 

47 

60 

60 

65 

79 

59 

56 

55 

75 

73 

56 

60 

02 

01 

6it 

79 

74 

55 

New  London  

(Minimum.... 

44 

36 

33 

30 

31 

24 

29 

29 

37 

36 

27 

40 

44 

48 

40 

38 

46 

50 

49 

56 

47 

40 

38 

3S 

48 

51 

49 

43 

(  Maximum  ... 

60 

48 

53 

47 

38 

47 

39 

44 

47 

52 

67 

67 

77 

84 

72 

62 

64 

73 

83 

73 

67 

63 

64 

66 

72 

73 

88 

75 

59 

Norwalk 

(  Minimum-... 

44 

30 

32 

25 

26 

20 

27 

32 

35 

35 

21 

30 

36 

40 

52 

61 

31 

50 

55 

42 

.52 

51 

30 

31 

31 

37 

37 

47 

4i 

48 

Putnam 

69 

02 

44 

50 

44 

45 

43 

42 

37 

42 

50 

66 

76 

80 

64 

58 

60 

70 

83 

79 

06 

61 

61 

56 

72 

77 

88 

82 

56 

(  Miuinium-"-.. 

47 

32 

29 

20 

22 

16 

22 

20 

32 

32 

20 

34 

42 

53 

49 

31 

27 

45 

60 

43 

50 

46 

34 

28 

34 

37 

42 

48 

42 

40 

8! 

Seepaye  16  tor  exp 

anutloii  ui  rule 

enc 

ems 

rks 

_ 

W.B 

.Bo 

StOD 

-7-2 

-3 

3- 

i 

U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


lO 


CLIMATOLOGICAL    DATA. 


23 


NEW    ENGL  A2J 


Q.  H.  NOYES 


PiiicB:  5  CBNTs  A  copr;  25  cents  a  yr-k:  (not  stamps). 

K«MI1TANCI!  PAYABLE  TO  SUPKHINTENDKKT  OP  DoCPMKNTS,  \VaSHIN6TOW.   »■  C. 


Vol 


Boston,  Mass.,  MAY,   1038. 


GENEltAL  SUMMART 


No.   5. 


An  outstaiuling  feature  of  this  month's  weather  wjistle  nortlv 
east  storm  which  reached  the  Section  on  thf>  night  of  the  1-itl), 
and  continued  generally  through  the  1  oth.  This  storm  was  par- 
ticularl}-  severe  along  the  coast,  causing  several  niarir.e  disasters 
with  loss  of  life,  and  being  responsible  for  much  damage  on  land. 
Earlv  crops  were  severelj'  injured  by  gales  and  heavy  rain.  The 
storm  had  little  elTeci  in  northern  New  Hampshire  and  northern 
Vermont.  T!ie  temperature  was  fairly  even  during  the  month, 
aviM-agipg  .slightly  below  the  normal  most  of  the  time,  hut  show- 
ed an  unusual  reversal  of  the  normal  trend  by  establishing  the 
31st  as  one  of  the  coldest  dnys  of  the  n)onth.  Killing  frosts  oc- 
curred on  this  day  over  the  Section,  except  the  southeastern  por- 
tion of  Soutliern  Nevv  England.  Thunderstorms  occurred  with 
eeasonable  frequency,  and  precipitation  averaged  slightly  more 
than  the  normal.  On  the  whole,  the  month  was  marked  by  its 
rather  slow  advance  into  the  milder  early  summer  period,  e.  s. 


TEMPESATaRE 


le  average  monthly  temperature  for  the  Section,  based  on 

records,  wa.'^  53.6*^,  wliieii  is  1.5°  below  the  mean  for  the 

p..~i  ol  years.  The  average  temperature  for  the  northern  division 

w,;  ■;  .52.  i° ;  for  the  southern  division,  55.2°.  'J'he  highest  monih- 

!-an  was  58.6"  at  Turners  Falls,  Mass. ;  the  lowest  was  46.2° 

;  .'sque  Isle,  Me.  The  highest  recorded  was  88°  at  Manchester, 

.1.  on  the  5th,  the  lowest  was  22'^  at  Bloomfield,  Vt.  on  the 

llreenville,  iNIe.  on  the  5th.  and  Somerset,  Vt.  on  the  12th. 

greatest  monthly  range  was  57°  at  Berlin,  N.  H  ;   the  least 

„u.  26°  at  Block  Island,  R.  I.     The  greatest  daily  range  was  52° 

at  Manchester,  N.  H.  and  Plymouth,  N.  H.  on  the  5th. 


PFvSCIPITATION 


:  ,!e  average  monthly  precipitation  for  the  Section,  based  on 
187  records,  wa.s  3.66  inches,  which  is  0.81  incli  above  the  mean 
for  the  past  51  years.  The  average  precipitation  for  the  north- 
ern division  was  3.34  inches;  for  the  southern  division,  B.98 
inches.  The  greatest  monthly  amount  reported  was  5.84  inch- 
es at  Kingston,  R.  I.;  the  least  was  1.59  inches  at  Gilman,  Vt. 
The  greatest  amount  in  24  hours  was  2.92  inches  at  Westfield, 
Mass.  on  tlie  loth.  The  average  number  of  days  with  .01  inch 
or  more  of  precipitation  was  12,  which  is  1  above  the  mean  for 
the  past  51  years. 


WIIfD,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
was  northwest.  The  a veraeie  velocity,  based  on  the  records  at 
15  stations,  was  9.0  miles  per  hour,  which  is  1 .2  miles  per  hour 
below  the  mean. 

The  .sunshine,  based  on  the  records  at  13  stations,  averaged 
68  percent  of  the  possible  amount,  which  is  2  percent  above  the 
mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
the  Section,  based  on  137  records,  was  11  clear,  9  partly  cloudy, 
and  11  cloudy  days. 


The  monthly  relative  hvinyidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  ni.  observations  at  11  stations,  was  72  percent,  which  is 
4  percent  below  the  mean. 

DA.TE5  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 2-CAh,  tl-12th,  16-l7th,  28-24th,  28-81st. 

HolosJ amir .—4-oih,  8th,  1-Jth,  19th. 

Hdlos,  so//')-.— 3d,  14th,  18-1 9th,  23d,  25-27th, 

Hail. —  (datesandgenernllocation)  —  10th,  Plymoutli,  X.  H.; 
11th,  Bellows  Falls,  Vt.;  loth,  Farmington,  IMe.  and  (iardiner, 
Me.;  28th,  Orono,  Me. 

T/n/Jidmto-jn^.— lst,4-7th,9-15th,20-21st,23-25th,27-28th. 

Fog,  dense. —2d,  7th,  9-12th  15-16th,  19-24th,  26-31st. 

Frosts. — (dates  and  general  location) — There  was  occasional 
occurrences  of  killing  frosts  through  the  month  over  Northern 
New  England,  Mass.,  and  Western  Conn,  to  and  including  the 
31st;  elsewhere  over  Southern  New  England  last  killirg  frosts 
were  reported  on  varying  dates  before  the  14th. 

Sleet. — (dates  and  general  location) — None. 


COMPARATIVE  DATA    {  Northern:  STaine,  New  Kampshite,  and 
Vermont;    Southern:  lyXassaohusetts,  Shode  Island,  and  Connecticut.) 


1891 

1S92 

1893 

1894 

1895 

1898 

1897 


19(i2 

v.m 

1901 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918  

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 


1931.. 
19.S2.. 
1933- • 
1934.. 
1935.. 


1937. 


Tempeiature 


Period   53. 4  101 


22  1  1. 54 
2.02 
4.06 
2.90 
3.06 
4.  .52 
1.94 


No.  nf  (lays-  (nil 
New  ICiiglaiui) 


lie 


11   12   9  10 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION,' 


May,  1988 


Climatologrical  Data  for  May,   1938 


Temperature,  in  degrees  Fahrenheit 


?;» 


Baiigor§  

Bar  Harbor  (uear) 
Brasilia  UamU---- 

Eastport 

East  Wiiitlirop.  ••• 

Ellswortli  

Kustis  

Farmiiiston 

Ft.  Kairlipld  (near) 

Fort  Kfiit 

Gardiner 

Greenville.. 

HiraiiiU 

Houiton 

JacUm.in 

Lewiston 

Machias 

MadisonS 

Middledani 

MillinockelS 

Milo 

Moosehcad 

North  Bridgton.... 

Oldtown 

Orono. 

Portland 

Prescuwlsle---.-.-' 
RipottenusDaml;^ 

Rockland 

Rumford 

The  Forks 

Upper  Uaui 

Vancebnro  

WinslowtIS  

Woodlands 

For  Stale     ■■•■ 
New  Hainpsliire 


Berlin    

Bethlelieni  .... 

Concord    

Dixvilie  Notch 
Durham    


Franklhi 

Franklin 

Aroostook 

Aroo.^took 

IConnebec 

Piscataquis  .-• 
Cumberland- •• 

Aroostook 

Somerset 

Androscoggin  . 
Washington  ..• 
Somerset  •  •. — 

Oxford.. 

i'enobscot 

I'iscataaiiis 


land. 


Aroostook... 
['i.soataqnis... 

Ivnox 

Oxford 

Somerset 

Oxford , 

Washington  , 
I'^onnebec  .■ 
WasliiuKton  . 


Coos 

Grafton  •■ 

Merrinnick 

Coos 

StralYoni  . 


Fitzwilliani* 

Franklin 

Glenclili'   

Hampton  •••• 

Hanover  § 

Hill-iboro 

Keenet  near)  §  ■•• 

LaUoport 

Lincoln-.    ■■• 

Manchester 

Milan 

Nasluir.  §.......•■ 

New  Diiriianitt ... 
Newport  ••■•••••• 

Noi  til  Stratford . . 
PinkhamNotclitt- 

Plymouth  ••■   

WestSteivartstowi 
Wolfboro  Falls... 

York  Pond 

For  State     •  •  • 


Cheshire 

Merrimack... 

Grafton   . 

Rockingham. 


Hlllsborougli 

Cheshire 

Belknap..... 


t.lt.  Washington  t 
\'eniwnl 

Bello\vs  Falls 

Bennington 

Bloomtieldlt 

Brattleboro§ 

Burlington 

Cavendish 

Chelsea 

CornwallU 

Craftsbury  Com.. 

EastBarnet 

East  Ryegate 

Enosbnrg  Falls- •. 

Oilman 

MaysMilUt 

Nevvfane 

Newport 

Northfield 

Readsboro. 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Johnsbury 

Searsburg  Mt 

SearsbnrgSta.JI.- 

Somersettt 

VernontJS 

West  Burke 


Windham  .. 
Bennington 

lissex 

Windham  .  • 
Chittenden.. 
Windsor 

Addison  .... 

Orleans 

Caledonia  .  ■ 
Caledonia  .. 
Franklin  .... 

Essex 

Windliam... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  . . . 

Rutland 

Franklin.... 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham... 
Caledonia. .. 


1.134 
375 
364 

1,180 
182 


2,360 
1,660 
2,080 


+-0.3 
-4^4 


•4-0.33 
+0-58 
-0.03 
+0-8S 


-0.01 
+  1.01 
+  0.82 
+0.60 
—0.40 
+  1.66 


+0.13 
+0.65 
+0.56 


+0.23 
-0.78 
+0.10 


-1.22 


+  1..56 
-0.31 
+0.41 
-0.49 
+0.69 


+0.25 
-0.35 
-0.06 
+0. 02 
-0.72 
-0.06 
-0.16 
-0.90 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.Norswortliy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C.  P.  &L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co. 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Win  field  Heath 
N.  W.  Roberts 
C.  L- Chadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Nortbern  Paper  Co. 
George  J.  Gumming 
Charles  A- Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitney 
St.  Croix  I'aper  Co- 


Edward  Fenn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 
Union  Water  I'ower  Co. 
Conn  "Valley  Lumber  Co. 
Walter  E.  Bollea 
F.  J-Soutlimayd 
State  Sanatorium 
Frank]!).  Leavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
Robert  P.  Jlayward 
Fred  W  iggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  R,es.  Co. 
Pemiiclnick  Water  Work*- 

E.  E.  To  bey 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisher 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  Co. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkeettt 
Sarah  E.  Lane 
Mi^s  E.  M.  Du.stin 
N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tit 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S,  Rand 
Fairbanks  Museum 
George  Briggs  t  f  t 
N.  E.  Power  Co. 
L.  L-  Leonard 
Conn.,  River  Power  Co. 
Gilman  W.  Fordttf 


See  page  28  for  explanation  of  reference  marks. 
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Climatolosrical  Data  for  May,    1938 


Teraperntiire,  in  degrees  Fahrenheit 


Precipitation,  in  inehes 


Vermont  Cont'd 
West  Hartford...  • 
Whit*  River  Je-.- 

Whitiugham 

Wilder. 

Wilmington 

Woodstock 

For  State     . . . 

Matsachtiielts 


Adams 

Amhor.stS 

.\ihlaadtl  .... 
Beechwood  *., 
BlueHilUtS-- 

Boston 

Boylston 

Brockton§   — 

Chester* 

Chesterfield*... 
Cliestnvit  Uill§ 

Clinton§ 

Concords 

East  Wureham 
EgremontU*- . 

Fall  River 

FalmouthtJ*... 
FitchburgS  -..• 
Framingham  S 

Franklin* 

Gardner* 

Gloucester}  .. 
Greenfield  — 

Grotou  * 

Hardwick  •  — 
HaverhillS  .... 

Heath* 

Holyoke 

HoosacTnnnel 
llubbardston*. 

Hyannis 

Ipswich*  ....•• 

Jetlerson 

Lake  CochitualeU§ 

Lawrences 

Lowell§ 

Mansfield*. 

Middleboro*.... 

Middleton  

Milford* 

Millbury 

Montaigne  City. 

Nantucket  

New  Bedford  ... 
Norlhbridge*... 

Otis* 

Peinljroke* 

Peru* 

Petersham 

Pittslield. 

Plainfield* 

Plymouth 

Princeton 

Provincetown  .. 

Rockport 

Slielburne  Falls 
Sonthbridge* . . . 

Spot  Pond  

Springfield 

Sterling 

Btockbridge  .  .. 

Swampspott 

Taunton§ 

Turners  Falls... 

Ware  • 

Webster* 

Westfieldg  

Weston§ 

West  Rutland- ■ 
Williamstowni  ■ 
Wincheudon*  . . 
Worcester!  a  )§... 
For  State  •  - 


Rfinile  Idnrul 


Block  Island- 
Kingston  ..-- 
Portsmouth  . 
Providence  •  - 
For  State 


Baltic 

BarkhamstcaJ 
Bridgeportg.... 
Burlington  .... 


Windsor . . 
Windsor . . 
Windham 
Windsor  -  - 
Windham 
Windsor  - . 


Hampshire 

Middlesex  .. 

Norfolk  .... 

.   .  do  .... 

Suffolk 

Worcester  . . 
Plymouth  -. 
Hampden  .■ 
Hampshire . 

Suffolk 

Worcester  ■. 
Middlesex  .. 
Plymouth  .. 
Berkshire  ••■ 

Bristol 

Barnstable.. 
Worcester  -  ■ 
Middlesex  •  • 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin.... 
Middlesex  .  ■ 
Worcester  .  • 

Essex 

Franklin  — 
Hampden  .. 
Berkshire  -. 
Worcester  -. 
Barnstable.. 

Essex 

Worcester  .  • 
Middlesex  .• 

Essex 

Middlesex.. 

Bristol 

Plymouth  ■• 

Essex 

Worcester  ■ 
Worcester  .. 
Franklin  ... 
Nantucket-. 

Bristol 

Worcester  . . 
Berkshire  . . 
Plymouth  . . 
Berkshire  - . 
Worcester  •  • 
Berkshire  •• 
Hampshire. 
Plymouth  .. 
Worcester  ■  ■ 
Barnstable.. 

Essex   

Franklin  ... 
Worcester  . . 
Middlesex  .. 
Hampdoii  -. 
Worcester  .. 
Berkshire... 

Essex  

Bristol 

Franklin  .- 
Hampshire . 
WorcHster . . 
Hampden  .. 
Middlesex  .  • 
Worcester  . . 
Berkshire  ■  - 
Worcester  .. 
Worcester  -  - 


Newport  — 
Washington 
Newport  -  •  - 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


+  0.5 
+  '2.'i 


IS     I 


-0  95 
+  0.43 
-0.44 
-0.21 


+1.30 
+  1.24 
+0  61 
+0.  22 
+0-  .54 
-0.33 
+  1.45 
+0.31 
+0.58 


+1.18 

+6-'  is 

f  0. 64 
+0.  75 
+  1.20 

+o.ot; 

+  0.98 
+  0.  .53 
+0.65 
+0.  52 


-1.12 
-0-15 
+0  60 
+0. 25 
+  0.96 
+0.  83 
■fO.43 
+1.02 
+  1.18 
+0.92 
+  0.44 
-0.64 
+  1.  81 
+1.01 
+  0.08 
+1.14 
+0. 82 
+0  60 
+0.70 

-b'.Sf 
+0. 12 
+0.59 
+0.62 


Eva  K.  Doubleday 
N.  E.  Povi'erCo. 
B.  T.  Sutton  tit 
Olcott  Falls  Co. 
Walter  Adams  tl  I 
William  S.  Eaton 


N.  E.  J'ower  (.'o. 
Ma.--.><.  Afjr.  B.xp.  S(a. 
Met.  Water  Works 
State  Dept.  Pubiic  Health 
Blue  Hill  Ob,-iHr\iil(irv 
U.  S.  Weatlioi-  Uuv>r.,n 
Mrs.  Loring  II.  Keod 
OilyEiiiiiiieer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
J\let.  Water  Works 
Met.  Wilier  ^\•ol■k.s 
Fred  A.  Tower 
Joseiib  L.  Kellev 
State  Dept.  I'ublic  Health 
Richard  C.  Brisljitrn 
State  Dept.  Public  Health 
Herbert  B  .;,.   n 
Met.  Water  W-.rks 
State  Dept.  Public  Health 
.^tate  Depf.  ri')lic  Health 
Rali.li  M    liarker 
Bureiui  di   Enroiiiology 
Stare  II, .pt    :';ii,iic  Health 
Slate  :  ei)t.  Public  Health 


iblic  Health 


Health 
liege 
Health 


Health 
Health 
1  lealth 
Health 


MeL     ua.ci   VW.iks 

U.  S.  ArmoiT 

Met.  Water  Works 

Nesbit  H.  Bungs 

Weston  IC.  Lewis 

Water  Works 

Turners  Falls  P.  &  E .  Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  Coilef;e 

Met.  Water  Works 

Williams  College 

State  Dept  Public  Healtjj 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.Exp.  Stil/on 
.\Rr.  Exr-  Station 
U.S.  Weal  her  Bureau 


Water  Bureau,  Hartford 


See  page28  for  explanation  of  reference  marks. 
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Olimatolo^ical  Data  for  May,  1838 


Connecticut  Cont'd 

Colchester 

OoUinsville 

Cream  HilUt 

Daubury 

East  Hartland  — 

Falls  Village§ 

Hartford 

Lake  KonoiuocJJ-- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrsg. 

Waterbury  

West  Hartlana 

For  State 


New  London. 
Hartford  . . . 
Litchfield  ■■. 


Fair 


jld. 


Hartford 

Litcli field  ... 
Hartford  •  ■  • . 
NewLondon. 
New  Haven  . 

do  

NewLondon. 

Fairlield 

Windham 

Lltohfield  . . . 

Tolland 

New  Haven  . 
Hart  lord  .... 


remperature,  in  degrees  Fahrenheit 


—  0.8 
-1.7 


Precipitation,  in  inche 


a'S 


+0.70 
-6.64" 

+6.'i2' 

— 1.  52 
+  L06 
+  1.23 


+0.59 
+0.84 
+0.39 


+1.97 
+0,16 
+0.01 
+0.41 


Stedman  Storrs 
Ed-win  R.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work* 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietlen 

L.  M.Comstock 

U.  S.  Dept.  of  Commerce 

P.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  TJsed  on  Pages  26.  27,  and  28. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record     Denartures  nf  nra. 
cipitation  with  i.s  years  or  more^of  record^re  computed  from  a  normal  or  '  standard^raeaii;'.  adjusted  to  a  uniform  3.s-year  period;  for  stations  of  lo  to  14  years  the  meang 


for  the  period  of  record  are  u.sed. 


Reference  letters, 


appearing  in  the  table  indicate  number  of  days  missl'nk;  fof  exam'ple"  h  represents  tw"o  davs'ltc"       t  Also 
on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ftf  Observer  for  New  England  Power  Co.      T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Jt  Post-office  addresses  of  tliese  starions  are  as  follows:  Maine-Azi.soohos  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood ;  Hiram,  West  Baldwin-  Rinoe-euus  Dam 
Millinocket;  Winslow.  Waterville;-New  Hampshire-First  Conn.  Lake.  Pittsburg ;  New  Durh.-jm,  Alton;  Pinkhara  Notch,  Gorliam;  York  Pond  Beriin  ■- Verfnonf-mn^.^'^ 

field,  North  Stratford,  N.  H.  "■   "' "'  .-..--..  .... 

—Massachusetts—  Ashl; 
Hill,   West  Cornwall 

•  Record  furnished  hy  Massachusetts  Department  of  Public  Health. 


:-d,  N.  H.;  Cornwall,  Middlelmry;  Mays  .Mills,  Colrain,  Mass.;  .Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon    Sheiburne  FaiK    mV«o 
LShlana,Fr,'imingliam;Blne  Hiil,  .Milton;  Bgremout.  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;  -Connecticutlcreat 


J  Not  included  in  summaries. 


Explanation  of  Reference  Marks  "Used  on  Pagre  39. 


Except  as  otherwise  indicated  observations  are  generally  mr\de  late  in  thn  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  timp  nf 
rvations.  *«*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  *«  Precipitation  measured  in  the  morniniT-  ammint 
-(led  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow        ' 


Explanation  of  Reference  Marks  TJsed  on  Pag-e  30. 
Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRKSSIIKIC.   WIND,   HPMIDI 

ry.   AND  SIINSH 

INK 

Atmospheric  Pressure 

Kelalive 

(reduced  to  sea  level) 

Hnmidit.v 

Stations 

o 

3 

y 

c 

S 

n 

h. 

P 
S 

'si 

3 

II 

l| 

(3 

p. 

i 

•S 

i 

§1 
^1 

29.  94 
29.94 

30  43 

30 

29  10 

15 

5  1 

40 

15 

58 
63 

Block  Island  ... 

30.41 

31 

29.17 

15 

1.3.6 

49 

15 

84 

76 

83 

^BliieHill 

29.9c 

30.45 

:so 

29.15 

15 

14  6 

48 

15 

r> 

57 

68 

49 

Boston  

•29.  93 

30.45 

30 

29.16 

15 

11  0 

43 

ne. 

15 

71 

56 

65 

62 

29.  91 

30.  3K 

30 

29.  3! 

15 

8.0 

33 

'.^3 

72 

55 

61 

29.92 
29  ^2 

ne. 
e. 

15 
15 
3 

52 

74 

51 
53 

FRSti?nrt 

30  50 

30 

29  27 

16 

75 

Greenville 

29.  92 

31)  47 

30 

29.  3S 

16 

5.2 

25 

47 
49 
75 

.52 
55 

Hartford 

29  H'^ 

30  42 

31 

29  08 

15 

8  1 

•29 

2 

69 
80 

Nantucket 

29.  93 

30.40 

31 

29.  ^20 

15 

13.7 

4'2 

15 

88 

Now  Haven 

29.  94 

30.43 

31 

29.  08 

]h 

8.5 

25 

nw. 

16 

71 

56 

65 

64 

NortliHeld 

29.  9a 

30  44  i  30 

29  27 

15 

7.4 

24 

?3 

74 

52 

65 

.53 

I'ortUin.i 

29.  '.'3 

30.49      30 

29.28 

15 

8.6 

32 

15 

70 

66 

63 

Providence 

•29.  93!  30.  43  1  30  i  29. 17 

15 

10.9 

34 

nw. 

2 

70  1  51 

63 

59 

X  Observations  taken  at  8:oo  a.  m., 
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Daily 

Precipitation  fo 

r   May 

.    1938 

Drainage  basin 

Day  of  month 

1 

Stations 

1  1     2 

3 

4  1     5 

6|     7J     S|     9 

10 

11  1  12  1  13  1  14  1  15 

16 

n 

18 

19 

20 

2,|,, 

23 

24 

25 

26 

27 

28 

29 

30 

31 

J/iii>i« 
ist.'ort"*  

Coast 

....do 

Kennebec 

.111  T. 

.17 
.45 
.02 

.31 

.01    .22,  .191  .02   .08 

.04,1.46  .061 90 

.38|  .60   .64    .031.3r 

.37 
.48 
.21 
.87 
1.19 
.41 
.18 
.52 
.13 

.02 

.35 
.50 
.62 
.62 
.38 
.49 
.85 
.52 
.77 
.42 
.45 

!73 
.73 
.40 
.36 
.04 
1.60 
.63 

.J  .0. 
.2b  -in 

.10 
.30 
.08 
.09 

.05 

'."62 
.01 

.01 

T. 
.03 

.07 

2. 12 
4.54 
4.61 
5.13 
3.57 
4.46 
4.53 
3.91 
4.05 

.02 
.05 
.15 
.01 
.07 
.OS 
.02 
.01 
T. 

"05 

.0« 

■.■62 

.08 
"*' 
.48 
.55 
.03 
.31 
.16 
.28 

■^' 
.08 

ioi 

.24 

.4i 

ill 

■.■63 

■.■38 
.29 
.2-2 
.17 

".m 

".V 

■'w 
'.{] 

.35 

■.'oi 

.33 

06 

...do 

St  John 

1.17    .34'  .94;.... 
.65!    •  11.20.... 
.171  .42    .85.... 
.54,  .20'1.15    .08 
.12,  .  01 1 1.32'  .10 
.35!  .081  .711.... 

1.32 

.91 
.61 
.58 
.85 
1.10 
1.18 

T. 

.08 

.10 

.01 
.01 
.07 
.12 

f.' 
.10 

m 

.03 
.07 
.85 

.:''. 

T. 

'.'26 
.08 
.24 
T. 
.43 

■f.' 

t" 

.70 

".bi 
.02 
.01 

T. 

1.26 
.01 

■.'50 
T. 

'.Ot> 
.06 
T. 
.02 

'.'i7 
.10 

■.'64 

.11 

■.'64 

'.'is 
.01 

.05 
■f' 

'.'is 

t°^ 

.02 
.20 

T. 
.15 
.02 
.15 
.12 
.13 
.21 
.08 
.44 
.06 
.15 
.12 

.01 
.18 

'.'24 
.25 
.39 
.14 
.45 
.04 
.30 

.01 
.02 

'.'62 

.03 

.05 

.83 

....do 

.09 

.09 

oulion   

Cknian 

■'.oi 

■.'62 
'.'68 

'.'ii 
■.'i'i 

.21 

.'is 

'.21 
.05 

.10 
T. 

'.'64 
t'.' 

.23 

t'.' 

.17 
.01 
T. 
.53 
.39 

't.' 

'.'62 
.19 

.25 
T. 
.03 
.12 
.Ob 
.03 
.05 
T. 
T. 

'.■64 

.25 
.03 

.01 

■.■69 
.04 

■.'oi 
■.■32 

.18 
T. 
1: 

.15 

'.'15 
T. 
.03 

T. 
'.'62 

T. 

Androscoffglu   

Kennebec 

Penobscot  

....do 

T. 
.09 

.03 
.50 
.14 
.42 
.12 
.15 
.01 
.05 

".'ei 

.29 
.23 

T. 

.19 
.02 

'.■36 
'1'. 
T. 

".a 
.01 

.20 

.03 
.08 
.01 
.06 
.05 
.18 

.77 
.65 

1.68 
.10 
.19 
.15 

1.06 
.14 
.23 
.31 
.26 
.84 
.79 

.16 
.01 
.51 
.04 
.07 
.02 

■"is 

.21 

.02 
■.'05 
'.■ffl 

■  '.62 
.02 

.Oo'  .08 

.36i  .01 

f.' 

'.'i5 

T. 
.25 

'.'04 

.23 
.13 

.17 

'.'is 

.25 
.17 
.22 
.24 
.15 
.09 
.24 

.15 
.11 
.03 
.20 
.26 

'.'is 

.24 

T 
T. 

■f.' 

t".' 
.02 

T. 
T. 

".bi 

".b5 
.02 

■[oi 

■f.' 
'r. 

t'.- 
.01 
.01 

'.'06 
'1'. 

■.'64 
.07 

.2^ 

■.'63 

.'26 
.03 
.01 
T. 

■.'65 
.02 
.61 

ilUnocket 

Uo  

>rth  Bridgton  . . . 

.21 
.05 
.10 

1.25 
.07 

1.04 

1.48 
.09 

1.05 

■;64 

.04 
.08 
.12 
.28 

■.■62 
.01 

■'oi 

.10 

r.' 

T 

".31 
T 

i?^ 
.22 
'1'. 
T. 
.05 

•J- 

.15 

■.■63 

'.'os 

.16 

■'oo 

.20 

.04 
.06 
.04 

'r. 

■.'65 

.32 
.02 
.01 

■.'08 
.20 
.20 
.01 

1.031  .28 
.98,  .  42 
1.2o!  .23 

4.56 
3.29 
3.43 

4  05 

'.'34 
T. 
.07 

'.'ii 

.05 
.20 

■f.^ 

.03 
T. 

■:6i 

■f 

r. 

Penobscot  

Coast 

St.  John 

Penobscot  

-\ndroscoEgin   

.05 
.01 
.12 

■.'06 

TV 

.09 
.01 

■.12 

".04 
.11 
.10 
.02 
.06 

tV 

T. 
T. 

.06 

■■i4 

.06 
T. 

T. 

.19 

'.'6i 

tv 
tv 

'.oi 

'.'25 
•r. 

.08 
.04 
.03 
.08 

■.'65 
.03 

f.' 

t  " 
.04 
.18 
.02 
.07 
T. 
T. 
.02 
.06 

1.00 
1.7i> 
.58 
.85 

■.07 
1.04 
1.05 

.72 
1.70 
1.71 
.51 
.98 
.64 
1.77 
.69 
1.57 
1.20 
1.05 
.71 

.14 
1.20 
.41 
1.94 
1.00 
.27 
.24 
.20 
.76 
1.84 

;29 

150 
l!04 

■.'is 

.40 
.04 
.28 
.04 
.39 
.02 
.08 
.29 
.04 
.52 
.63 
T 

.52 
1.41 
.06 
.09 
.03 
.08 

!oi 
.20 

.15 
'.'67 

T. 

'.■•29 

'iV 

■^64 

t: 

■f.' 

'.'i4 

.13 

■.'06 
.20 

asquelsle  

4.00 
2.35 
5.44 

leTort ::::::::. 

Kennebec 

....do 

4.07 
3  30 

.01 

■v.' 

.60 
.61 

.01 
.34 
.42 
1.35 
.60 
.47 
.23 

mv  Hampshire 

St.  Croix 

Androscoggin 

Merrimac 

Coast 

Connecticut 

Merrimac 

Connecticut 

....do 

3.15 

2.94 
3.11 
3.89 
3.36 
2.96 
1.87 
2.92 

'^"^"":u.-LaWe:: 

at). '.'.'.'.'. 

T. 

.02 

.01 

.05 
.02 

'.'64 

m"":: 

....do 

....do 

Connecticut 

.13 
.69 

■.■90 

.01 

■.'76 
.23 
.67 
.41 
.97 
.91 
.43 
.40 

3.48 

3.07 
2.20 

2.92 
3  24 

1,      innt 

'',','.'      .r,i'**.'  .... 

Connecticut 

...do 

Chaniplain 

Connecticut 

...do 

Chaniplain 

St.  Liwrence. '!.'!! 

Champlain 

....do 

do 

.17 

.05 
.06 

■.'64 
■'62 

.6i 

f.^ 

.09 
T. 

T. 
T. 

■Y.' 

T. 

.16 
.07 

t.' 

■.'08 

2.13 
3.28 
2.54 
1.79 

■.■62 

T. 

.11 

T. 

.04 

■llllS.... 

■.'62 

'.06 
.12 

T. 

f.' 

2.01 
2.01 

.     uear).' 
.,>ry 

)0'l-."'-i^ 

Matsachussetts 
abei:>t  

.03 

Connecticut 

....do 

....do 

....do 

.04 
■.'06 

.03 
■.'05 

'.'06 

'.'og 

.35 
.01 
.02 
.07 

.02 

■.19 
.10 

".'65 

t°^ 
.02 
.10 
.03 

'.2i 
.02 

.05 

.04 
.04 
.03 

■;67 

.06 
.04 

■.'69 
".bi 
'.'os 

.40 
.05 

■.■ie 

.28 
.13 
.10 
.06 
.15 
.11 

■'.03 
.05 

".15 
.10 
.34 

.08 
.07 

.01 
.04 
.01 
.01 
.09 
.24 
.18 
.05 

.07 
.03 
.27 
.05 

f.' 
■.'62 

t  ■ 

■.'04 
■.'05 

■f 
f.' 

■.'io 
■f.' 

T. 

.11 

.02 

'.di 
.20 

T 

.26 

T. 

£22 

".bi 
1.20 

1I? 

1.96 

i.'88 
1.40 

1.^76 
.90 
1.73 

.48 
.47 
1.52 
.95 

f.- 

i'95 

1.44 
1.12 
T 
1.23 

.87 
■.'43 

.33 

.46 
1.66 

.40 
1.38 

1.87 
1.61 
1.57 

1.84 
1.03 
.50 
.62 
.03 

2'.  23 
.04 
.36 

1.57 
.34 
.03 
.13 

.'51 
.96 
.38 
.04 
1.40 

ileo 

.16 

2.65 
.06 
.75 

1.42 
.37 

1.97 

.86 
2.65 
1.53 

1  76 

'.94 

.06 
.10 

■.'62 
.01 

T. 

.03 

T. 

.73 
.09 

.02 
.44 
1.02 
.02 

t.' 
'.'19 

■.■2-1 
.20 

]ui 

.21 

■.■23 
.10 
.07 
.22 

!l9 

■.'23 
.37 

■Joi 
■.'is 
■.'67 

.21 

■.■29 

.01 

f.' 

120 
'.'69 

t'.' 

.18 
.11 
.IC 

.18 
.37 

.02 

.18 
.57 
.02 
.25 

.42 

.O.s 
.19 
.11 

'.n 
.'30 

.-IB 
.42 
.34 
.36 

'.bS 
.01 
.85 
.40 
.29 
.20 
.10 
.29 
.22 
.17 

T. 
.05 

■.'0.5 

'.'29 
'.'67 

.11 

.29 
.01 

■.■i5 

.67 
1..32 
.28 

.20 

l!30 
1.10 

■.■51 

'.'78 
.18 

'.'97 
.18 

'.'35 
.01 

.95 

■r 
.55 

.70 

i:i 

.60 

:-i 

'.'is 

'.'61 

.55 
.70 
.73 

.74 
1.01 
.26 
.26 
.40 
.53 
.86 
.87 
1   10 

.01 
.2- 

■;"01 

'.04 

■!40 
.02 

.15 

'.'62 

T. 

.01 
.01 

■.■62 
.01 

.02 

t.' 
.01 

'.■6i 

T. 

.... 

T.' 
T. 

T. 
f.' 

f.' 

.02 

!43 

■.■20 
.29 

■.■54 
.41 
.13 
.30 

;i4 

.40 
.15 
.53 
.76 
.23 
.54 
.37 

■;33 

.63 

.50 
.20 
.02 
.53 

■.■i7 

.35 
.57 
.61 

.04 
.18 

■.'ii 

.14 

:i 

.23 
.13 

■.01 

.01 
T. 
T. 

.05 

■r 
.34 

.06 

".6i 
.01 

■.'08 
.02 

".12 
.10 

T. 
•.-01 

.02 
T. 

■.'62 
T. 

T. 

f.^ 

.01 

■f.- 
T. 

2  46 

f.' 

T. 

.01 

f.' 

.05 

'.'oi 

.25 

.17 
.01 
.04 
.21 
.01 
.01 

'.15 
.24 
.20 
.05 
.04 
.04 
.08 
.07 
.06 
.02 
.11 
.04 
.11 
.12 
.21 
.14 
.08 
.21 
.14 
.05 
.12 
.14 
.14 
.17 
.13 
.04 

02 
.05 
.07 

:?. 

.03 

3  81 

Coast 

do 

.10 

aton*** 

.;^1:45 
.24!.... 

4  42 

ISSriuii**-;;::: 

Connecticut 

4  02 

2.04 
.04 
.01 

ucord 

jt  Wareliam"  . . 
remoiit** 

11  River  ^. 

ebbiii'i; 

....do 

Coast 

Housatonic 

Coast 

■t'' 

'.'07 

.24 
,11 

.  12 

■.■28 
.04 

■.'25 
.01 

'.'oi 

.21 
.18 
.17 

■;24 

.22 
.22 
.03 
.21 
.12 

■.'62 
.19 

.20 
.21 
.15 

.42 
.29 

:f. 

.27 
.57 
.32 
.40 
.27 
.30 
.52 

.07 
.50 

".06 

.12 

■.■ii 

T. 
T. 
.04 

'."66 
.24 

3.64 

f.' 

f.' 

.05 

4  70 

....do 

Merrimac 

...do 

Charles 

Connecticut 

Jlerrimac 

Connecticut 

Coast 

...do 

'!24 

.04 

T. 
T. 

''65 
.06 

'.'34 
T. 
.28 
.25 
.02 
.03 
T. 
.01 

'.'62 

T. 

.'oi 

t'.' 
T. 

f.' 

4.24 
3  62 

ilDJnRliiim 

mklin** 

riwick** 

Wmrdston**.'.'!! 

aaiiis 

WfPh** 

■d  '.'.'.'.' 
vn 

...;id**»... 

IgitOU 

)vidence*»* 

CfmnectieiU 

•nd'*'.'.. 

rtiord"* 

w  Haven***  .... 

w London  

rwalk  

4  44 

'.'61 

'.'42 
.21 
.38 

■.'62 

■'63 

■'29 
.01 

■.■25 

'.■io 

'.'21 
.30 
.13 

1.67 
.29 
T. 
.28 
.25 
.45 
.36 
.20 
.54 
.17 
.12 
.40 
.52 

■.'82 

.96 
.22 
.05 
.18 
.02 

.91 
.50 
.43 

.43 

.53 

■.'48 
.67 
.32 

.27 

.02 

■."63 
.38 

3  86 

.13 
.01 

3.58 
4.36 

Coast 

Connecticut 

■.is 

.23 
.12 
.04 
.07 
T. 
.01 
.01 
.03 
.34 
.01 

".09 

.03 
.72 
.11 

.03 
.08 
.01 
.05 
.19 
.01 
.06 
.04 
.22 
.20 
.03 

f.' 

.05 
.06 

■•iV 
■.'62 

'.'65 

■;6i 

■.'14 
■f.' 

'.'6i 

.04 

T. 

T. 
T. 
T. 

T. 
.03 

tv 

T. 

r. 

T. 
■'65 

iV 

T. 

■.'67 

3.80 

3  92 

Hou.satonic 

Coast 

T. 

T. 

2.44 
3  87 

....do 

...do 

"Ai 

'!29 

3  94 

f  ■ 

'.'69 
T. 
.02 
.48 
.21 
.22 
T. 

.02 
t.' 

'iV 

T. 

'.'oi 

■.'32 

.10 

!l8 
.32 

.30 
■.'26 

.00 
.11 
.88 
.15 
.58 
.30 
.02 
.62 

'.'17 
.15 

a?^ 

.01 

f.' 
■.'62 
f.' 

.02 
tV 

.02 
f.^ 
■f 

T. 

T. 

.41 
.09 
.60 
.46 
.05 
.20 
.13 

.11 

!20 

.17 
.14 
.09 

'.ii 
.12 
.12 

.23 
T. 
.34 
.21 

4.68 

Coast 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

....do 

....do 

Coast 

....do 

Housatonic 

Connecticut 

...do 

Coast 

....do 

...do 

't.' 
".ia 

tv 

T.' 
T. 

tV 

T. 

T. 

tv 

T. 

.03 

T. 

■.'oi 

T. 

".m 
.01 

T. 

3.  .56 

.02 
.01 

.03 
T. 
.02 
.63 
T. 
T. 
T. 

.05 

2.69 
.3.26 
3.56 

4.24 

T  • 

T. 

4.49 
4.64 

•3| 

is?! :% 

.09  2.10 
*    1.62 
....1.30 
....1.69 
....1.60 

.18 

".bi 
".bi 

.03 

4  45 

T. 

T. 
T 
T. 

.14 
.11 
.06 
.02 
.07 
.11 
.13 

4.66 

4.27 

3  97 

'ios 

.03 

'.'io 

.10 

Williraantic 

Coast 

.06 

tv 

■f.' 

f.- 

.07,1.26 
.35    .59 

terbtiry 

3.87 

I  page  28  (or  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May. 


Daily  Temperatures  for  May,   1933 


Day  of  Month 

Meai 

Static 

1 

2 

3 

4 

5 

6 

8 

_± 

10 

11 

Ji 

_^ 

14 

_!i 

16 

'■ 

18 

19 

^ 

21 

^ 

23 

24 

25 

^ 

^ 

^ 

^ 

Ji 

31 

Main 
Bar  Harbor  (near).  . . 

(  Maximum  .  . 

56 

61 

^ 

58 

61 

59 

47 

60 

65 

63 

55 

53 

56 

00 
38 

61 

47 

62 

64 

58 

64 

66 

61 

60 

65 

68 

68 

67 

63 

63 

•  (  Miniranui... 

3h 

37 

31 

35 

% 

37 

38 

41 

40 

44 

42 

38 

40 

41 

g 

38 

41 

42 

44 

50 

46 

40 

47 

44 

47 
62 

60 

46 

40 

37 

WMa.ximom.. 

53 

54 

54 

45 

45 

53 

62 

52 

45 

47 

54 

51 

42 

46 

44 

60 

64 

51 

59 

55 

56 

50 

65 

56 

54 

56 

66 

Eastport  

•  (  Miniii.ui.i... 

37 

3!^ 

33 

36 

37 

40 

39 

42 

40 

40 

40 

39 

40 

40 

38 

38 

38 

43 

45 

44 

41 

43 

44 

43 

41 

43 

41 

40 

Fort  Kent 

\  Maxiunim  .  ■ 

46 

49 

47 

53 
35 

61 

61 

61 

f, 

62 

60 

43 

52 

49 

54 

54 

43 

49 

64 

73 

71 

64 

73 

72 

70 

51 

77 

75 

68 

62 

74 

82 

•  (  jWinimum--- 

35 

35 

28 

28 

29 

37 

42 

30 

38 

36 

37 

43 

29 

35 

31 

28 

30 

44 

35 

35 

50 

42 

3S 

47 

45 

31 

36 

38 

Greenville  

j  J!aximnm  .• 

53 

54 

60 

56 

65 

64 

54 

58 

72 

58 

52 

48 

54 

58 

50 

44 

54 

66 

74 

63 

64 

72 

67 

06 

66 

71 

73 

74 

60 

68 

77 

37 

35 

3C 

22 

28 

3t 

43 

26 

37 

42 

40 

36 

37 

35 

36 

35 

30 

39 

42 

37 

44 

46 

12 

34 

45 

42 

43 

30 

33 

Houlton  

.Ma'ximnm  .. 

3h 

55 
35 

53 

28 

5^ 
27 

l^ 

62 
30 

62 

55 

70 
30 

64 
37 

44 
39 

45 
40 

55 
42 

58 

55 

44 

46 
31 

3I 

73 

67 
44 

55 
38 

70 

68 

70 

70 

68 

67 

67 

79 

■  I  Minimum... 

35 

44 

33 

36 

31 

45 

47 

35 

47 

41 

44 

35 

48 

62 

64 

61 

66 

74 

61 

6J 

65 

72 

61 

61 

56 

57 

63 

47 

54 

60 

64 

72 

63 

00 

71 

70 

75 

77 

54 

63 

71 

Lewiston 

•  iMh^mum'.": 

42 

43 

41 

37 

36 

41 

41 

42 

35 

48 

46 

43 

36 

42 

41 

42 

45 

41 

42 

46 

48 

48 

49 

49 

43 

51 

50 

43 

40 

38 

Milliuocket 

Maximum.. 

53 

59 

55 

59 

68 

68 

61 

59 

73 

53 

50 

49 

54 

61 

59 

45 

51 

67 

75 

74 

66 

72 

70 

67 

67 

71 

75 

75 

70 

80 

•  i  Minimum... 

38 

38 

30 

34 

27 

37 

39 

45 

30 

40 

42 

42 

37 

42 

37 

39 

35 

31 

41 

44 

42 

48 

48 

33 

46 

45 

43 

34 

42 

S  Maximum.. 

51) 

61 

57 

57 

68 

68 

5f 

58 

72 

68 

52 

53 

54 

58 

58 

48 

53 

65 

70 

67 

65 

68 

68 

68 

68 

67 

73 

74 

73 

66 

71 

es!' 

Oldtown  

■  'Minimum... 

43 

40 

35 

36 

31 

39 

42 

39 

32 

47 

45 

44 

41 

39 

43 

40 

40 

40 

37 

42 

45 

47 

45 

48 

50 

42 

49 

51 

48 

41 

41. 

\  ^l!^xi\num  .. 

65 

69 

62 

62 

60 

53 

58 

60 

63 

66 

58 

49 

55 

60 

48 

55 

61 

58 

58 

55 

71 

64 

61 

70 

64 

61 

67 

51 

54 

Portland  

•  /  Minimum... 

42 

46 

45 

40 

3b 

43 

4S 

45 

41 

48 

43 

43 

38 

41 

43 

43 

45 

44 

44 

46 

50 

49 

49 

50 

50 

46 

52 

50 

46 

40 

4'2 

44'. 

\  .Maximum  .  • 

611 

63 

58 

65 

73 

63 

62 

72 

73 

62 

61 

57 

60 

03 

51 

54 

61 

68 

72 

54 

69 

71 

63 

70 

70 

70 

75 

76 

66 

6P 

7; 

66. 

Runiforil  

41 

36 

32 

30 

30 

■3r 

40 

32 

48 

45 

41 

36 

40 

39 

40 

43 

34 

38 

44 

45 

46 

46 

50 

45 

38 

49 

49 

40 

3^ 

:<(■ 

40. 

)  ^Maximum  .. 

58 

6£ 

66 

74 

75 

56 

65 

74 

72 

62 

63 

55 

63 

67 

65 

57 

68 

75 

74 

6S 

72 

72 

72 

78 

78 

78 

76 

7f 

68. 

Winslow  

•  (  Mininium... 

3'J 

39 

34 

31 

29 

35 

38 

43 

29 

45 

45 

42 

37 

38 

41 

40 

42 

38 

36 

42 

44 

45 

46 

47 

47 

38 

47 

47 

49 

32 

37 

40. 

New  Uampahii-e 

\  Maximum.. 

.■17 

62 

58 

6b 

77 

58 

73 

66 

79 

65 

55 

56 

54 

62 

42 

4{' 

57 

74 

75 

54 

63 

75 

72 

79 

70 

74 

»> 

74 

51 

6'.i 

b: 

65. 

Beiliu  II 

■  (Minimum... 

3» 

3C 

3L^ 

26 

28 

36 

38 

40 

2b 

37 

43 

40 

36 

39 

37 

37 

32 

40 

48 

46 

44 

44 

48 

41 

36 

47 

46 

51 

38. 

i  Maxiuuun.. 

Cb 

70 

65 

71 

80 

57 

6f 

68 

65 

62 

48 

56 

68 

40 

56 

70 

65 

71 

58 

72 

71 

68 

74 

70 

71 

72 

74 

54 

63 

7r 

65 

Concoi-a 

•  (Mininium... 

41 

38 

44 

36 

35 

41 

37 

42 

37 

48 

42 

34 

31 

35 

44 

44 

45 

41 

41 

53 

52 

50 

60 

55 

46 

41 

54 

54 

47 

39 

43. 

S  Maximum .  . 

68 

61 

71 

64 

66 

66 

70 

64 

03 

65 

60 

60 

47 

59 

51 

57 

66 

61 

67 

74 

73 

63 

77 

66 

69 

09 

65. 

Dmliam 

•  /Minimum... 

3<1 

35 

35 

26 

29 

40 

35 

37 

31 

46 

37 

46 

28 

32 

42 

42 

43 

38 

3.5 

50 

48 

45 

47 

48 

44 

34 

49 

47 

49 

31' 

39. 

First  Conn.  Lake.... 

j  Maxijnum  .  • 

42 

38 

55 

48 

55 

64 

64 

54 

60 

()S 

58 

43 

51 

47 

£8 

44 

4'( 

55 

64 

70 

54 

64 

69 

69 

69 

63 

73 

71 

71 

fii 

V     58l 

■  J  Minimum... 

34 

2S 

25 

24 

25 

30 

38 

39 

29 

39 

40 

35 

35 

37 

38 

33 

32 

28 

35 

40 

43 

40 

40 

40 

39 

38 

45 

3b 

4." 

3.5 

(  Maximum.  • 

64 

71 

65 

69 

78 

60 

64 

65 

69 

61 

60 

59 

54 

6S 

59 

55 

71 

68 

61 

71 

74 

74 

73 

08 

73 

77 

til 

06 

Keene(near) 

•  (  Minimum... 

34 

30 

27 

25 

30 

39 

31 

36 

32 

41 

35 

25 

26 

32 

42 

42 

29 

.32 

38 

50 

53 

47 

45 

55 

38 

35 

53 

52 

■V.I 

■'■' 

•_'■, 

37 

65 

67 

60 

65 

76 

62 

67 

68 

73 

6L' 

60 

50 

56 

66 

50 

54 

64 

70 

70 

57 

73 

75 

70 

70 

74 

69 

79 

77 

63 

68 

6C 

Pb-month 

■!  Minimum.:: 

32 

30 

35 

24 

24 

25 

32 

39 

27 

44 

29 

27 

31 

31 

3b 

41 

32 

38 

46 

46 

43 

47 

50 

40 

84 

50 

50 

44 

3i 

31 

36 

Veniw 

i  Maxinnun  .. 

62 

64 

56 

59 

67 

56 

60 

63 

70 

60 

54 

55 

53 

64 

56 

52 

68 

65 

66 

62 

68 

72 

72 

65 

62 

70 

72 

7-1 

66 

69 

75 

63 

Builington 

•  i  Minimum... 

43 

39 

3>< 

35 

35 

45 

45 

43 

38 

44 

42 

39 

40 

43 

41 

40 

39 

42 

48 

54 

51 

50 

49 

48 

43 

50 

55 

51 

47 

44 

•Iv 

44 

j  Maximum.  . 

57 

61 

52 

55 

64 

61 

58 

60 

70 

67 

65 

57 

58 

48 

60 

64 

70 

65 

65 

70 

72 

67 

60 

73 

70 

72 

68 

Ob 

7" 

y 

Newport  

42 
63 

36 
64 

33 
74 

43 
57 

43 
60 

49 
62 

49 
56 

44 
54 

40 
55 

42 
02 

40 
52 

38 
52 

43 
65 

38 
68 

44 

68 

50 
64 

49 
65 

48 
72 

50 
70 

58 
70 

43 
64 

45 
70 

53 
75 

49 
75 

.50 
57 

42 
66 

41 

74 

■  (  Minimum.  ■. 
j  Maximnui  . . 

56 

62 

69 

53 

63 

North  field 

■  1  Mininium.  . 

35 

33 

27 

25 

27 

38 

38 

34 

2b 

43 

37 

34 

32 

41 

40 

39 

34 

41 

51 

46 

47 

44 

49 

40 

38 

48 

52 

41 

38 

36 

38 

i  Maximum.  .. 

64 

70 

62 

65 

74 

70 

58 

65 

71 

56 

56 

56 

50 

67 

70 

62 

69 

74 

74 

72 

68 

70 

79 

79 

70 

75 

67 

41 

;; 

36 

35 

30 

44 
;; 

44 

41 

35 

45 

44 

33 

44 

42 

34 

38 

49 

54 

52 

52 

47 

60 

38 

41 

52 

54 

50 

45 

39 

43 

St.  Albans 

■  (  Minimum  — 
jMaxinuun... 

•  1  Minimum... 

39 

62 

63 

60 

62 

7i 

69 

62 

65 

73 

69 

56 

57 

54 

63 

62 

50 

62 

71 

64 

66 

74 

73 

70 

67 

73 

78 

79 

74 

72 

77 

66 

St.Jobnsl.ury  

•  (  MiViim'um.'. . 

4U 

33 

30 

27 

29 

41 

40 

41 

31 

45 

44 

40 

34 

41 

40 

38 

39 

34 

43 

48 

.50 

45 

44 

57 

41 

37 

49 

63 

51 

38 

37 

V  Maximiuci... 

66 

67 

65 

67 

78 

72 

63 

64 

69 

56 

58 

55 

66 

62 

55 

68 

71 

67 

59 

70 

73 

70 

67 

66 

68 

81 

66 

66 

76 

66 

Woodstock 

•  (  Minimum.... 

34 

31 

27 

25 

27 

37 

37 

34 

32 

39 

36 

28 

30 

34 

40 

40 

35 

32 

43 

50 

52 

44 

41 

55 

35 

35 

.50 

51 

47 

34 

32 

37 

Ma/sach, 

sells 

(Maximum... 

65 

71 

69 

74 

73 

68 

61 

66 

70 

61 

60 

58 

56 

69 

49 

60 

69 

71 

69 

61 

74 

74 

73 

75 

68 

68 

71 

77 

67 

72 

67 

Amherst 

■  (  Miniiiumi.... 

3y 

41 

43 

34 

47 

42 

39 

43 

39 

47 

39 

37 

34 

39 

46 

43 

36 

4'J 

42 

52 

55 

51 

54 

60 

41 

42 

56 

53 

45 

39 

35 

S  ]\!axiiiunn... 

68 

72 

68 

61 

62 

60 

66 

68 

68 

65 

66 

51 

61 

66 

58 

58 

69 

56 

69 

74 

62 

60 

81 

64 

CO 

60 

63 

57 

56 

65 

Boston 

•  i  Minimum.... 

43 

53 

49 

44 

41 

45 

43 

49 

47 

50 

48 

42 

42 

47 

45 

46 

48 

48 

47 

52 

55 

48 

51 

56 

50 

49 

54 

51 

50 

47 

41 

S  Maximum  .  ■• 

68 

75 

70 

70 

77 

72 

65 

71 

71 

66 

67 

63 

43 

70 

58 

58 

71 

67 

77 

75 

69 

80 

78 

65 

61 

70 

58 

74 

Brockton 

•  I  Miniimun.... 

47 

50 

48 

4ii 

39 

47 

38 

47 

43 

47 

43 

41 

35 

39 

42 

43 

45 

45 

41 

49 

54 

51 

49 

52 

46 

43 

53 

52 

49 

42 

37 

\  Maxim\un  . .. 

72 

68 

72 

79 

54 

66 

69 

62 

63 

44 

58 

69 

58 

58 

67 

61 

70 

62 

74 

66 

67 

77 

65 

62 

71 

62 

59 

Concord 

■  \  Jlininium.... 

3!) 

41 

42 

35 

44 

35 

42 

35 

40 

40 

36 

35 

40 

45 

44 

46 

40 

39 

50 

50 

52 

52 

45 

41 

54 

54 

48 

41 

34 

\  Maxiunim  .  .. 

60 

73 

68 

65 

64 

60 

65 

67 

66 

64 

65 

52 

58 

66 

57 

60 

72 

59 

62 

65 

75 

64 

70 

70 

63 

59 

61 

68 

62 

50 

74 

East  Warehanil! 

•  (  AUnimum.... 

37 

42 

47 

33 

39 

49 

36 

46 

38 

51 

42 

37 

36 

43 

45 

45 

42 

40 

51 

54 

49 

52 

53 

48 

38 

53 

52 

50 

44 

37 

\  Maximum  ... 

66 

74 

68 

66 

70 

61 

66 

6b 

64 

63 

51 

59 

62 

58 

00 

6(i 

64 

60 

62 

75 

70 

73 

75 

68 

60 

60 

74 

60 

61 

Fall  River 

41 

47 

49 

38 

41 

39 

47 

41 

47 

43 

39 

39 

47 

43 

44 

43 

43 

40 

50 

53 

52 

52 

5-.> 

46 

41 

55 

52 

47 

40 

37 

(  iMaximum .  ■ 

67 

72 

70 

75 

81 

74 

66 

69 

72 

64 

56 

59 

72 

60 

60 

70 

67 

73 

65 

77 

75 

72 

78 

74 

71 

70 

76 

61 

76 

Fitchbnrg  

•  1  iMinimum... 

39 

42 

37 

34 

36 

46 

34 

48 

37 

43 

40 

38 

36 

43 

43 

43 

40 

41 

40 

50 

56 

50 

48 

55 

40 

40 

55 

52 

49 

.Miixinuun.. 

69 

71 

65 

66 

65 

59 

64 

68 

68 

65 

64 

52 

60 

64 

57 

65 

06 

59 

64 

60 

73 

68 

66 

78 

65 

70 

66 

75 

69 

59 

72 

Lawrence 

■  (  Minimum... 

38 

43 

42 

37 

37 

43 

36 

47 

38 

47 

41 

38 

35 

40 

43 

43 

43 

¥< 

39 

50 

57 

51 

48 

53 

46 

44 

55 

53 

48 

40 

37 

\  JIaxinmm  .  . 

59 

67 

59 

58 

61 

57 

56 

63 

61 

63 

61 

57 

56 

63 

56 

59 

66 

57 

50 

58 

73 

59 

63 

63 

59 

58 

63 

57 

53 

57 

Nantucket 

■  (  iMinimum 

45 

48 

45 

45 

43 

43 

40 

46 

45 

49 

47 

43 

42 

46 

46 

« 

50 

41 

42 

50 

52 

51 

49 

50 

47 

48 

54 

48 

48 

40 

45 

S  i'<''i  \imum  • 

61 

68 

68 

70 

64 

50 

58 

67 

58 

52 

51 

53 

63 

50 

56 

63 

68 

64 

60 

64 

70 

68 

64 

66 

69 

74 

61 

63 

67 

Stockbridge  

•  (  Minimum.'.. 

43 

4C 

31) 

40 

50 

42 

44 

35 

47 

44 

34 

29 

33 

42 

41 

34 

38 

40 

51 

51 

47 

48 

52 

36 

53 

51 

51 

37 

3J 

S  Jiaxinunn .  . 

61 

67 

63 

66 

73 

68 

56 

60 

65 

53 

56 

53 

53 

66 

60 

53 

65 

69 

69 

62 

67 

72 

68 

70 

67 

73 

76 

70 

68 

72 

Williainstown 

1  "laxiuuuii . 

43 
66 

42 
72 

38 
72 

33 
72 

45 
76 

53 
66 

45 

44 
67 

48 
63 

46 
62 

31 
51 

41 
59 

45 
68 

41 
58 

37 
68 

40 
64 

45 
71 

54 
59 

55 
75 

52 

70 

54 
70 

54 

76 

69 

46 
69 

54 
64 

53 
73 

56 
62 

46 
61 

38 

72 

•  (  Jlmimnm... 
i  Maximum .  • 

•  (Minimum... 

69 

Worcester 

36 

41 

42 

33 

38 

45 

34 

48 

42 

41 

37 

35 

37 

43 

42 

45 

51 

56 

47 

51 

55 

38 

40 

54 

54 

48 

40 

32 

RJioile  I.' 

and 

Block  Island 

j  Maximum  . . 

58 

65 

60 

57 

61 

57 

62 

55 

59 

56 

59 

50 

55 

61 

54 

59 

67 

55 

55 

56 

68 

60 

59 

66 

60 

54 

58 

62 

59 

58 

58 

•  (  Minimum... 

43 

48 

49 

43 

47 

46 

45 

48 

47 

48 

46 

42 

42 

46 

46 

46 

49 

45 

44 

49 

51 

52 

52 

52 

48 

49 

52 

52 

50 

48 

45 

S  Maxinuun . . 

63 

70 

72 

67 

66 

6(i 

67 

64 

63 

61 

64 

58 

55 

61 

70 

68 

61 

57 

75 

73 

60 

67 

61 

70 

65 

60 

63 

Kingston 

•i  Minimum... 

33 

44 

36 

30 

41 

49 

36 

45 

42 

47 

35 

35 

30 

33 

44 

44 

37 

37 

35 

49 

53 

50 

54 

52 

44 

36 

54 

57 

51 

44 

36 

Providence 

j  Maximum .  . 

67 

75 

71 
50 

72 

75 

64 

68 

69 

65 

65 

67 

48 

61 

40 

68 
45 

58 

60 
46 

46 

04 

60 
45 

t? 

76 
58 

67 
54 

70 
55 

81 

55 

70 
47 

03 

55 

75 

66 

48 

61 
43 

69 
39 

■  (  Minimum. .. 

i4 

52 

44 

43 

44 

42 

50 

46 

48 

45 

40 

44 

48 

51 

46 

CoimecUciit 

Cream  Hill 

)  Maxinuun  .  - 

65 

70 

64 

73 

40 

74 

71 

64 

58 

65 

59 

57 

53 
35 

54 
32 

64 

48 
38 

62 
38 

69 
44 

69 

45 

39 

56 

67 
48 

73 
50 

67 
50 

68 
53 

69 
37 

6S 
46 

69 
41 

79 
51 

66 

67 
39 

74 
34 

■  (  Mininuun... 

47 

45 

48 

55 

42 

44 

43 

45 

37 

4£ 

63 

jilaxinunu.. 

68 

77 

70 

72 

71 

74 

67 

66 

65 

61 

63 

611 

66 

50 

62 

73 

67 

72 

75 

71 

76 

69 

67 

66 

78 

69 

66 

7i 

Hartford 

41 

5b 

51 

43 

48 

47 

44 

52 

45 

49 

43 

39 

38 

43 

45 

46 

47 

46 

4? 

52 

58 

54 

53 

51 

45 

44 

55 

57 

48 

43 

3S 

\  Jiaximum.. 

78 

70 

64 

65 

75 

70 

61 

62 

64 

58 

62 

63 

53 

65 

74 

59 

72 

67 

77 

61 

67 

61 

62 

New  Haven 

•  (Minimum... 

4f 

58 

52 

47 

49 

49 

48 

51 

50 

49 

45 

40 

40 

45 

46 

46 

50 

48 

4^ 

53 

55 

54 

54 

53 

47 

46 

50 

56 

50 

46 

41 

)  Maximum .  . 

66 

78 

75 

6f 

66 

69 

72 

64 

61 

63 

63 

65 

65 

55 

65 

75 

68 

60 

57 

7b 

70 

66 

75 

67 

57 

64 

70 

62 

65 

70 

New  London  

•  (  Mininnim... 

42 

52 

54 

43 

47 

53 

45 

4 

47 

49 

42 

39 

37 

44 

45 

47 

49 

48 

43 

51 

55 

55 

53 

53 

46 

44 

54 

58 

55 

44 

40 

S  Maximum  .  - 

70 

80 

75 

71 

73 

75 

75 

69 

66 

60 

52 

66 

68 

54 

69 

79 

72 

71 

62 

78 

78 

75 

70 

67 

71 

81 

68 

68 

71 

Norwalk 

•  (Minimum... 

38 

47 

51 

44 

42 

51 

50 

it 

47 

42 

38 

40 

30 

34 

47 

44 

46 

44 

44 

54 

58 

51 

53 

53 

42 

39 

55 

55 

55 

44 

34 

j  Maximum.  . 

64 

73 

70 

72 

72 

63 

67 

63 

63 

59 

57 

58 

68 

70 

65 

70 

60 

72 

71 

71 

76 

73 

66 

65 

76 

66 

61 

70 

Putnam 

40 

43 

42 

34 

42 

4^ 

35 

46 

38 

42 

38 

36 

36 

41 

43 

36 

38 

35 

49 

57 

47 

54 

53 

42 

35 

36 

45 

50 

38 

32 
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NEW    ENQLANn    SECTION 


O.  H.  NO'Z'ES 


Vol..  L. 


Boston.  .M.\.ss..  JUNK.   193S 


No.  6. 


Tlie  cloudin(H^i5faya^'^hteifn(jj^n^  Tlie  average  for  the  Section, 
based  on  129  rocw(is,  Svfli^'CLcIear.'O'partlv  cloiidv,  ami  9  cloudy 
days.  ^■;^;^-    /    vT^Qr  j.^ 

Tlie  niony>.ly  rela{iv(^  huniidit^',  tftised  on  the  7:o()  a.  ni.  and 
7:80  p.  ni.  oOf^t'rvaliQiys  u%.\\  stations,  was  77  percent,  which  is 
2  percent  above  the  mean'.    ''-'-...  y ^ 


GENERAL  SUMMARY 

An  outstanding  weathf-r  feature  during  June,  was  the  unusu- 
Uly  heavy  precipitation  which  occurred  over  southern  New 
England.  The  average  for  this  division  of  the  Section,  7.27 
■nches,  was  exceeded  on  only  two  occasions  since  1888;  the  one 
in  1903,  and  the  otiier  in  1922.  In  many  instance>i,  most  of 
;bi^  rainfall  fell  during  the  latter  part  of  the  third  decade,  re- 
storing crop  growth,  but  seriouslj'  hindering  haying  and  other 
"arniing  activities.  Precipitation  over  the  northern  division 
TO?  ni'ar  the  normal.  Hail  occurred  with  about  seasonable  fre- 
lueiicy.  Prol)ably  the  most  severe  hailstorm  occurred  on  the 
)th,  in  the  vicinity  of  Bro^kfield,  Conn.  It  completly  ruined 
he  apple  crops  in  the  Wisconier  District  of  Brookfield,  and 
auscd  damage  estimated  at  five  thousand  dollars.  In  spite  of 
he  iieavy  precipitation  over  the  southern  division,  outdoor  ac- 
iviiies  were  favored  over  the  Section  by  a  normal  number  of 
irigiit  and  nunny  days.     At  the  close  of  the  month,  conditions 

re  favorable  for  the  advance  of  crops  and  vegetation.  e.s. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

J«/w(.,s.— 3-4th,  17th,  20-21st,  23(1. 

filths,  hiiKir. — None. 

Ha!a.-i.so!nr—'d-Uh,  6th,  10th,  lG~17t]i,  22-23d,  29-30th. 

Hail. —  (dates and  genera!  locjition) —  oth,  Portland,  Me., 
Providence,  R.  1.,  Mt.  Carmel,  Conn.;  !2th,  ^Vestficld,  Mass.; 
14th,  Dnnbury,  Conn.;  18th,  Eiist  Bnnut,  Vt.;  19th,  ]\Iadif-on, 
Me.,  Pinkbam  Notcli,  N.  H.,  Newport,  \[.,  Pawtueket,  R.  I.; 
29th,  Framingharn,  Mnss. 

Thuiidersiorms.—'6-8[h,  11-1-ltl!,  17-20tli,  22-28th. 

Fog,  den.-ie.— 1st,  3-9th  11-1 3th,  ]5-28th. 

Frosts. — (dates  and  general  location) — None. 

Sleet.  —  (dates  and  general  location)— None. 


COMPAKATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Shode  Island,  and  Connecticut.) 


TEMPERATURE 


Tlie  average  montlily  temperature  for  the  Section,  based  on 

105  records,  wa'^  65.5°,  wliieli  is  1.5°  above  tlie  mean  for  the 

past  51  year.-<.  The  average  temperature  for  the  northern.  divi.sion 

ivas(3l.9°;  for  the  southern  division,  66.1°.  The  highest  month- 

V  moan  was  7 1 .0"  at  Turners  Falls,  Mass. ;  the  lowest  was  56  8° 

".tport,  Me.     The  highest  recorded  was  98°  at  Cornwall, 

.    t!ie  21st,  and  North  Bridgton,  Me.  on  the  24th;  Die  low- 

^  30'^  at  Somerset,  Vt.  on  the  1st.     Tlie  greatest  monthly 

•,as  59°  at  Durham,  N.  H  ,  Bloomficld,  Vt.,  and  White 

■Iimction.  Vt,;   the  least  was  31°  at  Block  Island,  R.  1. 

me  gii-atest  daily  range  was  48°  at  Plymouth,  Z\".  H.  on  tlie  2d. 


Temperature 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
186  nvnrds,  was  5.50  inches,  which  is  2.04  inciie.s  above  the 
iiean  for  the  past  51  years.  The  average  precipitation  for  tlie 
northern  division  was  3.72  inches;  for  the  southern  division, 
7.27  inches.  The  greatest  monthly  amount  reported  was  10.04 
.nches  at  Franklin,  Mass. ;  the  least  was  1.80  inches  at  Chelsea, 
Vt.  Tiie  greatest  amount  in  24  hours  was  4.14  inches  at  Bridge- 
port, Conn,  on  the  28th.  The  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  1 1 ,  which  is  1  above  the  mean 
for  the  past  51  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  8.4  miles  per  hour,  which  is  0.8  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
52  percent  of  the  possible  amount,  which  is  3  percent  above  the 
mean . 


VjV2 

1913 

lOll 

1915 

1916 

1917 

1918 

1919 

19J0 

1921 

W22   

1923 

1924  

1925 

1926 

1927 


1931 

1932 

193i...  . 
1934 


20 


Precipitatii 


North 


No.  of  days  (all 
NewEiiglaiui) 


2.  IS  I 
2.. 30 

4  31 

2!  63 
4.43 

3.  72 


2.03  I 
5.12  I 
4.77 
3. 82 
2.26 
6  29 


0  I  10     12 
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June,  1988- 


Climatological  Data  for  Jure,   1933 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


BaneorS  

Bar  Harbor  (near ) 
Brassua  Uainit  — 

fiastport  — 

East  VVinthrop 

Ellswortli 

Eustis 

Fnrmington 

Ft.Fairlield(near) 

Fort  Kent 

Gardiner 

Greenvilli!.. 

HiraiiiU 

HonUou 

Jackman 

Lewiston 

Machias 

Madisong 

Middledani 

MillinockelS 

Milo 

Moosoliead 

North  Bridgton.--- 

Ol'ltown 

Oruru). 

Porlhuui 

Pri»itioJ:,U I 

RilK^MUisUain 

Rofkhiiul 

Knniford 

The  Korks 

Upper  i)am-.-. 

VanoL'boro 

Win^lowttS  ••■• 

WooilhuidS  ■■•- 

KorSLile 


Bethlelieni   ....••.• 

Concord    

Dixville  Notch  — 

Durham    

KrrolS    

First  Conn.  Laket} 

Fitzwilliiim* 

Franklin 

Glenclitl'   

Hampton-  ■  •• 

Hanover  S 

Hillsboro 

Keenetnear)  S   .... 

Lakeport 

Lincohi...   

Manchester 

Mihm 

NaslniaS  .■ 

New  Uurhiimtt   ••. 

Newporl 

NoiUi  .-irittford... 
Pihkhaiu.Not.'liil.. 

Plymouth 

WestSlewartstown 
Wolfboro  Falls---. 

York  Pond    

For  State     •  -  •  • 


I'enobscot .-  ■ 

Hancock 

Somerset 

Washington  ■ 
Kennebec  --. 

Hancock 

Franklin 

Franklin 

Aroostook  .-  ■ 
Aroostook  . . . 
Ivennelicc — 


Mt.  Washington  : 


Bellows  l<alls 

Bennington 

BloomfieldJt 

BrattleboioS 

Burlington 

Cavendisli 

Chelsea 

Cornwalltt 

Crattsbury  Com.. 

East  Barnet 

East  Kyegate 

Enosbnrg  Falls- • 

Oilman    

MaysMilltt 

Newfane 

Newport  

North  field 

Reiidsboro 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Joliiisbnry 

Searsbnrg  Mt 

Searsbnrg  Sta.tt.. 

Somersettt 

Vprnontt§ 

West  Burke 


Atulroscoggii 
Washington  . 
Somerset ...-. 
Oxford.. 


Oxford 

Somerset.... 

Oxford 

Wasliington 
Kennebec... 
Washington 


Coos 

Grafton   ... 
iiu'nimack. 


liinsbr,r< 
.SiralVor.l 
Sullivan 
Coos . . . 

do 

Grafton- 
(;oos  ■ . . 
Carroll  . 

(;oos  ■■■ 


Orange. 
Addison 
Orleans 


Washiufcton. 
Benuinston. 
Wind.sor  .  .. 

Rutland 

Franklin...- 
Calr'donia... 
Bennington 
Bf  nnington 
Windliam... 
Windham... 
Caledonia. .. 


+  4.3 
+  'i.7 


+  40 
+  '3.'7 
+  '3.'.3 
+  '4.'6 
+  '4.'9 


+  3.7 
+  3.9 

+  4.1 
+  2.1 


+  2.4 
+  '3.'4 


+  1.9 
+  '2.'8 
+  '3.'2' 


2.9 


+2.27 

-0.8S 
+0.18 
-0  C2 
+0.  n 
+0.  20 
+1.83 


-0.91 
+0.3ti 
+  0.45 


+  1.19 
-0.97 
+0. 03 
+  3.80 


+4. 36 
-0.16 
f4. 15 


+1-3.5 
+0.11 
+1.88 


+1.31 
+0.08 

-0.96 


+  0. 12 
-0.73 
-0.58 


Bangor  Hydro  Klectric  ( 

B.  L.  Hadley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District.  * 
Bangor  Hydro  Electric  tS 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 

C.  W.Norsworthy 
Vf.  B.  Claris 
Samuel  D-  Soule 
U.  S.  Weather  Bureau 
C.  C.  P.  &.  L.  (;„. 
William  H.  Cuuiraing 
P.  JM.Trii,,, 

h:-r.   ,  ,     I ;, ,  .  I     [I'firie  Co. 


■Co. 


Gi'oisi-  J.  Cumiuiug 
(;harles  A.  Mixer 
Kuth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingswortli  &  Whitney 
St.  (;roi.\  Paper  Co. 


Edward  Fenu 
George  K.Tucker 

U.S.  VVeiithtjr  liu 


Cm,;,     \:  ,„,.    l.u,„l,erCo. 
Waller   \i.  Bc.lie.s 
F.  J.  Soiitlniiayd 
Stale  Sanatorium 
Frank  K.  I.eavitt 
Dartmouth  (Jollege 
N.  U   llesearch  Forest.' 
Robert  P.  ilayward 
Fred  AViggiu 
laiward  A.  Can- 
Public  Service  Co. 
Androscoggin  Res.  C( 
PennicluKk  Water  Work 
E.  K.Tobey 
H.  P.SlK'imrd 
P.  A.  smitl) 
J.  H.Dodge 
Mrs.  Hatiie  G.  Trow 
Claude  Baker 
Kenneth  Berry  t 

U.S.  Bureau  of  Fisheries 


B.  F.  Hydro-KlectricCO 
Everett  Orchards 
(;i-orge  L.  CooiKr 
Raymond  I,.  Brown 
Us,  Weather  Bureau  ' 
Cen.Vt.P.  S.  Corp. 
Charles  K.Durkee  tit 
Sarah  E.  Lane 
Mi-sE  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  t11  . 

U.  n .  Pomeroy 
Gilman  Paper  Co. 
Fred  Jlay  ftl 
Mrs.  John  .1.  Geretv 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S,  Rand 
Fairbanks  Museum 
George  Brlggs  ft  t 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Po\ver  Co. 
Oilman  W.  Forditi 


See  page  28  for  explanation  of  reference  marks. 
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Ulimatolog^ical  Bata  for  June,    1S3S 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


2E;tf 


I  a 


No-  of  days     |  i 


Ceri/ioiit  Cont'd 

Vest  Hurtford Windsor  • 

Viiite  Kiver  Jc  —  i  Windsor. 

VhitiiiBlmra I  Windham 

Viluer I  Windsor . . 

ViluiiuKton Windham 

Vooilstock Windsor. 

For  State 


MoffiichuteUs 


I  Hlo'.k  1  »Iand Newport--- 

Kinjtston  Washineto" 

Portsmouth Newport  •  • 


Berksliiro  -■ 
Hanipsliire  < 
Middlesex  -. 
Norfolk  -..- 
do  ---. 

Suffolk 

Worcester  . . 
Plymouth  •■ 
Ilampden  -  • 
Hampshire. 

Suffolk 

Worcester  -• 
Middlesex  •• 
Plvmonth  •• 
Kerk.shire  •  • 

Bristol 

Barnstable- 
Worcester  • 
.Middlesex  • 
Norfolk  --- 
Worcester  - 

ICssex 

Franklin  ... 
Middlesex  - 
Worcester  - 


Franklin 

Hampden  .. 
Berkshire  -- 
Worcester  ■  - 
B:irnstal>le.- 

Essex 

V\\)ri'esler  -  • 
Middlesex. - 

Kssex    

Middlesex. - 

Bristol 

I'lynioulh  .- 

F.ssex 

Worcester  ■ 
Worc'ster  . . 
Franklin  ... 
Nantucket- - 

Bristol 

Worcester  •  - 
Berkshire  - 
I'lynionth  • 
Berkshire  - 
Worceslei  •  - 
ilerk.-hip'  • 
Hampshire. 
Plymoiuli  -■ 
Worcester  -  - 
Barnstable  -• 

K.ssex   

Franklin  -■• 
Worcester  -- 
Middlesex  -  - 
Hampden  -- 
Worcester  -• 
Berkshire... 

ICssex   

Bristol 

Franklin  -- 
Hampshire - 
Worc^-st^r-. 
Hampden  -■ 
Middlesex  •  • 
Worcester  -- 
Berkshire  •  - 
Worcester  -  • 
Worcester  -  • 


Baltic 

Barkhamsteart 
Bridgeport!-.. 
Burlington  — 


New  London 
T.itchfield  .-. 

Fairfield 

Hartford  . 


400 

-190 

1.-150 


172 

240 

1,110 


63 

350 

1.400 

65 

l.'OO 

920 

1.037 

1.650 


-I-   1.0 

+  ':i.'5 


+  1  1 

-0.6 
+  4.8 


0,6 


62.4 

63.8 

63.9 

67.0      -  1-3 

64-  8     —  0. 3 


+5.30 
+3  41 
+3, 02 
+  4.  Ui 
+5  -19 
+  4.07 
+3.61 
+3.05 
+3.28 


+2.48 
+  4.  35 
+2. 08 
+3.94 
+3.99 


+3  57 
+2. 94 
+3.20 
+  1.76 
+3.  46 


+4.76 
+2  34 
+2.69 
+3.  99 
+2.36 
+2.91 
+  2.23 


+  4  00 
+5  no 
+6.33 
+  3-47 


+4.28 
+  3.86 
4  2.  64 
+2.44 
+  5.64 
+  3.41 
+  4.11 
+  3.52 
+  4.41 
+2.  51 


+  1.94 


46 

7.68 

82 

7.39 

7.39 

67 

6  53 

45 

7  05 

n 

7.87 

07 

7.21 

7.18 

28 

6.  .51 

lo 

5-46 

45 

7.19 

20 

6.02 

EVH  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  til 
Olcott  Fulls  Co. 
Walter  Adams  ttl 
William  S-  Eaton 


N.  E-  I'ower  Co. 


Ma^s.  Agv.  Exp-  Sta. 

Met.  Watei  VVOrk.s 

State  Dept.  Public  Health 

Blue  Hill  ()l).servat.ny 

U.  S.  Weather  Bdreau 

Mr.s.  Loring  H.  Iteed 

C'il.v  KiKiiiieer 

Stiite  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

Mer.  Water  Works 

Fred  A.  Tower 

Joseph  I,.  Kelley 

State  Dept.  Public  Health 

Hicl'.ard  C.  Brk'liam 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ualph  iM.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

C'itv  Uiigineer 

State  Dept.  Public  Health 

A.  W.  Ladil 

N.  K.  Power  Co. 

State  Dept.  Public  Health 

SI;ito  Teacher's  Colleffe 

State  Dept.  Public  Health 

E.  P   Milchell 

Met.  Wafer  Work.s 

Essex  ('ompany 

Props.  Looks  .V;  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

WilliiUM  It.  lloelzel 

State  Dept.  Public  Health 

N.  E.  I'ower  Co. 

Chailotte  A   Braun 

U.  S.  Weather  Bureau 

City  Eusineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Depl..  Public  Health 

Met.  Waterworks 

Corar.  ■'(  Public  Works. 

State  Dept.  Public  Health 

Plymouth  T'ordasre  Co. 

Met.  VVater  \\'orK8 

Irvinsr  H.  McNiiyr 

TT.  S.  C.G.  Station 

N.  E.  Power  Co. 

Stale  Dept    Public  Health 

Met.  Waier  Works 

U.  S.  Armory 

Met.  Water  Works 

Nnsbit  H.  Bang.s 

Weston  If.  Lewis 

Water  Works 

Turners  Falls  P,  A  K  Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  ColleKe 

Met.  Water  Works 

Williams  Collef,'e 

State  Dept  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Acr.  Exp.  Station 
Agr.  Exp.  Station 
U.  8.  Weather  Bureau 


The  Baltic  Mills  Co. 
Vi'ater  Bureau,  Hartford 
BrldKeport  Hydraulic 
Water  Bureau,  Hartford 


See  ra?e28  for  explanation  of  reference  marks. 
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June,  19S. 


Olimatological   Data  for  June,  1038 


t'emperature,  iiideBrreea  Fahrenheit 


'recipitatiou,  in  inches 


ss 


Connecticut  Cont'd 

Colchester 

CoUinsville 

Cream  HilUt 

Danbury 

East  Hartland  

Falls  Vinaffe§ 

Hartford 

Lake  Konoraoctt-- 

Mt.  Carinel 

New  Haven 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS 

Waterbtiry  

West  II..rilanil 

For  StiUe 


New  London  ■ 
Hartford  ■ . . 
Litchfield  ■•• 

Fairfield 

Hartford . . . . . 
Litchfield  ... 
Hartford  ... 
New  London. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

Windham. . . . 
Litchfield  . . . 

Tolland  

NewHavHii  . 
naitloni 


420 

300 

1,300 


+.S.51 
+  4.95 
+3. 10 
-t-5.03 

+3.' 56 
+3.47 
+  L»4 


Stedraan  Storrs 

Edwin  K.  Wilder 

C.L.Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  M'eather  Uureau 

New  London  Water  Wori 

B,  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.M.CoinstocU 

U.  S.  Dept.  of  Commerce 

F.  Hurliman 

Afjr   Exp.  Station 

William  J.  Pare 

Water  Bureau,  Hartford 


Explanation  of  Keference  Marks  Used  en  Paires 


and  34. 


The  departures  from  the  normal  temperature  are  computpri  from  the  averages  of  the  entire  period  for  stations  having  ;o  or  more  years  of  record.  Departures  of  ■ 
cipitation  with  15  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  meiin"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  me 
for  the  period  of' record  are  used.  Reference  letters,  h,!.,^  appearing  m  the  table  mdicare  number  of  days  missing ;  for  ex;imple,  b  represents  two  days,  etc.        i  J 

on  other  dates.    §  Tliermometers  not  supplied  by  Weather  Bureau,    ttl  Observer  for  New  Kngland  Power  ( .0.      'I'   Precipitation  is  less  than  0.01  inch  rain  or  melted  suuv 

tt  Post-oflice  iddre^ses  of  these  stations  are  as  follows 
Millinocket;  Winslow,  Waterville;-New  Haini)sl)ire— First  ('( 
field.  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mi 


:  Maine --A.ziscolios  Dam,  Wilson  Mills;  Brassua  Dam.  KocUwood;  Hir,Tm,  West  P,aldwin;  Bipogenus  Dan 
>nn.  Lake,  Pittsburg ;  New  I)urli:im,  Alton;  I'inkhain  Notch,  <;orham;  York  J'ond,  Berlin;- Vermont— Hlooni 
Is,  Colrain.  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls  .Mass 
Jgreraont,  South  Kgremoni.;  Fai mouth,  llatchville;  Lake  Oocliitnate,  Framingham;  — Connecticut- CreM 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Pagre  36 . 
Except  as  otherwise  indicated  observations  are  gcnerallv  made  late  in  the  afternoon,  near  snn.set,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  timet 
observations.        *•»  Regular  Weather  Bureau  station  ;  precipitation  i.s  for  the  24  hour  period,  miduipht  to  midnight.         **  Precipitation  measured  in  the  morning;  i 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  iiicludi'd  in  that  of  next  measurement.         T.  Prei-ipititiou  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken  in  the  uioriiing;  the 


xple.nation  of  Reference  Marks  Used  on  Pagre  36 

m  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  al 


Amherst 

Block  Island 
>;Blue  Hill.... 

Boston  

BurliuKton  . . 

Concord  

Eastport 

Greenville... 

Hanover 

Hartford  — 
Nantucket  ■ 
N-ew  Havpu.. 
Nortlitleld  ... 

Portland 

Providence . . 


PRESSURE.  WIND,  HtlMlDlTY,  AND  Sl'NS 


Atmospheric 
(reduced  to  1 


■29.  99 
30. 00 
20.  99 


29  99 

29 

29, 


29.65 
29.76 
29.  fig 
29.  67 
29.  58 
29.61 
29. 60 
29.  66 
29  68 
29. 69 
29.80 


X  Observations  taken  at  '^:oo  a.  m..  and  S:oo  p  m. 


56  I  67 
72  65 
72  I  57 


t 


1988 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Ho 


Daily 

Precipitation 

for   Juue 

1938 

Drainage  basin 

Day  of  month 

■'"" 

,|     ^l    3|     .|     5|     6|    7|     8|    9|io|m 

12  1  13 

14  1   15 

16  1  17  1  18  1  19  i  20  1  21 

22 

23 

24  1  25  1  26  1  27  |  28 

29 

30     3 

'     i2 

lie 

Coii,>t 

....do 

Kennebec. .. 

...do 

St  John 

Kennebec... 

...do 

St.  John 

Kennebec .  . . 
AndroseoBgii 
Kennebec .  . . 
i'enobse-jt   .. 

i'resnnipscot 
Penobscot   . 

Coi..-t   

St.  John 

I'enobscot   .. 
AndioscoKgii 
Kennebec . . . 

...do 

St  Croix  .... 

i....;  .12:  .04I  .8S    .05  T.  |  .10....  ....!  .OA 

1  .mi  .(W'  .fii'  .17!  .  .1  .l(>l....i...  1  .07 

i 
.0!1|  .30 
.17    .4' 

.... 

1                 1        1 
.15   .56   .08   .26i.... 
.14    .35            .201 

'.'23 

MM 

.04!  T.  1  .82I  .25I  .19 
..^^....|..6,.22|.05 

.30 

. .    3. 77 

•A  82 

. .      6. 10 

..      3.43 

3.  IB 

2  87 

....It.  L...IT  1.... 

T.   1.05'  .041....  1  .30 

■•r" 

':28 

lol  .031.10 

••on 

.30 

'.'is 

:::. 

'-!-i:S^l". 

T.  1  .131.... 

.2S,.^j.08 

....1.17 

:S!'.'oi 

119|.0. 

.94 
79 

.... 

.... 

:oi 
.10 

.11 
.97 
.08 

2.0M 
.58 
1.1b 

1.00 

't'.' 

T. 
■1 

T. 

:::: 

1,92 

1.07 
■.'26 

.09 
.25 

.12 

.03 
.12 
.06 
.12 
.Ot> 
.12 

'.'67 
.23 
.01 
.07 

.03 

30    .14 

■:::  :IJ|.-':. 

.16 
.10 

.40 
.13 
.12 

:1 

T. 

.65 

t- 

. 12   .  15 
.20   .08 

,,. 

'T.' 
'."07 

.01 

.'23 

.02 

.05 
'."68 

■;56 

'.'is 

:2"o 
.49 

:::: 

:::: 

.... 

1.35 

1.08 
1.65 
.11 
l.Oi) 
3.27 
2.76 
.02 
•40 

:d5 

'■.11 
.10 

1.40 
.65 
.47 
T 
.05 
.06 
.52 

4  66 

.28   .181.... 

, -i 

.[igioiv  "■'.'. 

-m"' 

[<\e".'.'.... 
.^Dani... 

:::: 

':67 
.... 

.... 

.... 

.07 
T 

.46 
.06 
.27 
.25 
.30 
.50 
1.07 

'.'23 

.08 

■;36 

.04 
.20 

.17 
.09 
.02 

:k. 

.20 
.04 
.12 
.05 
.45 
.08 

:36 

.82 
.02 

.... 

:::: 
1 

.02 

.04 

.... 

'.'61 

:| 
:7c 

.06 

135 
.68 
.20 
T 

■■■■» 

.32 

■:28 

.46 
.05 
.05 
1.11 
.03 
.48 

.22 
.26 
.51 
.37 
.05 

:33 

.42 
.62 
.21 
.15 

.20 
.69 

.11 
.03 

■:78 

t. 

■:i6 

'.'i2 

".61 

.01 

.27 
T. 

i? 
'.'20 

1 
:o7 

.11 

.85 
1.29 

'.'66 
.56 
1.21 

.02 
.05 

.i:) 

:o2 

'.'n 
.59 

•:o6 

T. 

.24 

':62 

:::: : 
.... : 

::::: 
'.'oi : 

.,      -.^.79 
..      3.27 
..      5  51 
6.03 
2.67 
• .      8. 06 
. .      3.  71 
..      3.80 
..      6.02 
. .      2  75 
. .      3. 73 
.        2.V0 
..      3.24 

..      2.96 
.      .5. 12 
.        4. 54 
.        4.53 
..      3.25 
.,      2  10 
. .      4.  18 

.18 

.60 
'.'69 

.05 
.30 

.01 
.14 
.06 

.04 
.03 
.02 
.09 
.05 
.12 

■:oo 

.19 
.07 
.02 
.01 
•11 

.20 
.32 

'.'27 
■.'62 

.20 

.40 

.01 

r 

.15 

:o3 

'1?' 
T.' 
f.' 

.25 

.02 
.28 

■.'•i9 

.12 
.02 

':69 

.01 

'.'26 

.:(7 

;i 

.12 

.38 
.10 

.20 

.04 
.71 
.04 
■V. 

:oi 
.12 

.42 

.03 
.24 
.22 
.04 

.04 
.89 
T. 
.12 
.0! 

.'33 

.31 

.89 
.80 

1:68 
.34 
.96 

'.'30    "* 

'.*»", 

■  mpfhire 

.12 

.23 
.15 
.15 
T. 

.83 
.05 
.19 
.18 
.09 
.41 

.24 
.17 

.04 
.19 

'.'oi 

.01 
.18 

':42 

.46 
.34 
.3(5 
.43 
.57 

.2;> 

.77 

.04 
.11 
.76 

.3,s 

r. 

'.2S 
.41 

.21 

.40 

.04 

T. 

r. 

■:34 

lu'Lake!'. 

Coast    

foiiueclicat 
Jlerriiuac  .    . 
Connecticut . 

Merrimac'.:: 

...do 

...do 

Connetticiit . 
Merrimac  .  . . 

Con-iecti.ut. 

..  do 

Champlaia  . . 
Connecticut. 

.do 

Chunu>lain   . 

:6i 

.01  .... 

:2i 

.01 

■\r> 

.01 

.... 

.02 

■r. 

.... 

:::: 

.  uim'*.... 

tinU 

■.'62 

.31 

.2S 

.0.; 
t".' 

.09 
T. 

.08 
.11 

% 

■r. 
■.'65 

T. 

'.'6i 

.04 
.05 
.01 

■r. 

1.  40 
1  20 

:4-j 

1:64 
.'47 

'.07 

■": 

'r. 
.22 
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'.6\ 

.02 
.01 

't.' 

:::: 
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f. 

T. 

.01' 
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■V 
T. 
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.04 
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.01 
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1.90 
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■r. 

".6\ 
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T. 
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':o6 

'.'63 
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T 
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.43 

1.87 

':g 
:g 
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.  h. 

\.21 

■.'72 
.19 
Oh 
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.53 
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■:69 
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■.'62 

■f.  : 

..      7.16 
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.,      2.73 
. ,      2. 45 

.        3. 97 

.,      .5.11 
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. ,      2.  84 
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....do 

do. 

.14 
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r. 

.09 
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Connecticut . 
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.14 
.09 
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.06 

.29 
.04 
T. 

".iy 
.03 

:i6 

'.'62 

.02 

.04 
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.02 
.03 

■.13 
.1" 

'T.' 

.26 
.OS 
.03 
.37 

■.'65 

.27 
.12 
.04 

.03 
.06 
.49 
.32 
.30 
.09 

■.'35 
.05 
T. 
.39 

.... 
.01 

r. 

':64 

f.' 
'.'64 

.02 
.02 

i-. 

.20 

'I'V 
.87 
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:63 

.25 

:ifi 
.22 

2. 

'I- 

.02 

.03 
.09 
.07 

:oi 
'1'. 

.3f 

.06 
.72 
.■>G 

1.28 
.63 

.37 
1.5.5 

.28 

.11 

.60 

:46 

.27 
.14 
.30 

.11 

T. 

.03 

T. 

.12 

:2o 
2.02 

.05 

2.04 

■■: 

2: 46 
.28 
.82 

2  1'' 

T. 

.95 

.61 

■:o3 
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.,      3.41 

kn"  .... 

.10 
.23 

T. 

.69 
.13 

■.■34 
.11 

::::do::::::: 

(lonnecticnt. 
Coast 
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Connecti(!Ut . 
Merrimac  . . . 
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Coast 

Housatonic. 

Coast 

.  ..do 

Merrimac  ... 

...do 
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Connecticut. 
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Connecticut . 

Coast 

.  ..do 

Merrimac... 
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Connecticut . 
Housatonic. 
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.::: 
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.13 
.07 
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•  02 

■r 

.07 

:oi 
1 
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.63 
.39 
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.61 
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.17 

... 

t. 
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■.I4 
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':22 
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T 
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ii 
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2.06 

49 
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.1 

1.09 
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f. 
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.39 

2.88 

1.07 
..54 
.27 

'I'. 
.27 

i.'46 
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T. 

'.'oi 
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T. 

f. 
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T. 
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tV 
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.04 
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2  89 
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Oh 

■.'20 
T. 

. ,    7,  cy 

Kails 

1.70 
.05 

.03 
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.431  .71 
1.80    .05 
T.   2.20 

ion      .... 

.17 
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6  .53 

....do 

....do 

Coast 

..re'";:::: 

''Cticut 

.rt 

.... 

.16 

.... 

T. 

.4:! 
.03 
.67 
.34 
.16 

'.'os 

2.24,2.38 

.8l!4.]4 
1.00,2.55 
2.6511.10 
2. 16  2  28 

.03 
"■>4 

.,       7,21 
7.19 

:iiii:::::::: 

rtland". 

....do 

Housatonic 

Connecticut 

....do 

Coast 
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7.47 
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.04 
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.11 
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6.4K 
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1 

Se«  page  28  for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June, 


Oaily  Temperatures  for  June,   1988 


,,     ,       /         >  >  Maximum, 

Bar  Harbor  (near) (Minimum. 


ICastport  . . , 
Fort  Kent  . 
(jnHMiville  , 
lloiiltou  .., 
I.i'wistoii  .. , 
Milliiiocket, 
Oliilowii  .. 
I'orthu.d  .. 
liuiiiforcl  .. 
Wiii^low   .. 


imura 


)  Maxii 
••■I  Wiuiij 

\  Ma 
■••  1  Minimum.. 

j  Maximum  . 
■••  /  Minimum.. 

S  Maximum  , 
■■■  (  Minimum.. 

j  Maximum  . 

)  Maxin\um . 
•••  (  .Minimum.. 

S  Maximum . 
■■•  '  Minimum.. 

S  Maximum  . 
"'  i  Mi\iimum.. 

S  .Maximum  . 
"■•  '  Minimum.. 

\  Maximum  . 
••■  )  Minimum.. 


It'irst  Conn.  LaUi 


liinlii.Kloii 
Nun-port  .. 
N..r(l.(iuld. 
I{uHa;Ml  . 
SI.  .Ml;an9. 
,Sl..lo!in»l)ii 
\V<i.,.Mocl! 


Maxmunn 
Minimum. 
Maxinumi 
Minimum. 
Maximum 
Minimuni . 
Maximum 
Miiiiiiiuin. 


1  Mh^iimi')'): 


j  Maxinumi. 
1  Minimum, 
j  Maxinuim . 


Mininumi 


Warohaml'  . . 


1  Minimum.. 

)  Maximum. 

(Minimum.. 

Miiximnm  . 

>"  l^'Vfii- I  Minimum.. 

I  Maxinunn . 


Iibure  .. 
rence.. . 
lucUot. . 
■lilnidpte 
liamstow 


,rU  l.sla 
ig.ston 


Minimum. 
\  :>!axin\UM] . 
(  Minimum.. 

(  Minimiun-. 
)  .Maximum  . 
/  Minimum.. 

!  Mi'niin'i'imV. 
(  Maxinunn. 
I  Minimum.. 


(  Mininuim.. 
\  Maximum . 
!  Minimum.. 
j  Maxinunn . 
I  Minimum.. 


Cream  Hill  .. 
Hartford..  .. 
Now  Haven.. 
Now  London 

Norwall; 

I'utnara 


(•(lVn( 

(  .Maxinunn. 
(  Mininnnn.. 

S  Aiaxiuumi . 
'  Mininumi. 

)  Maxinumi. 
'  Mininunu. 

j  Jlaximum  . 
I  Minimum. 

S  Maximum 
mm. 


Mi 


|.|3|     . 


i:,i,  71 

521  52 

64 1  64 

45  45 

881  76 


5  I     6  I     7  I     8  I     9  I  10  I  11  I  12  I  13  I  14  j  15  I  16  I 


20     21   I  22      23  I  24      25     : 


lU,        lO.        /Ji 

50     56     55 


79, 
46;  51 
7S|  63 
,iO|    50 


45     51     531    53!    55 


?5I 

5iii  .'•5; 

7(  77 

53  55 

75l  70 
52 


72:  nil 
51  i  46; 
731  75 


76j    63! 
51 1    55| 


I         I 


50  49  46j  53!  53!  .59: 

72j  65;  63!  611  6Sl  58 

47  47i  46!  4S  47!  50 

bS;  87!  ^7i  i':4  67!  69 

431  42;  48,  60  55j  52 

81  80,  72  63  73j  7.21    84|    90^ 

41  42j  42  57!  58  54]     62!     54! 

79  80'  B2l  751  75  7i|    85 

40  50  48  48l  53  S.'ij     52 

81,  78;  63;  7!  I  83  75,    861 

52  50  50|  57  01  58     54i 


10 

54  ..-,  „„,    „„, 

75  77i  79;    71| 

50;  49;  45!    56' 

Ssj  78,  76     70! 

6O!  411  44i     '"' 

09,  091  04  i 

51  40!  37| 


721  67 
47  5S 
70     81 


36;    55 


55j    5£ 


59 
771  791 
53     58| 


55|    54 


SOi  751  70  8K 
.58  57  59  "■ 
72      80     75 


59: 
2  09! 


78 
53 
80 
46!  53 


44!  57  65 

7S  72 

46l  50 

741  68 

55  56| 

&1  721 

59!  57|  47  58  61 

751  77  76|  72  79 

58  49|  49;  57  65 

64  77  72I  68 

55  55]  54;  54 

69  70|  73;  73 


66 

5(1  59  59 

75  70  "' 

43;  52 


51     50  60 

76     S0|  76 

59     56  53 

751    SO  74 

"        57|  57I     61 

79i  731     ■■- 


45J  5! 


78  72;  74  82 

41;  421  57  ' 


47;  50;  £3  56 

76;  78  75  67 

42  48  51  57 

77  70  79!  84 

41  45!  50,  55 


/HI  79 

54  48 
72  76 

55  49 


47 
41   44 


55l  5l!  62| 
09  -■  -"I 


74 

83 

5f 

64 

72 

88 

00 

71 

Sf 

61 

66 

60 

85 

K 

02 

K 

91 

Oh 

01 

7( 

85 

54 

62 

?,i 

^ 

Of! 

K 

53 

8C 

78 

77 

02 

57 

52 

7H 

70 

72 

57 

49 

50 

58  01  64  71 


A 

54 

48 

77 

73 

48 

46 

70 

63 

55 

50 

70 

li 

45 

5f 

77 

71 

54 

53 

53 

.55 

7(: 

74 

5H 

58 

75 

78 

58 

OS 

78 

51 

50 

63 

03 

M 

h5 

69 

62 

531  55  55 


60 

85 

65 

83! 

66;  03;  65 

84l  83i  S3 

62i  61 

85  87 

02  57 

85  85 

59  53 


02   04 


49 

50 

92 

90 

01 

61 

91 

89 

5.1 

01 

91 

fi.1 

05 

88 

91 

6<l 

05 

9;' 

90 

Of 

05 

88 

8r, 

64 

65 

I  28  I  29  I  30  I  31 


64;  69!  72 


66!  61 

48|  48 


62  00  53 

93  89, 

66  68l 

84  82, 


90l  95  92I  90! 
59|  65  58|  68j 


64  01;  641  58 


911  91  90; 


8»;  91:  93'  921  78! 


6-2',  OSl  05 


89  71 
60!  66 

78'  81 


53|  52;  52 

62  58!  65 

52  50!  50 

711  74;  73 

45  43;  48 

71!  73!  73 

44|  49i  45 


49  55 

70  74 

57 1  56 
63! 

561  55 

73;  77 

55'  52 

74  76 

55  52 


68 

51!  52 

61!  64 

55|  50  52 

63  62  75 

53  53  48 

54  69 

47  44  41 

68!  es!  70 

54,  54!   '"" 

Co!  70 

50;  52 


..i  j 


88  91 

70  68  68 

88  88 

70;  70  ^^. 

84  87!  87' 

66  00  03; 


61  68  68i  67  58 

79|  77  77!  '9  71 

03!  65  66  65l  (i7 

81!  801  821  82^  71 


70,  72 
55;  53 
69  71 


57  55;  55 

79;  57 

57,  55I  55 


831  8S 
68  08 


55 

f)0!  59 


60,  60 

65i  5, 

60  65 

54  55 

59  57 

53  53 


74  70 
65 

81  76 

64  64 

8S1  82  58  60 


57  55 
05  00 
56  56 


82  84! 
60  65 
82,  83; 


83|  82i  85 


67!  58  52 

87  76  60 
70  57  56 


SeepuseSl  ioroxpl 
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GENERAL  SUmMAKY 

Ti:e  weather  during  the  first  half  of  Jul.v  was  typical  of  the 
mild,  mid-summer  season.     Farming  operations  were  favored, 
and  produce  was  advancing  with    better   thtin  usual  activity. 
However,  by  the  middle  of  the  month,  masses  of  tropical  marine 
air  moved  in  over  the  eastern  portion  of  the  Section,  and,  niain- 
1  by  a  per.<istent  Bermuda  high  pres.^ure  area,  continued 
im  over  that  portion  of  the  Section  during  the  latter  half 
month,  resulting  in  extremely  heavy  and  frequent  sliowers, 
Mlarly  from  the  1 8th  to  24th  inclusive.  Streams  and  ponds 
)\ved,  many  cellars  were  flooded  and  roads  washed  out. 
e  damage  occurred  to  crops  and  vegetation,  e.^pecially  to 
corn  and  potatoes.     The  average  u;ontiily  precipitation  for 
the  Section,  7.71  inches,  was  the  heaviest  recorded  for  any  July 
in  tlie  records  of  the  Weather  Bureau.     Farming  and  other  out 
of   door   activities    were  extremely    liampered    and,    at  times, 
brouglit  to  a  complete  standstill  during  this  period      Thunder- 
storms occurred  with  more  than  usual  frequency,  resulting  in 
more  than  average  serious  destruction.    Tem})eratures  averaged 
nearjtlie  normal  and  were  without  extremes  ordinarily  experienc- 
ed during  this  month.     On  the  whole,  July  was  an  unfavorable 
month  with  regard  to  summer  industrj^  and  agriculture.       e.  s 


hay 


TEMPESATTJRE 


riie  average  monthly  temperature  for  the  Section,  based  on 
106  records,  wa^  69.7°.  wbicii  is  0.6°  above  the  mean  for  the 
past  51  years.  The  average  temperature  for  the  northern  division 
was  68.1°;  for  the  southern  division,  71.2°.  The  highest  month- 
ly mean  was  74.4°  at  Turners  Falls,  Mass.  and  Norwalk,  Conn.  ; 
the  lowest  was  59.4°  at  Eastport,  Me.  The  highest  recorded  was 
95"  at  Falls  Village,  Conn,  on  the  7th,  tlie  lowest  was  38'^  at 
Somerset,  Vt.  on  the  7th  and  9th.  The  greatest  monthly  range 
was  51°  at  Falls  Village  Conn.;  the  least  was  24°  at  Block 
Island.  R.  1.  The  greatest  daily  range  was  50°  at  Falls  Village, 
Conn,  on  the  7th. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
188  records,  was  7.71  incheS;  which  is  3.96  inches  above  the 
mean  for  the  past  51  years.  The  average  precipitation  for  the 
northern  division  was  6.49  inclies;  for  the  southern  division, 
8.91  inches.  The  greatest  monthly  amount  reported  was  14.52 
inches  at  Milford,  Mass. ;  the  least  was  2.00  inches  at  Nantucket, 
Mass.  The  greatest  amount  in  24  hours  was  4.73  inches  at  Baltic, 
Conn,  on  the  23d.  The  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  16,  which  is  6  above  the  mean 
for  the  past  51  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HXJEIIDITY 

The  prevailing  direction  of  the  wind,  based  on  119  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
13  stations,  was  8.1  miles  per  hour,  which  is  0.2  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  1 1  stations,  averaged 
0  percent  of  the  possible  amount,  which  is  10  percent  below  the 
mean. 


The  cloudiness  was  considerably  above  the  mean.'  The  average 
for  the  Section,  based  on  135  records,  was  8  clear,  10  partly 
cloudy,  and  13  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  ui.  observations  at  11  stations,  was  84  percent,  which  is 
6  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

.4i(ro/v<,s.— 30th. 

Hal  OS,  /».»ar.— 6tli,10th. 

i/a/os.  so/ar.— 7th,  lOth,  18-19th.  29th. 

Hail.  —  (dates and  general  location) —  5th,  Berlin,  N.  H.; 
11th,  Bennington,  Vt.;  28th,  Bellows  Falls,  Vt. ;  2»th,  Durham, 
N.  H.,  Keene,  N.  H.,  and  Adams,  Mass. ;  30th,  Durham  N.  H. 

Thunderstorms— \-2<},  4-15th,   l7-30th. 

Fog,  dense. — l-3d,  5th  7-31st. 

Frosts.  —  (dates  and  general  location) — None. 

Sleet.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
■Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


IWll 

1002 

1908...    . 

190-1 

I<t05 

1906 

1907 

19US 

1909 

1910 

1911 

1912 

1913 


1917... 
1918... 
1919... 
1920... 
1921... 
1922... 
1923... 


Temperature 


Vrecipitatiou 


No.  of  days  (all 
South         New  England) 


4.73 

3  13 

0 
0 

4.fi» 

0 

5.29 

0 

1.56 

0 

3. 34 

0 

3. 3..; 

0 

3,4B 

0 

2.27 

0 

2.17 

0 

3.  94 

0 

2.19 
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10 
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10 
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9 
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9 
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10 
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12 
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11 

14 
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10 

12 

10 

14 
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9 

13 
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12 
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15 
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Miinatolog-ioal  Bata  for  July,   1938 


Maine 


BangoiS  

Bar  Harbor  (near ) 
Brassuii.  Damil---- 

Eiistl'ort 

East,  VViutlii-op.  ••■ 

Elliwortli  

Eustis  

Ft.b'iiirlieia  (neiir, 


Penobscot  ■•  ■ 
Hmu'ock  •••.. 

Somerset 

VViisbiiigtoii  . 


JiU'iiiiia, 
Levvisto 
Machia: 
Mmlisoi 

MiUiuoi 
Miio.... 

Ni)!ili  i' 
OUn..vvi 
Or >.  ■ 

PuV'l    ill 

I>r,....;i  i 


Tlic 
Upi" 

Vaiu 


1.180 
SI 


Wasiiington  — 


betiili'heiM  ....•■• 

Couconl    

Dixvillf  >ioU-h  .. . 
Dmliaia    

First  Conn.  Lakei 


Gl. 


Hampton . . 

HanovorS    ■■■ 

Uia.Uxu'o 

K-.M,..>n<.ar)S 

Lakeliort 

LiniT.ln 

Maiiclir'Si«r..-- 

Milan     

Na^l: 


lU- 


NewpdVl     ■■;■ 
Noi  til  >it,r.:  <,■• 
PihkliaiiiN. 
Plyi.iouth 
VVeslSte-Aa:! 
Wnlfboro  I'all 
York  I'orul    •■ 
ForStatfi 


Mt-  '.Vasliinston  t 


Coos.. 
WiiKlli; 


K':.--!     'ip:   .■:':'-■■ 

GWurv.     

Ma,y:,MulJ: 

NiMvfaue 

Ne'.vport  

Nortli  field 

Rppilsboro 

Roo.bostfr 

Rntl::n<i 

St.  Aii'.ins  (near) 
St.  .Tolnisbur.y..-- 
SearsbnrPT  Jit.  .••  • 
Searshnrs  Sta-lt. 

Somnrsp.ttt 

Vi-nionttS 

West  Burke 


Witulham... 

Orlci'.ns 

Wasbinprton. 
RpiininKton. 
Windsor  .  ■  • 

Rntland 

Franklin..  ... 
Caledonia- ■■ 
npnnington 
K>  nnitipton 
Windbam... 
Windbam  — 
Caledonia. .. 


711 
2,360 
1,1)60 
2.080 


Temperature,  in  degrees  Fahrenheit 


+  1,6 
-"0."2 

+  '6.8 
+  '6.'9 


+  0.6 
+  0.8 
+  2.6 


18      70.6      +  1.2        PO 

0  1 

63  I  70.9      -  0.  •}       <)0 


70.2 

69.'4  i  +  0.5 


Precipitation,  in  inches 


g 

gl 

S- 

f. 

H 

(^ 

3,56 

6, -12 

+3,21 

4.70 

+  1.62 

7.24 

.").  36 

+2. 1 1 

3.1.2 

+0.  .57 

8.  20 

+  4.70 

6.  76 

+2.29 

4.93 

5.  6(i 

+2.18 

8.21 

+3.  80 

4.56 

5.63 

+2,  83 

3.87 

+  0.18 

7.33 

+3.88 

6.811 

+3. 69 

4.71 

+0.  95 

7.64 

+3. 72 

5.01 

+  1.02 

4.  7.=-. 

+1,  43 

7,13 

6.79 

+2.90 

3.56 

-0.63 

3,72 

+0.  08 

5.67 

+  2.43 

5,06 

+  1,44 

8.27 

+4.62 

5.18 

5,32 

+1.75 

4.65 

+0,59 

.5.28 

+2, 06 

4.91 

4.15 

+0.52 

6.05 

+3,05 

5,62 

+  2,24 

6.08 

+2.  80 

7.38 

+3.  36 

7,57 

+4,01 

5.39 

11.82 

+  8.65 

7.82 

+  3.86 

7.  95 

+3.  26 

8.36 

+3.70 

5.57 

+  1,81 

5.84 

+1,60 

10. 14 

.5.96 

+2.36 

7.82 

8.43 

+  4.61 

+3.82 
+2.65 
+0  15 
+3,81 
+1,19 
+5. 11 


Bangor  Hydro  Electric  Ci  I 
B.  L.  Haillcy 
Waltei  Tluuston  | 

U,  S-  VVwUhur  Bureau 
Augusta  Water  District 
Bangor  Hydro  Electric  C' 
Mrs.  Hani.ab  X,  Hatch 
State  Noiuial  School 
C-  W,  Norsvvorthy 
VV,  B.  Clark 
Sanuiel  D.  Soiile 
U,  S,  Weather  Bureau 
CC  P.&  L.  Co. 
William  H,  Cummiu? 
p.  JI.  Tripp 
Cnion  Water  Power  (■( 
BauKor  Hydro  lilcctrioC 
Great  Northern  Vin>e.r  C 
Union  Water  J'ouer  Co. 
Gr^at  NortlK-rii  I'apt-r  Co 
Windcld  Heath 
N,  W,  lioberis 
C,L-C:lia,dbonrne 
Tboiuiis  W.Cbvk 
Ui.iv,  nf  ^laip..■ 


Charl,■s.A.I\:i.^ccr 
Ruth  Hurgin 
Union  Water  Power 
Guy  W.  Butler 
llolliijgswortb  &  Whitnft 
St-  Croix  Paper  Co, 


Edward  Fenn 
George  E.  Tucker 
U.  b.  VVeatiier  Jiure 
Sarah  H-  Gleason 
N.H.Agr.  College 
Union  Waier  Powei 
(;uun    Valiey  Lui-.iber  C< 
Walter  E.  Bolles 
F.J-Southinayd 
Stale  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  H.  Keseareh  B'orest^' 
JioberiP.  llayward 
Fred  V\  iggin 
Edward  A,  Carr 
Public  Service  Co. 
Androscoggin  Res,  COri 
Peunichnck  Water  Wc 

E,  IC,  Tobey 
H,P,Sljepard 

F,  A.  Smitli 
J.  H.  Dodge 
Mrs.  HallieG,  T: 
Claude  Haker 
Kenneth  Berry 


U.  S.  Weather  Bureau 


H,  F.  Hydro-Electric  CO 
Everett  Orclianis 
*.ieorj;i-  L-  (Jooptr 
Raymond  h.  Brown 
U.S.  Weather  Bureau 
Cea,Vt.P.  S.  Corp 
diaries  R.Durkeett* 
Sarah  E.  I,ane 
Mi-s  E.  M.  Dustiu 
N.  E,  Power  Co. 
.T,  F.  Devin.stit 
L.  n,  Poineroy 
Oilman  Paper  Co, 
Fred  May  ttl 
Mrs.  John  ,1.  Gerety 
Rev.  A.  B    Crichton 
U .  S,  Weather  Bureau 
X,  E,  Power  Co, 
E,  E.  Ordway 
Georpe  H.  Ross 
Georire  S,  Rand 
Fairbanks  Museum 
George  Bi-ipgstU 
N,  E.  Power  Co. 
L.L.  LAon-.rd 
Co'i;'  .  River  Power' 
C.liiian  W.  Ford  ttr 


Seo  pnse  40  for  explanation  of  reference  marks. 
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Climatolosrical  Data  for  July,    1938 


Counties 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


VVliKlsor.. 
Windsor.. 
Winaham 
Windsor.. 
Windham 
Windsor-. 


Berkshire  . . 
Hampshire 
Middlesex  .  • 
Norfolk  .... 
do  .... 

Suffolk 

Worcester  .• 
Plymouth  .. 
Hampden  .. 
Hampshire . 

Suffolk 

Worcester  .• 
MiUdlesfX-. 
Plymouth  .. 
Ki-rksliire.. 

Bristol 

Barnstable. 
Worcester  ■  • 
Middlesex  .■ 
Norfolk  .... 
Worcester  . . 

Kssex 

Franklin  ... 
Middlesex  ■ 
Worcester  .  ■ 

Kssex 

Franklin.... 
Hampden  .. 
Berkshire  .• 
Worcester  • 
Barnstable- 

Essex 

Worcester  . 
Middlesex  .. 


Middlesex.. 

Bristol 

Plymouth  . . 

Essex 

Worcester  ■ 
Worcester  .. 
Franklin  ... 
Nantu<'ket.. 

Bristol 

Worcester  . . 
Berkshire  .. 
I'lymoiith  .. 
Berk.shire  ■■ 
Worcester  •  • 
Berkshire  .  ■ 
Hampshire. 
Plymouth  . . 
Worcester  .  • 
Barnstable-. 

E.ssex   

Franklin  ... 
Worcester  .  ■ 
Middlesex  .. 
Hampden  .. 
Wori'ester  .. 
Berkshire... 

li.ssex   

Bristol 

Franklin  -. 
Hampshire. 
Wonvsler  - . 
Hampden  .. 
.Middlesex  •  - 
Worcester  • . 
Berksliire  ■  - 
Worcester  -. 
Worcester  . . 


Newport 

WashinetOM  . 
Newport...  . 
Providence   ■ 


Sew  London 
Litchfield  ... 

Fairfield 

Hartford 


490 
1.4S0 

370 
1.640 


69.0  j. 


U     ,_ 


+  1.2 

+  1.8 


+  3.  .5 
'+'2.7 


10.96 


10-75 
3.2:^ 
S.73 
7.01 

11.69 

10.44 
8.67 
8.62 
8.50 

10.73 
.5.88 
8.42 

10-14 
9.66 

10.06 

12. 30 
7.06 
7.20 
K.94 

11.41 
8.97 


+4.30 
+1.28 
—0.40 
+7.33 


+7.56 
+4.24 
+9. 32 
+3.21 
+5.74 


+3.48 
-0.71 
+8.31 
+  4.04 
no.  50 
+9.41 
+9. 29 
+5.  72 
+2  .92 


-0.87 
-0.19 
+  7.47 
+  5.01 
+3.69 
+3.47 
+4.  26 
+  4  48 
+  3.13 
+  1.84 
+6. 75 
+0.17 
+5.08 
+3  39 
+8.14 
+6  93 
+4.86 
+  4.89 
+  4.30 
+  7.41 
+  1  73 
+  5.04 
+5.98 
+  6  22 
+6.26 
+8-48 


+3.17 
+  4-82 
+7.91 
+6.45 


+9 .62 

+5. 58 
+  2.H8 
+8.54 


Eva  K.  Uoubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  tif 
Olcotl  Falls  Co. 
Walter  Adams  Itl 
William  S.  Eaton 


N.  E.  Power  Co. 

Mass.  Agr-  Exp.  Sta. 

Met.  Water  Woiks 

State  Uept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loring  H.  Reed 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Jo-seph  L.  Kelley 

State  Dept.  Public  Health 

Richard  C.  BrigliHiii 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Waaler  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stnte  Teacher's  C:<)llege 

State  Dept.  Public  Health 

E.  P.Mitchell 

Met.  Water  Works 

Essex  Company 

Props.  Locks  iSi  Canals 

statu  Dept.  Public  Health 

State  Dept.  Public  Health 

WMIiarn  R.  Hoelzel 

State  Dept.  Public  Health 

N.  E.  Power  (to. 

Charlotte  A   Braun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

:^ret.  Water  Works 

Conir.  .if  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

.Met.  Water  Works 

Irving'  H.  McNnyr 

U.  S.C.G.  Station 

N   E.  Power  Co. 

State  Dept,  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Npsbit  H.  Bangs 

Wesion  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  E .  Co. 

State  Dept.  Public  Health 

.State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  Water  Works 

Williams  College 

State  Dopt.  Public  Health 

Clifford  L.  Davis 


U.S.  W^eather  Bureau 
Agr.  Exp.  Station 
.Agr.  F-xp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


Seepage  40for  explanation  of  reference  marks. 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,  1931 


Olimatolofrical  Data  for  July,  1038 


Temperature,  in  degrees  Fahrenheit 


Sg 


Precipitatiou.  iu  inches 


£S 


H' 


Connecticut  Cont'd 

Colchester 

Colliusville 

Cream  HilUt 

Danbury 

Hast  Hartlanri  — 

Falls  VillaKeS 

Hartford 

Lake  Konomoctt-- 

Mt.  Carmel 

New  Haven 

New  London  


(•"ulnaiii  

Salisbury 

Storrsg 

Waterbnry  — 

West  Hartland. 

For  State- 


New  London . 
Hartford  .  • . 
Litchlield  ... 

Fairfield 

Hartford 

Litchfield  ... 
Hartford  .... 
NewLondon. 
New  Haven  . 

do  ..   .. 

NewLondon. 


Windham. . 
Litchfield 
Tolland  .. 
Now  Havei 
Hartford  . , 


1,300 

390 

1,  220 


+  L7 
+  1.5 

+  2.7 


9.56 
ilO.22 
111.  24 
10.02 
6.60 
7.05 
7.77 
7.18 
11. 32 
6.74 
12.13 
9.65 
7.86 
9.57 


Stedman  Storrs 

Edwin  K.  Wilder 

C.L.GolU 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  WaterWorki 

B.  W.  MoFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tiet.ien 

L.M.  Com  stock 

U.  S.  Dept.  of  Commerce 

P.  Hurliman 

AiST   Exp.  Station 

William  J.  Pare 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  TJsed  ot>  Pag-es  38,  39,  and  40, 

The  departures  from  tlie  nortual  tHmppr,i  tare  are  computed  from  the  averii^es  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre 

cipitation  with  is  years  or  more  oi  record  are  computed  froji;  a  normal  or  '  standard  mean"   adjusted  to  a  uniform  3.s-year  period;  for  stations  of  lo  to  u  years  the  mean 

for  the  period  of  record  are  u«ed,  jtefg,.g„{;g  ip^jers,  »,i',c,  aj'pearing '-*•">  f"'''" '"''"■•''■° '"""''«"•  "f 'i>-^  "■'•=■""'"•■  * '-  ■ -    ■  -    -^  -   ■- 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  liureau 


ring  in  the  table  indicate  number  of  days  missing- ;  for  example,  b  represents  two  da\s  etc 
Observer  for  New  England  Power  Co.      T   Precipitation  is  less  than  0.01  inch  rain  or  meltec 


tJ  Post-office  addresses  of  these  stM'^i^)!;s  iiv 
MilliuDCket;  Winslow,  Wal,erville;-Xew  Hanipsli 
field.  North  Stratford.  N.  H. ;  Cornwall,  JMiiMl.-l.n 
—Massachusetts-  Ashland.  Fr.iiiiinfrhani :  ;;:Me  li 
Hill,   West  Cornwall;  LaKe  K'^ionioc,  Now  l.uiido 


-Aziscoiios  Uain,  Wilson  stills;  Bvassua  Ham,  Kockwood  ;  Hi 


I>ake.  Pittsburg;  New  Durham, 
f 'olrain.  ,'VIass. ;  Searsburg  SLa., 
sniuit,  South   Kgroinont;  Falmo 


Alton  ;  Pinkham  Notcli,  Gorham:  York  Pond.  Pc 
Wilmington;  Somerset,  Wilmington;  Verne, n. 
ith,  llatchville;  Lake  Cochituate,  Kraminghau 


Id  win;  Kipogenug  Dan 
i  '.in  ;  — Vermont— Hloom 
-ihelburne  Palls,  Mass. 
;  — Connecticut- Creai 


Record  furnished  by  Massachusetts  Department  of  Public  Health 


t  Not  Included  in  summaries. 


Bxplanation  of  Reference  Marks  Used  on  Page  41 . 

Except  as  otherwise  indicated  olwervations  arc  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recoriir  ;  is  for  the  24  hours  ending  at  the  time  ( 
oliservations.  *•*  BeRular  Weather  liureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precip.iation  measured  in  the  morning-  amoun 
recorded  is  for  the  preceding  24  hours.        *  Precipitati<in  included  in  tliat  of  next  nieasurement.  T.  Precipitatirn  is  less  Ihai!  0.01  inch  rain  or  melted  snow.       ' 


fi 


fir 


Explanation  of  Reference  Marks  TJsed  on  Pae:P  42 
I  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  i 


PRESSURE.  WIND,  HUMIDITY.  AND  SI'NSHINIC 


Amherst 

Block  Island  ... 

^^BlueHill 

Boston  

Burlington 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

Northfield 

Portland 

Providence 

X  Observat 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29.  9r 
29.  99 
29,97 
29,  96 
29.  92 
29.96 
29.  96 
29.  9fi 

29.  93 
29.96 

30.  Oul 
29.  97| 
29.061 
29.  95 
29.  98! 


30.09 
3(1-14 
30.21 
30.16 
30.11 
30.16 
30. 16 


29.  70 
29.  75 
29,71 


29.  69 
29.  63 
29.  62 
29.  72 
29.  75 
29.  72 
29.60 
29.6S 


Relative 
Humidily 


i  taken  at  8:oo  a.  m.,  and  8:oo  p. 


1938 
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Daily 

Preoipitation  for   July 

.    1938 

Diaiiuiso  ba.<iii 

liny  of  mni;lh 

1 

stations 

1  I     •-'  1    :!  i     J  1     M     6  1    -  i    R  i    9 

10  1  11  1  12 

j  18  1  14  1  15 

h 

1  17  1  18  1  19 

1  20  1  21  1  22  1  23  1  24  |  25 

26  1  27  1  28  1  29 

80 

R 

•  ine 

|Coa.-^t 

!  .05   .55i  .04   .lo|  .06   .O^i... 

T. 

T. 

..!. 

.291  .15'... 

1                i 
53|  .0 

i  1      M  ! 

1  .33   .261.221  .2;!    .021... 

...j... 

.76 

.04 

1   i 

....      4.70 

KeimeLec  .'.■;;;;!! 

1  .19    .42 2" 

:g!:::;'';6 

:.9 

'.■5 

.11!  .Ot 

.26...   1... 

■gj-f. 

::::  :d.-.!' 

.021  .83   .781  .5()l  .0.1 

.84 
.04 

.14 
.36 

5. 36 

'.....'.'. 

'   .01    .2<1'  .a 

.0; 

)  ... 

.2.^    .36'... 

T.     T.I  .11 

.34   .01 

... 

::: 

.2or:i 

'.'S'l     8!fi2 

loli. 

,        .    (iO 

.33,  ..-41  .0 

'f . 

.31!  .1 

T. 

.2 

j... 

.24    .081  .0- 

.  16  ... 

...   1  .461  .0 

....!l.l7l  .41 

.5.311. 57i  .37 

.IC 

8.20 

jSl  Joliii 

....      •     .9 

l.l5;i.l;V  .2 

'.'211  .2 

•1",   •       ••• 

.14'... 

... 

".12!  '.u\'.'.'. 

.061... 

1  -52 

4.  i(3 

Keiiiiebec 

.IkI  .91   T.  1  ,(H),  .23    .1 

. 

.0: 

I'-" 

.4o|  .0 

.52]  .O' 

".■io\".4bh'.k 

.6 

.171  .12 

5. 66 

^...! 

.8s;  .03|  .31    .3.t;  T.  ■  .Ot 

■.'6^ 

3.8 

■■ 

.19 

•1. 

T. 

'.'2 

.■4£ 

t. 

... 

i.ooi  .t>4;  01 

.64:  .0-2 

I... 

'.'3e 

.121  .09 

T. 

8.21 

1  si:  j°° ;..":::.::": 

,i.isii.:a;  .04  .(h 

.■& 

.0- 

.781  T. 

... 

.3il  .0 

.02 

T. 

t. 

T 

.so!  .76 

'.'iel... 

.20 

.05 

5.t3 

"        u  ' ! ! !  i .'  ■  • 

iKeimt'bef 

1  • ' 

j  .»i;:  .(«:  .09  .1. 

.0: 

... 

.86   .1( 

... 

.331  .0^ 

.i' 

.1.51... 

■.'lei::' 

1  .OP 

.18!  .30 

.031  .30 

.29 

.61 

3.87 

U--  -^^_' ;;; 

Korili  iVrUleton  •  • 
pj^iiueisle" 

1  AnUroscoifsin   ... 

'  -.v 

.fi7,  T.  1  .03   .a 

.03 

... 

f. 

T.     " 

T. 

'  ■■>■" 

.  25   T. 

.1! 

t. 

.101  .04 

2.04 

.1' 

j  .53 

T. 

.k 

1.9' 

1  .42 

7.38 

Kennebec 

!  ."' 

T.I  .0.=i;.19... 

.  14  . . . 

.13    .04 

'.'14 

".OS 

.601... 

.2 

.0- 

.87 

.6" 

1... 

.u 

.7C 

4.71 

ivuobsfot   

.6 

.oh'  t  :  .20'  .« 

1.02    .0:5!. ...1  .9> 

i'.'o- 

1  46   .S^ 

1  !s; 

.  02| . . . 

.04 

... 

.0 

.. 

.05 

.8: 

.001... 

.2S 

.0 

.19 

.61 

5.01 

....do 

'... 

.10   .81 

.r 

... 

'!w 

... 

.08 

.0- 

.37 

.54 

.02 

.03 

.17 

4.75 

Presnmpst-ot 

1  .4i 

.  6U; . . . 

l... 

I  .ai;  .02 

T. 

1. 

•„.• 

T. 

.3 

.OC 

'.'i4 

.Ot 

.02 

.7S 

1.10 

x'.'m  .40 

'.'52 

.3; 

.46 

.05 

6.79 

Ppuobscot   

T. 

.4»;  .10 

;  .04 

'  .081  .06 

!••• 

T. 

.u 

.24 

.4.' 

.OS 

... 

.24 

.73 

.5C 

1  .Id 

.0- 

.06 

.19 

8.66 

Coast   

l.Oi 

.081   v. 

■^ 

;  .3( 

1... 

[... 

T 

'.'.'.    1  .01 
.091.25 

'.'5C 

.2] 

T. 

.36 

.11 

.1; 

.19 

.69 

.76]  .IJ 

.61 

.83 

.22 

.08 

6.67 

Si.John 

.m'i.-2f 

1  .31 

.2 

.14 

... 

.Ck 

■■■]•■. 

■.'42 

"t. 

.4i 

1.31 

't. 

.46 

T. 

5.06 

IVuob.-iCOt   

.»■ 

1   .35 

'  .1-2 

1  .9f 

1  .07 

.0911.63 

.2- 

.30 

... 

'.'64 

.42 

2.'54 

.12 

'.'62 

.27 

8.27 

Aiidroscossin    ■•. 

'".(, 

!  .OJ 

■■ 

T. 

1  -o- 

T. 

.  03, . . 

.13 

.0 

.13 

.0 

'.'07 

.44 

■.'40 

'.'21 

i.'ia 

T. 

".21 

.0 

1.3f 

.47 

5.32 

Keniiobtjc 

.56 

.04 

.OS 

.21 

'.'« 

.10 

1.26 

.2=^ 

'.'6- 

.02 

.52 

.1; 

.0-. 

.04 

.91 

.04 

T. 

.01 

.0'2 

.11 

.i4 

4.65 

' '.^**".'.'.'.'. 

1  ....do 

yt  Croix 

".k 
.It 

.3 

.20 

.30 
.07 

".ii 

't. 

T. 

'."ig 

'.'so 

.201  .20 
.44,... 

'.'ic 

".67 

'.'3: 

'.'•28 
1.24 

1.22 

.87 

.4; 

'T. 

.03 

.24 

.08 

.78 

4. 15 

6^  05 

i.a}«ani-« 

1 

1 

.■Viidrc^coggiii 

.04 

.62 

.08 

.06 

■V. 

.15 

T. 

.08 

.18 

.01 

.46 

.11 

.06 

.19 

.24 

.45 

.25 

.25 

.01 

1.2 

.r 

1.42 

.04 

6.08 

Meniniac 

.3l 

.01 

T. 

T. 

.39 

.1. 

59 

.21 

'.'i- 

'.'en 

1.27 

.91 

.07 

T. 

.22 

.7n 

7.  .57 

Const 

.07 

.64 

'.'oa 

'.04 

.6 

3q 

1.23 

.76 

.33 

.54 

.54 

.29 

.69 

1^42 

4.09 

.25 

11.82 

i.u.'lake;' 

Connecticut 

.0- 

.6: 

'.'i5 

'.'ie 

.19 

'.'32 

t' 

'.'14 

.60 

TV 

.35 

.25 

't'  ' 

■.'2»- 

08 

'.'OL 

.13 

.07 

... 

.02 

.07 

.fi5|  .92 

't'. 

'.'49 

.Or, 

1.35 

1.09 

.61 

7!  95 

Meninmc 

,5( 

.49 

... 

.2L 

.5-. 

.17 

.10 

.2.5!  .03 

'.'29 

.77 

.25 

.16 

.41 

1  31 

.02 

5.57 

Connecticut 

1.0! 

.41 

.... 

'T." 

".'oi 



■."64 

'.'69 

Jf" 

'.'76 

.(i? 

.(13 

'.'•i-j 

.17 

't. 

.351... 

■f. 

.40 

.57 

27 

T. 

T. 

.4'. 

.15 

5.96 

ai]  .'.'.'.v. 

do 

.1? 

.0.5 

.... 

T. 

.... 

.51 

T. 

.62 

.1! 

.53 

T. 

.29 

.(it;  .ir 

.Oh 

.01 

1.  Io 

1.6- 

T. 

.12 

.0: 

2. 23 

8.43 

MeiTlmac 

.Ci 

1.43 

.... 

.04 

.02 

.13 

.5: 

.10 

.08 

.10    .74 

.  02 

.0-; 

07 

.48 

.45 

.04 

1. 16 

.63' 

6.51 
9.21 

...do 

.09 

.14 

.03 

.57 

'.'6i 

1.93il.2s 

.03 

.05 

.51 

.04 

■.'64 

.60 

'.'24 

2. 64 

.03 

:nm** 

...do 

.85;.... 



'.5- 

.07 

... 

.42 

.29 

'.n 

2.42 

.04 

.75 

.80 

6.41 

• 

Connt'cticiit 

1.4. 

— 

'.'29 

.66 

.62 

.'as 

'.'61 

.25 

.03 

.4) 

.87 

.15 

'.'64 

.6 

1.42 

'.'28 

6  92 

Merriuiac 

i.74 

T. 

'!64 

■.'42 

.05 

T 

't" 

.35 

'.■49 

T. 

'.'64 

.86 

T. 

.20 

6.37 
4  45 

,u,Ht 

i-::::: 

Connecticut 

...  do 

.05 
.0.= 

.62 
.12 

^' 

.06 

.01 

.34 

.02 

.06 

.44 
.32 

T. 

.40 
.80 

.22 
.06 

■f.' 

.05 

.29 

.12 

.07 
.67 

"67 

.18 
.33 

.04 

.71 

.4$ 
1.25 

.07 
T. 

'.'6' 

.42 

.2i 

.25 

i.tt 

.37 

6^93 

,;,••» 

Chftinplain 

.Sn 

.01 

.01 

■■!•. 

f  ■ 

■f.' 

".'61 

■]02 

.15 

.5( 

.14 

'.'37 

.07 

l!02 

.43 

.28 

.38 

.25 

T. 

'.'62 

.18 

T. 

T. 

4.  69 

.11      

Connecticut 

.fc 

1.0.> 

T. 

.11 

'.'34 

.78 

.11 

i,'37 

.10 

.'43 

.30 

t. 

.01 

.52 

.52 

1.20 

.21 

'.01 

.10 

.18 

1.21 

T 

9.21 

do 

l.Ot'  .16 

.... 

'.'63 

.62 

.01 

.09 

.78 

.01 

.23 

■.'45 

1.12 

.01 

.13 

.25 

.08 

.3b 

.45 

.02 

.76 

5  96 

CluimplBln 

.9J 

.27 

'.'os 

T. 

... 

.04 

1.80 

.50 

.02 

"08 

.23 

.26 

.50 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  July,   1938 
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CLIMATOLOGIGAL    DATA. 


2:^ 


ENGLAND     SECTION 


G.  H.  No-Tfl^  UBRAHY 


OP  DorriTTRNT?.  Washing' 


]k>sTON,   Mass.,   ^U'UU:sT.,^.)!);'>8. 


GENERAL  SUMMARY 

;u'nst  wars  characterized  i\v  persistently  warm  woatlier 
igliout  the  Erection.  The  mean  temperature  for  tliemontli, 
711.4  ,  wa;^  exceeded  InU  once,  in  1937,  in  tlie  records  of  the 
Weather  Bureau.  Combini'd  with  an  unusual  number  of  bright 
and  sunny  days,  it  resulted  in  ideal  conditions  for  all  out  of  door 
activities,  and  was  particularly  favorable  for  farming  and  gar- 
dening. All  growth,  not  infested  by  insects  or  blight  as  a  result 
of  July's  excessive  precipitation,  made  fine  progress.  On  tbe 
fir^t  day  of  the  month,  t.vo  wideh'  separated  storms  of  unusual 
characteristics  took  place.  One  was  a  storm  of  tnrnadic  type 
wliich  occurred  in  The  Weirs  siction  of  Laconia,  N.  H.  it  caused 
extensive  damage  to  small  fran)e  buildings,  trees  and  wires,  but 
with,  no  loss  of  life  or  casaalities.  The  other  was  a  severe  hail 
storm  in  the  Marlboro  and  Northboro  sections  of  Massachusetts, 
causing  heavy  damage  to  crops  in  the  affected  area.  Another 
particularly  severe  hail  storn)  occurred  in  tl^e  vicinity  of  Patten, 
Me.  on  the  3d,  resulting  in  damage  amounting  to  more  than 
S1';;0,000.  E.  s. 


TEMPERATURE 


The  average  monthly  temperature  f<.r  the  Section,  based  on 
108  records.  \vas  70.4°,  wliieii  is  8.4°  above  tlie  mean  for  the 
past  51  years.  The  average  temperature  for  the  northern  division 
wfl"  68.6° ;  for  the  southern  division,  72.2°.  The  in'ghest  month- 
1  an  was  75.2"  at  Springfield  and  Turners  Falls  .Mass. ;  the 
~   was  63.3°  at  Easiport,  Me.  and  Pinkham  Notch,  N.  H. 
iiighest  recorded  was  99"  at  Brockion,  Mass    and  Water- 
bury,  Conn,  on  the  3d;  the  lowest  was  32°  at  Somerset,  Vt.  on 
the  29th.     The  greatest  monthly  range  was  62°  at  Bangor,  IMe.  ; 
the  least  was  29'^  at  Block  Island,  R.  I.  The  gr.  at:st  diuly  range 
was  50°  at  Bangor,  ^Me  on  the  31st. 


PRECIPITATION 


r-  average  monthly  precipitation  for  tlie  Section,  based  on 
•  •eords,     w.ns  8.53  incl)ep,   ^^■llich  is  0.;-^8  inch   below   the 

for  the  past  51  years.  Tlie  average  precipitation  for  tbe 
•rn  division  was  3  62  inches;  for  the  southern  division. 
inches.  The  greatest  monthly  amount  reported  v.as  7.41 
s  at  Cornsvall,  Vt.;  the  least  was  0.46  inches  at  Province- 
.  Mass.  The  greatest  amount  in  24  hours  was  3. Tit  inclies 
ilmouth,  ]\rass.  on  the  IGth.  The  average  number  of 
vith  .01   inch  or  more  of  precipitation  was  11,  which  is  1 

the  mean  for  the  past  51  years. 


[  WIND,  SUN3HINE,  CLOUDINESS  AMD   HUKXDlTir 

''''■•  prevailing  direetion  of  the  wind,  based  on  1!9  records, 
aithwest.     The  average  velocity,  based  on  the  records  at 
I'ions,  was  7.6  miles  per  hour,  which  is  0.8  mile  per  hour 
V  the  mean. 

I  !'.e  sunshine,  based  on  the  records  at  18  stations,  averaged 
65  percent  of  the  po.=;sible  amount,  wliich  is  5  percent  above  the 
mean. 


The  cloudiness  was  somewhat  below  the  mean.  The  average 
for  the  Section,  based  on  129  records,  was  14  clear,  1()  partly 
cloudy,  and  7  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:80  a.  m.  and 
7:30  p.  m.  observations  at  11  stations,  was  80  percent,  which  is 
1  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHKNOMENA 

^«roms.— 1st,  4th,  7th,22-24th,  28-29lh. 

Hitlos,  lawn-.  —  \4th,   16th. 

Hi'Jos,  solcr. — Stli,  28(1. 

//i(//.— (dates and  general  location) —  Ligiit:  3d,  Eastport, 
Me.;  8th,  Iloosac  Tunnel,  Mass.  and  Block  Island,  R.  I.;  9th, 
Hoosac  Tunnel,  Mass.;  i7lh,  Pinkham  Notch,  N.  H.;  24th, 
Cornwall  and  Rutland,  Vt.;  27th,  Worcester,  Mass.  IModerate: 
24th,  Lawrence,  Mass.;  29th,  Rutland,  Vt.;  80th,  Uillsboro, 
N.  H.  Heavy:  3d,  Patten,  Me.  (very  severe)  ;  9th,  Williams- 
town,  Mass. ;  80th,  Marlboro  and  Northboro,  Mass.  (very  severe) . 

Thunderstorms.— l-Wih,  I8lh,  15-19th,  21-24th,  26-31st, 

Foff,  dense. ~1-Gth,  8-ilth  13-23d,  25-81st. 

Frosts.  —  (dates  and  general  location) — None: 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Kampshite,  end 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 

Precip 

itation 

No 

Ne 

of  (lay  f 

fall 

North 

South 

North 

South 

wlliiglaiui) 

Year 

1 

*3  i- 

•S 

S 

^ 

i§ 

TS 

.^^ 

o 

1 

1 

1 

■§ 

1 

•3 

1 

1 

S 

£= 

1 

1 

I^SS 

64.9 

98 

33  1  68.6 

95 

30 

4.87 

0 

5.29 

0 

11 

10 

10 

n 

IbSU  

64.  2 

94 

35 

66.8 

90 

40 

9.17 

0 

4.40 

0 

11 

11 

in 

in 

1S90 

Ko.O 

94 

94 

38 

5.93 

0 

4.20 

0 

12 

7 

14 

I«it 

97 

33 

69.  S 

97 

41 

3,71 

0 

3.61 

0 

12 

8 

12 

!-'M 

1' 

';;i 

69.  1 

37 

b.  22 

0 
0 
0 

4  91 
5.30 

0 
0 

8 

10 
13 
11 

9 
9 
11 

12 
9 

I'l.  i 

3  1 

!,'6 

3,f.9 

0 

3.56 

0 

8 

12 

13 

R 

JS'.)6 

Bn.i 

1!:0 

28 

69.  7 

0 

0 

10 

13 

1897 

6-1.5 

91 

33 

90 

40 

3.  48 

0 

4,82 

0 

9 

14 

9 

H 

Igui; 

68.0 

95 

33 

71.0 

93 

42 

4.51 

0 

0 

13 

10 

1899 

t;fi.  3 

99 

32 

63-4 

40 

1.70 

2,13 

0 

15 

9 

7 

I'.iiilJ  .  -   • 

r,;.  1 

9^; 

34 

7).  (J 

lOi 

42 

3,20 

(; 

2  42 

9 

15 

id 

1 '.  || '  1  

f-7. 1 

90 

34 

70  6 

92 

47 

4,'i5 

0 

4  76 

0 

9 

12 

10 

9 

19vl/! 

63.  3 

92 

rK.  i; 

9i 

40 

4,11 

0 

2.97 

0 

9 

14 

10 

7 

59.7 

SO 

f. ; .  4 

90 

40 

'.<.  25 

0 

4.88 

0 

11 

11 

03.  >'. 

9  ! 

30 

67.0 

:!5 

4  !4 

0 

4,49 

0 

10 

15 

9 

7 

\:m 

63.7 

92 

32 

66.  6 

92 

3^ 

0 

4,30 

0 

10 

14 

8 

6H.  -i 

102 

33 

71,2 

96 

41 

2.33 

0 

2.87 

0 

7 

16 

1907 

03.7 

96 

33 

67.  3 

99 

34 

2,01 

0 

1.4i 

0 

8 

15 

10 

I9iiS 

64.1 

95 

3'2 

67  3 

93 

4.10 

0 

5,64 

0 

9 

16 

8 

1909 

64.5 

100 

23 

67.4 

98 

28 

2.55 

3.10 

0 

7 

16 

g 

1910 

61  0 

99 

29 

67.1 

91 

34 

3.39 

0 

2  80 

0 

H 

14 

10 

7 

1911 

65.6 

90 

34 

6-<.2 

97 

38 

3.73 

0 

5.77 

0 

13 

in 

62.0 

31 

66,0 

'.!2 

29 

4.04 

0 

3  6) 

0 

10 

11 

12 

8 

1913 

04.9 

1(0 

30 

6S,8 

97 

35 

2.68 

0 

3. 40 

(.' 

16 

10 

5 

19U 

64.8 

96 

32 

69  1 

9,3 

4,  16 

0 

3.28 

0 

11 

12 

1915 

61.4 

95 

30 

67.3 

91 

37 

4.N5 

0 

6.38 

0 

13 

10 

10 

11 

1916 

67  8 

104 

30 

70.0 

39 

0 

2.32 

0 

8 

17 

8 

1917 

67.7 

ion 

29 

71.5 

102 

43 

4  37 

0 

4,84 

0 

11 

g 

1918 

65.9 

102 

32 

70.4 

102 

39 

3.  26 

0 

2,47 

0 

9 

16 

8 

7 

1919  

63.1 

90 

24 

66.4 

40 

2  98 

0 

5.03 

0 

12 

12 

9 

1920 

68.3 

102 

35 

70.7 

93 

42 

3.  75 

0 

3.  .38 

n 

11 

13 

9 

<» 

19-21 

63.9 

m 

66.8 

34 

3,43 

0 

2.  14 

0 

7 

17 

s 

1922 

65.  3 

94 

34 

68.  5 

38 

4.73 

0 

5.  92 

0 

12 

13 

1923  

62.3 

98 

29 

67.5 

99 

32 

2.30 

0 

2.04 

0 

8 

16 

6 

1924 

63.6 

31 

69.5 

:37 

3.99 

0 

5.32 

n 

10 

15 

g 

1925 

64,9 

91 

26 

68.8 

95 

34 

1.81 

0 

2.46 

n 

17 

7 

1926 

61.3 

91 

32 

69.9 

100 

37 

3.27 

0 

3.95 

0 

12 

10 

1? 

62.4 
fiS.2 

92 

97 

35 

05.7 
72.2 

4.52 
4.63 

8.  19 
4.71 

I 

12 
12 

10 

9 

12 

192H 

98 

43 

0 

1929 

63.0 

94 

30 

67.5 

94 

31 

2.87 

0 

2,  60 

0 

13 

in 

R 

\mo 

64.1 

93 

3' 

68.6 

100 

40 

2.78 

0 

2.20 

10 

13 

in 

1931 

6.5  2 

HK 

S3 

70.1 

99 

42 

3.26 

0 

5.00 

12 

1? 

9 

in 

1932 

67.3 

93 

:'.i; 

71.6 

42 

4.01 

0 

4  46 

10 

16 

q 

6 

19:!3 

65  7 

100 

33 

09.  8 

1(12 

39 

4.95 

0 

5.  36 

12 

8 

1934 

62  5 

93 

30 

60,8 

34 

2.  09 

0 

2.66 

9 

14 

8 

193.5 

66  6 

104 

34 

69.9 

99 

38 

2.  ,33 

0 

1.59 

0 

8 

16 

8 

7 

]93fi 

64  4 

95 

33 

69.8 

97 

40 

3  64 

0 

5.  03 

n 

11 

13 

9 

1937 

71.0 

160 

35 

73.3 

99 

46 

3  (« 

0 

5.  23 

10 

13 

9 

9 

193S 

68  6 

98 

32 

72.2 

99 

40 

3  62 

0 

3,44 

0 

n 

14 

10 

Periofi 

65.1 

104 

24 

68.8 

102 

2. 

3.,59 

0 

3.  97 

0 

10 

,3 

9 

9 

]l 


).:.!| 
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CLIMATOLOGIOAL  DATA:  NEW  ENGLAND  SECTION 


August 


,  1931! 


Olimatologioal  Data  for  Augpust,   1938 


15angor§  ... 

Bar  Harbor  (.near) 
Bra.s=ua  Damtt  ... 

liastiiort  

EasLVViutlirop.  ... 

Ellsworth  

Eustis 

FariiiiiiKton 

Ft.  Kairlioia  (in-'ar) 

Fort  Kent 

Gardiiitu- 

Oreouville.. 

UiramU 

Hoiiltoii 

Jackniau 

Lewisloii 

Macliia,s 

MailisonS 

Midiiledain 

MilliiiockelS 

Milo 

Mooseliead 

North  Uridgtoii.. 

Oldtowii 

Orono. 

Porllaiul 

I'n'squ.'  Isle 

Kipok'ennsDaiiittS- 

Roekkuul 

KiiMU'ord 

The  forks 

[ipuer  Dam 

Vano'l.oro  

Wiii.-lou'ttS 

VVoodhimiS 


For  .State      .... 

Berlin    

Uellilelioiii     ....... 

Concord    

DixvilleXotch  .... 

Dliri.ani    

KrrolS    

First  Conn.  Lakett 

Fit/.  William* 

Franklin  

GlenelilV    

Hampton 

Hanover  S  

UliL^boro 

Keene'.uearl  g   ... 

LaUeporl 

Lincoln   ..     ... — 

Mancl.esler 

Milan     — 

Nashua  §    .       .■■■■ 
NflW  Dnrliamlt   ... 


Noi  til  St-.r.-i 


Plymontli 
West  Stew 
Wolfljoro  Fall 
York  Pond  .  ■ 
For  State 


tsLo' 


\'erniiiiit 

Bellows  Falls 

Bennington 

BloomiieldU 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

Cornwalltt   

Craftshury  Com... 

East  Uarnet 

East  Ryegate 

Enosbnrg  Fall.s.... 

Gihnan    

MaysMilUt 

Newfaue 

Newpi>rt  

Norlliliel.l 

Reiidphoro 

Koehester 

Untland 

St.  .\lbans  (near). 

St.  Johnsbnry 

8ear.<!bnrg  Mt 

SearsbnrerSla.lt. 

Somerseltt 

VornonttS 

West  Burke 


Cumberland- 
Aroostook  . .  ■ 
Somerset  ■.•• 


r,):.ll...rl;Hi:l. 
I'.Mrnhscot  ... 
I'uilolwot  ... 


isrton  . 
;igtun  . 


Merrimaek- 

Coos 

StralVord  ... 


Itoclnnghani . 

Cn'tlon   

Uillsborougli 

Ch-'slnre 

i'M'Ikna!.  ....  • 

(liiifton    

Hill;.lioro 

!!illsb..ro 

Slrallord 

.Sullivan 

Grafton. '!..'i 

''•irroll 

Coos 


Coos. 


Kiitland 

Franklin..  •• 
Caledonia... 
Bennington 
B  nnington 
Windham.-- 
Windliatii.-- 
Caledonia-  -- 


1.070 

507 

1,244 


2.360 

1,660 

2.  080 

228 


Temperature,  in  degrees  Fahrenheit 


iJ 


30  I  67. 


+  5.2 
+  '2.'4 


+  2.9 
+  '5.'0 
+  '4.'8 
+  '4.'4 


+  2.1 
+  3.2 
+  4.8 


+  4.0 
+  '3.'7 


Precipitation,  in  inches 


+0.5.'5 
+0.01 
-1.53 
—1.78 
— 1  48 
-0  52 
+2. 75 
-1.57 


-0.35 
-1.71 
-1.53 


-1.82 

+  1.58 

-1.02 

-0.96 

-i.20 
1-1.37 


+0.52 
+0  33 
-0.67 


-0.01 
+  6.05 


;Co. 


Bangor  Hydro  Electri 

B.  L.  Hadley 
Walter  Thurston 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  Sciiool 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.C  P.  ttL.  Co. 
William  II.  Cumming 
1-.  M.Tripp 
Union  Water  Power  Co 
Bangor  Hydro  IClectric  Co. 
tireat  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Winlield  Heath 
N.  W.  Koberts 
C.  I/.  Chadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Burea 
Mo.  E.xperiineut  Station 
Gieat  Northern  Paper  Co. 
George  J.  Curaniing 
Charles  A- Mixer 
Ruth  Durgin 
Union  Water  Power  < 
Guy  W.  Butler 
HoUingsworth  &  Whitney 
St.  Croix  Paper  (;o. 


Edward  Fenu 
George  E.Tucker 
U-  S.  Weather  Bureau 
Sarah  II.  Gleason 
N.H.  A gr.  College 
Union  Water  I'owor  Co. 
Conn   Valley  Lumber  Co. 
Willi er  E.  Bolles 
K.J..Southmayd 
Stale  Sanatorium 
Frank  IC.  Leavitt 
Darl mouth  College 
N.  11   Keseareh  Forest 
Kobprll".  11  ay  ward 
Fred  Wiggin 
iMiwiud  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Pennichnck  Water  Worki 
15.  IC.Tobey 

F.'  a' 'smith 

J.  B.  Dodge 

.Mrs.  llallieG.  Trow 

Claude  Baker 

Kenneth  Berry 

n.  S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 
Everett  Orchards 
(J I  orge  L.  Cooper 
Raymond  L.  Brown 
U  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Charles  R.Durkeettt 
Sarah  E.  I.ane 
Mi-^s  E.  M.  Dustin 
N    E.  Power  Co. 
J.  F.  Devinsttt 
L.  II.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  J.  Gerety 
Kev.  A.  B   Criohton 
U.S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  11.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggs  ti  1 
N.  E.  Power  Co. 
L.  L.  Leon,  rd 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  ttl 


See  page  46  for  explanation  of  reference  marks. 
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Climatologrioal  Data  forAug-ust,    1938 


Temrwrftture,  in  deifrees  Kalirenlieic 


S      3 


Precipitation,  in  inches 


g5 


Vermont  Cont'd 

West  Hartford 

Wliiio  Uiver  Jc-.. 

Whitingliam 

Wilder. 

Wiluiington 

Woodstock 

For  .State     ... 

ilasmchiaells 


Adams 

Amherstti 

AslilaiKlU    

Buecliwood  *  — 
BlueUilUJS..--. 

Boston 

Boylston 

BrocktonS    

Chester* 

Clieslertield* 

Cliestnut  Hill§..- 

Clintons 

CoiKordS 

Kast  Wareharn  .. 
KgreniontU*-  ..•• 

Fall  Uiver 

Falmoutlitl* 

FitclilmrK§ 

FrajiiinKliam§  •• 

Franklin* 

Gardner* 

Gloai-ester§     

Greeulield 

Grotou  • 

Hantwi.k* 

HavrliiUS 

Heuth* 

Ilolyoke 

Hoosuc  Tunnel .. 
Hiiblmrdston*.  •• 

Hyannis 

Ipswich*  .... 

Jefferson 

LBke  (;ochitualeJtS 

lAvrrenceS 

U>well§  

IfansHeld*. 

Ifiddleboro*.... 

Middleton  

Mllford* 

Mlllhnry 

Montafrae  City. 

Nantiickot  

New  Kedford  ... 
Northbridge*... 

OUs* 

Peiiiliroke* 

Pern  * 

Peti'rsliani 

Pittslield. 

Plaintield* 

Plynionth 

Princeton 

Provincetown  .. 

Rock  port 

jbelbnrne  Piills 
joullibridgo*.- . 

Spot  I'oiid   

ipriiislicld 

Jterlii.or 

Stockbridge  .   . . 
?WBntr>'icott 


Windsor.. 
Windsor . . 
Windham 
Windsor . . 
Windham 
Windsor .  ■ 


Berkshire  ■ . 
Hampshire 
Middlesex  .. 


3lk 


■S..  . 


-alls. 


PAorff  Mnml 
!*nd 

.elice 

Kor  State 

Connecticut 


do  ... 

Snffolk 

Worcester  . 
Plymouth  . 
Hampden  ■ 
Hampshire 
Suffolk  .... 
Worcester  ■ 
Middlesex  ■ 
Plymouth  . 
Berkshire  •  ■ 

Bristol 

Barnstable. 
Worcester  .. 
Middlesex  •  • 
Norfolk  .... 
Worcester . . 

Es.sex 

Franklin  ... 
Middlesex  . . 
Worcester  . . 

Essex 

Franklin-.. 
Hampden  .. 
Berkshire  .• 
Worcester  ■  • 
Barnstable  ■• 

Kssex 

Worcester  •• 
Middlesex  .. 

Essex 

Middlesex.. 

Bristol 

Plymoulli  • . 

Essex 

Worcester 
Worcc-ster  . . 
Franklin  .  . 
Niintuckpt 

Bristol 

Worcester  ■  ■ 
Berkshire  •  • 
IMyniontii 
Berkshire 
Worcester  ■  ■ 
BerUshin-  ■■ 
Hampshir.' 
Plyiiionlli 
Worcester 
Barnstable  . 

Essex   

Franklin  ... 
Worcester  •  • 
Middlesex  ■  • 
Hampden  ■■ 
Won-estor  .. 
iSerkshire... 


Bristol 

Franklin  .. 
HampsliirH. 
Worc-^ii^r.. 
Hampdei'  ■ 
Middlesex  ■  ■ 
Worce.sler  ■• 
Berkshire 
Worcester  ■  • 
Worcester  .  ■ 


Newport  — 
WashinfftoM 
Newport-. 
Providence 


New  London 
Litchfield      . 

Fairfield 

Hartford 


400    I    0 


1.360 
124 
398 


172 

240 

1.110 

15 

ir.6 

325 
950 
50 


-0.77 
-0.31 
-1.18 
-1.20 
-I- 0.47 
4  0.38 
+0.28 
-1.34 


-1,41 
-0.3S 
-1.69 
+0.92 


'  1. 01 

-1.20  I  0.66 
-0  81  1  1. 8B 


1-0.69  1.S3 
...  !  1  12 
-1  34  I  2.s0 
-0.74  !  1.62 


Ev»  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  1 1 1 
Olcott  Falls  Co. 
Walter  .V<liinis  I II 
William  S.   Kalon 


N.  E.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

ftlel.  Water  W  oiks 

.State  Dept.  Public  Health 

Blue  Hill  Obsorvatorv 

U.  S.  Weathei-  limeau 

Mrs.  Loring  11.  Keed 

City  EiiKiiieei 

State  Dept.  Public  Health 

State  liopt.  Public  Health 

Met.  Wuler  W  ork.-. 

Met.  Waler  Work.s 

Fred  A.  Tower 

Joseph  I,.  Keilej' 

State  Dept.  Public  Health 

Richard  C.  Bri^liani 

state  Dept.  Public  Health 

Herbert  U.  Allen 

Met.  Water  W  orks 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

KalpliM.  Barker 

Bureau  of  Entomology 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Kiitiiiietr 

Slate  Dept.  J'ublic  Health 

A.   \V.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

St.-ite  TeaciiCf's  (.'ollege 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  W  aler  Work.s 

E>^sex  ('oMipany 

Projis.  Lo.dcs  i^i  Canals 

state  /Hpt.  Public  Health 

State  i;,-|,t.  I'ublic  Health 

WillhiMi  U.  Uoel/.el 

State  Dept.  Public  Health 

N.  E.  I'dwer  Co. 

Cbaiiotte  A    Bi  aun 

U.  S.  Weather  Bureau 

City  Hufriiieer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  liei.i..  J'ublic  Health 

State  Dept.  Public  Health 


j|ic  Works. 
Public  Health 
mhige  Co. 


Irviii"  II.   McN;ivr 

U.  S.  C.  (J.  Station 

N   E.  I'ower  Co. 

Slate  Dept.  Public  Health 

Met.  Waier  Works 

IJ.  S.  Armory 

Mel.  Water  Works 

Nsliit  11.  Bangs 

Wi'SloM  K.  Lewis 


W;itc 


ale  Uc; 
atf 


ct  K 


ic  Ik 


Ith 


iat(. 


Weston  Collei^e 
Met.  Water  W'orks 
Williams  College 
state  Dept  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp-St?)tion 
U.S.  Weather  Bureau 


The  Baltic  Mills  (,'o. 
Water  Hureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


-■iee  page  46  for  explanation  of  refereuce  marks. 
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OlimatolORical  Data  for  August,  1938 


Connecticul  Cont'd 

Colcliester 

CoUinsville 

Cream  Hilltt 

Danbury 

Kast  Hartland  — 

Falls  Villages 

Hartford 

Lake  KoiiomocJt- 

Mt.  Carmel 

New  Haven 

New  Loudon  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Harlland.... 
For  State- ■   ■• 


New  London  • 
Hartford  •  • . 
Litchfield  ... 

Fairlield 

Hartford 

Litchiield  ... 
Hartford  — 
New  London. 
New  Haven  . 


do 


New  London. 

Fairfield 

Windham 

Litchfield  . . . 

Tolland  

New  Haven  . 
Hartforil 


Temperature,  in  degrees  Fahrenheit 


+  2.9 


+  3.8 
+  4.7 

+  '3.'4 


Precipitation,  in  inche8  No.  of  day 


-0.79 
-0.09 
-1.08 
+  2.75 


-1.62 
+3. 32 
-0.68 


+0. 19 

+  1.02 
-1.7.5 


1  83 
2.51  , 
1.75  ! 
L54 
2,50 
1.00 


Stedman  Storrs 
Edwin  K.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weatlier  Bureau 

New  London  Water  Worki 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.M.  Com  stock 

U  S.  Dept.  of  Commerce 

F.  Hurliman 

Agr   I5xp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pag-es  44,  45,  and  46. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  station.?  having  lo  or  more  years  of  record.    Departures  of 
cipitation  with  js  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  rae;in"'   iid.iusted  to  a  uniform  3.s-year  period;  for  stations  of  lo  to  14  years  the 
for  the  period  of  record  are  used.  Reference  letters.  a,b,c,  appe;iring  m  the  tattle  mdiciite  nmnliHr  of  days  missing;  for  example,  b  represents  two  days,  etc.       t  Al 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    f  H  Observer  tor  New  J'.ugiaud  Tower  Co.      T   Precipitation  is  less  than  0.01  inch  raiu  or  melted  snow. 

XX  Post-oHice  addresses  of  these  sr,atioiis  are  as  follows;  Maine -Azisoolios  Dam,  Wilson  Mills;  Brassua  Uam,  Kocliwood;  Hiram,  West  Baldwin;  Ripogenus  Dam 
Millinocket;  Winslow.  Waterville;-New  Hampshire-First  Conn.  Lake,  Pittsburg ;  New  Durham.  Alton;  Pinkliam  Notch.  Gorliam  ;  York  Pond,  Berlin;- Vermont— Bloom 
field.  North  Stratford,  N.  H.;  Cornwall,  Middlelmry;  Mays  Mills,  Colrain.  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls  Mass. 
-Massaoluisetts^  Asliland.  Franiinprham;  Blue  Hill,  Milton;  Egremont,  South  Figremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;  — Connectici  ' 
Hill,    West  Cornwall ;  l.alti^  Kouomoc,  New  London. 


lleoord  furnished  by  Massachusetts  Department  of  Puhlic  Health. 


X  Not  included  in  summaries. 


Explanation  of  Reference  M arks  TTsed  on  Pag-e  47 . 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  ne; 
observations.  *'*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  pei  ioil. 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measureme 


unset,  arid  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  I 

inight  to  midniglit.         **  Precipitation  measured  in  the  morning;  amoun 

T.  J'recipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


tlie  tuorning;  tlr 


Bxplanation  of  Keference  Marks  Used  on  Pag-e  48. 

laximura  then  read  is  charged  to  tlie  preceding  day,  on  which  it  almost  always  occurs. 


Amherst 

Block  Island 
Blue  Hill.... 

Boston   

Burlington  . 
Concord  — 

Eastport 

Greenville.. 
Hanover  — 
Hartford  . . . 
Nantucket 
New  Haven. 
Northfield  •. 
Portland- -.. 
Providence . 


PRKS.SUKIC.   WIND.   IHLMIDITY.  A  ND  iSl'NSH  IN  K 


Atmospheric  Pre.ssure 
(reduced  to  sea  level) 


39.19 
30.18 
30.17 
30  17 
30.16 
30.21 
30  22 
30  17 
80.18 


.96^  30  19  :  29 
.951  30.19  !  29 
.97!  30.17  1  29 


29.  62 
29.59 
29.  56 
29.  57 
29.  58 
29.  .59 
29.  53 
29.  54 
29  63 
29.  62 
29  57 
29.  61 
29  66 
29.  53 
29  61 


Relative 
Hnmidity 


Total  precipitation 
should  be  H.rio  incliei 
normal  +0.60. 


Erratum: 

at  Fresque  Isle,   Maine  for  May,  191 
instead  of  2  35  inches;   departure  froi 


■<aaaamaffj!sssii^: 


inGUST,  1938 
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Daily   Precipitation 

for 

August,    193S 

Drainnge  basin 

Day  of  month 

1 

stations 

.|     2\     3 

4  1     5 

6  1    7 

8 

9 

10 

n|i2|ia 

14 

15  1  16  1  17  1  18 

19 

20 

21 

22 

23 

24 

25  1  26 

27 

28 

- 

30 

31 

.Mnine 
iastport"*  

T.  i  .(H   .25 

J. 

'.'62 
'.'15 

.36 

1 
.09 

■."34 
T. 
.07 
.12 
.02 
.16 

"."oi 
'.'oi 

'.'54 

'.'26 
.01 
.07 

■f." 
'.'06 

1      1 

.02   .07;.... 
.12;  .02!.... 

iisi'.'oe'.'oi 

.431....!.... 
19;    Oil    fw 

■.■i2 

1        1 
.051  T   1  .01 

.03 
.26 

'.'28 
.04 
.57 
.05 
.01 

■'^} 
.15 
.29 

'.'64 

.41 
.81 
.20 

'.'82 

.!••■■ 

.11 

".'is 

04 

.01 
■.'25 
'.'24 

■'67 
.12 

... 

'."io 

T. 
.02 

■i\ 

■■i2 

.01 
.20 
.01 

'.'i9 
'.'oi 

T. 

■'i'.' 
.02 

2.27 
2.46 
3.10 

.09 
.88 

'."so 

:;;; 

.01!  .25 
.65'  .0( 

.... 

Keuiiebec 

....do 

St  John 

Kennebec 

....do 

".•ia 

1= 

.52;   .22 
.21! 

.03 

".'Ofi 
T." 

■•rV 
'.'i4 

1 

.10 
.02 

."oi 

.28 

T 

.93 

'.'is 

.73 

T. 
.36 
.08 

■f.' 

.03 

U)ll 

■:d:". 

.OSI  .09 
.25   .6b 
82'    0.<* 

2.04 
5.24 
2.00 
3.69 
3.33 
3.00 
1.50 
2  50 

.161  .18 
.06   .53 
.11   .13 

.02 

.05 

T.     .92 
.04   .22 

.05 
.20 
.07 
.14 
.57 
.32 
.51 
.20 
.26 
.02 
.41 
.56 
.01 
.77 
.18 

.75 
.69 
.48 
.35 
.10 

"m 

.37 

r 

.■23 
.01 
.03 
.94 
.31 
.08 

'.'69 

'.'08 
.08 

'.'20 

T. 

.08 

.'67 
.28 
1.16 
.41 
.07 
.24 
.45 
14 

■S'-2i 

.12i  .231     .- 

.43 

0^ 

'.'os 

T'.' 

.03 

■.■72 
T. 

■."63 

'.■46 
.95 

'.'64 

'."67 

r. 

..51 
.35 
.28 
.76 
T. 
.03 
.12 
.Ob 
.32 

'.'67 
1.23 

■'i'.' 

.02 
.09 

.63 

■'^' 
.67 
.56 
.45 
.25 
.60 
1.14 
.24 
.34 
.10 
.01 
.54 

.39 
.38 

.18 
.32 
.92 
1.25 
.24 
.62 

'.'s'i 

l.Ot 
.4b 

.23 

.18 
.05 

1.48 
.80 

1.34 
.91 
.67 
.25 

1.07 

.02 
'1'. 

'.'23 

'.'.50 

.02 

Androseoggiu   .... 
Kennebec 

501    (^ 

.03!  T. 

't. 

■  .'62 
.04 

.26 

'.'05 
.19 

:::: 

.31 
.24 
.12 
.12 
.01 
.08 
.05 
.46 

'f.' 
.03 

'.'is 
'.'43 

'."ig 
't.' 

.15 

'.'63 
.74 
.10 

.15 
.01 
.31 

.05 
.08 

Penobscot  

....do 

Presumpscot 

V 

.•;.ili  (SO 

6.50 
2.54 
3.33 

.'64 

.05 
.36 

.i'i 
.34 

.27 

.03 

.94 
.14 

.09 

.02 

.16 
.01 

■.'67 
T. 
.11 

.02 

■•'r. 

.50 

'.'64 
.24 

,>le  

jsDam... 

T. 
.34 

'.■2i 

.01 
.16 

'.M 

'.'33 
.25 

".ii 

.11 
T. 

'.'io 
■.'14 

.08 

1.69 

.06 

T. 

.18 

."69 
'.■56 

.02 
1.80 

'.'di 
'.'23 

.63 

.35 

.20 

1.03 

'.'75 

•r 

.18 
.21 
.08 

.03 
.23 

'.■41 

'.'ig 

T. 

6  17 

Androscoggin   .... 

.57 

2."i4 

.48 
.25 

.20 

'.■95 
.47 
.71 
.01 
.14 

1.10 

'.'53 
.54 

.17 
1.27 
■]-. 
.05 
.06 
.10 

'.'i3 

.01 

....1  .U 

1  76 

'    

.15 

.62 

".Oi 
.23 

.03 

'.'67 
.32 

.12 

^?^ 
T. 

T.' 

.08 
.11 

.08 

.01 
.61 
.32 

.U 
.76 
.77 
.61 
.19 

.09 

.02 

U.unpshire 
"   "  ''-.n.Lake;'. 

....do 

St  Croix 

.56 
.01 

T 
.4b 

■.'62 

'tV 

.01 

■.'62 

'.'io 
'.'26 

.07 

.04 
.15 

■■^' 
.06 

'.'ii 
.'67 

.09 
.01 
.06 
.3! 

2.10 
3  65 

.43 

'.'62 
'1'. 
T 

"% 

't. 

't'.' 

'f. 
.01 

.31 

.42 

'.■43 
.03 

'.'6b 

■.'65 
.02 

.56 

'.'oi 

'.'63 

'.'io 

.04 

't  ' 

.10 
■.'08 

.07 

'.'i5 

Androscoggin 

Merrimac 

Coast 

T. 

't.' 

3.73 
2  58 
2.11 
4  95 

.03 
.04 
.14 
.05 

'.'61 

Connecticut 

.46 

.30 

;" 

'.'62 

.01 
T. 

.05 
T. 

Merrimac 

Connecticut 

..do 

1.07 
1.52 

3.70 
4.91 
3  14 
4.71 
2.92 
3.69 
3.29 
2.58 

2.60 
2.83 

4:48 
5.62 
7.41 
5.02 
6.14 
3.78 
6.12 

_.ir). !;;".! 

.51 

Mim".... 

lODl 

i.i 

iO  •* 

-'Falls.... 

i<  ^Dear). 
;^iiry 

"••:::::: 

...do 

...do 

Connecticut 

1.25 
1.66 
.02 
.44 

.02 
.07 
.09 
.40 
.50 
.35 
.27 
.31 
.19 
1.27 

.04 

.05 

.16 
.27 

.03 

.02 

'.'46 

.38 
.13 

.12 

'.'53 
'!■. 

.21 
■f. 

.30 
.06 
.43 
T. 
.06 

f, 
T. 
1.22 
.03 

.22 

.05 

.28 
.49 
.75 

.12 
.44 
.32 
.77 
.42 
.30 
.16 
.32 
.17 
.43 

.03 
.17 
.05 

.18 

.07 
.06 
.18 

■^ 
.12 

.20 

.05 

'.'62 
'f.' 

T. 

•r. 

.06 

f.' 
T. 
.91 

1.02 
T. 

1.04 
.01 
.07 

.05 

.17 
.07 
.04 

■r. 

.11 
.02 

.61 
1.45 
2.54 
2.57 

2.'C19 
1.53 
1.98 

T.' 

.04 

't'.' 

.01 

.01 

T. 

'.'i2 

T. 

'.'ic 

.34 
T. 

Connecticut 

....do 

Chauiplain 

Connecticut 

...do 

Champlaiu 

...do 

St.  L;iwrence 

Cliamplaiu 

....do 

do 

.Ob 

"56 
.12 
.08 
.11 

■."64 

.13 
.40 
.13 
.05 
.52 
.14 
.03 
.02 
.60 

T. 

.04 

T. 

.06 

T 

T. 

'.'05 

T. 

'.'ii 

■.'62 
.02 

■.'63 

.11 
.96 

.72 
1.23 
.91 
.26 
.01 

.09 
.97 
.21 
.04 
.40 

".k 

■.'37 
■V. 

Connecticut 

....do 

....do 

...do 

Coniietticiit 

Coast 

.02 
.02 

■42 

.50 

.20 
1.10 
.16 
.04 

'.'6i 

.01 

'.'is 

i?^ 

'.'.'.'. 

.14 
.Oil 

.02 
.16 
.52 
.13 
.23 
.03 

.'41 

.IS 
.10 

'!6i 

'.'is 

'T.' 

.03 
.08 
T. 

'f.' 
'.'03 

.... 

'.'85 

.13 
.18 
.28 
1.45 

'.'06 

.62 

.'67 
.13 
.01 
.04 

.76 
.01 

.03 

1.84 
T. 

'.'67 

.05 
.03 
.35 

".ih 

.27 

i.'62 
.29 
.31 
.36 

1.54 
.10 
.96 

!l3 
.10 
.23 
.21 
.29 
.16 
.08 
.08 

't.' 

'.'84 
.09 
.30 

■.'67 
.03 

1.88 
'.'47 

.03 

'.'is 
i.'oe 

T. 

'.'27 

.65 
.65 
.03 
.15 

T. 

1.04 

'.'13 

l'62 
.3.5 
T 
.12 

.'62 
T. 
.15 
.31 

.'64 

.'65 
.75 
.Xi 
.0!) 
.07 
.12 
.32 

'.■47 
.98 

.•45 
■.•96 

■r. 
.11 

1.85 
.05 
.10 
.27 
T 
.89 

;i3 

.66 

'.'is 

T.' 

.09 

■f.' 
1.26 

.23 
1.25 

'!25 
.54 

■.'55 
.93 

'i 

.07 
.35 

■.'o'i 

}23 
T. 

.01 
.('5 

'.^ 
.47 

;6' 
'.'72 

T. 

T. 
.01 

.03 
T. 
.05 
.45 
..51 
.51 

T. 

.'69 

.1^ 

ill 
.52 

.'53 
.21 
.04 
.65 
.42 
.41 

■'60 
.18 
.11 
.&4 
.13 

.'is 

.04 
.33 
.12 
.11 
1.13 
.6S 
.(17 
T. 
.49 
.26 
.14 
.05 
.95 
.08 
.02 
.59 

'.'83 

1.  .55 
1.09 
.65 

2.80 
1.64 
1.85 

.90 
1.17 
1.61 
i  29 
1.83 

.90 
1..54 
2.05 

T. 

.30 
.2C 
.36 

'.'06 

.... 

'.'06 

T 

1.22 
.18 
.18 

1.12 

.10 

'.'in 
.  so 
.34 

T. 
.47 

.14 
.04 

.62 

'.'io 

'.'is 

.38 

'.'23 
.41 

T, 
.65 
1.12 

.'oj 

.01 

'.'is 

.09 

T. 

.15 

'i-V 
■r. 

T. 
T 

.08 

'.'is 

.31 

■i 

'.'32 

.14 
.11 

f. 

'.'i-i 
.35 

'.'02 

T. 

.07 
.17 

■.'34 

.63 
.34 
.35 
1.27 

.05 
.04 
.13 

.'08 
.10 
.20 

'.'ii 
't'.' 

.01 
.01 
.33 

'.OS 

T. 

2.96 
4.32 
2.89 
3.95 

2  04 

.05 

'.'63 
.20 

■'id 

'.'64 

.'63 
'I' 

.... 

.i5 

T. 

'.'46 

'.'54 
.09 

'i-'.' 

'i'.' 

i.'67 

't. 

i.2l 
3.  79 

'.-14 

'.'45 
1.12 

'.'24 

T. 
'.'29 

't. 

'1'. 
1..34 

.Si 
.33 
.23 
l.'.^9 
I.IJ 

•?•■■ 

'.o-> 

.02 
1.70 
.15 

■.'01 
'1- 

'.'ofi 

■.'57 
■U 

.03 
.01 

■'i''.' 

.26 
.98 

.23 
.02 

■r. 

'.'65 

■r. 

.15 
.32 

'.'35 
.21 

i.32 
.20 
.10 
.38 
.30 
.2b 

'.'62 

'.'6i 

.04 
T. 
.  4;) 

iv 

.01 

'.'43 
'.'oi 

.07 
.24 
T. 
.13 

.01 

.02 

'.'61 
.... 

't.' 

T. 

'.'06 

'.'06 
.01 
.10 

T. 
•f' 

.03 

'.'63 
.01 

'.'15 

'.'48 
.l^ 

.01 

■.01 
.15 

T. 

T, 

'.'27 
.11 

■.'32 
.02 
.02 

'.'03 
.01 
.09 
.03 

a?* 

.0( 
.2b 

3.39 
3.31 
4.42 

\d** ::'.'.'. 

...do. 

Connecticut 

Merriraac 

...  do 

Coast 

Housatonic 

.02 
.59 

■'^' 

'.'■ii 

'.'07 
.36 

'.'26 
■1'. 

.28 
.09 

ham**".'. 

j^im 

-ti>n**.... 

2.93 
4.14 
4.  55 
4.66 
5.51 
3,  21) 
4.93 
4.15 
3.57 

...do 

Merrimac 

..do 

('harles 

.27 

.S2 

Connecticut 

Merrimac 

.75 

.'66 

!4.5 

■f.' 

■.'62 

'.'i2 
'.'36 

.05 
.17 

'.'i2 

.04 
.09 

'.'02 

.51 

'.'69 

.05 
.03 
.02 

... 

Connooticnl 

2.58 

do 

Merrimac 

.36 
12 

'1'. 

2.04 
3.90 

■rd  ;;!;■ 

Coast 

...do 

Connecticut 

Housatonic 

Coast              

T 

f. 
T. 

■r 

.03 
1.08 

T. 

{.'26 
1.01 

.09 

T. 

'.'08 
.12 

.01 
.10 
.09 

.10 
.12 
1.30 

.'13 
.17 
<r^ 

'.'63 
.50 

'.■62 

■f.' 

'.'is 

■.'03 
T. 

■.'24 
.43 
'1' 

.'18 

'.'16 
.07 

1.85 
4.84 
4.27 

^■yjjluwn 

....do 

..do 

Thames 

Conneclicnt 

Coast 

'.■•26 
.32 

".bi) 

0.46 
1.43 
4  01 

'tV 

T. 

.52 

3  30 
1  89 

^^HtUs 

Connecticut 

Hudson 

Connerticnt 

Blackstone 

Coast   

.44 
.78 
1.61 

.'22 
■!47 

T. 

'.■52 
.24 

r. 

T. 

'.'67 
T. 

';67 

.19 
.42 
.34 

.08 

T. 

.01 
.01 
.12 

2  12 

.01 

3.51 

2.54 

^^^^md*** 

do 

.ib 

T. 

'.'i4 
.04 
.02 
.01 
T. 

T. 

r. 

.04 

t. 
■1\ 

T.' 

■•r'.' 

^^Baiid**.':; 

...do 

T. 

T. 
T. 
T. 
-3 
T. 

■v 

T, 

.40 

'.'83 

T.' 
.06 

i.'26 
.04 

T. 

.08 

'.'38 

.'65 
.09 
1.95 

't'.' 

.45 

T. 

.47 

T. 

3  21 
4.  .58 
4.  .55 
3.  K) 
0.  21 

....do 

Housatonic 

Connecticut 

...do 

.06 
'.'27 

".31 

"09 

'r.' 
'.'64 

.08 
.05 

T. 

•f.' 
.07 

T. 

■.'59 

't.' 

'.'62 
■i 

t' ' 

■.'23 
.04 

...do 

...do 

.09 

'1 

.19 

'.'is 

't.' 

■'1'.' 

3.97 

(jjj^ 

Qninebaug 

Willimantic 

Coast 

T. 

T. 
T. 
T. 

f.' 

.73 

aterbury 

•   2.50 

.5.28 

8e«  page  46  for  explanati 
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m 


Daily  Temperatures 

for  Aug-ust, 

1938 

)ay 

of  Month 

Scauoiis 



Mean 

^ 

2 

^ 

4 

5 

6 

_^ 

_J_ 

10 

12 

13 

^ 

15 

_!i 

_!L 

18 

19 

^ 

^ 

22 

J^ 

21 

25 

^ 

IL 

j  28 

n_ 

30 

|31 

ifaiiie 

r" 

~ 

~ 

1 

Bar  Harbor  (iiea'-l    ^  Maxhmiiii  .  . . 

S5 

81 

86  85,'  8' 

87 

87 

82 

78 

73 

'■■ 

72 

78 

S( 

81 

so 

76 

7- 

86 

81 

7ft 

8i 

79 

07 

76 

It 

1  71 

70 

Tel  70 

79  0 

■' (  Mininiuni.... 

65 

64 

6.5 

66 

69 

6b 

07 

62 

59 

54 

58 

5.1) 

531  .'9 

6.- 

6! 

6; 

e- 

63 

61 

.58 

63 

57 

56 

50 

54 

51 

49 

50 

56 

59.6 

Eastport  

\  Maximum.  •• 

6b 

81 

8( 

7b 

7( 

78 

82 

7t 

70 

OS 

5b 

66 

7fl|  7l 

63 

66 

69 

77 

82 

67 

72 

5u 

74 

6(1 

07 

09 

05 

71.1 

iMi.iiumm.... 

55 

60 

6( 

57 

66 

63 

5f 

61 

55 

56 

55 

55 

57i  66 

64 

5( 

56 

67 

55 

58 

54 

55 

1 

5o 

.53 

53 

52 

49 

6( 

52 

55.5 

Fort  Kent 

(  Maxrnuiui.-- 

85 

84 

82 

i»21  89 

86 

88 

85 

77 

76|  65 

80 

SI 

74 

85 

79 

77 

79 

82 

82 

75 

65 

71 

77 

75 

08 

70 

74 

71 

78.9 

)  Minimum---- 

55 

64 

55 

63 

(■■! 

53 

50 

4C 

5( 

40!  bf 

5! 

4! 

50 

55 

051  63 

65i  55 

5' 

65 

54 

56 

65 

49 

41 

40 

43 

36 

49 

35 

62.8 

Greouville  

j  Maximum... 

78 

84 

87 

90 

85 

841  82 

7S 

73 

7b 

61 

74 

80 

88 

89  71 

751  77 

83 

84 

77 

78 

67 

72 

72 

74 

66 

75 

70 

70 

77.0 

)  Minimum. -- 

&4 

56 

64 

08 

52 

4S|  52 

5s 

65 

461  54 

48 

62 

65 

68 

6b 

60 

53 

5f 

59 

48 

55 

54 

37 

50 

48 

60 

49 

68 

64.6 

Hoiiltoii  

j  Maximum  .-• 

80 

82 

83 

88 

87 

84 

8f 

78 

75 

7: 

Or. 

68 

80 

7& 

81 

9r 

7b 

81 

78 

80 

76 

79 

f8 

72 

74 

75 

68 

77.3 

*  Minimum---. 

60 

6.i 

59 

61 

7( 

57 

60 

49 

49 

50 

501  55 

54 

52 

65 

Ob 

68 

6t 

5; 

59 

5t 

61 

57 

5S 

54 

42 

52 

48 

3S 

52 

49 

56. 

Lewistoii 

jMaxinunn--- 

81 

89 

92 

95 

92 

87 

90 

79 

79 

81 

64 

73 

81 

87 

91 

74 

85 

8i 

87 

81 

85 

78 

74 

80 

78 

81 

71 

81. 

(Minimum.... 

(')7 

68 

65 

70 

70 

65 

6S 

65 

63 

59 

5a 

68 

5! 

68 

72 

6b 

66 

64 

60 

64 

62 

62 

6C 

57 

53 

50 

51  i  46 

52 

69 

61. 

Milliiiocltet 

j  Maximum..  • 

83 

86 

8! 

90 

89 

87 

8i 

80 

76 

76!  751  T2 

88 

81 

Hi 

90 

81 

80 

81 

83 

84 

77 

79 

74 

75 

78 

77 

70 

75 

74 

74 

80. 

(Mininunn-..- 

60 

00 

61 

65 

71 

5t- 

65 

50 

52 

54 

.57 

5b 

65 

56 

6b 

67 

61 

61 

58 

61 

60 

59 

5f 

43 

63 

51 

39 

47 

57. 

OUllown  

jMaxinumi.-- 

83 

84 

87 

88 

89 

87 

85 

K? 

7b 

75 

74 

70 

77 

7S 

81 

91 

81 

79 

7; 

84 

85 

84 

81 

79 

75 

75 

72 

73 

7{ 

73 

80. 

'  Minimum.... 

63 

68 

62 

67 

71 

62 

65 

60 

60 

56 

58 

57 

56 

57 

63 

67 

68 

67 

65 

5> 

62 

01 

58 

00 

.5t 

47 

58 

54 

42 

50 

50 

59. 

PortlaiKl  

j  Maxinunii  . .  ■ 

77 

89 

89 

89 

88 

84 

88 

77 

81 

78 

65 

73 

81 

82 

91 

92 

73 

72 

80 

82 

79 

71 

77 

74 

75 

72 

71 

69 

66 

79. 

1  Jlininnnii..-- 

67 

Oi 

Oi 

70 

71 

08 

W 

65 

63 

59 

59 

59 

68 

6: 

70 

6b 

66 

65 

<H 

65 

62 

64 

60 

62 

58 

58 

55 

50 

53 

57 

63. 

Rumforil  

\  Maximum.. 

SI 

87 
64 

92 

e'i 

93 
65 

87 

9( 
6( 

79 

79 

02 

70 
67 

SI 

83 

9C 

95 

^I 

77 

83 

8! 

88 

85 

84 

69 

76 

76 

79 

70 

77 

78 

09 

81. 

'  Minimum. .. 

62 

57 

59 

59 

5-; 

56 

53 

52 

62 

09 

69 

67 

5i 

55 

CO 

54 

50 

53 

45 

53 

46 

39 

50 

58 

67. 

Winslow  

Ulaxinnim  -•- 

84 

89 

90 

91 

91 

87 

88 

79 

80 

80 

79 

7. 

76 

84 

88 

87 

77 

73 

81 

8b 

87 

80 
59 

77 

78 

7b 

80 

80 

79 

80 

80 

82 

(Minimum.... 

61 

6f 

60 

6b 

70 

58 

64 

62 

61 

59 

58 

66 

52 

53 

6t 

66 

67 

61 

51 

58 

52 

57 

57 

52 

52 

38 

4b 

55 

r>iX 

iXcii' 

llitiiivfhire 

jMaxiunun... 

S3 

87 

92 

04 

89 

87 

87 

70 

78 

78 

67 

70 

79 

84 

91 

94 

78 

70 

78 

85 

86 

80 

79 

61 

70 

73 

78 

67 

82 

78 

73 

79.8 

Berlin  11 

(  )\liuimum.--- 

50 

61 

6: 

65 

71 

52 

61 

5i; 

60 

44 

62 

50 

4S 

60 

59 

67 

67 

68 

5b 

49 

58 

49 

54 

52 

40 

4b 

47 

35 

38 

50 

54.  i 

Concord 

(Maxinunn.-. 

87 

91 

93 

94 

93 

89 

93 

8! 

84 

80 

65 

73 

82 

80 

93 

93 

78 

78 

84 

89 

87 

84 

85 

68 

77 

80 

74 

78 

79 

70 

82.7 

(  Minimum. ... 

6o 

70 

68 

70 

68 

63 

72 

64 

60 

58 

57 

57 

54 

67 

62 

71 

7f 

60 

62 

56 

59 

62 

66 

59 

60 

55 

5( 

51 

45 

52 

60-1 
83.  S 

)  MaxiniuK. ... 

88 

90 

94 

93 

93 

92 

84 

86 

84 

82 

70 

74 

82 

88 

82 

9^ 

90 

78 

84 

89 

79 

85 

80 

81 

78 

74 

82 

80 

73 

to 

70 

Durham 

(  Mininnnn..-- 

64 

6r 

64 

66 

70 

59 

69 

05 

54 

53 

57 

5.^ 

50 

51 

.59 

69 

52 

56 

55 

53 

56 

54 

52 

46 

65 

39 

43 

48 

57.  ft 
75.1 

Tji:..  »  ny\ii>^  Tilro      J  JiaN  1  nuiiii  .  •  • 

82 

74 

80 

86 

87 

81 

81 

79 

7b 

71 

72 

64 

73 

76 

85 

87 

81 

68 

85 

87 

81 

70 

72 

55 

78 

69 

70 

53 

73 

07 

Fir>t  Conn.  LO-n 

" (  .^iillil^Uln...- 

5(i 

6( 

58 

60 

67 

51 

55 

49 

52 

43 

40 

54 

47 

53 

53 

OS 

63 

67 

65 

48 

51 

01 

48 

50 

45 

39 

42 

45 

33 

43 

49 

51  8 

)  JlaxiinuiH.-- 

85 

88 

91 

91 

90 

88 

90 

83 

81 

78 

63 

74 

81 

85 

92 

84 

75 

81 

86 

82 

83 

69 

75 

76 

81 

72 

79 

82 

72 

81.6 

Ki'eiie(noar) 

iMinimum.... 

60 

62 

62 

65 

70 

58, 

.  69 

62 

60 

50 

59 

55 

49 

55 

68 

07 

07 

69 

56 

52 

64 

55 

68 

56 

64 

44 

47 

50 

4!l 

47 

53 

57.8 

i  Mi.xiiiium.-. 

85 

80 

88 

90 

88 

85 

68 

78 

77 

77 

68 

68 

79 

80 

88 

90 

79 

76 

79 

83 

80 

78 

80 

68 

73 

73 

78 

69 

72 

78 

72 

79.1 

Pljiiimilli 

iMiniuumi.... 

00 

60 

6) 

64 

67 

54 

63 

00 

57 

50 

54 

63 

48 

50 

58 

64 

60 

CO 

65 

50 

52 

64 

48 

52 

52 

44 

47 

50 

37 

40 

54 

64.6 

' 

erninid 

\  Maxinunn  -•■ 

80 

83 

90 

91 

86 

87 

85 

76 

75 

70 

71 

71 

80 

83 

91 

90 

90 

75 

85 

8: 

82 

75 

72 

71 

74 

77 

67 

70 

64 

7(; 

79.6 

Biulii.Klon 

(Minimum---- 

68 

06 

68 

75 

65 

01 

69 

02 

58 

52 

61 

62 

60 

68 

70 

71 

08 

62 

5e 

57 

04 

61 

68 

55 

53 

51 

58 

48 

45 

58 

53 

(iO.6 

j  Maximum.  -- 

77 

82 

88 

90 

83 

84 

82 

75 

73 

69 

68 

76 

77 

88 

88 

83 

77 

75 

82 

85 

78 

75 

67 

69 

70 

73 

63 

74 

09 

71 

76.9 

Newport  

i  Minimum-... 

67 

64 

66 

70 

71 

60 

68 

60 

60 

51 

59 

58 

56 

58 

6(i 

70 

68 

65 

67 

57 

61 

57 

57 

55 

61 

55 

61 

43 

59 

63 

.59.8 

.Maximum  .-- 

81 

85 

90 

91 

85 

80 

8.^ 

7S 

77 

76 

64 

70 

80 

83 

9(J 

91 

83 

75 

85 

64 

?? 

79 

64 

71 

74 

70 

67 

77 

75 

70 

79.0 

North  field 

1  Minimnm-  -■ 

64 

59 

62 

66 

60 

66 

63 

59 

54 

46 

68 

55 

6} 

67 

5b 

67 

67 

58 

53 

49 

55 

49 

6'^ 

47 

44 

51 

42 

3^ 

47 

57 

54.9 

\  Maxinnnn.  -- 

84 

86 

92 

95 

89 

90 

90 

88 

80 

7S 

70 

74 

82 

85 

92 

91 

88 

74 

79 

84 

87 

82 

81 

77 

74 

7S 

70 

78 

75 

7b 

81.8 

RntUuid  

!  Jliniuinm..-. 

64 

63 

66 

08 

59 

63 

60 

54 

59 

50 

54 

6s 

63 

63 

-. 

67 

64 

65 

52 

5:; 

64 

54 

51 

49 

64 

48 

42 

62 

5S 

68.4 

St.  Albans 

(  Miiihmnn-'--- 

:; 

] ' 

Maximum.  -- 

8-1 

85 

9i 

93 

91 

89 

88 

84 

77 

79 

76 

67 

80 

82 

92 

93 

85 

si 

8i 

86 

86 

82 

81 

7i 

73 

75 

75 

74 

78 

77 

7(1 

si. '6 

8t- Johnsbiiry  .. 

(  Miiiinnim.... 

64 

60 

02 

66 

71 

67 

63 

59 

61 

49 

56 

5b 

51 

46 

60 

70 

08 

67 

55 

55 

58 

64 

52 

54 

51 

46 

62 

48 

40 

52 

52 

67.0 

)  Maxinnnn.  -. 

83 

90 

91 

88 

86 

87 

81 

75 

76 

08 

73 

79 

90 

91 

77 

80 

84 

83 

81 

SO 

60 

73 

73 

78 

71 

77 

70 

70 

SO.O 

Woodstock 

(Minimum---- 

61 

60 

62 

64 

70 

64 

64 

02 

61 

46 

01 

56 

48 

52 

57 

65 

65 

68 

51 

49 

52 

57 

4b 

50 

47 

44 

50 

44 

38 

43 

60 

614 

Mnsfadnii^elts 

\  iMaxinuim.  -■ 

86 

89 

93 

91 

89 

89 

8fi 

82 

83 

79 

07 

77 

83 

85 

93 

92 

81 

79 

82 

87 

87 

85 

85 

73 

77 

77 

83 

77 

80 

85 

82 

83.» 

Anih«r>t 

(  Minimum. .-- 

71 

OS 

69 

71 

68 

63 

72 

60 

62 

56 

50 

59 

55 

59 

64 

73 

72 

67 

60 

56 

58 

02 

66 

60 

57 

54 

64 

52 

50 

52 

57 

61.H 
82iQ 

i  Maxinnnn --- 

84 

90 

92 

9(1 

92 

90 

79 

83 

77 

66 

75 

83 

88 

94 

94 

77 

79 

70 

86 

84 

73 

77 

76 

b3 

72 

73 

75 

78 

Boston 

70 

73 

74 

76 

71 

73 

64 

02 

62 

57 

60 

61 

05 

70 

68 

65 

66 

6-^ 

67 

62 

66 

64 

6! 

60 

61 

59 

60 

68 

60 

(  Maxinnnn  --- 

85 

93 

99 

94 

94 

88 

SO 

85 

85 

84 

78 

70 

85 

89 

90 

96 

94 

81 

81 

89 

88 

80 

87 

78 

81 

80 

78 

78 

81 

79 

Brociaon 

(  Mininnnn..-. 

69 

68 

68 

73 

69 

70 

60 

59 

59 

54 

58 

55 

60 

73 

66 

64 

59 

61 

00 

63 

66 

65 

55 

57 

50 

57 

66 

62'| 

\  Maxinnnn  .  -- 

85 

87 

90 

89 

87 

87 

Si; 

81 

76 

62 

75 

81 

84 

90 

90 

78 

80 

80 

85 

86 

81 

83 

76 

70 

81 

73 

76 

80 

79 

81..t 

L'oncord 

71 

70 

70 

71 

69 

64 

69 

63 

.58 

58 

56 

57 

54 

58 

64 

72 

70 

60 

61 

55 

61 

62 

58 

62 

58 

52 

51 

53 

47 

48 

54 

m 

*  Mm  -■  iiiiiiin' '  .'■ 

82 

88 

91 

82 

85 

84 

84 

81 

81 

75 

09 

76 

82 

86 

80 

93 

80 

82 

75 

83 

81 

80 

86 

70 

74 

76 

77 

71 

75 

77 

75 

Ki.st  \Vnr.-hiunl' 

)".■',/        ,-.'... 

63 

72 

68 

68 

73 

68 

74 

OS 

67 

58 

57 

57 

.55 

56 

64 

71 

70 

66 

55 

57 

57 

62 

68 

57 

56 

56 

45 

5( 

54 

\    '■':    '       '  ':    ■■';'■ 

83 

89 

93 

87 

89 

86 

87 

80 

84 

80 

74 

7b 

81 

80 

92 

93 

77 

81 

79 

87 

86 

84 

86 

82 

78 

7,s 

79 

7;- 

76 

82 

78 

P'all  liivcr 

70 

71 

72 

70 

73 

72 

70 

69 

62 

58 

57 

59 

58 

62 

66 

72 

71 

05 

61 

63 

68 

C3 

64 

67 

60 

59 

6'0 

51 

a; 

01 

1  m'  m  iiiu'i  ' .. 

87 

91 

96 

94 

93 

93 

92 

86 

85 

77 

79 

85 

89 

96 

97 

92 

83 

80 

93 

90 

SO 

85 

74 

81 

80 

8( 

82 

85 

St 

79 

Filchbnrg  

j  \i'j'||"ii|uni'i  ." 

69 

67 

69 

71 

75 

63 

65 

58 

55 

.57 

57 

55 

62 

6-' 

74 

70 

OS 

02 

5' 

61 

60 

60 

61 

59 

,'■2 

£4 

53 

45 

61 

63 

1  ■,,.,  -  jniui'll  ■  ■ 

86 

88 

92 

90 

89 

89 

Hf 

78 

83 

7s 

68 

75 

83 

85 

93 

94 

85 

82 

S3 

85 

86 

84 

84 

72 

76 

82 

70 

77 

70 

75 

Lawrence 

i  Miij'innnn.'-l^ 

67 

68 

69 

70 

73 

6h 

67 

67 

58 

56 

57 

51 

59 

65 

72 

70 

08 

04 

00 

03 

59 

01 

57 

58 

59 

50 

50 

50 

50 

79 

84 

86 

81 

80 

79 

78 

80 

78 

72 

65 

76 

78 

83 

8! 

82 

79 

77 

73 

80 

79 

80 

S3 

75 

71 

77 

77 

70 

69 

71 

73 

Nautnclcet 

(  Mi:iiii!iiiii 

68 

70 

69 

69 

71 

71 

6y 

OS 

66 

59 

62 

63 

05 

66 

68 

67 

05 

04 

65 

63 

63 

68 

¥ 

00 

6(J 

02 

f:^. 

66 

63 

60 

81 

81 

84 

85 

80 

80 

81 

79 

75 

73 

76 

71 

76 

79 

86 

83 

79 

72 

75 

78 

79 

77 

76 

69 

68 

75 

09 

73 

74 

76 

Slockbridge  ... 

}  \Viiiiirun]' 

68 

65 

64 

65 

58 

68 

63 

61 

58 

60 

59 

54 

50 

63 

67 

67 

04 

58 

gS 

65 

50 

51 

61 

51 

51 

50 

44 

51 

54 

,  M. ',.j,,'  ,.'.,. 

86 

85 

88 

89 

84 

85 

85 

87 

79 

75 

76 

75 

78 

82 

88 

86 

82 

76 

77 

82 

82 

80 

80 

72 

72 

7) 

77 

69 

75 

76 

78 

Williamstown.  . 

j  m',,:  ''.,,   ■  " 

68 

67 

66 

09 

76 

60 

70 

65 

61 

64 

62 

63 

59 

61 

73 

72 

69 

68 

01 

53 

50 

62 

.55 

62 

54 

56 

53 

48 

45 

63 

67 

I  m'i  '■imnm  ■■ 

85 

88 

93 

89 

89 

90 

88 

81 

83 

81 

66 

77 

82 

85 

91 

91 

77 

80 

88 

86 

83 

82 

78 

78 

82 

75 

78 

83 

78 

Worcester 

i  Minimum-".'. 

68 

67 

67 

69 

73 

64 

69 

06 

57 

57 

57 

57 

56 

61 

66 

74 

69 

70 

02 

64 

57 

59 

61 

63 

56 

62 

60 

52 

49 

50 

53 

!{h< 

(f  /.-■(»».' 

\  Maximmn..- 

78 

82 

86 

80 

81 

77 

77 

78 

76 

74 

73 

74 

76 

SO 

82 

89 

74 

78 

75 

81 

77 

76 

79 

73 

74 

73 

75 

71 

70 

74 

72 

(  Mininnnn. ... 

70 

68 

69 

68 

72 

70 

69 

63 

63 

61 

62 

62 

66 

68 

73 

69 

70 

00 

66 

65 

65 

03 

62 

60 

64 

62 

60 

61 

61 

Kingston 

\  Maxinuim.  .- 

86 

83 

70 

93 
65 

86 
66 

86 
73 

83 

80 

86 
60 

82 

If, 

77 
61 

83 

85 

91 

93 

58 

88 
6s 

80 
69 

78 

85 

81 
55 

81 

84 
58 

82 

77 

75 
48 

78 
51 

76 

74 
46 

79 
53 

78 
54 

(  Minimum. --- 

63 

71 

72 

61 

60 

63 

57 

58 

06 

56 

66 

55 

52 

Providence 

91 

95 

90 

90 

89 

83 

84 

84 

81 

67 

77 

82 

85 

94 

95 

78 

S 

^, 

85 

86 

86 

76 
62 

78 

79 
59 

82 
61 

60 

78 
55 

83 
59 

76 

'  Mininnnn. ..- 

72 

73 

74 

71 

77 

74 

74 

65 

62 

63 

60 

60 

61 

67 

68 

74 

71 

07 

63 

66 

64 

66 

59 

Co 

iiiertir,.!. 

I  M.|  vinnim 

84 

85 

90 

86 

87 

85 

85 

80 

81 

77 

85 

82 

81 

83 

89 

88 

81 

78 

81 

85 

84 

82 

81 

73 

77 

74 

79 

75 

78 

82 

79 

Cream  Hill 

iMinimum.::' 

67 

68 

67 

68 

72 

71 

08 

64 

58 

50 

57 

57 

56 

61 

64 

72 

09 

69 

57 

55 

62 

00 

58 

60 

56 

52 

60 

63 

52 

64 

60 

Hartford 

j  Maximum... 

87 

91 

94 

88 

90 

84 

87 

83 

83 

81 

73 

78 

84 

93 

92 

80 

82 

84 

88 

80 

85 

85 

75 

78 

77 

84 

77 

79 

86 

79 

/Minimmu-.  • 

72 

72 

72 

71 

70 

73 

65 

63 

60 

611 

58 

61 

63 

76 

73 

65 

61 

K! 

63 

02 

03 

60 

55 

57 

69 

55 

54 

62 

S  Maximum.-. 

86 

90 

91 

85 

89 

80 

87 

80 

85 

81 

84 

78 

84 

88 

95 

SS 

78 

80 

84 

86 

84 

85 

86 

76 

78 

80 

78 

75 

80 

78 

New  Haven 

'  .Mininnnn 

73 

72 

74 

72 

75 

73 

06 

63 

62 

03 

65 

61 

65 

69 

77 

72 

6G 

66 

62 

65 

63 

62 

60 

50 

00 

60 

57 

60 

63 

84 

90 

92 

8C 

89 

S3 

83 

83 

SO 

8! 

80 

81 

85 

85 

92 

95 

84 

81 

82 

85 

85 

86 

84 

7S 

78 

81 

79 

75 

82 

79 

New  London  ... 

'  Mirhmnni.'.!.' 

71 

72 

71 

76 

73 

73 

69 

64 

62 

62 

63 

59 

64 

68 

74 

70 

70 

68 

63 

64 

64 

62 

60 

56 

60 

50 

67 

60 

62 

\  Maximum  .-- 

91 

92 

95 

88 

9? 

81 

88 

83 

87 

80 

90 

79 

85 

90 

94 

89 

82 

84 

83 

88 

87 

86 

80 

78 

78 

78 

82 

77 

78 

83 

83 

Norwiillc 

(  .Miuinumi.-.. 

65 

69 

65 

65 

74 

66 

69 

03 

61 

64 

59 

53 

58 

62 

72 

69 

72 

63 

54 

56 

54 

54 

65 

4 

60 

85 

53 

S3 

49 

5! 

53 

85 

92 

87 

91 

85 

84 

81 

81 

80 

66 

75 

81 

89 

90 

84 

79 

79 

86 

84 

83 

83 

75 

77 

82 

81 

78 

82 

77 

Putnam 

)  Mininnnn 

70 

69 

64 

68 

74 

65 

68 

67 

59 

67 

58 

56 

53 

56 

. 

70 

68 

69 

62 

54 

1 

60 

55 

04 

55 

49 

49 

52 

49 

48 

64 

Seepage  46  ft 

r  explanation  of  refe 

enc 

i  mi 

rks 

_ 

_ 

\ 

N.  V 

l;.,. 

ton 

1-31 

-39- 

276.  p" 
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W    ENGLAND    SECTIO] 


Q.  H.  NOYES 


Price:  5  cb.nts  a  corv:  25  cE 

RMITrjLMCE  PAYABLE  TO  SUl'EUl NTENDi: 


DocuMKSTS.  Washington,  D.  C. 


Woh.  L. 


Boston.   Mass.,  SICPTMMBER.   I  DBS. 


GENERAL   SUMMARY 

Generally  pleasant  u-eatl(e,r  \vith  Httie  rain  and  somewhat  sub- 
Tionual  warmtii  prevaSrell  ovth-'the  flrk  hkU  of  September,  and 
after  the  occurrence  of  the  hurricane  genirally  fair  and  nioder- 
atfly  dry  weatb.er  returnetlyAvillu  inildiynd  reasonably  dry  wea- 
•'  '  These  were  of  outstanding  benetit  in  the  work  of  repair, 
struction,  andi rehabilitation^  .On.4heJ-th  warm,  moist 
'  rom  tlie  southward  bi?'gan^t!o  tWerftow  thWreat  Lakes  region 
ami  New  ICngland,  and  a  low  pressure  center  developed  over  the 
middle  Missouri  valley,  moving  east-northeastward  along  the 
4()th  toward  the  -loih  p:irallel,  from  the  12th  to  the  16th,  with 
accompanying  rains,  wh.ich  ot  the  time  appeared  unimportant. 
On  the  I6th,  under  somewhat  similar  influences,  another  barn- 
metric  depres:?ion  developed  over  the  middle  Missouri  and  the 
Lake  Superior  region,  advanced  southeastwMrd,  and  then  north- 
eastward, over  L:ike  Micliigan  on  the  18th,  and  retreated  to 
the  northeastward  over  Labrador  on  the  '20th,  again  precipi- 
tating copious  rains  over  nearly  all  we.stfrn  and  central  New 
England.  Cool,  northern  air  was  now  prom-essing  southward 
over  the  central  and  northern  Plains  States  and  Upper  Great 
Lakes,  with  a  front  lit;e  approximately  1  OOi'  miles  west  of  Boston. 

[  COBtinaed  on  page  53.  ] 


TEMPERATURE 


The  average  monthly  temperature  f<!r  tlie  Section,  L-asfd  on 

104  records,  was  58.0°.  wim-l.  is  2.2°  iielow  the  mean  for  the 

past  51  years.  The  average  temperature  for  the  nortliern  division 

was  55.6°;  for  the  southern  division,  60.5°.  The  highest,  month- 

:  ly  mean  was  65.8°  at  New  Bedford,  ^^ass.;  the  lowest  w-as  49  5° 

at  First  Connecticut  Lake,  N.  H.      The  liighest  recorded  was 

^^'   at    Nashua,  N.  H.  on    tlie   21s!;    the  lowest   was    25'^    at 

'  Connecticut  Lake,  N.  H   on  the  9th.    The  greatest  mnnth- 

liige  was  55°  at  Nashua,  N.  H.;   the  least  was  24°  at  Nari- 

i  tucket.  Mass,  and  Block  Island,  R.  L  The  greatest  daily  range 
was  48°  at  Danbury,  Conn,  on  the  25th. 
PRECIPITATION 
The  averagr"  monthly  precipitation  for  the  Section,  based  on 
185  records,  was  9.22  inches,  which  is  5.37  inches  above  the 
mean  for  the  past  51  years.  The  average  precipitation  for  the 
northern  division  was  7.88  inches;  for  the  southern  division. 
10.57  inches.  The  greatest  monthly  amount  reported  was  18.28 
inches  at  Hubbardston,  Mass. ;  the  least  was  2.87  inches  at  Pres- 
quc  Isle,  Me.  The  greatest  amount  in  24  hours  was  10. 16  inches 
at  Hubbardston,  ^Mass.  on  the  20th.  The  average  number  of 
days  with  .01  inch  or  more  of  precipitation  was  13,  which  is  3 
(i  above  the  mean  for  the  past  51  years. 

ij  WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

I  The  prevailing  direction  of  the  wind,  based  on  120  records, 
'  w  I ■;  southwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  9.5  miles  per  hour,  which  is  0.9  mile  per  hour 
above  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
54  percent  of  the  possible  amount,  which  is  3  percent  below  the 
mean. 


The  cloudiness  was  somewhat  al)ove  the  mean.  The  average 
for  the  Section,  based  on  128  records,  was  12  clear,  6  partly 
cloudJ^  and  12  cloudy  days. 

The  monthly  relative  humidity,  based  on  tlic  7:30  a.  m.  aid 
7:30  p.  m.  observations  at  11  stations,  was  81  percent,  which  is 
the  mean. 


DATES  OF  MISCELLANEOUS  PHKNOMENA 

Auvoros.—2d,  4th,  7th,  13-i6th  21st,  24-28th,  30th. 

lidlos,  luHiir. — 3d,  6-lOth. 

IItln.-i.  sol.,u:—Zd,  7th,  12th,  1  1th,  17th,  21  st,  2oth,  29-30th. 

Hull.  —  (datesand general  location ) —     None. 

Thunderstorms.  — iBt,  3-4t!i,  7th,  13-21st,  23-24th,  27-28th. 

Fog.  dense. — 1-2 \ St,  23-24th  26-28th,  30th. 

Frosts.  —  (dates  and  general  location) — Scattered  occurrences: 
Killing  over  interior  portions  of  northern  New  Ergland.,  and 
light  over  extreme  southern  and  extreme  western  portions  of 
north.ern  New  England  and  interior  portions  of  southern  New 
England  on  the  following  dates:  5-1  !th,  17th,  24th,  26th,  29- 
30th. 

Sleet.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


893  

54. 

B94 

59. 

S9.D 

h!!. 

896 

5f!. 

897 

57. 

898  

6". 

899 

5fi. 

900  

BO. 

901 

59. 

902    ■  • 

58. 

903 

.W. 

904 

5ii. 

905 

56. 

906 

59. 

907 

58. 

,908 

61. 

909 

57. 

910  

57. 

911 

56. 

912 

56. 

913 

56. 

914 

5H. 

915 

61. 

916 

58. 

917 

55. 

918  

51. 

919 

57. 

920 

59. 

921  

611. 

922  

58, 

923 

59. 

9i4 

55. 

925  

56. 

9.'6 

56. 

927 

58. 

928 

54. 

929 

59 

9.30 

60 

931 

60 

932 

59. 

933 

59. 

934  

62 

935  

55 

936 

57. 

937 

58 

938 

55. 

Temperature 


Period        58.2     100 


Precipitation 


2.10 
4.58 
6.25 


S        := 


No.  of  days  (all 
New  England) 


8.60 
4  10 

0 
0 

5.72 

0 

2.41 

0 

2  l-* 

0 

2.  ■^H 

0 

3,  29 

0 

2.42 

0 

6  69 

0 

2.  22 

0 

2.36 

0 

4.  W 

0 

3.  02 

0 

3.  91 

0 

0 

2.04 

0 

4.9! 

0 

5.  65 

0 

2.  85 

0 

8.59 

0 

1.16 

0 

4.40 

0 

2  55 

0 

0 

2  37 

0 

3.50 

0 

0.  53 

0 

1.57 

0 

2.74 

0 

1.91 

0 

6,76 

0 

5.  55 

0 

4.63 

0 

2.37 

0 

2.82 

0 

1-96 

0 

4.97 

0 

3.36 

0 

0 

2.77 

0 

4.26 

D 

2.61 

0 

1.23 

0 

1.97 

0 

5,68 

0 

9.10 

0 

0 

4.16 

0 

4.  03 

0 

4.31 

0 

0.57 

0 

3.92 

0 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


September,  1988 


Climatolog-ical  Data  for  September,   1938 


Temperature,  in  desrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

liaiigorS  

Bar  Uiirbor  (near) 
Brassua  l^iunU  — 

Eastport 

Kast  VVinthrop.  ■-• 


Ellswi 

EllSlia 


I'eiiobscot--. 

Hancoclv 

Somerset 

Wasliingtou  . 

ICennebec  ■  •  ■ 

Himco.'k 

Kniiikliu 

Kr:ii!l;liii 


UiraniU 

Huuitoii 

Jacliiiiiui 

LowisLon 

Machias 

Ma(iisoii§ 

Miiiaiclam 

MiniuuckelS  

MiU) 

Moosoheail 

NorLii  Itriilglou.--- 

Oiatowii 

OniiH). 

Portlaiul 

Fresuuolslo...-;.-- 
Ripoaeniis  Damns 

Rockland 

Rm.iioni 


Ttie  Forks 

Upper  Dam 

V'aucrboro 

Win>low«§ 

VVoodlai)d§ 

l<'or  State     ■■•• 
Seiii  lliwipsUire 

Berlin    

Bethlehem   ....■•■• 

Coneoid    

Dixville  Notch  ••■• 

Durhuui    

Errol§    ■v-ll 

First  Conn.  LakeJt 

Fitzwilliam* 

Franklin 

Qlenclilt   

Hampton 

Hanover  S  

Hillsboro 

Keenelnear)  §  — 

Lakeport 

Lincoln •••• 

Manchester 

Milan 

Nashna  §......•■•• 

New  DurhamU--- 

Newport   

Nortli  Stratford... 
PinkhaniNotchJt-- 

Plymoutli 

West  Stewartstovvn 
Wolfboro  Falls-... 
York  Pond    

For  State      •  •  • . 


Bellows  Falls 

Bennington 

BloomHeldtl 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

CornwalUl 

Craftsbnry  Com.. 

East  Barnet 

East  Kyegate 

Enosburg  Falls--.. 

Oilman    

MaysMillt: 

Newfane 

Newport  

Norlhlield 

Readshoro 

Rochester 

Rutland 

St.  Albans  (near)-. 

St.  Johnsbury 

SearshurgMt 

Searsbnrg  Sta-tt- 

Somerseltt 

Vernontt§ 

West  Burke 


.Vroostook.-- 
Scjmerset  — 
.\mlroseoggir 
Washington  . 


Washington 
ivi'iini'bec--- 
Wasiiington 


Oralton  ....-- 
Kockinghara  ■- 

Grafton  

Hillsborough 


do-. 

Grafton 

Coos 

Carroll  ---- 
t'oos    


()ii\iige-. 
.Addison 
Orleans . 
Caledonii 
Caledonii 
Franklin 
Essex    -  - 


Windl 
Wiiidliam... 

Orleans 

Washington. 
Beniiington- 
Wiiidsor  --- 

lUitland 

Franklin..  .- 
Caledonia... 
Bennington 
B-  nin'ncton 
Windham--- 
Windham.. - 
Caledonia 


530 

139 

1,057 


4      ~ 
■li      -m.  4 
53.4 


+2.74      l.rM 

1  2.22 

+  2-66  I  2.  .51 


+  3.18 
+  2.SS 
+  2-61 


+0.  63 
+  2.37 
+  1.05 
+  2.  67 


+2.  03 
+  l.9',l 
+  2.95 
+3.37 


+5.85 
+  7.14 
+  3.11 
+  7.14 
+  3.39 
+7.10 
+5.12 
+  4.29 


+  2.87 
+  7.96 


12 

14 

10 

5 

15 

16 

15 

7 

13 

13 

Bangor  Hydro  Electric  Co- 

B.  I..  Hadley 

Walter  Thurston 

U.  S.  Weather  Bureau 

Augusta  Water  District. 

Bangor  Hydro  Electric  (!o» 

Mis.  Hannah  I.  Hatch 

State  Normal  School 

(;.  W.  Norsworthy 

W.  B.  Clark 

Samuel  U.  Soule 

U.  S.  Weather  Bureau 

C.C  l'.&,  L.  Co. 

William  H.  Camming 

P.M.Tripp 

Union  Water  Tower  Co 

Bangor  Hydro  Electric  Co. 

Great  Northern  I'aper  Co- 

th)ion  Water  Poi\er 

Grnat  Northerji  I'aper  Co. 

Wintield  Heath 

N.  W.  Robercs 


C.L.Chadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S   Weather  Bnrea 
Me.  ICxpi-riment  Station 
Great  Norlhern  Taper  (.'o. 
George  J.  Cnmming 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsvvorth  A.  Whitney 
St.  (Jroix  Tapnr  Co. 


Ed  war, i  Feiiu 
George  10.  Tucker 
l).  S.  Weather  Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 


'ower  Co. 


Cnu    Valley  Lumber  Co. 
Waller  E.  Bolles 
K..I.Sonthmayd 
State  Sanatorimn 
Frank  E.  Leavitt 
Dartmouth  College 
N.  11   Research  Forest., 
liobert  T.  Hay  ward 
Fied  Wiggin 
lOdu-ard  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennicluu'k  Water  Workt 

E.  E.  Tobey 
H.P.Shepard 

F.  A.  smith 
.1.  B.  Dodge 
Mrs.  HattieG-  Trow 
Claude  Baker 
Kenneth  Berry 
U-S- Bureau  of  Fisherla* 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO. 
Everett  Orchards 
iTi-orge  L-  Cooper 
Raymond  L.  Brown 
U.S.  Weatlier  Bureau 
Cen.Vt.P.  S,  Corp. 
Charles  R.Durkeettt 
Sarah  E.  Lane 
Mi-s  E  M.  Dustin 
N.  E.  Power  Co. 
J.  P.  Devins  lit 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t1t 
Mrs.  John  J.  Gerety 
Rev.  A.  li.  Crichton 
U-  S.  Weather  Bureau 
N.  E.Power  Co. 
E .  E.  Ordway 
George  H   Ross 
Georee  S.  Rand 
Fairbanks  Museum 
OeorgeBriggstn 
N-  E.  Power  Co. 
L.  L.  Li-onard 
Conn.,  River  Power  Co. 
Gilman  W.  Ford1t^ 


See  page  52  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  September,    19o8 


ilKsrature,  in  degrees  l-'ahreulieit 


I'lecipitation.  in  inciies 


i'eriiioiit  Cont'd 


i§ 

irehain 


Wimlsor.. 
WiiKisor.. 
Wiiidliam 
Windsor.. 
Windiiaiu 
Windsor.. 


Berkshire  .  ■ 
Hampshire  ■ 
Middlesex  . . 
Norfolk  — 
do  .... 

Suffolk 

Worcester  . . 
I'lymouth  .. 
Hampden  ■ . 
Hampshire . 

Sultolk 

Worcester  •  • 
Middlesex  .. 
Plymouth  .. 
Berkshire... 

Bristol 

Barnstable.. 
Worcester  . . 
Middlesex  .  • 
Norfolk  — 
Worcester . . 

ICssex 

Franklin.... 
Middlesex . . 
Worcester  . . 


itiand  .   . 

~tOW])§  .. 

idon*  . .. 

-:r(a)§.... 

rnr  .State  ... 

Rhoile  Ttlnnd 

Block  Island 

Kingston 

Portsmouth 

Providence 

For  State.... 


Comiertieiil 

Baltic 

Barklian)8ti>ad  . 
BridgeportS..... 
Bnrlingtou 


Franklin — 
Hampden  .. 
Berkshire  .. 
Worcester  -. 
Barnstable.. 

Rssex 

Worci'Ster  •  • 
Middlesex.. 

Kssex  

Middlesex.. 

Bristol 

Plymouth  ... 

Ussex 

Worcester  .  ■ 
Worcester  . . 

Franklin 

Nantucket-. . 

Bristol 

Worcester  . . . 
Berkshire  .  ■ . 
Plymouth  .• . 
Berk.shire  ... 
Worcester  •  • . 
Berkshire  ..  ■ 
Hampshire. . 
Plymouth  . . . 
Worcester  . . . 
Barnstable... 

Essex   

Franklin  .... 
Worcester  . . . 
Middle.sex  ... 

Hanipde 

Worcester  . .  ■ 

Herksliire 

Essex   

Bristol 

Franklin  ... 
Hampshire.  - 
Worc'-Mier... 
Hampden  .. . 
Middlesex... 
Worcester  . . . 
Berkshire  • .  • 
Worcester  .. 
Worcester  . . . 


Newport 

Washinifton  • 
Newport-.  ■  . 
Providence   . 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


640 
17 
540 

no 

600 

1.360 

124 

398 


63 

350 

1.400 


920 
1,037 
1,650 


5 

"it       42 


+  '2.i 


,    5.18 
21      9.25 
9.33 


12-  S6 
1.5.  7« 
10.  -SO 
12.  24 

7.18 
11.33 

4.  .55 

6.00 
12  50 
15- C2 

7.  .30 
12. 21 
10.08 

1.81 


+5.95 
+9. 27 
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Explanation  of  Seference  Marks  Used  on  Pag-es  50.  51,  and  52. 

The  departures  from  tlie  normal  temperature  are  computed  from  the  averapre.s  of  tlie  entire  period  for  stations  liaving  lo  or  more  years  of  record.  Departures  of  i>re- 
cipitation  with  15  year,?  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  3s-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters.  b,1),c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days  etc         t  Also 

on  other  dates.    5  Thermometers  not  supplied  by  Weather  Bureau,    ttf  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  ralu  or  melted  1 

JJ  Po.st-oflice  addresses  of  these  stations  are  as  foil 
Millinocket;  Wiuslow,  Waterville;— New  Hainpsb 

North  Stratford,  N.  H. ;  Cornwall,  Middlebury ;  Mays 
-Ma.ssachusetts-  Ashlanil.  Kraniingham;  Blue  Hill,  Milton;  Kgremont,  South  Egreniont;  Fal 
Hill,   West  Cornwall ;  Lalie  Konomoc,  New  I.,ondon. 


follows:  Maine— Aziscohos  Dam,  AVilson  Mills;  Brassua  Dam,  Kockwood ;  Hiram,  West  Baldwin:  Rinoffenus  Dam 
First  Conn.  Lake.  Pittsburg ;  New  Durham,  Alton;  Pinkhani  Notch.  Gorham  ;  York  Pond,  Berlin  ;  -Vermont- BU.om- 
(ays  Mills,  Colrain,  Mass. ;  Searsburg  Sta.,  Wilmington;  Someiset.  Wilmington;  Vernon,  Shelburne  Fall.'=    Mass  • 


mgham;  — Connecticut- Ci 


Record  furnished  by  Massachusetts  Department  of  Public  Health 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  tTsed  on  Pag-e  53. 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         *•*  Regular  Weather  Bureau  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  mensur       " 


recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement. 


Precipitation  i 


Explanation  of  Reference  Marks  Used  on  Pagre  54. 
II  Ohservatioiis  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  ali 
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[  Continued  liom  pn^e  -io.  ] 

With  preesure  strong,  and  retreating  but  little,  off  the  Grand 
©an ks,  a  low  pressure  trough  developed  from  the  eoasts  of  the 
Carolinas  to  the  Upper  St.  Lawrence  and  thence  to  the  Labrador, 
and  a  fornudable  rain  producing  process  was  set  up,  Avhich 
had  i'Ut  slow  croPS-country  movement.  Resulting  rain  fell  in 
torrents  in  Rhode  Island,  Connecticut,  and  the  Connecticut 
irainage  regions  northward  toward  the  northern  third  of  Ver- 
mor.t  and  New  Hanipyshire.  Alarming  effects  of  the  rain  reach- 
r;'rn  M;issachusetts  and  eastern  New  Hampshire.  Flood 
were  reached  in  the  Connecticut  and  the  ^Merrimack  on 
-^t.  Rain  ceased  on  the  night  of  the  21-22d,  and  flood 
were  retreating  on  the  '23d.  The  flood  damage  was  grave- 
y  s  rious  in  central  Massjichusetts  and  Connecticut,  with  total 
iestruction  of  railroads  and  highways  in  several  instances.  The 
lighest  gage  reading  of  the  Connecticut  at  Hartford  was  35.4 
'eet,  from  3  p.m.  to  9  p.m.  of  the  23d.  The  highest  stage  ever 
previously  recorded  at  Hartford  was  37.6  feet  March  21,  1936. 
The  daily  accumulntions  of  rainfall  are  tabulated  in  the  usual 
aibles  of  this  report,  and  in  a  supplementary  table.  This  rain 
jyas  a  repetition  of  similar  occurrences,  and  should  not  be  regard- 
ed as  surprisingly  unusual.  Rains  of  this  nature  and  volume 
ire  likely  to  recur  with  the  same  results.  The  only  precautions 
which  seem  available  are  to  restore  the  natural  open  watercourses, 
)r  to  provide  retaining  basins  for  storage  of  the  rapidly  accumu- 
Ated  waters.  The  advance  of  civilization  has  encroached  upon 
nature's  water  courses,  by  building  dams,  abutments,  bridges, 
•etaining  walls,  etc.  "We  can  obstruct  the  flow  of  rivers,  but  we 
jan  not  olistruct  the  rainfail.  If  we  trespass  upon  a  river's 
latund  rights,  in  time  the  river  will  rise  and  reclaim  those  rights, 
rnless  adequate  capacity  is  otherwise  provided. 

On  the  eveniiig  of  the  18th  a  storm  center  of  tropical  cyclonic 
ype  was  located  about  1000  miles  to  the  east-southeastward  of 
Vliaini,   Florida;   on  the  morning  of  the  20th  the  center  was 
ibout  375  miles  northeastward  of  Miami,    and  moving  about 
lorthward.     At  7:30  a.m.  of  the  21st  the  center  was  about  75 
\  -  eastward  of  Cape  Hatteras,  moving  north-northeastward 
15  to  40  miles  per  hour;  at  10  a.m.  it  was  off  Cape  Henry, 
1  :10  p.m.  it  was  off  Atlantic  City,  with  a  pressure  read- 
2cS.99  inches,   and  at  2:15  p.m.  it  was  off  Sandy  Hook, 
re  28.71.   From  Cape  Henry  to  Sandy  Hook,  the  advance 
t  a  rate  of  about  65  miles  per  hour.     The  storm  crossed 
1  Long  Island  near  Brentwood,  moving  nearly  north,  and 
!  slightly  to  the  westward  of  New  Haven  at  3:50  p.m.; 
■  rd  was  passed,  also  slightly  to  the  westward,  at  4 :  17  p.m . 
arse  was  then  closely  to  the  westward  of  the  Connecti- 
ver,  passing  Amherst  at  5:06  p.m.     Thereafter  its  track 
i  more  and  more  to  the  northwestward,  and  the  center 
I  Hanover,  N.H.,  at  6:20  p.m.;   Northfield,  Vt.  at  7:30 
;.nd  Burlington  at  8:00  p.m.     The  storm's  forward  ad- 
was  then  retarding  rapidly,  and  the  center  wasdiminish- 
ng  in  its  depth  of  gradient.     During  the  night  it  passed  into 
vestern  Quebec  with  diminished  force  and  movement.    The  low- 
est pressure  readings  in  New  England  were  28. 11  at  New  Haven, 
J8.04  at  Hartford,  and  28.41  at  Amherst.     The  rate  of  move- 


n)ent  of  the  center  from  Sandy  Hook  to  Burlington  was  nearly 
if  not  quite  00  miles  per  hour,  so  that  the  rate  of  advance  from 
Cape  Henry  to  Burlington  was  definitely  more  than  CO  miles 
j  per  hour.  Low  pressure  readings,  not  given  in  the  tabulated 
i  data,  were:  Ncav  York  City,  28.72;  Bridgeport,  28.30;  Danbury, 
I  28.76;  Worcester  and  Albany,  28.68;  Rutland,  Vt.,  28.74;  and 
I  Newport,  Vt.,  28.90. 

As  the  storm  approached,  approximately  at  right  argles  to 
the  Long  Island,  Connecticut  and  Rhode  Island  shores  just  be- 
fore mid-afternoon,  it  heaped  up  a  storm-driven  wave  which 
overflowed  great  portions  of  the  shore  from  Fire  Island,  oft'  Long 
Island,  well  up  to  the  heads  of  Narragansett  and  Buzzards  Bays, 
into  Gardiners  Bay,  and  the  mouths  of  the  Thames  and  Connecti- 
cut Rivers.  In  several  instances  the  wave  destroyed  the  old 
shore  line  by  washing  away  the  barrier  beaches  which  had  cap- 
tured salt  ponds  behind  then.  This  wave  was  the  most  tragic 
factor  of  the  storm.  It  destroyed  thousands  of  shore-line  pro- 
perties of  substantial  as  well  as  weaker  structures,  and  upwards 
of  seven  hundred  lives  were  lost.  The  railroad  along  the  east- 
ern Connecticut  shore  was  wrecked,  and  in  connection  with  the 
railroad  washouts  from  rains  in  Massachusetts,  there  was  no 
rail  transportation  between  New  York  and  Boston  for  something 
like  a  week.  As  a  general  observation,  the  storm  wave  was  ap- 
proximately 14  feet  above  mean  tide.  Reports  range  from  12 
to  25  feet  above  mean  low  water.  The  high  water  levels  were 
reported  as:  Point  Judith  18  feet,  Fairhaven  25  feet,  Pocnsset 
20,  and  Nobska  Point  15  feet.  At  Fall  River  "the  water  came 
up  rapidly  in  a  great  surge",  the  crest,  being  estimated  as  "18 
feet  above  normal".  Reports  of  damage  indicate  1700  injured 
severely;  93000  families  suffered  property  losses;  summer 
dwellings  destroyed  7000;  other  dwellings  1900;  boats  destroyed 
2600;  barns  2400;  and  other  typesof  buildings  7400.  The  total 
loss  expressed  in  dollars  is  prol)ab]y  more  than  three  hundred 
million. 

It  may  be  mentioned,  that  this  wave  was  created  by  tJielieap- 
ing-up  force  of  the  wind,  pushing  up  the  water  against  an  op- 
posing and  rather  shelving  shore.  This  should  not  be  denom- 
inated a  "tidal  wave";  the  tidal-wave  is  the  twice-daily  incom- 
ing and  outgoing  tide. 

The  further  action  of  the  storm  after  passing  inland  was  the 
wind  destruction  in  the  eastern  sector  of  the  cyclonic  area,  and 
there  was  vast  damage  to  trees  and  fruits  and  the  few  remaining 
crops  unharvested,  to  a  distance  of  almost  200  miles  to  the  east- 
ward of  the  storm  track.  The  havoc  which  falling  trees  and 
branches  caused  to  electrical  services,  was  as  great,  if  not  greater 
than  any  previously  caused  by  sleet  storms. 

As  the  storm  center  crossed  the  Connecticut  shore,  the  "eye" 
was  clearly  observed  at  New  Haven,  when  the  wind  died,  the 
sun  broke  through,  and  westerly  cirrus  clouds  appeared,  follow- 
ed in  a  few  moments  by  increasing  southwesterly  winds. 

There  has  never  been  a  storm  of  such  high  speed  migration 
since  precision  instrumental  observations  have  been   possil)le, 

[  Continued  on  page  54.] 
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Supplemental  Bainfall  Data 


[  Continued  from  page  n  ] 

nor  has  one  maintained  its  intensity  of  gradient  and  such  liigh  speed  in 
combination.  I'his  resulted  in  the  comlnning  of  the  advancing  speed  and 
wind  rotation  in  the  advance  quadrant  to  higher  wind  velocities  than  ever 
before  recorded  hereabouts.  The  advancing  speed  being  greater  than  the  ro- 
tating speed,  the  wind  direction  and  velocity  in  the  southwest  quadrant  of  the 
c.yclonp  was  slightly  below  damaging  force,  and  was  from  a  southwest  and 
westerly  direction,  rather  than  from  the  northwest.  The  inherent  force  of 
the  cyclone,  standing  still,  not  driving  forward,  was  not  extraordinary,  and 
presents  no  unusual  features.  The  causes  of  the  high  speed  advance  from  the 
Carolina  coast  to  the  upper  St.  Lawrence  in  half  a  day  are  not  clear  in  analj'-sis. 
A  surprising  feature  of  the  storm  was  its  sudden  increase  in  speed  of  transla- 
tion from  20  to  60  miles  per  hour.  The  dynamic  forces  which  caused  this 
sudden  increase  are  obscure.  The  cyclone  appears  to  have  moved  directly 
into  and  along  the  front,  and  at  this  stage,  may  have  taken  on  the  character- 
istics of  a  rapidly  moving  wave  disturhance. 

On  tlie  other  hand,  the  high  velocities  on  the  eastern  or  right  hand  side  of 
the  cyclone,  and  the  lower  velocities  on  the  western  side,  suggest  aj  '"cart- 
wheel" type  of  motion  in  which  the  velocity  is  the  result  of  the  velocities'.of 
translaiion  and  of  rotation,  and  wherein  tlie  vortex  of  the  depression  may  pos- 
sibly be  considered  as  rolling  along  an  advancing  miss  of  colder  and  denser 
air  to  the  westward.  Some  stations  to  the  westward  of  tlie  center  reported 
their  anti-cyclonic  winds  as  from  the  southwesterly. 

E:irlier  storms  of  similar  type,  but  of  less  destructive  effect  occurred.'as  fol- 
lows: Sept.  16,  1930;  Aug.  29,  1893;  Aug.  24,  IHO:^;  Oct.  23-24,  187S; 
Sept.  8,  1869;  Sept.  3  1821;  Sept.  22,  1815;  Aug.  19,  1788;  Aug.  1o,  Hr.]b. 
The  September,  1815  storm  was  more  nearly  like  the  storm  of  this  month  than 
any  other,  including  the  storm-wave  effect.  At  Providence,  R.  I.  the"'18l5 
storm  wave  drove  the  writers  to  an  elevation  of  1 1  feet  9  and  one  quarter  inch- 
es above  mean  high  water.  In  this  j'car's  storni  the  water  rose  to  13  feet  H 
inches,  almost  tv>o  feet  higher  than  the  former  record. 

In  the  list  of  storms  above  written,  only  those  of  similar  types  are  given. 
Of  the  storms  prior  to  1871  when  the  first  Government  Meteorological^Service 
was  established,  none  were  reported  upon  a  basis  of  accurate  instrumental  ob- 
servation. 


not  yet  been  issued.     It  will 


Notice: — The  August,   1938,  report  hi 
follow  this  issue  within  a  few  weeks. 


Maine. 

Bangor 

Bar  Harbor 

Krassua  Dam 

East  Wintiirop  ... 
Ft.  Fairfield  (near) 

Hiram 

MiildleDam 

Moosehead 

Orono 

Ko(-kland 

Sq^ua  Pan  Dam 

Upper  Dam 

Vanceboro 

JS'ew  Hampshire. 

Bothlfcliem 

Oixville  Notch  ... 

Errol 

Fitzwilliam 

(Jlencliff 

Hampton  Beach  . . 

Hills  boro 

Lakeport 

Mancliester 

Milan 

Pinkham  Notch... 
West  Lebanon  . 
Wolfboro  Falls 
York  Pond 


\ermotit. 

Bellows  Falls 

Benniugton 

Criiftsbuvy  Comm, 

Kast  i!a  net 

Eisr  Kyogate  ..... 


u 

15 

■« 

17 

1.07 

.02 

1.25 

.05 

.(),= 

.14   .33 

.67 

.01 

.12 

.85 

.Hfi 

.07 

.70 

06 

.04 

:S? 

.27 

.011.01 

.02 

84 

.63 

1.2a 

.81 

.18 

.2A<.... 

.* 

.2J 

.021  .67 

.0! 

.11 

.541  .2S 

.3J 

.S5l  .10 

.0* 

.4-1 

.05 

T. 

.(i7 

.91 

.W 

,'/2 

.26 

.01 

.72 
.72 
1.24 

■■i'V 

.34 

.... 

.71 

.•A/, 

.72 

.Oh 

.»0 

.1)4 
.1.^ 

.07 

l.i'! 

•1'. 

.(la 

.«! 

.05 

.(>; 

.Ot 

.  Vii 

.11' 

.  (?: 

.Hfi 

IS 

.8" 

.(* 

ii;.:'.:ua'-"i 

•■■! 

.■II- 
.'.-11 

Wihl.r'" 

.71 

VViliDingt.ui 

.01 

Mas.'^achM.'ictts. 

Adams 

.  tr^'l 

Asbland 

Athol 

1  4f. 

Hoylstou 

.q4 

Brockton 

45 

ChrMcV 

Chtstnut  Hill 

qc. 

ir, 

fi-avil)isr 

Gloucester 

l.4il 

H  ath 

'V. 

Hoi).-ac  Tunnel.... 

1   63 

.lelV.Tsou 

1.26 

Lake  Cocbitiiate 

qii 

Lawrence 

Mansfield 

.511 

in 

Mid.Ueboro 

,-ii> 

Miil.llcton 

1   51 

(i:- 

Milford 

50 

.  (ly 

MiUbury 

.66 

Newlmrvport 

«7 

.();- 

NorUihrul'-ce 

4S 

Pemliroke 

P.'f-rshvim  

.53 

.14 

1   (Ifi 

Plainfield 

I'rir.fPton    .. 

.41 

!.'l5 

Slielburne  Falls... 

1,04 

Spot  Pond 

1.04 

.20 

Sterlins 

\.W 

Stockbridge 

^^ 

1  2? 

Swampscott 

1.05 

Ware 

1   1? 

Webster 

50 

j-j 

Westfleld 

40 

West  Rutland 

1.29 

.08 

Connedie.iit. 

Baltic 

40 

Barkharastead  .... 

21 

Burlington 

?4 

Collinsville 

.25 

Diinburv  

.62 

Falls  Village 

5> 

LakeKonomoo.... 

.60 

Mt.  ranuel 

T 

55 

New  Hartford  .... 

iq 

Salisbury 

75 

WestHartland.... 

.68 

.19L39  .12 
•50  T.  I  .. 
.29  2.22;  .73 

2. 21  L  10  .02 
.24;  .711   .26 

2.181  .9ll  .01 
.73  3.001.22 
.471.42:  .66 
.16L87J.... 
.65  .15!  .01 
.70,  .18j  .28 

'.10!  !28''.'46 


23  4.05 

62  .721. 
79  2. 24! 
101.941. 
.55  3.  65  . 


:i7i 


.u  .05!. 
.665.01;] 
..52  4.41 
.58  1.44  . 
.  85  2.  34  . 


.73 

.13 

.  7" 

.48 

.'li 

.13 

.31 

.43 

37 

Y. 

I 

.2f 

.25 

.4( 

1 

.35 

1 

.■It 

.21 

1 

.119 
.11 

f. 

■^ 

82 

52 

.51 

* 

.76 

* 

hi 

,Vl 

•' 

.12 

..5-= 

1 

.3.- 

.8( 

H 

,4i 

.6;- 

;■: 

.53 

.25 

i'(i6 

1 

41 

.75 

2 

.68 

.8( 

1 

5-1 

11 

31 

75 

.72 

.26 

.41 

57 

] 

.5;- 

1.02 

.08 

.30 

!l6 

1 

.67 

.9; 

;- 

.71 

08 

.42 

..55 

1 

.07 

* 

* 

^ 

.51 

,36 

a? 

• 

1 

.41 

,05 

.41 

.05 

.3" 

2r 

.05 

1.1* 

.47 

.12 

ir 

.0' 

: 

1.0: 

.3> 

32 

07 

.8? 

..32 

■v. 

16  2.U1 
57  1. '.18 
,28  2.24 


l-SlOO 
,13  20 

,-    ,ii|i.7a 

,JII  i...'.16  1. 
.  3:i!2.  29'2  80I3. 
.12,1.70!l.78|l. 

2.  45  4, 45 


% 


4.55. 
50. 
58  2.  i 

2.86" 
5.54 

2. 1 '5 
6,50 

89 


See  page  52  for  explanation  of  reference  marks. 


I  Gardner  11. 14       Jefferson  10. 12       Petersham  13.12       West  Hartland  11.30. 


September,  1988 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


55 


Daily   Precipitation  for   September. 

1938 
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...do 

Coast 

tiousatonic 

Coast 

...do 

Merrimac 

...do 

Charles  

Connecticut 

Merrimac 

Connecticut 

Coast  

...  do 

.02 
.01 

.08 

'."i? 

.16 
.06 

.ii 
tV 

.05 
.38 
.02 

■.'so 

.28 
.05 

.04 
.29 
■.03 

.01 
.02 
T. 

.30 
.11 
.26 
.18 
.10 
.45 

!68 
.06 
.25 

1 

f.- 

:::: 

'.'oi 

■.'07 
'.'03 
'.'62 

2.  43  2.  47 
.3l|  .01 
1.70  3.00 
1.74    .31 
.14    .02 
3,43    .80 
1.13  2.51 
.641  .24 
5. 42'1. 85 

12.20 
5.55 
9.93 

I  1  I'r  iT 

.21 
't. 

»hnoi:tii** 

ilclii.ui'g 

.39 
1.03 

'.'35 

1.40 

i.'2i 

1.42 
1.34 

i.'oo 

1.15 

5.85 
10  92 

'fwiihigham 

YanklJii" 

fHr.l"i<-k« 

10.12 
6.30 
14.54 

riiton** 

.40 

:;88 

.'37 

1  9« 

1  43 

.25 
.05 

'.'08 
.08 

't'.' 
.32 

'.'04 
T. 

■f.' 

'.'oi 

.02 
.08 
T. 

.04 

'.'13 

.05 
.01 
.06 

^^i 
n  g 

't.' 
t'. 

.08 

'.'62 
.08 

!07 
.46 
.47 

il 
.08 
.15 
.23 
.08 
.23 

.03 

.'6i 
.49 

T. 

f.' 

.18 

1 

18.28 
7.78 
8.70 
9.26 

.  ')rd;;;;' 

Coast  

...do 

Coiniecticut 

Housatoiiic 

Coast     

....do 

..do. 

'.'13 
.17 

.24 

'.'ie 
.02 

9.55 
4.83 
13.71 

•• 

2. 5011.  ,57  3. 00 
1.10    .56    .08 
.12    .40    .35 

2!  00  6!  901!  14 
.73'2,87[5  81 
.22!     9l|  .15 

4.61,2.53  2.89 
.98|2.58i3.32 

2.5717.851.67 

10  50 
7.18 

town 

.67 
.62 

;2i 

1.38 
T. 

f.' 

4.55 
6.00 

Re" 

M 

:  a  lis:;  :.■:.■ 

Thames 

Connecticut 

Coast 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

....do 

...do 

Coast 

...do 

Housatonic 

Connecticut 

....do 

Coast 

....do 

...do 

Quinebaug 

Willimantic 

Coast 

.01 

'.'io 

T. 
'.'04 

.03 
.06 
.14 
.04 
.11 

'."64 

.04 
.03 

.47 

T^ 
.05 

:S^7 
.01 

.19 
.05 

.63 
.14 

1.04 
.19 

15.  62 
12.21 
6.74 
12  94 

9.85 

T. 

.03 
.13 

f.' 
T. 

.38 
.20 

.44 
.07 
.64 

.55 

.24 

.'60 
.60 
.58 
.40 
.17 
.04 
.13 

15.89 
10.82 

.  rdand 
u.d*"... 

■■Hctit 

:  t 

:-]\ 

'"1 

.371.23! 
.5.3  1.08 
.491  04 

3. 08^2.  3fi 
1.97,2.50 
2  86' 1  89 

.00 
.18 
.17 

).08 
5.10 

5!  91 
5  16 

14.15 
11.92 
13.03 

tjand**. .. 

.09 

.12 

.'65 
.18 
.08 

'.01 
.08 

1.76'2.5i:2.6.5 

1.8016.1013.22 
1.04'5.30  3.02 
.82    .91iRai 
3.84      *|6.42 

""a 

■■  1 

aug 

d." 

13.03 
14.59 
14.52 

'.12 

.  .|.:.:ro9i 

B   destr'oyei 

12.63 

torrs [ 

'aterbnry i 

1 

i{ 

.56 
.14 

i.  62,: 

1.85  2 

.00[ 

■"1 

.211 

■1 

f.^ 

17  00 
11.52 

>  page  52  for  explanation  of  reference  marks. 


g§    10.16  at  llubbardston  on  the  20th. 


50 


CLIMATOLOGICAL  DATA:  NEAV  ENGLAND  SECTION 


September. 


Daily  Temperatures  for  September,   1983 


I     2  I     3  I     4  I     5  I     6  I     7  I     8  I     9  |  10  |   11  |  12  |  13      14  |  15  |   16  |   17  |  18  j  19  |  20      21  |  22 


24  I  25  I  26 


Bar  Harbor  (i 

Kaslport   

Fort  Kent  .. . 
Greenville  .. 
Hoiiltou    .... 

Lewistoii 

Milliiiocket.. 
Oldtowri  .... 
Portlinid  .... 
Rum  ford  .... 
Winslow   .... 


)  Maximum  . 
(  Mininiuui.. 
\  Maximuni . 
(  Minimum.. 
\  Maximum  . 
(  Minimum- • 
j  Maximum  . 
/  Minimum.. 
\  Maximum  . 
(  Minimum.. 
)  Maximum  . 
iMininnnn.. 
\  Maximiuii . 
(  Minimum- 
laximum . 


)  Max) 
'  Mini 


Concord  .  . 


First  Conn.  Lake 

Keene(near) 

Plymoutli 


Burlington  ... 

Newport  

Nortli field.  ... 
Rutland     .    ... 

St.  Albans 

St- Johnsbnry 
Woodstoek  ... 


)  Maximum. 
(  Miiiinuim.. 
\  Maxinunn  . 
(Minimum.. 
S  Maximum . 
/  Minimum.. 
)  Maximum  . 
/  Minimun-... 
)  Maximvnn  . 
i  Minimum.. 


i  iMinimum- 
)  Maxinunn  . 
)  Miniimmi. 
\  Waxinnnn  . 
(  Minimum. 
i  Maximum  - 
IMinimum.. 
j  Maximum. 
)  Mininunu- 
IMaximum. 
I  Minimum. , 
j  Maximum . 
(  Minimnm.. 


Amherst 

Boston 

Brockton 

Concord 

East  WarebaniT 

Fall  River 

Fitdiburg  

Lawrence 

Nantucket 

Stockbridse  .. 
Williamstown. 
Worcester 


)  Maximum 

)  Maxinuan 
i  Minnnum- 
*  ilaximum 
1  Minimum- 
\  Maxinunn 
/  Mininnuii 
S  Ma.\inunii 
f  Mininnnn 
)  JMaxinnun 
)  Minimum 
j  Maximun 
)  Minimum 
\  Maximini 
/  Minimnm 
S  Ma.Kinnuv 
(  Minimum 
(  Ma.Ninnm 
(  Minimum 
)  Maximun- 
)  Mininuim 
(  Maximun: 


„,,,,,  (  iMaximum 

Block  Island (Minimum. 

S  Maximum 

Kingston (Minimum. 

„       . ,  )  Maximum 

Providence j  Minimum. 

Conneclicid 
,,.,,  )  Maxinunn 

Cream  Hill iMinimum. 

Hartford \  iit^^unum. 

New  Haven \^ZS:. 

New  London V^^Z^. 

Norwalk \^^^^. 

Piitnara JMh^ZT. 


67!  62;  62j 

461  3»  471 

62  62j  62 

oil  431  5U 

541  62 


4(i 

47 

72 

59 

4H 

7? 

72 

55 

50 

I'r. 

73 

M 

51 

lA 

75 

M 

43 

7( 

72 

46 

42 

44 

361 

44 

5:J 

63, 

55 

36 

351 

37 

fi;j 

61! 

6(1 

45 

SSj 

41 

65 

7(1] 

(id 

51 

441 

44 

61 

63 

62 

4V 

41 

4(1 

6Sl  74 

421  48 

70  64 

48l  50 


62     68'     74 


49     36     39 


72     63 

52j     54 


71 

67 

51 

51 

75 

67 

5H 

54 

74 

7( 

5( 

57 

76 

6S 

42 

54 

69 

65 

I  I 

65]    701  69l 

531     58  41| 

62l     69!  61     58 

521    51  48     53 

67     60  65|    62 


78  66 

581  52 

77  70 

63  56 


Seepage  52  for  explanation  of  reference  marks. 


W.  B.  Boston-12-22- 
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NEW    ENGLAND    SECTION 


G.  H.  NOYES 


P«ice:  5  CENTS  A  copy;  25  cents  a  ykah:  (not  stamps). 

BEMITTANCl  PATABLS  TO  SUPERINTENDKNT  OP  DOCUMFSTS,   WASHINGTON,  D.  C. 


Vol.  L. 


Boston,  ^Iass.,  OCTOBER,  1938. 


No.  10. 


GENEKAIi  SXJMMART 

The  weather  during  October  was  favorable  for  all  out-of-door 
activities,  and  was  particularly  favorable  for  rehabilitation  work- 
in  the  hurricane-swept  areas  of  the  Section.  Lack  of  rain  com- 
bined willi  warm  weather  and  low  humidities  developed  an  ex- 
tremely dangerous  forest  tire  hazard  by  the  middle  of  the  month, 
but  losses  from  this  source  wore  kept  at  a  minimum  by  warnings 
and  adequate  precautions.  Moderate  to  heavy  rains  during  the 
last  decade  gradually  decreased  the  danger  of  forest  fires.  On 
the  12th  and  17th,  temperatures  rose  to  the  middle  and  upper 
80's  over  wide  areas,  establisliing  record  high  temperatures  for 
so  late  in  the  season.  Killing  frosts  occurred  generally  over  the 
Section  except  along  the  immediate  coast  by  the  8th,  but  the 
mild  weatlier  that  followed  favored  the  completion  of  harvesting, 
potato  digging,  and  fall  plowing.  e.  s. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
106  records,  was  52.5°,  which  is  3.0°  above  the  mean  for  the 
past  51  yf'ar.«.  The  average  temperature  for  the  northern  division 
was  50.0° ;  for  the  southern  division,  55.0°.  The  highest  month- 
ly mean  was  58.6"  at  New  London,  Conn. ;  the  lowest  was  43.4° 
at  Presque  Isle,  Me.  The  highest  recorded  was  91"  at  Fitch])urg, 
Ma.^s  on  tiie  12th;  the  lowest  w&s  19°  at  Plymouth,  X.  H.  on 
the  Sth,  and  at  Fort  Kent,  Me.  and  Bloomfield,  Vt.  on  the  31st. 
The  greatest  montlily  range  \vas,67-^!at  Nashua,  N.  H.;  tlie  least 
was  30°  at  Block  IslaiTMl-,  R.  I.  The  grefitest  daily  range  was  50° 
at  Franklin,  X.  H.  on  the  14th. 


PRECIPITATION 


Tlie  average  monthly  precipitation  for  the  Section,  based  on 
186  records,  was  2.40  inches,  which  is  1.13  inches  below  the 
mean  for  the  past  51  years.  The  average  precipitation  for  the 
northern  division  was  2.30  inches;  for  the  southern  division, 
2  '•'>  inches.  Tiie  greatest  montlily  amount  reported  was  4.83 
s  at  Falmouth,  Mass. ;  the  least  was  0.91  inches  at  Xorth- 
;,  Vt.  The  greatest  amount  in  24  hours  was  3.18  inches  at 
Fall  River,  ^lass.  on  the  24th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  6,  which  is  3  below 
the  mean  for  the  past  51  years. 

The  average  snowfall  for  the  Section,  based  on  186  records, 
was  0.0.     The  mean  for  the  past  51   years  is  0.2  inch. 


WIND,  SUNSHINE,  CLOUDINSSS  AND   HUMIEITY 

The  prevailing  dire(!tion  of  the  wind,  based  on  118  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  9.2  miles  per  hour,  which  is  0.9  mile  per  hour 
below  the  mean 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
60  percent  of  the  possible  amount,  which  is  6  percent  above  the 
mean . 

The  cloudiness  was  somewhat  below  the  mean.  The  average 
for  the  Section,  based  on  127  records,  was  15  clear,  8  partly 
cloudy,  and  8  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  m.  observations  at  11  stations,  was  80  percent,  which  is 
1  percent  above  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 1st,  3-8th,  12th,  24-27th. 

Hal  OS,  lunar.— 'M,  6-7th,  10th,  12-Hth,  29th. 

Halos,  solar.— 2-M,  6th,  12-1 5th,  20-21st,  23d,  29th. 

Hail.  —  (dates  and  general  location) —  27lh,  in  jNlass.  at 
Brockton,  Haverhill,  Millbury,  Spot  Pond  and  Worcester. 

Thunderstorms. — 13th,  Eustis,  Me.  and  Houlton,  Me.;  27th, 
Durham,  N.  H.  and  general  over  central  and  eastern  tMass. 

Fog,  dense. —1st,  3-5th,  7-8th,  ll-20th,  24-31st. 

Sleet.  —  (dates  and  general  location) — 1st,  Hoosac  Tunnel, 
Mass.;  21st,  Enosburg  Falls,  Vt.;  25th,  P^ustis  Me.  and  First 
Connecticut  Lake,  N.  II. 

Frosts. —  (dates  and  general  location) — Killing  frost  occurred 
over  Section  except  along  the  immediate  coast  by  the  8th ; 
heavy  frost  along  immediate  coast  on  Sth  and  26th. 

tTornado  occurred  at  Brockton,  Mass.  on  27th  at  3:30  p.  m. ; 
duration  about  10  minutes. 


COMPARATIVE  DATA    (  Northern:  Maine,  Now  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1888 

18S9 

18'.!0 

1891 

1892 

1893 

1894 

1K95 

!S96 

1897 

1898 

1900"^'."''. 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929  

1930 

1931 

19:12 

19;!3 

1934 

1935 

19:-!  fi 

19:J7 

1938 

42.0 
42.5 
45.9 
45.7 
45.6 
49.3 
48.1 
42.7 
44.5 
47.9 
48.9 
49.2 
52.4 
47.6 
46.5 
47.2 
44.3 
46. 5 
47.7 
43.0 
50.0 
46.8 
47.9 
45.9 
49.2 
52.8 
49.9 
49.2 
48.0 
4.5.1 
48.2 
46.6 
52.6 
47.1 
45.0 
47.5 
47. 3 

4514 
50.1 
47.7 
46.0 
47.6 
49.9 
49.9 
46.3 
44.0 
47.1 
46.5 
46.4 
50.0 

Period 

47.1 

-1.5.6 

47.9 
48.5 
49.8 
50.0 
53.1 
52.  S 
46.7 
4S.2 


55. 8  ;  85 
52.0  I  82 
62.2       79 


53. 5 
49.4 
54.2 
54.4 
54.9 
53.2 
52.0 
49.0 
54.1 
53.7 
57.3 
52.3 
53.0 
52.4 
52.2 


50.5 
50.5 
55.  2 


No.  of  days  (all 
South        New  England) 


T., 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,   1938 


Climatologrical  Data  for  October,   1938 


Temperature,  in  degrees  Fahrenheit  I       Precipitation,  ia  incli' 


ai 


Maine 

Bangor  §  

Bar  Harbor  inear ) 
Brassua  Dauilt  — 

Eastport 

East  VViuthrop 

Ellsworth  

Eustis 

Fanniagton 

Ft.  Kairlield  (near) 

Fort  Kent 

Gardiner 

Greenville 

Hiramtt 

Houlton 

Jackman 

Lewiston 

Machias 

MadisonS 

Middledani 

Millinocl-;et§ 

Milo 

Moosehead 

North  Bridgton.... 

Oldtown 

Orono. 

Portland 

Presque  Isle 

RipogeunsDainUs- 

Rockland 

Rumlord 

The  Forks 

Upper  Dam 

Vanceboro  

WinslowttS 

Woodlands 

For  State     ••• 
New  Htwi})slUre 

Berlin    

Bethlehem •■■ 

Concord   

Dixville  Notch  ... 

Durham    

ErrolS  ■■■■■■■■■■■ 
First  Conn.  Lakett 
FiLzwilliam*.  •• 

Franklin 

GlenclilV   

Hampton .. 

Hanover  8  •■•■ 

Hiilsboro 

KeeneUiear)  § 

Lake  port 

Lincoln    ..    .... 

Manclifstcr 

Milan     


i«- 


New  UnrI: 

Newport  

No  I  til  Stratford.. 
PinkluunNolchn. 

Plyinoutli 

West  Stewailstowi 
Wolfboro  Falls- •• 

York  Pond    

For  State      •  •  • 


Mt.  Washington  J 
Veniioiit 

Bellows  Falls 

BeJininitlwu. 

Bloonitieldtl 

BrattlcboroS 

Burlington 

Cavendish 

Chelsea 

Cornwalltt 

Craftsbury  Com... 

East  Barnet 

East  Ryegiite 

Enosburg  li'alls  — 

Gilnian    

MaysMillU 

Newfane 

Newport  

Norllilield 

Re.Tdsboro 

Rochester 

Rutland 

St.  Albans  (near).. 

St.  Johnsbnry 

Searsburg  Mt 

Searsb\irgSta.tt.-- 

Somersettt 

VernonttS 

West  Burke 


Penobscot 

Hancock  .  .■ 

Somerset 

Washington  •■ 

Kennebec  

Hancock 

Franklin 

Franklin 

Aroostook 

Aroostook 

Kennebec 

Piscataquis  .-• 
Cumberland" 

Aroostook 

Somerset 

Androscoggin 
Washington  . . 
Somerset ...... 

Oxford.. 

Penobscot 

Piscataquis 

Somerset 

(Jumberland.. 

Penobscot 

Penobscot 

Cumberland.  ■ 

Aroostook 

Piscataquis.... 


Oxford , 

Washington  . 
ICennebec.... 
Washington  . 


(.'oos 

Gralton  

Merrimack — 

Coos 

Stralford 

Coos 

tU) 

Clieshire 

Merrimack  — 
Grafton   ...... 

Hockingham.. 

Graft. HI   

Hillsborough 

Kelknap,..." 


Sti-alior( 
Sullivan 
Coos • ■  ■ 


Fssex 

Wiii(ll)?.m  . 
Chittenden 


Essex 

idham... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  .  • . 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
B(-nnington 
Windham... 
Windham. .. 
Caledonia. .. 


2,  000 

.'5"0 
1,  050 


2,360 
1,660 
2.080 


+  2.9 
+  '2.'5 


+  3.6 
-LI 


+  2.0 
+  '3.4' 


+0.4C 
-1.48 
— 1. 6.1 
— 0.  62 
-0.67 


-0.  '28 
-0.30 
-1.43 
-0.54 


-1.67 
-0. 53 
-1.60 
-1.07 
-1.40 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  ].  Hatch 
State  Normal  School 
C  W.  Norswortliy 
W.B.Clark 
Samuel  D.  Sonle 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  I'aper  Co. 
Win lield  Heath 
N.  W.  Roberts 
C.  L.  ChadboiU'ne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  ICxperinient  Station 
Great  Northern  Paper  Co. 
George  J.  Cumming 
Charles  A.  Mixer 
Ruth  Durgin 
Uinon  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitney 
St.  (;roix  Paper  Co. 


Edward  Fenn 

George  E.  Tucker 

U.  S.  Weather  Bureau 

Sarah  H-  Gleason 

N.  H.  Agr.  t:ijllege 

Union  \Valer  Power  Co. 

Conn    Vailey  Lumber  Co. 

Waller  E.  Holies 

F.J.  Southmayd 

Stale  Sa,natorinm 

Frank  Ji.  Leavitt 

Dartmouth  College 

N.  11   Research  Forest. 

Robert  1'.  J  lay  ward 

Fred  Wiggin 

ICdward  A.  (Jarr 

Public  Service  Co. 

Androscoggin  Res.  Vo. 

Pennichuck  Water  Works 

E.  K.  To  bey 
H.  P.Shepiird 

F.  A.  Smitli 
J.  H.Dodge 
Mrs.  Hatlie  G.  Tr 
Claude 
Keinieth  '. 
U.S.  Bur 


Bilker  * 

th  Berry  If - 

ureau  of  Fisheriew- 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Cfl,a 
Everett  Orcltard.s  1 

(+1  orgi-  L.  Cooper  % 

Ravn'iond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane  ij, 

Mi-H  E.  M.  Dustin  1 

N.  E.  Power  Co.  ■ 

J.  F.  Devins  111  ft 

L.  H .  Poineroy  ft* 

Gilman  Paper  Co.  a 

Fred  May  tif 
Mrs.  .John  J.  Gerety        j 
Rev.  A.  B    Crichton         , 
U.  S.  Weather  Bureau 
N.  E.  Power  Co.  , 

E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Pa!rbaiii--s  Museum 
Cf.vzr  i'riggs+tt 
>:.  K.  Power  Co. 
L.  1.1.  Leonurd 
Conn.,  River  Power  Co. 
Oilman  W.  Ford  itt 


I 
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Climatologrical 

Data  for  October,  1933 

Stntions 

Counties 

1 

a 

I 

S 

Temperature,  in  degrees 

Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

ID 

1= 

1^ 

i 

i 

. 

1 

Pi 

In 

2 
0 

¥ 

•si 

1 

5 

Observers 

,'iiU  Cont'd 
lartford.... 
Liiver  Jc... 

Windsor 

Windsor 

Windham 

Windsor 

Windham  

Windsor 

400 

4>.lO 
1.4&0 

370 
1.640 

700 

0 
0 
0 
0 
0 
47 

9 

16 

19 
18 
21 

13 
103 
53 

53 
121 
43 

45 
26 
20 
66 
61 
51 

9 
34 
66 
41 
74 
63 
17 
33 
26 
18 
51 
19 
44 
19 
32 

9 
18 
46 
28 
41 
87 
83 
113 
28 
53 
13 
25 

9 
65 

27 
67 
25 
23 
26 
20 
38 
20 
62 
51 
52 
37 
25 
37 
44 
91 
42 
18 
10 
64 
43 
20 
39 
33 
49 
U 
28 
46 
82 

97 
45 
0 
07 

28 
15 
45 

20 

1.93 
2.  53 
1.78 
2.  34 
2.04 
1.72 
1.90 

1.S2 
2.  ■>•) 
1.  99 

'-6.2f 

-L35 

■-6.' 70 
-L15 

1.15 
L53 
0.65 
1.45 
1.27 
1.20 
1.53 

0.70 
I.3-) 
9.84 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 

3 

6 
4 

5 
6 

6 
6 
6 

Evi.  K.  Doubleday 
N.  E.  Power  Co. 
E   T   Sutton  tit 

51.0 

82 

12 

23 

8 

46 

12 
20 
17 
12 
16 

13 
21 

13 
11 

8 
11 
8 

8 
3 

7 
6 
8 
8 

10 

DW. 
SW. 

nw. 
u. 

Olcott  Fall.s  Co 

Stou 

.:.,i-k 

r  dtate 

50.2 
49.6 

52.  4 
55.2 

+  3.5 
+  2.7 

'  +  '4.1 

80 
85 

88 
So 

17 
12t 

121 

21 
19 

30 

8t 
SI 

8 

47 
49 

49 
42 

William  S.  Eaton 

■  ^aehiiietta 

.-. r^tii■.■.^l"":; 

.K>i..iunnt    

Bechwood* 

Bill.'  imuJS 

Bosiou 

Berkshire 

Hampshire 

Middlesex 

Norfolk  

.     do  

SafTolk 

750 
217 
227 

70 
640 

17 
540 
110 
600 
1.360 
124 
3t'8 
139 

IS 
S70 
190 

50 
402 
172 
240 
1,110 

15 
165 
325 
950 

50 
1.650 

90 
800 

i.oao 

30 

148 

57 

85 

■       190 

53 

97 

■^75 

330 

100 

35 

63 

350 

1.400 

C5 

1.700 

920 

1.037 

1,6.50 

1.050 
40 
25 
400 
720 
160 
199 
556 
850 
20 
20 
200 
520 
450 
210 
222 
900 

960 
625 

9 
54 

0 

0 
54 
68 

0 
45 

0 

0 
54 
34 
52 
13 

0 
52 

54 
54 
0 
0 
9 
2 
0 

39 
0 
0 
8 
0 

30 

0 
45 
54 
54 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 
21 

0 
52 

0 
52 
37 

9 

0 

0 
28 

0 

9 
25 
55 
38 

0 

0 
13 
10 

0 
40 

0 
46 

N.  E.  Power  Co. 
Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 

State  Dept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  LoriUK  11.  Ueed 
City  Engineer 
.State  Dept.  Public  Health 
state  Uept.  Public  Health 
Met.  Water  Works 
Met.  Water  Works 
Fred  A  Tower 

54.6 
56  0 

56.' 2' 

+  3.4 
+  2.4 

'  +  '2.'9 

84 
87 

"si' 

17 
17 

"iV 

35 
■35" 

7 

7 

■■■26" 

28 
30 

37 

2.  84 
2.43 
2.23 
2.  52 
2.15 
2. 59 
2.83 
2.46 
1.96 
4.39 
2.09 
4.05 
4.83 
1.87 
1.95 
2.21 
2.43 
2.88 

-6.  79 
-0.72 
-1  04 
-0.80 
-1.37 
-1.41 
-0.50 
-0.90 
-1.08 

-i'M' 

+0.41 
+  0.87 
-1.24 
-1.14 

-o.'si' 
-0.43 

1.28 
1.71 
1.  30 
1.05 
0.76 
1.25 
1.37 

1138 
1.81 
0.  76 
3.18 
2.71 
0.68 
1.36 
L23 
1.16 
1.50 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

10 
5 
7 
4 
5 
8 
7 

10 

7 
9 
7 
5 
7 
6 
11 

■■7' 
6 
6 
8 
7 
8 
7 
9 
7 
5 

7 
4 

5 
7 
8 
6 
10 
10 

5 

5 
7 
4 
5 
9 
7 
7 

14 
10 

6 

10 

11 
11 

ue. 

Worcester 

Plymouth 

Hampden 

Hampshire 

SuiToIk         

Broikton§    

UiiesUT* 

Clk-z-ierlleld* 

Chestnut  Hill§.-... 

14 

10 

7 

ue. 

57.2 
51. 2 
54.4 
5.1.6 

+  4.7 
+  2.8 
+  4.5 

8-f 
86 

78 

lit 

12t 
12 
12 

35 
28 
29 
30 

8 
8 
8 
20 

41 
40 
43 
37 

Worcester 

Middlesex 

Plymouth 

Berkshire 

22 
13 
17 

2 

8 
4 

7 

10 
10 

ne. 
ne. 

E«st  Wftreham  ... 

Kgr.'montn*...---- 

Joseph  L.  Keller 

State  Dept.  Public  Health 

Richard  (;.  BrlKhati. 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M   Barker 

Bureau  of  Entomology 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

56.0 

55.8 
56.1 

+  2.9 

85 

17 

36 

8 

31 

12 

11 

8 

ne. 

t-alniouthj:* 

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

f  5.4 

+  4.5 

91 

85 

12 
17 

i 

8 
26 

44 

37 

12 

12 

7 

nw. 

52  6 

52.4 

84 
86 

17 

18 

36 

27 

8t 

31 

39 

10 
6 

13 
13 

12 

ne. 

Franklin 

Middlesex 

Worcester 

Essex 

Franklin 

Hampden 

Berkshire  ...... 

Worcester 

Barnstable 

2.13 
2.30 
2.51 
2.  44 
2  80 
1.80 
2. 36 
4.30 
2.20 
2.  .33 
2. 15 
3.03 
1.95 
2.37 
2.93 
2.51 

2.  on 

2.  32 
2.58 
3.79 
3.35 
1.44 
2.13 
2.74 

2.  17 

2.^36 
2  94 
2.44 
2.64 

-1.05 

—0^49 
-1.37 
-0..5S 

-i  25 

+0.83 
-0.94 
-1,21 
-1.05 

+0.  re 
-1.12 

-0.98 
—0.61 

'-i'i5 

+0.46 
-0. 39 

-1.05 
-1.35 
-0.78 
-1.19 
-1.25 
-1.82 
-1.54 
-0.91 
-0.09 
-0.59 

0.97 
0.88 

o!79 
0.95 
0. 56 
0.79 
1.69 
1.07 

i.oa 

1.55 
1. 1')  J 
1.36 
1.36 
1.73 
1.40 
0.81 

l!31 
1.07 
1.21 
0.61 
0.76 
1.68 
0.  ffl 
0.94 
0.  70 

0.97 
1.21 
1.05 

'^:::E: 

56.3 

+  3.0 

S5 

17 

3:i 

8 

33 

17 

8 

6 

!l;.::::;;r:i^:.: 

]]^-::i:'l^ :::::: 

42 

16 
21 

2 

13 

5L9 

83 

12 

27 

8 

N.  E.  Power  Co. 

State  Dept   Public  Health 

55  4 

+  2.1 

75 

12t 

39 

26 

25 

ii 

9 

ii 

13 

9 

ne. 
nw. 

St.ite  Teacher's  College 
State  Dept.  Public  Health 
E.  P.  Mitchell 

Worcester 

Middlesex..     . 

Essex 

Middlesex...... 

S;srs« 

55.2 
53.6 
55.2 

+  4.0 
+  2.6 
+  3.5 

85 
86 
85 

17 
17 

28 
32 
33 

81 
8 

42 
30 
33 

]\Iet.  Water  Work« 
E.ssex  Company 
Props.  Locks  .\i  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  R    Hoelzel 

21 

'5 

'5' 

Mi.Ml^t.oro* 

Plymoudi 

Milionl* 

Worcester 

Franklin 

Nantucket 

Bristol 

Worcester 

Berkshire  

I'lynioutli     

Berkshire 

Worcepior 

Berkshire  

Hampsliin- 

PlymouUi  ... 

Worcester 

Barnstable  

Essex  

State  Dept.  Public  Health 
N.  E.Power  Co 

17 
14 
12 
20 

7 
2 
5 

7 

15 
14 

8 

u. 

;!:,,,t'^7ueciiy::: 

.56.0 
58.0 

+  1.8 
+  5.6 

77 
85 

12 
17 

45 
41 

2S 
31 

22 
33 

U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 
State  l)ei)t    Public  Health 

4:„. :::::::: 

State  Deiit.  Public  Health 
Jlet.  Water  Works 

..SE::::: 

.52. 6 

+  3.9 

81 

12 

28 

8 

39 
34 

13 

io' 

10 
'6' 

8 
12' 

n. 
no.' 

Comr.  of  Public  Works. 
State  Dept.  Public  Health 

56.6 

+  5.2 

86 

17 

38 

26 

Plynioutli  Cordage  Co. 

56.8 

+  4.3 

79 

17 

18 

'ik" 

12  " 
17 

17 
121 

41 
'29' 

31 

'23' ■ 
.35 
29 
31 

26 

...... 

8 
8t 
51- 
8 

27 
37' 

4i 

36' 
30 
42 
40 

7 

13 

11 

ne. 

Irving  H.  McNMyr 

n.  S.  C.G.  station 

N.E.Power  Co. 

State  Dept.  Public  Health 

'°""-£:'e 

Franklin  

Worcester  ...... 

Middlesex 

Hampdo 

Worcester  .. 

Berkshire 

Essex   

Bristol 

Franklin    

Hampshire 

Worc.'s[Hr 

Hampden 

Middlesex 

Worcester 

Berkshire  

Worcester 

Worcester 

.53.8 

84 

88 

84 
81 
85 

8( 
82 

78' 

2.42 
1  76 
2.87 
2.73 
2.76 
1.84 
2.04 
3.91 
2.44 
2.27 

3^02 
2.09 
2.16 
1.43 
2.05 
2.46 
2.49 

2.94 
3.95 
3.79 
3.01 
3.48 

2.74 
2,66 
1.89 
2.  .52 

-1.22 

-o!3i 

-0.57 
-0.54 
-L60 
-1.20 
0.00 
-0.44 
-0.57 
-1.40 
—0.94 
-0.97 

-i.'62 
-1.10 
—0.51 
-1.02 

-0.  62 
Hi). 01 

-o.'ii' 

-0.15 

-0.41 
-0.72 
-1.98 
-0  43 

0.78 
0.9s 
1.50 
1.17 
1.13 
0.90 
1.05 
2.48 
1..59 
0  90 
0.80 
1.04 
0.95 
0.70 
0.62 
0.75 
1.09 
3.18 

2.02 
1.  7.5 
2.00 
2.17 
2.17 

0.67 
l.M 
0.97 
0.84 

0 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

n 
0 

0 

0 
0 
0 
0 

7 
7 
6 
5 
5 
4 
9 
7 
4 
7 

6 
5 

7 
5 

7 
8 
7 

9 

10 
7 
7 
8 

7 

7 
6 

18 

7 

6 

n. 

57.6 

.50.2 
52.7 
54.0 
56  5 

.55.' 6 
55.4 

si.'e' 

+  5.7 

+  'i.'4 

+  2.6 
+  5.6 

+  '3.1 

20 

4 

7 

nu. 

U.  S.  Armory 
Met.  Water  Works 
Np.sbit  H.  Bangs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P.  &  K.Co. 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Sanatorium 
W^eston  College 

'iwampscott 

?=tans:.:::: 

16 
16 
14 
12 

12 

6 
11 

3 
12 

n 

8 

se. 

"•-'tT»::::::::: 

17 
17 

29 
33 

26 

8 

8 

..... 

38 
31 

35  ■ 

22 
19 

3 
3 

6 
9 

ne. 

.;litOWIl§  ■-.. 

Wiuchendon* 

Worcester(a)§ 

For  State  • 

12 

11 

8 

u. 

Williams  College 

state  Dept.  Public  Health 

Clifford  L.  Davis 

54.8 
54.8 

•56. 4 
54.3 
.56.2 
56.6 
55  9 

+  3.3 
+  3.3 

+   1.5 
+  2.5 

'+'4.4 
+  2.8 

87 
91 

73 
87 
83 
86 
87 

12 
12 

12 

17 
17 

29 
23 

43 

29 
37 
38 
29 

8 
8 

31 
26 

8t 

S 
26 

37 
49 

20 
38 
31 
30 
38 

17 
IS 

17 
16 
17 
14 
16 

5 
7 

4 
3 
3 
9 
5 

0 
9 

10 
12 
11 
8 
10 

n. 
ne. 

SW 

nw. 
nw. 

Rho'le  Tfland 

Blocklsland 

Kingston    .  ■    . . 

Newport 

Washinston  ••.. 

Newport 

Providence   .... 

33 
100 

8 

58 
49 
0 
68 

U .  S.  Weather  Bureau 
Agr.  Exp.  Station 

Portsmouth 

Provideno* 

Agr.  Exp.  Station 
U.S.  Weather  Bureau 

Connecticut 
Baltic 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

140 

146 
262 

0 
0 

0 

The  Baltic  Mills  Co. 

Barkhamst^ad  .... 

aTof;;:.:::; 

Water  Bureau,  Hartford 

56.2 

.-■.'. 

87 

17 

34 

8 

36 

18 

9 

4 

nw 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

See  page  60  for  explanation  of  reference  marks 
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Olimatolosical  Data  for  October,  1938 


Temperalure.  in  degrees  Fahrenheit 


S      S      c  o      I 

a     ^     2       H 


Precipitation,  in  inehes 


Connecticut  Cont'd 

Colchester 

Colliusville 

Cream  llilllt 

Danbury 

East  Hiirtland   ■■•• 

Falls  Villages 

Hartford 

Lake  Konoiiioctt- 

Mt.  Oarmel 

New  Haven 

New  Loudon  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbury  

M'est  ILirtlan.i.... 
For  State.-   ■- 


New  London . 
Hartford  ■  •  • 
Litehlield  ••• 

Kairtield 

Hartford.... . 
Litchfield  ... 
Hartford  ••  •  . 
New  London. 
Neu  H 


do 


don 


Fuirfii'ld... 
Windham.. 
Litchfield  . 


Stedman  Storrs 

Edwin  R.  Wilder 

C.L.Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Works  I 

B.  W.  MoFarland  i 

U.  S.  Weather  Bureau       j 

Harry  G.  Tietjen 

L.M.  Com  stock 

U  S.  Dept.  of  Commerce 

P.  Hurliman 

Apr   Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


and 


Explanation  of  Reference  Marks  Used  on  Pag-es  58, 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of  pre- 
cipitation with  15  years  or  more  of  record_^ire  computed  from  a  normal  or  '  standard  mean]'   adjusted  to  a  uniform  3.5-year  period:  for  stations  of  lo  to  14  years  the  means 


id  of  record 


■  dates. 


f'lien 


Millinockat;  Winwlow,  Waterv 
field,  North  Str^itford,  N.  H.;  t 
-Massachusetts  -  .\sniand,  Fr 
Hill,    WestConiwall;  I-alie  ICo 

»  Record  furnislied  liy  Massacluisetts  Depar 


Reference  letters,  ".i','-,  appearing  in  the  table  indicate  nnuil>er  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 
;  supplied  by  Weather  Bureau.    1  i  1  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

Mills;  Brassua  Dam,  Rock  wood  ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
I.  Alton;  I'inkham  Notch,  Gorliam;  York  Pond,  Berlin  ;- Vermont— Bloom-  1 
..  \Vilniingt<m;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
outh,  llatchville;  Lake  Cochituate,  Framingham;  —Connecticut- Cream 


-New  Hampshire-First  C< 
vail,  Middlebnrv;  Mays  Mi 
ifTiiam;  Blue  Hill,  Milton; 
ac.  New  Londmi. 


Aziscol. 

OS  Dam, 

Wils 

I'ittsbu 

rg;NewDurh 

u ,  Mass 

:  Searsb 

irg  S 

,  South 

KKveniou 

t ;  Fa 

jntof  Public  Health. 


t  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  61 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
rvations.        ***  Ke"-nlar  Weather  Bureau  station  ;  precip'itation  is  for  the  24  hour  period,  midnight  to  midnight.    _     **  Precipitation  measured  in  the  morning;  amount 


Precipitation  included  in  that  of  next  measurement 


Precipitation  is  less  than  0.01  inch  rain  or  melted  1 


Explanation  of  Reference  Marks  Used  on  Pa&e  62. 
Ohservations  are  taken  in  the  uioriiiug;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


I'RKSSl 

RIC,  W 

IN!) 

,   HdMlDlTV.  AND  « 

INSH 

NIC 

Atmospheric  Pressnr 

Kelati^ 

e 

(reduced  to  sea  level) 

Humid 

l.v 

Stiitious 

s 

■3 

^ 

S 

StJ 

a," 

§ 

a 

P 

S 

bu  ^ 

9 

■5 

2 

i- 

£ 

01  0 

=8" 

S 

c4 

s 

'A 

^ 

^  = 

s 

0! 

w 

-<  > 

" 

-^ 

Amlierst 

39.12 

30.49 

3 

29.  53 

24 

5.3 

39 

24 

6B 

Block  Island   •   .  • 

30.  n? 

30.  SO 

2 

29.39 

21 

16.8 

44 

ne. 

30 

82 

73 

78 

7b 

Blue  Hill 

30.  K 

30.44 

3 

29.  42 

2n 

1,5.7 

ne. 

28 

83 

IJO^JtOU    

30  07 

30  44 

3 

29.  42 

24 

11.1 

33 

ne. 

30 

80 

61 

/h 

bl 

30,  .53 

3 

jy.  47 

25 

8.4 

29 

23 

8h 

VI 

/9 

bH 

''Concord  

?,(\.  V 

30.54 

3 

29.  43 

25 

5-1 

21 

w. 

25 

91 

55 

59 

30.  07 

30.  n 

30.  b 

30.  52 
30  54 
30.  54 

■J9.  25 

2b 

9.9 

40 

s. 

24 

88 

75 

60 

Greenville 

3 

29.  48 

25 

3.5 

17 

s. 

S6 

54 

78 

44 

Hartford  

30  0'.)^  30.47 

3 

29.  50 

7.9 

28 

ne. 

80 

52 

:«.1)S;  30.40 

23 

29.  33 

24 

17.2 

46 

ne. 

31 

88 

82 

89 

Neu    ibn'i'U 

30.091  30,  « 

3 

29.  49 

20 

7.4 

21 

ne. 

30 

81 

60 

■/2 

64 

30.12    30  56 

3 

29.  .52 

25 

6.3 

2! 

sw. 

24 

91 

56 

53 

P      tl'in  1 

3 
2 

29.39 
29.44 

25 
21 

8.0 
10.9 

29 
81 

s. 

24 

74 
_80_ 

62 
55 

68 
72 

62 

Providence 

80.  OS 

I  30.  43 

61 
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Daily  Precipitation  for   October.   1938 

Stations 

Drainage  basin 

Day  of  month 

1 

i|. 

3 

4 

s 

ej  7 

8 

9 

10 

11 

12  1  13  1  14  1  15 

16  1  17  1  18 

19 

20  1  21 

22 

23 

24 

25 

26 

■^■' 

28 

29 

30 

31 

Maine 

astiH,rf"  

.ll*«unl» 

,u»t 

arri.nstoii 

on  ivi'iu 

Coast 

....do 

Kennebec 

! 

T. 

.07 
.06 

1 

T.  L  _  _ . 

.08 
.02 

.05  .10 
.48   .29 

1.15 

i!oi 
1.74 

.59 
.20 
.35 
.4b 

1.46 
.71 
.02 

1.04 
.38 
.18 

'.03 
.01 

f.' 

t. 

.14 

.1:1.... 

.02 

.08 
.07 
.01 
•?4 

.75 
.21 
.66 

:41 
.34 

'.'61 
.61 
.79 
.20 
.54 
.70 
.27 
.57 

St  John . 

■ 

.06 

.09 
.06 
.05 

.16 
.2( 
.64 
.51 

2  03 

.07 
.OS 

.02 

tv 

T. 

.01 

tv 

T. 

.07 

.64 
.33 
1.98 
2.02 
2. 28 
1.04 
1.4b 
1.1( 

'.i 

1.48 
1.77 
.02 
1.92 
2.45 

.08 
1  2f 

8  22 

reenvUle 

...do 

St  John .          

.02 

.... 

.01 

TV 

'.'65 
.04 

.01 
T. 

t 

.01 

2  73 

.021  .60 

2  93 

.08 

.16 

.03 

'.'os 

.26 

.3V> 

01 

.04 

.08 

AndroscogKiu   .... 

■r. 

T. 

|muockei" 

SrthBrUlgtou... 

:g^S':::::: 

^RenusDam... 

T. 

.07 

".ia 

2.71 
3.24 
2. 23 
2.84 
3.63 
2.74 

rt'nobscot   

....do 

'.'ii 

.01 

.02 
.4b 
.55 

\^ 
.56 

■!■. 

.16 
t. 

Penobscot   

Coa^t 

St.  John 

.45 
.04 

T. 

tV 

.25 
.06 

'.'oi 

T. 

T.' 
.27 

T. 

T. 

■.'26 

■.'67 

t'.' 

T. 

'."is 

.08 

T. 
.53 
.12 

!32 

.02 
.65 
.70 

.Of 
.49 

"tv 

f.' 

T. 

.01 

2  74 

Andro.scog8in   .... 

Kennebec 

....do 

St  Croix 

Androscoggin 

Merrimac 

■.'06 
T. 

tV 
t" 

.06 
.19 

■.'is 

.03 
■I- 

T. 
1.31 

.70 

2.49 

jBWfora 

.03 
f.' 

Hrw  Hmnpthire 

.04 

.01 

T. 

tv 
tv 

.02 

'.07 

T. 
T. 

.01 

".'ii 

.03 

T. 

.18 
.20 

'J'. 

f.- 

T. 

2  59 

.65 
.14 
.42 
.60 
.55 
.54 
59 

.09 

T. 

3.50 

2]  07 
3.56 
2.45 
2. 33 
2.21 
2.45 
2.34 
3.21 

*f '";,,, :: 

Sst'l'onn.  Lake! '. 

Coast 

Connecticut 

.03 
'.06 

'.'oe 
'.'64 

.87 

.30 

.26 
.04 

.02 

.06 

.04 

.-lb 
.02 
.01 
0' 

T. 

.85 
.lb 
.01 
.22 
1.59 

1.37 
1.64 
1.64 
.07 
1.34 

.06 
.01 
.01 

SrUr).::::: 

do 

07 

.05 

.62 

.52 

'.'82 

tew  Durham ••.... 
towporf 

do. 

.01 

.02 

.02 

.32 

.06 

do 

T. 

.07 
T 

.08 

'.'26 
.02 

.04 

.60 
.48 

.51 

■."13 
.63 
.41 

'.hi 
.22 
.05 

.4( 

.01 

.22 
1.51 

03 

'.'76 
1.35 
1.11 
.67 

.8; 

.85 

i.ni 

T. 

iV 

.04 
.03 

'1'. 
.20 

T. 

.98 

tv 

!oi 
'.'is 

T. 

1.99 

2:49 
1.37 
2.06 
1.57 
1.18 
2  25 

Vermont 
ttooiulieUl  ..   

Connectitut 

...do 

Champlain 

Connecticut 

.02 
T. 

'.'io 

f. 
T. 

i-V 

■.'oi 

f.' 

't.' 

T. 

.02 
T. 

T. 

loe 

T. 
.37 

t'.' 

1.31 

.04 
.12 

T 

■f. 

ionnvall   ........ 

:no-l>iirg  Falls.... 

as.,--;:::: 

.12 
T. 

St.Luwrence. !!!! 
Champiain 

.08 

T. 

.06 
.02 

.18 
.16 

T  ■ 

T. 

.12 
.04 

'.'.'.'. 

'.'67 

.01 

.14 
.02 
.23 

T. 

.07 

0.91 
1.56 

■r-:i::::::;::: 

do 

T. 

.... 

.Ob 

.... 

]31 
.U 
■V. 

'.'65 
.M 

.  03 

.76 

'.'ie 
.59 

.41 

.69 
.40 
.02 
1.2( 

1.35 

I '.25 

.21- 
.42 
3.1-< 
2.71 
.68 
1  36 

.29 
.80 
.9H 
.03 

'.'63 

.n., 

1.27 
.29 
1.84 

:::: 

.06 

'!i2 

'.'62 
■.'16 

.06 
.07 
.12 

'.'40 
.30 

T 

.26 

'.■M 
.27 
.19 
.22 
.14 
.38 
.39 
.07 
.20 
.10 
.08 
T. 
.09 
.16 
.13 

.15 

.'i 
.30 

'02 

.15 
.36 
.01 

".2C 
.13 
.41 

1.60 
2.11 
1.58 
1.72 

2.49 
2.84 
2.43 

2!  46 

.04 

.-.!" 

.K 

"x; 

tV 

T. 

.43 

,(i 
.16 
.04 

■.'41 

.19 
.12 

■!67 

.'62 
.02 

■'65 
.02 

...  do 

Connecticut 

Coast   

Coiiiiepticnt 

M.'rriinac 

...do 

Coast 

■!•. 

.in 

.01 
■.'77 

.... 

;;;• 

••: 

,05|T 

!3ii.;:. 

■.'67 

....  .01 

.... 

T. 

■.■30 
.40 

.34 

.05 

.01 

.37 

4.39 
2.09 
4.05 

l!87 
1.95 
2.21 
2.30 
2.51 
2.36 
4.30 
2.20 
1.95 
3.79 
3.35 
2.13 
1.82 
2.94 
2. 64 

Coast 

...do 

TV 

■57 
.02 

.15 
.29 
.05 

nq 

t" 

.09 
.22 

.04 
.03 

|i|::| 

do 

Cliarles 

.10 
.02 

.02 

.09 
.55 

'.'61 

.... 

.10 

.88 
T. 
.79 

13 

'.'is 
■.'10 

iV 

.54 
.36 

'.'29 

1.23 

L27 
.79 
1.69 
1.07 
1.36 
.99 
1.16 
.76 
.40 
.97 
1.05 

'.'si 

'.'66 

t'.' 

'.'12 
'.'36 

'.'49 
.51 

'!.38 
.03 

'.'63 
.03 

'.'io 

'.12 
.05 

Merrimac 

Connecticut 

.03 
'36 

■iV 

TV 

do 

.68 

.13 
.25 

'.'63 

.05 

T. 
1.07 
.15 

•ii«:::::: 

Coast 

do 

.01 

T. 

.04 

.01 

.17 
.05 

i.'2i 

.01 

.04 

.71 

.44 

•v;;;; ;;;; 

lie 

iV 

.21 

■:28 

.05 

.04 
.05 

.29 
.15 

.06 

■r. 

.91 
.97 

.06 

'^wn 

T. 



#:e 

.05 

.06 

.24 
'1' 

.08 
.74 
30 

1.00 

.22 

.96 
1.17 
2.48 
1.59 
.62 
.75 
1.09 

2.01 
1.75 

.... 

.17 

'.'6i 

.09 

.35 
.13 
.62 

.02 
.20 
T. 
.04 
.06 

'.03 

'.'on 

■.'67 

T. 

.'64 

■.'08 

.16 

:S 

.30 

'.'06 

1.76 
2.73 
3.91 
2.44 
1.43 
2.05 
2  46 

Coast 

.15 

'1' 
T. 

.58 

.28 
.03 
.13 

.07 
.45 

tV 

.34 

Connecticut 

Blackstone 

T. 

.04 

.18 
.28 

.26 
.14 
.08 

.01 
.12 

•f 

.72 
.01 

.01 

.28 

'.'i7 

.01 
1  m 

!nX... 

.06 
.03 
.04 

.27 
.20 
.92 
1.04 
.04 
.01 
.11 
.61 
.17 
.22 
.48 

.02 
.01 
.0! 

.02 

2.94 
3.95 
3.01 

1.89 
1.84 
1  96 

do 

.15 

■r. 

.30 

t^^ 

;.o»".':::: 

pi: 

....do 

.02 

.01 

2  17i 

.97 

■74 
.65 
.80 
.92 
.92 
.85 
1.01 
.48 
.74 

.35 
.17 
1.43 

.02 

.09 

T. 
t. 

.02 

;o6 

.17 
.32 
.28 
2.10 
.13 
.31 

.10 
.22 
.51 
.32 
.27 
.16 
.07 
.07 

■.'ig 

.10 
.36 

T. 
T. 

'.'62 

.38 
.25 

1.56 
2.16 

T. 

T. 

.26 

t".' 

....do 

.04 

.36 

Qninebau?  

Willimantic 

T. 

T. 

'.'48 
.10 

.34 

.20 

Horn 

1.44 

JVaterbury 

T. 

T. 

See  page  60  for  esplanation  of  reference  marks. 
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Daily  Temperatures 

for  October, 

1938 

Day  of  Month 

stations 

Mean 

1 

2 

3 

' 

5 

6 

7 

± 

^ 

10 

'1 

12 

13 

^ 

15 

_16_ 

1" 

IS 

^ 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Maine 

Bar  Harbor  (near) 

Maxiuiuni .  . . 

58 

56 

59 

58 

67 

60 

61 

56 

56 

65 

78 

77 

69 

69 

71 

68 

58 

57 

02 

60 

52 

50 

57 

68 

57 

68 

57 

56 

51 

68 

60.2 

Minimum.... 

42 

37 

38 

39 

42 

41 

30 

32 

39 

42 

61 

57 

56 

53 

60 

52 

37 

42 

56 

45 

36 

32 

47 

48 

33 

46 

45 

42 

43 

34 

12.7 

Eastport  

S  Maximum  .  ■  • 

55 

57 

55 

56 

63 

51 

53 

53 

68 

62 

75 

60 

62 

61 

61 

68 

53 

56 

02 

54 

49 

49 

59 

57 

52 

57 

54 

49 

49 

44 

56.3 

Minimum.... 

45 

40 

43 

44 

45 

39 

37 

39 

41 

45 

46 

49 

52 

54 

50 

48 

46 

39 

44 

51 

43 

49 

40 

48 

46 

44 

41 

38 

43.8 

Fort  Kent 

1  Maximum  .  •  • 
!  Minimum 

50 
39 

56 
30 

63 
29 

66 
30 

60 
34 

46 
30 

54 
23 

21 

42 

62 
33 

77 
44 

82 
45 

77 
52 

09 
44 

64 
41 

62 
37 

52 
27 

58 
36 

50 
40 

61 
39 

47 
31 

53 
23 

54 
35 

56 
36 

59 
25 

55 
32 

61 
32 

46 
29 

44 
30 

45 
19 

.57.9 
33.8 

Greoiiville  

1  Maximum.  •• 

56 

58 

68 

67 

46 

54 

60 

54 

56 

72 

84 

82 

73 

74 

70 

64 

55 

04 

62 

48 

47 

45 

58 

46 

56 

62 

51 

55 

50 

46 

.58.6 

(  Minimum. ■■ 

43 

37 

26 

29 

30 

34 

27 

21 

38 

37 

32 

40 

47 

50 

54 

37 

62 

30 

34 

48 

40 

34 

22 

30 

39 

25 

40 

39 

31 

35 

20 

35-8 

Houlton  

.Maximum  ... 

57 

66 

57 

61 

63 

50 

54 

67 

54 

62 

65 

83 

74 

72 

70 

61 

55 

55 

64 

62 

48 

50 

58 

61 

58 

60 

66 

45 

46 

45 

69.4 

'Minimum.... 

34 

34 

26 

26 

34 

32 

21 

22 

35 

35 

34 

42 

52 

62 

38 

42 

32 

29 

30 

40 

40 

25 

40 

39 

41 

40 

34 

34 

34 

24 

344 

■•••(■ 

1  Maximum  ... 

59 

63 

64 

60 

72 

66 

56 

66 

60 

60 

74 

83 

5S 

65 

00 

74 

78 

63 

74 

67 

67 

69 

61 

64 

69 

55 

60 

61 

55 

60 

63.4 

'  Minimum  — 

43 

40 

37 

36 

38 

33 

29 

40 

44 

41 

47 

48 

54 

55 

49 

48 

40 

46 

52 

40 

34 

34 

47 

38 

32 

45 

46 

46 

41 

32 

41.7 

JtilliiiooUet 

S  Maximum... 

56 

57 

63 

64 

70 

58 

57 

61 

68 

.59 

62 

85 

81 

70 

72 

69 

62 

55 

57 

67 

69 

49 

47 

58 

57 

58 

59 

56 

49 

48 

45 

60.2 

(Minimum... 

43 

35 

27 

29 

31 

36 

23 

24 

34 

40 

36 

52 

46 

61 

56 

42 

51 

29 

34 

49 

43 

35 

23 

37 

40 

28 

41 

36 

33 

35 

29 

37.0 

OUUown  

,  Maximum... 

57 

57 

59 
34 

60 

67 
36 

66 

63 
30 

56 

57 

58 

65 

77 

79 

74 

07 

69 

67 

59 

62 

67 

64 

63 

51 

60 

61 

55 

60 

59 

67 

64 

56 

61.6 

'  Minimum...- 

45 

40 

28 

40 

43 

36 

43 

60 

55 

67 

64 

53 

36 

43 

57 

45 

37 

28 

45 

40 

46 

43 

40 

40 

32 

41.1 

Portland  

1  Maxinnnn  . . . 

60 

60 

59 

60 

64 

54 

64 

56 

62 

62 

66 

81 

76 

60 

69 

56 

83 

56 

72 

66 

56 

63 

60 

59 

59 

55 

51 

57 

66 

54 

48 

60.8 

'  Minimimi 

45 

44 

43 

44 

44 

41 

38 

37 

47 

44 

48 

56 

55 

55 

56 

60 

.52 

47 

52 

51 

47 

42 

43 

49 

41 

38 

45 

48 

48 

42 

30 

46.0 

Rnmford  

1  Maximum  .  •  • 
)  Minimum... 

40 

62 
34 

62 
31 

62 
32 

72 

.55 
30 

59 
26 

64 
25 

57 
44 

61 
43 

77 
40 

85 
47 

83 

72 

76 
50 

76 
43 

77 

65 
33 

70 
36 

60 

66 

62 

58 

59 

60 

69 

51 

61 

56 

52 

63.7 

33 

46 

49 

49 

38 

27 

44 

29 

35 

43 

40 

38 

20 

37.1 

Winslow  

jMaxinmm... 

45 

62 
27 

27 

63 
30 

73 
31 

69 

60 
24 

21 

64 
37 

63 

73 
36 

84 
40 

84 

72 

75 

63 
31 

69 

09 

63 

54 

53 

61 

61 

59 

63 

64 

60 

53 

65.4 

1  Minimum.... 

41 

36 

46 

52 

56 

60 

49 

41 

50 

42 

34 

25 

43 

38 

31 

42 

42 

40 

37 

30 

38.0 

New  Hiwipshi.i-e 

Berlin  11 

(Maxinunn... 

53 

57 

61 

69 

68 

63 

61 

66 

61 

57 

76 

86 

86 

76 

76 

76 

75 

65 

78 

02 

51 

50 

61 

57 

48 

60 

62 

62 

66 

54 

54 

63.4 

i  Minimum.... 

yy 

39 

27 

29 

27 

40 

21 

21 

30 

42 

33 

43 

44 

46 

36 

40 

29 

35 

42 

40 

26 

43 

40 

26 

37 

39 

36 

21 

34.7 

(Maxinmni... 

59 

61 

66 

72 

56 

58 

64 

59 

63 

79 

86 

82 

67 

76 

79 

84 

69 

75 

66 

60 

57 

61 

63 

58 

65 

60 

62 

62 

58 

54 

65.9 

Conconi 

(Minimum.... 

43 

38 

33 

33 

32 

43 

33 

28 

38 

46 

40 

46 

47 

57 

54 

4S 
72 
46 

61 

40 

49 

50 

43 

37 

37 

48 

38 

30 

44 

51 

49 

43 

31 

41.9 

Durliam 

1  Maximum.  .- 
'  Minimum.. ■■ 

58 

58 
31 

61 
32 

65 
36 

68 
27 

68 
40 

65 
34 

66 
26 

64 
37 

63 
34 

78 
33 

84 
41 

42 

51 

73 
65 

43 

81 
36 

70 
38 

76 

58 

39 

67 
32 

62 

61 
36 

65 
29 

62 
34 

67 

59 
60 

66 

53 

06.8 

39 

31 

47 

48 

34 

38.5 

First  Coun.  Lake 

S  Maximum... 

56 

48 

36 

58 

58 

63 

37 

69 

02 

46 

59 

70 

68 

78 

70 

72 

63 

57 

63 

58 

46 

43 

59 

49 

43 

69 

62 

67 

61 

50  57.4 

(  Mininumi.... 

84 

35 

26 

29 

30 

32 

20 

21 

23 

36 

35 

37 

40 

48 

46 

45 

29 

29 

45 

36 

30 

24 

28 

30 

34 

34 

31 

20  32.5 

Keene  (near) 

,  Maximum... 
(Minimum.... 

611 

58 
27 

60 
26 

64 
29 

68 
28 

57 
43 

55 

65 
21 

33 

61 

76 
.30 

84 
41 

78 

69 
52 

75 
55 

83 
43 

72 

71 
44 

53 

38 

58 
31 

61 
36 

60 
51 

66 
40 

64 
26 

68 
36 

60 

61 
61 

57 
41 

53 
29 

64.8 

36 

37.5 

^  ■^''"""  ' 

S  Maximum  ... 
(Minimum... 

57 
40 

59 
30 

58 

69 
30 

65 
25 

60 

65 
21 

60 
19 

55 
31 

59 
41 

75 
30 

80 

78 
40 

69 
45 

74 
47 

35 

78 
41 

64 

73 
31 

09 
50 

55 
35 

49 
30 

54 
25 

56 
42 

54 
32 

60 
22 

55 
28 

60 
40 

65 

44 

58 

50 
20 

62.8 

28 

28 

38 

33.6 

\'ermniit 

(Maxinunn... 
(Minimum.... 

51 
41 

55 
37 

69 
34 

59 
34 

63 

34 

48 
33 

60 
28 

57 
28 

46 

61 
44 

70 
40 

77 
50 

77 
61 

72 
66 

71 
50 

71 

45 

42 

60 

66 
55 

62 
46 

58 
43 

46 
33 

61 
33 

57 
45 

62 

61 

54 

45 

48 

43 

45 
34 

45 
28 

58.6 
40.5 

38 

38 

38 

Newport  

iMaxinmm... 

'Minimum.... 
S  Waxinnim  ... 

53 
39 
51 

58 
42 
56 

56 
32 

59 

58 
32 
61 

60 
34 
65 

62 

36 
.50 

49 
27 
63 

50 
28 
62 

49 

56 
44 
58 

39 

76 

78 
48 
82 

77 
57 
80 

71 

54 
73 

69 
53 
72 

67 
43 

76 

69 
49 
74 

54 
34 
65 

70 
44 

77 

61 
63 

56 
43 
53 

46 
35 

48 

00 
31 
59 

55 
50 
55 

54 
36 

61 

59 
33 
62 

54 

50 
40 
60 

66 
35 
62 

49 
30 
49 

51 
26 
51 

59.0 
40.2 
61.5 

Novtlilield 

'  Minimum-  .- 

31 

30 

27 

29 

29 

27 

21 

22 

45 

37 

33 

40 

48 

49 

42 

37 

38 

34 

42 

45 

37 

27 

27 

44 

30 

27 

36 

38 

36 

28 

20 

34.1 

Maximum .  •• 

55 

56 

63 

6-1 

66 

55 

?4 

64 

65 

69 

73 

83 

81 

76 

74 

78 

67 

75 

69 

55 

61 

64 

67 

55 

67 

55 

.53 

50 

49 

48 

62.9 

Kiitland  

Mininnun-..- 

35 

32 

30 

33 

31 

25 

42 

34 

35 

39 

49 

50 

49 

41 

50 

37 

42 

55 

43 

37 

33 

43 

42 

31 

37 

39 

33 

38 

29 

38.0 

St.  Albans 

Maximuni.  .. 
IMininnuu 

8t-Johnsbnry  

55 
35 

58 
40 

63 
28 

6i 

31 

31 

60 

57 
24 

65 
23 
65 

59 
45 

60 
44 

33 

si 

42 

si 

44 

75 
45 

72 
52 

i? 

74 
50 

63 

7i 
37 

69 
56 

59 
43 

.60 

58 
29 

56 
50 

55 

62 
27 

62 
38 

65 
40 

6i 

34 

59 
37 

66 
24 

64.'6 
37.5 

3b 

32 

32 

38 

1  Maximum  . .  - 

56 

58 

61 

66 

69 

61 

57 

66 

63 

78 

72 

79 

73 

72 

77 

80 

06 

78 

71 

67 

.53 

60 

56 

56 

63 

89 

65 

63 

57 

54 

64.8 

Woodstock  

28 

26 

30 

2i> 

3'.; 

22 

21 

39 

31 

31 

40 

41 

47 

47 

35 

46 

32 

38 

63 

39 

33 

29 

61 

37 

26 

33 

44 

44 

39 

2] 

■i5.b 

Mamidini't 

/.--■ 

>ia>:iM!unl. 

60 

61 

63 

65 

72 

55 

67 

67 

63 

fio 

79 

85 

78 

65 

78 

82 

85 

67 

71 

64 

63 

02 

61 

fi2 

56 

06 

58 

63 

65 

61 

54 

66.3 

Ai..bei>l 

40 

35 

41 

37 

33 

46 

36 

30 

43 

3B 

37 

46 

54 

59 

64 

45 

61 

52 

63 

50 

42 

3.=. 

45 

48 

45 

35 

44 

62 

53 

49 

41.0 

\  Alaxi'.innn  .  .- 

6-i 

67 

57 

61 

72 

65 

62 

6U 

63 

64 

78 

83 

79 

62 

65 

61 

87 

61 

72 

73 

60 

68 

64 

64 

55 

65 

64 

50 

57 

52 

46 

63.4 

Boston 

'flinh-„n.... 

48 

43 

44 

46 

46 

46 

38 

47 

46 

49 

56 

57 

67 

52 

52 

57 

60 

53 

;'5 

49 

4-i 

50 

53 

45 

43 

52 

52 

61 

46 

40 

48.6 

65 

60 

56 

58 

73 

71 

50 

57 

64 

66 

77 

82 

78 

68 

78 

76 

87 

84 

70 

79 

70 

63 

64 

64 

63 

63 

68 

60 

66 

54 

50 

66tS 

BrocUlon 

46 

40 

41 

44 

39 

47 

38 

37 

43 

41 

43 

51 

50 

58 

56 

46 

50 

51 

46 

55 

46 

41 

43 

49 

41 

35 

49 

52 

50 

48 

38 

,  Vl,  ■•i-i'iuin 

63 

65 

62 

66 

73 

67 

57 

05 

64 

65 

79 

SO 

6'' 

79 

80 

87 

68 

73 

72 

61 

61 

64 

64 

58 

66 

68 

56 

61 

fi8 

48 

rjonionl 

'  Miiiiinuhi 

44 

37 

35 

36 

34 

40 

30 

29 

38 

38 

38 

45 

63 

57 

64 

49 

54 

44 

48 

50 

42 

34 

40 

50 

35 

31 

41 

51 

49 

45 

31 

1  Mil  vinunn  .  •■ 

65 

57 

68 

68 

69 

64 

68 

66 

64 

66 

69 

78 

71 

67 

71 

72 

71 

60 

66 

71 

60 

59 

63 

65 

60 

69 

69 

57 

63 

SO 

Kast  Warelianil'  •. 

'  Mi  nil  iun!-.-. 

48 

38 

50 

32 

44 

33 

37 

36 

36 

36 

44 

54 

58 

56 

49 

52 

46 

S2 

58 

48 

37 

37 

52 

43 

30 

53 

53 

60 

43 

1  Maxinunn  .  -. 

65 

58 

60 

61 

71 

67 

63 

59 

62 

64 

76 

83 

77 

(;2 

68 

72 

85 

66 

67 

77 

61 

62 

63 

63 

68 

03 

67 

60 

58 

52 

49 

fall  Kiver 

1  Minimum 

46 

40 

41 

42 

41 

45 

37 

42 

47 

54 

56 

57 

55 

56 

54 

64 

50 

50 

57 

47 

41 

47 

49 

43 

37 

53 

52 

52 

48 

40 

(  MaxiMUim... 

63 

65 

60 

67 

55 

56 

71 

64 

SO 

91 

82 

63 

80 

87 

87 

79 

75 

70 

65 

66 

64 

63 

63 

67 

65 

60 

61 

58 

52 

FiKliburg  

1  Minimum.... 

40 

37 

36 

38 

36 

45 

33 

28 

41 

4S 

41 

66 

49 

65 

50 

43 

56 

43 

47 

60 

43 

37 

42 

60 

42 

31 

40 

51 

48 

45 

36 

I  tlaximuu) .  ■  - 

60 

61 

58 

63 

64 

66 

66 

58 

62 

6C 

73 

83 

76 

60 

08 

75 

86 

63 

70 

09 

56 

55 

63 

62 

50 

05 

66 

57 

60 

56 

51 

'"■'^ 

(  Minimum.... 
i  Maxinunn  .  -  - 

44 
62 

38 
56 

38 

38 
68 

33 

36 

32 

40 

41 

47 

51 

57 

54 

47 

51 

46 

54 

44 

52 

42 

42 

50 

47 

45 

35 

66 

67 

56 

52 

67 

59 

0! 

68 

77 

04 

63 

60 

71 

61 

64 

62 

02 

68 

59 

04 

58 

01 

65 

68 

56 

63 

50 

Naiitncltet 

(  Minimum 

52 

51 

53 

48 

47 

51 

48 

49 

49 

49 

53 

65 

56 

57 

50 

50 

51 

49 

50 

58 

50 

47 

47 

55 

48 

45 

56 

55 

52 

49 

47 

j  Maxinunn  .  ■■ 

54 

66 

57 

.59 

61 

52 

63 

58 

56 

58 

70 

78 

72 

08 

70 

73 

77 

64 

69 

66 

54 

65 

60 

60 

53 

62 

64 

62 

55 

50 

8to<'kbriiit?e  

1  Minimum 

38 

30 

31 

31 

31 

42 

31 

23 

40 

31 

34 

42 

46 

64 

50 

37 

41 

40 

50 

46 

40 

36 

38 

46 

40 

30 

38 

44 

50 

42 

30 

i  Maxinunn  .  -  ■ 

55 

56 

59 

60 

62 

51 

52 

69 

55 

58 

71 

77 

74 

70 

69 

75 

78 

65 

74 

61 

56 

55 

62 

60 

62 

62 

57 

64 

61 

58 

48 

Williamstown 

(  Minimum.--. 
(  Maxinnim .  •• 
(  Minimum... - 

39 

32 

32 

35 

34 

4(1 

31 

26 

42 

40 

36 

46 

51 

58 

48 

41 

47 

47 

52 

60 

44 

40 

42 

47 

43 

40 

46 

52 

42 

30 

61 

62 

60 

64 

72 

53 

54 

65 

62 

65 

77 

87 

77 

04 

76 

86 

72 

72 

70 

59 

64 

62 

56 

64 

63 

56 

60 

54 

48 

Worcester 

41 

39 

30 

40 

35 

46 

34 

29 

46 

39 

43 

57 

51 

58 

53 

47 

54 

61 

49 

54 

44 

41 

38 

60 

40 

34 

43 

51 

49 

46 

35 

■m 

Rhode  Is!a 

id 

!■ 

(Maximum... 

63 

59 

58 

61 

65 

58 

53 

60 

64 

64 

67 

73 

68 

04 

02 

63 

73 

60 

64 

68 

60 

58 

60 

63 

57 

61 

65 

60 

58 

64 

49 

Block  Island 

(Minimum-... 

51 

47 

50 

■19 

49 

49 

45 

44 

60 

50 

51 

68 

58 

59 

54 

52 

53 

54 

54 

58 

49 

48 

54 

51 

48 

46 

56 

54 

51 

48 

43 

(Maximum... 

67 

58 

59 

62 

65 

53 

61 

65 

66 

70 

80 

72 

64 

73 

74 

87 

74 

65 

76 

61 

61 

62 

63 

65 

62 

60 

61 

55 

50 

Kingston 

(  Mininunn.... 

45 

41 

41 

44 

31 

41 

40 

35 

38 

34 

34 

44 

48 

58 

54 

46 

49 

49 

39 

55 

46 

35 

38 

52 

41 

29 

M 

53 

51 

46 

41 

Providence 

(Maximum... 
(  Minimum..-. 

63 

58 
43 

6S 

62 
46 

70 
45 

56 
46 

51 
39 

60 
38 

64 
47 

65 
45 

76 
51 

77 
66 

76 
57 

07 
00 

75 
57 

75 
52 

86 

64 
54 

69 
52 

79 

68 

59 
48 

60 
44 

61 
46 

65 
50 

58 
44 

63 
43 

67 
53 

59 
52 

58 
60 

52 
47 

% 

4»/ 

48 

CoMiedic 

t 

*  Maxinunn  ... 

58 

62 

63 

65 

66 

56 

57 

64 

60 

62 

v. 

83 

73 

72 

74 

82 

82 

69 

67 

61 

60 

60 

58 

60 

52 

63 

61 

58 

63 

56 

54 

64. 

Cream  Hill 

(Minimum.... 

40 

^f 

38 

36 

40 

42 

33 

33 

42 

41 

54 

63 

57 

56 

51 

56 

51 

46 

53 

40 

39 

45 

52 

37 

37 

44 

44 

40 

43 

34 

48. 

(  Maximum  . .- 

61 

62 

70 

56 

67 

65 

64 

6b 

7( 

84 

74 

70 

76 

77 

87 

67 

68 

71 

60 

61 

63 

64 

59 

61 

61 

00 

61 

65 

66. 

Hartford 

(Minimum.... 

45 

40 

40 

4C 

38 

48 

39 

34 

47 

43 

43 

50 

56 

6( 

59 

51 

62 

54 

52 

49 

46 

41 

47 

48 

44 

3( 

48 

53 

52 

49 

40 

49. 

i  Maxim\nn.  •• 

63 

63 

67 

56 

66 

66 

66 

66 

76 

79 

72 

72 

76 

86 

68 

76 

59 

60 

02 

63 

60 

6r 

65 

62 

61 

5-1 

66. 

New  Haven 

(  Minimum... - 

47 

40 

40 

41 

42 

47 

39 

49 

46 

48 

52 

57 

6; 

59 

63 

56 

66 

66 

57 

47 

43 

47 

48 

44 

39 

51 

bj 

53 

49 

41 

48. 

(  Maximum.  .. 

68 

70 

60 

68 

66 

76 

79 

80 

70 

82 

75 

05 

79 

64 

63 

62 

63 

01 

f 

66 

6i 

56 

52 

«67.^^ 

New  Tjondon 

f  Minimum-... 

44 
67 

41 

70 

50 
60 

42 

4C 
6- 

48 
64 

4- 
6S 

48 
76 

52 
82 

57 
72 

63 

70 

69 
73 

62 

77 

56 
87 

65 

54 
70 

69 

77 

47 

44 
62 

46 
62 

58 
63 

44 
00 

52 
64 

55 
60 

6e 

6C 

44 
59 

<:49.t 
67- i 

(  Maximum  ... 

63 

62 

65 

Norwalk 

(  Minimum.... 
(  Maximum  .- 

4: 

70 

35 
69 

40 

f7 

32 

78 

40 
55 

2£ 
6C 

4( 

36 

37 

76 

46 

46 

76 

67 
65 

58 

77 

46 
79 

47 

52 
64 

41 
09 

76 

40 
57 

36 
59 

37 
57 

56 

37 
64 

30 
62 

36 
62 

49 
60 

53 
60 

57 

42 

1\ 

K 

84 

Putnam 

(Minimum-'.. 

44 

40 

40 

44 

36 

49 

3C 

43 

3' 

39 

4' 

51 

58 

65 

44 

45 

51 

43 

53 

41 

32 

35 

5] 

39 

31 

52 

52 

49 

47 

3! 

4S.( 

Seepage  60  for  explanation  of  reference  marka. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


NEW    ENGI.ANn    SECTION 


G.  H.  NOYES 


Vol.  L. 


Boston,  Mass.,  XOVEI^IBER,   1938. 


11. 


GEKEHAX.  SUMMARY 

Abundant  snowfall  and  unusual  extremes  cf  temperature 
featured  the  weather  during  November.  The  storm  of  the  24- 
2oth,  and  that  of  the  '27tli,  together,  produced  a  total  snow 
depth  equal  to  more  than  three  times  the  normal  amount  for 
^is  month.  The  first  half  of  the  month  was  very  dry,  but  heavy 
rains  on  the  lH-20th,  and  the  subsequent  snowstorms  produced 
sufficient  precipitation  to  bring  the  average  for  the  month  almost 
up  to  normal.  'J'cmperatures  averaged  well  above  the  montlily 
mean  in  all  sections.  On  the  7th  temperatures  rose  to  the  middle 
and  upper  70's  at  many  stations,  and  to  80°  at  Fitchburg,  Mass., 
equalling  the  record  high  temperatxire  for  November.  The  only 
period  of  protracted  cold  was  fronj  the  24th  through  the  29th. 
On  the  26th,  minimum  temperatures  approached  record  lows 


over  the  northern  division,  and 
low  in  the  southern  division  of  - 


tablished  a  record  November 
-10°  at  Adams,  Mass.  E.  s. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
105  records,  wa-s  40. o°.  wliich  is  2.5°  above  the  mean  for  the 
past  51  years.  The  average  temperature  for  the  northern  division 
ifas  37.4° ;  for  the  southern  division,  -13.6°.  The  higliest  month- 
j  mean  was  48.8°  at  Nantucket,  Mass.;  the  lowest  was  32.0° 
it  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  80° 
it  Fitchburg,  Mass.  on  the  7th;  the  lowest  was  -19°  at  "White 
River  Junction,  Vt.  on  the  26th.  The  greatest  niontb].y  range 
,vas  93°  at  White  River  Junction,  Vt. ;  the  least  was  46°  at  Nan- 
ucket,  Mass.  The  greatest  daily  range  was  50°  at  Gardiner,  Me. 
»n  the  26th.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 

16  records,  was  3.05  inches,  which  is  0.4!  iiicli  l)elow  the 
aean  for  the  past  51  years.  The  average  precipitation  for  the 
orthern  division  was  2.75  inches;   for  the  southern  division, 

36  inches.  The  greatest  monthly  amount  reported  was  4.76 
nches  at  Hyannis,  Mass.;  the  least  was  1.22  inches  at  Fort 
Cent,  Me.  The  greatest  amount  in  24  hours  was  2.15  inches  at 
'almouth,  Mass.  on  the  20tb.  The  average  number  of  days 
.ith  .01  inch  or  more  of  precipitation  was  12,  which  is  2  above 
he  mean  for  the  past  51  years. 

The  average  snowfall  for  the  northern  division,  based  on  84 
ecords,  was  16.5  inches;  for  the  southern  division,  based  on  77 
ecords,  12.3  inches;  for  the  Section,  based  on  161  records,  14.5 
aches,  which  is  9.8  inches  above  the  mean  for  the  past  51  years. 

WIND,  SUNSHINE,  CI.OUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  119  records, 
ras  southwest.  The  average  velocity,  based  on  the  records  at 
5  stations,  was  10.1  miles  per  hour,  which  is  1.4  miles  per  hour 
elow  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
0  percent  of  the  possible  amount,  which  is  7  percent  above  the 
aean. 

-  The  cloudiness  was  slightly  below  the  mean.  The  average 
or  the  Section,  based  on  128  records,  was  11  clear,  7  partly 
loudy,  and  12  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 

:30  p.  m.  observations  at  11  stations,  was  80  percent,  which  is 


4  percent  above  the  mean. 


Da.TES  OF  MISCELLANEOUS  PHENOIiENA 

^«roms.— 7th,  9-lOth.  18th,  21st,  26th. 

Hnlos,  lunar.  — l-7ih,  9-12th,  29th. 

Ha/os,sr>/»r.— 2(1,  5th, 8th,  ll-12th,  16th, 20tl),26-27th, 29th. 

Hdil. —  (dates  and  general  location) —     None. 

Thunderstorms. — 9th,  Portland,  Me. ;  loth,  Hoosac  Tunnel, 
Mass.;  15th,  Block  Island,  R.  I.;  19th,  Hyannis,  Mass.  and 
Block  Island,  R.  I. 

Fo^,  rfe'».se.— l-13th,  16-26th,  2yth. 

Sleet.  —  (dates  and  general  location) — 10th  and  ISth,  Brassua 
Dam,  Me.;  14th,  Rockland,  Me. ;  15th,  Adams,  Mass. ;  17th, 
widely  scattered,  western  Me.  and  eastern  Mass.;  19th,  widely 
scattered,  western  Me.  and  central  N.  H.;  23-27th,  occasional 
occurrences,  extreme  southern  portions  of  N.  H.  and  Vt.,  and 
Southern  New  England,  with  general  occurrences  on  23d  and 
24th;  30th,  First  Connecticut  Lake,  N.  H. 

Frosts. — (dates  and  general  location) — Killing,  over  extreme 
southeastern  portions  of  Southern  New  England  not  affected  in 
October,  on  1st  and  several  subsequent  dates,  reaching  to  all 
sections  on  the  2oth. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  ConneotiCTit.) 


1930  -. 
1931... 
1932... 
1933... 
19.34... 
1935... 
1936... 


Temperature 


1904 

19(15 

1906 

1907 

190S 

1909 

1910 

1911 

1912 

1913 

19U 

1915 

1916 

1917 


1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

192S  


Precipitation 


No.  of  days  (all 
New  England) 


6.2     3.56       2.5     10     10 
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November,  1938 


Climatological  Data  for  Novemlier,   1938 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

BaugurS  

BarHiU-bor  (ueur) 
Brassua  Damtt  — 

KastporL 

EastWiiithrop.  •■• 

Ellsworth  

Eustis  

Fanuinston 

Ft.l''ainield(noar) 

I'-ort  Kent 

Gardiner 

Greenville.. 

Hiramtt 

Hoiilton 

Jacknian 

Lewiston 

Macliias 

MadisonS 

Middle.Uuii 

IvIilli\U)eUolS 

Milo _• 

Moosehoivd 

North  I'.ridgton... 

OUltriwn 

Orom), 

Porllaii.l 


P:i'.- 


The  KorUs 

Upper  Dam  — 

Vauci-'boni 

\Virislu\vt;§  .••. 

Woodlaiidg  .■•• 

For  State 

Nein   Hwnpshi 

Berlin    

BethU'h.nii  .... 

Coueurd    

Dixviil.'^'olch 
Diuliiii.i    


Fitzwiia 


.iiketi 


iikli 


(ilenc.--^ 

Hampton . .. 

Hanover  § 

Hillsboro 

Keenelnear)  §  • 

Lakeport 

Lincoln-..   

Manclie.ster 

Milan 

Nashua  §......• 

Newl)nrham«- 


Noith  Stratford.. 
PinkhamNotclilt. 

Plymouth 

West  .Stewartstow: 
Woll'boro  Falls... 

York  Pond 

For  State      •  •  • 


Mt.  Washington  J 
Vermont 

Bellows  Falls 

Bennington 

BloomtieUnt 

BrattleboroS 

Burlington 

Cavendisli 

Chelsea 

Corn  wall  tt 

Craftsbury  Com.. 

EastBarnet 

East  Ryegate 

Enosburg  Falls... 

Gilmaii  

MaysMiim 

Newfane 

Nevpport 

Northfield 

Readsboro 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Johnsbury 

Searsburg  Mt 

SearsburgSta.Jt- 

SomersetJt 

Vernontl§ 

West  Burke 


Keii.ieb 


Piscataquis  .•  ■ 
Cumberland- • 
Aroostook .... 

Sonier.set 

Androscoggin 
Washington  .  • 
irst'L...... 


)rd . 


Aroostook  .. 
I'iscataquis.. 

Knox 

Oxford 

Somerset  — 

O.Kford 

Washington 
KoniiebiH'... . 
Washington 


Cioos 

Grafton 
McrriiUii 


Chosiiire 

Morriiuack... 
Grafton  ..... 
Kockingluim. 


Hillsboro. 

Coos 

Hillsboro.. 
Stratford  .  • 
Sullivan .. 

Coos 

do.. 

Grafton... 

Coos 

Carroll  ... 
Coos   


ttc.nden. 


Windsor . . . 

Orange 

Addison  ... 

Orleans 

Caledonia  • 
Caledonia  ■ 
Franklin  . . 


Windham... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  . .. 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
Bennington 
Windham-.  • 
Windham... 
Caledonia. .. 


750 

507 

1,244 


+  4.0 
+  2.5 
+  4.0 


+  2.7 
+  2.9 
+  3.5 


+  2.6 
+  'i.'5 


+  3.2 
+  '2.'l 


+  1.9 
+  0,9 

+  4.8 
+  3.5 


+  3.8 
+  "2.'7 


+  0.40 
-2.01 
-0.74 
+0.87 
-1.17 
-0.26 
-0.84 
-2.10 


-0.35 
+0.  23 
-0.48 


+0.26 
+0.  -iH 
-0.  12 


+0.01 
-1.42 
-0. 15 


+0.94 
-0.50 
+0.02 
-0.90 
-0.9.5 
-0.11 


Bangor  Hydro  Electric  Co. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  G«it 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  8.  Weather  Bureau 
C.C  P.  &  L.  Co. 
William  U.  Gumming 
P.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  OOi 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Grnat  Northern  Paper  Co. 
Winfield  Heath 
N.  W.  Roberts 

C.  L-Chadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weatlier  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
George  J.  Cumming 
Charles  A-  Mixer 

Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Edward  Fenu 
George  E-  Tucker 
U-S.  Weather  Bureau 
Sarah  H-  Gleason 
N.H-Agr.  College 
Union  Water  I'ower  Co- 
Conn .  Valley  Lumber  Co. 
Walter  B.  Bolles 
F.J.  Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  U.  Research  Forest. 
Robert  P.  Hay  ward 
Fred  Wiggin 
ICdward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Pennichuck  Water  Work 

E.  E.Tobey 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisher 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  6.  Taplin  tfl 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  P.  Devins  1tt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  Mav  tit 
Mrs.  John  -T.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
B.  E.  Ordway 
George  H.  Ross 
George  S.  Rand  \ 

Fairbanks  Museum 
George  BriggstU  j 

N.  E.  Power  Co.  , 

L.  L.  Leonard  ; 

Conn.,  River  Power  Co) 
Gilman  W.  Ford  ttt 


See  page  66  for  explanation  of  reference  marki. 
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Climatologrical  Data  for  November,  1988 


Temperature,  in  degrees  Falirenheit 


L 


Precipitntion,  in  inphe 


&.S 


Windsor . . . 
Windsor . . . 
Windbam  . 
Windsor . . . 
Windham  . 
Windsor . . . 


Berkshire  •■ 
Hampshire 
Middlesex  .. 
Norfolk  .... 
do  .... 

Snflfolk 

Worcester  -. 
Plymouth  .. 
Hampden  .. 
Hampshire . 

Sullolk 

Worcester  •■ 
Middlesex  . . 
Plymouth  .. 
Berkshire... 

Bristol 

Barnstable.. 
Worcester  .  ■ 
Middlesex  •  • 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  .... 
Middlesex  . . 
Worcester  . . 

Essex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  .• 
Barnstable.- 


Middlesex  . . 

Bristol 

Plymouth  ■■ 

Essex 

WorcesttT 
Worcester  .. 
Franklin  ... 
Nantucket  ■ . 

Bristol 

Worcester  •  • 
Berkshire  .. 
Plymouth  ■  • 
Berkshire  ■- 
Worcester  • . 
Berkshire  •■ 
Hampshire  ■ 
Plymouth  . . 
Worcester  .  ■ 
Barnslablo.. 

Essex   

Franklin  ... 
Worcester  .  • 
Middlesex  .. 
Hampden  . . 
Worcester  -. 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hamp.shire . 
Worc-stcr . . 
Hampden  ■• 
Middlesex  .  • 
Worcester  .. 
Berkshire  ■ . 
Worcester  . . 
Worcester  . . 


Newport  — 
WashinKton 
Newport  ■  • 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


190 
53 

27.^ 

330 

100 

35 

63 

350 

1.  400 

65 

l."00 

9-20 

1.037 

1,650 


+  5.0 
+  3.0 
+  3.3 


+  4.3 
+  '5.i' 


+  2.3 
+  3.4 

+  3.9 


'7.5' 


+0.31 
-n.'62 


fO.  14 
-0.44 
-0.31 
4  0.08 
— 0. 53 
-1.30 
-0.64 
—0.04 
-0.12 


-0.43 
-0.49 
-0.28 

-6.25' 
1-1.35 
-0.35 


+0.  t2 
--0.'34 


+0.19 
—0.44 
+0.  .53 
-1.26 
-0.57 
+  0.71 
-0.73 
-1..38 
-0.35 
-0.17 
+0.50 
-0.45 
-0. 25 
+0.45 
-0.06 
+0.93 
+0.03 
-0. 23 
-0.36 
-0.41 
-0.39 
+0.19 


+0.44 
-0.10 
+0.09 
-0.21 


+0  37 
+0.36 
+0.67 
-0.11 


Evil  K.  Douhlcday 
N.  E.  Power  Co. 
E.  T.  Sutton  tit 
Olcott  Falls  Co. 
Walter  Adams  til 
William  S.  Eaton 


N.  E.  I'ower  Co. 

jMass.  Af;r.  E.xp.  Sta. 

Met.  Watei'  W  ork.s 

Ktate  Uept.  I'ulilic  Health 

Blue  Hill  Ob.serviilcry 

U.  H.  Weiithcr  liiirrau 

Mrs.  LoriiiK  11.  lie^-.i 

City  Engineer 

•state  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  \Vork.s 

Met.  Water  Woncs 

Fred  A.  Tower 

Joseph  L.  Keiley 

•state  Dept.  Public  Health 

Kichanl  C.  Bri-han. 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dppt.  Public  Health 

state  Dept.  Public  Health 

Halpli  jl.  liiirker 

liurtau  of  Entomology 

•Slate  Dept   Public  Health 

State  Dept.  Public  Health 

City  ICngineer 

State  Dept.  Public  Health 

A.  W.Ladd 

N.  E.  Power  Co. 

SI  ate  Dept.  Public  Health 

Stiite  'i'eachei's  College 

•State  Dept.  Public  Health 

E.  P.  Mitchell 

Mel.  Water  Works 

K.'i^.sex  (.'oinpatiy 

Props.  liocks  .V  (,'aiials 

•■-tate  Dept.  Public  Health 

State  Dept.  Public  Health 

W'lliani  Jt.  Hnelzel 

State  Dept.  P.iblic  Health 


Powt 


Charlotte  A   Ihaun 
U.  S.  Weather  Bureau 
City  Engineer 
Stare  Dept.  Public  Health 
State  Dept.  Public  Health 
state  Dept.  Public  Health 
State  Dept.  Public  Health 
Jlet.  Watei-  Works 
Comr.  (if  Public  Works. 
State  Dept.  Public  Health 


Irv.iig  H.  McN;iyr 

II.  S.  C.  G.  Station 

N.E.  Power  Co. 

Stale  Dept.  Public  Health 

Met.  Waterworks 

IT.  S.  Armory 

Met.  Water  Works 

Ni-sl)it  H.  liiings 

Weston  IC.  Lewis 

Water  Works 

Turners  Palls  P.  A  E.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  College 

Met.  W'ater  Works 

Williams  OoUe.ne 

state  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
AgT.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


I  page  66  for  explanation  of  reference  marke 
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Olimatologrical  Data  for  November,  1938 


Temperature,  iudsfrreea  Fahrenheit 


Precipitation,  in  inches 


^« 


Connecticut  Cont'd 

Colclioster 

Collinaville 

Cream  Hilllt 

Danbury 

Kast  Hartland  — 

Falls  Villages 

Hartford 

Lake  Konomocjt" 

Mt.  Carmel 

New  Haven 

New  I,ondon 

Norwalk  

Putnam 

Salisbury 

3torrs§ 

VVaterbury  

West  Hiirfland — 
For  State- •   •• 


New  London- 
Hartford  .  •  ■ 
Litchfield  -•- 

Fairlield 

Hartford 

Litchfield  -.. 

Hartford 

New  London. 
New  Haven  - 

do  

New  London- 

Fairfield 

Windham 

Litchfield  - .  - 

Tolland 

New  Haven  . 
Hartford  — 


+  0.31 
+6.'49 


Stedman  Storrs 
Edwin  R.  Wilder 

C.  L.  Gold 
Thomas  F-  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Worlw 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietlen 

L.  M.Corastock 

Civil  Aeronautics  Autb, 

F.  Hurliman 

Agr   Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartfotd 


Explanation  of  Reference  Marks  Used  on  Pagres  64,  65,  and  66. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cinitation  with  is  vears  or  more  of  record  are  computed  from  a  normal  or  'standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of' record  are  U'Jed.  Reference  letters,  ",b,c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 

on  otlier  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttt  Observer  for  New  England  I'ower  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

tt  Post-ortioe  addresses  of  these  stations  are  as  follows:  Maine— Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Millinocket;  Winslow,  Waterville;-New  Hampshire-First  Conn.  Lake.  Pittsburg;  New  Durham.  Alton;  Pinkham  Notch,  Gorham  ;  York  Pond,  Berlin;- Vermont— Kloom- 
field  North  Stratford,  N-  H.;  Cornwall,  Middlebury;  Mays  Mills,  Colrain,  Mass.;  Seavsbiug  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
-Ma!ssachus6tts-  Asliland,  Framingham;  Blue  Hill,  Milton;  Egremont,  Soutli  Kgrenjoiit;  Falmoutli,  Hatchville;  Lake  Cochituate,  Framingham;  —Connecticut- Cream 
Hill,    West  Cornwall ;  Lalse  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  t  Not  included  in  summaries. 

Explanation  of  Reference  Marks  tTsed.  on  Page  67. 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.         ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Hi 


()l)servations  : 


Explanation  of  Reference  Marks  Used  on  Page  68. 

taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PIlKS.miKK,   WINM).  HUMIDITY.  AND  SIJNSHINK 

■Sf 

Atmospheric  Pressure 

Relative 

(reduced  to  sea  level) 

Humidity 

7 

Rtatioofi 

J2 

0 

d 

1 

S 

2 

II 

ti 

ci 

g 

a 

J 

a 

a 

0 

►J 

^> 

Pi 

'-' 

" 

0-0-, 

Amherot 

30-17 

30.64 

?fi 

29.  f>7 

13 

6.2 

44 

14 

52 

Block  Island  •  -■ 

30-1- 

30.  59 

26 

29.  35 

25 

17,1 

52 

nw. 

25 

79 

73 

76 

Blue  Hill 

I^O.IH 

30.  sa 

3 

29.  43 

25 

17.7 

56 

w. 

14 

b2 

67 

76 

50 

30.  61 

26 

29.  49 

25 

11  6 

39 

V6 

62 

'/'2 

54 

30.1(1 

;W.  62 

26 

29.41 

13 

11.  S 

34 

s. 

22 

S2 

71 

77 

41 

;^o.i- 

30.68 

26 

29.45 

13 

5.2 

24 

nw. 

25 

90 

68 

39 

30.0fc 

30.63 

26 

29.22 

2b 

11,6 

42 

n. 

25 

86 

76 

81 

47 

'' 

Greenville 

Hanover 

30.12   30.69 

96 

29.47 

13 

4.8 

23 

w. 

14 

86 

66 

83 

.39 

30.16   30-65 
30.1-2   30.59 

26 

29  CO 

25 

8  4 

29 

05 

78 

58 

29. 15 

25 

15.5 

51 

n. 

25 

90 

84 

90 

New  Haven 

30.1 -51  :'.n.64 

2ti 

29.54 

25 

9.2 

32 

n. 

25 

81 

65 

75 

62 

North  field 

3(1. 1 21  :!0.fi7  1  26 

29  46 

13 

7.3 

26 

sw. 

S 

90 

70 

82 

48 

■j 

3(1, 13    30  66     26 

29.  51 

25 

9.1 

31 

25 

76 

65 

68 

57 

Providence 

30.  14l  30.01      26  1  29.42  1  25  1  11.2  1  43    1  nw.   1  2.5  1  79  1  61     1  73  1  51 

i 

Mi/iiMBER,    1938 

CLIMATOLOGICAL 

DATA:  NEW 
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Daily  Precipitation  for   Novemlser,   1938 

.stations 

Drainage  basin 

Day  of  month 

_ 

1  j    2  1    3 

M  ^ 

6 

7 

8 

9  1  10  1  11  1  12  1  13  j  14 

15 

16 

17 

18  I  19 

20  1  21 

22 

23 

24 

25 

26 

27 

28 

|.29 

30 

3. 

H 

Maine 

Oastporl"'*  

Sllswonli 

Coast 

....do 

Kennebec 

....do 

St.  John 

M 

'.'oe 

■'oi 
.10 
.02 
.01 

'.'w 

.25 

.55 

.3C 
.31 
.30 
.3C 

.Ob 
.07 
.36 
.12 

.01 
.01 

.35 
.23 
.01 
.09 

\^ 

.02 

T 

.32 

.03 

.35 

.04 

.01 

".'15 
T. 
.09 

■■i"'.' 

■y: 
.21 

.'23 

T. 
.21 

T. 

■.'62 

.53 
.44 
.19 
.47 
.17 
.40 
T. 
.38 
.13 
.42 
.33 
.40 
.32 
.38 
.26 
.5b 

.02    .70 
.05!  .9! 

.Ob 
.02 
.12 
.40 

.03 

.27 
.25 
.14 
.14 

.03 
.07 
.20 
.13 
.11 
.31 
.50 
.75 
.01 
.27 
.06 
.28 
.10 
.29 

;i7 
.53 

.28 
.31 

iig 

.36 
.35 
.39 
.22 
.33 
.92 
.32 
.40 

.28 
1.13 
.05 
.24 
.10 
.30 
.03 
.12 

!l4 

.46 
1.24 
.65 
.94 
.12 
.83 
.36 
.81 
.32 
.44 
.12 
.26 
.41 
.90 

l!l9 

.50 
.09 
.45 
.41 
.09 
.63 

.98 
.41 
.72 
.20 
.44 
.60 
.60 
.59 
.01 
1.30 
1.11 
.50 

.55 

.04 
.71 
.32 
.40 
T. 
.24 
.11 
.47 

.60 
1.00 
.29 
.75 

.66 
.61 

i.'46 
.76 
.33 

■i^ 
.11 

.75 
.14 

1.15 
.,52 
.02 
.50 
.12 

1.24 
.72 
.15 
.05 

'.'ii 
.66 
.57 
.01 

1.47 
.01 
.58 

1.09 
.02 

.25 
.26 
.30 

1.22 
.31 
1.10 

.34 
.14 
.Ob 
.20 

.02 
.12 

'1?' 

.01 
.09 
.04 
.02 
.13 

•2.77 
3.77 
2.11 
2.62 
1.22 
3.15 
2.14 
•2.91 
1.49 
2.56 
2.27 
3.10 
1.80 
3.08 
3.33 
3.69 
2.04 
2.53 
2.23 
1.87 
2.31 
3.58 

3.16 

2'.  61 
2.83 

?-^r 
•2:5c 

3. '27 

'.'■27 
.03 

a^« 
.02 
.10 
.12 
.10 

.03 
.10 
.04 
.02 

.14 

PariiiiuBton 

fort  Kent 

Sardiiier 

JreenviUe 

loultoii    

.59 
.35 
.3- 
.2 
.IC 

'.'21 
.34 
.49 

.0- 

.It 

'.'ic 

.3S 
■.■31 

.26 
.06 
.14 
.63 
.05 
.08 
.24 
.22 

".V7 
.lb 
T. 

.6b 
.07 
.04 
.08 
.07 
.17 
.32 
.33 
.06 
.3b 



T. 
T. 

.03 

.01 
T. 

.30 
.09 
.21 

.08 
.73 
.55 
.20 
.38 
.43 
.29 
.78 
.29 
.48 
.67 
.02 
.63 
.92 

.21 
1.11 
.23 
.43 
.50 
.94 
.35 
.49 
1.0:i 
.07 
.10 
.48 

.53 
.11 
.46 
.78 
.68 
.77 

^74 
.68 

.62 
.21 
.23 
.07 
.20 

■:26 
■f.' 

'.'i4 

■t 

.05 
.03 

'.'is 

'.'69 
.11 

■f.' 

'.'23 

.24 
T. 
.18 
.04 
.15 
.13 
.16 
.04 
.28 
.15 
.44 
.10 

t: 

.13 
.08 

....do 

St.John 

Kennebec 

T. 

.0 

"t. 

'TV 

T. 

!ot 
.10 
.11 

.02 
.13 

.02 
.02 
.05 

.02 

.05 
T. 
.05 
.'22 

acKniaii  . . . 

Kennebec 

feuobicot   

....do 



't. 

JilUi'ocket 

tfilo  

iortli  Kridgtou .  . 

)ldto«i. 

^tftUnr" 

»res<iuelsle  

Jipogeiius  Dam .  . 

.20 

:55 

.03 

t. 
.16 

Penobscot   

Coast 

St.John 

Penobscot  

Androscoggin   .... 

".k 

'T.' 

'."6i 

'T.' 

T. 
.02 

T. 
T. 

'."oi 

'.'56 
.01 

••f.' 

T. 

't. 

.05 
.01 
.09 
.47 
.07 
.Ob 
.03 
.15 

.04 

•1'. 
.0'- 
.15 
.11 

.05 

'.'62 
.04 
.22 

.11 

'."2i 
.12 
.30 
.15 

'.24 
.30 

t'.' 

'.'13 

.08 

.07 

T. 

.00 

.05 
.06 
.02 
.05 
.01 
.11 

T. 

'i-'.' 
.02 

.14 

.05 

'.'64 

.08 

'.'06 
.Ob 
.03 

.26 

T. 

.29 

.46 

.02 
.32 
.29 
T. 
.29 
.14 
.36 
.03 
.21 
.40 
.05 
.31 

.24 
.07 

.02 
.44 
.19 

ioa 

.19 
.06 
.06 

.09 
.04 
.18 

.04 
T. 

'.'6e 
r. 

'P' 
.34 

.03 
T. 
.07 
.05 

.02 
.29 
.05 
T. 

'.'65 
.04 

;o9 

'.'63 

!os 

'.'io 
.22 

'."25 
'.'62 

T. 

.20 

T. 

'.'ig 

.■27 
.05 
.10 
.02 
.10 

.04 

.13 
.03 

.10 
.41 

T. 

.06 
.18 

'.'i4 

.13 
.15 
.02 
.05 
.40 
.'20 
.13 

.02 
.03 
.01 
.23 
.09 
.10 

f.' 

.22 

rh^F^rt^ 

Voodland**  

Aj-u'  Hampshire 

....do 

St.  Croix 

Androscoggin 

Merrimac 

Coast 

Connecticut 

Jlerriiuac 

Connecticut 

...do 

Merrimac 

....do 

...do 

Connecticut 

'.'ai 

'.'o-i 

.01 
.02 
.OS 
.14 
.03 
.06 

.Oi 

.15 

.02 

'n- 

.01 
■f.' 

.38 

T 
.12 

'.'08 
.01 
.02 

'.'•24 
t.' 

iV 

T.' 
.02 

.59 
.01 
.70 
.25 
.50 
.07 
.55 
.68 

1.'62 
.97 
.37 

'.'i-i 

T. 

.29 
.05 
.15 

&t  Conn.  Lake!; 

'.'65 

'.'6i 

'.'6i 

'."62 
'.'02 

t;j.e»r).::::: 

■.'62 
.04 

.05 
.02 

WbDuThim**'.'.'.'. 

Vermont 

Jloomtiuld  ..   

Jrattleboro  •• 

hirlingtou*" 

.1»veiKli»h  

Jhelst^a 

T. 
T. 
T. 

f.' 

.02 
■f 

.07 
.12 

.13 

'.:'.: 

'•'v.' 

.08 

3  70 

.02 
T. 

.19 
T. 
.01 
T. 

.'oi 
.37 

.03 
.02 
T. 

T. 
T. 

.02 

i'.' 

.01 

.14 

.05 
.03 
T. 
.18 

tv 

'iV 

T. 

.26 
.28 
.04 
.12 
.10 
.27 
.19 
.19 
.10 

3.33 
2.27 

•2:34 
1.71 
3.15 
1.98 
2.60 
1  85 

Merrimac 

Connecticut 

...do 

Champlain 

.... 
.... 

.07 
.01 

.... 

f.' 
.02 

T. 

.05 
T. 

.'li 

'.'23 
.01 
.26 

't.' 

i'V 

....do 

Champlain 

sV.'LHwrence.;!;; 

Champlain 

....do 

....do.  . 

% 

.... 

T. 

5no»l)iirg  Falls.... 

.04 
.02 

.22 

.08 

'.'is 

tv 

.02 
.08 
.13 

2.31 
2.05 
2  94 

■Jortlilieiii*** 

itttlaml 

MassachusseUs 

i^lher^t  

Hue  Hill   

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

....do 

.... 

'.'62 

.02 
.28 
.10 
.14 

.04 

.13 
.11 
.07 

'f.' 
.04 
.04 
.02 

'.'69 
.04 
.06 

;o2 

'!62 
.... 

f.' 

.IS 
.07 
.05 

T. 

".a 

T. 
.12 
.34 
.2« 
.13 

.49 
.23 
.4b 
.Ifa 

.14 
.30 
.15 

'.'is 

.13 
.14 

'.'is 

.10 
.02 
.08 
.26 

.20 
.10 
.22 
T. 

T. 

.02 

'f.' 
T. 

.12 

'.'io 
't.' 

.01 
.03 
.08 

T. 
f.' 

'.-.^ 

'r. 

.01 

■!64 
.01 
.02 

.07 
.23 
.08 
T. 

T 

.02 

■.'62 
T. 
.22 

■'i'.' 

r 

.14 
'.'67 

'.'24 
.12 

.12 

'.10 
.34 

.36 
.14 
.13 
.40 

.23 
.01 

'.'73 

'.'si 

.25 
.11 

.'ig 

.09 
.50 
.18 
.23 
.64 
.81 
.06 

'.■34 
.19 
.45 
.19 
.39 
.58 
.22 

!03 

.30 

.77 
1. 95 
.61 

.72 
.69 
.27 

.02 
.01 
.10 

.... 

t.' 

'.'39 
.03 
.71 
.03 

'.'80 
.04 
.02 
.20 

tv 

.03 
'.'61 

f.' 

.01 
.07 

■.'62 
.01 

'.'62 
■.'61 

.10 
.02 

.02 
■'65 

.58 
.06 
.29 
.81 

'.m 

1.24 
.91 

.79 
T. 
.78 
1.24 
.04 

1.04 
1.39 

■.'69 
1.08 
2.10 

.67 
1.55 
.81 

'.Ti 
.91 
.16 

1.02 
.93 

1.50 

'.85 
.86 
.65 

1.01 
.59 
1.46 

.93 
.65 
.54 

.27 
.90 

'.It 

'.'ss 

.03 

■.'95 
.47 
1.76 

T. 

.35 
.25 
.28 
.26 

.50 
.18 
.27 
.48 
.16 
.18 
.48 

'.02 
.30 
1.20 

.45 
.50 
.20 
.71 
.35 

:• 

.22 

1.60 
1.17 

.35 

.23 
1.32 
.26 
.15 
.37 
.,30 
1.27 
.23 

.22 
.43 
.12 

.10 
.08 
.58 

■.'63 
.10 

'f.' 
T. 

:::' 

120 

■.'47 
.26 

■.'35 

.06 

:: 

.85 
.52 
.28 
.45 
.28 

'.'62 
.17 
.07 
.42 
.15 

T. 

.05 

T. 

T. 

2.89 
3  56 

.05 
.07 

.18 
.08 
.13 
.05 

■.'i2 
.'io 

.32 
.37 

'.24 

.18 

.'ie 

'.'26 
.20 
.01 
.22 

.14 
.19 

■.'31 

'.15 

.14 
.16 
.14 
.28 
.14 

.14 
T. 
.07 

.06 

'.'io 

.03 

.03 

2  76 

T. 

t. 

.... 

2  82 

.09 
.10 

J} 

'!64 

.04 
'.'65 

3  71 

Joston*" 

Jhesteiti.ld*« 

JUntoii'*    

2.89 

'.'57 

:::: 

'.'ii 

'.'oi 

Merrimac 

...do 

Coast 

.... 

".a 

.... 

'.'62 

.36 

3  75 

...t" 

3.08 

.;" 

4.14 

Coast 

.04 
2.15 
1.14 

3.39 

....do 

Merrimac 

...do 

Charles 

Connecticnt . 

■.'04 
T. 

".'oi 

';63 

.^am 

:>ton"".'.' 

i.'io 

tv 

.03 

2.64 

T. 

T. 

'.'16 
.09 
T. 

■.'34 
.22 

.14 
.50 

■.'62 

'1'. 
.02 

't.' 

T. 
.01 

'.'is 
;;;; 

'.'06 
.01 
.01 
.05 

.03 
.07 

'.'69 
•35 
.01 

.io 

.16 
.'38 

'.'i2 
T. 

.37 
.06 
.65 
.18 
.31 
.02 

;i2 

'.'65 
.60 
.74 
.05 
.43 
.06 
.18 
.21 

.30 
.45 
.31 

.37 
1.17 
.40 

:l 

.63 
.22 
.74 
.22 

25 

2.65 

Connecticnt 

Coast  

...do 

'.'64 

T. 

.04 
'.'61 

.46 

'.■37 
.06 

.05 

t«*:::::: 

liord 

Coast 

...do 

'.'26 
.15 

T. 

'.'64 
.03 

.11 
.16 

'.'27 
.16 
.21 

'.■37 

'.'ig 

.28 

'.'ii 

.08 

.09 
.14 
.06 

.01 

3.84 

town 

Housatonic 

T. 

■.'59 
.76 
.64 

2.82 

....do 

do 

■.'62 

T. 

'.'63 
T. 

'.'is 

.04 
.10 

T. 
.01 
.09 
.17 

■.'69 
".2\ 

'tV 

.01 

T. 

'.'36 

.25 
.05 
.01 
.30 

.02 

.11 
.02 
.24 

.50 

.02 

'.'i2 

.02 
.21 
.01 
.03 
T. 
.03 

.12 
".U 

T. 

.35 
T. 

.'62 
T. 

T. 

".ii 

".02 
.18 
T. 

.'6i 

3.62 

f.' 

8.03 

:  !!!e" 

3.91 

Connecticut 

Coast 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

4  04 
3.25 

Falls 

-town   

Ion**.... 

.6i 

T.' 

lo'e 

.04 
T. 

T. 

tv 

'.'65 
'.'37 

.03 
.46 
.02 

.15 
.84 
.21 

■.'62 

';6i 

T. 

2.93 
3.22 

3.30 

Island 
:-:aiid»"... 

vi'ie-tou 

,:^virlence»" 

Connecticut 
•-'"■--  r,-,rt 

i;!l  ....... 

tlaiid". .. 

se«liavon"».... 

<ew  London  

N'orwalk 

....do 

....do 

Coast 

...do. .  .. 

.03 
.06 

.03 

4.42 
3.40 

4.10 

'.'62 

4.09 

.02 

.03 

.09 

.07 

.44 

.10 

4.02 

....do 

Coast 

....do 

f.' 

.'6i 

.08 
.02 
.30 
.02 
.20 
.24 
.08 

T.' 

.42 
.37 
.16 
.54 
.24 
.03 
.15 

.08 
.10 
.08 

.06 
.03 
.02 
.05 

'f.' 
.07 

T. 

'.'ie 

T. 
T. 

.43 

'.64 
.,53 
.42 
.40 
.41 

T. 

.02 

■.'04 
.02 
.02 
T 

..55 
1.24 

.93 
.35 
.73 

T. 

.01 
1.28 
.98 
.02 

■,?• 

.14 
.09 
.01 
.10 

.81 
.69 
.25 

.65 

.10 
.20 

.63 
.64 
.12 
1.10 

■.'59 
1.16 

.02 
.03 

T. 

4. '24 

3.66 

3.58 

Putnam 

Qnippbaug 

'.'19 
.29 

.19 

.07 

tv 

3.48 

itOITS 

Willimantic 

Coast 

.03 
.17 

3.14 

"Vaterbury 

3.51 

1 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November,  1988 


Daily  Temperatures  for  November,  1938 


Stations 


23456789     10 


i      14      15      16      17      18      19     20      21 


24      25      26     27      28 


Maine 

Bar  Harbor  (near) 

Eastport  

Fort  Kent 

Greenville    

Houlton    

Lewistoii 

Milliiioc!;et 

Oiatowa   

Portland  

Ruuiford  

Wiuslow   


j  Maximum . 
<  Minimum. 
J  Maximum . 
(  Minimum. 
}  Maximum  . 
)  Jlinimum. 
\  Maximum 
(  Minimum. 
)  Maximum 
1  Minimum. 
Maximum  ■ 
(  Minimum, 
j  Blaximum . 
)  Minimum. 
(Maxir.u.in. 
'  Mlniuiuiii. 
)  Maxiniinn 
i  Miniionni. 
)  Maximum  . 
I  Minimum  • 
\  Maximum  . 
(  Minimum. 


New  Ilanipshiie 

\  Maximum . 
(  Minimum- 

)  Maxinunn 


Berlin  II 

Concord  

\  jia 
Durham /  j^jj, 

First  Conn.  Lake \l\'f^ 

Keene(near) j  j['i\ 

PlymouUi j  ill, 


Vermont 


\  Maxinnun 
(  Minimum- 
)  I\Iaximum 


Burlington 

Newport  

Nortlilield 

Rutland    

St.  Albans 

St.  Joliiisbnry  — 
Woodstock 


JIassachitsells 

S  Maximum  . 
Amherst \  Minimum-. 

)  iSlaximuiii  . 
Boston j  Miiiinr.in... 

Brockton j  Mfnim'um  - ' 

S  Maximum . 

Concord i  Minimum.. 

11  JMaximiuii. 

East  Warehamli j  Minimum.. 

S  Maximum  . 

Fall  River j  jiini,num . . 

Fitchburg  |  Mhfjm",""  '. 

{  Maximum . 
Lawrence j  Minimum.. 

Nantucket \  MfnimumV. 

„       ,  ,    . ,  (  Maximum  . 

Stockbndge    (Minimum.. 

Williamstown |  Mf,fini",'i'nV. 

Worcester j  Mfnimiim." 

lihoiJe  IsUmd 
„,,,,,  S  Maximum . 

Block  Island f  Minimum.. 

„.       .  S  Maximum . 

Kingston (Minimum.. 

„       . ,  (  Maximum . 

Providence i  Minimum.. 

Coiinediciit 

,,..,  )  Maximum  . 

Cream  Hill j  Minimum . . 

_     ^5     ,  )  Maximum . 

Hartford )  Minimum.. 

S  Maximum. 

New  Haven j  Minimum. . 

.,,,„„  S  Maximum . 

New  London {  Minimum . . 

,,  S  I\!aximum . 

Norwalk J  Minimum.. 

T)„t„o™  (Maximum. 

I^^tnam f  Minimum.. 


Seepage  66  for  explanation  of  reference  marks. 
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2_ 

GENERAL,  SUmMAKY 

The  somewhat  severe  winter  conditions  of  late  November  did 
not  long  continue  into  December.  Snowfall  averaged  about  one 
third  less  than  the  normal  volume,  and  temperatures  were  well 
above  the  normal  monthlj-  mean.  Only  in  tlie  higher  elevations 
of  the  northern  division  was  there  a  snow  cover  during  the  entire 
month,  and  conditions  for  winter  sports  were  poor  in  most  sec- 
tions much  of  the  time.  The  warmest  period  of  the  month  was 
from  about  the  4th  througli  the  14th,  during  which  time,  the 
temperature  averaged  close  to  10°  above  normal.  Cold  periods 
occurred  from  the  1st  througli  the  3d,  and  during  the  last  four 
days  of  the  month,  with  occasional  shorter  cold  periods  during 
the  latter  half  of  the  month.  Heavy  rains  on  the  5th  and  6th, 
combined  with  subsequent  light  to  moderate  snows,  produced 
adequate  ground  moisture  in  all  sections.  On  the  whole,  the 
month  was  rather  unpleasant,  with  considerable  cloudiness,  and 
was  generally  unfavorable  for  seasonal  out-door  activities,    e.  s. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
103  records,  wa-*  28.7°.  wliich  is  2.2°  above  the  mean  for  the 
past  51  years.  The  average  temperature  for  the  northern  division 
was  25.2° ;  for  the  southern  division,  32.0°.  The  highest  month- 
ly mean  was  38.1°  at  Nantucket,  ]\[ass.;  the  lowest  was  18.3° 
at  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  61  ° 
at  Plymouth,  Mass  on  the  16th;  the  lowest  was  -21°  at  Fort 
Kent,  Me.  and  Greenville,  Me.  on  the  31st.  The  greatest 
monthly  range  was  74°  at  Vanceboro,  Me. ;  the  least  was  37°  at 
Nantucket,  Mass.  and  Provincetown,  Mass.  The  greatest  daily 
range  was  55°  at  Berlin,  N.  H.  on  the  4th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
189  records,  was  3.82  inches,  which  is  0.48  inch  above  the 
mean  for  the  past  51  years.  The  average  precipitation  for  the 
northern  division  was  4.18  inches;  for  the  southern  division, 
3.48  inches.  The  greatest  monthly  amount  reported  was  6.84 
inches  at  Pinkham  Notch,  N.  H.;  the  least  was  2.53  inches  at 
Eastport,  Me.  Tiie  greatest  amount  in  24  hours  was  2.22  inch- 
es at  Pinkham  Notch,  N.  H.  on  the  6th.  The  average  number 
of  days  with  .01  inch  or  more  of  precipitation  was  13,  which  is 
3  above  the  mean  for  the  past  51  years. 

The  average  snowfall  for  the  northern  division,  based  on  83 
records,  was  10.5  inches;  for  the  southern  division,  based  on  79 
records,  3.8  inches;  for  the  Section,  based  on  162  records,  7.2 
inches,  which  is  3.9  inches  below  the  mean  for  the  past  51  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  118  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations,  was  10  9  miles  per  hour,  which  is  0.5  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
40  percent  of  the  possible  amount,  which  is  4  percent  below  the 
mean. 

The  cloudiness  was  considerably  above  the  mean.  The  average 
for  the  Section,  based  on  135  records,  was  8  clear,  6  partly 
cloudy,  and  17  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  ^:30  a^^,iy.  and 
7:30  p.  m.  observations  at  1 1  stations,  was  7(3'pel-cent,  ^hich  is 
1  percent  below  the  mean. 

yNiVF>:?>'TY  OF  ILUMOIS 

DATES  OF  MISCELLANEOUS  PHENOMENA 

.-I Hroms. —l-4th,  8th,  ll-13th,  15-17th. 

Hixlos.  ;»»/'!•.— 3-4th,  8-9th,  ll-12th,  29-30th. 

lMo8.  soUir—hi\\,  8th,  26th,  29-31  st. 

Uail.  —  (dates  and  general  location) —     None. 

Thunderstorms. — 6th,  Vanceboro,  Me.;  lOtli,  general  over 
southwestern  Conn. 

Fog,  dense. —S-lOth,  12th,  17-19th,  24-27tli,  H0-31st. 

Sleet.  —  (dates  and  general  location) — Scattered  occurrences: 
Maine,  12th,  17th,  27th;  New  Hampshire,  3d,  4th,  17th,  18th; 
Vermont,  17th,  27tli;  Mass.,  10th,  18-19th,  23-24th,  26-27th, 
31st;   Rhode  Island  and  Conn.,  18-19th,  24th,  27th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


S90  ... 
891..  . 
892.... 
H93-... 
894.... 
895.... 

896 

897.... 
898.... 
899.... 
900.... 
901 ■ ■ . • 
902-... 
903.... 
904-... 
905-... 
906-... 
907.... 
908-.. . 
909.... 
910.... 
911---- 
912.... 
913... • 
914.... 
915- ■ •• 
916- •■• 
917.... 
918.... 
919-.-. 

921---- 
922---- 
923.. ■■ 
924-... 
925.... 
9J6.... 
927. ..• 
928- ••• 
929.... 
930.... 
931.... 
932.... 
933..  . 
934 .. . 
935.... 
9.36.... 
937.... 
938-... 

Period 


1.19 
4.13 
2.29 
2.32 


3.57 
2.  73 
2.16 
2.  52 

3.31 
3.11 
1.91 
4.00 


13.2 
5.4 
10.8 
2J.3 
24.0 
14.4 
13.3 
14.5 
22.7 
9.4 


No.  of  flays  (all 
New  England) 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December,   1938 


Climatolog-ical  Data  for  Deceml/er,   1938 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


M(tiiie 

BangorS  

Bar  ihirbor  (near 
Brassiia  Uaintt  ■ .. 

Eastport  

EaslWinthrop.  ■ 

Ellsworth  

Eustis  

Farniington 

Ft.Fairtield  (near) 

Fort  Kent 

Gardiner 

Greenville.. 

HiraniU 

HouUon 

JacUnuui 

Lewiston 

Machias 

MadisonS 

Middladani 

MillinockolS  

Milo 

Moosehead 

North  Hridgtoii.--- 

Oldtown 

Oroiio. 

Portland 

Presqiielsle 

Ripo^enu.-DamtlS. 

Rooklaiul 

Riinilora 

The  Kork^ 

Upper  Dam 

Vanceboro  

Win.slowtJS 

Woodlands 

F(u- State     .•■• 
New  lUwij^fliire 


Penobscot • 
flancoek  ... 
Soiner.set  •.. 
Washington 
Koniioboc  ■ 
HancoeU... 
Franklin.... 


(Uiinlierland- 


\yasl>in'.;ton  , 
Washington  ■ 


Bothleheni  — 

Concord    

Dixville  Notch  .... 

Durham    

Errolg    •,■■■• 

First  Conn.  Lake;! 

Fitzwilliam* 

Fraiddin 

Glenclili   

Haniptoii---- 

Hanover  § 

Hiilsboro 

Keene(near)  §  — 

Lakoport 

Lincoln   ■■   — 

Manchester 

Milan 

Nashua  S •••■ 

New  Durham tt-..  ■ 

Newport  •-■• 

Noith.'Jtratfcn'd... 
PiiikiuimNotclitl-- 

Plymoutli 

WestStewartstowii 
Wolfboio  Falls--.. 

York  Pond  

For  State     ■••• 


rimack- 
ilTord  ... 


Chos 

Merr 

Graf  I 

Rock 

Gnifloii 

Hill-^borough 

Cheshire 

Belknap...... 


nack... 

igliain . 


Coos...    . 

do. 

Grafton.. 
Coos ...  . 
Carroll  .. 
Coos    — 


Mt.  Washington: 
Veniwvl 


Bellows  Falls 

Bennington 

BloomfieliUt 

Brattleboro§ 

Burlington 

Cavendish 

Chelsea 

Connvalltt 

Craf tsbury  Com . . 

East  Barnet 

East  RyegHte 

Enosbnrg  Falls... 

Gil  man    

MaysMillJt 

Newfane 

Newport 

North  lield 

Rendsboro 

Rocliester 

Rutland 

St.  .\lhans  (near). 

St.  Johnsbury 

Searsburg  Mt 

SearsburgSta.Jt.. 

SomersetJt 

VernonJtS 

West  Burke 


Ki-anklin.... 

Kssex 

Windham.. - 
Windham... 

Orleans 

Wasliiiigton. 
Beuniugton- 
Windsor  .  . . 
Rutland 


Caledonia... 
Bennington 
B-nnington 
Windham... 
Windham... 
Caledonia. .. 


+  4.3 
+  ■4.3 


+  5.7 
+  3.6 
+  3.4 


-0.03 

-i.'2i' 


+  1.56 
+0  56 
+2.02 


+  1.94 
+0.94 
+  1.14 
•-(-2. 12 
+  1  62 
+2. 23 


+  0.32 
+  1.22 
+  2.92 


+  l'.76 
+0.91 


+  0.88 
+1.68 
+2.  65 

+0.  ra 


+2.10 
+1.32' 


+1.25 
+0.46 
+2.23 
+1.  .".9 
+1.76 


+  1. 


Bangor  Hydro  Electric  Co. 

Si.  L.  Hadley 

Walter  Thnrston 

U.  S-  Weather  Bureau 

Augusta  Water  District. 

Bangor  Hydro  Electric  Co. 

Mrs.  Haiir;ahl.  Hatch 

State  Normal  School 

C-  W.  Norsworthy 

W.  B.  Clark 

Samuel  U.  Soule 

U.S.  Weather  Bureau 

C.  C-  V.&  L.  Co. 

William  H.  Cuuiming 

P-  M.Tripp 

Union  Water  I'owerCo 

Bangor  Hydro  Klectric  Co. 

Great  Northern  Paper  Co. 

Union  Water  Power  Co. 

Great  Northern  Paper  Co. 

Win  Meld  Heath 

N.  W.  Roberts 

C.  L- Chadbonrne 

Thomas  W-  (;lark 

Univ.  of  Maine 

U.S   Weather  Bureau 

Me.  ICxperiinent  Station 

Great  Northern  Paper  (  o. 

George  J.  Gumming 

Charles  A.  Mixer 

Kuth  Durgin 

Union  Water  Power  Co. 

Guy  W.  Butler 

HollingswortlLt:  Whilney 

St.  Croix  Paper  Co. 


Edward  Feiin 
George  E.Tuc'ker 
U-S.  Weather  Bureau 
Sarah  II-  Gleasou 
N.H.Agr.  College 
Union  Water  I'ower  Co. 
Couu   Valley  Lumber  Co. 
Waller  E.  Belles 
F.J-Southniayd 
State  Sanatorium 
Prank  E.  Leavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
Robert  P.  Ila.yward 
Fred  Wiggln 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  (;o. 
Pennichuck  Water  Works 

E.  E. Tobey 
H.P.Shepard 

F.  A.  smith 
J.  B.Dodge 

Mrs.  Battle  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  Co, 
Everett  Orchards 
(-ieorge  L.  Cooper 
Raymond  L.  Brown 
U  S.  Weather  Rnreau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  I.,aue 
Mi  aE  M.  Dustin 
N   E.  Power  Co. 
J.  F.Devins  tit 
L.  11 .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttl 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
B.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  BriggstU 
N.  E.  Power  Co. 
L.  L.  L"on!ird 
Conn.,  River  Power  Co, 
Gilman  W.  Ford  ttt 


t 


1 


See  page  72  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  December,  1938 


Tpni  pern  lure,  in  degrees  Fahrenheit 


Precipitation. 


Vest  Hartford.  •• 
Vhite  Kiver  Jc-- 

Vbitiiigbam 

Vilder, 

Vilmiiigton 

Voodstock 

hor  State     . . 

Ma/aaehitaelts 


vdams 

vUiherstS-.-. 
i>hl«..dtt  •■ 
Seetliwood  * 
Hue  llillU§. 
ioston 


heswraeld*.-. 
nestmit  Hin§. 

:ast  Warehara 
:greiiioiitn*.... 

all  Kiver ■ 

aliiiouthtt* — 

itrht.iirgS 

rAini'.tjham  §  ■ 


ills 

;  iinnel . 


ake  Cooliituateni 
»«T»iice§ 


*loDtat;ue  City. 
I  antiuket  

ew  l!-dford... 
■  ■  :i.lge*... 


rovuioetowu  ... 

ockport 

helburne  Falls 
oiitlitiridge* 


inclieiidon*  . 

'orcester(a)§-. 

For  State  • 


lock  Island- • 

ingston  

ortsmouth  •. 

rovidence . . . 

For  State. 


altic 

arkhamgtead  . 
ridge  ports -...• 
arllngton 


Windsor  •• 
Windsor.. 
Windham 
Windsor-. 
Windham 
Windsor-. 


Berkshire  -  - . 
Hampshire  .- 
Middlesex  — 

Norfolk 

do  

Suffolk 

Worcester  — 
Plymouth  — 
Hampden  — 
Hampshire .  -< 

Suffolk 

Worcester  — 

Middlesex 

Plymouth 

Berkshire 

Bristol 

Barnstable  — 
Worcester  — 
Middlesex  — 

Norfolk  

Worcester  — 

Essex 

Franklin 

Middlesex  — 
Worcester  — 

Essex 

Franklin 

Humpdeii 

Berkshire  .... 

Worcester  — 

Barnstable..-- 

Essex 

Worcester 

Middlesex  .-  -- 

Es.«ex 

Middlesex  ■■ ... 

Bristol 

Plymouth 

Essex 

Worce.ster 

Worwster 

Prauklln 

Nantucket 

Bristol 

Worcester 

BerUsliire 

Plymouth 

Berkshire 

Worcester 

Berkshire  

Hampshire.  -.. 

Plynionth 

Worce.-ter 

Barnstable 

Essex   

Franklin  

Worcester  •  • . . . 

Middlesex 

Hampden 

Wor(«ster 

Berkshire 

Essex   

Bristol 

Franklin    

Tfamp.sliire.  --- 

Worcester 

Hampden 

Middlesex 

Worcester 

Berkshire 

Worcester  . .  •  - 

Worcester 


Newport 

Washintrton 
Newport- -•  . 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


1.450 

370 

1.6-10 


97 

2-5 

330 

100 

35 

63 

350 

L400 

65 

1.700 

920 

1.0,37 

1,650 


-f  3-4 
+  1-4 
+  3.4 


+  1.2 
+  '■2.4 


+  1.5       54 


+  3.5 
+  ■■2.' 5 


+  2.7 
+  2.6 
+  3.6 


I     ,S 


29 
4t       14        '29' 


+  1.47      1.46 


-0.33 
+0.  53 
-0.  26 
+  0.  56 
+0.36 

-6.23 
+0.16 
-0.21 
-0.39 
—0  29 
-0.22 
+0.01 
-1.43 
+0,42 


+  1  09 
+0.31 
-0.79 
+0.17 
—1.58 
-0  56 
-0.81 


+1.55 
-0.50 
+0.47 
-0.32 
+0.28 
-0. 92 
-0.66 
+  1.09 
+0.30 
—0.50 
+0.21 
-0.83 


+0.51 
+0.36 
+0.48 
—0.17 


+0.05 
+  1.26 
-0.70 


Evil  K.  Ooubleday 
N.  E.  I'owerCo. 
B.  T.  .Sulton  11 1 
Olcott  Falls  Co. 
Walter  Atlains  lit 
William  S.  Eaton 


N.  K.  1 


Muss..AKr.  E.xp.  .Sta. 
Met-  Water  Works 
•State  ])ept.  Public  ileal  th 
Bine  Hill  01. srrvatory 
V.  S.  Wt-.aUi'.v  IJnreau 
JIr.<.  LoriuK  U.  Hoed 
City  Eiiylneei- 
State  Dept.  l>ublic  Health 
Slate  Dept.  Public  Health 
Met.  Water  W()>k.s 
Mot.  WHter  Woiks 
Fred  A.  Tower 
Jo.seph  I..  lieiley 
State  Dept.  Public  Health 
Riciuinl  (,'  KriL'bani 
state  Dept.  Public  Health 
Herbert  li.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Kalph  M-  Barker 
Bureau  of  EntomolORy 
State  Dept   Public  Health 
Stale  Dept.  Public  Health 
City  En(;ineer 
State  Dept.  Public  Health 
A.  W. Ladd 
N.  E.  l>ower  Co. 
State  Dept.  Public  Health 
Stiite  Teacher's  College 
State  Dept.  Public  Health 
E.  P.  Mitchell 
Met.  Water  Works 
K'isex  Company 
Props.  Locks  ii  Canals 
State  Dept.  Public  Health 
Stale  Dept.  Public  Health 
William  II.  Iloelzei 
State  Dept.  Public  Health 
N.  E.Power  Co. 
Cbarlotle  A    Braun 
U.  S.  Weather  Bureau 
City  Enfiiiieer 
St,:-'    ;•('.. f    i'lililic  Health 
s''  -    1:.  ■  !,  riil..;ic  Health 
'Millie  Health 
Health 


Ji., 


i-k.s 


(;onn-.  of  Public  Works. 

State  Dept.  ]>nblic  Health 

Plymouth  Cordage  Co. 

Mel.  Water  Works 

IrviiL  H.  M(^Navr 

V.  S.  C.  C.  Station 

N,  E.  PovpprCo. 

Slate  Dept    Public  Health 

Met.  Water  AVorks 

U.  S.  Armory 

Met.  Water  Works 

Nt-sbit  H.  Banes 

Weslon  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  E .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Sanatorium 

Weston  Colle.i-'e 

Met.  W^ater  Works 

Williams  College 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Aer.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
V.'atcr  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  72  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Olimatological   Data  for  December,  1838 


Temperature,  iiidosrees  Fahrenlieit 


Precipitation. 


Connecticut  Cont'd 


Colchester 

CoUinsville 

Cream  Hilltt 

Daubury. 

Kast  Hartlaiid  ... 

Falls  Villages 

Hartford 

Laki,'  KouomocU- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  


Salisbury 

StorrsS. 

Waterbury   

West  Hirlland. 
For  State.. 


New  London. 
Hartford  ■  ■  ■ 
Litchtield  •• . 

Kairlield 

Hartford 

Litchtield  ■• . 
Hartford  •  ■  ■ . 
New  London. 
New  Haven  . 


NewLondoi 
Fairfield..  •• 
Windlmm... 
Litchfield  . , 
Tolland  .... 
New  Haven 
Hartlorii  . .. 


+  1.7 
+  2.5 
+  2.7 


Stedman  Storrs 
Edwin  R.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work 

B.  W.  MoFarland 

U.  S.  Weather  Bureau 

Harry  G.  TIetJen 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

P.  Hurliman 

Afrr   Exp,  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Keference  Marks  tTsed  on  Pag-es  70,  71.  and  72. 

The  departures  from  tlie  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  haying  lo  or  more  years  of  record.  Departures  of  pn 
cipitation  with  15  years  or  more  of  record  are  computed  from  a  normal  or  'standard  mean"  ad.iusted  to  a  uniform  3,s-year  period;  for  stations  of  10  to  14  years  the  mean 
for  the  period  of  record  are  used.  Reference  letters,  a,li,c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc.        t  Als 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    tit  Observer  for  New  England  Power  Co.      'I'.  Precipitation  is  less  than  0,01  inch  rain  or  melted  snow, 

Xt  Posc-offico  addro^stf.s  of  the.se  stations  are  as  follows:  Maine— Aziscolios  Dam,  AVilson  Mills;  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dan 
Millinnckot;  Winslow,  Wat.ervine:-New  Haiupshire-Fiist  Conn.  Lake.  Pittsburg ;  New  Durham,  Alton;  Pinkliam  Notch,  Gorham;  York  Pond,  Berlin;- Vermont— Bloou 
field  Noitli  StratTord,  N.  H,;  Coinwall,  Middleburv:  Mavs  Mills,  Colrain,  Mass.;  Searslairg-  Sta,.  Wilmington;  Somerset.  Wilmington;  Vernon,  Shelburne  Falls,  Mass 
—Massachusetts-  Ashlaml,  H'raniinghaui:  Rlne  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatohville;  Lake  Cochitnate,  Framingham;  — Connecticut- Creai 
Hill,    West  Cornwall;  Lake  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health,  j  Not  included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Page  73. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  ( 
observations.  *•*  Regular  Weather  Bureau  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight,  **  Precipitation  measured  in  the  morning;  amoui 
recorded  is  for  the  preceding  \H  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pag-e  74, 
Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSllKE,  WIND,  HUMIDITY.  AND  SUNSHINE 


Atmospheric  Pre.ssure 
(reduced  to  sea  level) 


Relative 
Humidity 


Amheret 

Block  Icland 

Blue  Hill 

Boston  

Enrlington  ■ . 

Concord  

Eastport 

Greenville... 

Hanover 

Hartford  — 
NantU(!ket  - 
New  Haven.. 
Northfield  ... 

Portland 

Providence . . 


.OJ 
30.04 
30.  04 
29. 99 


30.67 
30.61 
30.64 
30.60 
30. 69 
30. 62 


29. 30 
29.30 
29.18 
29.17 
29.  25 
29. 14 
29.  04 
28.92 
29. 23 
29.36 
29.26 
29.35 
29.23 
29.06 
29.  23 


10.9 
6.0 
13.4 


I 


1938 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


73 


Daily 

Precipitation  for   December. 

1938 

Draiiiiige  basin 

Day  of  month 

5 

1  j     2\     3  1     4  1     5  1     6  j     7  1     8  1     L  i   !0  |  11  |  VJ 

13  1  14 

15 

16  1  IV 

IS  1  19 

20 

21 

22 

23 

24 

2d 

20 

27 

28 

29 

30 

31 

&- 

ttiort*"'   

Coast 

1         i         1         1         1         i         i         1         1         1 
.06'....!....    .-20   .25'  .5«1'....|....!  .17'  .381... 

.12 

•■•!'''• 

.01 

.02'  .02 

T. 

.05 

.15 

.22 

T. 

.01 

.17 

.Of 

....do.    

.ai. .......    .28;  .57'  .4fi....    .W\  .52!  .48L.. 

.21 

... 

.m 

.W 

,2( 

7t 

,59 

,0 

,19 

14 

4.45 

Kennebec 

.20!....!....    .261  .27  1.32,  .03i.... 

.401  .78   .08 

.16 

.01 

.01 

•c. 

.01 

.02 

.0! 

.Ob 

.If 

.82 

.0( 

•r 

4.14 

, 

..do 

.W]... 

....    .11   .301. .371.. ..!.... 

.5,^ 

.48  ....1  .07 

■  ■ 

r 

.01 

.06 

'1'. 

.01 

.07 

.0- 

.72 

.(X 

3.95 

St  JoUii 

.16'... 

i....l  .2.5-....  1.5ll.. ..!.... 

8(1 

•  1  .86:.... 

r, 

0 

()•> 

.211... 

<r, 

3.51 

Kennebec 

.01 

461  .021.73!  .02].... 

.4b 
.03 

1  .55  .Oi 

.(;6 

.04 

.04 

.061.... 

.21 

.24!...   1  .80 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December    193 


Daily  Temperatures  for  December, 

1938 

Day  of  Month                                                                                                         | 

station. 

MeB 

_^ 

2 

3 

4 

5 

6 

' 

8 

9 

10 

11 

12 

_13_ 

14 

16 

2L 

19 

20 

21 

^ 

23 

^ 

25 

26 

^ 

28 

29 

30 

31  1 

^Mne 

Bar  Harbor  (near) 

\  Waxinuini  .  .. 
1  Minimum.... 

ifi 

ih 

'8 

31 

35 

4.3 

37 

3i 

38 

40 

35 

3i 

26 

23 

16 

ii 

15 

34 

29 

26 

22 

iii 

io 

i'i 

26 

ii 

i5 

ii 

•3 

is 

2]    22. 

ICaslport  

jMasinuun... 

40 

21 

41 

49 

52 

56 

45 

49 

45 

46 

42 

40 

36 

41 

21) 

21 

41 

39 

34 

32 

29 

25 

25 

33 

34 

25 

46 

35 

35 

35 

251    36. 

i  Minimum.... 

11 

9 

12 

39 

36 

42 

37 

35 

42 

34 

36 

32 

28 

20 

8 

19 

32 

30 

2K 

25 

16 

13 

19 

23 

19 

24 

6 

3 

5 

4     22. 

Fort  Kent 

\  .Maximum... 

Jl 

16 

23 

43 

44 

52 

52 

38 

39 

38 

36 

34 

33 

28 

29 

16 

29 

32 

31 

27 

22 

21 

15 

20 

25 

23 

25 

33 

8 

16 

10     28- 

(  Minimum 

8 

2 

-  6 

14 

30 

35 

34 

26 

26 

32 

32 

24 

25 

20 

-  8 

-4 

0 

19 

23 

12 

16 

13 

2 

-  1 

19 

5 

-  4 

7 

-13 

4 

-21     12 

Uroouville    

S  Maximum... 

26 

17 

30 

43 

42 

51 

39 

3S 

37 

3S 

36 

35 

33 

28 

16 

18 

27 

36 

31 

26 

23 

21 

17 

23 

29 

18 

35 

23 

14 

20 

16     28. 

/  Minimum... 

7 

3-10 

24 

23 

35 

29 

24 

33 

32 

27 

27 

20 

10 

—  2 

1 

4 

24 

20 

13 

19 

12 

6 

2 

17 

6 

-  2 

-14 

-  6 

-21     11, 

Hoiilton    

\  Ma.ximum  ... 

23 

19i    34 

4.5 

45 

55 

44 

45 

39 

37 

37 

25 

29 

30 

34 

30 

28 

24 

22 

19 

23 

20 

24 

35 

40 

15 

24 

18    81, 

i  Minimum.... 

» 

2-9 

25 

35 

27 

34 

34 

31 

30 

25 

24 

—  4 

0 

24 

23 

16 

15 

14 

8 

5 

8 

10 

5 

-  2 

6 

-  7 

10 

-18   M; 

. 

\  Maximum  ... 

23 

26     34 

56 

38 

51 

48 

48 

40 

43 

44 

38 

37 

24 

31 

36 

35 

33 

30 

29 

29 

26 

24 

37 

32 

44 

25 

24 

26 

2  m 

Lcwistoii 

(  Minimum.... 

9 

5 

2fi 

26 

36 

34 

28 

37 

36 

32 

29 

24 

17 

10 

13 

19 

29 

28 

23 

22 

19 

14 

19 

21 

16 

19 

8 

3 

8 

Milliiiocket 

!  Maximum... 

24 

21 

28 

45 

40 

56 

42 

38 

38 

36 

34 

32 

29 

24 

28 

37 

33 

28 

27 

24 

22 

22 

27 

28 

38 

43 

16 

25 

21    w 

f  Minimum.... 

6 

26 

27 

35 

37 

31 

32 

32 

32 

26 

16 

0 

4 

6 

21 

27 

16 

21 

20 

4 

4 

n 

9 

1 

3 

-  5 

4 

-14  -M 

OUUowM   

jMaxinunn... 

28 

23 

32 

49 

47 

56 

51 

44 

42 

41 

40 

35 

38 

35 

22 

33 

36 

36 

31 

29 

27 

25 

30 

35 

27 

43 

45 

18 

26 

IS  m 

5 

-  4 

2G 

•26 

40 

38 

38 

38 

35 

33 

26 

24 

7 

13 

29 

29 

24 

22 

21 

11 

11 

27 

11 

10 

10 

—  2  ■ 

l^ortlaiid  

5  Maximum::; 

40 

26 

43 
10 

57 

46 

54 

48 

47 

43 

45 

46 

40 

40 

39 

27 

32 

42 
32 

37 

34 
30 

31 
26 

31 
24 

31 

27 

18 

26 
22 

39 
24 

31 
19 

47 

26 
11 

28 

28 
13 

27    ^i 

(  Minimum.... 

IR 

12 

33 

39 

37 

35 

40 

40 

27 

22 

12 

20 

13     21 

Kiiniforil  

\  Mil xi mum  ..■ 

22 

2! 

35 

50 

36 

45 

43 

43 

41 

40 

42 

40 

35 

35 

19 

30 

33 

36 

34 
27 

30 

29 

29 

25 

?2 

36 

31 

35 

19 

28 
5 

21 
-  6 

26 

Io    ^ 

1  Miiiiiiium... 

10 

6 

25 

30 

27 

35 

35 

37 

27 

19 

12 

9 

16 

20 

20 

22 

14 

1.^ 

18 

8 

—  4 

—10     16 

Wiiislow    

\  Maximum  ... 

33 

26 

34 

51 

51 

56 

45 

45 

41 

42 

41 

42 

39 

34 

34 

24 

35 

37 

37 

33 

30 

29 

27 

24 

40 

33 

45 

45 

20 

24 

23     3fi 

}  Minimum.... 

1.5 

3 

-  6 

20 

23 

35 

35 

27 

34 

35 

31 

31 

27 

19 

' 

10 

24 

28 

21 

23 

20 

11 

14 

20 

0 

12 

8 

~  1 

11 

-  4   rr 

Kew  IlamjK 

hire 

)  Maximum... 

18 

21 

42 

52 

49 

49 

40 

46 

40 

38 

38 

36 

32 

33 

16 

27 

37 

33 

33 

28 

26 

23 

21 

32 

32 

29 

40 

12 

27 

23 

21    82 

Barliii  || 

i  Minimum.... 

13 

3 

-  6 

-  3 

23 

26 

35 

34 

36 

32 

32 

21 

16 

1 

-  4 

12 

23 

24 

21 

18 

—  1 

2 

12 

-  9 

—  9 

-7     1 

j  Maximum... 

41 

27 

29 

55 

40 

46 

46 

48 

44 

45 

43 

43 

38 

40 

25 

34 

34 

36 

35 

35 

31 

28 

25 

29 

37 

29 

40 

24 

28 

30 

23    1 

Concord 

14 

8 

0 

22 

38 

32 

30 

41 

38 

33 

31 

28 

22 

11 

11 

18 

31 

30 

26 

24 

19 

15 

21 

22 

14 

24 

12 

3 

9 

5  i 

Durluuii 

Maximum... 
1  Minimum.... 

41 
23 

4 

35 
-  3 

48 
32 

47 
21 

41 
31 

45 
34 

46 
24 

46 
40 

41 

39 

40 
32 

39 

28 

39 
28 

42 
19 

38 
11 

34 
5 

35 

18 

30 

35 

31 

34 
27 

31 
23 

31 

17 

28 
10 

30 
21 

38 
20 

34 
10 

40 
21 

39 

25 

4 

28 
12 

1 

Fii-.-t  Conu.  Lake 

S  Maximum... 

15 

14 

40 

42 

42 

46 

38 

41 

41 

39 

32 

28 

23 

26 

5 

25 

32 

41 

31 

32 

18 

15 

16 

25 

24 

28 

34 

15 

20 

isl    2f 

!  Minimum.... 

io 

-  3 

-  6 

6 

27 

3(1 

30 

27 

29 

28 

28 

25 

18 

13 

-  8 

-12 

-12 

19 

18 

14 

12 

15 

-10 

-  8 

15 

-  7 

-  5 

5 

-14 

—16 

-13|      g 

KeoMeCucar)  

j  Maximum... 

40 

23 

25 

53 

37 

49 

42 

47 

46 

43 

41 

39 

38 

36 

35 

33 

34 

34 

33 

29 

28 

22 

30 

31 

39 

30 

26 

28 

•23|    85 

20 

-  7 

-  7 

24 

22 

35 

37 

26 

39 

37 

36 

26 

25 

22 

11 

6 

11 

29 

31 

28 

19 

21 

10 

20 

16 

4 

22 

17 

—  7 

14 

-  1      1! 

(  Waxinnim  .  ■ . 

39 

19 

25 

50 

45 

44 

41 

41 

40 

40 

40 

35 

38 

37 

34 

27 

30 

35 

34 

31 

28 

27 

24 

25 

35 

29 

34 

38 

16 

24 

19     8J 

Clyinoulii 

1  Minimum... 

11 

3 

9 

20 

19 

30 

27 

24 

30 

20 

31 

20 

20 

4 

9 

20 

28 

20 

13 

18 

9 

18 

17 

9 

20 

8 

-  8 

1 

-13    U 

Vennwi 

jiMaximiim... 

27 

18 

38 

49 

44 

45 

41 

44 

41 

40 

40 

37 

35 

33 

17 

25 

36 

36 

31 

28 

27 

26 

23 

31 

33 

29 

37 

21 

24 

26 

21    S 

HurliiiKlon 

11 

3 

31 

31 

40 

36 

35 

37 

32 

36 

30 

29 

10 

2 

2 

23 

29 

27 

22 

22 

13 

9 

23 

19 

5 

20 

6 

1 

3 

10    15 

)  Maximum.  .. 

33 

15 

28 

41 

4:i 

38 

41 

40 

40 

38 

38 

30 

33 

15 

20 

33 

34 

34 

32 

25 

24 

20 

27 

29 

22 

35 

29 

19 

23 

18    8( 

Newport  

i  Minimum.... 

12 

6 

28 

27 

34 

32 

36 

33 

34 

25 

14 

4 

-  2 

16 

26 

29 

21 

20 

17 

0 

18 

21 

-  2 

17 

4 

-  8 

4 

-4     1( 

J  Maximum  ... 

31 

20 

34 

50 

39 

43 

41 

42 

40 

40 

38 

34 

34 

18 

26 

35 

34 

34 

2SI 

25 

23 

18 

26 

33 

23 

39 

18 

23 

28 

18     3 

Nortlilielil 

(  Minimum.   .. 

8 

-  1 

26 

25 

37 

36 

31 

36 

32 

36 

28 

26 

10 

4 

17 

18 

26 

21 

21 

13 

4 

18 

18 

2 

18 

2 

-10 

-  3 

-  8     Ii 

Kiitlaiui    

i  Maximum... 
(Minimum.... 
*  Maximum .  ■■ 

38 
15 

23 
5 

35 

5 

50 
35 

47 
27 

50 
39 

39 
3d 

49 
37 

45 
41 

32 

38 
34 

39 
33 

35 

35 
29 

24 

32 
6 

38 
23 

35 
28 

33 
29 

■Ml 
24 

28 
19 

23 
16 

21 

30 
20 

34 
23 

30 
5 

43 
23 

29 
12 

27 

25 

23     3. 
6     2 

27 

' 

] 

!^ 

St.  Albaiig 

1  Minimum... 
i  Maximum.  .. 

37 

22 

27 

50 

43 

4i 

40 

43 

42 

4i 

40 

38 

34 

34 

25 

22 

34 

36 

35 

33 

26 

25 

2i 

27 

32 

23 

37 

80 

18 

23 

20     S 

8t- Johiisbiiry  

)  Jlinimum.... 

13 

-  2 

-  3 

27 

25 

34 

35 

31 

35 

35 

25 

18 

4 

-  4 

6 

30 

28 

25 

21 

18 

5 

16 

23 

-  2 

15 

7 

-10 

9 

-  i-     1 

\  Maximum  . . . 

39 

22 

30 

50 

38 

43 

42 

44 

41 

n 

40 

35 

36 

30 

27 

32 

32 

35 

32 

27 

28 

20 

27 

36 

28 

41 

35 

21 

29 

21     8 

Woodstock   

1  Minimum.... 

14 

0 

-  5 

29 

21 

36 

27 

36 

34 

35 

33 

27 

23 

4 

3 

10 

25 

27 

26 

20 

19 

5 

18 

19 

4 

18 

11 

—11 

9 

-  4      1 

iliismdiiisetls 

j  Maximum.. 

39 

24 

29 

56 

40 

47 

48 

45 

44 

46 

44 

40 

42 

41 

28 

33 

83 

35 

35 

35 

28 

31 

24 

32 

39 

32 

43 

28 

28 

30 

26     3 

Aiiilierst 

16 

4 

29 

30 

35 

31 

41 

41 

33 

32 

27 

23 

16 

11 

20 

32 

32 

25 

22 

20 

17 

23 

24 

12 

28 

17 

V 

16 

11     2 

\  INIaximnm  . . 

43 

26 

41 

57 

52 

57 

49 

51 

47 

50 

45 

44 

40 

44 

30 

35 

43 

39 

36 

3.^ 

32 

31 

28 

35 

40 

33 

53 

29 

32 

34 

30     . 

J  Minimum... 
)  Maximum  .. 

17 
44 

13 

29 

17 
37 

41 
59 

59 

42 
59 

41 
50 

37 

53 

43 

42 

51 

i 

34 
43 

31 

42 

29 
43 

21 
41 

32 
45 

34 
42 

29 
35 

26 
34 

11 

19 
28 

28 
37 

28 

22 
36 

29 

17 

14 

18 

18     ! 



34 

38 

52 

45 

27 

36 

??  : 

Brockton 

i  Minimum... 

29 

9 

13 

15 

29 

33 

37 

32 

45 

36 

31 

28 

24 

19 

13 

27 

32 

32 

29 

22 

22 

15 

23 

26 

18 

26 

13 

11 

23 

11     ! 

j  Maximum  .  . 

37 

27 

42 

56 

40 

55 

49 

53 

4.5 

50 

44 

42 

40 

43 

30 

35 

35 

39 

35 

34 

31 

31 

27 

31 

39 

34 

44 

27 

30 

33 

29     i 

Concord 

1  Minimum. . . 

12 

9 

2 

30 

26 

38 

31 

27 

42 

40 

32 

30 

26 

25 

14 

10 

25 

33 

32 

28 

24 

18 

16 

25 

24 

14 

27 

13 

8 

17 

14     1 

i  Maximum .  . 

38 

29 

54 

59 

60 

53 

49 

53 

50 

52 

49 

43 

43 

45 

31 

40 

48 

47 

42 

38 

33 

32 

32 

30 

32 

44 

51 

30 

38 

36 

37 

ICast  VVaruliamI! 

i  Minimum.. . 

29 

12 

16 

30 

45 

37 

26 

45 

44 

28 

29 

23 

20 

13 

15 

38 

38 

33 

20 

22 

15 

20 

28 

14 

22 

21 

9 

14 

15,* 

(  Maximum  .. 

41 

28 

45 

5b 

5b 

5h 

48 

52 

,50 

51 

44 

42 

42 

44 

30 

36 

44 

41 

38 

36 

30 

32 

27 

38 

39 

32 

52 

29 

37 

35 

33.^ 

B'all  River 

1  Minimum... 

18 

11 

14 

42 

35 

42 

39 

35 

44 

42 

37 

33 

30 

20 

15 

26 

35 

32 

29 

22 

21 

17 

24 

28 

21 

29 

18 

15 

18 

lijt 

I  Maximum . . 

42 

30 

31 

00 

39 

48 

47 

53 

58 

40 

40 

42 

38 

35 

40 

35 

34 

33 

33 

26 

30 

38 

36 

44 

32 

28 

30 

^t 

Filchburg  

f  Minimum... 

22 

10 

5 

29 

25 

35 

33 

28 

41 

36 

36 

32 

28 

24 

If 

11 

17 

31 

22 

30 

22 

22 

15 

22 

25 

15 

25 

16 

4 

19 

ot 

i  Maximum.. 
(  Minimum... 

38 

26 

40 

57 

42 

55 

50 

52 

50 

52 

48 

44 

40 

44 

32 

38 

44 

46 

34 

34 

31 

30 

27 

32 

39 

34 

44 

26 

3S 

82 

?2 

Lawrence 

14 

8 

7 

35 

25 

33 

29 

40 

36 

32 

27 

23 

16 

12 

24 

32 

30 

26 

22 

19 

15 

22 

23 

16 

26 

8 

8 

15 

12 

i  Maximum    . 

45 

29 

47 

56 

57 

57 

50 

52 

51 

51 

47 

49 

41 

46 

36 

37 

47 

45 

44 

40 

34 

32 

32 

39 

41 

39 

52 

34 

39 

40 

*i 

Nantucket 

(Minimum.'.. 

23 

21 

27 

43 

40 

45 

41 

40 

45 

44 

37 

34 

36 

26 

28 

37 

42 

33 

28 

27 

25 

31 

32 

28 

34 

2! 

20 

24 

24 

35 

22 

44 

50 

53 

54 

43 

48 

45 

45 

39 

34 

36 

24 

30 

34 

33 

33 

32 

27 

24 

24 

31 

33 

25 

35 

25 

27 

27 

26 

Stockbridge    

(  Mhiimun"'.: 

17 

2 

—  6 

30 

21 

38 

34 

25 

42 

34 

31 

30 

24 

22 

12 

7 

15 

25 

28 

19 

14 

15 

12 

20 

17 

5 

20 

13 

2 

10 

J 

1  Riaximum    . 

40 

20 

40 

49 

46 

54 

42 

47 

45 

46 

43 

38 

.34 

36 

28 

32 

35 

32 

32 

31 

27 

26 

35 

31 

33 

30 

39 

27 

26 

28 

24 

Williamstown 

(Minimum... 
i  Maximum.. 
/Minimum... 

16 

6 

5 

32 

2b 

37 

37 

35 

43 

34 

35 

31 

27 

26 

10 

24 

29 

30 

24 

20 

19 

13 

22 

25 

6 

23 

15 

4 

13 

i 

26 

32 

54 

44 

52 

45 

48 

43 

4h 

40 

40 

40 

35 

32 

34 

33 

32 

28 

31 

25 

30 

36 

30 

43 

32 

25 

29 

28 

Worcester 

18 

5 

32 

28 

35 

26 

40 

38 

32 

20 

15 

10 

18 

32 

31 

25 

18 

18 

15 

23 

26 

11 

25 

16 

4 

18 

' 

Rhode  hl< 

ltd 

Block  Island 

\  Maximum  .  . 

46 

27 

52 

55 

57 

56 

48 

54 

53 

53 

44 

50 

39 

45 

33 

38 

46 

42 

40 

38 

32 

35 

37 

43 

40 

39 

54 

30 

41 

36 

(Minimum... 

23 

18 

26 

43 

42 

42 

42 

42 

46 

44 

38 

37 

34 

33 

24 

24 

38 

36 

35 

32 

28 

24 

23 

34 

34 

3U 

30 

23 

21 

Kingston 

(Maximum.. 

43 

?^ 

41 

57 

56 

57 

48 

52 

50 

52 

46 

42 

40 

43 

40 

34 

43 

40 

38 

37 

35 

30 
16 

39 
25 

40 
27 

34 
13 

51 
26 

46 

1 

37 

13 

(  Minimum.. . 

29 

12 

40 

30 

40 

37 

25 

45 

42 

31 

27 

27 

15 

19 

26 

35 

21 

31 

19 

20 

Providence 

S  Maximum.. 

40 

26 

49 

57 

57 

56 

49 

62 

46 

51 

44 

44 

41 

44 

31 

34 

46 

38 

35 

36 

31 

32 

29 

37 

38 

32 

52 

28 

36 

36 

(Minimum... 

17 

13 

16 

43 

34 

41 

42 

36 

42 

42 

34 

32 

29 

21 

16 

30 

34 

32 

28 

24 

20 

19 

26 

28 

23 

28 

18 

16 

19 

Coniiectic 

id 

Croam  Hill 

(  Maximum . . 

34 

25 

37 

51 

48 

53 

46 

45 

44 

45 

38 

40 

35 

37 

37 

35 

36 

36 

32 

34 

24 

25 

23 

30 

34 

36 

42 

30 

24 

24 

26 

(Minimum... 

20 

6 

14 

33 

37 

34 

35 

34 

40 

33 

30 

30 

25 

22 

10 

8 

18 

30 

30 

21 

18 

19 

11 

17 

19 

17 

22 

12 

8 

17 

10 

j  Maximum .  . 

34 

26 

35 

55 

42 

55 

50 

49 

46 

49 

43 

46 

40 

4^ 

30 

33 

36 

40 

36 

38 

30 

31 

27 

33 

38 

34 

48 

25 

32 

32 

30 

Hartford 

(  Minimum... 

19 

11 

10 

35 

31 

39 

41 

34 

43 

42 

35 

35 

3( 

19 

16 

27 

33 

33 

27 

25 

20 

19 

25 

28 

22 

23 

19 

16 

20 

17 
36 

(  Maximum .  ■ 

41 

25 

51 

56 

55 

54 

50 

63 

47 

52 

43 

45 

43 

41 

38 

30 

30 

27 

37 

52 

■28 

36 

34 

New  Haven 

(  Minimum- . . 

21 

15 

14 

37 

34 

42 

41 

35 

44 

41 

36 

34 

30 

29 

21 

18 

30 

34 

3^ 

26 

26 

21 

20 

27 

29 

24 

23 

21 

18 

20 

'i 

New  London  

I  Maximum.  . 

42 

28 

43 

55 

56 

55 

50 

52 

52 

46 

43 

44 

42 

37 

45 

43 

43 

32 

35 

30 

40 

40 

37 

53 

30 

35 

36 

(Minimum... 

26 

14 

13 

37 

34 

41 

41 

31 

45 

43 

36 

32 

29 

30 

20 

16 

30 

38 

34 

31 

25 

24 

19 

26 

29 

24 

26 

20 

15 

22 

19 

1 

Norwalk 

(  Maximum  . . 

40 

30 

42 

59 

58 

56 

52 

53 

51 

52 

46 

47 

42 

43 

39 

33 

41 

40 

36 

37 

30 

32 

25 

37 

41 

35 

52 

35 

32 

35 

(  Minimum . . . 

26 

10 

5 

36 

28 

41 

36 

24 

46 

42 

29 

27 

24 

22 

15 

12 

2i 

29 

33 

25 

17 

13 

16 

23 

21 

13 

34 

19 

10 

17 

j  Maximum .  • 

38 

25 

34 

56 

48 

57 

49 

49 

50 

47 

43 

41 

40 

41 

37 

34 

42 

35 

33 

31 

26 

34 

38 

33 

42 

42 

27 

32 

Putnam 

!  Minimum... 

27 

7 

2 

29 

28 

36 

26 

25 

40 

33 

27 

28 

21 

16 

11 

21 

28 

15 
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GENERAL    SXTMSIAKY. 

The  year  1938  may  be  cliaracterized  -.is  unusually  warm  and 
very  wet.  Nine  out  of  the  twelve  months  were  warmer  than 
normal,  and,  although  the  months  <>f  sub-normal  and  above  nor- 
mal precipitation  were  equally  liivided,  the  total  plus  departure 
far  exceeded  tlsat  01  the  minus.  As  a  matter  of  record,  the  total 
annual  precipitation  over  southern  New  England  was  exceeded 
but  once  in  tlie  records  of  the  Weather  Bureau,  in  1888.  The 
outstandiiig  weather  phenomenon  during  the  year  was  the  Sep- 
tember hurricane,  a  complete  sunniiary  of  which  may  be  found 
in  tlie  "Climatological  Data".  New  England  Section,  of  the 
month.  The  greatest  after-eflfect  of  that  storm  was  the  creation 
of  an  extreme  fore.'^t-fire  hazard  tliroughout  the  woodlands  of 
New  England,  due  to  the  vast  number  of  levelled  trees.  This 
danger  will  continue  for  some  time  to  come,  and  until  such  time 
as  the  forest  floors  are  cleared  of  d(  bris.  Other  noteworthy  fea- 
tures were  the  torrentisd  rains  which  preceded  the  hurricane  over 
western  and  central  New  England,  resulting  in  serious  flood 
eondition.s,  and  the  long  period  of  heavy  and  almost  continuous 
Bhowers  during  the  middle  and  latter  parts  of.  .Xuiv.-TV^iich  des- 
troyed or  seven  ly  damaged  crojru^iliiSRmirly  ■'hay,'  corn  and 
potatoes.     The  length  of  the  growing  season  juis^considerably 

[Continued  on  pa^firtV]         "^ 

The  average  annual  temppratuvrtff<j^|fi^  .W-tJWr'Wiis  47. li'^, 
which  is  1.3°  above  the  mean  frTT'the  past  51  years.  The  aver- 
age temperature  for  the  northern  division  was  44.6°;  for  the 
Bouthern  division,  -19.9*^'.  The  highest  annual  mean  temperature 
was  o2.4°  at  Chestnut  Hill,  Ma-sachusntts;  the  lowest  was  38.8° 
at  First  Connecticut  Lake,  New  IL-unpshire.  The  highest  temper- 
ature reported  was  5*9°  at  Brockton,  jMassachusetts  and  'Water- 
bury,  Connecticut  on  August  3d;  the  lowest  was  -37°  at  St. 
Albans,  Vermont  on  March  4th.  The  annual  range  for  New 
England  was  136°;  the  greatest  local  annual  range  was  127°  at 
Enosburg  Falls,  Vermont;  the  least  local  annual  range  was  75° 
at  Nantucket,  Ma.^sachusetts.  The  greatest  daily  local  range  was 
67^  at  First  Connecticut  Lake,  New  Hampshire  on  March  4th. 

The  average  annual  precipitation  for  the  Section,  was  50.65 
inches,  which  is  8.72  inches  above  the  mean  for  the  past  51  years. 
The  average  precipitation  for  the  northern  division  was  45.43; 
for  the  southern  division,  55.98  inches.  The  average  annual 
snowfall  for  the  northern  division  was  75.1  inches;  for  the  soutli- 
em  division,  48.3  inches;  for  the  Section,  62.0  inches,  which  is 
1.3  inches  below  the  mean  for  the  past  51  years.  The  greatest 
annual  precipitation  was  72.16  inches  at  Lake  Kononioc,  Con- 
necticut; the  least  annual  amount  was  33.78  inches  at  Kastport, 
Maine.  The  greatest  local  monthly  amount  was  18.28  inches 
at  Hubbardston,  Massachusetts  in  September;  the  least  local 
monthly  amount  was  0.46  inch  at  Provincetown,  Massachusett-^, 
in  August.  The  greatest  amount  in  any  24  hours  was  10  16  inches 
at  Hubbardston,  Massachusetts  on  September  20th.  The  aver- 
age number  of  days  with  .01  inch  or  more  of  precipitation  was 
139,  which  is  17  above  the  mean  for  the  past  51  years. 

The  prevailing  direction  of  the  wind  was  southwest;  the  aver- 
age velocity  was  9.4  miles  per  hour,  wdiich  is  1.0  mile  per  hour 
I  below  the  mean  for  the  past  51   years;  the  maximum  velocity 
I  recorded  during  the  year  was  121  miles  per  hour  from  the  south. 


cloudy,  and  139  cloudy  days. 


The  sunshine  averaged  54  iiercent  of  the  possible  amount,  which 
is  1  percent  al)ove  the  mean.  The  cloudiness  was  above 
the  mean;   the  average  for  tlie  Section  was  135  clear,  91  partly 


COMPARATIVE  BATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  jylassachusetts,  Rhode  Island,  and  Connecticut.  ) 
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MONTHLY  AVERAGES  AND  EXTREMES,  1937. 


Jan 

Feb... 
March 
April  . 
.May  . . 
.June.. 
July ,  . 
Aufr . . 
Sept.. 
Oct . . . 
Nov  .. 
Dec... 


Temperature. 


Annual   47.2    +1 


gg 


139   135   91    139   64     sw 
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Bold  face  type  gives  state  values,    t  AH  complete  records  used  in  determining  state  values,     t  Also  on  other  dates.     §  Thermometers  not  supplied  by  Weather  Bureau. 
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Montbly  and  aimual  precipitation  for  the  year  1938,  with  departures  from  the  normal. 


January.    Fel>ruary.      Marcl 


2. 45  -2. 39 
2.07-1.85 
4.59+1.39 

'  2.871 

I  4.19+0.58i 
i  4. 24  +1. 36 
I  2.89+0.151 
I  4.71i+1.03i 


-0.18  2.231-2.81   2.77-1.33   5.41+2.13   3.19+0.15   6.42  +3.21 

1.99!— 1.36'  1.55  I  -2.28i  2.49  -0.3o;  2.  V2  -0.89i  3.77  +0. 

2.24—0.681  2.59  -I.I5:  2.2o!-1.24|  S.13|  +  l  54!  3.43-0.22;  8.20|+4.70 

I.21I 1.1s! 2.79' I  3.57 i  3.161 1  4.93 

3.46+0  21'  2.83 '-1. 13   2.75|-0.76|  4.46|  +  1.2n  2.87-0.30;  5.66  1  +  2.18 

2.65|-0.09;  2.48,-0.52   2  95-0.0«i  4.53+1.19]  D.0fil  +  1.23j  8.21 


+0.24;  1.54 

-0.831  2.81 
4. 45+1. 051  2.5I1-O.55  2.73 
4  27+0.69t  3.61+1.021  2.28 
5.47+1.861  2.1o!-1.17l  2.98   -0.!>4,  2.92 
3. 33; -0.34   2.90+0.291  1.84,-0.82   3.37 
4.131+0.161  4  llj+0.  Ill  3.17-0.691  2. 
1.38-0.961  0.8S|-1.W   0.77-1.38   2.71 
3.061+0.51   3.171  +  1.40   2.71   +0.20 
4.79i+1.89|  1.871-0. 9G|  2.27-0.94 

4.31' I  3.101 1.57| 

3.79J+0.95   2.611+0.23   2.411-0.87 
4.391+0.59   2.841+0.44,  2.21  1-1.15 


0.80;  2.82+0.381  3.91  +1.7r  4.66i  +  1.63   5. 

1.22   2.301—1.27   3.56+0.331  2  79-0.5S   7.33 

O.97I  1.87-1.73'  3.61-0.03    3. 271-0.311  4.71 

1.311  2  33-0.9II  4.56|+].39|  5.51+1.831  5.01 

-0.57!  3.43S-0.0!    2.67-0.881  6.79 

+U.59   4.05+1.01   3.05+0.18   3.56 

-0.81   4. 00: +0.60   3.711+0.43   5,67 

+0.13   3.351+0.60   3.80i+0.20   5.06 

+1.04   5.44;+1.66   6. 02; +  1.83   8,27 

-1.73   3.361  +  0.13   2.751-0.80   5.32 

3. 92: 3. 32  4. 91 


3.54+0.681  2.56  0.00  2.56 
1.881-0.32;  3.07I+O.83I  2.22 
3.94I+O.941  2.11  - 
4.07+0.83'  2.86  )-0.03l  2.95 
2.83+0.07,  2.43-0.101  2.76 
3.351+0.35  2.581+0.061  2.88 
4.21  +I.21I  1.84,-l.CO!  2.13 
3.461+0.96  2.63+0.12!  1.91 
3.35+I.OO1  2.04-0.201  1.37 
4  9ll+2.21i  1.33-1.41  1.47 
3.171+0.051   l.2.5i— 

6.08 1  4.07.. 

4.481+1.571  2.51+0.27 


3.23+1.03  1.53!— 0.45 
2.23—0.05!  2.221+0.34 
5.69+2.OS1  1.511-1.50 
1.99+0.231  1.641+0.07 
4.80 +1.92!  2.12-0.43 
2.89+O.37I  1  93-0.41 
3.21+1.291  1. 55,-0. 34 

2.77+0.54 

2.66 '  2.42I 

2.73+0.3b|  1.491-0.761 
2.56+0.281  2.6l!+0.59 


2.78+0.55,  1.901-0  '. 
5.84+1.48;  3.  22'— 0. 1 
+2.07    1.941-0.1 


+3.21    1.771-1.56 
+l,04i  3.141-0.78 
+1.30!  2. 38! -0.99 
+0.18'  2.42!-1.72   2.46 
+0.97   2.55,-1.33;  2.82 
+0.81,  1.80! -1.42    1.99 

'  2  60'   .         I  3. 29 

+0.32'  3.25i-0.63l  2.93 


4.841+1.651 


.941- 


-0.51 


-0.03 


S.56 


2.73 


.151 


.301+0.21    2.20 


-1-0.  i 


0.00   2.94 

1. 42  2. 03 

2.171-0.61    3.11 

2.  791 -0.54!  3.89' 

O.OM  2.53;-0.'."v  •_'  ■•,=, 

-0.18!  2.75'-i'.  " 

1.32   2.79  -I. 

2  16'-  1.^     ...  ;_ 
2.29 

0.02 


+0.16   3.24 


+0.23  2.96 
-0.78  3.77 
+0.  in  5. 12 

+  1.03'  4  54 


+  2  m 
+3 
+  0.95 
+1 
+2.90 

+2^43 

+  1.44!  6 
+4  62 
+  1 


August.    September.    October.    November.  December.     Annual 


+2.80 
+3.36' 
+4.01, 

+  8,65' 


-1.87 

+  0.22 
+0.55 


-1.55 

+  3.06 

+2. 40 

1.82 


a     I    t. 


64 
5.44 
6.44 
3.84 
2 
+2.  46 
3.721+0.63 
4.55+1.05 
4.461  +  0.68 
4.321  +  0.27 
5.77+2.03 
+  1.90 
+3.37 
-0.45 
-0.72 
+ 
5.12 
6.0- 
5.3( 


-0.54 
-0.91 
-0.53 
-0.65 
-0.91 


0.00 
-0. 55 

-o.'is 

-1.13 
•0.40 
•0.74 
1.17 
-0.84 
-0.  SO 
■0.13 
+0.23 


47.11 
33. 78 
46.47 


ii..  L'.) 

+  1.22 

34.  4'.' 

+  2.92 

54.98 

+  1.55 

38.  4fi 

44.51 

+1.19 

87.  H( 

+1.70 

45.98 

•:  i,:;x 

V^.  ^.4 

I    ,  ,  14,  02! 

l,s.  421 

-1.35 
-1.66 
-2.01 


3.1 
2.43 
2.61 
2.31 

-1.59'  3.16 

-1.4,51  1 

-1. 15   1 

-0.  44    2.  50 
I  2.  27 

-0.84    2.01 

-0. 52I  2.  32 


-0.67  2.02 
4.14 
3.08 


1 
-1.08 
1.19 
1.42 


?L 


-0.22 


4.911+1.19!  2.31,-1.481 
4.63+0.861  3.30-0  67; 
3.12+l.('li  3.12-0.59' 
4.33+0.98!  2.12!— 1.27!  2.17   -1.62 
3.72+0.231  2.39|-1.43i  2.15 
4.39+0.62!  3.0l!-0.36'  3.53 
3.13-1.07!  2.24!-!. 60!  2,84 
2.97-0.35   1.581-1.  .59,  0.82 
4.101-0  09!  3.38'-0.7C!  2.80 
3.58-0.161  3.29-0.041  3.40 
3.54—0.021  3.67+0.60!  2.68 
5.10;+2.00  2.051-1.611  1.85 
4. 75, +1.731  2.17,-0.69    2.10 
4.62+0,05;  2.86!-0.21    2.39 
3.68-0.59:  2. 22; -1.61   2.  .34  [-1.9! 
5.43I+2.33   2.04-0.74    2.11  [-1.4: 
2. 03! -0.27    1.68  1-1.3' 


5.72 
3.28 
3.17!  1-8** 
66 


-0.79 


+0.41 
-0.19 
-0.57 
+0.16 
+0.18 


-0.43 
+0. 06 
+0. 02 


0.12 

-1.29 
0.61 
0.61 


-0.1b 

4.1h 

+1.02 

,S.  4.-i 

+  4.01 

3.  1-! 

-o!:; 

+0.69 

7.15 
2.67 

+  4.15 

9,21 
8.69 

+5.89 

2.  92 
4.. 55 

-0. 07 

-0.72 

2.45 

-1.06 

6.37 

+2.46 

2.58 

-0,  80 

-0.35 

,„„ 

+1.35 

6.84 

+2.65 

3., 35 

-0.18 

-0.06 

3.97 

+0.11 

4.45 

+0.15 

2,t)(; 

-1  51 

+  0.  0'> 

.s.n 

+  1.SS 

6.93 

+3.81 

-  0.  72 

2.  Ui 

-1.31 

4.  ('9 

+  1.19 

.49-1.47   2.42-0.50 
.SS  I -1.671  2.  82' +0.02 


-0.44 
+  0.24 
-0.44 


+0.25 


+1.24 
+1.45 
+0.31 

3.64'+0..5S 

3.67' 

4.70    ■  !    ■' 
3.(y      "   ': 


+4.94 
+5.30 
+3.41 
+3.61 


+2.S2i 
+  2.31! 
+  3.27 


+0. 54 
+3.07 
+2.02 


+3.66 
+7.69 
+5.97 


2.04-2.20 
3  39  -0. 77 
3.31  -0.31 
3. 99  +0. 2S 
2.70-1.34 


14.55+11.83  2.49 
6.38+2.63  2.84 
G.OO  +2.86  2.43 
6.8l!+3.2'.l  2.83 
9.  65' +6.  03    2.46 


—0,50  12.20  +1 


-0.70 

8,  02 

-0.79 

3.71 

-0.72 

2  89 

-0.50 

2,83 

-O.90 

3.  'in 

-1.08 

3.  08 

4.14 

+0.41 

3.  39 

-1.  24 

3.72 

-1.14 

3.  09 

+0.14 
-0.44 
-0.64 
-0.04 


-0!  ,52 

.93! -0,51 


59.20+16.55 
58. 5H]  1.72 
50.54+10.40 

52.78+8.20 
56.291  +  10.47 
14.00+13.61 


-0.57    3,  8i)'-F 

-1.471  2.44- 

.  -,,  .     .,  -1.27i  3.87+0  60 

0.13   3.  .51 +0.1,51  3.94+0.96 

-0.64|  3.36-0.58  3.76+0  83 

16-0.17   4  14+0.92 

1.64!  2.74-0.98    3.  OS -0.64 

-1.79   4.66+1.84 

-1.50   4.51  +1.01 

-0.86   3.561  +  0.08 


4.54 


+I.6I1  2.04-0.74   2  27 


-1.73   2.61 
-2.07   2.57 

2.57 

-1.30   2.39 


+0.83 


1.22  2.  .52 

0.93  1.79 

2.27-0.99  1.35! 

2. 20—1. 6:3  1. 93  i 

+0.25   2.91— I.09I  2.  .57  1 

4.571+0.68   3.03-0.65  3.07 

3.93+0.40   2.36-1.271  2.31  1 

5.55..-.     1  3.02! I  1..54 

5.431+2.08   2.63-0.69!  2.47  1 

6.37+2.73!  2.25i-].,50l  2.09 


3.56 


4.64 


-     ,'       .:;;!,  2.43 

^>23'r2'81 
r,  ji  -:  11.57  2.00 
9.31+6.17  3.29 
5.751+1.54  8.94 
9.40+5.94  5.47 
8.20+5.38   3.23 

7."  69 +4.' 28  8^67 
6.80+2.64  8.  .50 
5.40+1.3410.73 
8.89  +5.64  5.88 
6.75+3.41  8.42 
5.591  +  1.94  7.20 
7.391+4.0311.41 

!     I  .. 


7.05+3.67 

7.87|.. 
7.21+4.53 


2.94 

3.60 

2.94 

3.14 
.53;  2.98-0.54   4.281+0  59 
.71   3  48'-0.28  4.27+0.84 
.69!  2.88,-0.931  3. 97; +0.39 

. . .  I  2. 25l 1  3. 75 

.63,  2.62|-0.97i  5.21 


+1.03   7.191+3.95   6.86 

-0.641  8.691+4.67   7.94 

2.38|-1.52   8.97+4.95  10.22 

4.66+1.06   6.181+3.10111.24 

6.661+3.56   7.06 

6.77+3.47   7.77 

5.13+1.84   7.18 

7.19 !ll.32 

+1.97    6.4S+3.26'12.13 
+  0.16   .5.591+2.091  9.65 

I  I  i 


-0.19 
+4.48 
+1.84 
+0.17 
+5.08 
+4.86 
+4 


0.46-2.71  -I  ", 
-1.81 1  O.UU 
-0.82  12.21 


+5.04  2.12 
+3.17)  4.03 
+7.91 


+2.88 
+3.64 
+.5.96 
+6.87 
+2.73 
4.44 


14.15 


+0.01113.03 
-0.09il3.64 

3,211- 1.08il4,,59 
2  64J-1. 6214. 521+10 

+3.321   ...     

-0.6812.63+9.11 


+10.68 
+8.69 
+9.47 
1 


0.00  ^.2:^  f. -,1 
-0.44,  2.'.)3i-0.3U| 
-1.62   3.22+0.44  1 


2.94  -0.62   3.03 

3.95  +0.01   4.42 

3.79   3.44 

3.01  -0.11   3.40 


+3.231  3.97 

I  5.04 1    ...,1 

+7  82l  4. 09 +0.1917.001+1.3.  .56 
+5.58   5.28+1.02,11.521+8.03 

I      I       !      I 


1.89  -1.98  4.10+0.67 

1.96  -1.74  4.02+0.49 

1.76  -1.61  3.45+0.41 

1.56-1.96  3.441-0.11 

2.16   -1.50,  4.24  +0.89 

2.46   -0.99  3.66+0.23 

2.29,-1.50  3.58+0.35 

3.98! 3.48 

1.44  -1.82  3.14,-0.20 

1.70  1-2.10  3.51+0.15 


-r^.47 

'15.81 
+10.14 
+18.49 


0.70  58.09+12.03 

73+0.13160.45*14.23 

2,921-0.39  58.36  H.5. 26 

3.  «6l-0. 11  61.63+16.73 

3.53-0,48  57.771*12.24 

4,01+0.251....   I 

2.67;— 1.12  52.90+8.13 

3  611 1. 

3, 67+0. 0366.31 +23.60 
4.05+0.27,59.16+13.86 

i  I 


I  I 
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Year,  1938 


Bar  Harbor 

Eastport 

Fanuington 

Ft.  Kent 

Gardiner 

OreenviUe 

HouUon 

Lewiston 

Madison  

Millinocket 

North  Bridgton... 

Oldtown 

Portland 

Presquelsle 

Ripogenus  Dam.  . . 

Rumford 

Vanceboro 

Winslow 

Woodland 

New  Hampshire. 

Berlin 

Bethlehem 

Concord 

Durham 

Errol 

First  Conn.,  Lake. 

Franklin 

Glencliff 

Hanover 

Keene(near) 

Nashua 

Pinkham  Notch... 

Plymouth 

Vei'mont. 

Bennington 

Bloomtield 

Br^ittlohoro 

Bailiiistoii 

Cavenillsli  

Chelso-.i 

Cornwall 

Enosburs  Falls 

Newport 

Novtlitield 

Rutland 

St.  Albans 

St.  .Tohnsbnry 

Somerset 

Woodstock 


Monthly  and  annual  mean  temperatures  for  the  Year  1938,  with  departures  from  the  normal. 

January.    February.      March.  April. 


Unssnchiifetls. 

Amherst 

Blue  Hill 

Bo.STON 

Chestiuit  Hill 

Clinton 

Concord 

Eiist  Wiiroliam 

Fall  River 

Fitchburg 

Framingham 

Gloucester 

Hyannis   

Lawrence 

Lowell 

Nantucket  

New  l-!e'lM)rd 

pittsfield 

Plymouth 

province  town 

Rockport 

Springlield 

Stookbridge 

Swampscott 

Taunton       

Turner's  Falls 

Williamstown. 

Worcester 

Rhode   Islaud 

Block  Island 

Kingston 

Portsmouth 

Providence  —  .     . . 


Bridgeport. . . . 
Cream  Hill  .. 
Falls  Village  . 

Hartford 

Nc;w  Haven  . . 
N(!W  London  . 

Norwalk 

Putnam 

Storrs  

Watcrbiiry  . . . 


O.2.... 
4  21.3 
1.221.4 
10.5 
2.1:20.2 
O.Oilo.O 
0.fi!l4.  6 
1.2  23.4 
3. 9120.  8 
1.5:17.2 
0.9,23.4 
+  4.4I22.8 
1.2|2f).  6 
0.5il2.0 


26.8 
27.0 
19.6 
14.8 
25.0 
2  21. 2 
23.5 
27.8 
28  4 
18.2 
2L6 


-  1.6  27.4 
2  19.1 

2ti.5 


+  4.5 
+  6.(i 
+  25 


f  4.0 
+  4.1 

+  4.0 
+  3.7 

+  '3.2 
+  5.2 
+  4.3 
+  5.2 
+  6.8 
+  4.7 

+  '3.'3 


+  5.4  36.6 
+  4.3  26.4 
S  34.4 


1.4  30.6 
0.1130.8 
0.9i31.9 


0.7127.6 
0.9129.0 

0. 8I33.2 


+  0.5 
+  2. 
4-3, 


+  3.y 

3.7 

+  4.1 


+  2.9 

+  6.  f. 
+  4.6 


+  2.3 
+  4.2 
+  3.0 
+  1.8 


May. 


3.7  54.3 

4.8  51.9 
4.  0  .53. 9 
2.  6  52. 2 


2.1153.4 
1.3.^1.9 
3.  5I53.  0 
3.9  51.0 


64.2 

56.8 
67.4 
64.1 
,66.2 
6  163.0 
-  2.3  164.7 
0.3 
U.O 


.  0  63. 7 

.5  64. 8 
.1  67.4 


+  3. 
+  40 
+  3.7 
+  3.3 


July. 


.  5  67. 2 
.571.1 
.  9  69. 6 


+  1.0(27.7 

+  0.8!2'.).2 

+  1.1131.6 

+  0. 8|33  3 

+  0.2133.8 

+  1.1|32.4 

JSO.  0 

-  0.520.5 

+  0.7,33.0 


3.4  |38.- 

4. 5  !36. 

1.6  139.' 
3.  9  '39. 


+  0.  6  135. 

+  4.3i38. 

+  6. 1  i39. 

+  5.3  36. 

+  3.9  37. 


2.7  47.: 
4.7l48.i 


2.7.53  : 
1.3  53.1 
4.  9I.55. ' 
4. 1  .54. 


+  0.1 
-  2.1 
-1.7 


+  2. 


August.     September    October.     November  December.    Annual. 


1.771. 
1  4  69. 
2.  4  68. 


40.4 


+  4.7 
+  3. 5  |38.  6 
+  4.  4  |40.  8 
+  4.  3:41.  4 
+  4.6  [40.8 
+  5. 8  140. 0 
iss.  s 


7 

-0.5 
+  0.6 


+  3.1  18.1  1+  2.8  51.H 

+  5.2,51.4    +  5. 8  58.  6 

+  4.5:48.2    +  4.2  55.2 

+  2.5,48.2    +  2.5|54.6 


-0.7  168.9 
'63.0 

-  2  1  l63.  0 

-  1.4  64.7 
+  1.2 
-0.5  60.4 

-  2. 7  66. 4    +  0. 2  70. 8    - 


4.6 


57.5 


4.9  58.!: 
3.  6  52.  i 

2. 9  54.  i 
5. 0158.  C 
4.8155.S 
4. 4:56.  £ 
4.557.1 
4.9157.  E 
4. 8  58.  'i 
0. 1  50. i 
....  54.  ( 
4. 2  55.  t 
.  !55.< 
3. 
....56.- 


5  51.4 

2  50.0 

-0.5  52.2 
45.8 

-  0. 7  52. 7 

0.4  47.0 

1.4  46.9 

1.  5  52. 6 

1.9  50.2 

0.1  48.6 

2.1  52 

0.5  51.3 

0.9  53.2 

3.6  43.4 


+  5.  6  5(1. '2 
+  3. 8 -19. 6 
+  4.0  50.4 


+  3.6  58.2 

i54.3 

+  3.2  54.6 


1.5  67.4 
0. 8  i65. 4 
1.2  65.6 
0. 1  !68. 1 
0. 3  j67. 7 
0  0  166.8 
0.1168.6 
.    . .  164.  X 


0.6  73.2 
1.4  70.4 
0.3  70.  S 
1.0:73.5 
.73.5 
2.9 


+  0.4  73.7 
+  1.5  71.4 
+  0.7  70.2 
+  1.9  174.2 


2.5 


50.4 

48.4 

51.7    +2.4 

49.4 


+  44 

+  4.0 

+  3, 

+  6.8 

+  3.7159.4 

+  3.6159.2 

61.  0 

+  4.  3  62. 1 

+  5  9  61.4 

+  5.2  62.1 

58.  9 

+  2.2|62.0 

+  2  9'59.  3 

+  4.160.7 

+  3  2  63.0 

+  4.2  65.8 

+  4.2I57.6 

+  6.2162.6 

+  6.2|64.2 

+  2.4157.4 

h  4.4|61.8 

56.  2 

+  2.9  58.9 

+  2.9I6O.9 

+  6.6161.7 

+  4.7  57.4 

+  2.8  59.4 


+  3.0  62.3 

+  4.7  58.1 

+  1.6  58.6 

+  5.3I6I.7 

+  4.1152.3 

+  4.7  .... 

I-  3.2  60.8 


5.2 

2.6 

-4.3 


+  2.9 
+  2.5 
+  5.0 

+  '4.'2 
+  2.1 
+  1.0 

+  sis 


-  0.5 

-  10 
+  0.1 

-  1.9 

-  1.3 


S 


+  4.3 

+  2.5 
2.2 

+  3.3 

+  3, 

+  2 
1  2 
4.0 

+  4.0 


3. 1 35. 2 
5. 3  35. 4 
4.2  41.2 


+  2.2 

+  2.4 

+  5.337.0 
36.7 
38.9 
40.4 
34.6 
36.0 


2.9  56.2 
2.9  54.0 
2.6  51.8 
0. 0  56.  6 
1.2  57.2 
58.6' 
54.8 
55.0 


2.5 


+  4.1 

+  3.4 

+  2.4 

4.7 


+  3.1 
+  '6.'4 


+  0.2 
+  2.5 
-  1.1 
+  1.9 
+  0.9 
+  4.8 
3.5 
3.5 


46.0 
43.4 
44.4 
43.9 

46.8 
43.2 
43  0 

48.8 
.  .46  6 
.9I4I.5 


+  1.9  44.6 

+  3.6141.5 
+  2.6  40.0 
+  5.4  44.2 
+  3.4 
+  4.8 
+  2.6 


+  2.7 

+  4.0 

2.6 


+  3.3 
+  4.5 
+  3.6 


+  4.3 
+  5.1 
+  4.8 
+  2.6 


+  '2.' 3 


+  4.7 
+  3.7 
+  2.7 
+  2.7 


+  2I 


+-i3 

+"i:;6 


5 
+  3.3 


+ 1.2 
+  2.4 
+  3.1 


+  3.4 
+  2.6 


+1^ 


Eeferonce  letters  indicate  number  of  days  missing;  a  cue  day,  b  two  days,  etc. 
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StTPPLEMENTAL   RAINFALL   DATA,    1938. 


:  ras-^'^i  Oam.' 
last  Wintiirup 

lUwortli 

nstis  

t.  Fairfield  (neari 

■Jrera 

tckmaii 

iBCliias 

iddleDam 

;ilo 

[ooselicad 

ronu 

ockliiml 

Ittu  I'au  Dam ... 

he  Forks 

pper  Pain 

Stm  Jliiinpshire. 

Uvillo  Notch  ... 

illiain 

amp  tun  Beacli .. 

iUsboro • 

•keport 

gtncaster 

Incoln 

Juicliebter 

flan 

It.  Washingtou  t 

ew  Dui'ham 

ewport 

orth  Stratiord  . . ■ 

^eet  Lebanon 

Stewartstown  . 
rnirboio  Falls  . . 
ork  I'ond 

Vertnonl. 

eUous  Kails 

ntfCsbury  Oouim 
MtBainet 

Ryegate  

lan 

to'sMill 

lelodoes  Falls. . , 

ewf  ane 

«k>.'sl)oro    

■OChester 

burg  Mt 

earsbiirg  Station. 

ernon 

TestBnrke 

fest  Hartford  . . . 
.TiitP  River  June. 

rnlringham 

rUder 

ingcon 


shten.l 

thol 

eechwooil 

ojlstuu 

hester 

hesterlield 

gremont 

almonth 

klin 

ardner 

rotou 

ardwick 

-»th 

olyokp 

ic  Tunnel, 
ubbardston... 
iswich 

•iT.TM)!! 

■  -"i-z.'i  L:ike  . . 


S| 


I    I    I    M    I    I    I    I 


2.96 
1.74 
4.331 
2.40l  2.29 


u  College. 

est  Rutland... 
iQChendon 


4.66   1 
2.S2   2.35 
2. 94i  2. 07 


1.50 
2.56 
2.18 
1.81 

5.  44   2. 58 

3.12: 

6.42   2.43 


.D4    Z.i 


3.76  2.19 

4  54 

5 

3 

4.7.5:  2.62 

4.  .59  2.25 
4.76|  1.77 
4.21  1.51 
4.271  2.86 
4.431  2.0 
4.31  1.8 
3.8S  2.04 
4.69  2.16 
5.21I  2.25 

5.  .38  2.02 
5.01  2.64 
3..%    1 


2.94 
2.79 
2.87 
2.75 
2  95 
2.46 
2.08   2.71 


2.95 
2.67 
2.47  3.89  3.10 
2  72  4.  .54  2. 82 
1.92  4.61  6.10 
3.29  3.36  5.64 
2.83!  3.6S;  5.08 
2.29,  4.05  4.80, 
3.90  3.30  2.94 
2.99  4.24:  3.27: 
2.51  3.29  6.03 
2.40;  3.57'  6.38 
2.06:  3.!)2,  2.68 
3. 69:  -i-  P6  3  59: 
3.25:  3.21  4.771 
2.20  4.07  3.73 
2.18   3.39   2 


2.3!);  2.51 
2.82,  2.68 
1.81  ,, 
2.87  2.50 
2. 03!  2  23 
2.  .39;  2.12, 

1  52I  2.741 

2  74|  2.66 
1.98   2.O5I 

5  59j  2. 72i  ■>.  661 
4.80  2.88'  2.76: 
4. 38l  2  '23  2.  77i 
4.18  1.79}  2.14' 
4. 19|  2. 15  2. 32, 
6.69'  2.68   2  33 

1.95   2.22 

2.41 
4.49   2.14 


2.99  2.79 
2.50  4.4 
2. 13   3. 24 


5.39| 
8.36| 
10.14; 
7.82 
5.26 
5.24 
5.51 
8.57 
6.t9 
8.90 
6.41 
6.92 

6.' 95 
7.45 
5. 
6.37 


2.18'  5.46: 
3.85  5.20 
2.21  7.46 
2.46  6.76! 
3.  10  5.  la 
5.89  3.44 
2.27  6, 56 
3.OOI  5.63; 
1.70  6.60 
3.40I  8.27, 
■>.M\  4.20' 
A. -in  4.8:j! 
1.51  6.39; 
2.1,5  6.931 
4  93  3. 40 
4.79  5 
2.19    7. 


3.95  7.19 
3.6l!l2.24 

1.96  6.73 
2.39|14.56 
4.391"    - 


6.42 

8.67i  s.ajt 

6.2511.73 
8.  Oil  8.1.3 
6.74:12.281 
8. 70  9. 18i 
8.44  6.52 
6.0010.16 
8  78114.52' 
6.4510.801 
6. 72]  12.491 
7.5611.32; 

9.37  9.271 
9.57,  7. 81 1 

7.38  8.46, 
7.43I  8.19 
6.70:  7.98| 
7.2910.75; 
5.89:  7.01 
8  02  U.  69 
5. 88  10. 44 
7.53    8.62 

4.30  8.23  10.14 
3.88:  7.14  9.66 
4.  47i  8.  54  10.  06 
4.191  5.9312  30| 
3.741  8.76  7.96 
3.26'  7.68   8  94, 


39.95 
1.85  3.82  42  93 
2.  89  4.47  46.07 
3.77  4.45  45.23 
2.11;  4.14  12.42 
2.61.  4.80  43.10 
3. 10.  5.  51  45. 90 
1.  49l  2. 90  36.  70 
4.19  4.34  47.26 
2. 42  4  24!47. 19 
1.80|  4.63  39.90 
1.71  3.3143.66 
2.71  4.64:;8.80 
2. 06|  3. 90  45. 33 
2.55;  4.01140.85 
3.67:42.42 
2.61    3. 54:39.26 


2.51 
2.45 
1.78 
2.02 

1.81  -- 
1,25|  3.33 
2  821  3. 01 
2.46  3.14 
2, 

2.76 
2.58 
2.86 
2.46 
2.55 


2.13 


3.28 

B.79 
13.71 

6.03 
12  36 
15. 78  2  1 
12.24  2.31 
11.3:'.    2    I 

2.50.  J    1 
15  62    1   " 

7.30    -'  - 


10.681  '^■'•'''' 
15.70;  2.271 
12  96|  1.66; 
2  79  12.  34,  3.  02l 
4.79'  8.  .38;  2.09! 
3. 5112.71  2.16, 
3.5lil5.89  2.05 


110.  89   : 


4.55145.14 
3. 20'54. 66 

3  3948.  48 
4.  27:.54.  58 
5. 24  55. 88 
3. 93'.  .  . 
6.0152.80 
3.  99  52. 59 
4.11,40.15 
8. 14  [89.84 

4.361 

3.48  45.81 

4.7o| 

4. 07142. 70 
4.02  41.03 

4  79  42.37 
4. 26  43. 70 


3. 67  39. 86 

3.47' 

3.50  40.01 
3. 53153. 39 
4. 06l41. 41 
3. 0a:45. 52 
54.40 


.50.51 
62. 64 
63. 14 
5U.57 
38.  65 
42.  40 
43. 20 
57. 97 
41.16 
62.  48 


54. 94 
61.01 
53.41 
39. 97 
56.  hS 
56  25 
56.39 
61.34 
54. 22 
04 


3.90154.13 
3-  16;55.  7S 
2.80  61.20 
3.3147.89 
4.31157.16 
3.  73'60.  74 
3  .5_'  52.  47 
:;. ':V  ^'^  54 
■    '2.85 


:i.  15  55. 44 

2.  H3i60.  HO 
3.19156.55 
4.37  64.30 
3.04  55.40 

3.  83,58  45 
3. 72,59. 98 


SUPPLEMENTAL    RAINFALL    DATA,     1938.     Contmued 


Connecticut. 

Ualtic 

Harkhamstead  . 

Burlington 

Colchester 

Collinsville  .... 

Danbur.v 

East  Hartland 

Lake  Konomoc  — 
Mt.  ('armel.... 
New  Hartford 

S,ilisbury 

West  Hartland 


.89    2.1 

.61I  2.e 

.701  1.8 


1. 15   2. 90|  3. 


.5113. 
.46  9. 
.  02  12. 


.3111.83 
.94111.21 
.10  11.19 

.58  11.92 
.86  10. 
S7|l3.66 
VI  13.03 
.-.14.52 
.7:!'14.81 
,29ll0.93 
.13  12.06 
.37112 


3.82  3. 

4.311I  4. 

3.70,  3 

4.09  3. 

3. 76  3 

3.27  4., 

....  8.1 


66.39 

72.' 16 
.58.13 

56.  73 
55.  20 
57.09 


[Continued  from  page  75] 

shortened  in  many  sections  of  interior  nortliern  .ind  western 
New  England  by  an  unusually  late  occurrence  of  Uilling  frost 
at  the  close  of  May,  and  the  virtual  termination  of  crop  growth 
caused  by  the  hurricane.  November  brought  an  early  advance 
of  the  more  rigorous  winter  season,  and  more  snow  fell  in  that 
month  than  in  either  February  or  December.  e.  s. 


KILLING  FROSTS. 


Maine 

Bangor 

Bar  Harbor  ( near)  . . . 

liastport 

Farmiugton 

Fort  Kent 

(xardiner 

Greenville 

Honlton 

Lewiston 

.Madison 

Millinocket 

North  Bridgton 

Oldtown 

Orono 

Portland 

I'resque  Isle 

RiljOjfenus  Dam  • 

Rumf ord  

Vanceboro 

Winslow  

Woodland 

Xew  Hampshire. 

Berlin 

Bethlehem 

Concord  

Durham 

Errol 

First  Conn .  Lake 

Franklin 

Glenclitr 

Hanover 

Hillsboro 

Keene  inear, 

Manchester 

Nashua 

I'inkliam  Notch 

Plymouth 

Vcnnmtt. 

Bennington 

BloomfieUI 

Hrattlohoro 

Burlington  

Cavendish 

Cornwall 

C'raftsbury  Comm 

FastBarnet 

Enosburg  Falls 

Newport 

Northfield 

Rutland   

St.  Albans 

St.  Johnsbury 

Somerset 

Woodstock 


^pr. 
May 


do 
do 
do 
do 
do 

Apr. 

May 
do 
do 


May 


May   12'' 
do     30« 


jr.  24* 
ay     5* 


do  5* 
Apr.  21* 
May    9 

do      4* 

May  '  '9* 
.lune  l» 
May   18 


Oct. 
Sept. 

do 
Oct. 
Sept. 

do 
Oct. 

do 

do 


Sept. 
do 
Oct. 

^T- 

do 
Oct. 
Sept. 
Oct. 
sept. 

do 
Oct. 

do 


Oct. 
Sept. 

do 
Oct. 

SrPt. 


ifassachuselis. 

Adams 

Amherst   

Blue  Hill 

Boston 

Brockton 

Chestnut  Hill..   .. 

Clinton 

Concord 

East  VVareham 

Fall  River 

Fitchburg 

Framingham 

Gloucester 

Haverhill 

Hoosac  Tunnel 

Hyannis 

Lake  Cochituare.. 

Lawrence 

Lowell 

Nantucket   

New  Bedford 

Pittstield 

Plymouth   

Province  town 

Rockport 

Shelburne  Falls... 

Springfield 

Stockbridge 

Swaujpscott 

Taunton 

Turner's  Falls  .... 
Westfield 

Weston 

Williamstown  . 

Worcester 


Last  in     First  in 
spring,     autumn. 


Mhn:le  Jdamf. 

Block  Island 

Kingston 

Portsmouth  

Providence 


Comiectient. 

Bridgeport 

Colchester 

Cream  Hill 

Danburv 

Fall's  Village 

Hartford 

Mt.  Carmel 

New  Haven 

New  London 

Norwalk    

Putnam 

Salisbury 

Storrs 

Waterbury.. 


do 
do 
do 
May 

^cFo' 
May 
Apr. 

May 
do 
Apr. 
May 
Apr. 


May 
Apr. 
May 


Sept.  10* 
Oct.  8 
Nov.  15* 
do     16 


do  31 
Apr.  6 
May  13 
Apr.   11 

do  11* 
May  13* 

do    31* 

do  31 
Apr.  n 
May   13* 


do 

Oct. 

H* 

do 

8 

do 

5* 

Nov 

24 

Oct. 

8* 

Nov 

do 

1* 

Oct. 

8 

do 

2 

Nov. 

in 

Oct. 

5* 

do 

5* 

Nov 

do 

•?5* 

do 

V5 

Oct. 

7 

Nov. 

1 

do 

25* 

Oct. 

7* 

dy 

do 

2 

Nov. 

Ocr,. 

5* 

do 

do 

8* 

Nov. 

■?* 

do 

8 

Nov. 

?5 

Oct. 

•.'6 

Nov. 

15 

do 

lb 

Oct. 

do 

8» 

Nov. 

in 

(Xt. 

8 

Sept. 

<t* 

Oct. 

do 

8 

Nov. 

1 

do 

1* 

()(-t. 

S 

do 

do 

8 

»  As  no  frost  was  recorded  the 
in  spring  or  the  first  in  autumn. 


••|iMni   111  ■i^iiiiii^   •finn 


W.  B.  Bos;on-4-.:8-3S-1600. 


i 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:oO  p.  m.  observations  at  11  stations,  was  7"2  pcMcent,  w  liich  is 
5  percent  below  the  mean. 


Vol..   LI. 


l^osToN,   M.\.ss.,  JANUARY.   li)39. 


No. 


GENERAL,  SUmUAKY 

The  weather  during  .January  Avas  typical  of  New  England  mid- 
winter season.  While  the  monthly  temperature  averr.ged  only 
slightly  below  normal,  there  was  an  unusually  long  extended 
cold  period  beginning  on  the  !3th  and  continuing  almost  smin- 
terruptedly  through  tlie  2Sth,  with  temperatures  well  below  mr- 
mal  except  on  one  or  two  days  during  tliat  time.  The  coldest 
period  occurred  from  th.e  •2.5th  throiigli  the  27th,  with  extreme 
minima  generally  on  the  27th  M-hen  readings  ranging  from  -20" 
to  -iO'^  were  recorded  in  nortlicrn  portions.  The  resulting  tem- 
perature deficiency  was  nearly  balanced  by  a  marked  mild  per- 
iod from  the  otii  through  the  12th,  and  by  several  other  mild 
days  at  the  beginning  and  near  the  close  of  the  month.  The 
total  snowfall  was  about  normal  in  nearly  all  sections.  A  north- 
east storm  on  the  30-3 1st  produced  much  of  the  fall  in  central 
and  northern  portions,  while  an  earlier  storm  on  the  14th,  caused 
the  heaviest  snow  along  the  southeast  coast.  At  the  close  of  the 
month,  tlie  snow  cover  ranged  from  a  trace  along  tlie  southeast 
coast  to  above  20  inches  in  extreme  northeri!  portions,  and  river 
ice  ranged  from  4  to  25  inclies  thick.  e.  s. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
106  records.  vva<  21.9',  wiiid'   is  0.8°  below  tlie  mean  for  the 

ist  52  years.  The  average  temperature  for  the  northern  division 
wn^  17.4°;  for  the  southern  division,  2(5.5°.  The  liighest  month- 
ly mean  was  32.6"  at  Nantucket,  AFass. ;  the  lowest  was  8.2° 
at  First  Coniecticut  Lake,  N.  H.  The  highest  recorded  was  58" 
at  Ilaverhid,  Mass  on  the  iOth,  and  liillsboro,  N.  H.  on  the 
11th ;  the  lowest  was  -34°  at  Enosburg  Falls,  Vt.  on  the  97th. 
The  greatest  monthly  range  was  82°  at  Enosbuig  Ff^lls,  Vt.;  the 
least  was  41°  at  Nantucket,  ]Vf;-.ss.  The  cr-'itest  rl-  ilr  r;-,n<ro  was 
58°  at  Berlin,  N.  H.  on  the  2Sth. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
186  records,  wa.'-  2.71  inches,  wl>ich  is  0.80  inch  l)elow  tlie 
mean  for  the  past  52  vears  The  average  i)recipifation  for  the 
northern  division  was  2  48  inches;  for  tlie  southern  division. 
2.93  inches.  The  greatest  month.ly  amount  reported  was  5.89 
inches  at  Nantucket,  Ma.ss. ;  the  least  was  0.92  inch  .-t  Enos.bnrg 
¥&\h,  Vt.  The  greatest  amoutu  in  24  hours  was  2.54  inches  at 
Nantucket,  Mass.  on  the  2  l-J5th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  UMevl#i(<pJT|i(MTt>e(5if(^'!'^H 
for  the  past  52  years.  ' 

The  average  snowfall  for  ti)e  northern  division*  l?^a'f^939;^' 
records,  was  20.9  inches;  for  the  southern  divipitSil,  liiised  on  id 
records,  10.0  inches;  for  the  Section,  based  on  165  r(  cords,  15  /,. 
inches,  which,  is  0.2  inches  above  the  meai^^fofVtlf^.fVt  -Sf  ytlflVk"" 

WIND,  STJNSHINE,  CliOTJDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  121    records, 

WIS  northwest.     The  average  velocity,  based  on  the  records  at 

15  statioTis,  was  10  9  miles  per  hour,    which  is  0.8  mile  per  hour 

below  the  mean 

T!ie  sunshine,  based  on  the  records  at  14  stations,  averaged  43 

ntof  thepossibleamount,  which  is  3  percent  below  the  mean. 

"  cloudiness  was  slightlj'  above  the  mean.     The  average  for 

^  etion,  ba.sed  on  131  rt'cords.  was  10  clear,  7  partly  cloudy, 

I  cloudy  days 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. — 16th. 

HdlosJ amir. —l-6i\,  7-8th,  12th,  19th,  28th,  31st. 

Hnhs.sohtr.—Zd,  7th,  13th,  15-19th,  26-28th. 

Hdil.  —  (dates- and  general  location) —     None. 

7'hunderf:torv}s.—6{h,  Portland,  IMe.  and  extreme  western 
Conn.;  22d,  southern  N.  H.,  eastern  Mass.,  and  northern  R.I. 

Fog.dev.<^e.—'d-7ih,  2.1th,  30th. 

67cfi.  — (dates  and  general  location)— Scattered  occurrences: 
3d,  southern  Vt.,  eastern  Mass.;  4th,  eastern  Mass.;  5-6th, 
central  portions  of  N.  H.  and  Vt.,  and  vicinity  of  Amherst, 
INfass.  (5);  22d,  Concord,  N.  H.,  Blue  Hill,  Mass.;  24th,  Dur- 
ham, N.  II.,  Boston,  Mass.;  26th,  Block  Island,  R.  I.;  30th, 
(general),  eastern  Mass.,  nortlicrn  K.  I.,  and  western  Conn.; 
31st,  Plymouth,  Mass. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  end 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


1891 . . . . 
1892.... 
1893.... 
1894  . . . 
18<...i.... 
18%.... 
1897-.. . 


I  1901 

j  lyu-i 

1903   ■ • . ■ 

i  1904 

1905 

1906 


1908. ••• 
1909  ..• 
1910.... 
1911  ... 
19I2.... 
1913-..- 
1914.... 
191.i.-- 
tl91fi  . 
1917---- 
1918-... 
1919..- 
1920  ••• 

1921 

1922  • ■ • 


192.1 

19'J6 

l'.!-27 

1928 

1929 


1931.... 
1932. . . . 
1933.... 
1934.... 
19.35... 
193f>  ... 
V.W..-. 
I9:',s 


18. 


.    10.7 

•  13.5 
■    24.9 

•  14.5 
. '  20. 3 
.j  19.4 
.;  22.1 


.'  19  3 

:!  {?:? 

.!  18.8 

.1  17.2 

.|  27.8 


.  12  4 

.'  16.8 

.j  25.9 

.  17.2 

!  17.4 


IS. 


I     °'| 


Precipitation  no.  of  days  (all 

South        NewKiiglaiul) 


2fi 

4.  23 

34.2 

4.33 

3 

4.06 

15.4 

5.Ui 

-  3 

3.  23 

15.1 

2.7li 

-  2 

h.  92 

21.7 

7.26 

12 

4.42 

17.0     4.87 

-23 

2.17 

12.7  1  2.72 

-  9 

2. 52 

19.3  1  3.30 

-12 

2.51 

17. 3  1  3.  9fi 

-17 

1.08 

11.1   [2.02 

15 

3.39 

2!. 9 

4.  OV  1 

R3 

-  7 

(!.5 

-20 

.■iS 

-15 

fiS 

-23 

.'S8 

-21 

59 

-  7 

54 

-14 

58 

—  8 

-17 

fi5 

-  9 

55 

—14 

73 

0 

fi5 

0 

57 

-12 

ra 

-28 

5« 

-19 

r.8 

59 

-29 

68 

-12 

73 

-29 

4  2.93 

-17  i  2.40 

-  fi  I  3.41 

-  5  1.66 
-10  3.23 
-25  I  2.  .5(1 
-12  2.54 


2.  72 

2.  63 
2.41 

3.  OS 

'2. 62 
2.:i7 
4.ft5 
:>..  35 
3.04 
5.90  , 

3.71  I 


]:i 


«iiiiMiiifiiii^ii.»«te 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  198^ 


Climatolog'ical  Data  for  January,   1939 


1 

Temperature 

,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  0 

f  days 

6 

k 

E 

>, 

i 

S 

S 

^ 

s 

^ 

It 

Stations 

Counties 

c 

H 

£■3 
11 

5i 

-  li 

£"3 

ii 

~S 

3.  S 

1 

0 

1° 

Observers 

1 

5-; 

0/ 

1 

II 

1 

5 

s 

s 

£ 
3 

2 

Is 

I 

% 

3 

1 

""a 
"3  ° 

55 

s 

^ 

■e 

1 

|| 

w 

►J 

g 

0 

S3 

0 

« 

0 

,A 

H 

« 

0 

h' 

0 

^ 

0 

d, 

Maine 

f'enobscot 

HancoeU 

61 
460 

9 
■''' 

45 
45 

lot 
lot 

27 

44 
35 

20 
60 

2  07 

0.73 
0.80 

12.5 
10.5 

9 

8 

15 
12 

5 
10 

'\ 

nvv. 

Bangor  Hydro  Electric  Co 
B.  L.  Hadley 

Bar  Hiu-bor  (near) 

20'5 

■-■i'7' 

—  7 

-2.' 77' 

Bra.ssua  DaiiiU  — 

Sonrer.set 

Aroostook 

1,1110 
(V24 

0 

10 
0 

1  55 

0.35 

17.9 

10 

Walter  Tliurston 

CarilKju.. 

U.  S.  Weather  Bureau 

Kastiiori  

WasliiuHlon  ... 

Si 

66 

20.8'     +0.4 

"45" 

"io" 

-'5" 

27 

'36' 

62 

'\.bh' 

-2."  35' 

■6.'47' 

'ii'e" 

ii 

■9' 

"6 

ie 

nw'. 

U.S.  Weather  Bureau 

Kasl  Wiuthi-op.   ■  ■  • 

Mi 

S 

3.  06 

0  85 

■"■ 

11 

Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Ham. all  I.  Hatch 

Ellswiiith   

Hanroek..^".'.^ 

24 

0 

31 

2.  67 

— i.ii 

0.83 

10 

Kuslis  

iM-auklin 

450 

0 

26 

1.  73 

-0.77 

0.62 

28  9 

12 

'is' 

■3' 

'13' 

l-'armingtu.i 

Kr.udvlin 

i-a 

48 

17' 5 

■  +  'l.'9 

"47" 

ii 

-2i  " 

"27' 

37 

48 

2.30 

-0.90 

26.5 

10 

13 

11 

7 

nw. 

State  KormalScliool 

Kt.Kiiirliekl  (near) 

,\n.ostook 

530"' 

1 

■■g.i' 

"a\' 

"n 

20 
12 

1.65 
1.02 

-1.07 

■6.'3s' 

0  37 

13  3 
11.5 

9 

4 

16 
10 

3 

8 

12 

13 

nw. 
n. 

C  W.  Norsworthy 
W.  B.  Clark 

Fort  Kent 

-ig" 

"23   " 

■47' 

Gardiner '   i,.     .,'  i>;m 

139 

53 

21.6 

'  +  '2.9 

48 

14 

—  18 

27 

40 

103 

3.10 

■-o.'si' 

0.71 

26.0 

11 

17 

5 

9 

w. 

Samuel  U.  .Soule 

<Jreonville.. :  ,          ;  idi-  .    ■ 

1.057 

33 

10.6 

-  1.6 

42 

u 

-21 

27 

42 

44 

1.60 

-1.28 

0.38 

22.0 

11 

U.  S.  W'eatlier  Bureau 

HiraiMit ,  :             ;  ,  .;i,i   •• 

375 

0 

15 

2.  83 

0.98 

25.5 

9 

ii 

1 

16 

nw. 

C.C  V.&.  L.  Co. 

aouitoii M 

304 

36 

11.2 

■-'i.'o' 

"43" 

"ii" 

'-i7" 

'27' 

34' 

40 

1.6C 

— 1.08 

0.44 

10  0 

7 

17 

6 

8 

nw. 

William  il.  Cumming 

JadUmaii 

1.180 

19 

1  34 

—1.44 

0   13 

17.9 

10 

15 

0 

10 

sw. 

p.  M.Tripp 

[hiion  Water  Power  Co 

Levvistou 

.J>!idiosru«,'in  . 

1S2 

46 

19.' 3 

'+1.1 

"is" 

"io" 

-i4' 

27 

38 

65 

2.  68 

—1.00 

0.  69 

21.9 

11 

18 

6 

nw. 

ivlachias 

3'i 

13 

2.76 

— 1.00 

0.  92 

6 

Bangor  Hydro  IClectric  Co 
Great  Nortliern  Taper  Co. 

-Via.iisonS 

Si,'i,';,.,.Sct    .  ■  . 

2.i7 

35 

"\i'.& 

+  '3.9' 

"4S" 

ii" 

—22' 

27 

43 

39 

2  22 

—1.18 

0.01 

22  it 

8 

i5 

8 

"% 

w. 

Middi.'.iam 

(  )vf,ii.i       

0 

35 

2,  35 

+  0.13 

0.56 

30.  5 

U 

12 

5 

14 

nw. 

Union  Water  Po\i  er  Co. 

Millinn.'k.MS   1  -.-.'  -i.  ■     .  ... 

uk" 

36 

i4.  4 

+  i'.i' 

44 

"li" 

-i'i" 

"'i'l-' 

■43' 

40 

1.  68 

-1.90 

0.56 

ISO 

7 

19 

0 

12 

w. 

thvat  Northern  I'aperCo. 

Mill, ,  ;  ,         .  ,     .    ... 

'i.'02K" 

0 
0 

19 

5 

L02 

-0.82 

0.55 
0.25 

17.3 
9.8 

6 

9 

11 

7 

13 

nw. 

Winlield  Heath 
N.  W.  Itobens 

M-iu-'liiMil : 

North  Uridyl.. H. 

,    ., .;■;:!  :,,,■.  . 

4-30 

46 

"\i's)' 

-'o.'?' 

'48" 

"io" 

'-io" 

"27" 

42 

47 

3.01 

-6.60 

0.82 

23.0 

8 

"\'i 

■9' 

'i6' 

se. 

C.  L.Clmdbourne 

Oldlo.VIl 

!'.-iii.li.col 

lOS 

22 

17.0 

+  08 

44 

11 

-12 

27 

44 

27 

1.91 

-1.76 

0.  &! 

11.0 

7 

23 

0 

8 

w. 

Tlionia.s  W.  Clarl; 

Odm>o. 

115 

59 

19.2 

+   2.4 

46 

29 

-12 

27 

39 

62 

2.16 

-1.  70 

0.84 

10.0 

6 

12 

13 

6 

ue. 

Univ.  of  Maine 

Porllaiid 

('uinh..~'rl,iiMi... 

47 

68 

23.6 

+  1.2 

54 

10 

27 

30 

73 

3.19 

-0.78 

1.24 

14.5 

8 

14 

10 

7 

n. 

U.S    Weather  Buieau 

tT.wu..'isl.' -v 

Arooslook 

OOfi 

28 

10.7 

+  0.8 

41 

11 

—16 

27 

42 

29 

1.04 

-1  30 

0.36 

6.5 

5 

15 

1 

15 

nw. 

Miv  ICxperiment  .Station 

RilM^v.Mi^DanittS      l'i.-';diniui.s 

'.1115 

14 

10.8 

40 

11 

T-21 

27 

47 

15 

1.36 

—1.19 

0.38 

15  5 

8 

9 

14 

8 

nw. 

Great  Nortlierji  Paper  Oi 

Horkl.Mia  .  ..                Ki.ox  

40 

1 

21  8 

46 

10 

-  7 

27 

37 

11 

3.37 

0.96 

15.0 

U 

12 

9 

10 

\v. 

Geori^e  J.  Cumming        ' 
Cliarles  A.  Mixer               H 

505 

40 

17.4 

+  0.7 

60 

10 

—11 

27 

42 

46 

1.86 

■-i.'oi' 

0.55 

18.2 

8 

11 

13 

7 

nw. 

The   Kork.;     .-(  r.ii, ■:■-.. t 

33 

1.40 

-1.20 

0.36 

14.5 

8 

Putli  Durifin                        ' 
I'nion  Water  Power  Co 

lIpiH'l'  I'.llll '  .x::.i.d 

1.1S4 

0    

53 

1.90 

-0  37 

0.57 

22.0 

9 

".V 

11 

'i.5' 

nvv. 

Vanciioio i    >V^!.:i  iii.' t-.u  ... 

1   !   14.5 

"46  " 

"n" 

-is'-' 

'27' 

39 

2 

1.82 

0.-70 

13.0 

8 

14 

2 

15 

nw. 

Guy  W.  Butler 

Wiii^lowilS  '    ;:...ii:,->M f...... 

10 

34 

18.6 

■  +  'l.'l 

48 

n 

-24 

27 

46 

44 

2.08 

'-6.' 76' 

0.72 

17.0 

8 

17 

6 

8 

nw. 

HoUlngsuorth  .t  WIdtne 
St.  (Jroix  Paper  Co. 

Wuodl;uidS 

\i  .'...innulou  ■  •  ■ 

140 

23 

15.4 

43 

10 

-17 

27 

38 

23 

1  94 

-1.86 

0.82 

17.0 

7 

16 

3 

12 

nw. 

Kor  Stale     ■••• 

16  9 

-6.3 

54 

10 

-24 

27 

47 

2.05 

-1.45 

1.24 

17.4 

9 

13 

7 

U 

uw. 

Si-w  llamvshUe 

Berlin    

^^^1r,^ 

1.110 

30 

14.4 

+   0.9 

54 

10 

-27 

27 

58 

40 

2  42 

-0.44 

0.87 

25.3 

15 

16 

3 

12 

nw. 

lid  ward  Feiin 

iiythielieui  ....•■■. 

1,440 

IC  i  14.2 

+  1.2 

46 

10 

27 

44 

47 

-0.91 

0.49 

15.0 

8 

3 

13 

15 

w. 

GeorKeJi- Tucker 

Uonrord    

:i  1  ( .  i ;  M ' ;  M '  k   .    .  . 

277 

68      21.8 

+  0.2 

.54 

10 

-10 

27 

39 

87 

i.  ni; 

+0.06 

1  50 

18.1 

10 

5 

6 

20 

nw. 

Dixvid.-Xotvh  .... 

0 

46 

9 

47 

3.03 
2.32 

"-h'.^i 

0  63 
0.93 

26.0 
14.0 

15 
10 

13 
9 

4 

15 
18 

nw. 

?,7           ■':'         ■   '."'e 

Uiirliuui    

'..•  Mill     --.i     ..... 

S3 

22.'6' 

-  o.e' 

"53  " 

"io" 

-i2" 

"27" 

39' 

ICnoli*    

1 . 2.;o 

i:  1  1.5.8 

42 

10 

-24 

27 

39 

54 

2.72 

-0.04 

0.79 

13 

13 

4 

14 

w. 

i'n:..;i  -1:.   .',    j'.ir.erCo. 

First  Conn.  LakeU 

ilo 

1.600 

21 

8.2 

'-■'i'o' 

41 

11 

-33 

27 

49 

22 

.3.03 

+0.03 

0..50 

37.'3' 

18 

12 

4 

15 

w. 

C..UU    \  .li.cj  i.uinberGo 

F  tznilliam' 

'■lie.>!dre    

0 

50 

"io" 

-18  " 

27' 

■42' 

20 
38 

2.40 
2.76 

-0. 55 
-0.24 

1.28 
1.38 

10.0 
18.0 

10 
8 

\^'Hiler  li.  iioiies 
F.J.Soutlnnayd 

Franklin 

""o'io' 

"n.i' 

■"o.o 

ig' 

3 

■■9' 

n. 

Glencliit   

i;railon     ..... 

l.G.iO 

30 

16.8 

+  0.4 

45 

10 

-16 

26t 

41 

31 

2  77 

+0.27 

0.90 

27.5 

11 

10 

7 

14 

n. 

Stale  Sanatorium 

Hamilton 

10 
603 

54 

11 
99 

1  65 
3.04 

+6.' 69' 

1.09 
0.92 

6.0 
26.8 

4 
12 

13 

14 
9 

4 
15 

n. 

Fnink  IC.  Leavilt 

!);m-Uiiom!;;  Cnlleire 

Hanover  S    1  <l,-.:i..ii    

iio 

— '6.4 

49 

io 

-24 

"27" 

'38' 

lliiHboro 1   iiili-.lH.rou^h   . 

812 

1 

19.  3 

58 

11 

-14 

26 

42 

2 

3.26 

0.88 

19.7 

11 

9 

9 

13 

w. 

^^  11    I-.e.^earuh  Forest. 

k-eene.neariS    ..    .    n„..-l,i,  •     .     .. 

5.50 

9 

20.  9 

V  o.'-j 

51 

11 

-14 

28 

46 

10 

2.87 

+6']7 

1.10 

18.6 

12 

12 

8 

11 

u  . 

lloh-rt  !'    ilayward 

I^alieport    

liidknr,!' 

500 

4. 20 

+0.52 

1.47 

9 

Fred    Wititin 

Lineoln    ..    ........ 

(iyaftoil   ■'■'..... 

1.200 

b 

19 

+  0.09 

0.  ;i7 

"■ii% 

13 

is' 

7 

'ii' 

lOdv.ard  .\.  Can- 

Manehoriter 

HiUsboro 

171 

IS 

■li.'i 

-  o.'iV 

"52" 

ii' 

-    6 

"'27 ' 

36' 

65 

•1.  iiO 

-0..52 

1  24 

12.0 

9 

12 

10 

9 

n. 

Public  Service  Co. 

Milan     

Coos   

lli!lsl)..ro 

1.190 
125 

0 
53 

21.2 

25 
56 

2.21 

-1.19 
-0.91 

0.  60 
0.  63 

12 

10 

15 

..^ 

15 

nw. 

Androscoggin  Kes-  Co. 
Pennieluick  Water  Work 

Na.lnui  i?  .......... 

-  i.  0 

45 

"2t 

-io" 

"21V 

42 

Ne>v  lMiri:..;i.ll    ■. 

N',.,v,„.!  I                

Sli-iilVi.rd 

■-■dlivau    

652 

""m" 

0 
0 
0 





U 
2 

3  7.1 
2.77 
2.44 

1.  60 
1.05 
0.4.5 

'i9.'6' 
28.8 

8 
7 
16 

E.  E.Tobey 
11.  1'.  Shepard 

F.  A.  smith 

Ni.i.'.'i.  ,-,t.n.Mo|-d... 



rii,i;::.iiMN'.ti'ii,'J.. 

2.  000 

9 

ii  8' 

"rio" 

'  i  0 ' 

-18 

"27 

35 

10 

3.75 

1.07 

43.5 

15 

"6 

io 

l-'i 

ne. 

,l.B.Uod.ge 

Plym.ii:t!i 

500 

51 

16.2 

-  i.'ij' 

45 

]i 

—17 

5 

43 

,->2 

3.  24 

'  +  6.' 33 

I.53 

19.0 

U 

15 

2 

14 

w. 

.Mrs.  HatlieG.  Trow 

WK.lS,|..,wn-!~l'.wi: 

r,)i,s 

1.0.50 

0 

26 

2.  16 

—0. 15 

0.37 

2  1.7 

15 

Claude  Baker                 jv 

W,.lll..iro  Falls.... 

(■:,rr,i'il  

514 

0 

::::.:;: 

13 

2.97 

1.24 

19. 5 

10 

9 

"\i 

io' 

w. 

Kenneth  Berry             'v 

y,i,  ;:   'wa-A     

""-^    

1,500 

0 

58 

11 

3.66 
2  83 

-6.20 

1  CO 
l.CO 

;il.2 
22.6 

14 
11 

11 

4 
7 

17 
13 

nw. 

U.  S.Bureau  of  Fishe^ 

Forotale      •■•■ 

'vi'.i 

"-\.'i 

"sb" 

...... 

-33 

27 

Ml.  Wa.slnnijUjn  X 

Vrriil',1,1 
;i..no^>.^  l-i.U.. 

6,  270 

300 

33 

5t 

-36 

.->■{ 

4.95 

0.74 

25.9 

18 

5 

, 

19 

nvv 

U.  S.  Weather  Bureau 

Windiiani  ...    . 

0 



38 

2  81 

+  0.28 

1.45 

22  0 

13 

7 

7 

17 

B.  F.  Hydro-lilectrieCO 

IJ-MMiio-.l-.n 

It.^nningion  ... 

"lO 

21.1 

—  i.2 

■■,53" 

"io" 

-ii" 

"27" 

■?A 

26 

1.75 

-0.45 

0.70 

12.0 

11 

11 

7 

13 

nw. 

Everett  Orchards 

Bioinnli-ldll 

I'S^M.N-     

>.i:!0 

33 

13.1 

—  1.5 

43 

lot 

-32 

27 

42 

34 

2. 45 

+  0  17 

0  63 

32.  5 

15 

9 

6 

16 

s\v. 

<it-orgeL.  Cooper 

Brattl.dioro^  

333 

29 

20.1 

-  2.1 

51 

10 

-12 

27 

47 

45 

3.56 

+0.  50 

1.  45 

28.  5 

n 

5 

13 

13 

n. 

liavmond  L.  Brown 

Bnrlington 

308 

54 

16.8 

-  2  0 

49 

in 

-20 

27 

38 

103 

1.29 

-0.47 

0.60 

14.5 

13 

6 

3 

22 

n. 

li.S.  Weatlier Bureau 

Cavendiiili 

Winiisor    ■■■'.". 

KOO 

36 

17.2 

-  0.9 

44 

lot 

-26 

27 

38 

37 

3  74 

+  0.86 

1  20 

28.8 

14 

5 

10 

16 

nvv. 

Cen.Vt  P.  S.Corp. 

Ciudsea 

750 

53 

IS.  4 

+  2.7 

50 

11 

-29 

27 

46 

54 

2.54 

+0.02 

0.82 

22.5 

10 

12 

7 

12 

svv. 

Mrs.  Theo.  G.  Taplin  tf 

CornualUt   

>.d'lll,C;in 

507 

46 

19  5 

+  0.1 

47 

-18 

27 

34 

53 

2  07 

+0.15 

0.50 

20.  0 

7 

15 

3 

13 

n. 

Sarah  E.  l.ane 

Craftsl)nr.v  Com... 

Orleans. 

1,244 

3 

14.4 

47 

10 

-23 

27 

40 

2 

2.28 

0.55 

26.0 

12 

7 

6 

18 

nvv. 

Mi-sE.M.  Dustin 

Kasl  liarn>a 

OhO 

g 

13.4 

44 

10 

-28 

27 

S4 

10 

1.72 

0.57 

23.0 

14 

9 

6 

16 

w. 

N.  E.  Power  Co. 

East  lU'oj.Tate 

ciil!'(lonia  . .  -^  • 

413 

0 

17 

1.98 

-6.26 

0.82 

22.  5 

12 

17 

6 

8 

11. 

.T.  F.  Devinstit 

Kuo»b,MK  l'all.5.... 

Kni.nklin 

422 

47 

is.' 4' 

-  6.4 

"48   " 

"io" 

-34' 

"27" 

55 

49 

0  92 

-1.59 

0.27 

14  5 

6 

13 

2 

16 

nw. 

L.  II.  Pomeroy 

Gilnian    

lOs.-.'X 

H.50 

0 

10 

2  34 



0.48 

IS.  5 

10 

13 

4 

14 

w. 

(Jilinan  Paper  Co. 

MaysMilltt 

\Vin,;ii;nn.    ... 

8,50 

0 

10 

3. 28 

-0.46 

1..52 

28.  3 

15 

1 

15 

15 

e. 

Fred  May  ttt 

Neufane 

450 

0 

30 

2.95 

-0.15 

1.35 

25.7 

13 

13 

8 

10 

nw. 

Mrs.  ,7ohn  J.  Gerety 

Orleini's    ....... 

700 

a 

i,5!6 

"43" 

"ioi' 

-24" 

"27" 

44 

in 

3.  06 

0.  79 

21.2 

IG 

10 

6 

15 

u. 

Rev.  A.  B.  Criehton 

NorthHeld' .".!;!".'' 

n'-isiiin<?ton.i;! 

842 

52 

1.5.9 

+  '6.'7' 

53 

10 

—28 

27 

42 

62 

1  90 

■-6.45 

0  78 

20.1 

12 

5 

12 

14 

n. 

U.S.  Weather  Bureaa 

li.niniiiyton.... 

1.  122 

0 

18 

2.77 

-0  90 

1.12 

19.0 

13 

9 

5 

17 

n 

N.K.  Power  Co. 

K.VeV'ster 

Win.i.sor 

0 

■ : : : : ; 

11 

2.70 

0.75 

25.  0 

9 

E.  E.  Ordway 

Kut'.iuid 

Kutland 

eio" 

23 

20.4 

■  +  '2.'3 

"52" 

"io' 

-20 

"27" 

■39' 

24 

2,16 

'-6.  12 

0.52 

18  5 

12 

ii 

3 

ii' 

nw. 

George  H.  Boss 

.St.  All.>,ns(near).. 
St..l>ilinsl.nrv 

lM-.inkiin.. 

r;-,l.'d,)iiia 

KM 

7 
45 

11 
46 

George  S.  Hand 
Fairbanks  Museum 

16.7 

+  1.0 

"■ie" 

...... 

'—'>'-{  ' 

"27' 

■42' 

■i.'os' 

— o.'is 

'o.'ct' 

2i.7 

ii' 

9 

i2' 

10 

n. 

Sear.AhnrK  ^tt 

U,.nnhH,'ton   ... 
H.  nirliisiton     .. 

2,  360 
1,600 

0 

15 
36 

2  41 
3.88 

-1  15 
-0.  42 

0.80 
1.27 

2.5. 0 

31  5 

20 

18 

5 

7 

4 
4 

22 

20 

w." 

George  Brigftstn 
N.  E.  Power  Co. 

Searstiurif  Sta.tt... 

Sonier.seltJ 

Windham 

2.  080 

27 

17.4' 

+  6.8' 

si 

ii 

-26' 

"27" 

37 

28 

3.  39 

-0.97 

0.90 

27.2 

21 

5 

1 

25 

w. 

L.  L.  L-rmMrd 

VernonttS 

Windham 

■228 

0 

43 

2  73 

-0.09 

0.94 

16.7  1  13 

7 

7 

17 

n. 

Conn.,  River  Power  Co 

VVe.st  Burke  

Oale.ion.ia 

0 

10 

2. 39 

0.60 

16.0  1  13 

17 

1 

13 

nw. 

Oilman  W.  Ford  ttl 

_ 

See  page  4  for  explanation  of  reference  marks. 


Jaxtary,  1939 

CLIMATOLOGICAL 

DATA: 

NEW 

ENGLAND  SECTION 

3 

Climatolofrical  Data  for  January,  1939 

.■Stations 

Counties 

1 

1 
1 

Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No.  of  days 

.50 

Pi 

Is 

Is 

1 
1 

.5? 

1 

1 

5 

Great/'.'^t    daily 

range 
Length  of  rec- 
ord, years 

Total 

h 

11 

0 

If 

1- 

.if 

1  = 

5 

0 

1 

1 

5 

Observers 

V.:n:,ont  ConVd 

Uo>t  Hartford 

Wliue  Kiver  Jc- 
\V!.,tinghaui 

i/ton 

■ock 

Windsor 

Windsor 

Windliam 

Windsor 

Windham 

Windsor 

400 

490 
1.450 

370 
1.640 

700 

0 
0 
0 
0 
0 
48 

in 

3.20 
3.20 
3.01 
■2.86 

4.:i6 
3.79 
2.67 

2.10 
•2.21 

2-32 
2.72 
2.18 
•2.84 

2.  .52 
2.51 
3.11 
2.23 
2.62 
1.96 
4.16 
2.48 

3.  42 
3.86 
2.96 
2.  54 

2!  61 
3.71 

•L'li' 
2  G2 

3.' 35 
2.37 
2.76 
2.31 
3.90 
2.5s 
2.911 
2.  -10 
1.9fi 

2  ni 

2.57 
3.05 

2^49 
2.87 
2.68 
5.89 

2.65 
2.  24 
2.  5>) 
3.47 
3.18 
4.13 
2.81 
4.47 
3.57 
3.^2S 

'+6.' ■7-2 

'  +  6.''73 
+0.75 
+  1.11 
-0.15 

'-iiis 
-1.34 

'-i'.29 
-1.43 
-0.91 
-0.81 
-O.SO 
-0.20 
-1.72 
-1.13 
-1.24 

'-6.' 36' 
-0.70 
+0.02 
-0.^23 
-1.18 

"-orn 

-0.06 

'"i.n7 

-0.  :l,s 

-fi.  m; 
+n.  19 

-1.17 

-6.31 
-0.'.2;! 

-Mil 

-o.'es' 

+^i'i2' 

-0^89 
-0.69 
-1.01 
+  0.33 
-0.24 
+  0.S1 
-0.  45 
+  0.^28 
+  0.11 
-0.46 

1.28 
1.28 
1.11 
1.06 
2.00 
1.08 
2.00 

0.  m 
1.34 

0.78 
0.88 
1.08 
1.06 
1.15 
1.05 
1.06 
1.23 
0.94 
1.06 
0.81 

1.  02 
1.00 
0.97 
I.  35 
1.  09 
0.  95 
0.93 
1.-23 
1.40 

'b'.'-Y 

1.05 

0.  8(i 
1.38 
1. 25 
1.15 
1.05 
1.^20 
1.(15 

Lll 
l.'JO 
0.78 
0.75 
0.93 
1.10 
2.  .54 

1.  26 
0.91 
0.81 
1.33 
1.'21 

2^00 
0.83 
1.92 
l.SO 
1.16 

■24.4 
28.9 

2514 
25.8 

23:4 

19.1 
4.6 
9.6 

'io.'i' 

7.0 
9.0 
7.5 

"e's' 

8.6 

1L7 

14  8 
11.4 

'9.7 
8.6 
8.5 
10.7 
13.  S 
10.4 

'i2'o' 

18.' 6 
11.2 

7.5 

«.  2 
l:;.() 

'(I'i 
9.7 

1.5.9 
9.5 

13  8 
7.9 
7.3 

10.4 

10.4 
6.5 

"9'2 
12.0 

io'f;' 
10.9 
3.0 

11 

17 
11 
14 

13 

18 
8 
10 
12 
14 
12 
11 
10 

7 
11 
14 
12 

13 
11 
10 
12 
13 
9 

i'l 
11 
10 

15 

18 
15 

10 

13 

12 

13 
11 

13 
13 
13 
12 
12 
10 
12 
12 
15 
8 
10 
11 
11 
10 

Eva  K.  Boubleday 
N.  E.  Power  Co 

■26 
17 

20 
19 
22 

14 
104 
54 
4 
122 
54 
44 
46 
27 
21 
67 

10 

8 
2 
13 

7 
9 

17 

5 

13 

5 
9 
6 

4 
10 

IS 
16 
15 
19 
15 
16 

•20 
4 

w     ' 
sw. 
n. 

uw. 

E.  T.  Sutton  lit 
Olcott  Falls  Co 

Walter  Adams  1 1 1 

18.6 
17.7 

•2:5.6 

•25.0 

+  1.3 
-  0.3 

'+i.'3 

49 
63 

60 
52 

101 
10 

10 
10 

-26 
-34 

-  4 

27 
27 

27 

43 
65 

36 
32 

William  S.  Eaton 

-.vacA)M«H« 

Berkshire  ..... 
Hampshire  .... 

iMiddlesex 

Norfolk  

-50 

•217 

227 

70 

640 

17 

540 

110 

600 

1.360 

124 

398 

139 

IS 

970 

190 

50 

402 

172 

240 

1. 110 

15 

165 

325 

950 

50 

1.650 

90 

800 

1.030 

30 

30 

820 

148 

57 

85 

190 

53 

97 

275 

330 

100 

35 

3^^ 

1.  ino 

65 

1.700 

920 

1.0.S7 

1,650 

1.050 
40 
25 
400 
720 
160 
199 
555 
850 
20 
20 
200 
520 
450 
210 
•222 
900 
711 
960 
625 

10 
55 
0 
0 
55 
69 
0 
46 
0 
0 
55 
35 
63 
14 
0 
53 
0 
55 
55 
0 
0 
10 
3 
0 
0 
40 
0 
0 

0 

0 

46 
55 
55 

0 

0 

0 

0 

0 

0 
53 
54 

0 

0 

0 

0 

0 
22 

0 

0 
53 
38 
10 

0 

0 
29 

0 
10 
26 
56 
37 

0 

0 
14 
11 

0 
41 

0 
47 

N    E    I'ower  Co 

r>tS 

iJeechwood*.... 
iliie  llill«§ 

'■""ni'':.::::: 

itHiUI.... 

i  §        ... 

Mas^..^Kr^  E--;i'.  .'ila. 

"e' 
4 

"s' 

8 

"\1 
19 

Z'. 

25.9 
•27.8 

+  0.6 
-  0.1 

52 
55 

10 
10 

0 
4 

23t 

27 

■26 

30 

Blnel,      '         ■ 

U.  «.  W.;  ■:.    r  1,1,     .1.1 
Mrs.  Lonii«  11    i(.x-il 

Worcester 

Plymouth 

Hampden 

Hampshire 

•28. 1 

25.  5 
•25.  0 
27.8 

-  0.3 

+  'i.'i 

+  0.3 
+  1.0 

51 

"54" 
53 
56 
63 

2t 

10 
10 
2t 

0 

"5" 

-  3 

-  3 

-  8 

23t 

"•23t' 

27 
27 
21 

33 

40 
29 
37 

10 

9 

12 

w. 

City  Eiisineor 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

l\let   Wiiter  Wofli'ri 

Worcester 

Middlesex 

Plymouth 

Berkshire 

Bristol 

15 
5 
12 

"e 

3 

8 
4 

"9' 

13 
18 
15 

'ie' 

uw. 

Met.  Water  Worl<s 
Fred  A.  Tower 
■losepli  [,.  K  el  ley 
State  Dept.  Public  Ilcaltli 
Richard  C.  liritlia.n 
State  Dept.  Public  Health 
Herbert  IS.  Al'en 
Met.  Water  Uia^ks 

areham  ... 
•iitU* 

.r?§ 

ighatn  J  .... 

28.1 

-  0.9 

51 

6 

3 

27 

26 

67 
42 
75 
64 
18 
34 
27 
19 
52 

45 
20 

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

Essex 

25.  5 
•26.9 

+  0.9 
+  0.8 

54 
54 

10 
10 

~1 

27 

30 
31 

9 

"^ 

15 

uw. 

27.0 
•24.6 

,loucester§     

■reentield 

48 
52 

10 

3 

27 

23 

84 

6 
4 

14 

io' 

11 

20 

'io' 

nw. 

Franklin 

Middlesex 

Worcester 

Piiredu  of  KiitonioloRV 
S(ate  Dept    Public  lie'alth 

lardwick* 

laveriiillS 

(•■ut'i* 

■27.4 

+  0.8 

58 

10 

0 

..'^!.. 

34 

Franklin 

Hampden 

Berksliire  

Worcester 

Barnstable 

State  Dept.  I'ublio  Health 

Tunnel..  . 
rdstoii* 

'22.' 4' 

'so.'e' 

■  +  '6."i' 

"■49  " 

"so" 

"io" 
"'21' 

-16" 
...... 

"ii" 
"•23" 

■2.i' 

10 

ly 
47 

29 
42 

84 
114 
29 
54 
14 
26 
10 
2 
66 
28 
68 
26 
24 
27 

21 
S3 
52 
S3 
38 
26 

41 
92 
43 
19 
12 
65 
44 
21 
40 
34 
50 
12 
■29 
47 
83 

98 

46 

1 

lOS 

29 
16 
46 
21 

"6' 

'e' 

19 

N.  E.  Power  Co. 
State  Dept.  Public  Health 
Stiite  Teacher's  College 
State  Dept.  Public  Health 
E.  P  Mitcliell 

10 

3 

18 

JW. 

Worcester 

Middlesex 

56 
54 
51 

fliituatettS 

.^u~\''\d*. '■'■'■'■'■'■'■■ 
id.ileboro* 

25.8 
•24.0 
25.0 

+  0.9 
-  03 
+  0.3 

11 
10 
10 

-  4 

-  2 

-  2 

10 

-io" 

27 
27 
27 

■23" 
27 

'27" 

39 
36 
29 

25' 

22 

■ii' 

Met   Waterworks 

s 

13 

13 

n. 

Essex  Coniiiuiiv 
Props.  Locks  I*;  Canals 

Middlesex  ...... 

Plymouth 

13 

is' 

'8 
6 

'5' 

7 

6 

'i.V 
is 

13 

.... 

Willijiiii  U    fl(iel-/el 

Worcester     ■   ■ 

Worcester 

Franklin 

Nantucket 

lontasue  City... 

aiitucket  

5.T  Bedford 

-'-'•ridge* 

..VmrioM* .'"..!."'!; 
V.Moiith 

Charlotte  A    liraun 

.32.6 
•30.6 

24.' 6' 

+  1.4 

■  +  '2.'i' 

51 
51 

"53" 

•2 
'io" 

U.  S.  Weather  Ihireau 
CitT  Eii^'liiet-i- 
St;. te  Dept.  Public  Health 
Si;i(H  De;it.   I'ublic  Healtii 
Si;  re  Kept.  r;,blie  Health 
Si;ae,  ix-pr.  I'ul)lie  Health 
M.'l.  Walei   'A  •■ik^ 

'''''■'  '   !   .      ,•;■:'''' ''ralth 

Worcester 

Berkshire  

Plymouth 

Berkshire  

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable  

Essex  

28.8 

+  0.2 

■  +  'i.'6' 

54 
"49' 

2 
"io" 

3 

26 
■2G" 

30 
24' 

6 

'e 

9 
'9' 

'16 

u'u'. 

"town 

rt 

'r\  MiU  H     MeN  lyr 
U.  S.  C.  G.  Station 

-  e  Falls  .. 

■r:::::: 

■Id 

~  i.]ge".".'.'.'.'. 

■"-PS'.Ott 

l..Ut011§ 

imers  Falls 

Franklin  

Worcester  ...... 

Middlesex 

Hampden  

Worcester 

Berkshire 

23.5 

57 

11 

-11 

27t 

40 

3.28 
3  32 
2.90 
2.75 
2.70 
1.96 
2.^22 
2.69 
3  04 
2.02 
2.86 
2.98 
2,25 
'2.18 
i.  46 
2.98 
2.61 
2.79 

3.32 
3.85 
3.HH 
2.30 
3.34 

3.47 
2.93 

4.14 
3.00 

+0.64 
+0. 18 
-O.Sfi 
-0.  35 
-0.  78 
-1.06 
-2. 13 
-1-58 
-0.06 
-0.9(1 
-0.  43 
—0.  64 
-1.35 

-0.07 
-0.17 
-0.  32 
-0.95 

-0.46 
-1.02 

-i.'io' 

-0.71 

+0.05 

+o;3i 

+0.23 

L52 
1.09 
1.40 
1.41 
1/22 
0.7S 
0.  99 
1.05 
1.'29 
0.  75 
0.81 
1.47 
0,97 
0.91 
0.70 
1.30 
1..35 
2.54 

1.25 
1.43 
1.31 
0.83 
1.43 

L30 
1.94 

1.48 

10.0 
11.2 
7.6 
fi.  4 

8.4 

11- 0 

8.0 
17.3 

"o.'o' 

5.5 
10.0 
18.9 
11.2 

8.1 
10.0 

4.9 
6.7 
6  3 
7.0 
6.2 

15 
12 
12 
8 
10 

11 
10 
10 

9 
12 
10 

7 
10 
13 
12 
10 
11 

14 
10 

10 
10 

6 

8 
10 
11 

■^ 

9 

15 

n. 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

27.' 4' 

22.' 2' 
2.5.4 
26.8 
26.0 

■  +  'i.'7' 
"-'b'.b 

+  0.2 
+  3.0 

"si" 

"52" 
50 

52 
50 

"io" 

'in" 
10 
2 
101 

-  6 

27 

21 

27 

35' 

33' 
28 
31 

Met     Waterworks 

12 

'i(')' 
11 

6 
5 

13 
8 

"3' 

"fi' 
8 

11 

in 
12 

10 

11 

6 

11' 

5 

4 
11 

io 
12 

■9' 

8 

4 
3 
3 
4 
3 

13 

'in" 

15 

21 

15 

8 
11 

'i9 
'Ve,' 

15 

16 
18 
16 
17 
17 

nw. 
inv. 
nw. 

w. 
nw 

nw. 

nw. 
nw. 

sw. 
nw. 

IT.  S.  Armory 
Met.  Water  \Vurks 
N'Sbit  H.  B:iii(ra 

Bristol  • 

Water  Works 

Franklin    

Hampshire 

Worct-ster 

Hampden 

Middlesex 

Turners  Falls  V.&  K  .  Co 

ebst.>r  * 

•27.' a 
2.5.8 

■53" 
55 

"io" 
10 

-  4 

■27"  ■ 
27 

34 

State  De()t.  Public  Ileallh 
State  .Sanatorium 
Weston  Culle'-:e 
Met.  Water  Works 

..stonS 

est  Rutland 

iniamstown§.... 

inchendon* 

orcester(a)§ 

For  State 

Worce.>!ter 

Berkshire  

Worcester 

Worcester 

22.3 

+  0.2 

52 

10 

-12 

27 

32 

Williams  CoUet^e 

.'^tate  Dept.  Public  Heallb 

24.0 
26.3 

31.9 

27.8 
29.0 
28.2 

-  6.2 

+  0.9 

+  0.5 

+  'i.'6' 

-  0.5 

53 
58 

53 
52 
51 
51 
53 

10 
10 

fi 

6 

2f 

6 

-  1 
-12 

8 

-  3 
4 
4 

-  3 

23t 
27 

15 
27 
27 
15 

27 
47 

27 
36 
28 
.32 

Clifford  L.  Davis 

Rhode  Unnd 

ock  Island 

nKston 

:)rtsmouth 

,  ovidenoe 

Newport 

Washington  .... 

Newport 

Providence   .... 

33 

100 

225 

8 

59 
50 

69 

U.S.  Weat her  Bureau 
Apr.  Exp.  SI  at  ion 
A^.  Exp.  Station 
U.S.  Weat  her  Bureau 

Cmneditnt 
.Itic 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

140 

"    146 

2fi2 

0 
0 
39 
0 

The  Baltic  Mills  Co. 

rkhamgtead  .... 

idgeport§........ 

rlington 

28.2 

'i2 

'5 

■i4 

nw'.' 

Water  Bureau,  I-lartford 

-0.9 

,52 

2t 

4 

261 

27 

Water  Bureau,  Hartford 

Seepage  4  for  ex 

planationof  refe 

pence  marba. 

January, 


CLIMATOLOGICAL  DATA:  NEM^  ENGLAND  SECTION 


Olimatologrical  Data  for  January,  1939 


Temperature,  indesrees  Fahrenlieit 


Precipitation,  in  inches 


H 


£'*" 


Connecticut  Cont'd 

Colclioster 

(JoUinsville 

Cream  Hilltt 

Daubury 

liast  Hartland  

Falls  Village§ 

Uartf  ord 

Lakt'  KonomocU-' 

Mt.  Carmol   

New  Haven 

New  l>ondon 

Noi-walk  

Putnam  

Salisbury 

StnrrsS 

Waterbiiry  

West  Hwtlana.... 
For  State  •   •• 


New  London. 
Hartford  .  • . 
Litchfield  ••. 

l^'airtield 

Hartford 

Litchfield  ... 

Hartford 

New  London. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

Wiiidham.... 
Litchfield  ... 

Tolland  

New  Haven  . 
Haitfor.i 


+  0.8 

+  0.9 

+  0.4 

—0.73 
-0  70 
-0. 3'2 
+0.57 


14 
13 

7 
2 

4 
5 
4 
16 

20 
13 

nw. 
nw. 
nw. 

6 
5 

10 

16 
16 

nw. 

6 

7 

11 
2 

14 
6 

10 

14 

11 
10 
4 
5 
11 

15 
15 
9 
19 
13 
20 
10 

nw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

8 

8 

15 

nw. 

Stedman  Storrs 

Edwin  R.  Wilder 

C.L.Gold 

Thomas  P.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 


Water  Bur 


Hartford 


Explanation  of  Seference  Marks  Used  on  Pages  2,  3,  and  4. 

The  departures  from  the  normal  temperature  are  computeil  from  the  averntres  of  the  entire  period  for  stations  havinfr  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  vears  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of  reo(n-d  are  used.  Reference  letters,  a,h,c,  appearnig  in  the  table  indicate  number  of  days  missiiifr ;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttl  Observer  for  New  England  l^ower  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  sm 

Jt  Post-ortioe  addiesse.s  of  these  statiou.s  are  as  follows:  Maine-Aziscohos  Dam,  Wilson  Mills;  Brassna  Dam.  Kockwood ;  Hiram,  West  Baldwin;  Ripogenus  nam 
Millinocket;  Winslow,  Wa.terville;-New  Hampshire-First  Conn.  Lake.  Pittsburg ;  New  Durham,  Alton;  Pinkham  Notch.  Gorham;  York  Pond,  Berlin;- Vermont-Bloom- 
fteld.  North  Stratford,  N.  H.;  Cornwall,  Middlebiny;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls  Mass 
—Massachusetts-  Ashland,  Franiiiigliam :  IJhie  Hill.  Milton;  Egremout,  South  Kgremont;  Falmouth,  llatohville;  Lake  Cochituate,  Framinghain;  — Connecticut- Crea" 
Hill,    West  Cornwall;  Lane  Konomoo,  New  London. 


Ilecord  faruishod  by  Massachusetts  Department  of  Piililic  Health. 


Not  included  in  summaries. 


Explanati 

Except  as  otherwise  indicated  observations  are  generally  made 
observations.  *«*  Regular  Weather  Bureau  station  ;  precipitation 
recorde<l  is  for  the  preceding  24  hours.        *  Precipitation  included  in 


of  Reference  Ifflarks  Used  on  Pase  5 . 

near  sunset,  and  precnpitation  recorded 

tonddnight.         **  Precip 

1'.  Precipitation  is  less  than  ( 


ate  in  the  afternc 
s  for  the  24  hour  1 
that  of  next  niea 


for  tlie  24  hours  ending  at  the  time  t 
in  measured  in  the  morning;  amount 
ich  rain  or  melted  snow. 


]|  Observations  are  taken  in  the  morntng;  the  luaximii 


anation  of  Reference  Marks  Used  on  Page  6 

then  read  is  charged  to  the  preccrling  day,  on  which  it  almost  always  occurs. 


PRESSURE.  WIND.  HUMIDITY.  AND  SUNSHINE 


Amherst 

Block  Island   ... 

Blue  Hill 

Boston  

Burlington 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

NantiuiUet   

New  Haven 

North  field 

I'ortland 

Providence 


Atmospheric  Pressure 
(reduced  to  sea  level) 


30.04 
29.1 
30.  00 
29,  9' 
30.0 
2ft.  98 
29.  90 

29.  96 

30.  ni 
30  01 

29.  96 

30.  02 


30.52 
30.  53 
30.56 
30.55 
30,  60 
30.58 
30,  56 
30  58 
30,  59 
30.52 
30.53 
30  52 
30  50 


29.  20 
29.  29 
29.  19 
29.  14 
29.16 
29.14 

28.  S8 

29,  03 
29,16 
29. 24 
29,  24 
29.  26 
29.17 
29.08 
29,22 


Relative 
Humidity 


Errata: 

Annual,   1938,  page  75,  table  bottom  right  column,  capti 
should  read:    Monthly  Averages  and  Extremes,   1938,  in 
of  1937. 

Annual,  1938,  precipitation  at  Salisbury,  Conn,  for  Mate 
should  be  1.92  instead  of  1.12,  and  total  for  year  should 
56.00  instead  of  55.20. 


ARY,    1939 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for  January.   1939 

Drainage  basiu 

Day  of  month 

"« 

tlOUs 

'1  -'1  » 

^ 

5 

6 

7|     8|     9 

lOJll 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

n 

23 

24|25 

26 

27 

28 

29 

30 

31 

M<tine 
stport'"*  

J  J. 

.21 
.53 
.44 
.26 

.02 

.... 

T. 

.... 

.01 

.46 

'.'38 
.26 
.65 
.01 
.34 
.16 
.46 
.87 
.66 
.51 
.48 

";57 
.34 
.05 
.20 
16 

.01 
.02 
.03 

■.'62 
.38 
T. 

■.'60 

'i- 

.17 
'.'69 

.23 

'.'28 
T.' 

.02 
■V. 

•i: 

T. 

.21    .05 

T. 

;33 

.06 

.15 
.38 
.62 
1.11 

do ::::::i  ':i  ^n  .w 

Stl5.    

rmiuLitoii 

Kennebec 

...do 

:S 

.24 
.14 
.24 

.62 

.12 
.16 

.01 

.01 

;i;. 

.37 
.01 

't.' 
f  ■ 

.... 

.... 

T. 

.09 

.06 

'.'i? 
'.■i2 

.03 
.11 

'.Ot. 
.06 
.18 
.12 

'.'63 
.16 
.09 
.18 

.01 
.03 
.01 

'.'03 
.03 
.05 

■;64 

.06 
T. 
.12 

■r 
.02 

;o2 
.20 

.18 
.04 
.03 
.07 

■.03 
.15 

1.73 
2.30 

'^' ''^' '     

Kennebec 

.21 
.02 

'.'03 
.02 
.32 
.34 
.06 

.  34l . . . . 

.27 
.05 

'.'06 
.(M 

"Aa 

.69 
.10 
.20 
.40 
.69 
.49 
.39 
.55 
.82 
.05 
.66 
.36 
.12 
.45 
.33 
.72 
.33 

.36 
1.35 

.93 

.19 
1.38 

.92 
1.10 

.67 

.63 
1.09 

.79 
1.53 

;4o 

.08 
1.01 
.82 
.07 

'.'15 
.28 
.43 

.02 

.25 

T. 

'.'04 
.02 
.02 

.... 

;;;; 

T." 

•f.' 

.01 

.71 

.43 
.88 
.21 

.65 

3  10 

eenviUe 

.32 
.44 
.12 
.33 
.02 

'.'39 
.33 
.17 
.09 
.11 

;2c 

.14 
f.' 

.21 
.03 

;ii 

.04 

.a5 
•  lb 

■.'62 

'."is 

.26 
.02 

:'& 

.14 

.02 

'.'2! 
.10 

T. 
1 

T. 

■f.' 
T. 

.12 
.13 
.07 
.02 
T. 

.01 

St.  John 

T. 

'.'40 
.61 
.18 

'^"''"   

1  84 

Androscogsiu   

Kennebec 

2.68 

*'."'"'" 

llinooUel 

Penobscot  

do 

T. 

1.68 

1  77 

rth  liiidgton... 

f. 
.37 

■t 

".'45 

f.- 
.38 

'.'12 
.12 

■;i5 

't. 

.03 
T.' 

.02 
'.'67 

T. 

't.' 

't.' 

T. 

.22 

.16 

rtliiiKi'** 

BSvlueJsle    

pogemisDam... 

T. 
.21 
.13 

'.iv, 

.02 
.20 

'.'64 
.03 
.19 

'.'ii 

.04 

.36 

.08 
.05 
.05 
.04 
T. 
.11 
.14 
.06 
.17 

•1". 
T. 

't. 

.91 

.44 

St.  John 

I'enob.scot  

.\ndroscos8in   .... 

Kennebec 

....do 

St  Croix 

tV 

T. 
.30 
.30 

.OS 

1  04 

.01 
•J-. 

't.' 

i'. 

't. 

.05 

';24 

".'64 

.02 

';50 

.24 

.20 
.3() 
.03 
.09 

.87 
.10 
.32 
.60 
.26 
.45 

;5'i 
i;6o 

1.05 
.18 

.32 

1.45 
.22 
.45 
.44 
.50 

'.'69 
.17 
.29 

.26 

•,io 
.02 

.38 
.09 
.18 
.20 
.42 
.08 
.01 

'.'25 

.02 

■.'29 
.22 
.23 
.30 
.08 
.08 
.41 
.26 

.20 
T. 
.17 
.13 
T. 
.08 

.It; 
.44 

;3i 
.45 
.20 

.18 
.23 
T. 
.15 
.11 
.30 

;o9 

T. 
.06 

"Ah 

';55 

T.' 

'.'i2 

1.86 

eKorks 

\'eiv  Ilumpshire 

1  40 

T. 
T. 

'.'63 

.02 
.'21 

T. 

.'65 
.01 

'.'64 
.02 

T. 

.12 

■y: 

T. 

.07 

.02 

T. 

•f.' 

.05 

'.'62 
.05 

r. 

■f. 

.08 

'.'oi 

.05 

't.' 
'f  ■ 

T. 
.05 

.02 

'.'os 

.04 

.... 
"t".' 
'.'64 

'i'.' 

'J'. 

T. 

••rV 

;oi 

.... 

T. 

'.'oi 

'1- 
't.' 

't'.' 

't.' 

".&> 

'.'oi 

T. 

'f. 

't. 

't' ' 
T. 

.01 

't.' 
'.'08 

.42 
.82 

.03 
.31 
.22 

;3o 

.29 
.27 
.22 

.04 

.4£ 

;35 

.19 
.22 
.0£ 

;2o 

.24 
.19 

.09 
.17 

'f. 

■f.' 

'.'io 
't.' 

'.'61 

.05 

.41 
.16 

1 
.44 

.71 
.78 
.01 
.61 

't ' 

.29 

.13 
.04 
.44 
1.20 
.59 
.50 
.04 
.11 

;52 

2.08 
1.94 

3  06 

^tToun'.Lake:: 
,,jjjlin         

Coast 

Connecticut  ... 

.04 
.04 

2.32 
3.03 
2  76 

nover  ....  

euelnt-ar) 

.04 
.07 
.09 
.06 
.16 
T. 

.04 
.32 
.01 
.01 
.04 

'.■54 

.io 

T. 

.08 

'!•; 

T. 

';69 
'.'05 

T. 

...do 

Merrimac 

....do 

....do 

Connecticut 

2.87 

iX'rham":::: 

wporf* 

2.21 

3.  75 
2.77 

IVrmoiit 

)omlifia  ..  

rttK-boro  •• 

rliiiKtoM*** 

remlbli  

Biseiv 

Connecticut 

....do 

Champlaln 

Connecticut 

....do 

2.45 

'1' 

.02 

1.29 
3.74 

2.07 

osbiirg  Falls.... 

St.  Liiwreiice  .'!!;; 

Champlain 

....do 

do 

■.'06 
.02 
.05 

.27 

■1-. 

.09 
.02 

.17 

T. 

't.' 

T. 

.01 
T. 

T. 

.... 
.... 

T. 

.01 

't. 

't.' 

T. 

0.92 

rtdd'"'::::: 

HamI 

Alb:ins  (Dear). 

Johiisbiiry 

ner>.t*'. 

St  lUirke*' 

KK5>tock 

Mafsachiissetts 

jhtTst                 

T 

.01 
.03 

1.90 

Conuecticut 

....do 

...do 

...do 

.07 

.07 

'.OS 
.01 

.13 
.22 
.36 

'.'oi 

.01 

.06 

'.'63 
.26 

T. 

.08 

.20 
.27 
.23 
.27 

'ni 

T 

T. 
.03 

;;;: 

.64 

■;64 

.74 

.62 
1.09 

■;3o 
1.05 

LOo 

.19 

;68 

KOO 
■J'. 
.22 

USO 

'.'69 
.17 

T. 

.57 
.48 
.60 
.83 

1.31 
.55 

.71 
.45 
1.06 
.74 
.20 

;97 

.84 

;9B 
;58 

.19 
.65 

.48 

'1 

l'2» 
.60 
.19 

1.35 

1.25 
1.43 
.69 

1.94 
1  33 

'.'ie 
.10 

'.'88 

.02 

';66 

T. 
'.'67 

T. 
.03 

•r. 
.10 

.08 
.07 

T 

r. 

T. 

.02 

J'b 
T. 

■r. 
.10 

'f.' 

T.' 

.... 
.10 

•t.' 

f. 

T. 
".03 

.'63 

';63 

.... 

;;;; 

T. 

';oi 

;64 

;o8 

.04 
.40 

.12 
.24 

.1! 

';25 

.14 
.11 
.04 
.35 
.44 
.14 
.25 
.14 

';i6 

.16 

50 
.14 
.2-2 
.27 
.  29 

;22 

'.'24 
.13 
.31 
.25 
.20 
.08 

.2r, 

.37 
.25 

.25 
.38 

■;: 

.31 
.35 

'.'08 
■'^' 

.11 

'tv 

'.'07 

T.' 
T 

T. 

.10 
.02 
.02 
.02 

'.'65 
.03 

".'0% 
.04 

'.'io 

.16 

'.04 

;o2 

.05 

;o6 

l.CO 
.13 
.08 
.13 
.15 

.07 
.29 

.20 
.08 

.03 
.11 

.05 

■.'64 
.06 
.27 

'.'ii 

'.'61 

T. 

.35 
.15 

.37 
.90 
.56 

.68 

.13 
.32 

.05 
.07 
.98 
.16 

1.02 
.05 
.06 
.01 
.07 
.98 
.03 
.10 
.43 
.07 

1.20 
.01 

.12 

.07 
.OS 
.15 
.78 
.65 

2.05 

1.08 

.53 
1.08 
1.01 
1.23 

.65 

.48 

^;?1! 
1.35 

1.06 
.05 
.93 
.75 
.50 
.49 
.70 

1.05 
.83 

2.32 

.81 
.94 
1.92 
1.16 

3  79 

';6i 

.is 

.20 
.12 

.01 
.08 
.01 
.0.5 

.02 
.05 

■.'32 

'1'. 

';oi 
.02 

'."07 
.01 

.(y.i 

.07 
T. 
.18 

;o4 

.08 
.12 

.03 

■r. 

.-i.i 

■t" 

'f 
.'42 

'.'os 

.03 
.10 

'.'64 
.08 

'.'10 

.05 
.02 
T. 

.25 

2.  21 

StOll"* 

esterli.ld" 

..do 

2.18 
3.11 

f. 
'■.'' 

.02 
.02 

T. 

.11 
.05 

.05 

i'.' 

'.'oi 
.01 

2.62 

licord 

$t  Wan-ham**  . . 

remoi.t" 

JIKivrr   

mo.itii" 

4Shl.iirs 

...do 

Coast 

Houi^atonic 

Coa-it 

:; 

'.'06 

.... 

■f.' 

'f.' 

T. 
T. 

't. 

'.'oi 

.02 

'.'27 
.14 
.41 
.06 

1.96 
4.16 
2.48 
3.42 

...do 

T. 

3.86 

2.96 

uni'iBlmra 

»Dklin" 

*d»i<k« 

r^riiill 

bimi.lston** 

...do 

.02 

T. 

■'r' 

T 

;;;: 

.01 
.01 

't'.' 

't. 
.... 

";o2 

.02 

i'.' 

T. 

;;;■ 

.04 
T. 
T. 
.05 
.09 
.02 
.03 

.13 

.06 
.01 

.12 
.04 
.02 

;io 

;o9 
.10 
.21 

.15 
.07 

.01 
.'.'. 

i''. 
'.'oi 

T. 

i'.' 
t" 

T 
•f.' 

.... 
T. 

t'.' 

';ii 

T.' 

.04 
.t« 
.04 
T. 
(12 
.  21 1 
'1'. 
.03 
.4(' 
.07 
.f« 
.05 
.05 
.06 

".04 
.12 
.03 
.03 
.05 
.01 
.03 

.12 
.41 
.10 

.40 
.23 
.45 
.16 
.10 
.10 
.56 
.74 
.31 
.26 
.45 

i'. 

;;;; 

■;6i 

't. 

2.54 

.18 
.23 

'.'06 
T. 
.04 
.05 
.43 
.09 
.12 

2.00 

2.32 

Connecticut. ... 

Merrimac 

Connecticut  .  .. 

Coast   

.  do 

Merrimac 

Coast   

...do 

Connecticut 

'."06 
.02 

'.'o-i 

.'04 

.07 
.08 
.02 

.49 

.03 
T. 

f. 

2.62 

.08 
.01 
.50 

.05 
.01 
.03 
.05 
.07 
.18 

't. 

f. 

'.'01 

T. 

2  12 
2.31 
3.90 

Willi** 

'.'Od 

i''. 

T. 

'.'  i'i 
.15 
.12 
.05 

'.'15 
T. 
.06 

■f.' 

.08 

;a2 

.17 

;22 

.40 
'f.' 

.'; 

't.' 

.10 

.01 

'.'65 
.15 

'.'oe 
.01 
.01 

T. 
T. 

';64 

.10 

.03 
T. 
.05 

'.'is 

.04 
.03 

'.'14 

f.' 

.04 
.02 

't'.' 
T. 

■f.' 

t'. 

.ri2 
.10 

T. 

't'.' 

T. 

.04 

'.'67 
.05 

';o5 

T. 
.02 

't.' 

.14 
T. 

T 

T. 
T. 

.05 

'.'61 
.01 

2.58 

T. 

'.'oi 

;;:; 
.01 

f.' 

;;;; 

T.' 

;;;; 

.... 

2.01 

ntr.(k.-t"»  

wlt.-clford  .... 

5.89 

T. 

'.'63 

.... 

.... 
'f 

T. 
■f.' 
•f.' 
■f. 

.01 
T. 

f. 

2.24 

iiliil.l" 

Hou.<atjnic 

';66 

.05 

T.' 

.02 
.11 
.07 
T. 

f.' 
■.'63 

'•i-V 

f' 
T. 

'tv 

T. 

'."14 
.07 
.13 
T. 

T. 

■f.' 
f.- 

'.'64 
.07 

T. 

f. 
T.' 

T. 

T. 
T. 

T. 

4.13 
4.47 

....do 

3.28 

itlii.ri.lae" 

riiiBii.li) 

Illt'll!** 

niers  l'"alls 

Illtimstown    .... 
uciiendon  ". . . . 
jropsipr 

Rhnie  Mnnd 
not  l.slaiid"*... 

Ig.St/.)!! 

Thames 

Connecticut. . .. 

Coa.st   

Connecticut 

Hudson 

Connecticut 

T. 

'I-'.' 

;;;; 
.65 

;,P0 

.17 
.07 
T. 
.08 
.02 

.29 

18 
.11 

.03 
T. 

'.02 
.03 
.21 
.03 
.04 

'.'03 
T. 

•r. 

.20 

■;62 
.02 

.03 
.03 

1 

■.'62 
.04 
.  10 
T 

24 

.07 
.05 
.16 
.01 

;oi 

.0!) 
.06 

.87 
.80 
1.05 
.97 
.70 
.73 
.76 

.74 
1  09 

.80 

i.no 
.90 
.84 
.15 
.90 
1.16 
1.40 
1.09 

.09 
.15 

;^? 
.12 

.04 
.17 
'1'. 

.14 
.04 
.18 
1.02 
.32 
.12 
.16 
.13 

3.32 
2.75 
2.09 

3  04 
2.46 
2.98 
2.61 

Coast 

....do 

■.'05 

't. 

;;;; 

.... 

■r. 

3.85 
2.30 

Conuecticut 

idjfcport 

IchR^tpr  

«mllill 

stHartland". .. 

rtfir.-l"» 

...  11,, .„„••» 

Ion 

Coast 

...do 

Honsatonic 

Connecticut .... 

Coast.'.!;'.;;;;;; 
...  do 

.'03 

... 
.... 

:;;: 
f. 

f.' 

4.14 
2  92 

.9').... 

i;4i;;;; 

1.461... 
173.... 
2.20.... 
1.29... 
1.43... 

.... 

z. 

.02 

.06 
.11 
.U 

T. 
'P. 

■r. 

2.89 
2.74 
3.62 
4.02 
4.70 
4  53 

'^''' 

m^- 

.73,  .05 

2.93 

3. 38 

^terbiiry 

Coast 

3  28 

_ 

See  page  4  for  es|ilaiiation  of  reference  marks 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January. 


Daily  Temperatures 

for  January, 

1939 

Day  of  Month                                                                                                   | 

Stations 



















, 



j 





1 Met 

1 

-L 

_± 

4 

_L 

-A 

'' 

_L 

9 

_!i 

" 

12 

ii 

14 

16 

17 

ii 

_19_ 

20 

21 

22  1  23 

24 

25  1  26 

27  1  28 

29 

30 

|3l| 

Bar  Harbor 

Maine 
(near, \^^~-:: 

24 

40 

2'. 

^. 

2( 

4( 

40 

., 

35 

« 

45 

32 

20 

19 

24 

29 

27 

19 

23 

30 

40     40 

33 

331     ^27 

20     26 

40 

36 

15     30 

12 

10 

1 

5 

6!     17 

29 

32 

20 

21 

32 

2 

7 

10 

It 

-  1 

3 

9 

11 

18       5 

4 

211-2 

-  7       2 

20 

12 

-  5     10 

Ea-^tport   .. 

\  Maximum.  ■■ 

28!     42!     13 

If 

34 

41 

41 

41 

30 

4f 

43 

2' 

20 

13 

2; 

2! 

32 

16 

19 

28 

30 

42     28 

38 

38 

11 

161    34 

40 

32 

14     28 

(  Minimum 

12 

l:         ( 

4 

11 

34 

34 

24 

20 

24 

24 

1( 

10 

8 

10 

11 

7 

1 

11 

18 

22 

'23  -  2 

10 

11 

-  4 

-5       5 

32 

14 

6      12 

Fort  Kent  . 

\  Maxiiiuuii..- 

V 

22 

20 

12 

19 

35 

37 

35 

21 

33 

41 

19 

11 

10 

14 

23 

26 

14 

7 

10 

19 

24      28 

17 

18 

12 

9     22 

32 

25 

9     ^20 

LMiiiimum.... 

-u 

-  5 

-  '. 

—  17 

-  6 

11 

.32i     IS 

]( 

4 

16 

6 

-  1 

2 

-    61      0 

-10 

-14 

-13 

-15 

0-19 

-  9 

11 

-18  -17 

14 

-17 

0-2 

Grepiiville 

)  Maximum... 

IS 

28 

4 

IS 

23 

sr 

35 

35 

26 

38|.    42 

1^ 

14 

14 

18 

•291    -26 

9 

11 

17 

27 

29       4 

17 

22 

-  ] 

14     21 

35 

21 

8     20 

(.Minimum... 

2 

4 

—11 

-  3 

-  8 

2( 

32 

15 

14 

3 

1 

2 

3 

-  3 

—  2 

—  7 

—  7 

—10 

-15 

-  2 

-14 

-  1 

-  2 

-11 

-21  -14 

17 

2 

2       0 

Houlton    .. 

i  Maxinium  ... 

20 

23 

17 

16 

17 

24 

34 

4! 

32 

32 

43 

26 

18 

17 

l^ 

17 

20 

lb 

lb 

19 

24 

35 

24 

18 

16 

4 

10!    2C 

32 

IS 

8     2) 

(  Jlinimum.... 

8 

10 

-12 

-10 

1( 

16 

2r 

10 

10 

2h 

4 

-  2 

-  5 

-  3 

—  7 

-  2 

—  9 

-  8 

2 

-10 

1! 

—  8 

—  4 

-  6 

-  8 

-17  -  8 

12 

—  8 

-12       0 

Leuistoi,  .. 

S  Maxinnnn... 

28 

37 

16 

28 

31 

36 

40 

42 

48 

42 

26 

22 

26 

29 

30 

31 

21 

21 

24 

31 

2s 

13 

23 

33 

12 

'24      31 

4:- 

31 

15     29 

(  .Miiiinuim.... 

< 

12 

0 

0 

-  6 

27 

23 

24 

26 

28 

26 

15 

12 

10 

V. 

1' 

8 

6 

7 

6 

3 

11 

-i 

4 

5 

-  4 

27 

8        9 

Milliuocket 

\  Maximum.  .. 

1!) 

28 

22 

18 

30 

34 

38 

28 

37 

44 

22 

15 

21 

35 

28 

16 

14 

25 

29 

3.S 

18 

231     17 

15 

20 

33 

3S 

8      25 

/  Minimum... 

4 

-12 

2f 

27 

1! 

If 

22 

6 

6 

-  2 

4 

2 

-  4 

-  5 

-  8 

—  3 

-1'/ 

17 

-  6 

-  9 

18 

4       3 

OUUowri    .. 

t  Jiiixinuim  .  .. 

lU 

36 

37 

12 

20 

31 

39 

40 

40 

32 

44 

38 

17 

21 

11 

25 

30 

32 

15 

18 

23 

29 

39 

14 

25 

30 

k' 

18 

32 

40 

12     27 

'  Minimum.... 

9 

-  2 

-  2 

-  3 

-    3 

31 

30 

23 

2t 

31 

12 

11 

7 

5 

6 

0 

1 

4 

10 

13 

-  5 

6 

14 

-  1 

—12 

—11 

3 

9 

9       7 

Porlland  .. 

\  Maximum  ... 

H1 

45 

22 

28 

31 

42 

41 

44 

42 

54 

46 

29 

26 

24 

32 

SO 

34 

18 

23 

24 

31 

40 

17 

28 

39 

10 

2i 

41 

36 

14     31 

1  Minimum 

22 

22 

6 

12 

11 

3f 

33 

2S 

26 

3:i 

29 

17 

15 

15 

10 

16 

13 

9 

1( 

11 

11 

10 

2 

14 

9 

0 

K 

30 

11 

10      15 

Runiforil  .. 

v  M-iNinnmi  .■■ 

25 

32 

14 

31 

34 

38 

40 

41 

37 

50 

45 

•22 

19 

27 

2( 

37 

3C 

21 

21 

25 

30 

32 

13 

20 

32 

7 

IS 

■28 

42 

3f 

16     '28 

'  Minimum... 

0 

5 

-  2 

-  4 

-  8 

25 

32 

24 

21 

23 

21 

9 

8 

9 

9 

3 

0 

-  1 

—  2 

-  4 

i 

-1( 

6 

—10 

-11 

19 

9 

«       6 

Whislou-   .. 

piaxinuuM... 

25 

36 

20 

27 

30 

35 

41 

41 

40 

45 

48 

35 

22 

23 

3( 

33 

32 

2h 

2( 

24 

29 

3'2 

23 

33 

22 

27 

40 

40 

13     31 

1  Minimum.... 

12 

-  8 

6 

7 

22 

26 

18 

22 

30 

10 

3 

4 

3 

6 

IC 

~  1 

8 

6 

-  1 

7 

5 

15 

-''5 

-24 

-11 

23 

7 

6       6 

.\Vi«  Utunvhlre. 

JJyl-liU     I] 

)  Maximum.  .. 

3.-> 

37 

16 

29 

86 

39 

38 

36 

33 

54 

34 

28 

17 

21 

24 

32 

25 

17 

24 

21 

30 

33 

11 

23 

27 

11 

17 

35 

8b 

24 

21     28 

(  Miuinnun 

-  6 

16 

-  9 

-  9 

-13 

-12 

24 

22 

IS 

28 

6 

4 

5 

—  2 

-  4 

—  5 

-  2 

—10 

-  6 

-13 

-11 

11 

-13 

-27 

-•2j 

-  6 

21 

8       0 

Coni'onl... 

j  M;;  viMMliM  .  ■  . 

I       i2;j 

45 

16 

27 

31 

38 

41 

43 

41 

54 

47 

29 

23 

27 

29 

32 

31 

24 

25 

28 

28 

36 

16 

30 

33 

10 

20 

42 

35 

22     31 

(   M  !  1 :  1  1  : '    '  •    1  .  .  .  . 

In 

16 

8 

6 

31 

30 

2,. 

27 

29 

29 

20 

12 

15 

13 

10 

13 

9 

9 

9 

5 

10 

-  2 

7 

-  4 

-10 

-  ( 

29 

12 

13     12 

Durliaui  ... 

\   M:i    .  1  r:;iiii  .  .  ■ 

■" 

40 

40 

25 

30 

37 

38 

41 

41 

5:; 

52 

41 

24 

26 

29 

32 

33 

31 

26 

29 

28 

35 

34 

89 

31 

23 

23 

81 

39 

17      3;, 

/   Mill:i   ^!i.':     .  .  • 

V.> 

16 

_8 

12 

—  9 

28 

22 

30 

24 

25 

35 

19 

10 

11 

12 

5 

13 

9 

7 

8 

0 

9 

-  5 

7 

19 

-  5 

-12 

-  2 

27 

i'2 

9      1! 

First  Conn. 

L=''^« !  Minimum.:;: 

v.: 

29 

10 

21 

30 

36 

36 

31 

34 

41 

25 

10 

12 

10 

12 

38 

21 

22 

23 

15 

27 

28 

19 

21 

22 

6 

27 

30 

15     '22 

—  q 

3 

—21 

-22 

—13 

-10 

30 

25 

16 

12 

25 

-  1 

-  5 

-  5 

-  5 

-  7 

-  5 

-15 

-15 

-10 

-12 

-12 

-21 

-21 

9 

-20 

-33 

-32 

—13 

4 

6-  5 

KtiPiie  (near 

\  Maximum .  .. 

29 

41 

35 

27 

22 

38 

43 

42 

42 

49 

51 

34 

23 

26 

30 

32 

31 

26 

25 

24 

25 

35 

25 

33 

30 

13 

'20 

32 

40 

37 

26     31 

i  .Minimum.... 

17 

14 

7 

8 

-  3 

22 

32 

24 

21 

25 

32 

20 

11 

16 

0 

2 

11 

7 

2 

1 

8 

-   5 

0 

13 

-  7 

-13 

—14 

24 

15 

14      10 

Plymouth.. 

S  Maximum... 

26 

40 

10 

24 

26 

36 

39 

39 

39 

36 

45 

30 

18 

22 

22 

26 

26 

19 

24 

21 

24 

32 

23 

22 

30 

7 

14 

27 

38 

34 

24      27 

MMiuimum.... 

8 

•^ 

-  1 

6 

-17 

23 

33 

IS 

23 

IS 

26 

11 

5 

9 

8 

-  2 

4 

' 

-3 

4 

-  8 

1 

-10 

~  " 

4 

-11 

-13 

-  8 

14 

11 

10       5 

j 

Vermonl 

\  Maximum  ... 

25 

37 

4 

8 

33 

40 

39 

41 

40 

49 

38 

22 

18 

17 

24 

34 

27 

^^ 

13 

20 

27 

34 

15 

2S 

'29 

0 

10 

29 

35 

17 

i 
K       ^25 

BurliuKton 

(  Minimum.... 

18 

4 

-  6 

-  7 

-  5 

33 

34 

28 

31 

38 

19 

13 

8 

12 

8 

10 

4 

2 

3 

8 

6 

-  2 

-  8 

15 

-  3 

-13 

-20 

7 

2 

5       8 

\  Maximum.  .. 

2H 

31 

12 

13 

27 

36 

37 

38 

33 

43 

43 

22 

17 

14 

18 

30 

25 

9 

15 

15 

24 

32 

28 

•24 

20 

5 

12 

25 

36 

26 

18     24 

Newport  .. 

(  Minimum.... 

14 

11 

—15 

0 

-17 

26 

33 

25 

24 

24 

20 

8 

4 

10 

3 

2 

0 

-  5 

—  2 

1 

12 

-14 

3 

-14 

-24 

23 

6 

8       5 

Nortlilit'lil . 

!  Ma.xiuuun... 

25 

40 

8 

21 

28 

36 

46 

43 
25 

37 
24 

53 

33 
21 

21 

17 
5 

20 

23 

29 

27 

13 

16 
3 

24 

32 
0 

n 

27 

28 

4 

14 

38 

38 
30 

30 
15 

20     2ti 

14 

5 

-  7 

-11 

28 

33 

9 

—  1 

-  1 

1 

—12 

2 

-  2 

-18 

-28 

-  8 

KLthlMd      . 

\  Maxiimnn.  .. 

2(! 

41 

27 

17 

35 

40 

37 

40 

40 

52 

49 

33 

21 

23 

26 

40 

30 

19 

19 

21 

27 

37 

25 

33 

30 

6 

16 

34 

36 

34 

20     3!: 

i  Minimum.... 

18 

21 

2 

2 

-   4 

30 

32 

29 

23 

30 

32 

15 

9 

16 

5 

18 

6 

6 

11 

5 

15 

—  9 

9 

6 

-IS 

-20 

25 

7 

10      10 

St.  .'Ubans. 

j  Mjiiiimnn-'.:: 

St.Johnslnii 

(.Maximum... 

"25 

"36 

"23 

"25 

16 

35 

"37 

"37 

36 

"45 

"46 

"29 

"17 

"21 

"24 

"27 

"25 

"16 

"is 

"21 

27 

"31 

"30 

"•23 

"30 

7 

"15 

"25 

"37 

"35 

2:  I    '-ll 

y   /  Mi.iinnnn.... 

12 

17 

-10 

2 

-14 

15 

32 

27 

25 

22 

29 

10 

2 

10 

-  5 

-  1 

15 

-  3 

1 

7 

-  5 

6 

-12 

0 

7 

-13 

-27 

-  9 

24 

16 

ro\     6 

VVoo.lstoi'k 

(  Maximum  .  .. 

28 

41 

30 

21 

17 

40 

39 

49 

49 

32 

21 

19 

30 

25 

26 

24 

'22 

23 

25 

32 

28 

27 

28 

11 

29 

42 

35 

■M    29 

'  Minimum.... 

20 

—  3 

4 

-10 

T" 

32 

26 

25 

25 

31 

16 

5 

13 

0 

0 

10 

2 

2 

3 

6 

-10 

-  1 

10 

-14 

-26 

-12 

22 

10 

H,       7 

Muffm-lu<!:elU 

1 

Amlierrit. 

*  :.',  ■,' 

45 

28 

26 

29 

39 

43 

41 

45 

52 

46 

.39 

2n 

25 

35 

32 

32 

28 

26 

27 

27 

39 

23 

37 

32 

16 

22 

34 

43 

34 

24I    3:- 

28 

15 

14 

19 

29 

34 

30 

28 

35 

21 

19 

17 

5 

11 

17 

12 

10 

9 

0 

14 

6 

0 

-  4 

6 

'29 

18 

171    U 

\  '■  : 

'  ! 

50 

31 

28 

37 

46 

45 

46 

44 

55 

48 

35 

27 

28 

34 

36 

26 

28 

80 

30 

43 

21 

38 

36 

17 

23 

34 

45 

87 

23     i; 

Bo-,lon 

(  j, , 

-.' 

29 

16 

12 

17 

36 

35 

32 

31 

39 

35 

23 

20 

'20 

16 

22 

23 

14 

16 

19 

17 

13 

4 

19 

7 

5 

4 

16 

33 

21 

14     2f 

Brockton  .. 

\    ■'■ 

51 

44 

26 

35 

49 

46 

46 

45 

51 

50 

41 

32 

28 

35 

34 

3s 

34 

2'. 

28 

3! 

44 

33 

40 

35 

19 

24 

33 

44 

43 

32     3; 

(.Minimum     -. 

22 

25 

16 

IS 

20 

30 

32 

33 

25 

32 

36 

26 

21 

8 

13 

22 

16 

13 

17 

12 

21 

0 

19 

0 

0 

8 

27 

32 

13      1! 

CoMCoril.  .. 

)  Maxinnnn... 

33 

47 

31 

24 

36 

40 

44 

43 

41 

56 

4=1 

34 

■27 

27 

35 

32 

35 

28 

25 

2" 

29 

41 

2( 

35 

32 

17 

24 

34 

43 

36 

21      3; 

(.\Iininuim.... 

23 

28 

14 

12 

10 

31 

27 

33 

26 

35 

33 

18 

17 

18 

8 

9 

15 

14 

14 

13 

4 

12 

2 

14 

h 

1 

-  3 

6 

32 

16 

13      1( 

4S 

53 

42 

32 

43 

53 

46 

47 

45 

52 

49 

33 

31 

29 

35 

38 

29 

30 

39 

42 

26 

40 

3.5 

26 

27 

40 

45 

37 

H3     3l 

East  Wari-li 

1'"'' (  muumm  '.'.'. 

21 

24 

« 

21 

IS 

20 

30 

32 

26 

28 

37 

26 

18 

21 

5 

16 

18 

19 

5 

5 

5 

26 

4 

4 

12 

33 

26     V 

Pall  liiver. 

\  .Ma.xiimuii  . .. 

36 

50 

30 

29 

36 

51 

44 

45 

45 

50 

48 

38 

31 

26 

31 

31 

3:5 

27 

27 

31 

2:s 

43 

21 

41 

35 

17 

26 

34 

44 

37 

33     3i 

27 

30 

20 

21 

24 

33 

32 

32 

2H 

37 

36 

•22 

20 

•20 

12 

13 

21 

16 

16 

18 

11 

17 

5 

20 

9 

5 

3 

14 

33 

33 

15     2( 

,1 

(  Maximum.  • 

31 

45 

35 

27 

27 

40 

45 

43 

45 

54 

50 

37 

30 

26 

35 

37 

?] 

24 
13 

32 

32 

40 

28 

37 

33 

21 

2.^ 

35 

42 
27 

36 

H] 

(  Miuiunun 

21 

21 

14 

14 

12 

27 

27 

32 

25 

29 

36 

24 

17 

•20 

12 

13 

18 

14 

V2 

8 

13 

0 

13 

9 

-  1 

-  2 

5 

16 

33 
24 

45 
24 

31 

24 

37 

49 

43 
27 

47 
32 

42 
28 

54 
30 

49 
34 

35 
19 

26 

23 

29 
12 

33 
10 

34 

24 

26 

31 
5 

41 

18 

36 
12 

32 

12 

18 
-  2 

32 

43 
27 

33 

20  3 
10  1 

'  Minimum.... 

11 

8 

1 

31 

14 

17 

17 

9 

12 

15 

-  1 

5 

15 

\  .Maximum.  .. 

44 

51 

39 

39 

40 

49 

45 

46 

43 

49 

47 

38 

33 

32 

32 

36 

37 

32 

35 

31 

34 

45 

24 

42 

38 

20 

26 

40 

45 

38 

oS     3 

Nautuoket. 

(  .Miuinnun.... 

31 

36 

27 

30 

30 

38 

36 

37 

35 

38 

38 

28 

24 

■2» 

20 

24 

28 

25 

30 

24 

'20 

10 

22 

14 

11 

15 

21 

35 

34 

21     2 

\  MaNimuni.  .. 

28 

42 

26 

27 

32 

45 

39 

40 

39 

52 

42 

32 

24 

24 

26 

31 

28 

24 

25 

21 

25 

37 

19 

35 

30 

7 

13 

29 

37 

33 

■iol    3 

8toclilirnii,'e 

)  Jliuinnmi 

16 

20 

18 

19 

26 

28 

31 

24 

29 

30 

30 

20 

17 

15 

12 

1 

18 

1.=' 

15 

4 

2 

7 

—  3 

8 

4 

-  5 

-11 

-  4 

25 

■20 

l-     1 

*  Maxinnnn.  .. 

30 

42 

29 

27 

32 

40 

37 

40 

52 

47 

34 

24 

22 

26 

32 

28 

22 

23 

20 

26 

89 

17 

34 

30 

5 

11 

27 

36 

34 

■'-'J    2 

Wniiani.sto\ 

16 

18 

12 

18 

18 

29 

33 

29 

29 

34 

31 

19 

16 

17 

6 

6 

•20 

12 

14 

5 

10 

5 

10 

4 

-12 

-  5 

26 

19 

14,     ! 

\  :Ma,xinnnn.  .. 

31 

45 

33 

25 

28 

39 

39 

41 

42 

53 

48 

34 

27 

26 

33 

32 

31 

24 

23 

28 

29 

39 

21 

34 

32 

13 

22 

33 

43 

33 

20     3 

Worcester  . 

». Minimum.... 

Ifhnth  Man.' 

W 

19 

14 

15 

21 

28 

33 

30 

22 

31 

34 

23 

15 

18 

10 

11 

13 

^' 

10 

5 

14 

—  1 

13 

0 

"  ^ 

" 

20 

14 

12     1 

Block  Islan, 

)  .Maxinnnn... 

44 

50 

40 

43 

53 

45 

46 

44 

50 

48 

37 

32 

31 

34 

35 

33 

30 

28 

28 

34 

45 

25 

43 

87 

18 

23 

37 

41 

38 

36     3 

'  Minimum.... 

34 

35 

27 

27 

32 

41 

37 

36 

35 

44 

37 

25 

25 

24 

22 

25 

28 

22 

21 

22 

21 

18 

25 

12 

11 

8 

22 

35 

35 

19     2 

Kingston  .. 

(  Maxinnnn.  .. 

37 

51 

45 

31 

34 

52 

46 

45 

44 

49 

48 

41 

32 

32 

33 

30 

33 

33 

'29 

33 

29 

43 

38 

40 

41 

29 

25 

33 

44 

44 

35     ! 

(Minimum.... 

24 

20 

21 

18 

26 

34 

29 

30 

25 

30 

32 

21 

20 

21 

12 

17 

13 

0 

23 

15 

18 

5 

2 

7 

29 

32 

17     1 

Providence 

(  .Maximum... 

37 

51 

33 

27 

36 

50 

44 

45 

44 

61 

46 

35 

32 

27 

3:3 

31 

35 

26 

25 

27 

29 

44 

2^2 

40 

35 

17 

24 

35 

45 

36 

2i     ! 

(  Minimum.... 

32 

33 

20 

20 

25 

36 

36 

34 

31 

39 

35 

22 

22 

20 

14 

18 

24 

16 

15 

19 

13 

12 

^ 

21 

8 

5 

4 

15 

34 

20 

15     2 

ConiiecUcid 

Cream  Hill 

S  .Maximum  . .. 

3n 

44 

32 

28 

28 

45 

43 

38 

44 

50 

46 

34 

28 

20 

30 

40 

32 

25 

28 

22 

25 

40 

23 

34 

34 

10 

18 

25 

34 

33 

21     ! 

(  Minimum 

2(1 

22 

16 

14 

23 

27 

32 

30 

26 

34 

32 

20 

15 

15 

10 

15 

21 

13 

12 

6 

10 

15 

-  2 

12 

4 

-  4 

-  4 

6 

23 

19 

14 

Hartford.. 

(  Maximum.  .. 

36 

51 

31 

29 

36 

44 

44 

44 

47 

51 

43 

35 

30 

25 

36 

31 

33 

26 

24 

23 

•26 

41 

24 

37 

35 

16 

23 

32 

42 

36 

24   ; 

)  Miuinnnn.... 

30 

31 

19 

19 

26 

33 

36 

36 

33 

40 

35 

24 

22 

19 

16 

13 

•23 

17 

17 

13 

11 

11 

4 

19 

7 

3 

2 

13 

31 

19 

17     ! 

New  Haven 

S  ^i^xiuulm.  .. 

40 

52 

34 

30 

41 

51 

45 

46 

45 

50 

49 

38 

31 

ii. 

34 

30 

33 

■2s 

25 

27 

28 

41 

24 

38 

36 

15 

'22 

33 

42 

38 

•25     ! 

)  .Miniiinim... 

33 

34 

23 

22 

28 

37 

35 

33 

39 

38 

24 

23 

20 

16 

16 

25 

20 

17 

13 

17 

8 

•20 

9 

6 

7 

14 

33 

22 

Mqi«  T  nn/lnt^                                 ■    ->!  M  \'!  mUln  .  .  . 

40 

52 

46 

30 

38 

62 

46 

49 

47 

48 

48 

40 

32 

30 

33 

3s 

30 

.30 

31 

26 

42 

25 

40 

40 

23 

24 

85 

45 

38 

'28 

iNew  ijontioi 

' '  Minimum.... 

30 

32 

20 

24 

28 

38 

33 

38 

30 

35 

35 

28 

23 

22 

13 

14 

21 

19 

18 

14 

12 

25 

6 

•22 

23 

5 

J 

6 

32 

24 

21 

XT                oil. 

)  Maximum  ... 

•36 

.52 

44 

33 

38 

.52 

48 

47 

50 

50 

49 

39 

29 

27 

35 

34 

37 

26 

27 

29 

2.-' 

41 

35 

38 

34 

17 

23 

33 

42 

'i^ 

30 

1  .Miuimnm.... 

23 

29 

26 

29 

37 

29 

32 

20 

28 

26 

18 

21 

-  3 

1 

9 

18 

19 

13 

8 

11 

10 

4 

0 

29 

28 

19..: 

Putnam  ... 

S  Maximum.  . 

.32 

r,(! 

38 

27 

3-1 

50 

41 

42 

44 

49 

44 

37 

30 

28 

34 

31 

35 

27 

31 

28 

25 

40 

30 

36 

33 

16 

23 

32 

43 

35 
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23 

24 

19 

16 

22 

30 

27 

29 

24 

29 

34 

24 

17 

IS 

-  3 

3 

13 

15 

13 

5 
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11 
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GENEKAL  SUMMARY 

An  unusual  number  of  cloudy  doys,  and  temperatures  well 
above  normal  especially  over  the  southern  division,  characterized 
the  weather  during  February.  Precipitation  was  aliove  normal 
in  nearly  all  sections,  with  somewhat  greater  amounts  over  the 
southern  division,  while  the  total  snowlall  was  less  than  the 
monthly  mean,  due  to  the  increased  percentage  of  rain.  On  the 
20th,  the  warmest  day  of  the  month  over  the  southern  division, 
temperatures  rose  to  the  njiddle  and  upper  GO's,  due  to  the  pre- 
sence of  a  tropical  air  body  whose  northern  limits  overspread 
the  southern  and  western  portions  of  Northern  New  England. 
As  other  portions  of  the  northern  division  were  covered  by  a 
solar  air  mass,  the  resulting  temperature  contrast  was  extreme- 
y  marked.  Somewhat  similar,  although  le?s  marked  conditions, 
obtained  on  the  loth.   A  cold  wave  occurred  on  the  17th  bring- 

[Continnecl  on  page  10] 


TEMPEKATTJRE 

The  average  monthly  temperature  for  the  Section,  based  on 
107  records,  was  25.2°,  which  is  2.6°  above  the  mean  for  the 
t  52  years.  The  average  temperature  for  thenorthern  division 
was  19.7° ;  for  the  southern  division,  30.7°.  The  highest  month- 
ly mean  was  36.2°  at  Nantucket,  IMass.;  the  lowest  was  8.3° 
at  Fort  Kent,  Me.  The  highest  recorded  was  70"  at  Danbury, 
Conn,  on  the  20th;  the  lowest  Mas  -22°  at  First  Connecticut 
Lake,  N.  H.  on  the  17th.  Tlie greatest  monthly  range  was  75° 
at  Chelsea,  Vt.  and  Somerset.  Vt;  theleast  was  40°  at  Nantucket, 
Mass.  and  New  Bedford,  Mass.  The  greatest  daily  range  was 
57°  at  Somerset,  Vt.  on  the  lt)th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
187  re'-ords,  was  3.50  inches,  which  is  0.38  inch  above  tlie 
mean  for  the  past  52  years.  The  average  precipitation  for  the 
northern  division  was  2. SO  inches;  for  the  southern  division, 
_.„i  inches.  The  greatest  njonthly  amount  repoiled  was  8.04 
inches  at  Danbury,  Conn.;  the  least  was  1.34  inches  at  Beth- 
lehem, N.  H.  The  greatest  amount  in  24  hours  was  2.10  inches 
it  Danbury,  Conn,  on  the  15th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  14,  which  is  4  above 
the  mean  for  the  past  52  years. 

The  average  snowfall  for  thenorthern  division,  based  on  82 
records,  was  17.8  inches;  for  the  southern  division,  based  on  77 
records!  7.6  inches;  for  the  Section,  based  on  159  records,  12.8 
inches,  which  is  3.8  inches  below  th.e  mean  for  the  past  52  years. 

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations,  was  10.8  miles  per  hour,  which  is  2.6  miles  per  hour 
Delow  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  45 
percent  of  the  possible  amount,  which  is  5  percent  below  the  mean. 

The  cloudiness  was  considerably  above  the  mean.  The  average 
for  the  Section,  based  on  130  records,  was  8  clear,  6  partly 
cloudy,  and  14  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:S0  p.  m.  observations  at  II  stations,  was  77  percent,  which  is 


2  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 5th,  9-lOth,  23-27th. 

Halos,  lu,i(ir.—l-2d,  4-Oth,  13-1 4th,  2oth. 

Halos,  solar.— 1st,  5-8th,  14th,  17-I9th,  25th. 

Hail.  —  (dates  and  general  location) —     None. 

T/txmderstorms.  —  lOtli,  Falmouth,  Mass. ;  15th,  general  over 
Section;  16th,  Bellows  Falls,  Vt.  and  Ilardwick,  Mass.;  20th, 
Jackman,  Me. 

Fog,  dense. —2-5th,  7th,  10-11,  ]4-15th,  18-28th. 

67ee^  — (dates  and  general  location)— lOth,  22d,  26th,  28th, 
general  over  Section;  2-3d,  15th,  scattered  over  Section;  19th, 
general  over  northern  division;  11th,  21st,  scattered  over  cen- 
tral and  southern  portions;  4th,  widely  scattered  over  southern 
and  eastern  Conn.;  7-Sth,  Blue  Hill,  Mass.;  9th,  Woodland, 
Me.;  14th,  Glencliff,  N.  H.  and  Searsburg  Station,  Vt.;  16th, 
Putnam,  Conn.;  20th,  scattered  over  Me.  and  N.  II.;  27th, 
scattered  oy^iVsouthern  Vt. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
■Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1800.... 

i8<n.... 

W.)2.... 
1893-.-. 
1894- ••• 

isys-... 
isye--.. 


1913--- 
1914- ••• 


1916... 
1917... 
1918.. 
1919.  . 
1920. . . 
1921... 
1922... 
1923... 
1924... 
1925... 
1926... 
1927... 
192S  .. 
1929... 
19:i0... 
19:-;i... 
1932... 
1933... 
1934... 
1935... 
1936... 


-.1  17.0 
11.7 
24.8 


17.4 

20.9 

18.6 

I  10.5 


23.6 
32.9 

27!  9 
28.5 
22.0 
21.2 
27.1 
28.3 
29.6 
23.8 
27.2 
21.6 
26.6 
29.4 
20.7 
20.2 
27.6 
19.2 
24.0 
28.8 
26.7 
25.5 
24.5 
25.8 
21.5 
31.2 
23.5 
23.4 
24.0 


29.0 
20.6 
23.6 
34.6 
25.3 
-32     31-3 

-37      

-34  28. 0 
-37  31.4 
27.7 
29.0 
-20  31.0 
-  15. 9 
-36  26.5 
-29  21.  . 
..  »i.O 
-23  30 
-22     3 


26.4 


5.17 

2.09 

6.65 

3.53 

1. 12 

5  •69 

2.66 

4.82 

4.63 

7.18 

0.84 

4.95 

4.37 

2.93  < 

1.66  I 


3.  96  '  10.  5 
4.24  1  13.8 
2.65  I  15.0 


No.  of  days  (all 
New  England) 


0 

§a 

d  0 

S.O 

0  = 

S-H 

<-' 

9 

9 

9 

9 

fi 

6 

9 
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February,  1939 


Climatolo&ical  Data  for  February,   1939 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


BaiigorS  

Bar  ilarljor  (near ) 

Briissua  Daiiitl  •■■ 

Caribou.. 

Kastijoit   

Kast  SViialnoiJ.   .  •■ 

K11.S worth   

Eusiis 

Farniingtuu 

Ft.KairlielJ  (near) 

Fort  Kent 

Gardiner 

Greeuvillo.. 

lliraniti 


Penobscot 
Hancock  . 


liranUlin 

Franklin 

Aroostook  . . . 
Aroostook  . . . 

Kennel)e<: 

Piscataquis  .  • 
Cumberland- 


Mil.) 

Moo^ehead 

North  Hriiigton.--- 

OldUv.vn 

Oron.,,  

Porll-.inil 

Pre.Sdii.-  l.-l.^ ■• 

RipoynusUamus 

Roc.kl.ind 

Ruinford 

The  Forks • 

Upper  Dam 

Vanceboro  

WinslowtJS 

Woodlands 

FO'r  Stale     — 

Neil'  Hampshire 

Berlin    


Bethlehem  .... 

Concord    

Dixville  Notch 

Durham    

KrrolS    •  •  • 

First  Conn.  LaketJ 
Fitzwilliani*.  -■ 

Franklin 

Gleucliff   


jton- 


lU. 


New  \) 

Newport    •. 

NoithHtiatlord. 
PinkluunNot<;htt 

Plymoutli ••• 

WestStewartstown 
Wolfboro  Falls 
York  Pond  -•-. 
For  State 


Mt.  Washington  J 
Verinonl 

Bellows  Falls 

Bennington 

BloomtieldtJ 

BrattleboroS 

Burlington 

Cavendisli 

Chelsea 

CornwalltJ 

Craftshury  Com.. 

EastBarnet 

East  Ryegate 

Enosburg  Falls-... 


-■port 


Nortbfield 

Readsboro. 

Rochester 

Rutland 

8t.  Albans  (near). 

St.  Johnsbury 

Searsburs?  Mt 

Searsbnrg  .Sta.tt.. 

Soraeriiettt 

VernonttS 

West  Bnrke 


Piscatayuis- 

Knox 

Oxford 

.Somerset 

Oxford 

VVasliinptoii  , 
Keaiiclr. (:.... 
VVaslniiRtou 


Grafton  

Merrimack — 

Coos 

Strafford 

Coos 

do 

Cheshire 

Merrimack  — 

Grafton  ■• 

Rockingham  -. 

Grafton  

Hillsborough 

Chesliire 

Ht^lkir.ip 


llillsbvro 
Strailord 
Sullivan  . 
Coos  •  ■  ■    . 

do. 

Grafton-. 
Coos ...  - 
Carroll  -  - 
Coos   — 


Orlean 
Calfdo 
(^alpdo 
Frank 


Windliam. 
Windham - 
Caledonia. 


40 

505 

570 

1.4b4 


83 
1,260 
1.660 


+  0.1 
+  'i.'2 


+  1.2 
+  '6.'9 

+  '2.'n 

+  4.2 


+  2.5 
+  '3.'4 


+0.14 
+0.C0 
-0.19 
+0.76 


—0.05 
+0.86 
+0.45 
+0.75 


+0.11 
-0. 16 
-0.79 
—0.48 


+0.70 
+0. 12 
+0.16 

+6.06 
+  2.01 
-0.18 


+0.40 
-0.14 
-0.17 


+0.74 

+6.'7i 
-0.  83 
+0.83 

-oieo 

-0.16 


+0.28 
+0.99 
+1.03 
+0.26 
+  1.51 
+0.87 
+0.51 
+  1.56 


+1.61 


+0.64 
+0.84 
+0.86 
-0.20 
+0.02 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Norswortliy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 
C.C.  P.  &L.  Co. 
William  H.  Gumming 
P.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  Co. 
Great  Nortliern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
WiiiMeld  Heath 
N.  W^.  Roberts 

C.  L.  Cliadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
George  J.  Cumming 
Charles  A-  Mixer 

Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  A.  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenn 
George  E- Tucker 
U-S.  Weather  Bureau 
Sarah  H-  Gleason 
N-  H-  Agr-  College 
Union  Water  Power  Co- 
Coun   Valley  Lumber  Co. 
Walter  E.  Bolles 
F.  J-  Southmayd 
State  Sanatorium 
Frank  E.  Lea vitt 
Dartmouth  College 
N.  H.  Research  Forest. 
Kobert  P.  Hay  ward 
Fred  Wiggiu 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Work* 

E.  E.Tobey 
H.P.Shepard 

F.  A.  smith 
J.  B.  Dodge 

Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO, 
Everett  Orchards 
George  L-  Cooiier 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  tft 
Sarah  E.  Lane 
Mi.-s  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.Devinsttt 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t11 
Mrs.  John  ,T.  Gerety 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  B.  Ordway 
George  H.  Ross 
George  S.  R.and 
Fairbanks  Museum 
George  Briggs  tl| 
N.  E.Power  Co. 
L.  L.  Lttonurd 
Conn.,  River  Power  Co. 
GilmanW.  Forditf 


See  page  10  for  explanation  of  reference  marlis. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


ClimatoIOR-ical  Data  for  February,  1939 


Tomperature.  iudotrreesFBhrenheit          |      Precipitation,  in  inches 


S-E 


Vermont  Cont'd 

Vest  Hartford 

Vliite  Kiver  Jc-- 

Vhitiiigham 

Vilder. 

Vilmiugton 

Voodstock 

For  State     . . . 


Windsor  •  • 
Windsor .  - 
Windham 
Windsor.. 
Wiudhaui 
Windsor . . 


3taa»aehnselt» 


Ldams 

lOaberstS 

ishlacidJt   

Jeechwood  * . . . . 

HueHilltlS 

lostoii 

loylstou 

IrockionS   

Ihester  • 

ihestertleld* 

:hestnutHill§..-. 

:iiuton§ 

:oucord§ 

last  Wareham  . . . 
;gremonttJ'.  ..•  ■• 

all  River 

•almouthU* 

'ltcliburg§ 

rauiiiiKham  §  ... 

raiikliu* 

ardner* 

loucester§    

reentleld 

rotou  • 

(ardwick* 

[averhillS 

eath* 

olyoko 

oosac  Tunnel  ■ . 
abbivrdston* 


yaiuiis 

eh"  ...... 

ifferson 

ake  Cochituatet}§ 

awrence§ 

owell§ 

.     field*..... 
Iddleboro*... 

iddletoii  

llford* 

illlniry 

ontHj^ue  City 

autiicket  

Bedford-, 
orthbridge*.. 

Ms" 

smbroke* 

sru  • 

>t(>r~;iHni.... 


Berkshire  .. 

Hampshire 

Middlesex  . . 

Norfolk  .... 
do  .... 

Suffolk 

Worcester  .. 

Plymoiitli  .. 

Hampden  • 

Hampshire. 

Suffolk 

Worcester  •• 

Middlesex.. 

Plymouth  .. 

Berkshire . .  • 

Bristol 

Barnstable.. 

Worcester  ■• 

Middlesex  .• 

^'orfolk  ..•■ 

Worcester . . 

Essex 

Franklin  .... 

Middlesex  . . 

Worcester  . . 

Essex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  . . 
Burnstable.. 

Essex 

Worcester  .  •  ■ 
Middlesex  .• 

Kssex 

Middlesex... 

Bristol 

Plymouth  •  ■. 

Kssex 

Worcester  . 
Worcester  . .  ■ 
Fianklin  .... 
Nantucket  ■ 

Bristol 

Worcester  •  ■  • 
Berkshire  .  • . 
Plymouth 
Berkshire  • . 
Worcester  .  • . 
Berkshirf!  .• . 
Hampshire. . 
Plymotith  ■ 
Worcester  •  ■ . 
Barnstable... 

Essex  

Franklin  ... 
Worcester  . . 
Middlesex  • . . 
Hampden  . .  ■ 
Worcester  .. 
Berksiiire.... 


uid.. 
t.,wni.... 

ITIC  ;..|irion*  , 

or<?est>;r(a)§.. 

For  State  • 


>?m«i 


I  For  State. 


Itic 

.rkhams'oad 
idgeportS... 
rlingion  .... 


Bristol 

Franklin  .. 
Hampshire. 
Wore.  <t<T.. 
Hampden  . . 
Middlesex  • . 
Worcester  . . 
Berkshire  •  ■ 
Worcester  .. 
Worcester  .  • 


Newport  — 
Washinfftoii 
Xewport-.- 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford  ... 


275 
330 
100 
35 
63 

■m 

1.  400 
65 
l.lOO 
920 
I.  037 
1,660 

1.050 
40 
•ia 
400 


+  3.4 
+  ■4.9 


+  3.9 
+  '6.'6 


21; 

10 

3.S2 
3.54 

KK 

2  93 

2 

5.  3S 

28 

3.57 

6« 

4.70 

26 

3.59 

24 

3  S8 

27 

3.S5 

27 

5.15 

3i) 

1.90 

41 

3.41 

3.79 

.TO 

4.42 

n3 

3.  59 

3.18 

2« 

3.11 

3W 

4.87 

Jl 

4.03 

92 

3. 56 

43 

3.66 

!9 

3  03 

11 

3  89 

(i.5 

4.06 

44 

3  36 

21 

4.09 

40 

4.02 

34 

4.06 

40 

3.28 

12 

2,57 

20 

2.84 

47 

3.64 

K3 

3.76 

m 

5.45 

46 

4.73 

] 

4.10 

w 

4.09 

29 

5  45 

16 

4.55 

46 

5.77 

21 

3.05 

+0.43 

+  0.28 
+0.  82 
+0.66 


+  0.62 
+  0.42 
+  0.43 


-0.26 
+  0.41 
+0. 27 


+2.27 
+0.60 
-*-0.oO 


+  1.05 
0.00 

+0.  m 

-0.29 


+2.01 
-0.  27 
+ 1. 35 


+  1.85 
-1.27 
+0.25 
-0  35 
+0.87 
+0.26 
+0.11 
+0. 29 
+  1.53 
+0.10 
-0.10 
-0.04 
+0.17 
+0.82 


+L29 
+0.55 
+0. 05 


+  0. 54 
+0.64 
+0.95 
+0.32 


+2.S2 
+2.00 
+1.93 
+0  43 


15 

15     nw. 


Bvii  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  1 1 1 
Olcott  Fall.s  Co. 
Walter  Adams  tl( 
WilllaTn  S.  Eaton 


N.  E.  Power  Co. 

Ma.ss.  Asr.  Exp.  Sta. 

Met,.  Willi)!-  Winks 

,^tate  Dcpt.  Pul)lic  ilealth 

Blue  Hill  OhservaliTv 

U.  S.  Weather  Burea'n 

Mrs.  LoriuK  II.  Kceil 

City  Entiinoer 

State  Dept.  Public  Uealth 

state  Uept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tovi^er 

Joseph  L.  Kelley 

state  Dept.  Public  Health 

Richard  (;.  Brixham 

•State  Dept.  Public  Health 

Herbert  H.  Allen 

Met.  Water  Work.s 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

City  Kiifrincer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teachei's  College 

State  Dept.  Public.  Health 

E.  P   Mitchell 

.Met.  Water  Work.s 

Ksse.x  Cotniiauv 

Props.  Locks  ii  Canals 

State  Dept.  Public  Health 


State  Dept.  Public  Health 
N.  E.  Power  Co. 
Charlotte  A   Biaun 
U.  S.  Weather  Bureau 
CItv  Engineer 
ptiite  Dei>t.  Public  Health 
sr;ir,.De!)t.  Public  Health 
St;;',f  l)f|it.  Public  Ilealth 
Sta:..  l>,-i,i.  i'ul)lic  Health 
Mel.  Walei  Works 
Comr.  of  I'iiMic  Work.'. 
State  Dept.  Public  Health 
Plymouth  Cordagi>  Co. 
Met.  Water  Works 
Irving  H,  McNiiyr 
U.  S.  C.G.  Station 
N.  E.  Power  Co. 
State  Oept   Public  Health 
Met.  Water  Works 
U.  S.  Armory 
Met.  Water  Works 
Neshit  H.  Bang.s 
Weston  K.  I.ewis 
W^ater  Works 
Tuvuer.sFallsP.A  R.Co. 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dcpt.  Public  Health 
Weston  (College 
Met.  Water  Works 
Williams  College 
State  Dept.  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Asr.  Exp.  Station 
.\gr.  Ex)i.  Station 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


I  page  10  for  explanation  of  reference  raarke 
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Olimatologrical  Data  for  February,  1939 


Connecticut  Cont'd 

Colchester 

CoUinsville 

Cream  HilUt 

Danbury 

East  Hartland  — 

Falls  Villagei 

Hartford 

Lake  Konomoctt- 

Mt.  Carmel 

New  Haven 

New  Jjondon 

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbnrr  

West  Hartland.... 
For  State..   •• 


New  London. 
Hartford  •  • . 
Litchfield  ••. 

Fairfield 

Hartford.... . 
Litchfield  ... 

Hartford 

New  London. 
New  Haven  . 

do  

NewLondon. 


Windham. . . 
Litchfield  . . 
Tolland  .... 
New  Haven 
Hartford  ... 


1.300 

390 

1.220 


Temperature,  in  degrees  Fahrenheit 


+  6.2 
+  '5."3 


+  5.0 
+  5.3 
+  6.4 


Precipitation,  in  inches 


2.S 


+0.89     1.20 

0. 47 

+  1.31  I  0.78 

!  2. 10 

+2.52  I  1.90 
+  0.02  I  0.67 
+  0.89  I  L17 
+  1.19      1.40 

1. 54 

+2.46  1.56 
+  1.43  1.54 
+2.41      1.61 


Stedman  Storrs 
Edwin  It.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Worka 

B.  W.  MoParland 

U.  S.  W^eather  Bureau 

Harry  G.  Tietjen 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr   Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pagrcs  8.  9,  and  10. 


The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having 
tation  with  is  vears  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean;'  ad.nisted  to  a  uniform  ss-year 
the  period  of  record  are  used.  Reference  letters,  a,b,c,  appearing  m  the  table  indurate  number  of  (lays  missing;  tc 

)ther  dates     §  Thermometers  not  supplied  by  Weather  Bureau,    ftt  Observer  for  New  f.ngland  fewer  Co.      T   Precipital 


cipitation 

forf 

on  other  dates. 


10  or  more  years  of  record.    Departures  of 
period;  for  stations  of  lo  to  14  years  the  mean 
for  example,  b  represents  two  days,  etc.        t  Als 
pitation  is  less  than  0.01  inch  rain  or  melted  snow. 


11  Fost-oftice  addresses  of  these  stations  are  as  follows:  Maine— Aziscolios  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood ;  Hiram,  West  Baldwin;  Ripogenus  1 
Millinocket-  Winslow   Waferville;— New  Hampshire— First  Conn.  Lake.  Pittsburg;  New  Durliam,  Alton:  i'inkham  Notcli,  Gorham;  York  Pond,  Berlin  ;- Vermont— Bloom 
field    North'strattord'  N   H  ■  Cornwall   Middlebury ;  Mays  Mills.  Colrain,  Mass.;  Searsburg  Sta..  Wilmington:  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mas*. 
—  Ma'ssaclius'ett.s  -  Asl'ilanit,  Fiaininshain;  Pdiie  Hill,  Milton;  Kgremont,  South  Egremont;  Falmouth,  ilatohville;  Lake  Cochituate,  Framingbam;  — Connecticut-C 
Hill,   West  Cornwall;  LaKe  Kcnomoc,  New  Jjondon. 

*  Kecord  furnished  by  Massachusetts  Department  of  Public  Health.  %  Not  included  in  summaries. 


Hxplanation  of  Reference  Marks  Used  on  Page  11 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  nt 
observations.         *'*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period 
recorded  is  for  the  preceding  24  hours.        *  Precipitati'"  ^•■"•-'..-'  --  ^-^^  «f  ^.^*  ,„„.,.„,.„,... 


:  included  in  that  of  next  measaiemtnt. 


inset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  timec 
night  to  midnight.         **  Precipitation  measured  in  the  morning 
T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pag-e  12. 
l)l).servationB  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  1 


Amherst 

Block  Island 
Blue  Hill.... 

Boston  

Burlington  • 
Concord  •••• 

Eastport 

Greenville .. 
Hanover  — 
Hartford  . .  ■ 
Nantucket 
New  Haven. 
Northtield  .. 
Portland  — 
Providence  . 


PRESSIHIIC.  WIND.  HUMIDITY.  AND  SUNSHINK 


Atmospheric  Pressure 

(reduced  to  aea  level) 


30.10 
30.08 
30.10 
30.0' 
30. 06 
30.09 
30.06 
30.07 


30.11 


I  SO.  68 
:OT  69 
30.65 
30.IOI  30.70 
30.06!  30.68 
30.081  30.69 
30.081  30.67 


e§ 


29. 26 
29.  40 

29. 29 
29.  32 
29.  27 
29.  29 
29.34 

29.' 26 

29. 30 
29.44 
29. 34 
29. 20 


29.  37  I  15  '  11. 


itelative 
Humidity 


71 

I  66 


[Continued  from  page  7] 

ing  temperatures  near  -20°  over  interior  portions  of  the  nort 
ern  division,  and  near  or  slightly  below  zero  over  the  interi 
of  the  southern  division.  At  the  close  of  the  month,  there  w 
no  ice  in  coastal  portions  of  rivers,  while  over  interior  and  nort 
ern  sections,  ice  thickness  ranged  from  5  inches  in  Connectic 
to  22.5  inches  in  central  and  northern  Maine.  On  the  who! 
the  weather  was  notably  unpleasant,  although  less  severe  thi 
is  usually  experienced  during  this  period  of  the  year.  E. 


1939 
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Daily  Precipitation  for   February. 

1939 

Drainage  basin 

Day  of  month 

_ 

I 

'i 

1     3  1     4 

1) 

1    « 

'' 

8 

9 

1  '" 

i^ 

12 

13 

14 

15      16 

1'- 

18  1  19 

20 

21 

22 

23 

24 

25 

|26 

27 

28 

|29 

30 

3. 

H 

tport*'*  

Coast 

J 

,.J.. 

... 

T. 

.^ 

.1 

.1 

)... 

T. 

T. 

1.34!  .1 

.0 

.0 

.0 

.07... 

.23... 

.15... 

.40    .05   .0" 

3  17 

woru\ 

....do 

.  1 

... 

.0 

.35'  .1 

.0 

... 

.2 

.22... 

.42  ... 

.  12  . . . 

.82   .02   .161... 

3.06 
2.84 
2.73 
3.71 
2.26 
2.71 
2.35 
2.34 
3.01 
3.01 
3  04 

Kennebec 

.0- 

.2 

.0 
T 

... 

.oa 

•| 

I   .1 

.O' 

.1 

.30,  .0 

.0 

.0 

•1?- 

.45... 
.70... 
.56... 

'.'6 

.0 

.16   .22   T. 

mingto" 

St.  John 

.0! 

.04 

.2 

... 

.0 

.0 

•ll.l 

.1 

.7 

-67    •" 

(jiuer 

Kennebec 

■r. 

.0 

.3 

.0 

.02 

.02 

.0 

.0 

>    .1 

... 

■r. 

T. 

.161  .3 

T. 

,0 

.211  T. 

.18  T. 

.01  ... 

.24I  .4li  .6'^ 

....do 

.1 

.1 

.0 

... 

.o; 

.5 

.a 

.1 

.0' 

.0 

.2 

■|  .2 

.0 

.0 

.0 

.3^ 

.55  ... 

.04    .0 

.24   .241  T. 

iltou   

St.  John 

Kennebec 

.2 
.8 
.2 

.1 

.0, 

... 
.Oi 

"os 

.22 
.11 

!o' 

.03 

.0- 

.1 

.2 
.3 
.2 

... 

.0- 

.0': 
.0 
.0. 
.1'. 

.0 
.0 
T. 
.0 
.0. 

.6 
.0 
.3 
.4 

.7 

i\  .1 

r.'i 
5... 

.0 

0?. 
.0 
.0 

.0 
.0 

... 

T. 

■."6t 

.Ic 
.3- 
.2^ 

.54 
.1. 

■3- 

.24 

.22... 
.  56  . . . 
.29... 

.  04  . . . 

'.'6i '.'.'. 

.  07  . . . 
.01  ... 

;i6  ■.2( 

.73    .0 
.  54  . . . 

... 
.0 

... 
... 

... 

"""J*" 

Androscoggin   ... 

Kennebec 

eenobscot  

.2 

.23 

I     11 

.Ot 

Jiiocket 

....do 

.0 

... 

T 

i  .3 

.0 

.Oi 

.14 

.3 

.05... 
.07  ... 
.06   .02 

.191  .34 

2.32 
3.41 
2.45 
3.52 
1.85 
2.20 
3  53 

.0£ 

■" 

Penobscot   

■? 

... 

.05 

.02 

.0 

.0 

.0 

... 

.01 

■■,• 

.1 

.4- 

T. 

.0 

.3' 

.2r 

.1 

3r 

.0. 

T. 

.1( 
.1 

.It 

... 

"o- 

.31 

T. 

.1 
T. 
.1- 

.0 

.1( 

".k 

::: 

'1'. 
.IC 

'.I 

.IC 
.2 
.1, 

'I 

... 

.0. 
.0 

11 

.04 
.3" 

.0 

.24 
9 

"w 

.0£ 
T. 

1. 43  . . . 
.10    .4, 
3'. 

.4C 

St. John 

Penobscot  

.uitn. . 

.Androscoggin   ... 

.% 

... 

.2) 

'1' 

.3 

T. 

.0. 

.0£ 

.6 

T. 

T. 

T. 

.s*- 

.Of 

.OS 

.4V 

,0'" 

.7C 

.02    .21 

Kennebec 

do 

.M 

".k 

.IS 

.2 

.05 
.12 

.04 

.0. 

'.'os 

.0 

.2; 

.It 

.1 

.01 
f. 

.0-. 

.11 

.0 
.5 
1.5 

.3k 

.0" 

.1 

.05 
..3- 

.35 

.3! 
f. 

.04 

.4!; 
.2C 
.46 

.IC 

".2 

.03 

3i 

.50... 

.81  ... 

'1'. 
.25 
.51 

2.63 
2.44 
4.41 

,M:y.ux'    

St.  Croix 

™»  Hampshire 

!„••                        

Androscoggin 

.11 

01 

.2t 
.03 

T. 

.0;J 

.10 
23 

r 

.01 

"sr 

.24 
.01 

... 

.04 

.14 
T 

.0 

a 

.3? 
T 

T 

.OL 

22 

.32 
Ob 

T. 

06 

.28 
24 

.07 

T 

.03 

!(■>!■ 
.44 
T. 
64 

.46 

■.■39 
.00 
T. 

2.  52 
2.70 
2.08 

T. 
T. 
.02 

.10 
.06 
.33 

.02 

".k 

.2" 

.27 

.22 

.11 

'.'4- 

.0- 

.82 

".bi 

"o- 

.,35 

.24 
.33 

.05 

T. 

.09 

.45 

".r 

".13 

.42 
.56 

S^n.i.Lake.. 

Connecticut 

.03 

T^" 

■r. 

.03 

.35 

.11 

iUiii 

2.70 
2.98 
3.48 
3.65 

oyer 

Connecticut 

.0 

T. 

.05 

,35 

.3 

.«( 

.0' 

T. 

T. 

26 

0' 

OS 

01 

r 

4( 

.01 

■>4 

ie(ni^;ir) 

...do 

•V. 

07 

,0' 

,35 

,32 

.27 

,1.'i 

4' 

,1^ 

07 

1< 

18 

3' 

OH 

.31- 

■Olll" 

2.5 

.Oi 

07 

14 

4' 

9; 

0 

43 

02 

32 

17 

lOi           '      I'.'l 

■'■■f' 

....do 

.06 

.1!) 

.08 

.05 

.37 

.34 

.22 

.07 

.04 

Durham".... 

....do 

.42 

•]'. 

.72 

■V. 

.3( 

.25 

.76  ....|  .31!.... 

2  79 
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Connecticut 

■V. 

.2- 

.If 

.(It 

.2'. 

.V- 

1'. 

.18 

•1'. 

■r. 

'r. 

T.      .32.... 

2  25 

Merrimac  . 

Of) 

27 

VI 

15 

T 

!.■ 

15 

26 

07 

47      16     3'' 

2. 97 

Vennoni 

Connecticut 

.n.s 

.10 

.03 

.06 

.07 

.03 

.03 

.14 

.02 

.08 

.05 

.42 

.18 

T. 

.03 

.13 

.17 

.66 

.03 

w 
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•• 
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A» 
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■]'. 
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r 

T. 

'1'. 

T. 

.02 
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.08 

.11 

1.27 
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T. 
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.():> 

27 

r 
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Connecticut 

T. 
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42 

T. 
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T. 

.6; 
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'4 
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.K 
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T 
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34 

12 
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.04 

M 
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21 

35 
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1 
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.10 
.01 

T. 

.32 

.26 

.33 
.41 

.37 
.41 

.01 

.08 
T. 

.02 
T 

.09 
T. 

.05 
T. 

•i. 
.02 

.22 
.15 

.02 
T. 

.91 
.73 

■!■ 

.57 
1.43 

5.45 

"I 

....do 

....do 

.01 

.02 
.04 

.09 
.12 
.02 

1.42 
.69 

1.4S 
.92 
.64 
.90 

.19 
T. 

T. 

.16 
.05 
.45 

f." 

.17 
.16 

.35 
.32 
.68 

.01 

.10 
.36 

.40 
.18 
.13 

70 

.67 
.28 

.44 
.69 
.56 

.14 
.56 

.38 
.17 
.78 

.21 

.05 
.30 
.08 

■.'oi 

T. 

T. 
T. 
.14 

T. 
T. 

.'69 

.27 
.16 

.07 
.13 
.17 
.18 

•V 

.'6.5 

.88 
.94 

1.43 

.07 

.04 
.01 

i.'62 

.56 
.74 

1.04 
.68 
.74 

.75 

....do 

Housatonic 

.02 

4.71 

.«}. 

...do 

.09 
.02 
16 

.74 

1.49 

54 

.05 
.03 
1^ 

.05 
.05 

.30 
.45 
36 

.40 
.63 

48 

.31 
.26 

.53 

.55 
.61 

36 

"06 

'1'. 

T. 

:'' 

f.- 

:g^ 

.17 
.16 

04 

.06 
.02 
05 

T  ' 

1.17 
1.56 

.72 
1.15 
1  36 

4.72 

do. 

0=i 

5.12 

L  im  . 

.08 
.06 

.10 

.33 
,59 

,10 

* 

.41 
.21 
31 

.15 

.2? 

.79 
.09 
.•50 

.44 
.34 

.77 

f.' 

.12 
.15 
.15 

.04 

1.48 
.54 
1.12 

'.'64 

.06 

1.09 
.56 

.71 

Qninebaug 

Willimantic 

.18 

.14 
.30 

T.' 

T. 

.04 

tV 

2.79 

J<  .:::::::::: 

5.04 

irbory 

Coast 

.0.=-. 

.84 

T. 

.40 

.14 

.31 

.16 

.03 

.17 

.90 

'('. 

.82 

4  26 

1 

«  page  10  for  e 

J 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February. 


Daily  Temperatures  for  February,   IJ 


2  I  3   4   5   6   7  I 


0  j  11   12   13   14  I  15   16  j  17  I  18  I  19  20  |  21   22   23   24   25   26  |  27  |  28  |  29  |  30  j 


„      ,.     ,       ,         ,  S  Maximum . 

Bar  Harhor  (near) j  Miuimuni 

Eastport  \  uf^umnn-'. 

Fort  Kent j  ^S™  : 

„     „      •,!„  j  Maximum  . 

Greenville   iMinimnra.. 

tr„„i*,N„  S  Maximum  . 

Houltou    iiMimmum.. 

Lewistou l^fl^Z^: 

MiHinocket l^^^Z^/. 

„, ,, )  Maximum  . 

0>'1t"wn   iMiuimum.. 

Portland  iMiSm': 

^-'-^on^ !^|;^=?,: 

Wi>»^lo^'   iMh^mnm.: 

New  IIomiKliirf 
„     ..     n  S  Maximum . 

Berlin  II (Minimum.. 

concord S  Maximum  . 


Durliam 

First  Conn.  Late. 

Keene  (near) 

Plymoutli 


Minimum.. 
Maximum . 

Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum  • . 
Maximum  . 
Minimum.. 


Vermont 


Burlington  ... 

Newport  j  jirrrimuiu". 

North  field.... 
Rutland    .... 

St.  Albans 

St.  Jolinsbury 


\  Ma: 

I  Mil: 

1  Mi 

)Ma 


Massnchiiisell^ 


Amlier.st 

Boston 

Brockton 

Concord 

East  Wareliaml'  . . 

Fall  Kiver 

Fitehlmre  

Lawrence 

Nantucket 

Stookbridge    

Williamstowu.  ... 
Worcester 


I  Maximum  . 
'  Minimum. 
I  Jhiximum  . 
'  Jlinimum. 


•••  Uli 

\  Ma 

•••  )Mi 


Maximum. 
Minimum.. 
Maximum . 


King.ston j  ^f,;-), 

Providence j  J{f,^* 

Cvnnediciil 

Cream  Hill j  ^1?,^/, 

Hartford 

New  Haven 


New  London 

Nor  walk 

Putnam 


imum.. 
Maximum  . 
}  Minimum., 
j  Jiaximum. 
)  Minimum- . 
)  Maximum . 
f  Minimum., 
j  Maximum  . 
)  Minimum.. 
j  Jiaximum  . 
(  Minimum.. 


U      41 

.=)l     2i 


64 

.55;     69 
23!     33 


35     45     37 
16'    3ll     18 

44t     45) 


.-18 
20|    .32 

25 


45 
31 
58     35 


-„,  41 
18  26 
22     37 

1    :2 

22     34 
10 


IS  30 
361  35 
13i     25 


Seepage  10  for  explanation  of  reference  marks. 


W.  B.  Boston-6-lfi- 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


DATES  OF  MISCELLANEOUS  PHENOMENA 


Price:  5  cents  a  copy;  25  cents  a  vkar;  (not  stamps). 
rimittance  patablb  to  srpkrintesdl-.nt  op  documents,  washington,  d.  c. 


Vol..  LI. 


Boston.  .M.\ss.,   ^LVRCfL    1939. 


No.  ',]. 


O-BNEiaAL  SUMMARY 

.10  snowstorm  of  the  ll-13th  wa^^  the  outstanding  feature  of 
[;:  weather  during  !March.  In  Soutiiern  New  England  the  total 
vi'luine  of  snow  has  seldom  been  exceeded  in  any  March  storm, 
A',  -i,'  than  "20  inches  fell  at  Portland,  Me.,  and  more  than  10  in- 
occurred  in  nearh'  all  other  sections.      The  temperature 

ged  considerably  below  normal,  particularly  over  thenorth- 

livision  where  the  diticicncy  was  o.H° ;  sub-zero  readings  oc- 
1  over  extreme  northern  portions  until  near  the  close  of  the 

;  .1.  In  the  southern  division  the  deficiency  was  2.8°,  and 
a  1' 'V  stations  in  the  extreme  soutliern  portions  of  this  section 
had  plus  departures.  Precipitation  occurred  with  more  than 
nv.iinary  frequency,  and  monthly  totals  averaged  about  normal 

■  northern  division  and  nearly  20  percent  aliove  normal  in 
-outhern  division.     At  the  close  of  the  month,    the  snow 

[Continued  on  p.ige  10] 
TEMPERATURE 

-e  average  monthly  temperature  for  the  Section,  based  on 

■  cords,  wa.'' 27.8°,  wliicli  is  4,4°  below  the  mean  for  tlie 
pa-.  52  years.  The  average  temperature  for  the  northern  division 
was  23.3° ;  for  the  southern  division,  32. G'^ .  The  highest  month- 
ly mean  was  37.0"  at  New  London,  Conn. :  the  lowest  was  12.9° 
at  First  Connecticut  Lake,  N.  H.  The  highe.'^t  recorded  was  71" 
at  Norwalk,  Conn,  on  the  27th;  the  lowest  was  -27°  at  Fort 
V.  1'',  Me.  on  the  10th.   Thegreatest  monthly  range  was  76°  at 

•urg  Falls,  Vt.;  the  least  was  36°  at  Nantucket,  Mass. 
_-reatest  daily  range  was  53°  at  Enosburg  Falls,  Vt.  on  the 
:  nd  loth. 


PRECIPITATION 

'Vhe  average  monthly  precipitation  for  the  Section,  based  on 
189  rei'ords,  was  4.02  inchfs.  wisich  is  0.65  inch  above  the 
mean  for  the  past  52  years.  The  average  precipitation  for  the 
northern  division  was  3.25  inches;  for  the  southern  division. 
4.80  inches.  The  greatest  monthly  amount  reported  was  8.52 
inches  at  Plymouth,  Mass.;  the  least  was  1.21  inches  at  jMoose- 
head,  Me.  The  greatest  arhount  in  24  hours  was  3.21  inches  at 
Portland,  Me.  on  the  12-1 3th.  The  average  number  of  days 
■with  .01  inch  or  more  of  precipitation  was  13,  which  is  2  above 
the  mean  for  the  past  52  years. 

The  average  snowfall  for  the  northern  division,  based  on  84 
records,  was  23.7  inches;  for  the  southern  division,  based  on  82 
records,  16.8  inches;  for  the  Section,  based  on  166  records,  20.3 
inches,  which  is  9.3  inches  above  the  mean  for  the  past  52  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  10.8  miles  per  hour,  which  is  1.6  miles  per  hour 
below  the  mean. 

'i'he  sunshine,  based  on  the  records  at  14  stations,  averaged  51 
percentofthepossibleamount,  which  is  1  percent  below  the  mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average 
for  the  Section,  based  on  133  records,  was  11  clear,  7  partly 
cloudy,  and  13  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  m.  observations  at  11  stations,  was  73  percent,  which  is 
1  percent  below  the  mean. 


Aaroms.—lsi,  3d,  6-8th,  16-17th,  20-22d,  25-30th. 

Holos,  hinnr.  —  l-oth,  8-9th,  27-29th. 

H<ilos,  solar.— 2d,  9-lltii,  15th,  24th  27-28th, 

Hail.  —  (dates  and  general  location) —     None. 

Thu,ider-'<torms. — 1st,  Greenville,  Me.;  6th,  Portland,  ^le., 
Newport,  Vt.,  Nantucket,  IMass.;  2()th,  scattered,  \t.  and 
Conn.;  27th,  St.  Johnslmry,  Vt.;  30th,  scattered,  Vt.  and  east- 
ern portions  of  SolUirr|\i^ai,\i,Kng]and;  31st,  Northfield,  Vt. 

Fog,deme.—Ut"-{^bfnm(,  &f-^i,  30th. 

Sled.  —  (dates  and  siiucinl  lucation) — Ist,  Searsburg  Station, 
Vt.,  and  Uoosac  TniTiVA,  «lls<19391',  First  Connecticut  Lake, 
N.  H.  and  Boston.  .Alas.s.;  (Uli,  Kinnford,  iSic.  and  Pinkham 
Notch,  N.  II. ;  oW/VlJJgltylskjH.L  R  I.  and  New  Havt-n,  Conn. ; 
12-18th,  Southern  New  Engmrid»»-|.|A(G/SVorthcrn  New  England 
and  New  Haven,  Conn.;  16th,  Northern  New  England;  20th, 
Portland,  Me.  and  Haverhill,  IMass. ;  25th,  Northern  New 
England;  26th  southwestern  Me.  and  Boston,  Mass.;  27th, 
widely  scattered,  extreme  .southern  Vt.,  Mass.  and  Conn. ;  28th, 
general  over  Section;  30tli,,  general  over  North  and  scattered 
over  South    portions;  31st,  Pinkham  Notch  N.  H. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut,) 


Temperature 


1894 

1895 

IS96 

18!»7  ..i-.. 

1898 

1899 

1900 

1901 

IStvj 

1903 

1904 

1905 

I'.iOfi 

1907 


191.3 

1914 

1915 

1916 

1917 

1918 

1919 

19'20 

1921 

1922 

192S 

1924 

1925 

1926 

1927 


19.S0 

1931 

1932 

19:« 

1934 

li)3fi'!.' 
1937... 


2.97 
5  I  1.41 
-10  i   3.67 


No.  of  days  (all 
South        New  England) 


28     14. 3     4. 01 


10  I    8 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March, 


Climatologrical  Data  for  March,   1939 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangor S  

Bar  Harbor  (near) 
Brassua  UamU-- 

Caribou.. 

Kastport 

EastWinlhrop.   ■■■ 

EUswo-.tli 

Eusi;>  


Foil  Iv  11 
Uaraiii-r. 
Greeuviil 
HiraiuU-' 
Houltoii- 
Jaclsin;i.u- 
Lewisti.'u 


Miuiis.>!,S 

Middle.l.iui 

MillinockelS 

Milo 

Mooselieiid 

Norlii  liridglon... 

Oldtdv.n 

Oro.u.. 

Portia  i>.l 

Presii'i'-  l--lt' 

RipoK-uusDaiiiU: 

Rockland 

Ruin  lord 

The  Forks -. 

Upper  Oani 

Vanceboro  

WiiislowttS 


W(i 


<1S. 


For  Stale 


Berlin    

Bethleheni   .... 

Concord    

Dixvillo  Notch 

Durham    

ErrolS    •     ,. 

First  Conn.  Lakett 

Pltzwilliaiii* 

Franklin 

GlencliiV   

HaniptDU .... 

Hanover^  

Hillsboro 

Ifeonelnear)  S  ■• 

Lakepurt 

Lincoln   •■   •• 

Manchester 

Milan     

Naslniag  ....... 

New  DnrbamU  • 
Newport  •••■■•;• 
Nortl)  Stratford. 
PinkhaniNotchtt 

Plynioiitli 

West  Stewarlstown 
Woll'boro  Falls 
York  Pond    ■■• 
For  State 


Mt-  Washington  t 
]'erinonl 


''alls 


Bello 

Bennington 

Bloomtieldtt 

B  rattle  boro§ 

Burlington 

Cavendish 

Chelsea 

Oornvralltt 

Oraftsbury  Com... 

East  Baniet 

East  Kyegate 

Enosburg  Falls... . 

Gilman  

MaysMilUt 

Newfane 

Newport  

Northfield 

Readsboro. 

Rochester 

Rutland 

St.  AU)ans(near).. 

St.  Johnsbury 

SearsburgMt 

8earsb\irg  Sta.tt--- 

Soraersettt 

Veriiontt§ 

West  Burke 


Penobscot  •  • 
Hancock  .... 
Somerset  ••.■ 
Aroostook  . . 
Washington 
Kennebec  ■. 
Hancock.... 

I'ranklin 

Kr.iiikliii  .... 


Cumberland-  ■• 

Aroostook 

iiomerset 

Androscoggin  . 


Grafton  — 
Merrimack- 
Coos  

Strartord  ... 


Grafton 
Coos... 
Carroll 
Coos    .  • 


Windham  .. 
Bennington 

Essex 

Windham  .. 
Ciiittenden.. 

Windsor 

Orange 

Addison 

Orleans 

Caledonia  •• 
Caledonia  .. 

Fraidilin 

Essex 

Windham... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  ... 

Rutland 

Franklin.... 
Caledonia... 
Bennington 
Bennington 
Windliam... 
Windham  — 
Caledonia. .. 


2,  000 

500 

1,050 


-1.4 


-0.37 
-1. 1» 
+0.  37 
+  3.22 
-0.48 
+0.  54 


-0.27 
-0.93 
+0.09 


-0.46 
+0. 24 
+0.13 


1-2.17 
-0.11 
-0. 12 


--0.01 

+6  li 


+  0.72 
—0.50 
-0.16 
+  1.16 
+  0.20 
-0.14 
-0.58 
+  1.20 


-0.73 


+0.18 
-0.48 
+0.75 
+0.11 
+0.76 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
V^■alter  Thurston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  U.  Soule 
U.  S.  Weather  Bureau 
C.C.  I'.&L.Ca. 
William  H.  Cummiug 
p.  M.  Tripp 
Union  Water  Power  C 
Bangor  Hydro  l';i('clric  Co. 
Great  Northern  I'aper  Co. 
Union  Water  Pou  er  C_. 
Great  Northern  Paper  Co. 
Winfield  Heath 
N.  W.  Roberts 

C.  L. Chadbonrne 
Tliomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Nortliern  Paper  Co. 
George  J.  Cumming 
Charles  A.  Mixer 

Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Wliitner 
St.  Croix  Paper  Co. 


Edward  Fenn 
George  E.Tucker 
U.S.  Weather  Bureau 
Sarah  H.  Gleasou 
N.H.Agr.  College 
Union  Waler  Power  Co. 
Conn    Valley  Lumber  Co. 
Walter  E.  Boilea 
F.J-Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  U.  Research  Forest. 
Robert  P.  Ilayward 
Fred  Wiggin 
lid  ward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Penuichnck  Water  Work! 

E.  E.Tobey 
H.P.Shepard 

F.  A.  smith 
.7.  B.  Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO. 
Everett  Orchards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  P.Devins  ttl 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  Jolin  J.  Gerety 
Rev.  A.  B    Cricliton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggstn 
N.  E,  Power  Co. 
L.  L.  Leiniird 
Conn.,  River  Power  Co. 
Gilman  W.  Fordttf 


See  page  16  for  explanation  of  reference  mar^g. 


March,  1939 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


15 


CUmatolofrioal  Data  for  March,  1939 

Stations 

! 

Countiei 

1 

!           Temperature,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No-  of  days 

s 

■3.C 

1. 

P 

i 

1 

,3 

1 

Greatest    daily 

range 
Length  of  rec- 
ord, year* 

Total 

V 

0 

11 

SI 

1 

<2 

Obsarvers 

Vermont  Cvnfd 
West  Hart  ford.... 
White  Kiver  Jc. 

Whitiugham 

lyilfjer  ... 

Windsor 

Windsor 

Windliam 

Windsor 

Windliam 

Windsor 

400 

490 
1.450 

370 
1.640 

700 

0 

0 
0 
0 

48 

1 

10 
26 
17 
20 
19 
22 

14 
104 
54 
4 
122 
54 
44 
46 
27 
21 
67 
62 
52 
10 

67 
42 
75 
64 
18 
34 
27 
19 
.52 
20 
45 
20 

2.49 

2.07 
4.73 
2.07 
5.13 
2.74 
3.09 

3.23 
4.49 
4.45 

■-6.' 99 

'-6.'26 
+0.69 
-0.51 
+0.17 

'+6.' 72 
+0.41 

0.72 
0.47 
0.76 
0.  60 
1.25 
0.86 
1.25 

0.57 
1.02 
1.21 

15.0 
10.8 
25.7 
15.5 
30.1 
16.0 
21.2 

16.7 
20.  0 
20.1 

12 
15 
16 
13 
16 
13 
15 

18 

Evil  K.  Donbleday 
N.E.  Power  Co. 
K.  T.  Sutton  m 
Olcott  Falls  Co. 

24.2 

51 

24 

-12 

19 

43 

14 
11 

8 
15 

12 
0 
3 
12 

8 

7 

14 
12 
17 
17 
13 
14 

16 
9 

8. 
W 
UW. 

n\v. 

nw. 
nw. 

1 

25.0 
28.7 

27.9 
30.9 

-   50  1     60 

24 
26 

26 
24 

-15 
-22 

-10 
4 

11 
U 

11 

u 

46 
53 

41 
31 

William  S.  Baton 

For  State 

MatunehitsetU 
Idains 

Berkshire  ..... 
Hampshire  .... 

Middlesex 

Norfolk 

Stiffolk  •• 

750 
217 
•ill 

70 
640 

17 
540 

no 

600 

1.360 

124 

S9S 

139 

IS 

970 

190 

SO 

402 

172 

240 

1,110 

15 

165 

325 

950 

50 

1.650 

90 

800 

1.030 

3M 

30 
»20 
148 
57 
bb 

lyo 

53 

97 

I  CO 
35 
63 
350 
1.40L. 
65 
1.700 
920 

l,fi.sn 

1.050' 
40 
25 
400 
720 
ISO 
199 
555 

20 
20 
200 
520 
45" 
210 
222 
900 

960 
625 

10 
55 

0 

0 
55 
69 

0 
46 

0 

0 
55 
35 
53 
14 

0 
63 

0 
55 
55 

0 

0 
10 

3 

40 

0 

0 

9 

0 
31 

0 

0 
46 
55 
55 

0 

0 

0 

0 

0 

0 

54 

0 

0 

0 

0 

0 
22 

0 
53 

0 
53 
S8 
10 

0 

0 
29 

0 
10 
26 
.=6 
37 

0 

0 
14 
11 

0 
41 

0 
47 

-i's 

58 
59 

N.  E.  I'ower  Co. 
Mass.  Akv.  Exp.  Sta. 
Met.  Watei'  Works 

i-i'.r^tS 

■     ■^:idv:::- 

m 

fJtate  Dejit.  Public  Hea!t!i 

BlueHiirobserv8f<ir\ 

U.  S.  Weather  Bureau 

Mrs.  Loring  (I.  Uee<l 

City  EnKinetT 

State  Dept.  Pnbli.-  HcalUi 

.^tate  Dept.  Publio  Health 

Met.  WdterWcrki 

Mot.  Water  Wor  k.< 

Fred  A.  Tower 

Jo.se!)h  L.  Kelley 

.state  Dopt.  Public.  Health 

Richard  c.  Bri^'bam 

.'-tate  Dept.  Public  llealtli 

Herbert  j;.  Allen 

Met.  Mater  Work.s 

State  Dept.  Public  Health 

.State  Dept.  Public  Health 

Riili.h  i\!.  Bark.n- 

Bureau  of  EntomolOKV 

State  Dopt   Pnb!ic  Health 

Slate  Oept.  Public  Health 

City  En^riMoer 

State  D(|.;.  J'ublicHealM. 

31.2 
33.2 

-  2  5 

-  2.4 

54 
58 

6t 
24 

4 
9 

11 
11 

21 

2;i 

4;  96 
5.26 
4.U) 
4  OJ 
5.23 
5.13 
4.18 
7.74 
3.06 
5.93 
7.16 
4.62 
4.93 
3.46 
3.40 
7.05 

+  1. 10 
+  1.66 
+  0.91 
+  1.74 
+0.71 
-0-24 
+1.21 
+0.94 
+0.71 

+6.'.'i2 

+  1.71 
+2.  64 
+1.08 
+0.87 

-6."  50' 

+2.60 

1.27 
1.77 
1.75 

0.  97 
0.92 
0.83 
1.31 

1.  96 
0.96 
1.40 
0..50 
1.49 
1.53 
1.21 
1.35 
1.13 
0.87 
2.23 

24.9 
16.5 
17.3 
22. 0 
21.0 

'20.5 
23.2 
17.8 
12.0 
16.0 
12.0 

'm.'s' 

20.7 

23.0 
11.2 

'i7.'6' 

23.2 
19.5 
20.8 
17.2 
16.8 
13.0 
25.0 
19.8 
20.9 
17.0 
18.5 

i7.'8' 
19.0 
24  3 
18.6 
17.6 

14.5 
17.5 
18.6 
15.0 

26.' 6' 

16.3 
21  5 
19.8 
16.0 
19.0 

26.0 
20. 3 
23.7 
18.2 
17.4 
16.0 
19.2 
13.0 
15.9 
16.2 

i4.'7' 
19.8 
14.5 
1.5,3 
18.7 
17.0 
18.1 

4.3 

14.8 
13.0 
16.5 
12.2 

ii.'5' 

13 
15 
12 
14 
10 

9 
16 
12 
13 
16 
10 
16 
13 
12 
10 
10 

7 
14 

'14' 

12 
13 
13 
13 
16 
13 
14 
14 
11 
12 
13 
12 
13 
15 
13 
16 
13 
15 
14 
14 
13 
16 
14 
13 
12 
13 
12 
13 
12 
14 
13 
13 
14 
15 
9 
12 

13 
15 
13 
12 
14 
11 
13 
12 
14 
12 
13 
13 

13 
U 
10 
14 
12 

9 
11 
13 

6 
9 

9 
5 

16 

17 

nw. 

"ni":.::::: 

t  Hill«.-.- 

Worcester 

Plymouth 

Hampden  

Hampshire 

Suffolk         .  •  ■  ■ 

34.3 

-  3.2 

61 

24 

5 

11 

28 

10 

9 

12 

nw. 

34.1 
30.2 
30.7 
34.0 

-  1.9 

-  4.2 

-  3.4 

56 
57 
56 
55 

5t 
24 
24 
24 

10 
-  5 

11 
n 
u 

35 
35 
31 
31 

13 
17 
9 

14 

0 
2 

7 
6 

18 
12 
15 
11 

nw. 

Worcester 

Middlesex 

Plymouth 

Berkshire 

■natf- 

...      -.:vor 

:■-.:    ^.t!.«» 

33.9 

-  3.1 

60 

24 

5 

11 

29 

'i'i' 

9 

'a 

11 

nw. 

Barnstable 

Worcester 

Mi<ldlesex 

Norfolk  

Worcester 

31.0 
33.4 

-  2.4 

-  2.4 

5S 
58 

24 
24 1 

0 
3 

11 

u 

32 
30 

31.4 
31.4 

33.' 2' 

-i'i' 

54 
58 

■57' 

Ct 
25 

"et' 

8 
-  5 

11 
...... 

24 
'26' 

7 

8 

13 

10 

11 

13 

nw. 

Franklin 

Middlesex 

Worcester 

Essex 

Franklin 

Hampden  

Berkshire  ...... 

ttorppster 

Kiirnstable 

fisst!X 

Worcester 

Middlesex.... 

Ksswx 

Middlesex...... 

4.66 
4  16 
5.54 
3.68 
4.94 
4  26 
3.45 
7  54 
5.18 
6.16 

4:81 
4.42 
4.96 
6.48 
3.82 
4.48 
5.26 
4.15 
7.27 
5. 72 
4.27 
3.22 

3.94 
4  49 
1  93 
3.62 
8.52 
5.08 
7.  .56 
4.92 
4.50 
4.87 
5.73 
4.86 
4.97 
3.36 
5.13 
.5.47 
3.72 
4.56 

3.89 
4.43 
3.62 
2.  97 
3. 15 
4.46 
4.79 

4.70 
6.63 
4.96 
4.62 
5.23 

5.70 
4.31 
5.40 
4.53 

+0.87 
+0.20 
+2.02 
-0. 30 
+1.02 

■^.'io' 

+  3.07 
+  1.3S 
+  1.97 
+1..5S 
+  1.02 
+0..50 
+  0.57 
+2.48 

+6.'75' 

+3.'.52' 
+  1.55 
+0.33 
-n.22 
+  1.48 
+  0.30 
+0.98 
-2.  On 
-0.62 
+  4.  OS 
+  1.42 
+4.03 
+  1.60 
+0.94 
+  1.09 
+  1,73 
+  1.39 
+  1.08 

+  L09 
+  1.15 
+0.  20 
+  1.70 
-0.33 
-0.23 
-0.11 

-o.'os' 

-0.41 
+0.97 
+0.85 

+0.87 
+  1.88 

+  1.13 
+1.09 

+  1.94 
+  1.20 
+  1.26 
+  1.30 

1..36 
0.98 

1.58 
0.88 
0.95 
0.75 
0.91 
1.  .55 
1.50 
1.73 
1.74 

■i.'28' 
1.13 
1.47 
0.87 
1.10 
1.15 
0.77 
2.11 
1.14 
1.08 
0.49 
1.26 
0.89 
1.49 
0.43 

2.' 27 
1.30 
1.75 
1.20 
0.98 
1.09 
1.60 
1.24 

6.' 68' 
1.74 
1.30 
0.58 
0.83 
1.13 
0.82 
1.25 
0.93 
0.65 
0.81 
1.04 
2.27 

1.15 
1.60 
1.00 
1.00 
1.60 

1.80 
0.92 
1.07 
0.96 

1 

Haniwick* 

HaverlullS 

Haatli  * 

'9 

ii 

ii 

Holyoke 

HoosRO Tunnel..  . 
Habbardston* 

27.0 
■34: 6' 

-  'i'o' 

53 

'ei" 

24 
"27  " 

-  6 

■■'si' 

43 
'25' 

10 
19 
47 
29 
42 
88 
84 
114 
29 
.54 
14 
26 
10 
2 
66 
28 
68 
26 
24 
27 
27 
.39 
21 
53 
52 
.53 
38 
26 

41 
92 
43 
19 
12 
65 
44 
21 
40 
34 
50 
12 
29 
47 
83 

98 

46 

1 

108 

29 
16 

46 
21 

9 

'io' 

7 

15 
13 

iiw. 

N.  E.  I>..vvrri;... 

State  Dept.  Public  Health 

Slate  Dept    Public  lle.ilth 

Lake  CocliituatetJS 

32.3 
30.6 
31.0 

-  2.8 

-  3.6 

-  3.8 



67 

57 
55 

2.5 
24 
24 

-  5 
4 
5 

11 
11 
11 

41 
30 
27 

Met   Watei'  \\'<ir-'(- 

(.swre-ieeS 

.^.v„i;a   

8 

11 

12 

nw. 

Es.sex  <'(.mi):uiv 
l'ro[JS.  buck?  .V  Caimls 
State  Dept.  Pullic  il.;.  Ith 
State  Dejii..  i'ublic  IK^altli 
Wil'iaiii  l(     IJoei/ol 

Plymouth 

Essex 

Worcester 

^■=fr.::;;;. 

Nantucket 

13 
16 

6 
4 

12 

w. 

. 

State  Dept.  Pnbli,;  Health 

Montamie  City... 

Charlotte  \   l:rauri 

NaiitiKkHt  

New  He>Uord 

Nortl. bridge* 

35.8 
35.6 

+-  0.3 
-  06 

56 
59 

27 
24 

20 
U 

10 

20 
22 

10 
16 

6 
3 

16- 
12 

^: 

U.S.  Weather  Bnieau 
City  Eniiineci- 

Worcester 

Berkshire  

Plymouth 

Berkshire 

Worcester 

Berkshire  

Hampshire 

Plymouth 

Worcester  ... 
Barnstable 

His* 

State  I'r           ii.,'^      •■:  nil 
State  1  ■!         :    i  1.  .      i  •;  l;b 

Peml)roke* 

State  i'l-  .1      ■  ;t.'    ■  ,  ."'lih 

,i» 

28.9 

-  2.8 

59 

26 

-  3 

11 

35 

8 
■■9' 

■9' 

16 

is' 

ne. 

Coi.ir.  of  PublH- Woa-s. 
State  Dept.  Public  Health 
PlymoulliCor.b.ge.  Co. 
Met    Water  Works 

34.0 

-  1.6 

55 

24t 

12 

11 

27 

■own 

35.3 

-  0.2 

56 
57 

24 
6 

25 

■24" 

25 
24 
24 
24 

"■24" 
6t 

17 
5 

8t 

n' 

22 

9 

10 

'12' 

10 
8 

■7' 

14 
21 

13 

12 

u\v. 

IrviiiL'll.  .McNmvi- 

U.  S.  (;.  G.  Station 

N.  E.  Power  (^0. 

State  Dept.  Public  Health 

Franklin  

Middlesex"'::: 

Hampden  

Worcester  ... 

Berkshire 

Essex   

Bristol 

Franklin    

Hampshire  — 

Worce'.t.r , 

Hampden  

Middl-si^x    ..... 

Worcester 

Berkshire  

Worcester 

Worcester 

29.2 

34:0 

27.6 
29.6 
33.8 
32.4 

33.6 
32.0 

ilge* 

-  i.4' 

■fri" 

SpriiiKfield 

Sterling 

11 

31 

v.  S.  Armory 

^io-ViU\ee 

■)tt 

iiiiis^^iii 

"-i'.s 

-  1.4 

-  1.8 

.55 
53 
59 
60 

m" 

56 

-10 

4 

-  2 

"o" 

11 
11 
n 
11 

u 

34 
23 
30 
32 

'34 

36 

9 
10 
12 

8 

9 

7 
3 
7 

13 
14 
16 
16 

nw. 
nw. 
nw. 

>    sbit  H.  B.niK.'. 
Wesion  K.  Lewis 
Water  Works 
Turners  Falls  P.fe  K  .  Co. 
State  Dept.  Public  Health 
Still.' Dept.  Public  Health 
Stato  Dept.  Public  Health 
Weston  College 
Met.  Water  Works 
Williams  Collepe 
State  Dept.  Public  Healtli 
Clifford  L.  Davis 

;•  ".■.■.■.■.::: 

'i.V 
12 

'4' 

12 
13 

nw. 

.land  •    .•• 

..low.iS.... 

ViacUuiidon* 

28.8 

-  2.7 

57 

26 

-  6 

8 
11 

14 
10 
17 
11 
13 

7 

6 

2 

8 
4 

16 

12 
13 

20 
12 
12 
14 

s. 
nw 

Worcest'-r(a)§ 

For  State 

30.6 

35.6 
34.8 
35.0 
34.6 
35.0 

-  4.4 

-  3.0 

+  0.2 

-  0  3 

-'i.i' 

-  1.4 

1 

57 
67 

61 
66 
59 
61 
66 

24 
25 

27 
27 
27 
24 
27 

0 
-10 

13 
5 

7 
7 
5 

11 
u 

11 
u 
n 
11 
11 

.39 
43 

24 
32 
27 
24 
32 

Khoile  Island 
nock  Island 

Newport 

WashinEttoM  — 

Newport 

Providence   ... 

33 

100 

225 

8 

59 
60 

1 
69 

U.S.  Weather  Bureau 
Apr.  Exp.  Station 
Agr.  Exp.  .Station 
U.  S.  Weather  Bureau 

'ortsmonth  

Providenpe 

Comtectie-t 
3»ltic 1 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

1 

140 

'   146 
262 

0 
0 
39 
0 

The  Baltic  Mill.<!  Co. 

larkhamst^ad  .... 

36.1 

10 

io  ' 

Water  Bureau,  Hartford 

i?fef:;:;:::: 

-  1.7 

68 

27 

11 

8t 

32 

11 

'- 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

1 

i 

1 
I 

See  page  16  for  explanation  of  reference  marks, 
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Olimatoloeical  Data  for  March,  1989 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester 

CoUinsville 

Cream  HilUt 

Danbury 

East  Hartland  — 

Falls  Villages 

Hartford 

Lake  KonomocU- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrsg 

Waterhiiry  

West  H-Ttland.... 
For  State- ■   •• 


New  London. 
Hartford  •  •  • 
Litchfield  ••• 

FairHeld 

Plartford 

Litchfield  •■. 
Hartford  •  ■  •  • 
NewLondon. 
New  Haven  . 

do  

NewLondon. 

^'airfield 

Windham.. .. 
Litchfield  . . . 

Tolland 

New  Haven  • 
Han  ford  — 


+  0.3 

0.0 

-0.4 


+0.62 
-6.' 03 


+0.69 
+2.37 

+i.'56 
+  L79 
+  L13 


+0.54 


Stedman  Storrs 

Edwin  R.  Wilder 

C.L.Gold 

Thomas  F.  Han  Ion 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Worki 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Corastock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr   Exp,  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pages  14.  15,  and  16. 


Thfi  denartures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of  pre- 
,«,>r.  with  ic  vpars  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean]',  ad.iusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 


Reference  letter 


not  supplied  by  Weather  Bureau. 


appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 


Observer  for  New  England  Power  C( 


Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


cipitation  with  15  years  or 

for  the  period  of  record  are  used 

on  other  dates.    §  Thermometers 

tt  Post  office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 

MUinni-kfit-  Winslow  Watcrvillc --New  Han)pshire— First  Conn.  Lake,  Pittsburg ;  New  Durham,  Alton;  Piukliam  Notch,  Goiiiam;  York  Pond,  Berlin;- Vermont—Bloom- 

fioirt    NVirth'strattord '  N   H  •  Cornwall   Middlebury;  Mavs  Mills,  Colra.in.  Mass. ;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburue  Falls,  Mass.; 

Massachusetts-  Asl'ilainl,'Framingbam;  Bine  Hi'U,  Milton;  Egremont,  South  Kgremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framiugham;  —Connecticut- Cream 

Hill,  West  Cornwall;  f^akeKonomoc,  New  London. 

»  Record  furnished  by  Massachusetts  Department  of  Public  Health.  ;  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Pagre  17 . 

Fxcent  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnijrht  to  midniglit.  **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.  '  '  "  '"  ' 


Precipitation  included  in  that  of  next  measurement 


Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  : 


Explanation  of  Reference  Marks  Used  on  Pag-e  18. 
taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSURE.  WIND.  HUMIDITY.  AND  SUNSHINE 


Amherst 

Block  Island 

Blue  Hill 

Boston  

Burlington  . . 

Concord  

Eastport 

Greenville... 

Hanover 

Hartford  . . . . 
Nantucket  - 
New  Haven.- 
Northfield  •  •  • 

Portland 

Providence . 


Atmospheric  Pressure 
(reduced  to  sea  level) 


30.  ,56 
30.57 
30.53 
30.54 


.07  30.57 
30,  07|  30-59 
30.031  30.52 
30.08   30.61 


29.40 
29. 25 
29. 33 


29.  25 

29.' 34 
29.43 
29.  10 
29.  38 
29. 33 
29.33 
29. 


St- 


Relative 
Humidity 


[Continued  from  page  13] 

cover  ranged  from  traces  over  western  Massachusetts  and  Con- 
necticut to  more  than  20  inches  in  northern  Maine,  and  to  more 
than  40  inches  in  the  higher  elevations  of  Maine  and  New  Hamp- 
shire. On  the  whole,  the  month  was  marked  by  its  slow  advance 
into  the  Spring  season.  b. 


Maijoh,  1939 
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Daily 

Precipitation  for 

March.   1939 

Stations 

Drainage  basin 

Day  of  mouth 

1 

1  j    ■> 

3 

4 

5|6|7 

8|     9 

10 

11 

12 

13 

14 

1  *^ 

16 

17 

18 

19 

20 

21 

. 

•23  1  24 

25 

26 

27 

28  1  -29 

SO 

81 

■•/.line 
.  •  •• 

,  ,,.        -ton 

Coast 

....do 

Kennebec 

...do 

St.  John 

Kennebec 

...do 

St  John 

.J... 

.561... 

tV 

.0- 

.41 
.38 
.22 
.02 

.34 
.14 
.02 
.13 
.33 
.10 
.20 
.20 
.46 
.18 
.34 
.27 
.13 
.24 

■.■•28 

.08 
.31 
.54 
.03 
T. 
.08 
.35 
.16 
.29 
.44 
.16 
.23 

.17 
.16 
.14 
.09 
.16 
.11 

:o4 

.04 

T 

.45 
.05 
.63 

T. 
1.11 

:35 

.28 
1.58 
1.40 

.82 

1.45 
.53 

2.69 
.06 

.1 

.0 

.2. 

1.8( 

■.■4 
.6 
.0- 
.0 
.1 

'.'•i 

.8 
.3 
.0 
•1 

)i.'73 

".OQ 

.59 

.89 

)  ... 

■.'25 

■.'23 
.14 

'.'80 
.5b 

'.'58 

".06 

■.'64 
T. 

'.'94 

't" 
T. 

'.'08 
T. 

1.48 

.29 
.24 
.14 
.17 

.16 
T. 
.!< 
.07 
.15 
1.5 

.04 

.08 
.01 

■.■ie 
.02 
.•20 

.17 
.02 

.": 

.0^ 

:o' 

.•2t 

.ot 

.2- 
.Oi 

.0- 

... 
.0. 

... 

T. 
f. 

:::: 

.18 
.57 
.•22 

.01 
.02 
.IS 
.38 
'}\ 

3.65 
8.05 
2.  '27 
3.61 
1  61 

■.'03 
.01 
.83 

.02 
.01 

.01 
.03 
.02 

''ni 

'.'68 
.07 

'.'i5 

.01 

::: 
•f. 

T. 

1.1 

f. 
.01 

.Oi 

i 

.33 
.85 
.22 
.92 
.46 
.80 
.32 

'^' 
.08 
.62 
.67 
1.10 
.97 
.27 
.10 
.29 
.27 

'.'87 

.37 
.11 
1.05 
.24 
.41 
.27 
.67 
.30 

'.'76 
.43 
.44 

.26 

.60 
.15 

'.'66 

.17 
.10 
.30 

.01 

■.'63 
'I'. 

T 
.01 

T. 

'.'oi 

^    '     '   "' 

.01 

'J' 

.0 

'.'6 

.22 

T. 

.17 
.49 
.31 
.50 

'.41. 
.40 
.2t 

".'62 
.04 

4  49 

;l-         '1    

T'.'l.... 

2  22 

1.97 

Kennebec 

Androscoggin   .... 
Kennebec 

'.ic 

.te 

'.'6' 
.1 

'.'6- 
".6 

T. 

t". 

'.a 
.1- 

T. 

".k 
■.'ic 

".2 

.m 
.It 

i?' 

.01 

.18 
.12 

.01 

.06 
.07 

'."16 
.10 

... 

'.'6 
.2 

■f. 

.01 

'.'i( 

T. 

.IC 
.3' 

.0- 

f. 
T. 

,     .      Ill     .. 

4.40 

3.22 

•2.87 
1.79 
4.85 

.;et 

1  lilgtou  .  . . 

.23 
.02 
.15 
.04 

....do 

Presumpscot 

Penobscot   

Coast 

St. John 

Penobscot  

.Androscoggin   .... 

.2- 

.a 

.2. 
.3-J 
.15 

■:6s 

r. 

.w 

".06 

B 

I;:: 

.... 

■v.' 

E 

.0. 
.3i 
.OS 
.3' 
1. 

.01 

.50 

'f.' 
.28 

'."oi 

.05 
.01 

t: 

.09 

T 

.49 

.15 
'.'26 

■.'6 

.■7 

T.' 

'.■6 

'.'oi 

'.'i3 

'.'6s 

.0 
.0- 

T. 

.'29    .U 

.lOl  .4-2 

.•«■■;.".■. 

ule"""...- 
liDam... 

.44 

8.00 
■2.29 
1  76 

.05 
.20 
.11 

.20 
.03 
.02 
.10 

■.'65 
.16 

T. 
.31 

.5-2 
.IC 
.03 

.3a 
'.'6a 

.18 
T. 

'.'•24 
.04 
T. 
.0'. 
.4! 

'■r. 

.15 

■I 

.07 

■:6« 
.10 

.16 
.01 
.01 

T. 

'.'65 

':66 

T. 
.17 
.22 

'.'69 
.16 
.64 

'."34 

f. 

,15 

.07 
T. 
.08 
.30 
.07 
.20 
T. 
.08 
.14 
.12 

".OS 
".\6 

.12 
.02 
.09 
.10 

■.'64 
.05 
.16 

-.11 
.01 

.03 

T 

.20 

■.'65 
.01 

.07 

■f. 

.0'. 

.1 

■.'Oi: 

I 

.02 
.IS 

f.' 

.01 
T. 

".0 

".i 

■.■3 
.0 
.0 
.0 
.1 
.3 

'.6 

'.Oi 
T. 

'.'ic 

.1£ 
.2C 
T. 

.52|... 
1.951  -0 

T. 

T 

.... 

.08 

.01 

.Of 

.U 

".0 

.3: 
.2 
.3 
.1 
.3< 
.3- 
.U 
.5., 
.0. 
.51 
.9' 
.6t 

.2£ 

.It 
.2i 

.3e 

.3S 

".h 
.2a 

.4C 

T. 

3.48 

I  unp$hire 

.70 
.72 

.80 

.22 
.61 

1 

1.60 
.66 
.83 

.53 
1.12 
.54 

.70 
.90 

.97 
1.19 
.40 
.18 

1.0 

".6 

".6 

.IC 
.Oc 
T. 
.0 

i.'ic 

.01 
.0= 

■r. 

.02 

....do 

St.  Croix 

Androscoggin 

Merrimac 

Coast 

Connecticut 

Merrimac 

Connecticut 

...do 

Merrimac 

....do 

....do 

Connecticut 

.78 
.11 

.0- 

.01 

.on 

.2t 
'.'34 

T. 

t°. 

.10 
.22 

.04 
.01 

T. 

.2 
'.'6- 

.'6 

.!• 

::: 
.2 

... 
.0 

T 
.0' 
.IC 

T. 

.2C 
T. 
.2C 
.0£ 
.11 

'.'•2L 
'.V2 

'.'35 

.30 

'.'25 
■.'27 

.42 
.45 

T. 
.47 

.37 

'.'39 
.27 
.39 
.04 
.45 
.60 

.48 

.04 
.07 
.23 
.'29 
.32 

'.'65 
.16 
.22 
.21 

2.  m 

3.29 

3.53 
3.16 

an.  Lake:: 

.07 

.03 
.08 

'f.' 
T. 

.04 
T. 
T. 
T. 

t: 

.03 
^1^^ 

.13 

.0 

.05 

T. 
.09 
.04 
.04 

.06 

■^?^ 
.15 

.14 
T. 
.04 
.01 
.07 
.20 
.27 
.07 
.03 
.02 

.12 
■.■14 

r. 

.03 

^p« 

T 

:o7 
.01 

.08 

.07 
T.' 

'.'6 

T. 

2.94 
2.47 

'..ir).::::: 

2.36 
3.87 

'mm**  — 

.0' 

.12 
.30 
.15 

.02 

■."i4 

3.51 
4.40 
3.43 
3.07 

WrmoiU 

Bloom  lu-id..   

BrBttiei.oro  " 

Riirliiiu'ioil*** 

;i-ll    

Connecticut 

...do 

Champlain 

Connecticut 

...do... 

.06 
.44 
.05 
.12 
.01 

r.' 
i'V 

.12 
.04 

.... 

.03 

T.' 
T. 

•01 

r. 

T. 

f. 

T. 
T. 

■.■46 

■f.' 

■f.' 
T. 

.01 

.09 

■.'08 
.04 

.Oi 
".T 

".k 

.IC 
.04 
.21 

'.'i5 
".17 

V'l5 

■.'67 

2.33 

2:24 
3.02 
2.28 
3.29 

,' Falls.... 

M«i-.-:::: 

St.  Lawrence 

Champlain 

....do 

...do 

T 
.07 
.03 
.03 

t ' 

'.'23 
.03 

2.03 
3.02 
'2.12 
1.71 

1-  uiear). 
-;'nrr 

i: ..::::: 

■hiisselts 

Connecticut 

....do 

....do 

...do 

Connecticut 

Coast 

....do 

Connecticut 

Merrimac 

...do 

Coast 

Housatonic 

Coast 

....do 

.04 
.54 
.18 
.06 

.03 
.07 
.08 

'.'n 

1.21 

•;ii 

.06 

:::: 
.... 

... 

i'V 

.02 
T.' 

■:45 

.82 
.02 

i'V 
tV 

T. 
.10 
T. 

:55 
.48 

tv 

T. 

.02 
T. 
.31 

T. 

".m 

T. 
.05 
.02 
.25 

T. 

.55 
.19 
.11 
.30 

■.05 
.22 

s 

.95 
.20 

.21 
.17 
.31 
.11 
.45 

■.tl 

i?° 
.10 
.01 
.01 

'i^ 

.16 
.50 
.04 

.29 
.32 
.09 

.17 
.20 
.18 
.04 

.49 
.28 
.31 

■.■46 
.34 
.22 

■.■34 
.08 
.21 
.38 
.20 
.11 
.68 
.25 
.10 
.20 
.52 
.23 
.18 
.14 

".'is 

.19 
.14 
.14 
.36 
.10 
.44 
.22 
.23 
.47 

.09 
.17 

.24 
.26 
.37 
.15 
.31 
.34 
.28 
.29 
.32 
.34 
.38 

:24 

.08 
.04 

f.' 

f.- 

'.■69 

f.' 

t.' 

f.' 

T. 

T 

.02 

.02 

'.■83 

.ii 

t.' 

.'64 

.■62 
.02 

.08 
.02 

.'24 

.60 
.58 
.39 

'.'59 
.40 
T. 
.28 
.42 
.45 
.46 
.49 
.38 
.51 
.23 
.25 
.38 
.44 
.42 
.27 
.35 
.28 
.43 
.43 
.38 
.16 
.65 
.45 
.39 

.05 
.62 
.10 
.06 

".06 

.02 

■■r." 

.04 
.52 

;jp3 
f.' 

■r. 

T. 

.10 

T 

.10 

T. 

T. 

.11 

T. 

.03 

.'64 
.50 
.06 
T 

f' 

T. 
.03 

.16 
.06 
.12 
.45 

'.'oi 

.01 

.42 
.08 
.44 
.21 

.32 

t'' 

.25 

.05 
.29 

.22 

:S 

.36 
T. 

.'46 

.'32 

.02 
.01 
.18 
.02 

.13 

.'is 

4' 
.02 

.5! 
.24 
.39 
T. 

t'.' 

'r. 

T 

'.'ia 

".13 

.73 
.  99 
1.44 

.70 

.50 
.45 
..50 
.72 
1.2b 
1.21 
.34 

:5i 

Loa 

1.50 
1.28 

.96 
1.09 

.49 

1.39 

:76 

.98 

:5i 

.25 
.81 
.57 

.60 
.91 
.72 

1.06 
1.60 
.71 

Voi 

1.06 
.92 

.37 
.66 
.94 

.95 
.92 
.43 
.86 

.31 
1.27 
.57 

i.'96 

.73 
1.40 

'.■36 
.19 

\^ 
.08 

1.54 
.03 
.50 
.19 
.06 
.34 
.56 
.03 
.03 

2.27 

1.75 
.50 
.06 

1.24 
.07 
.34 
.45 
.07 
.57 

.08 
.43 
.25 

.22 
T. 
.22 
.96 
.20 
.13 
.32 
1.35 
.27 
.35 
.16 

.12 

.03 
.6b 
T. 

'.io 
.■Jo 

T.' 

.12 

iV 

'f.' 

.83 
T. 

.35 

.53 

.05 

■.'42 
.13 
.86 
.96 

i.'is 

.98 

":9i 

.96 
.89 
.01 
.04 
.44 
.18 

i.'oo 
i:36 

.15 
.02 

.10 
T. 
.39 

.02 

.21 
.55 
.22 
.39 

.19 
1.04 

.87 

i.'66 

.91 
1.07 

:35 

i.'i? 

.03 
.94 

l'ss 

.09 
.06 
1.20 
.91 

I'.-ii 

1:20 
T. 
.98 
.07 
.38 
.42 

i.64 

i:60 
.61 

1.07 

1.30 
.77 
.94 
.20 
.26 
.58 

1.40 
.60 

1.13 
.90 

■.■62 

r. 
.01 

T. 

.15 
.04 

t!° 

T 

.02 
.20 

T. 

■.'66 

T. 

'.'08 

.34 

.3b 
.06 
.48 

,13 

.24 
.14 
.'22 
.09 

,03 

■.'i8 

•f.' 

.53 
.38 
.40 
.40 
.42 
.38 
.65 

:i 

.14 
.50 
.09 
T. 
.34 
.07 
.50 
.16 
.54 
.80 
.68 
.05 

'.'98 
.97 

■:66 

.47 
.27 
.47 
.34 
.10 
.60 

.49 
.82 
.62 

.67 
.63 
.47 

'.'28 
.17 

'.02 
.13 

t.- 

'.'65 
.20 

.02 

'.'69 
.11 

':4'7 

.05 

'.'6i 

T. 
'.'67 

.12 
.02 
.06 
.18 

.46 
.44 
.49 
.•20 
.55 
.47 

1:69 

:49 

.52 

'.'is 

.42 
.38 

1.38 
.70 
.53 

2.11 

1.14 
.'28 
.02 
.82 
.55 
.66 
.61 
.48 

1.05 
.45 
.18 
.30 
.40 

.15 
.03 

.80 
.70 
.36 
.54 
.62 
.03 
.97 
.72 
.65 

1 

.16 

.28 
.22 
.10 

■:43 

f.' 

1.04 
.30 

'.'66 

.16 

t" 

.05 
.20 

.18 

f.- 

:6i 
.'64 

T. 
.'44 
.'i2 

:6i 
t. 

2.68 
4.38 
2.95 
•2.74 

4.49 

ra«.'::;: 

■liam":: 

T. 
T. 

t.' 

".U 

f.' 
T. 

f- 

f.- 
T.' 

t'.' 

'.■6i 
f.- 
f.' 

T. 
T. 

t.' 
T. 

■.'oi 
i'.' 
f.' 

T. 

f.' 

T. 
T 

■f.' 
■f.' 

f.' 

'1'. 
T. 

■r" 

'.'66 
■.'68 

.11 
f. 

.10 
.10 

'.'is 

.10 
.01 
.18 
.05 

■:i2 

■.'66 

.12 

'.'oi 

.12 
T 
.01 
.03 

'.'68 
'1'. 
.12 
']'. 
.12 

r. 
.10 

.•25 

'.'is 

.01 

■.'6i 

T 

T. 

.14 

.14 

.04 

.03 

.05 

'.'67 
.07 
.02 

.01 
.05 

t. 

.4! 
.11 
.47 
.45 
.01 

:o7 

.03 
.41 

'.'31 
■V. 
.21 

.07 
.48 

:o9 

.09 
.10 
.41 
T. 
.54 
.05 
.08 
.38 
.03 

.15 
'.'62 

.02 

5  33 
5.23 
4.04 
5.13 
4.18 
7.74 
3.06 
5.93 
7.16 

-_ara 

.;**.:::: 

ton**.... 

....do 

Charles 

Connecticut 

Merrimac 

Connecticut 

Coast 

...do 

Merrimac 

Coast 

...do 

Connecticut 

Housatonic 

Coast   

....do 

...do 

Thames 

Connecticut 

Coast 

.'60 

:65 

.01 

.'48 
.66 
.52 

:76 

4.93 
3.46 
4.16 
5.54 
3.45 
7.54 

■• 

5.18 
4.42 

lord:::::' 

T. 

T. 

T. 

7.27 

5  7? 

t".' 
T. 
.01 

f.' 

■.'62 

tv 

T. 

f.' 

t'.^ 

.15 
.10 

■.'i2 
'.'61 

T. 
.06 
.06 
T. 

3. '22 

!■• 

8.52 

•"^^'^ 

f.' 

4.92 

!se** 

(1 

'!'■.■ 

.02 
f.' 

4.87 

.'6i 

T. 

tv 

f 

T 

f.' 
f.' 

f.' 

T. 

.02 
T. 

f.' 
T. 

i'.' 

T. 
T. 
T. 

f.' 

■j\' 

4.86 
5.47 

Kails 

3.72 

Hudson  . 

.02 

'J- 

tv 

.54 
.07 

t. 
.01 

t".' 

.65 
.45 
.39 

.17 
.38 
.41 

.28 
.30 
.50 

.03 
f.' 

t'.' 
T. 

f.' 

t.' 

2.97 

lion  *• 

-...•    -tr 

Wi'xie  Idand 
Block  Island***... 

iing.>ton 

Providence*** 

Comedicut 
Wd?ft>ort 

Hill :::::::: 

^  .■■  1;  inland**. .. 

Connecticut 

Blackstone 

4:46 
4.70 

....do 

....do 

Coast 

.68 
.13 

O"! 

6.63 

T. 
T.' 

5.40 

....do 

.10 

3.70 

Connecticut 

....do 

Coast 

....do 

...do 

Qninebaug 

Willimantic 

Coast 

.75 
.24 
.01 
.13 

.ie 

.19 
.03 

4.53 

.01 
.10 
.12 

t.' 
T. 

.01 

.07 
.26 
.66 
.34 
.05 
.12 
.22 

T. 
T. 

.47 
.32 
.42 

:4b 
.50 
.31 

iV 

T.' 
T. 

:93 

.18 

T. 
.01 
.12 

T. 

T. 
T. 
.01 

T. 
T. 

".02 

T. 
.11 
.01 

.05 
.08 

.35 

:8o 

.78 
.35 
.52 
.61 

4.59 

Nc«  ilaven***  .... 

New  London  

Norwalk  

Putnam 

Storrg 

Waterbury 

T. 

T. 

f.' 

6.66 
5.67 
5.13 

f 

.3.30 
4.64 

1 

4.39 

■■| 

I  page  16  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March, 


Daily  Temperatures 

for  March,  1939 

Day  of  Month 

stations 

Meai 

_|_ 

2 

4 

_i. 

-A 

JL 

_J_ 

9 

10  |u 

12 

_^ 

14 

_^ 

^ 

Ji 

18 

19 

^ 

^ 

22 

23 

^ 

25 

26 

27 

28 

29 

30 

31 

Ma 

ne 

1 

Bar  Harbor  (near). 

\  Maximum  .  . . 

46 

41 

28 

41 

43 

42 

42 

25 

16 

23     24 

30 

23 

32 

3! 

43 

42 

34 

30 

30 

33 

30 

31 

37 

36 

33 

44 

43 

37 

35 

40 

34. 

•••  1  Minimuns.... 

31 

18 

5 

25 

36 

32 

•£i 

-  2 

5 

9       3 

lb 

15 

16 

12 

29 

12 

17 

11 

10 

2b 

12 

11 

18 

24 

25 

31 

20 

17 

23 

31 

is; 

Eastport  

)  Maximum.  •• 

48 

33 

31 

41 

40 

42 

3o 

12 

18 

19     22 

29 

27 

32 

39 

40 

3i 

29 

33 

35 

30 

30 

39 

33 

35 

48 

29 

36 

34 

33. 

•■  ■  )  Miuimum 

Si 

11 

7 

31 

34 

o4 

-  4 

8 

8        4 
8      14 

21 

16 

16 

22 

29 

18 

17 

20 

16 

15 

17 

21 

25 

25 

23 

21 

27 

3c 

19" 

Kort  Kent 

)  Maximum.  ■• 

39 

31 

23 

34 

34 

37 

34 

4 

10 

24 

31 

29 

29 

31 

29 

29 

24 

21 

28 

26 

28 

21 

33 

28 

30 

45 

40 

27! 

•••  (  Minimum  — 

26 

-25 

9 

15 

18 

-17 

-2b 

-20 

0 

14 

0 

19 

—  2 

-13 

-20 

-15 

17 

4 

-  7 

-10 

2 

6 

19 

-  6 

—  3 

2 

27 

—  0.! 

Greenville   

j  Maximum. ■• 

40 

30 

32 

41 

42 

36 

35 

18 

20 

2-i 

32 

25 

30 

34 

28 

27 

24 

26 

27 

28 

29 

38 

37 

30 

38 

33 

33 

32 

3b 

30.  i 

•••  (  Minimum.... 

24 

3 

-15 

13 

19 

3 

-14 

—    !: 

-  1 

—  9 

-  2 

13 

13 

i 

24 

-11 

-19 

-14 

15 

0 

-14 

-  5 

9 

22 

23 

3 

3 

1 

26 

4,'i 

Houltoii    

Maximum... 

40 
22 

30 
10 

32 

34 
18 

35 
17 

31 

29 
15 

17 
—15 

16 

16 

2( 

30 
14 

2' 

26 

35 

35 

31 

28 

32 

32 

33 

32 

33 

42 

34 

35 

44 

28 

35 

36 

35 

•••  )  Minimum.... 

—  9 

24 

—  lb 

-  ( 

12 

12 

IH 

21 

0 

2 

._  5 

2 

-  6 

0 

-  3 

-10 

3 

6 

6 

2 

14 

18 

24 

Lewistoii 

\  Maximum... 

46 

29 

3S 

47 

4( 

40 

3;3 

21 

20 

■■i) 

29 

33 

24 

31, 

37 

35 

33 

2;,' 

25 

33 

33 

36 

44 

41 

35 

44 

30 

34 

i'i 

3c' 

•■•iMinimum.... 

3i 

16 

12 

26 

Si 

33 

11 

2 

11 

8 

-  ■] 

IS 

18 

20 

5 

25 

12 

0 

4 

15 

8 

10 

31 

31 

27 

23 

20 

27 

32 

17; ' 

Milliiiocket 

)  Maximum.  .. 

3a 

30 

30 

42 

3s 

37 

3* 

13 

17 

18 

2-i 

2i> 

2'" 

34 

42 

36 

33 

30 

26 

26 

30 

31 

34 

41 

38 

34 

42 

36 

36 

34 

38 

32'! 

•••  <  Miuimum 

30 

10 

-  8 

2( 

24 

311 

13 

-10 

-  8 

-  4 

-  it 

-  3 

13 

15 

8 

25 

-   7 

-  1 

5 

7 

23 

10 

4 

13 

16 

19 

31 

13 

11 

9 

28 

10!' 

Oldtown   

J  Maximvnn.  .. 

46 

42 

31 

44 

42 

43 

41 

21 

18 

25 

2b 

36 

34 

35 

39 

37 

35 

32 

30 

33 

35 

33 

34 

41 

41 

43 

41 

38 

38 

39 

35! ! 

■•■  'Minimum.... 

32 

16 

3 

24 

35 

33 

21 

-  3 

7 

7 

■J. 

14 

16 

16 

32 

12 

9 

10 

1 

28 

13 

4 

14 

23 

28 

33 

18 

17 

18 

31 

16.1 

Porllaml  

j  Maximum  ... 

47 

32 

36 

46 

41 

46 

39 

23 

20 

26 

26 

32 

27 

38 

36 

3-i 

37 

33 

29 

37 

36 

34 

37 

48 

37 

48 

31 

41 

35 

4b 

36  ' 

■■■  (  Minimum  — 

32 

20 

17 

29 

3b 

36 

16 

5 

15 

U 

6 

20 

19 

22 

20 

29 

20 

18 

12 

18 

21 

15 

14 

29 

34 

34 

31 

22 

24 

29 

33 

n" 

Rumford  

j  Maximum  ... 

43 

28 

87 
4 

44 
12 

42 
23 

46 

31 

% 

19 
-  6 

21 

2b|    29 

4  -  1 

31 
16 

24 

3b 

39 

39 

31 

32 

28 

24 

31 

^}. 

36 

40 

39 

35 

43 

32 

38 

33 

41 

33.1 

•••  )  Minimum.... 

■! 

18 

18 

8 

19 

^  1 

-  6 

0 

16 

9 

—  5 

23 

29 

30 

22 

13 

15 

15 

12 

Winslow   

JMaxinunn... 

4.5 

43 

35 

41 

41 

40 

40 

25 

2i 

29!     28 

37 

30 

39 

42 

32 

32 

36 

35 

38 

47 

43 

40 

47 

42 

41 

40 

43 

37  , 

••■iMiniuuMu.... 

2'.) 

16 

0 

20 

32 

31 

17 

-  4 

8 

t- 

-11 

13 

9 

k; 

27 

6 

"0 

0 

—  2 

16 

4 

15 

26 

26 

30 

17 

14 

19 

30 

13.. 

Kew  Ha 

tpshire 

Berlin  II 

)  Maximum. .. 

38 

21 

38 

47 

44 

44 

27 

15 

19 

26 

32 

26 

24 

31 

39 

37 

29 

25 

27 

27 

26 

27 

35 

36 

37 

41 

37 

35 

36 

36 

3b 

32.: 

••■  i  Minimum.... 

7 

4 

4 

10 

25 

27 

15 

-  8 

-  3 

b 

-13 

-  3 

20 

15 

—  5 

5 

2 

-  1 

-11 

-  3 

7 

-2 

-8 

21 

25 

27 

30 

9 

13 

21 

7- 

S  Maximum  .. . 

45 

30 

44 

47 

43 

51 

36 

26 

23 

32 

28 

29 

29 

35 

37 

41 

35 

31 

28 

29 

32 

34 

41 

55 

48 

40 

45 

33 

43 

34 

43 

37. 

Concord 

•••  (Miuimum.... 

30 

15 

10 

26 

36 

35 

14 

2 

16 

10 

3 

19 

21 

20 

9 

24 

12 

8 

18 

16 

6 

28 

34 

33 

25 

22 

30 

33 

19. 

S  JIaximum  .  • . 

43 

29 

43 

48 

48 

51 

51 

30 

26 

29 

31 

31 

30 

36 

39 

38 

35 

32 

34 

36 

38 

33 

39 

61 

39 

38 

45 

46 

46 

46 

42 

38. 

Durham  

■■-  1  Minimum-... 

33 

21 

8 

23 

33 

34 

27 

4 

9 

15 

-11 

19 

21 

19 

0 

31 

9 

8 

3 

3 

13 

9 

22 

32 

32 

32 

24 

9 

23 

17. 

First  Conn.  Lake.. 

J  Maximum  . . . 

39 

35 

13 

32 

42 

39 

36 

19 

9 

17 

16 

29 

2S 

22 

22 

36 

32 

22 

20 

17 

20 

17 

23 

27 

31 

32 

27 

38 

30 

31 1  2?; 

••■  (Minimum.... 

13 

3 

4 

24 

24 

14 

-16 

-16 

-23 

-18 

10 

11 

-10 

-lu 

-15 

-12 

-21 

-16 

-13 

-25 

—  17 

18 

18 

25 

—  1 

4 

12|-  1. 

S  Maxinnnn.  •• 

43 

34 

40 

45 

41 

46 

40 

27 

22 

32 

28 

27 

32 

35 

41 

41 

34 

31 

28 

39 

36 

32 

.54 

51 

43 

39 

34 

40i    37. 

Keeiie(near) 

••■  iMininuun.... 

33 

20 

4 

22 

34 

34 

25 

4 

11 

10 

-  9 

18 

23 

16 

4 

32 

5 

1 

-  3 

20 

-  3 

26 

25 

33 

31 

25 

12 

24 

31      16 

SM;.xinunu... 

40 

30 

40 

45 

43 

45 

44 

20 

23 

30 

27 

28 

30 

30 

37 

39 

34 

30 

24 

24 

27 

29 

35 

46 

44 

40 

42 

36 

45 

34 

4i.i     34. 

Plymouth 

•■■  hliuimum.-.. 

25 

12 

' 

14 

20 

29 

13 

-  3 

3 

10 

—  3 

16 

20 

15 

2 

26 

-  4 

-12 

-14 

9 

-10 

20 

28 

30 

23 

27 

16 

13 

29J     11. 

1 

Verm 

out 

\  Jiuxinunu  ... 

42 

24 

37 

40 

39 

44 

29 

21 

23 

21 

23 

33 

26 

30 

38 

36 

29 

25 

23 

30 

26 

27 

33 

39 

32 

52 

49 

27 

33 

34 

1 
40     32. 

Burlington 

•  ••  J  Mininunn  — 

24 
39 

11 
30 

14 
35 

33 
42 

32 

4C 

28 

40 

4 
36 

-  2 

17 

13 
19 

19 
33 

13 
27 

6 
34 

11 
27 

9 
24 

-5 
19 

15 
29 

15 
28 

5 
23 

^5 

30 
36 

24 
35 

26 

40 

22 
40 

18 
32 

18 
29 

27 
33 

32     15. 
35     30. 

)  Maxinuim .  .. 

2} 

20 

29 

34 

Newport  

••  •  1  Minimum  — 

29 
45 

10 
26 

5 
38 

27 
43 

32 
47 

12 
29 

-  5 

22 

4 
21 

i 

—14 
22 

17 
27 

18 
26 

15 
27 

-  5 
35 

26 
37 

2 
30 

-15 
23 

0 

18 
27 

-  3 

27 

33 

25 
44 

20 
38 

24 

40 

24 
41 

13 
35 

11 
36 

It 

31      11. 
40     32. 

)  ftlaximum  ... 

38 

24 

Nortli  field 

••■i  Minimum.   .. 

25 

12 

5 

31 

28 

29 

7 

-  4 

8 

-5 

-14 

18 

16 

5 

1 

17 

2 

-  3 

-13 

6 

10 

-  3 

-  3 

19 

25 

34 

19 

15 

10 

20 

32     11. 

j  Maximum... 

46 

34 

41 

47 

41 

51 

23 

25 

31 

28 

30 

29 

32 

40 

37 

32 

27 

24 

39 

30 

36 

48 

39 

56 

46 

33 

37 

37 

42 1    36. 

Rutland    

■■•  1  Minimum- ... 

1   i\T,,  vitiinrn 

34 

15 

12 

30 

30 

38 

20 

0 

17 

' 

...'. 

22 

22 

..!' 

10 

31 

16 

14 

4 

16 

19 

8 

7 

24 

29 

36 

30 

24 

16 

28 

33 

19. 

8t.  All)aiis 

1    i\l(»  A  lIT\Uul  .   •  ■ 

■ 

34.' 

'"     Maxhm'm '"' 

"46 

■■36 

■"39 

■■42 

■■42 

"45 

"44 

"io 

"26 

-26 

■■'27 

■■33 

"30 

'■32 

■■38 

■39 

■■32 

"26 

'26 

"30 

"30 

"■32 

■■40 

■■39 

"ii 

■■4! 

"36 

"36 

■'34 

■  K.'j 

8t-Johusbury   

•••  J  Minimum.;;; 

33 

12 

9 

25 

28 

34 

16 

-  4 

3 

5 

-13 

19 

21 

16 

-  1 

30 

—  4 

-  3 

-12 

0 

18 

-  9 

-11 

25 

27 

30 

31 

13 

9 

16 

31 

12.' 

)  Maximum.  .. 

43 

36 

40 

44 

41 

49 

40 

25 

22 

30 

25 

27 

32 

37 

37 

40 

35 

31 

26 

37 

35 

35 

41 

53 

45 

43 

4:3 

35 

30 

39 

42 

36, 

Woodstocli  

33 

13 

0 

19 

27 

34 

20 

-  3 

8 

3 

-15 

17 

22 

11 

1 

30 

4 

-  6 

-12 

9 

15 

-  3 

-  5 

19 

24 

33 

31 

20 

10 

20 

31 

13. 

MassacliiieelH 

*  Maxinnnn.  .. 

44 

32 

44 

48 

44 

55 

36 

30 

25 

33 

24 

32 

35 

39 

37 

39 

35 

32 

29 

40 

33 

35 

42 

59 

52 

47 

45 

36 

43 

35 

45 

38 

Amherst 

•••  f  Minimum--.. 

33 

22 

16 

31 

36 

36 

20 

12 

20 

11 

4 

22 

25 

26 

17 

25 

19 

13 

12 

18 

22 

16 

13 

28 

31 

35 

34 

27 

22 

31 

34 

22. 

\  Maxinnnn... 

54 

34 

44 

48 

46 

58 

38 

32 

31 

33 

28 

33 

32 

38 

38 

45 

36 

40 

35 

41 

58 

43 

40 

50 

39 

41 

41 

46 

40. 

Boston 

•  •■  1  Mininnim  — 

34 

24 

23 

33 

40 

38 

21 

13 

20 

12 

9 

26 

25 

23 

23 

27 

24 

23 

17 

24 

25 

20 

21 

35 

36 

36 

38 

28 

25 

30 

36 

26. 

j  IN'.aximam  .  .• 

55 

45 

42 

50 

48 

58 

.58 

33 

31 

34 

32 

33 

33 

39 

40 

43 

39 

39 

.39 

40 

40 

36 

43 

61 

59 

45 

49 

42 

45 

42 

52 

a. 



32 
49 

18 
44 

30 
50 

40 
47 

39 
55 

32 
37 

14 

21 
30 

il 

5 

30 

20 

27 
32 

40 

20 

33 
40 

19 

20 
35 

16 

30 

IS 

23 
36 

19 
35 

16 
42 

33 
56 

34 

47 

34 
41 

30 

35 

23 

43 

29 
38 

35 

2& 
33; 

j  Maximum  .  .. 

32 

31 

32 

45 

Concord 

•  •■  (  Minimum 

32 

19 

15 

29 

38 

37 

20 

12 

20 

8 

-  1 

22 

25 

23 

10 

26 

15 

11 

12 

17 

22 

34 

15 

30 

32 

35 

23 

21 

29 

t 

Maxinnnn.  .. 

63 

38 

41 

48 

47 

52 

41 

32 

31 

35 

32 

37 

33 

40 

49 

43 

40 

40 

32 

42 

39 

36 

42 

65 

46 

51 

64 

41 

63 

55 

East  VVareliamI' 

•••  i  Minimum.... 

37 

27 

13 

39 

40 

33 

16 

19 

20 

7 

16 

32 

22 

18 

29 

18 

20 

19 

20 

27 

IS 

17 

27 

35 

38 

33 

26 

27 

36 

i  Maxinnnn  ... 

54 

36 

40 

48 

48 

6:5 

42 

34 

31 

34 

33 

33 

34 

39 

42 

47 

38 

32 

42 

39 

42 

60 

50 

50 

54 

38 

45 

63 

52 

Fall  Uiver 

•••  i  Mininunn.-.. 

32 

22 

18 

34 

40 

38 

22 

16 

22 

12 

5 

22 

26 

23 

19 

28 

22 

22 

16 

24 

25 

19 

19 

31 

33 

35 

38 

28 

24 

30 

40 

46 

35 

45 

52 

48 

55 

41 

31 

25 

35 

31 

42 

45 

40 

42 

40 

36 

34 

39 

36 

37 

40 

58 

50 

48 

50 

40 

48 

35 

44 

Fitclibnvg  

34 

48 

24 

15 
43 

31 
49 

35 
50 

35 
54 

24 
39 

10 

20 
32 

13 
30 

0 
26 

20 
35 

23 
28 

23 
36 

10 

32 

43 

12 
37 

15 
35 

12 
29 

14 
38 

22 
35 

14 
32 

11 

29 
67 

28 
41 

33 
42 

34 

49 

26 

20 
43 

29 
42 

34 

47 

••  •  (  Minimum 

J  Maximum  .  - . 

33 

27 

Lawrence 

■■■  (  Jliniraum 

33 

22 

13 

28 

36 

36 

20 

7 

18 

12 

4 

18 

21 

20 

11 

30 

13 

15 

13 

16 

22 

14 

15 

31 

32 

33 

34 

24 

22 

29 

37 

I  jia.ximum  .  . . 

51 

36 

37 

46 

45 

48 

42 

31 

36 

32 

29 

39 

40 

38 

44 

49 

40 

40 

31 

43 

33 

54 

43 

53 

56 

38 

38 

52 

54 

Nantucket 

36 

29 

28 

35 

38 

25 

21 

28 

20 

20 

29 

20 

26 

30 

32 

28 

30 

23 

25 

30 

26 

26 

37 

36 

37 

36 

29 

32 

39 

t  M  'I'-'i'i'in  mi " ; ; 

48 

30 

40 

45 

45 

62 

35 

25 

27 

28 

24 

29 

32 

33 

36 

32 

27 

26 

27 

30 

36 

63 

55 

52 

46 

37 

37 

40 

Stockbridge    

■■■]  Mininunn-;-. 

29 

16 

28 

33 

35 

16 

9 

15 

IS 

-10 

17 

25 

18 

4 

20 

5 

4 

0 

14 

17 

12 

11 

23 

23 

34 

36 

29 

22 

29 

34 

48 

31 

40 

35 

43 

51 

38 

28 

24 

29 

30 

28 

31 

32 

37 

37 

29 

27 

23 

39 

31 

30 

35 

52 

49 

57 

53 

36 

38 

36 

42 

WiUiamstown 

■■■  )  Mi'i^innim'.;;; 

29 

19 

15 

32 

34 

36 

19 

7 

18 

12-6 

20 

24 

20 

10 

25 

18 

12 

5 

15 

19 

10 

10 

29 

28 

37 

34 

29 

20 

30 

34 

J  ^Maximum  .  • . 

50 

33 

43 

49 

47 

54 

42 

29 

24 

31 

30 

32 

35 

38 

40 

41 

36 

33 

29 

37 

36 

34 

39 

57 

46 

43 

51 

37 

42 

34 

44 

Worcester 

■■■  1  Minimum.... 

33 

23 

14 

30 

36 

37 

23 

11 

19 

14 

0 

20 

22 

21 

11 

31 

12 

9 

11 

12 

21 

16 

14 

30 

31 

33 

35 

26 

21 

28 

34 

mv'h  Island 

Block  Island 

(  Maximum.  .. 

51 

36 

38 

46 

44 

48 

40 

30 

38 

35 

30 

36 

30 

39 

48 

49 

41 

36 

30 

42 

35 

30 

39 

55 

43 

37 

51 
37 

61 

37 

39 

54 

50 

•■•  )  Mininmni.... 

35 

27 

25 

37 

38 

38 

24 

19 

28 

16 

13 

30 

30 

29 

28 

31 

26 

28 

21 

27 

24 

37 

37 

31 

30 

35 

40 

Kingston 

(Maximum... 

44 

38 

45 

4S 

51 

50 

32 

34 

34 

32 

32 

35 

46 

43 

36 

33 

41 

42 

36 

40 

61 

58 

55 

66 

52 

43 

52 

53 

E 

•■•  \  Minimum.... 

38 

22 

14 

31 

39 

39 

31 

11 

19 

21 

6 

21 

26 

26 

lij 

IS 

21 

18 

21 

25 

19 

18 

29 

35 

36 

35 

30 

25 

30 

40 

Providence 

S  iMaximum.  .. 

55 

34 

42 

49 

49 

57 

38 

32 

32 

33 

30 

32 

33 

38 

45 

47 

39 

39 

30 

42 

36 

35 

41 

61 

49 

49 

54 

38 

43 

52 

50 

25 

33 

42 

38 

22 

17 

24 

13 

7 

22 

25 

26 

22 

29 

25 

23 

18 

26 

26 

21 

21 

37 

36 

37 

38 

29 

27 

33 

41 

Come 

lUiit 

Cream  Hill 

j  Maximum  . .. 

41 

32 

40 

40 

4;! 

53 

39 

29 

28 

32 

24 

27 

30 

37 

34 

39 

31 

28 

25 

38 

34 

31 

37 

58 

58 

52 

40 

44 

40 

42 

•••  (Minimum.... 

32 

14 

27 

37 

39 

22 

8 

19 

14 

14 

23 

22 

27 

15 

7 

16 

14 

16 

12 

32 

35 

33 

40 

18 

28 

35 

Hartford 

(Maximum... 

53 

35 

42 

48 

49 

59 

32 

29 

34 

25 

33 

37 

40 

39 

43 

34 

30 

40 

35 

38 

43 

62 

57 

53 

5i 

38 

43 

47 

•■■  (  Minimum 

34 

25 

22 

33 

41 

38 

20 

15 

24 

14 

9 

22 

26 

22 

28 

22 

20 

17 

24 

24 

23 

22 

35 

37 

31 

28 

33 

37 

New  Haven 

(  Maximum.  .• 

53 

36 

41 

47 

50 

CO 

39 

33 

37 

36 

28 

33 

39 

41 

46 

48 

39 

36 

31 

42 

35 

37 

43 

64 

54 

49 

66 

40 

45 

45 

51 

&. 

■•■  (Minimum..-. 

35 

27 

22 

35 

42 

38 

22 

17 

20 

17 

11 

24 

28 

32 

26 

30 

27 

23 

18 

30 

26 

24 

22 

36 

38 

40 

33 

29 

36 

41 

29. 

New  London  

j  IMaximum  .  . . 

53 
34 

42 

27 

40 
22 

47 

50 

60 
42 

57 
32 

32 

25 

36 
24 

33 

34 
25 

38 
29 

44 
29 

38 
24 

48 
38 

41 
24 

38 
24 

34 

41 
25 

40 
26 

39 

45 
21 

35 

57 

47 

68 

44 
33 

45 
29 

45 
37 

50 

44. 

29. 

•••  (  Jiinimura.-.. 

35 

42 

10 

19 

24 

39 

38 

Norwalk 

Maximum  ... 

54 

41 

43 

50 

50 

59 

54 

36 

35 

39 

32 

33 

42 

46 

41 

46 

42 

37 

33 

43 

36 

38 

45 

69 

65 

56 

71 

44 

43 

47 

52 

45. 

•••  (  Minimum.... 

40 

28 

13 

21 

40 

40 

30 

16 

18 

27 

11 

23 

29 

24 

18 

36 

16 

16 

15 

19 

24 

23 

14 

28 

31 

37 

33 

33 

27 

31 

36 

(  Maximum  .  . . 

54 

38 

43 

50 

49 

56 

55 

30 

29 

34 

31 

31 

34 

40 

37 

42 

37 

35 

38 

40 

42 

32 

42 

60 

55 

6£ 

53 

38 

39 

41 

49 

Putnam 

■■■  I  Minimum-... 

35 

25 

11 

27 

36 



38 

27 

12 

17 

16 

-  2 

20 

26 

21 

9 

30 

13 

11 

12 

15 

22 

15 

14 

28 

29 

31 

28 

24 

28 

34 

22: 

Seepage  16  for  explanation  of  reference  marks. 


VQ- 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND    SECTIOl 


G.  H.  NOYES 
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RIM!TTAHC«  PATABLE  TO  StTPEUINTENDKNT  OP  DOCUMENTS,   WASHINGTON.   D.  C. 


roi..  LI. 


Boston,   M.ass.,  APRIL,   1939. 


No.  4. 


GENERAL.  SUUMABT 

Tlie  month  was  one  of  the  coldest  Aprils  on  record,  and  only 
Q  two  previous  years  were  the  average  monthly  temperatures 
jwer:  in  1907  and  1926.  While  extreme  monthly  minima  did 
ot  approach  record  lows,  temperatures  were  per.'^i.-^tently  suh- 
lornial,  with  the  exception  of  tiie  period  from  about  the  19th 
lirough  the  23d.  The  growing  season  was  from  two  to  three 
reeks  late,  and  frequent  frosts  occurred  throughout  the  month 
xcept  in  portions  of  the  immediate  southeast  and  south  shores, 
lany  streams  and  lakes  in  the  extreme  northern  portion  of  the 
action  remained  ice-bound  through  the  close  of  the  month, 
'recipitation  was  evenly  distributed  and  was  above  normal  in 
11  sections,  while  snowfall  over  the  northern  division  was  more 
han  twice  the  normal  volume.  The  number  of  cloudy  and  rainy 

[Continued  on  pa^e  22] 
TEMPESATUKE 

The  average  monthly  temperature  for  the  Section,  based  on 
08  records,  was  40.1°,  which  is  3.6°  below  the  mean  for  the 
ast  52  year.«.  The  average  temperature  for  tlie  northern  division 
ras37.1°;  for  the  southern  division,  43.3°.  The  highest  month- 
7  mean  was  47.0°  at  Danbury,  Conn.;  the  lowest  was  29.7° 
t  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  87° 
,t  Danbury,  Conn,  and  Waterbury,  Conn,  on  the  25th  ;  the  low- 
8t  was  -5°  at  First  Connecticut  Lake,  N.  H.  on  the  8th.  The 
Teatest  monthly  range  was  68°  at  Somerset,  Vt. ;  the  least  was 
:8°  at  Nantucket,  Mass.  The  greatest  daily  range  was  48°  at 
Salisbury,  Conn,  on  the  25th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
87  rei-ords,  was  4.5G  inches,  which  is  1.20  inches  above  the 
aean  for  the  past  52  years.  The  average  precipitation  for  the 
orthern  division  was  4.42  inches;  for  the  southern  division, 
.69  inches.  The  greatest  monthly  amount  reported  was  7.00 
nches  at  Hoosac  Tunnel,  Mass.;  the  least  was  2.05  inches  at 
'ort  Kent,  Me.  The  greatest  amount  in  24  hours  was  2.42  inches 
t  New  London,  Conn,  on  the  7th.  The  average  number  of  days 
irith  .01  inch  or  more  of  precipitation  was  14,  winch  is  4  above 
he  mean  for  the  past  52  years. 

The  average  snowfall  for  the  northern  division,  based  on  82 
ecords,  was  14.5  inches;  for  the  southern  division,  based  on  80 
ecords,  2.2  inches;  for  the  Section,  based  on  162  records,  8.4 
nches,  which  is  4.3  inches  above  the  mean  for  the  past  52  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  123  records, 
ras  northwest.  The  average  velocity,  based  on  the  records  at 
4  stations,  was  10.3  miles  per  hour,  which  is  1.1  miles  per  hour 
lelow  the  mean. 

Thesunsliine,  based  on  the  records  at  14  stations,  averaged  47 
)ercent  of  the  possible  amount,  which  is  6  percent  belowthemean. 

The  cloudiness  was  consideraVjly  above  the  mean.  The  average 
or  the  Section,  based  on  132  records,  was  7  clear,  9  partly 
loudy,  and  14  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 

:30  p.  m.  observations  at  11  stations,  was  74  percent,  which  is 

percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

.4 i(ro?((S.— 4th,  7-9th,  15-21st,  23-25th,  27-oOth. 

//r»/()s,  iiuKir.— 2d,  5-6th,  8th,  25th,  2S-H0th. 

IM06.  so/nr.— 4th,  6th,  8th,  13-14th,  16-1 7th,  2  l-26th,  29th. 

//a/7.  — (dales  and  general  location)  —  18th,  York  Pond, 
N.  IL,  East  Barnet,  Vt.  and  Northfield,  Vt.;  19th,  Madison, 
^le.  and  Sholburne  Falls,  .Mass.;  26th,  Cavendish,  Vt.  and 
(llouce,<ter,  Mass. 

ThniH\fr><ti}nm—1i\,  14th,  l7-20th,  22-23d,  25-26th,  2Sth, 
30th. 

Fog,  dense. —'lA,  7th,  9-12tli,  18-20th,  22-29th. 

Frosts.  —  (dates  and  general  location) — Killing:  over  nearly 
all  of  Section  through  the  close  of  the  month;  over  portions  of 
immediate  southeast  and  south  coast,  last  killing  from  the  13th 
through  the  18th. 

Sleet.  —  (dates  and  general  location) — 2d,  widely  scattered; 
6th,  ScarsburgSr)fatfoi|yri'4,L9th,  widely  scattered;  lOth,  scatter- 
ed over  N.  H.,  Conn,  alid  •RKlO.cl^^b-,  northern  New  England; 
12th,  widely  scattiered  over  Me.  arfft^Conn.;  17th,  Worcester, 
Mass. ;  18th,  scatterkfo^ci  %.^a^id  N.  H. ;  23d,  First  Connecti- 
cut Lake,  NiLI.;  24th,  scatterecfover  ]\Ie.  and  N.  H. 

COMPARATIVEOB)A/r4.    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massacltiueett??  Rliode  Island,  and  Connecticut.) 


Temperature 


1913 

44.1 

1914 

37.9 

1915 

40.  4 

1916 

41.8 

1917 

39.3 

1918 

42.1 

1919 

40.6 

1920 

.38.7 

1921 

47.3 

1922 

42.  2 

1923 

39.3 

1924 

39.1 

1925 

42.  5 

1926     .    .    . 

35.1 

1927 

41.2 

1928 

39.0 

1929 

40.9 

1930 

39.8 

1931 

43.8 

1932 

40.5 

19.33 

41.7 

1934 

42.2 

19.35 

40.9 

1936 

39.8 

1937 

41.0 

1938 

44.2 

1939 

37.1 

Period 

41.4 

Precipitation 


No.  of  days  (all 
New  England) 


5.7 

.  „.  I    5.  1 
65  I    4.3 


n 

9 
9 

11 
8 
14 

s 

10 

r^ 

14 

9 

12 

10 

13 

10 

« 

11 

in 

12 

13 

q 

6 

17 

fi 

14 

14 

8 

9 

9 

8 

13 

12 

10 

12 

9 

13 

n 

13 

12 

11 

9 

12 

17 

14 

10 

10 

12 

v> 

11 

K 

11 

12 

10 

10 

9 

14 

9 

13 

9 

10 

13 

12 

10 

H 

13 

10 

12 

7 

16 

11 

11 

14 

9 

7 

13 

9 

14 

9 

11 

15 

8 

11 

12 

11 

10 

15 

7 

12 

10 

11 

14 

7 

10 

11 

20 
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Climatologrical  Data  for  April,   1939 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


BaiigorS  

Bar  Harbor  (ueur) 
Brassiia  UamU  — 

Caribou 

Eastport 

East  Wiiitlirop 

Ellswortli  


Fort  Kent 

Gar.liut'r 

Greenville.. 

HiraniU 

Houllon 

Jaclunan 

LewUton 

Macliias 

MadisoiiS 

MidiUeclam 

MilliiiockelS 

Milo 

Moosebyad 

North  Hriilgton.... 

Oldtown 

Oroiio. 

Portland 

PresQue  Isle • 

RipogenusDauittS 

Rockland  . 

Rnirilord 

The  Forks 

Upper  Dam 

Vanceboro 

Wiiislow|}§ 

Woodlands 

For  State     •■■■ 


Neiii  iraiin'fliirc 

Berlin    

Belhlebeni 

Coneord    

Dixville  Notch  .... 
Durham    

ErroiS  ;  ■•,■■;; 

First  Coun.  Lakett 

Fitzwilliain* 

Franklin 

GlencliK   

Hampton;  ••• 

Hanover  §  

Hillsboro 

Keeneuiear)  §  — 

Lakeport 

Lincoln — 

Manchester • 

Milan    •. ■.■ 

Nashua  §  .  ■  —  — 
New  Durham tt  ••  ■  ■ 

Newport  ■■•• 

North  Stratford... 
PilikluimNotchtt-. 

Plymouth 

WestStewartstowii 
Wolfboro  Falls...  ■ 

York  Cotid 

For  State      


Mt.  Washington  t 
Vennovt 

Bellows  Falls 

Bennington 

BloomlieUni 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

Corn  wall  tt 

Craftsbnry  Com.. 

EastBarnet 

East  Ryegate 

Enosburg  Falls... 

Gilman 

MaysMilltt 

Newfane 

Newport  

Norlhfield 

Readsboro 

Rochester 

Rutland 

St.  Albans  (near). 

St.  Johnsbury 

SearsburgMt 

Searsburg  Sta.tt-- 
Somersettt  •■••••. 

Vernoutt§ 

West  Burke 


i'enobscot  •  • 
Hancock..... 

Somerset 

Aroostook  ... 
Washington 
Kennebec  . . 
Hancock.... 


Aroostook  .. . 
Aroostook... 
Rpiinebec... 
Piscataanis  .• 
Cumberland- 
Aroostook  • .  • 
Somerset  — 
Androscoggii 
Washington  . 
Somerset..... 
Oxford.. 


Penobscot  ••  ■ 
Cninberland. 
Aroostoolc .. . 


Knox 

Oxford 

Somerset  — 

Oxford 

Washington 
Kennebec — 
Washington 


rick. 


Grafton  .. 

Rockingham  • 

Graflon   

Hillsborough 

Kclkuap 

Grafton   


Grafton- 
Coos . • . 
Carroll  . 
Coos   . .  - 


Windham  .. 
Bennington 

Essex 

Windliani  .- 
Cbiltenden.. 
Windsor.... 

Orange 

Addison  .... 

Orleans 

Caledonia  .  ■ 
Caledonia  .. 
Franklin.... 
Essex 


idhai 


Wii 
Wii 

Orleans 

Washington.. 
Bennington- 
Windsor  .  -. . 

Rutland 

Franklin..  --. 
Caledonia--. 
Bennington 
Bennington 
Windham... 
Windham... 
Caledonia. .. 


1,110 

1,410 

277 


+  0.»7 
+  1.64 
-0.01 
+  2.2;! 
+0.  Co 
+  0.7'J 


+  0.92 
+  1.54 
+  1..52 

+6.'i,5' 
+  0.2.5 
+0.76 


+L52 
+1. 32 
+L44 


—0.25 
+0.17 
+  1.39 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I-  Hatch 
State  Normal  School 
C-  W.  ISIorsworthy 
W.  B.  Clark 
Samuel  D-  Sonle 
U .  8.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Electric  C_ 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co, 
WinMeld  Heath 
N.  W.  Roberts 
C.  L.  Chadbourne 
Thonnis  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Statiou 
Great  Northern  Paper  Co. 
George  J.  Cumming 
diaries  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitm 
St.  Croix  Paper  Co. 


Edward  Fenn 

George  K.  Tucker 

U.S.  Weather  Bureau 

Sarah  H.  Gleason 

N.  H.  Agr.  (JoUege 

Union  Water  I'ower  Co. 

Conn   Valley  Lumber  Co 

Walter  E.  Bolles 

F.  J.Southmayd 

Stale  Sanatoriinn 

Frank  E.  Leavitt 

Dartmouth  College 

N.  H.  Research  Forest. 

Robert  P.  Hayward 

Fred  Wiggin 

Ed  wai  d  A  .  (;arr 

Public  Service  Co. 

Androscoggin  Res.  Co. 

Pennichuck  Water  Worki 

E.  E.  Tobey 

H.P.Shepard 

P.  A.  Smith 

J.  B.  Dodge 

Mrs.  Hattio  G.  Trow 

ClainJe  Baker 

Kennetl)  Berry 

LJ.  S.  Bureau  of  Fisheriaa 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 
Everett  Orcliards 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.Corp. 
Mrs.  Theo.  G.  Taplin  tff 
Sarah  E.  Lane 
Mi!=s  E.  M.  Dnstin 
N.  E.  Power  Co. 
J.  P.Devinsttl 
L.  n .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S.  Rand 
Fairbanks  Museum 
George  Briggs  tit 
N.  E.  Power  Co. 
L.  L.  Lpon;ird 
Conn  .  River  Power  Co. 
Gilman  W.  Ford  ttl 


See  page  22  for  explaQatlon  of  reference  marks. 
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ClimatolORical  Data  for  April,  1939 


Temperatvire.  In  decrees  Fahrenheit 


Precipitation,  in  incites 


Vermont  Cont'd 

Vest  Hartiord 

Vhite  Kiver  Jc-.- 

Vhitiiigliam 

wilder. 

Viliuiiigton 

Vcodstoik 

For  dtate     •■• 


Windsor.. 
Windsor.. 
Wiiidliaui 
Windsor-. 
Windham 
Windsor-  - 


Massachusetts 


idams  ■  ■ 

imherstS 

ishlftiidU. 

leechwood  •  — 

llueHilinS 

loslon 

loylston 

IrocktonS   

Ihester* 

Ibesterrteld* 

Ihestnut  Hill§.-. 

:ilnton$ 

:oncord§ 

East  Wareham  • . 

igremontll* 

•all  Kiver 

'almouthU* 

•itclilHirsrJ 

'raniinfrhain  i  .. 

•rankliii* 

lardner* 

IIou(i^ster§     

Ireeutield 

Iroton  •---   

lardwick* 

laverliillS 

leath* 

lolyoke 

JoosHC  Tunnel  -. 
iabbardston*... 

lyannis 

pswich* -...■■  •• 

eSerson 

,aku  CooliitnatetlS 

.awreucei 

,oweli§ 

lanslield*.-.- 
ilddleboro*.-- 

liddleton  

JlUord"- 

Illlbiiry 

(ontak'ue  City 

JantiicUot  

<ew  Bedford  -. 
<ortlil>ri(lge'.. 

)Ms* 

•einbroke*  — 


Berkshire  -  - 
Hampshire  • 
Middlesex  .. 

Norfolk 

do  .... 

Sui!olk 

Worcester  .. 
Plymouth  .. 
Hampden  .- 
Hampshire. 

Suffolk 

Worcester  .• 
Middlesex.- 
Plymouth  .. 
Berkshire.. 

Bristol 

Barnstable.- 
Worcester  .- 
Middlesex  -  ■ 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  ... 
Middlesex  .  ■ 
Worcester  -  - 

Kssex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
VA'orcester  -  - 
Barnstable- 


>etersham 

'ittstield. 

Maintiel.l* 

'lymonth 

'rinceton 

'rovincetown  --. 

tockport 

llielburiie  Falls 
lontliiiridge*  — 

ipot  Pond  

ipringfield 

SterliiiR 

Stocklirid)?e  .   ... 

iwampscott 

rauntoi'S 

rnmer.-i  Falls 

IVare  • 

iVcb-^t-r* 


'land  -  -  - 
-to\7nS  — 

n  iiiciicnflon* 

rtorre.ster(  a  )§ 

For  State  


Worcester  -  • 
Middlesex  .- 

Kssex  

Middlesex  -- 

Bristol 

1*1  y  mouth  -  - 

Kssex 

Worcester  - 
Worce.ster  .. 
Franklin  ... 
Nantucket-. 

Bristol 

Worcester  .. 
Berkshire  .- 
Plymouth  -- 
Berkshire  -- 
Worcester  ■• 
Berkshire  .- 
Hampshire - 
Plymouth  -. 
Worce-ster  -  - 
Barnstable-- 

Kiisex   

Franklin  --• 
Worcester  -. 
Middlesex  . . 
Hampden  .. 
Worcester  .. 
Berkshire... 

Essex   

Bristol 

Franklin  -- 
Hampshire  - 
Worcester . . 
Hampden  .  - 
Middlesex  -  - 
Worcester  -  • 
Berkshire  - 
Worcester  -  - 
Worcester  -  - 


Hho'te  Mand 


Block  Island -- 

Kingston  

Portsmouth  .. 

Providence ... 

For  State. 


Newport  — 
Washington 
Newport-  -  - 
Providence 


Baltic 

Barkhamstead 
BridgeportS-..  - 
Bnrlington 


New  London 
Litchfield  --. 

Fairfield 

Hartford  -   -- 


22 

31 

Tr, 

2.S 

Tn 

2f> 

•In 

27 

25 

25 

+2.  88 
+  0.89 
+2.01 


+0.54 
+0.11 
+  0.91 
+  1.01 


+0.15 
+  0.05 
+0.34 


+0.61 
+2.  64 
+  1.42 


+0.89 
+  1.37 
+0-79 
+2.29 
—0-13 
+0-57 
+  1-94 
+  0.13 


Eva  K.  Douhleday 
N.  E.  Power  Co. 
E.  T.  Sutton  1 1 1 
Olcott  Falls  Co. 
Walter  Adanm  til 
William  S.  Eaton 


N.  E-  Power  Co. 

Mass.  Agr-  Exp.  Sta. 

Met.  Water  Works 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Ijorinj?  H.  Reed 

Cll  V  EiiKinefir 

state  Dept.  I'uhlio  Health 

slate  Dept.  I'ulilic  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kellev 

State  Dept.  Public  Health 

Kichard  C.  BrighHui 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Water  Works 

State  Di'pt.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

Citv  EuKineer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stnte  Teacher's  College 

State  Dept.  Public  Health 

E.  1'.  I\litcbell 

Met.  Water  Works 

Essex  Company 

Pro[)s.  Locks  A-  CanaJH 

Stale  Dept.  Public  Health 

State  Dept.  Public  Health 

WiliiiUM  K.  Iloel/.e^i 

■'■  Public  Health 


N.  E.  Powei 

Charlotte  A    Biaun 

U.  S.  Weather  Hureau 

City  EuKineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Mel.  Waterworks 

Coiiir.  of  Public  Works. 

State  Dept-  Public  Health 

Plynionth  Cordiig.'  Co- 

Met.  Water  Works 

Irviii;;  II.   McNHvr 

IT.  S.  CO.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Ncsbit  H.  Bungs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  &  E .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  Collef-'e 

Met.  Water  Works 

Williams  CoIlej;e 

State  Dept  Public  Health 

Clifford  L.  Davis 


n.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Kxp.  Station 
U.  S.  Weather  Bureau 


8eepage22  for  explanation  of  reference  marki. 
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Olimatological   Data  for  April,  1939 


Temperature,  in  degrees  Fahrenheit 


g 

S-3 

11    . 

So  X       a 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester 

Collinsville 

Cream  Hilltt 

Danbury 

Kast  Hartland  — 

Falls  Village§ 

Hartford 

Lake  KonomoctJ-- 

Mt.  Carmel 

New  Haven 

New  London  


calk 


Putnam  

Salisbury 

StorrsS 

Waterbnry  — 

West  Hartland. 

For  State-. 


New  London. 
Hartford    •  • . 

Litchfield  ••. 

Fairfield 

Hartford 

Litclifield  ... 

Hartford 

New  London. 
New  Haven  . 


do 


New  London. 

Fairfield 

Windhnm.... 
Litchfield  ... 

Tolland   

New  Haven   . 
Hartlord  .... 


+0.43 
+2.'94' 


+0.13 
+0.i)4 
+  L01 


Stedman  Storrs 
Edwin  R.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work! 

B.  W.  McParland 

U.  S,  Weather  Bureau 

Harry  G.  Tietjon 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr   Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pages  20,  21.  and  22. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre 
cipitatiou  with  15  years  or  more  of  record  are  computed  from  a  normal  or  '-standard  mean".  ad.iusted  to  a  uniform  35-year  period:  for  stations  of  10  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a,ii,c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  l>  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttl  Observer  for  New  England  Power  Co.      '1'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  s 

H  Post-oiace  addresses  of  these  stations  are  as  follows:  Maine— -iziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rock  wood ;  Hiram,  West  Baldwin;  Ripogenus  Dai 
Millinocket;  Winslow,  Waterville;-New  Hampshire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Oorhani ;  York  Pond,  Berlin  ;- Vermont—  " 
field,  North  Stratford,  N.  H. ;  Cornwall,  MidiUeliury;  Mays  Mills,  Colrain,  Mass. ;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. 
—Massachusetts-  Ashland,  Framinghara;  Blue  Hill,  Milton;  Egremont,  South  Egremont;  Falmouth,  Hatchville;  Lake  Cochituate,  Franiingham;  — Connecticut- Crean 
Hill,   West  Cornwall;  Lake  Konomoc,  New  London. 


'  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


J  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  23. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  i 
observations.  *•♦  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  lo  midnight.  **  Precipitation  measured  in  the  morning;  amoun 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  me.asuroment.         T.  I'recipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Observations  are  taken  i 


Explanation  of  Reference  Marks  XTsed  on  Page  24. 
the  moniiug;  tbe  maximum  then  read  is  charged  to  the  precediug  day,  on  which  it  almost  always  occurs. 


PRK.SSI'KE.  WIND,  HnMIDITY,  AND  SUNSHINE 


Amherst 

Block  Island   ... 

Blue  Hill 

Boston  

Bnrliuffton 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

North  field 

Portlaiul 

Providence 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29. 92 
29. 9:S 
29.  89 
29.  92 
29. 
29.  92 
29.  91 
29.  94 
29.92 
29.  93 
29.93 
29.  94 
29.  93 
29.  93 
29.  93' 


3n.J6 
30.51 
30.50 


.30.48 
30.50 
30.47 
.30.. 54 


29.  33 
29.  26 
29.15 


29.45 
29.  31 
29.33 
29.31 
29.47 
29. 22 
29.21 


Relative 
Hnmidity 


70 

32 

51 

HO 

H2 

57 

67 

35 

69 

hi 

72 

48 

[Continued  from  page  19] 

days  was  almost  50  percent  above  normal.     On  the  whole, 
month  was  marked  by  disagreeable  weather  and  by  its  slow  ac 
vance  into  the  milder  period  of  the  year.  e. 


Erratum: 

In  February,  1939  "Ciimatological  Data",  total 
at  Newfane,  Vt.  should  ])e  2. -56  inches,  departure 


precipitatio 
-0.42. 


.PRiL,  1939 
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28 


Daily 

Pr€ 

oipitation 

for   April 

.    1939 

Drainage  basin 

Day  of  month 

1 

,  1     2  1     3  i     4  1     5 

6 

7  1     S  1     9  1  10  j  11  1  12  j  13  1  14 

15     16 

17 

18  1  19 

20  1  21 

22 

23  1  24 

25 

26  1  27 

28  1  29  1  80 

31 

Miiine 
istport*"  

Coast 

1         1 
T.     .12    .  01  . . . 
.03    .4y   .0-2.... 

T. 

.06 
.15 

".'io 

.02 

.67.... 
.66... 

1 
.32... 

.07 
.23 
.48 
.27 

1 

.24 

.0£ 

... 

.09.... 

.631  .92 
.441  .66 
.22i    SK 

.J.... 

.60 
.16 
.15 
.27 
.20 
.20 

'.'ib 
.15 
.16 
.30 
.34 
.31 
.22 
.19 
.14 
1.06 

'/ii 

'.'26 
.25 

.14 
.08 
.10 
T. 
.05 
.19 
.10 

'.'io 

T. 
'.'29 

■.'61 
'.■67 

".i4 

'.'64 
'.'61 

T. 

■.'i5 

'.'26 
.01 

'.'50 

'.'io 

.06 
T. 
.39 

'.'•25 

'.'oi 

.12 

.»■ 
.22 
.08 
.19 
.06 
.10 
.43 
.20 
.03 
.31 
.16 
.34 
.04 
.07 
.05 
.35 
.22 
.19 
.19 
.15 
.22 

T. 
.01 
.02 
.01 

'.'65 

'.'oi 

'.'oi 

.OS 

'.'oi 

.13 
'.'61 

3.95 
3.80 
4.00 
3.86 
2.05 

iistu 

wmiiigton 

WtKent 

.40 

.50 
.21 
.8<J 
.27 
.20 
.19 

■r 
.'27 

.62 

:^ 
.21 

.09 
.04 
.23 

'.'62 

.16 
'1'. 
.5b 
.11 
.22 
.02 
.23 
.62 

K... 

.... 

'.'63 
.... 

'.'66 

'.'04 

.32 
.37 
T. 
.49 
.37 
.60 
.62 
.58 
.12 
.25 
.13 
.36 
.25 
.24 
.10 
.44 

.03 
.38 

121 
.78 
.24 
.50 
.47 
.62 
.61 

.0 
.1( 

'.Ot 
.5 
.2t 
.Oi 

'f.':::: 

.... 

.65 
.61 

i.'oe 
.77 

.66 
.23 
.03 

'.■93 
.76 
.44 

i.'io 

.71 

■'48 
.34 
.14 
.05 
.17 

1.54 

■.'04 

t" 

.....io 

.02 

.15 

't.' 

.44 

'.'52 
.IS 
.1(1 
.25 
.56 
.19 
.25 
.06 
.43 
.1; 

■.■32 
.41 
.21 
.13 
.44 

.31 
.63 
.7( 

.46 
.43 
.55 
.44 
.35 
.11 

:2 

!  .32 

.20 

.36 
.06 

:ll 

.70 

:^ 

.80 
.76 

.10 
.54 
.25 
.02 

.42 
.58 
.96 
.20 
.47 
.71 

.46!  .21 
.171  .0:^ 

f. 

".(^".'.'. 

.04   .05 
.02.... 

'.'is 
.01 

't.' 

'.'2i 

'.'08 
'f.' 

Keaiiebec 

...do 

St.  John 

.oil  .40 

.62;  .32 
.05:  .30 

.07,  T.  1  .Ml  T. 

.0£l  T. 

1  .271  .321  .02 
.6S'  .U  .... 

.02 

'."65 
'T" 

'.'06 
'.'63 

.01 

'!26 
'.'62 

.... 

'.'46 
.46 
.35 

'.'ie 
i.'os 

'.'M 

.50 
.53 

T. 
.45 
.02 
T. 
.22 
.41 
.34 

■■59 
.68 

.86'... 

m 

.15   .33 

....    .03 

.43 
.68 
.37 
.32 
1  .35 
.56 
.39 
.35 

:S 
:S 

.35 
.25 
.06 

:ll 

.23 
.17 
.28 
.25 
.32 
.45 
.86 
1.20 

4.27 
3.24 
4.44 
3.59 

Androscoggin   — 

Kennebec 

fenobscot   

....do 

Presumpscot 

I'enobscot  

Coast 

St..loiin 

IVnobscot   

.Vndroscoggin   .... 
Kennebec. 

.01 

.03 
.01 

'.'is 

'.'06 

iP« 
.06 

".'64 

.04 
.07 
.09 

't.' 

T. 

f.' 

illinoikel 

nth  Bruigton... 
atowii.^ 

le  Forks  ".';.".'!... 

ooaiaiKl"  

StiB  Humpfhire 

:::  i:58:;::;i:::: 

'.'6- 

.li 
.0 
.41 

■f. 
.3-1 

'.'is 

.14 
'.'64 

.05 

't.' 

'.'62 

■.'oi 
'f.' 

....!  .20 

't.' 

.78 

■•i'V 

.70 

'.'62 
't" 
'.'68 

:::: 

'.'oi 
".■23 
iV 
■'i'.' 

.03 
T. 

.'08 

•f.' 
T. 
.08 

'.'23 

.03 
T. 

".io 

'.'64 
.17 
.01 

'.'is 
'.'is 

'.'i7 
f.' 

.15 
.38 
T. 

'.'63 
'f.' 

.40 

As 
.u 

.06 
.40 

.02 
.04 

'.'26 

.14 
T 

.02 
.31 

'.'i'i 

.14 
.02 

3  20 

.11 

.07 
T. 
.Oi> 
.42 
.05 

11. 12 
.l!> 

LoO 
.06 

".■74 
.03 
.42 
.39 

.18 
1.02 
1.20 
.04 
.60 
.90 
.82 
.14 
.86 
1.05 

.00 
.30 
.08 
1.5U 
.20 
.09 
.03 

'.'65 
.10 
'1-. 
.05 
.03 
T. 

.... 

'.'io 

.10 

■.'26 
.05 

■30 

.12 
.22 

'.'08 

'ios 
■r. 

.04 
.20 

4.87 
3. 12 
5.79 
4.30 
3.68 
4.21 
4  44 

....do 

St.  Croix 

Androscoggin 

.06 
.01 

".6i 

T. 
T. 
.01 
.24 

3.07 
3.78 

4.25 
4.22 

Sj"  1 ::;; 

Sham  :::::::::: 

Coast 

Connecticut 

.Merrimnc 

Connecticut 

...do 

Merriraac 

....do 

...do 

•       Ki.lAke.. 

3. 55 
3.61 
4.03 
4.69 
5.81 
4  45 

■:'::E 

T. 

■r. 

.25 

'.'oi 

.06 

.12 
.09 
.13 

'.'i2 

'.'66 
.68 

^v  l..MMm".... 

.27 

4.94 

.75 

.44 
1.52 
1.18 
1.07 
1.02 

1.12 
.79 
.80 
.64 

T. 

.18 
.04 

.23 

T. 

.09 
J' 

i.'26 

.17 

h^ 

.04 

.05 

■f.' 

.53 

.04 

'.'22 
.27 

.23 
.11 
.21 

;: 

.■33 

.90 
.27 
.97 
.70 

.'38 

■.■73 
1  66 
1.42 

7'» 

T. 

.32 
.70 
T. 
.31 
.17 
T. 

'ioi 

.01 
.10 

'f.' 

.06 
.04 

r 

'.'26 
.10 
.01 

.04 

■r. 

'.'ie 
•r. 

.52 

.36 
.20 
.08 
.31 
.48 
.37 
.12 
.40 
.2r 
.43 

.39 

.34 
.80 
.20 
.43 
.39 

".i4 
.22 
.36 
.40 

.19 
T. 
.10 
T. 

T. 

.48 

r. 

T. 

.02 

T.' 

f.- 

.09 

.07 
.05 
.19 
.13 
.08 
.31 
.18 
.07 
.08 
.21 

'.'26 
'.'64 

.47 

.28 
.61 
.19 
.47 
.56 
.31 
.28 
.37 
.52 
.44 

1.44 

.45 
.15 
.47 
.43 
.59 

'.i2 
.59 
.73 
.53 

.08 

.46 
.97 

.ie 

.46 
.80 
.36 

f.' 
.31 

.10 

.18 
.12 
.51 
.10 
.10 
.60 
.46 
.41 
.12 
.25 

.07 

■f. 
T. 

'.'oi 

T. 

.31 

.04 
.02 
.28 
.06 
.23 
.12 
.49 
.M 
.26 
.02 

■r. 

.48 
.03 

'.'i'i 

T. 
■V. 

".bb 

'.'08 
■.'32 

■.'20 

.'03 

!l5 
.04 
T. 
T. 

'.'65 
.22 
.16 

.03 

.08 

'.'64 
.07 
.30 

'.'63 
.16 

Connecticut 

...do 

Champlain 

Connecticut 

...do 

Champlain 

...do 

St.  Liiwrence 

Champlain 
....do 

.07 

"oe 

.03 

i 

.04 

4.46 
5.48 
4.21 
4.29 
4.15 
4.19 
5.32 
4.06 
3.87 
4.90 

ns 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

....do 

Connecticut 

.01 

.04 
.02 

f.' 
T. 

1.45 

.60 
.90 
.10 
.93 

;5s 

.56 

.■79 
.36 
.02 
.51 

'.'si 

.86 
1.24 
.20 

'.'26 
1. 01 
.18 
.32 
.24 

1 

.48 
.15 

V' 

.90 
.68 

.05 
.55 
.36 

.02 
-.11 

'.'oi 

.04 

.28 
.66 
.38 
.30 

!07 

■v.' 

.13 
.01 

T. 

.10 
.09 

'.'63 

.04 

.08 

.'62 
.11 

■r. 
r. 
.on 

".0-2 
.09 

.10 

T. 
.05 
.07 
T. 
.07 
.13 
.10 
.12 
.12 
.04 

f.' 
T. 

;^^ 
T. 
T. 

.07 

.43 
.31 

.08 

..W 
.02 
.50 
.80 
.04 
.07 
.01 
.52 
.05 
.10 
.77 
.03 
.35 
.73 
.17 
.66 

.'68 
.90 

'.'67 
'^' 

'.'ii 

.62 

■.'69 

.18 
.30 

.32 
.56 
.40 
.JO 

.19 
.36 
.17 

.■fifi 
.73 
.12 
.02 
.10 

.ri 

T. 
T 

■r 
.10 
.01 

'.'63 

.08 
.06 
.20 
.06 
.10 
.61 
.06 
.65 
.04 
.73 
.50 

.09 
.10 
.22 

■.'65 
.'06 

'.05 

.03 
.27 
.06 

.09 

.03 
.01 
.08 

".65 
.09 
.07 

'.'oi 

.... 

.20 
.81 
.12 
.49 

'f  ■ 

•| 

!66 

'.'83 
.73 

'.'66 

■.'6.5 
.55 

r. 

.05 
.42 
1.75 

.64 

..50 
.J5 
.54 

.40 
.29 
1.13 
.43 

.86 

'.50 
1.87 
1.6,S 
.24 
.85 
.26 
.31 
.79 
.19 
1.00 
.42 
.16 
.62 
1.50 
.26 
.10 
2.30 
1.39 
1.45 
.10 

.59 
.53 
.22 

.53 
.14 
.40 
.22 

.56 
.90 
.66 
.63 
J.40 
1.05 
1.21 
1.60 
1.18 
.66 
.44 
1.10 
.52 
.19 
.14 
.17 
.30 
.51 
.66 
.57 
.99 
.55 
.65 
.53 
.17 
.15 

l!86 

.56 

.80 
.70 
.20 

.11 
.20 
.18 
.09 

.15 

'.'06 

.19 
.16 

'.'ii 
■r 

.20 

.06 
.35 
.18 

■.'40 

•"1 
!l5 
.10 

.11 

.07 
.04 

■f. 

.05 
.02 
T. 

.01 

.10 
.38 

.or 
.01 

.04 
.08 

'.'06 
.09 
.13 
.03 
T. 
T 

'.'i4 

•f. 

.03 
.12 
.06 

]04 
.17 

.10 
.12 
.06 
.13 

.03 

4.40 
6.00 
4.38 

Mus^ucUufieUs 

T 

T.' 

.01 

t.  .50 

4.50 

't.' 

■.17 

Wton"* 

"Ai 

.01 

'.'08 
.07 

T. 

f.' 
.01 

.01 

T. 

■r. 

T. 
■.'20 

1:26 

■.'22 

".03 

".'io 

.09 
.08 

.10 
.01 
.02 

■r 

"Ai 

.03 
T. 
.15 
.08 
.04 
.06 
.02 

.'67 

.05 
.04 
.09 
T. 
T. 

....do 

Coast 

"82 

■  "        ham**  . . 

T. 

4  06 

Hon.«atonic 

Coast 

....do 

1.06 

'.'io 

.76 

■h 

.16 

■'ii 

.15 
.04 
.02 
.09 

T.' 
.04 
.10 

.0:3 

;i7 
.10 

iio 

.01 

.03 
.07 
.05 
.13 
.15 

.'o( 

■V. 

5  28 

T.' 
.16 
.02 

f.' 

T.' 

1 

■.'63 
'."65 

'.'is 
.01 

T. 

'.'65 

.06 

.12 
.02 

■.'65 

'.'is 
".bj 

"As 

.06 

■•'r'.' 

.04 

'.'72 
'.'53 

'.'is 

T, 

".04 
T. 
.09 
.08 

T. 
.03 
T. 

T. 

T. 

.19 

'.io 

.10 

'.'io 
r.' 

f.' 

T. 

5.07 
4  47 

•Ill 

....do 

Charles 

't'.' 

'.'ie 
.12 

"i''.' 

■.■46 

:::: 
't'.' 

■'i-'.' 
••r.' 

.86 
1.08 

.65 

.'78 
.67 
.64 
1.21 
.75 
.40 
T. 

.'io 

.91 

■M 

.38 

'1'. 
.'52 

1.'23 

.'79 
.08 

1.'45 
.85 
.97 

T.' 

.'6i 

'f.' 

T. 

■'23 

.Oil 
.04 
.01 

•f.' 

■'i'.' 

T. 

3  83 

Connecticut 

Merrimac 

T. 

r. 

T 

'.'oi 

.03 

.61 

T 

'■rV 

T. 
T. 

3.99 

4.95 

n".::: 

Connecticut 

Coast 

....do 

.63 
■45 

.'65 
1.20 

.'82 
T. 
.53 
.45 
.09 

.'oe 

4.26 
4  32 

•»• 

Coast 

....do 

Connecticut 

Housatonic 

Coast  

....do 

....do 

Thames 

Connecticut 

Coast 

Connecticut 

Hudson 

T. 

't.' 

.01 

'.'65 

.05 

'.'^;::::. 

.'65 
.24 
.21 

.■i2 
.20 

:::: 

4.50 
4.13 
5.25 
5.75 

•vn 

.01 
.02 

!6i 

.05 

3  33 

'.'06 

.02 

.04 

.12 
■.'37 

.15 

'.'61 

•■•• 

T. 
T. 
.01 

■'63 

.90 

■r. 

T. 

i'V 

.05 
'f.' 

4.80 
4  70 

■ !!«'!!.'!! 

'.'69 

'.'06 

.16 

.94 
.75 
.08 

4.85 
5.06 

,.::.«:::: 
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.10 
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T. 
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.40 
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.22 
.41 
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.59 
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.'24 
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:% 

T 

J.'42 
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.37 
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T. 

T. 
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'f.' 

.05 
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T. 
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.03 

.15 
.05 
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.15 
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.01 
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■"1 
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.04 

.03 
.29 
1.15 
.68 
.13 
.07 
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T. 
.42 
.45 
.48 

.03 

.02 
.'i2 

.03 

.82 

1.02 
.30 
.05 

.52 
.57 

'^1 

.54 

.91 
1.11 

.74 

.23 
.84 
1.20 

:52 
.58 
.19 
.72 
1.18 
.46 
.29 

.'25 

.02 
.19 
.18 

.'59 

.io 

.27 
T. 

.10 

't.' 
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.03 
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.14 
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.'61 

T. 

T. 
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f.' 

i-.' 

.11 

.03 
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.03 
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.03 

.02 
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'.'62 

.01 
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.01 
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.21 
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T. 
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....do 

....do 
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....do 
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".03 
t" 
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'.'is 
f.' 
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5.  39 
4.  33 

4.94 

.01 
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Connecticut 

....do 
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....do 

...do 

Quinebang 

Willimantic 

.37 
T. 
.29 

... 

4  19 

■:>-:;! 

T. 
T. 
.10 
.06 

T. 

.02 
.08 

.'63 
.03 
.03 

.58 
.34 

.21 
.82 
.56 

1.02 
.02 
.57 

4.37 
5.14 

1 

'f. 

5.16 
5.18 

.07 
.11 

T. 

aterbiiry 

4.  95 

Seepage  22  for  explanation  of  reference  marks. 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  April,   1939 
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Greenville 
Houlton  ... 
I^ewistoii  . ., 
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xYeiij  Ilnmpsliire 

\  Maxii] 


First  Conn.  Lake. 
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i;hode  ht(uid 


Kingston j  JJi 


lence 


Maximum . 
Minimum.. 
Maximum  . 
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NEW    ENGLAND    SECTIO] 
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lov.    LI. 


Boston,   Mas?.,  MAY,   1939. 


No. 


GENERAL.  SUMMARY 

May  was  an  extraordinarily  dry  month  with  an  average  Sec- 

[)n  precipitation  of  1.75  inciie?,  ahnost  50  percent  below  normal, 

id  on  only  three  occurrences  since  1888  were  the  monthly  av- 

»ges  lower.     Tliis  condition,  combined  with  light  to  killing 

)sts,  still   further  retarded   tiie  growing  season,  which,  at  tlie 

we  of  the  month,  was  almost  three  weeks  late.     Little  dnmatie 

ts  done  by  frosts,  however,  as  crops  and  vegetation  were  still 

their  very  early  stages.     Temperatures  during  the  month  av- 

Taged  near  the  normal.     There  were  two  periods  of  sustained 

ibove  normal  warmth:   from  the  7th  through    the  Uth,  and 

rem  the  27th  through  the  close  of  the  month.     From  the  13th 

hrough  the  26th,  temperatures,  with  but  few  exceptions,  were 

)ersistently  sub-normal.     Light  to  killing  frosts  occurred  fre- 

[Uently  during  this  period,  particularly  from  the  14th  through 

he  IBth.     Out-door  activities  were  unusually  favored  by  the 

ack  of  rain  and  by  an  ahundance  of  briglit  weather.     On  the 

Thole,  the  month  may  perhaps  be  noted  for  its  ratiier  slow  ad- 

raiice  into  the  milder  period  of  the  year.  E.  s. 


TEMPEKATTJRE 

The  average  monthly  temperature  for  the  Section,  based  on 
107  records,  was  55.3°.  which  is  0.2°  above  the  mean  for  the 
last  52  years.  The  average  temperature  for  tlw  northern  division 
yas  53.0° ;  for  the  southern  division,  57.7°.  The  iiighest  month- 
y  nn^in  was  63.0°  at  Springfield,  JMass.;  the  lowest  was  47.4° 
kt  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  94" 
it  Danbury,  Corm.  on  the  2Sth,  and  at  Springfield,  IMass.,  Nor- 
valk  and  Waterbury,  Conn,  on  the  31st;  the  lowest  was  20°  at 
Plymouth,  X.  H.  on  the  13th.  The  greatest  monthly  range  was 
)5°  at  Danbury  and  Norwalk,  Conn.;  the  least  was  41°  at 
(fantucket,  Mass.  The  greatest  daily  range  was  52°  at  Keene, 
!J.  H.  on  the  19th. 


PKECIPITATION 


Tlie  average  monthly  precipitation  for  the  Section,  based  on 
;88  records,  was  1.75  inches,  which  is  1.57  inches  l)elow  the 
neau  for  the  past  52  years.  The  average  precipitation  for  the 
lOrtherii  division  was  2.02  inches;  for  the  southern  division, 
L.48  inches.  The  greatest  monthly  amount  reported  was  3.85 
nches  at  Rochester,  Vt. ;  the  least  was  0.57  inch  at  Portsmouth 
ind  Proddence,  R.  I.  The  greatest  amount  in  24  hours  was 2.06 
nclies  at  Hubbard.ston,  Mass.  on  the  28th.  The  average  num- 
Jerof  days  with  .01  inch  or  more  of  precipitation  was  7,  which 
;3  4  below  the  mean  for  the  past  52  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
«ras  northwest.  The  average  velocity,  based  on  the  records  at 
14  stations,  was  9.4  miles  per  hour,  which  is  0.8  mile  per  hour 
)elow  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  64 
percentofthepossibleamount,  which  is8  percent  above  the  mean. 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
tion, based  on  131  records,  was  13  clear,  10  partly  cloudy,  and 
8  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  and 
7:30  p.  m.  observations  at  11  stations,  was  70  percent,  which  is 
6  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^!(TOn(s.— l-3d,6-8th,  12th,  15-16th,  18-24th,26th,28-30th. 

Unlo^.  /(.viur.  — l-2d,  5-6th,  26th,  28th. 

Un\n^,  .b-o/ar.  — 1st,  3d,  5-6th,  8th,  13tli,  15th,  18-20th,  24th, 
26-28th. 

//'(//.  —  (dates  and  general  location) — 23d,  moderate,  vicinity 
of  Middleton,  Mass. 

27((//K?erstoms.— 1st,  4-IOth,   14th,   16-24th,  27-31st. 

Foq,Aemt.—Q>-\^,,  ]3-15th,  17th,  20-24th,  27-HOth. 

Frosts.  —  (dates  and  general  location) — Over  extreme  north- 
ern portion  frequent  killing  frosts  occurred  to  the  27th;  over 
central  and  soutliern  portions  (except  along  the  immediate  south 
sliore),  to  the  19th.  Dates  on  which  heavy  or  killing  frosts  oc- 
curred:   l-6th,  11-19,  26-27th.       ^5^ 

-%.^ 

COMPARATIVE  DATA    (  Norther^.|iIain'#;'^w  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhfe^e  Island,  grnd  Connecticut. v 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May,  1989 


Climatological  Data  for  May,   1939 


Temperature,  in  decrees  Fahrenheit 


Precipitation,  in  inelies 


^5 


M(une 


BangorS  

Bar  iiiirbor  (near ) 
Brassua  Daiult  — 

Caribou 

Eastport 

East.  Winthrop.  ■  ■  • 

Eliswortli  

Eustis 

Fariuiiiaton ■ 

Ft.  Fairtiehl  (uear) 

Fort  Kent 

Gardiner 

Greenville 

Hiranitt 

Houlcon 

JacUnian 

Lewi.-ton 

Machias 

MadisonS 

Middledani. 

Milliiio(;ket§ 

Milo 

Moosehead 

Nortli  Hridgton..- 

Oldtown 

Onino. 

Portland 

Presuue  Isle---- ••• 
RipoKenusUam;;; 

Rockland 

Rmnford 

The  t'oiks 

Upper  Uaui 

Vanceboro  

WinslowttS 

Woodlands 

For  State     ■-- 


Penobscot  -  ■ 
ihincocU  ■-•- 
Somerset  --  - 
Aroostook  •  ■ 
Washington 
Kennebec  •• 
Hancofk  — 
l--n.nklui 


Ctnnberland. 
Aroostook  -■  - 
I'i.scaliiunis... 


Bcthlelii^ni  ....-••■ 

Concord    ..•■- 

Dixvillu^otch  .... 

Dnrlr.nn    

ErrolS    ■  ■  •  •■■• 

First  Conn.  Lakett 

Fituwilliaiu* 

Franklin 

GlenclilY   

Hampton 

Hanover  S 

Hill-.boro 

Keenemear)  S  •-•■ 

Lakeporl 

Lincoln- ■■   ...-■--- 

Manchester 

Milan     ---■ 

Nashua  S--.. ..---- 
New  Dni-hamU  ••■ 
Newport  .....-.-■• 
North  ,-;tr;itfovd... 
PinklnuuNot.'hlt.- 
Ply"i""(l--  ; 

West  Sl'uarlsiowii 
Woliboro  Falls---- 

York  ;v.nd     

For  State     •  •  -  ■ 


Mt.  Washington  : 


Bellous  Falls---. 

Bennington 

Bloomtieldtl  ---- 
Brattleboro§  ---- 

Burlington 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com. 

East  Bariiet 

East  Ryegiite--.. 
Enosbnrg  Falls- - 

Gilman 

MaysMilUt 


Orleans  — 
Caledonia  - 
Ciiit'donia  . 


Nev,-fa 

Newport  

North  field 

Readsbnro 

Rochester 

Rntland 

8t.  Albans  (near 
St.  Johnsbnry..- 
Searsbnrg  Mt--- 
Searsbnrg  Sta-*t 

Somersettt 

VernonttS 

West  Burke 


-'ton- 


Rntland 

Franklin..--. 
Caledonia. .- 
Bennington 
Rfnnington 
Windham -.- 
Windham--. 
Caledonia. .. 


880 
2, 000 

500 


2,  Rf.0 
1.660 
2.080 


+  3.5 
+  '6.4 


—0.81 
-O.SO 
-2. 29 
-0.7a 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Waiter  Tlmrston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Sanuiel  1).  Sonle 
U.  S.  Weather  Bureau 

C.  C  l".  &  L.  Co, 
William  H.  Cumming 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  ICIectric  Co. 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Grwit  Northern  Paper  Co. 
Win  field  Heath 
N.  W.  Roberts 
C.  L.  Chiidbourne 
Thomas  W.Clark 
Univ.  of  Maine 
U.S   Weather  Bureau 
Me.  lOxperiment  Station 
Great  Northern  Paper  Co. 
George  J.  Cumming 
CInirles  A.  Mixer 
Ruth  Durgin 
Union  Water  I'ower  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Edward  Fenn 
George  K-  Tucker 
U.S.  Weatlier  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  I'owerCJc 
Conn    Valley  Lumber  Co. 
Walter  E.  Bolles 
F.  J.Southmayd 
State  Sanatorium 


N.  11    K.'search  Forest. 
Robert  I'.  Hay  ward 
Fred  Wiggiji 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  (;o. 
Pcnnichuck  Water  Work 

E.  I 
H. 

F.  . 
J.  B.Dodge 

Mrs.  Battle  G.  Trow 
Claude  Baker 
Keimeth  Berry 
U-  S.  Bureau  of  Fislieri( 


ird 


B.  F.  Hydro-Electric  CO. 
Everett  Orchards 
George  L-  Cooper 
RayTnond  L.  Brown 
U  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mi  s  E.  M.  Dustiu 
N.  E.  Power  Co. 
J.  F.  Devins  lit 
L.  n .  Pomeroy 
Gilinan  Paper  Co. 
Fred  Mav  t+1 
Mrs.  John  .T.  Gerety 
Uev.  A.  B.  Crichton 
U.  S.  Weatlier  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
George  S,  Rand 
Fairbanks  Museum 
George  Briggstif 
N.  E.  Power  Co. 
L.  L.  Leomird 
Conn.,  River  Power  Co. 
Gilman  W.  Ford  ttt 


See  page2S  for  explanation  of  reference  marks. 
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ClimatolORical  Data  for  May,  1939 


Temperature,  in  degrees  Fahi 


S-H 


rrecipitatioii,  in  inches 


Vermont  Cont'd 

West  Hartford 

Wliite  Kiver  Jc- 

Whitinghaia 

Wilder. 

Wilmington 

Woodstock 

For  State     .  •  ■ 


MastachuKlts 


Adams 

AmhersH 

Ashlaiiiilt   

Beech  wood  *... 
BlueHilim..-- 

Boston 

Boylston 

Brockton!   

Chester* 

Chesterfleld*.... 
Cliestmit  111115.. 

Clintons 

CoiicordJ 

Kast  Wareham  ■ 
Egremonttt* — 

Fall  River 

Falmouthit*---- 

FltchburgS 

Framingham  §  ■ 

Franklin* 

Gardner* 

QloucesterS     ■■• 

Qreeutield 

Groton  • 

Hardwick* 

HaverhillS 

Heath* 

Holyoke 

HoosBC  Tunnel  ■ 
Hublmrdston*-- 

Hyannis 

Ipsnioh*...... 

Jellerson 

Lake  CocliituateUS 

Lawrences 

LoKell§ 

Mansfield*. 

Middlehoro* • 

Middlelon  

Milford* 

Millbury 

MontaKue  City... 

Nantucket  

New  Bedford 

Norlhbridge* 

Otis* 

Pembroke* 

Peru* 

Petersham 

Pittslield. 

Plainfield* 

Plymouth 

Princeton 

Provincetown  — 

Rockport 

Blielburne  Falls  . 

Soutlibridge* 

Spot  Pond  

Springtield 

Sterling 

Stookbridge 

Swampscott 

Tanntoni 

Turners  Falls 

Ware  • 

Webster* 

WestfieldS* 

Weston! 

West  Rutland..  . 
WilliamstownS  ••• 
Wlnchendou*  .... 

Worcester{  a  )§ 

For  State  


Windsor.. 
Windsor . . 
Windham 
Windsor.. 
W'indbara 
Windsor . . 


Rhofle  Hand 


Block  Island  •■ 

Kingston  

Portsmouth  ■ . 

Providence  • . . 

For  State- 


Baltic 

Barkhamst'^ad 
Bridge  ports... 
BDrlingtoD 


Berkshire  .. 
Hampshire  • 
Middlesex  .. 
Norfolk  .... 
do  .... 

Suffolk 

Worcester  . . 
Plymouth  .. 
^ampden  • . 
Hampshire . 

Suffolk 

Worcester  .• 
Middlesex  .. 
Plymouth  .. 
Berkshire.  .• 

Bristol 

Barnstable- ■ 
Worcester  . . 
Middlesex  . . 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  .... 
Middlesex  .  - 
Worcester  . . 

Essex 

Franklin 

Hampden  .. 
Berkshire  . . 
Worcester  . .  • 
Barnstable... 

Essex 

Worcester  • .  • 
Middlesex  •• 

Essex 

Middlesex  ... 

Bristol 

I'lymouth  . . . 

Essex 

Worcester  . 
Worcester  . . . 
Franklin  .... 
Nantncket..  ■ 

Bristol 

Worcester  . . . 
Berkshiro  .. . 
Plymouth  .-  - 
Berkshire  -  - . 
Worcester  •  •  - 
Berkshire  .- . 
Hampshire- . 
Plymouth  • . . 
Worcester  -  ■ . 
Barnstable... 

Essex  

Franklin  — 
Worcester  . . . 
Middlesex  ... 
Hampden  .. . 
Worcester  . . 
Berkshire.... 

Essex   

Bristol 

Franklin  ... 
Hampshire . . 
Worc>-9ter... 
Hampden  .. . 
Middlesex  .- 
Worcester  - .  ■ 
Berkshire  ■ . . 
Worcester  .  • 
Worcester  .  • . 


Newport 

Washington 
Newport... 
Providence 


New  London 
Lircbfield  ... 

Fairfield 

Hartford 


9-20 
1.037 
1,650 


+  3.3 


It     37 

ie'    50 


-0. 02 
-2.05 
-2.89 
-1.06 
-2.50 
-0.81 
-2. 65 
-0.74 
-2.44 
-2.00 


Evil  K.  Donblcday 
N.  E.  Power  Co. 
E.  T.  Sul.ton  lit 
Olcoll  FalI,<Co. 
Waller  Ailams  III 
Williams.  Katon 


Mass.  Ajrr.  Exp.  Sta. 
Met.  Water  Works 
State  Uept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  LoriiiK  II.  Keed 
City  ICnKineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Mot.  Water  Works 
Fred  A.  Tower 
Jo.seph  L.  Kelley 
State  Dept.  Public  Health 
Kiohard  C.  Brisham 
State  Uept.  Public  Health 
Herbert  B.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ualph  Jl.  Barker 
Bureau  of  Entomology 
State  Dept  Public  Health 

State  Dept.  Public  Health 
City  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.Power  Co. 

State  Dept.  Public  Health 

Sliite  Teacher's  ('ollefie 

.state  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Works 

Essex  Company 

Props.  I.ock.s  i^:  (Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  It.  Iloelzel 

State  Dept.  Public  Health 

N.  E-  Power  Co. 

Charlotte  A   Braun 

U.  S.  Weather  Bureau 

Citv  Eiiftineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waler  Works 

Comr.  (if  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Works 

Irvinj;  H.  McN.iyr 

U.  S.  C.  G.  Station 

N.  E.  Power  Co. 

State  Dept.  Publir;  Health 

Mel.  Waier  Work« 

U.  8.  Armory 

Met.  Water  Works 

Nc'Sbit  II.  BnnKS 

Weslon  K.  Lewis 

Water  Works 

Turners  Falls  P.  A.  B.  Co. 

State  Dept.  Public  Health 

State  De|it.  Public  Health 

State  Dept.  Public  Health 

Weston  Col  I  ego 

Met  W'ater  Works 

Williams  College 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Asr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic. 
Water  Bureau,  Hartford 


See  page  28  for  explanation  of  reference  marks. 
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Olimatoloirical  Data  for  May,  1939 


Temparature,  iu degrees  Fahrenheit 


Procipitatioii.  in  inches 


Connecticut  Cont'd 

Cololiester 

CoUinsville 

Cream  HilUt 

Danbury 

Kast  Ilartland  — 

Falls  VillaKe§ 

Hartford 

l,aUi'  KonoraoctJ- 

Mt.  Oarmel 

New  Haven 

New  London  

Norwalk  

I'utnain  

Salisbury 

StorrsS 

Waterbiiry  

West  HcTiland.... 
For  State  ■•   •• 


New  London. 
Hartford  •  ■  ■ 
Litchfield  ••■ 

Kairliold 

Hartford 

Litchfield  •■. 
Hartford  •  •  ■ . 
NewLoiidon. 
New  Haven  . 


do 


idon. 


New  I 

Fairlield.... 
Wiiidluira. . . 
Litchfield  .. 
Tolla.id  .... 
New  Haven 
Han  lord  . .. 


+  2.1 

+  1.6 

+  0.5 

+  1.9 
+  3.4 

+  'i.'6 


-2.  3G 

-1.77 

-3. 17 
-1.90 
-2. 64 

-l.»2 

-2.65 
-2. 38 
-2.54 

... 

0 

17 

11 

s. 

0.C5 

0 

20 

5 

6 

O.Vl 

0 

11 

10 

10 

nw. 

Ott(i 

0 

9 

18 

0.51 
0.99 

0 
0 

18 

7 

fi 

0.40 

0 

ft 

14 

12 

0.60 
0.58 

0 
0 

12 

13 

fi 

0.36 

0 

17 

8 

0  52 

0 

11 

10 

10 

se 

0..53 

0 

?■> 

r, 

4 

se. 

0.34 

0 

1 

23 

7 

0.43 

0 

27 

4 

n 

nw. 

0  34 

(> 

13 

2 

ifi 

nw. 

0.37 

0 

18 

9 

4 

0.55 
0.99 

0 
0 

14 

10 

7 

s. 

Stedman  Storrs 

Edwin  R.  Wilder 

C.L.Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water Workt 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Corastock 

Civil  Aeronautics  Auth. 

P.  Hurliman 

Asr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Keference Marks  Used  on  Page 


27.  and  28. 


The  departiire.s  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  tlie  period  of  record  are  used.  Reference  letters.  a,b,c,  appearing  in  the  table  indicate  number  of  days  missinjj ;  for  example,  b  represents  two  days,  etc.        f  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ft!  Observer  for  New  England  Power  Co.      'V.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

s  fallows:  Maine— Aziscolios  Dam.  Wilson  Mills;  Brassua  Dam,  Hockwood ;  Hirain,  West  Baldwin;  Ripogenus  Dam, 
—First  Conn.  Lake.  Pittsburg;  New  Durham,  Alton;  Pinkbam  Notch,  Gorham;  York  Pond,  Berlin;- Vermont— Kloom- 

"' "  "         '  "         '""     ■  ~  -  Falls,  Mass.; 

Connecticut— Creami 


-New  Hanips 


tJ  Post-otlice  addresses  or 

Millinocket;   Winslow,  Watervi 

n^ld.  North  Stratford,  N.  ir;G( 

Massachusetts-  Ashland,  Fr,i 

Hill,   West  Cornwall ;  r«ilce  Konomoc,  New  London. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health 


all,  Middlehiiry;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington:  Somerset,  Wilmington;  Vernon,  Shel'b 
ngham;  lihie  Hill,  Milton;  Kgremont,  South   ICgremont;  Falmouth,  Ilatchville;  Lake  Cocliituate,  Framingham;  — C< 


ngha 
Not  Included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Patre  29 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  < 
observations.         *■•  Regular  Weather  Bureau  station ;  precipitation  is  for  tlie  24  hour  period,  midnight  to  midnight.         «*  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pa&f 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  l^he  preceding  day,  on  wlii 


i  t  almost  always  occurs. 


PKK.SSUHI5.  WIND.  HUMIDITY,  AND  SUNSHINK 


Amheret  — 
Block  Island 
Blue  Hill.... 

Boston   

Burlington  . 
Concord  — 
Eastport  — 
Greenville.. 
Hanover... 
Hartford  . . . 
Nantucket 
New  Haven. 
Northfield  .. 
Portland  — 
Providonon  . 


Atmospheric  Pressure 
(rednced  to  sea  level) 


29.96 
29. 96 

29.  96 
29.  95 


29.94 
30 

29.  96 
29.  96 
29.  97 
29.  97 


30.30 
30.  ,30 
30.30 
30  31 
30.  30 
30.34 
30.  38 
30  38 
:^0.  30 


29.43 
29.  47 
29.51 
29.42 
29.29 
29.  46 
29.  -iS 
29.34 
29.38 


29. 


Relative 
Humidity 


[ay.   1939 
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Daily    Precipitation  for   May.    1939 

Stations 

Drainnge  basin 

Day  of  month 

_ 

I 

2|3|     .|     5 

6 

7  1    8 

9  1  10  1   .1 

12 

13  1  14 

15 

16 

17 

18 

19  j  20  1  21  1  22 

23 

|24 

25 

26  1  27 

28 

29|S0 

31 

H 

M.niic 

astforl"*  

llsNvorlh 

^UstiS  

aruiiiiBtuii .     ... 

Coast T. 

j  ....do 1... 

Kennebec 1.... 

...do 1.... 

!!!!!!!!! 

J 

.06 
.10 

.13;.... 

.14 
.2(j 

■.'6a 
't". 
't. 

A. 

■f. 

■'l'.' 

.03 
.12 
.02 

.01 
't. 

T. 

'T. 

■.'62 

••i4 

■r 

'.'67 
■."64 

'.'6i 
'.'oi 

'■V.' 
.06 

'.'62 

.16 
.44 
.42 
.67 

.44 
■I 

"!62 
.03 

.16 

.31 

.40 

.27 
.34 

.75 
.35 

.IC 
.Ot 

!!!! 

.03 

.01 
T 

'!6i 

.02 

'.'63 

.04 

'.'ie 
'!6i 

.15 
.18 

.03 

.06 
.30 
.03 

.4; 
.21 

■.■63 

■!64 

■!4S 

■.■64 

2  04 

.15 

.09 

'.04 
.61 

,03 

'.'73 
■."22 

.03 

'.'oi 

.05 

■.'is 
•'i^• 

2  16 

:::: 

.01 

St.  John 

'Kennebec 

....do 

St  Julin 

.08 
.0! 
.23 
■1-. 
.03 
.0 

1.19 
'f. 

■.'29 

:^^^tue:::::::: 

lOUUOll    

Mki.mu 

*wUtoii 

Kth  Briagtoii . . 

Kque  Isle ""!".". 
wemisDain.. 

ford 

Forki  

&.^  .::: 

ni-  Hwnvfl'ire 

.01 
.01 

'!05 

.061  .64 
.67  1.06 
63l     6t 

0.83 
2.99 
1.99 
2.68 
0.87 
1.58 
1.40 
1.50 
1.48 
2.10 
1.52 
1.92 
2.04 
1.36 
2.01 
1.36 
1.68 

2.00 
1.98 
1.76 

Kennebec 

,  Aiidrosiogirin    ... 
,  Keiniebec- 

■f.' 

!!!! 

•t. 

T. 

.04 

■'iV 

.03 

.05 

.•25 
.02 

T. 

.12 

.02 

'f. 

T. 

■'!•■.■ 

■!6i 

.04 

.25 
.6^ 

!l2 
.17 

1.03 
.22 

1.36 

'.'65 

'.'46 
.13 

.13 
65 

1.35    . 
.01   T. 
.31    .46 

do 

■ 

.!.!-  - 

.34 

.05 

'.'2 

"6-2 
.04 

■r 
'.'oi 

.15 

■v.' 
'.'oi 

'.'is 

.0: 

.IS 
.01 

.26 

.65, 
.61 
.08 
.41 

.0- 

.(H 
.2 
.81 
.54 

!^6!. 
.14 

.02 
.oa 
.02 

't. 

T. 

'!66 
'.'i2 

.02 
■t 

1  -r 

Penobscot   

ICoa.st 

.1 

.a 

■f.' 

"f." 

.26 

'."io 

■■.S7 

■!62 

T.' 
.01 

.03 
T. 

■.'62 

r 

.03 
.01 

f. 

't. 

.11 
T. 

.12 
■.■67 

.13 

.03 
.01 

.01 

't. 

'.'61 
.OS 

■'!•■. 

.20 
.03 
.62 
.52 
.02 
.39 
.61 
.84 

.10 
.64 
.5b 

.u 

.2- 

.44 
.bt 
.'/■- 
.•2c 

.&2 
.0-2 
.03 
.6J 
.Ot 

".2- 

.0- 

•/«|-- 

.04 
.02 
.06 
.12 

■•i'." 

'tV 

'^^'•r^':!!!!.:- 

St  Croix  

Androscoggin 

Merriuiac 

Coast       

I'orinecticut 

.12 

!■■■■ 

r. 

.'64 

■■'r. 

't. 
r. 

•r. 
.01 

•r.' 
"t." 

.07 

T. 
T. 

'i''. 

.06 
T 

Ci)n\           

["'"un.Uake! 
Jklin 

S":"::: 

yeriitoiU 
aintki.l 

".'ii 

.16 

.59 

'.'35 

■.'55 

14 

.12 

■v.' 

.... 

T. 

T. 

'.'62 

.18 
.02 
.02 

.06 

.11 

.14 
.20 

.09 

■!62 

.04 
.61 
.93 
.19 
.27 
.4b 

i: 

1.42 

.05    .01 
.11    .01 

■r.  1  .ch 

.48 
.09 
.26 

.01 

.08 
.3b 
.35 

1.71 
1.79 
1.44 
2.24 
2.05 
1.66 
2.44 
1.76 

Connecticut ;.... 

do                        I-   .. 

.01 

■.■34 
.01 

Merrimnc 

....do 

do 

".oi 

T. 

.16 

"'.OS 

.14 

.... 

ni 

.93 

Connecticut 

.Mi-rriniac 

•:63 

■■r.' 

.25 

■f.^ 

.Ob 
T. 

■''r'. 

r.' 

.(fi 

.92 
T. 

.10 
T. 

.44 
T. 

.... 

:,•  Kalis!!; 

:\    .\i"i-;!!! 

..     do 

Chaniplain    

Connecticut 

.  do 

Champlitin 

.do 

St.  L'wrence 

Champlain  

...do 

.  do    

Coinif'iticut 

...do 

...  do. 

....do 

.... 
.!!! 

v.' 

... 

■'i'. 

■.'62 
.01 

T. 

■."69 
'.'67 

.... 

■f. 

■v. 

'.24 

•.•64 
"12 

■!ii 
■.'65 

.06 

i 

■t 

".03 
.23 

.12 

:'i4 
.10 

■.'is 

T. 

T. 
.40 

■.'15 
.51 

■\'.' 
.02 

t: 

.03 

■'oi 
'!6i 

.03 
.04 

!!!! 

■f  ■ 

■.'os 
■t. 

■.■65 
.01 
.02 
.12 

1 

■!i4 

'I' 

.0 

■f.' 
.01 

.14 

■.'is 

■'!-'.■ 

'.'67 

.01 

.01 

.07 
.05 
.13 
.00 
.14 
.02 
.20 
.10 

'.■io 

.08 
.06 

r 

'1'. 
.56 
.46 
1.3( 
1.00 
.3b 
.51 
.77 
.58 

l.'6:J 
.01 
.08 
.86 

.46 
.09 
.55 
.  29 
.67 
.75 
.02 
.5:-! 
.73 
.26 

.14 
.65 

■!65 

.65 
.07 

■!6i 

.23 
.65 
.06 

.06 

■r. 

.19 
.04 
.04 
T. 
.43 
.15 
.54 

.64 

■.■92 
.37 
.80 

'.■46 

'.'28 
.42 
.05 
.28 

.61 

't.' 

.02 

.02 
.47 
.30 

L58 
.80 
.20 
.20 
.65 

■.'i4 

.07 
.25 

1.40 
.91 
.43 
.78 

.77 
.89 

.24 
.61 
.04 

'.'62 
.6" 
.40 
T. 
.24 

.48 
.35 
.20 

.'63 
.09 

■.'46 
.51 

T. 
T. 
.... 

't. 

'.'63 

1.17 
3.38 
2  16 
2.  32 
3.64 
2.96 
1.77 
2.52 
2.47 

"2.' 81 

If. 
2.16 

2.15 
1.29 
1.29 
1.24 

2!  21 
2.26 
0.94 
1.55 
1.05 
1.69 
1.40 
1.13 

-  ^uearj. 

■.;iry 

't". 

l;^«» 

.■:  ■^■rhuaseUs 

.06 

.04 
.05 

■.li 

'.'37 

.... 
'1'. 

!!!! 

'.■71 

.22 

Coast 

...do 

T. 

.06 
.02 

r. 

r 
.01 

t'. 
r. 

■'i'.' 

;.,  ■ 

.  V.i 

tV 

T. 

T.  ! 

►-111**. 

■.'06 
.46 

■f.- 

.Merriniac 

...do 

Coast 

'.'62 

.01 
T. 
.55 

T. 

T. 
.02 

!?? 

.05 

iuun".. 

.02 

.03 
.36 

.09 
.02 

'.'.'.'. 

.01 

T. 

T. 

T. 

.10 

•• 

...do 

.... 

■I. 

.04 

.66 
.79 
.21 

.17 

.82 
.59 

2!  06 

ira 

do 

T 

.01 
T 

T. 

T. 

■r. 

'i?' 

T. 

■Y.' 

.14 
.85 

T. 

.02 
.22 
.32 

.01 
.03 
.04 

-» 

T. 

T. 

't'.' 
.11 

T. 

•  • 

Connecticut 

T. 

04 

.02 
T. 
T. 

.27 
.90 
.51 
.09 
.19 
.32 
.14 
.58 
.29 

!40 
.30 

!20 
.37 
.72 

.02 
.02 
.11 

.16 

.05 
.03 

'.09 
.10 
.14 
.16 

.70 

'.'is 
■.■i7 

.09 

1.56 
2.96 
1.25 
2.38 
1.49 
1.36 
0  68 

.01 
.10 
.02 

T. 
.40 
.01 
.02 
.27 
.12 

■,-|.-- 

....j 

.01 

T. 

.... 

.30 

do 

■r. 

T. 

T. 

.03 
T. 

.65 
.34 
T. 
T. 

T 

i'<i* 

Coast 

.57 
.04 

T. 

T. 

.02 

!07 
.02 

!66 

T. 

.02 

'.'03 

.12 
.00 

llord   .... 

....do 

Connecticut 

Honsa  tonic 

0.95 
1.37 
1.77 
2.67 

:■• 

.01 

■s 

.10 

■'i'.' 

.18 
.20 

.33 

.48 

T. 

T. 
T. 

T. 

'.'62 
T 
T. 

!6i 

T. 
■J- 

T.' 

T. 

.03 
.56 

'.'ie 
1'. 

.40 
.33 
.13 
.43 

■r. 
.11 

.28 
.25 

.08 

T°^ 
.27 
.27 
.20 
.07 
.03 
.02 
.12 

.43 
.85 

■!l6 

■•j'" 

T. 

'.■37 
.13 
.03 

.67 
.40 

.42 
.80 

T.' 
T. 

!71 
.51 
.35 
T. 

'.'66 
¥^" 

.06 

.26 
'.'64 
■.'67 

■■"do 

■.'63 

.e".'!!!! 
1  

Thames 

0.77 
0.72 
1.06 
1.48 

Coast         "   

.07 

.01 

f.- 

T. 

.18 

: 

.11 

.13 
.20 

t" 

T. 

T 

T. 
T. 

.02 

Connecticut 

Hudson 

T. 

.10 

■.'is 

T. 

.19 
.06 

.15 
.52 
.22 

.10 

T. 
.03 

T. 

.01 
T. 

'.'66 

.21 

■.'io 
.01 

.06 
.01 

.48 
.68 

Blackstone 

Coast 

T. 

.02 
.01 
T. 

T. 

T. 

.01 
f.' 

T. 

T. 

i'.' 

T. 

■!i9 

.14 

.17 

'.'65 

T. 

1.78 
0  90 

■■id*"... 

.02 

T. 
T. 

.01 

.01 
.02 

,,liii 

....do 

....do 

Coast 

.oi 

0.67 
0  57 

icul 

2  13 

11 

.01 

T 

T. 

T. 

.84 

.03 

•  .nd". .. 

....do 

Coast 

T. 
T. 
T. 

T. 
T. 
T. 

f.' 

f.- 

.10 
.36 
.04 
.32 

.08 
.15 

r.' 
.'io 

T. 
T. 
.01 

'.'23 

.02 
T. 

.13 
.17 
.34 
.53 

.07 

!21 

T. 
T. 

.52 

T. 
T. 
T. 

T. 

.09 
.08 
.02 

T. 

0.96 
1  04 

]')n 

....do 

do. 

1.05 

1  04 

■  mini 

.17 
.19 
.37 

T. 

r. 

.34 

.05 
.22 
.09 

1 

1  03 

Willimantic 

tv 

.321 

.02 

See  page  2S  for  explanation  of  reference  marks. 
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CLIMATOI.OGICAL  DATA:  NEW  ENGLAND  SECTION 


May.   1^^ 


Daily  Temperatures  tor  May 

1939 

Day 

of  Montli 

station 

iMee 

^ 

J_ 

3 

4 

5 

6 

8 

9 

10 

12 

_ii 

^ 

15 

Zl 

'" 

18 

19 

2^ 

21 

22 

23 

^ 

^ 

26 

JL. 

28 

^ 

30 

31 

,Vabie 

Bar  Hiulior  (near) 

\  Maximum .  .. 

53 

54 

52 

52 

57 

69 

63 

52 

65 

76 

77 

73 

61 

49 

58 

,59 

58 

55 

57 

72 

73 

64 

52 

65 

76 

77 

58 

75 

72 

57 

ti'i   (■■'  L 

(  Minimum.... 

32 

35 

37 

36 

38 

40 

4t 

43 

42 

49 

49 

43 

32 

38 

37 

35 

35 

39 

35 

45 

47 

42 

42 

42 

48 

46 

38 

44 

.50 

46 

52   4ij 

Kastport  

)  Maximum... 

4b 

50 

51 

42 

52 

52 

43 

68 

72 

70 

57 

48 

51 

58 

52 

48 

52 

57 

67 

56 

54 

51 

65 

73 

57 

50 

75 

61 

63 

67  56| 

(Minimum.... 

34 

32 

35 

37 

37 

36 

4(: 

39 

39 

41 

43 

40 

34 

37 

3b 

37 

38 

40 

38 

46 

41 

39 

41 

45 

45 

39 

38 

44 

44 

42 

52!  39.1 

Fort  Kent 

S  Maximum.  •• 

51 

5( 

60 

65 

64 

65 

60 

69 

80 

78 

75 

58 

57 

65 

67 

68 

70 

69 

51 

56 

65 

71 

68 

73 

72 

65 

66 

61 

69 

661  65.1 

i  Minimum.... 

3-2 

30 

24 

25 

35 

32 

39 

37 

44 

49 

42 

31 

25 

30 

28 

29 

37 

34 

2b 

28 

29 

37 

35 

46 

43 

28 

27 

47 

4C 

48 

43i  34.1 

j  Maximum. •• 

47 

.50 

5b 

63 

64 

64 

71 

75 

77 

66 

48 

63 

74 

67 

68 

,59 

58 

67 

56 

56 

72 

72 

72 

70 

71 

63 

75 

71 

64 

)  Minimum... 

28 

23 

23 

24 

31 

40 

40 

49 

36 

37 

21 

29 

28 

26 

29 

31 

31 

32 

43 

46 

44 

33 

30 

49 

47 

50 

48 

35. 

. 

)  Maximum  ... 

50 

51 

65 

60 

55 

65 

60 

69 

78 

7b 

72 

58 

60 

64 

67 

67 

62 

52 

62 

64 

69 

69 

68 

70 

74 

72 

70 

66 

61 

67 

63 

64. 

i  Minimum.... 

■2j 

28 

25 

29 

25 

35 

44 

37 

44 

38 

37 

28 

23 

30 

30 

28 

35 

m 

32 

33 

29 

42 

35 

34 

32 

48 

47 

48 

47 

34. 

Lewistoii 

)  Maximum  ... 

.5b 

62 

59 

57 

67 

62 

72 

78 

70 

58 

59 

63 

60 

62 

64 

58 
44 

66 

71 

56 

50 

54 

72 

80 

71 

65 

83 

65 

82 

70 

64. 

}  Mininunn.... 

35 

31 

31 

38 

40 

34 

43 

40 

43 

54 

45 

38 

32 

36 

m 

31 

34 

37 

44 

49 

46 

45 

44 

48 

44 

38 

56 

50 

60 

50 

41. 

MilUnocUot 

)  Maxinunn..- 

5( 

55 

63 

60 

59 

64 

66 

72 

78 

76 

63 

60 

66 

68 

68 

70 

70 

55 
26 

66 

70 

72 

58 

76 

78 

75 

73 

75 

64 

70 

67. 

KMinimuMi... 

27 

27 

24 

26 

34 

35 

44 

41 

44 

52 

41 

35 

28 

31 

29 

27 

30 

35 

42 

31 

36 

44 

43 

49 

38 

31 

49 

49 

48 

4'J 

36. 

Oldtouii  

S  Maximum.  .. 

54 

54 
31 

60 
31 

58 

57 

64 

65 

64 

71 

52 

If 

66 

60 
31 

64 

65 

66 

67 

64 

61 

69 

67 

64 

55 

73 

77 

76 

70 

78 

76 

65 

69 

66- 

>  Minimum-..- 

34 

33 

36 

45 

42 

44 

4b 

41 

40 

35 

34 

35 

39 

37 

46 

40 

38 

45 

45 

49 

46 

38 

49 

54 

51 

64 

41 

Porllaiid  

S  Maxinunn  -.- 

52 

54 

55 

50 

53 

60 

61 

60 

63 

73 

73 

61 

55 

60 

56 

55 

55 

60 

62 

68 

56 

48 

49 

61 

64 

68 

86 

70 

82 

73 

61. 

)  Minimum-... 

38 

36 

42 

44 

43 

45 

44 

44 

51 

53 

42 

38 

41 

40 

37 

46 

45 

49 

47 

46 

45 

44 

51 

47 

44 

60 

.50 

60 

57 

45. 

Riimfuvii  

j  .Maximum  .-■ 

55 
32 

55 
28 

28 

62 
30 

59 
41 

71 
40 

70 
4H 

I^ 

77 
42 

78 
53 

69 

54 

62 

?? 

02 

63 

7C 

56 
39 

56 
30 

69 
49 

60 
45 

SO 

54 

75 
45 

79 

74 
37 

73 

86 
.  55 

65 

83 

73 

66. 

)  Mininunn- .. 

44 

34 

2b 

31 

31 

28 

31 

45 

45 

48 

35 

63 

63 

47 

39. 

\  Maximum.. - 

5b 

58 

64 

64 

58 

67 

70 

75 

80 

70 

62 

66 

66 

70 

6* 

58 

70 

62 

74 

55 

77 

83 

82 

73 

87 

85 

79 

75  "og.i 

Wiuslow  

(  Minimum. -.- 

32 

33 

27 

32 

31 

32 

42 

40 

41 

42 

41 

26 

32 

29 

28 

31 

40 

35 

44 

45 

44 

44 

41 

44 

37 

33 

60 

52 

45 

54 

"38. 

New  llainp 

hire 

\  Ma.\imuni.-- 

53 

5.' 

61 

62 

49 

69 

75 

SO 

78 

78 

64 

51 

58 

62 

62 

63 

70 

52 

48 

66 

63 

,'■.4 

56 

76 

76 

78 

78 

81 

67 

79 

6.=. 

65. 

Berlin  II 

1  Mininunn--. - 

23 

25 

25 

27 

41 

33 

44 

40 

42 

52 

41 

39 

24 

28 

28 

27 

•SO 

34 

2'i 

43 

43 

47 

44 

44 

41 

33 

34 

60 

52 

51 

38. 

Uhi.^inum,.-- 

.5.S 

61 

5; 

63 

65 

77 

78 

76 

09 

81 

72 

60 

57 

63 

61 

60 

60 

St 

73 

58 

51 

56 

73 

84 

75 

83 

86 

81 

83 

83 

69. 

CoiicDi-a 

i  Mininunn.... 

:-':> 

31 

12 

43 

34 

46 

41 

54 

58 

50 

42 

32 

33 

33 

29 

30 

39 

39 

49 

50 

48 

45 

45 

46 

47 

45 

69 

55 

55 

62 

43. 

jMa.xinnuii--. 

57 

68 

68 

70 

63 

68 

82 

79 

74 

61 

64 

60 

58 

62 

60 

72 

70 

74 

52 

55 

69 

81 

76 

69 

87 

80 

82 

82 

68. 

Durliani 

(  Minimum. -.- 

2.1 

si 

39 

40 

47 

39 

35 

40 

55 

49 

35 

25 

26 

26 

23 

23 

37 

32 

45 

45 

45 

44 

43 

39 

45 

38 

66 

(i2 

49 

61 

39 

Fii-st  Conn.  Lake 

)  Maximum... 

52 

46 

■18 

57 

61 

40 

63 

70 

80 

76 

75 

57 

52 

54 

54 

61 

64 

67 

42 

44 

6iJ 

62 

52 

54 

68 

68 

70 

78 

80 

02 

76 

61. 

*  Minimum.... 

26 

2c 

23 

25 

33 

33 

33 

38 

39 

46 

34 

27 

22 

28 

30 

38 

31 

27 

26 

30 

32 

32 

42 

43 

38 

34 

33 

41 

51 

42 

43 

33. 

(Maximum... 

58 

59 

60 

65 

68 

79 

86 

79 

72 

79 

70 

61 

55 

65 

64 

64 

73 

64 

80 

73 

67 

59 

56 

73 

80 

78 

81 

87 

81 

80 

82 

70. 

K«BiieCnear) 

)  Mininmm.... 

25 

30 

27 

38 

36 

30 

43 

40 

46 

51 

46 

30 

20 

24 

26 

42 

28 

46 

48 

48 

47 

46 

40 

50 

44 

65 

59 

52 

60 

40. 

j  Maxinunn  ... 

57 

60 

64 

65 

63 

77 

78 

78 

70 

SO 

76 

59 

60 

66 

55 

66 

76 

66 

61 

72 

64 

57 

57 

77 

80 

81 

83 

80 

81 

78 

69. 

Plyiiunilli 

25 

26 

20 

29 

37 

37 

39 

35 

43 

50 

40 

39 

22 

25 

25 

22 

25 

36 

26 

49 

44 

44 

44 

43 

44 

48 

37 

61 

55 

52 

60 

37. 

VeniKiii 

)  Maxinunn  ... 

55 

55 

58 

61 

54 

73 

73 

82 

76 

76 

60 

49 

58 

63 

6f 

66 

69 

53 

51 

64 

62 

54 

63 

71 

72 

74 

82 

79 

63 

79 

69 

65. 

Biuliiit-'lon 

1  Mininunn.... 

34 

33 

31 

3.^. 

40 

38 

50 

54 

54 

52 

45 

36 

33 

40 

45 

43 

47 

35 

36 

42 

49 

49 

50 

48 

50 

46 

4'.) 

55 

51 

51 

48 

44. 

Newport  

j  Ma.\inunn-.. 
)  Mininnnn--.. 

50 
33 

52 
32 

54 

30 

59 
32 

51 

44 

66 
35 

68 
43 

78 
50 

72 

75 
51 

60 
49 

54 
37 

58 
31 

60 
38 

63 
40 

% 

70 
44 

60 
34 

50 

62 
41 

60 
48 

55 
47 

61 
49 

70 
45 

71 
49 

73 
42 

79 
43 

84 
67 

67 
54 

78 
50 

73 

64. 
43. 

Maxinunn  ... 

54 

52 

59 

63 

56 

75 

83 

84 

74 

76 
48 

63 

51 

57 

62 

63 

b4 

72 

64 

54 

66 

52 

50 

56 

72 

75 

77 

82 

78 

66 

79 

711 

65. 

Noi-tliliel.l 

28 

28 

24 

26 

28 

31 

46 

48 

48 

43 

29 

26 

29 

30 

30 

37 

32 

30 

38 

46 

47 

47 

45 

44 

37 

42 

63 

49 

48 

42 

38. 

i  Maxinunn .  -. 

61 

56 

62 

65 

61 

77 

86 

86 

78 

77 

72 

60 

67 

65 

67 

68 

73 

63 

70 

63 

56 

65 

72 

77 

82 

85 

79 

76 

76 

75 

70. 

Kntlaa.i  

i  Miniuuim.... 
S  Maxinunn-  .. 

31 

35 

29 

31 

46 

36 

52 

51 

53 

47 

53 

41 

30 

31 

35 

35 

38 

44 

50 

51 

48 

47 

49 

49 

49 

68 

56 

55 

58 

44. 

8t.  Alhaiis 

1  Mininnnn.... 
\  Mi!\inuini.  .• 

.54 

56 

62 

65 

62 

72 

81 

si 

80 

79 

78 

ei 

59 

63 

67 

67 

73 

7i 

52 

68 

65 

59 

74 

76 

79 

si 

8i 

79 

82 

79 

69.' 

St.  JolinslHiiy  

i  Mininunn..-. 

31 

29 

26 

28 

41 

35 

48 

48 

48 

52 

41 

38 

27 

30 

31 

30 

35 

34 

30 

39 

46 

47 

47 

50 

45 

37 

41 

66 

58 

49 

52 

40. 

57 

5b 

61 

68 

62 

78 

87 

80 

76 

78 

74 

78 

67 

70 

67 

71 

72 

72 

65 

71 

66 

53 

66 

77 

75 

79 

82 

87 

81 

80 

78 

Wooilstoclt  

J  Mii'nnnnn-'-l. 

25 

27 

23 

28 

40 

29 

43 

40 

48 

45 

43 

34 

24 

26 

28 

25 

31 

85 

28 

40 

45 

46 

49 

46 

44 

42 

43 

60 

77 

50 

50 

39.' 

J/(i.s«,c-/n',. 

)  Maxinunn  .  - 

5U 

61 

59 

68 

70 

82 

89 

75 

67 

79 

71 

63 

66 

67 

66 

73 

63 

80 

79 

74 

57 

60 

72 

81 

78 

81 

89 

82 

82 

89 

72. 

Aiuli.TSt 

(Mininnnn.... 

31 

36 

38 

43 

51 

41 

55 

45 

57 

51 

.55 

42 

37 

32 

36 

32 

33 

46 

35 

52 

55 

51 

50 

48 

49 

56 

55 

65 

60 

56 

64 

47- 

Maxinunn  .  -- 

55 

53 

50 

51 

71 

62 

68 

65 

63 

76 

76 

65 

51 

59 

52 

55 

63 

76 

66 

60 

51 

51 

58 

76 

64 

78 

90 

86 

84 

82 

64. 

(Mininnnn---. 
)  Maxinunn  -.. 

3'.) 
61 

42 

44 

47 

47 
79 

58 
76 

58 
81 

59 

78 

47 
73 

42 
64 

39 

39 

57 

43 
03 

-18 
64 

47 
73 

51 
76 

51 

77 

48 
75 

47 
58 

47 
02 

60 
81 

51 
70 

50 
76 

65 

88 

55 

88 

54 
83 

59 
86 

48. 
71. 



r-- 

V, 

,,t 

Brix-'ldon 

f  Mininnnn  .. 
S  Maxinunn.  .. 

33 

5,s 

43 
73 

53 

68 

56 
81 

60 
75 

48 
65 

40 
55 

34 
65 

49 
61 

46 
63 

39 

80 

52 

52 
69 

48 
53 

44 
55 

44 
67 

43 

83 

50 
73 

54 
82 

48 
91 

48 
85 

51 
83 

46 
84 

45. 
69. 

60 

66 

(JOMCOlci  

i  Minimum.... 

2S 

;  J 

-J.I 

{■:. 

41 

58 

56 

53 

45 

33 

30 

30 

31 

29 

44 

35 

48 

52 

48 

47 

45 

47 

49 

46 

67 

58 

55 

60 

44. 

)  Maxinunn .  •• 

60 

61 

611 

54 

71 

75 

79 

69 

64 

76 

61 

58 

61 

,58 

56 

58 

63 

66 

69 

70 

58 

57 

61 

63 

70 

68 

75 

81 

79 

83 

65. 

Kasl  W'ai-elianil'  ■ 

1  Minimum.... 

30 

31 

40 

38 

36 

34 

44 

45 

51 

51 

49 

49 

40 

30 

32 

40 

41 

43 

44 

53 

48 

49 

48 

46 

42 

,52 

45 

57 

57 

49 

6" 

44. 

j  Maxinunn  ... 

61 

62 

50 

51 

73 

68 

84 

73 

60 

78 

77 

66 

58 

63 

61 

00 

66 

66 

69 

77 

70 

58 

02 

65 

80 

75 

73 

81 

88 

77 

87 

69. 

Fall  Kiver 

I  Mininnnn 

34 

35 

38 

37 

39 

47 

46 

54 

54 

56 

48 

39 

38 

34 

36 

39 

46 

43 

53 

60 

48 

46 

45 

46 

45 

52 

57 

58 

50 

69 

45. 

\  Maxinunn.  - 

57 

61 

55 

62 

71 

82 

87 

82 

73 

83 

74 

68 

54 

67 

63 

63 

75 

65 

84 

79 

67 

55 

57 

72 

87 

SO 

85 

91 

85 

85 

90 

72. 

Filclibnrg  

i  Minimum.... 

32 

31 

31 

39 

39 

37 

51 

41 

56 

55 

51 

40 

32 

37 

31 

30 

29 

47 

34 

47 

54 

47 

47 

44 

47 

.53 

47 

67 

68 

55 

65 

44. 

I  [Maxinunn  .. 

57 

58 

54 

55 

69 

72 

63 

71 

66 

80 

73 

65 

56 

64 

60 

59 

64 

63 

79 

75 

63 

52 

65 

64 

80 

77 

81 

88 

84 

84 

81 

68. 

Lawrence 

(Minimum.'... 

30 

37 

34 

40 

35 

46 

43 

57 

57 

53 

46 

35 

34 

35 

34 

36 

45 

40 

50 

49 

47 

45 

44 

53 

43 

65 

54 

53 

61 

44. 

j  Maxinunn.  . . 

57 

.57 

40 

43 

64 

61 

72 

60 

60 

70 

63 

57 

50 

54 

52 

48 

50 

57 

63 

65 

60 

60 

52 

52 

62 

66 

65 

63 

70 

02 

80 

69. 

Nanliuket 

i  Mininunn 

40 

3a 

41 

40 

40 

43 

45 

45 

50 

49 

50 

44 

41 

41 

44 

42 

42 

44 

44 

49 

48 

48 

45 

44 

43 

49 

49 

55 

52 

50 

52 

45. 

Maximum.  .. 

60 

58 

60 

67 

67 

82 

88 

79 

71 

77 

70 

60 

53 

64 

68 

73 

64 

78 

78 

79 

64 

60 

76 

79 

79 

78 

82 

78 

86 

71. 

8to('l;briJge  

(  ^Iinimum 

28 

28 

32 

42 

46 

40 

52 

48 

58 

51 

51 

40 

33 

33 

32 

30 

32 

42 

31 

,^2 

56 

53 

51 

48 

45 

53 

52 

68 

60 

50 

63 

45. 

)  Maxinunn.  . . 

55 

55 

58 

63 

83 

S3 

73 

76 

60 

57 

64 

66 

66 

70 

66 

78 

73 

70 

66 

63 

73 

76 

78 

82 

85 

77 

79 

82 

70. 

WilliauLstown 

31 

32 

34 

47 

42 

59 

53 

61 

52 

55 

42 

34 

44 

38 

43 

35 

52 

57 

54 

53 

52 

50 

54 

65 

71 

62 

56 

67 

48. 

I  Maxinunn  .• 

57 

57 

52 

60 

69 

79 

85 

78 

79 

74 

54 

62 

60 

58 

68 

80 

79 

69 

60 

57 

79 

73 

81 

87 

83 

80 

87 

70. 

Worcester 

J  Minimum.'... 

30 

35 

38 

40 

37 

58 

41 

55 

65 

52 

42 

34 

33 

30 

32 

28 

49 

37 

55 

65 

47 

46 

44 

48 

52 

52 

65 

60 

63 

67 

45. 

lihoile  Idi 

ml 

Block  Islaiiii 

j  Maximum... 
(Minimum.... 

57 

59 

48 

51 

64 

57 

78 

60 

56 

70 

73 

60 

50 

55 

52 

54 

62 

61 

4j 

70 

56 

64 
49 

54 

55 

65 
45 

63 
51 

65 
52 

64 
54 

75 
54 

71 
52 

82 

61. 
46. 

41 

40 

40 

41 

41 

44 

46 

46 

50 

49 

50 

49 

4C 

40 

44 

41 

46 

50 

49 

46 

45 

63 

Kingston 

S  Maximum .  .. 
(Mininnnn.... 

58 
30 

61 

o8 
40 

56 
40 

74 

72 
40 

89 
44 

62 

51 

75 
52 

76 
45 

70 
49 

65 
41 

60 
29 

58 
29 

65 
38 

67 
45 

34 

79 
50 

65 

50 

62 
50 

60 

63 

47 

77 
39 

74 
,50 

71 
49 

80 
56 

86 
58 

82 
50 

87 
63 

69. 

44. 

28 

36 

47 

48 

Maximum... 

5'.» 

61 

51 

54 

72 

62 

87 

68 

61 

79 

76 

65 

56 

63 

62 

60 

69 

68 

78 

73 

59 

63 

67 

77 

73 

73 

90 

83 

88 

Proviilence 

i  Minimum.... 

36 

39 

40 

41 

43 

45 

48 

46 

51 

57 

56 

49 

42 

40 

39 

40 

47 

46 

57 

54 

50 

48 

47 

48 

58 

56 

63 

54 

54 

58 

48] 

Cniiiie.clic. 

/( 

j  Maxinunn... 

58 

57 

51 

64 

68 

80 

84 

78 

67 

75 

70 

59 

47 

64 

63 

64 

69 

64 

77 

80 

75 

66 

60 

74 

78 

74 

78 

83 

82 

78 

87 

70. 

Cream  Hill 

!  Minimum.... 

35 

34 

38 

41 

45 

47 

58 

47 

46 

52 

52 

38 

3-; 

33 

38 

35 

35 

45 

40 

60 

57 

51 

49 

46 

47 

55 

63 

64 

62 

53 

63 

46. 

\  Maxinunn... 

5!l 

63 

55 

68 

72 

80 

90 

76 

64 

80 

74 

63 

66 

65 

67 

72 

67 

77 

86 

77 

61 

65 

74 

81 

77 

78 

90 

87 

85 

92 

73. 

Hartford 

)  Minimum.... 

41 

41 

43 

44 

52 

49 

58 

49 

57 

57 

55 

46 

41 

34 

38 

38 

37 

52 

45 

61 

58 

53 

50 

50 

49 

57 

56 

65 

66 

59 

67 

50. 

S  -Maximum... 

60 

60 

55 

65 

75 

71 

89 

67 

59 

78 

77 

64 

51 

61 

59 

57 

64 

67 

68 

85 

68 

60 

59 

66 

74 

66 

71 

89 

88 

85 

86 

69. 

New  Haven 

(Minimum.... 

44 

43 

45 

45 

49 

52 

54 

51 

5-1 

58 

55 

48 

43 

37 

39 

40 

39 

52 

45 

58 

64 

64 

50 

50 

51 

57 

55 

62 

65 

58 

68 

60. 

i  Maximum .  .. 

63 

63 

56 

65 

75 

70 

89 

61 

57 

75 

77 

67 

63 

61 

59 

58 

70 

78 

68 

69 

59 

75 

70 

67 

81 

87 

77 

87 

68. 

New  London  

i  Minimum.... 

3U 

39 

43 

42 

44 

48 

51 

49 

51 

53 

53 

49 

44 

36 

39 

37 

49 

45 

57 

55 

53 

50 

4£ 

48 

54 

54 

60 

64 

57 

64 

48. 

Norwalk 

j  Maximum  ... 

63 
35 

64 
29 

55 
42 

68 
47 

77 
42 

76 
43 

92 
51 

I? 

67 

50 

78 
50 

76 
48 

67 

54 
39 

62 
29 

58 
29 

60 
30 

68 
31 

70 
42 

76 
35 

54 

76 
54 

62 
52 

61 
64 

67 
46 

81 
41 

50 

77 
50 

90 
61 

89 

88 

94 
5| 

72. 
45. 

(  Minimum 

62 

59 

62 

55 

62 

71 

75 

88 

78 

73 

78 

73 

6'. 

55 

64 

62 
28 

32 

71 

64 
43 

75 
35 

5£ 

72 

63 

64 

66 

81 
40 

76 
50 

78 
50 

86 
58 

8( 
50 

65 

71. 
43. 

(Minimum.'.;! 

29 

30 

39 

36 

48 

42 

50 

53 

47 

34 

27 

30 

52 

49 

4b 

44 

See  page  28  for  explanation  of  reference  mar 


W.  B.  Boston-9-15-39-1226. 
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XJ.  S.  DEPARTiMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


NEW    E  WOT- AND    SECTION 


G.  H.  NOTES 


„ 

Pi 

OllTTANCK 

ICK:  5  CKXTS  A  coi'y: 
"ATABI.B  TO  Sl'PEKIN' 

25  CE 

NT.-  A  VKAU:    (NOT  STAMI-9). 

NT  OP  Doct'MKNT?.  Washington 

D 

c. 

V'ni 

LI. 

Boston,   .M 

ASS. 

,  JUNE. 

1'.'39. 

N 

0. 

0. 

GENERAL  SUEIMAKY 

weather  during  June  \vas  typical  of  tlie  early  summer  sea- 
Xew  EngUind.     Temperature  and  precipitation  avtraKcd 

0  monthly  normal  generally  in  all  sections.  The  only 
u'd  period  of  above  normal  warmth  was  from  about  the 
Mrough  the  IGth;  the  longest  period  of  continued  sub- 
!  temperatures  occurred  from  al)out  the  22d  through  the 

Killing  frosts  occurred  in  interior  portions  of  extreme 
in  New  Hampshire  and  ]\Iaine  as  late  as  the  18th  and 

During  the  first  half  of  the  month,  adequate  sunshine 
irmth  greatly  favored  all  out-do'ir  activities;  planting  was 

;<'d  over  the  northern  division  l>y  about  the  10th.  Durii'g 
'  ne  period  of  the  month,  lack  01  suflicient  rain  over  soutli- 

1  coastal  sections  fnrtlier  retarded  tiie  late  growing  season 
-.'  areas.  This  condition,  however,  was  materially  aided 
;ous  sliowers  during  the  latter  half  of  the  month,  and  crop 
1  was  rapidly  recovering  at  the  close.  Tliunderstorms  oc- 
'  with  about  the  usual  frequency  and  destructiveness.  On 
'lole,  the  month  may  be  considered  as  favorable  to  al!  sea- 

.-■::.;  activities.  e.  s. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
106  records,  was  63.9°,  wliicii  is  0.1°  below  the  mean  for  the 
'  1  years.  The  average  temperature  for  the  northern  division 
_M°;  for  the  southern  division,  G5.8°.  The  liigiiest  montht;; 
n  was  70.1"  at  Springfield,  Jlass.;   the  lov.-est  \\^-hf>A°  ^ 
!  port.  Me.     The  iiighest  recorded  was  94°  at  Mancfle^ter, 
and  Springfield,  Mass.  on  the  11th;  the  lowest  was  "iO"*'*^^ 
ille.  Me.  on  the  2d,  and  Baiigor,  Me.  on  the  3d.     The- 
i  monthly  range  was  58°  at  Fort  Kent,  i\[e..  Enosburg 
. ...    ,  Vt.,  and  Somerset,  Vt.;   the  least  v.'a3  32°  at  Nantucket, 
Ma.-s.     The  greatest  daily  range  was  53°  at  Bangor,  i\Ie.  on  the 
3d. 


V.W 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 

186  records,  was  3.31  inches,    which  is  0.14  inch  below  the 

me.in  for  the  past  52  years.     The  average  precipitation  for  the 

'    ni  division  was  3  35  inches;   for  the  soutiicrn  division, 

i''hes.      The  greatest  monthly  amount  reported  was  6.51 

at  Oilman,  Vt.;    the  least  was  1.08  inclies  at  Barkham- 

'  'oim.  Tlie  greatest  amount  in  24  hours  was  2. Go  inches  at 

,!k,  Conn,  on  the  29-30th.     The  average  nnniber  of  days 

»m,  .01  inch  or  more  of  precipitation  was  11,  v.Iiich  is  1  above 

the  mean  for  the  past  52  years. 


WIND,  SUNSHINE,  CI.OUDINS33  AND  HUMIDITY 

Tile  prevailing  direction  of  the  wind,  based  on  117  records, 
was  southwest.  The  avera(j:e  velocity,  based  on  the  records  at 
14  stations,  was  9.0  miles  per  hour,  which  is  0.2  mile  per  hour 
below  the  mean. 

The  .sunshine,  l)ased  on  the  records  at  14  stations,  averaged  64 
percent  of  the  possible  amount,  which  is  5  percent  above  the  mean. 

The  cloudiness  was  at  the  mean.  The  average  for  the  Section, 
based  on  1 25  records,  was  12  clear,  9  partly  cloudy,  and  9  cloudy 
days. 


The  monthly  relative  humidity,  liased  on  the  7:30  a.  m.  and 
7:30  p.  ni.  observations  at  1 1  stations,  was  74  percent,  which  is 
1  percent  below  the  mean. 


DATES  OF  MISOELItANEOUS  PHENOMENA 

.4i(roms.— 1st,  6th,  11th,  1  4-22d,  2Sth. 

Hdlos,  lunar. — 3-4th. 

Hal  on,  solar —Bd,  oth,  12th,  IGth,  21-22d,  29th. 

//((//.  —  (datesand  general  location)— Enosburg  Falls,  Vt.  on 
the  1st  and  18th;  Berlin,  N.  II.  on  the  IGth;  Adams,  xMass.  nv.d 
M'illianistown,  INIass.  on  the  17th. 

Th  anderstorms.—l st,  4-5th ,  8-1 7th ,  20-2 1  st ,  23-2Gt h ,  28-30th . 

Fog,  de use.— i-5th,  9-14th,  16th,  18-21st,  23-30th. 

Frosts.  —  (dates and  general  location) — Killing:  1st,  Gardner, 
Me.  and  Berlin,  N.TL;  2d,  Gardner,  Me.  and  Vanceboro,  Me.; 
3d,  Gardner,  Me.  and  lloulton.  Me.;  7th,  Hanover,  N.  H.; 
18th,  Rumford,  Mc.  and  Berlin,  N.  11.;  lOlh,  Houlton,  Me. 
and  Vanceboro,  ^le. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshiie,  and 
Vermout;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Teuiperature 


I      South 


lS8s'•'c.^^  01.0 

fSflja fi2^7», 

1H95VO...    65!^ 

i89S.r:...,r-/'5.o 

.!S94 ri;M.7 

\m '^iH^ 


1903- • • 
19C-9--- 
1910  •■ 
1911-- 


S9.4 
59.2 
62.0 
6'i.  6 
62.  6 
61.7 
64.2 
63.5 


1922   

1923 

1924  

1925 

1926 

1027 

1928 

1929 

u«n 

19.31 

1932 


19:53...      . 

19:54 

19:15 

19:56 


No.  of  days  (all 
New  KiigUiiid) 


I  3.  78 
4.03  I 
2.1s  I 
2.;50 


29  I  3. 52  I 


0  3.63 
0  I  4  94 
0  I  3.  70 
3.11 
1.711 
2  44 
3.95 


0      13  13 

0        7  I  12 

0      10  l.S 

0      10  :  12 

0  hn  I  9 

0  I  10  1  13 

0  I  13  ;  10 

0    II  12 

0    n  12 


>    ."■, 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June,  198' 


Climatologrical  D>:ta  for  June,   IJ 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  incli 


Bangor 3  

Bar  Harbor  tnear) 
Brassua  DamU  ... 


Ktoi 


Moo-, 
Noitl 

Ol.Uown 

Or., no. 

PorlUuHl 

Piesquc  Isle 

Kiyouc'iuis  OamU§ 

Rockland 

Kuiulonl  

The  K< 


IU> 


•  1)11 


Vanoebo- 

WiiislowJtS  

VVoO'lliUidS 

li'or  Stale      ■■•• 
Nem  IlKiiipdiiie 

Berlin    

Bethleheni  ....•••• 

Concor.i    •■•■. 

Dixvill-' Notch  .... 

Durham    

Errols    

First  (Umn.  LaUett 

Fitzwilliam* 

Fraukliu 

GhniclitI   

Hamilton.  ..• 

Hanover  § 

HiU»boro  

KeeneUiear)  §   

Lakoport 


ster 


itt. 


Noitli  Stratford,. 
PjiikluimiN'otidrlt. 

Plymouth 

SVest  Stewartstow 
Wolfboro  Falls... 

York  fond    

For  Stale     •  • . 


Mt.  Wasliington  t 


CornwiilUI 

Crnftsbury  Com. 
East  liarni-t 


Newport  

North  field 

Reiidsboro 

Roclie-ster 

Rutland 

St.  .\lbans 

St.  Johnsbury.-. . 

Searsburpr  Mt 

Searsburff  Sta.tt. 

Somersettt 

VernontJ§ 

West  Burlie 


Aroostook  . . . 
\\iishiugton  . 
Kennebec  .•■ 

Hancock 

Franklin 

Franklin 

A  roostook  . . 
Aroostook  .. , 


cot . 


A  roostook  . . 
Piscataquis.. 

Knox 

Oxford 

Somerset 

Oxford , 

NV.i^liington 


Merrimiiok.... 

Grafton   .. 

Rockingham .. 

Graf  Ion  

HillKborough 

Cliesliire 

Belknap 

Grafton  

Hillsboro 

Coos 

Ilillst>oro 


SllMlVc, 

Stilliv;i 

Graftoi 

Carroll 
Coos    . 


Orleans 
Caledoii 
Ciiledoii 


dhar 


\Vi 
W\ 

Orleans 

Washinpcton. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin..  •  • 
Caledonia... 
Reunington 
B  iinington 
WindliaTn... 
Windham... 
Caledonia. .. 


01.4     +0.4 


505 

570 

1.484 

391 


2,300 

1,660 

■2.  080 

22P. 


+0.  55 
-0  :2i 
-0.  95 
-1. 07 


-1.61 
-1.60 
+0.16 


+  1.14 
+o!42 


-0.50 
+  1  20 
+  1.83 
-1.50 
-0.91 
+0.43 


-0.04 
+0.24 
-0. 73 
-0  92 
-to.  20 
-0.41 


-0.55 
+0  26 
+  1.0 


+0,40 
+0.'38 


12 

9 

4 

14 

12 

» 

16 

"7 

2 

11 

Civil  Aeronautics  Auth. 
B.  L.  Hadley 
Walter  Thurston 
U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Aiigiista  Water  District. 
Bangor  Hydro  Kle(-trie  C« 
M:s,  Hannah  I.  Hatch 


Stii 


!  Scii 


C  W,  Norsworthy 

W.  B.  (lark 

SiunuelD.Sonle 

U.  S.  Weather  Bureau 

C.  C  P.  A  L.  Co. 

William  II.  Camming 

p.  M.  'I'ripp 

I'nion  Water  Power  Cc 

liangor  Hydro  ICIectricCi 

Great  Northern  I'apcr  C'O 

Union  Water  Pouer 

Gn-at  Northern  Paper  Co 

Winlield  Heath 

N.  W.  Rober  s 


George  J.  Cumming 
Charles  A.  Mixer 
Ruth  Durgiu 
Union  Water  Power 
Guy  W.  Butler 
HoUingsworth  A  Wl 
St-  Croix  Paper  Co. 


N.  II    Researcli  Forest. 
Robert!',  Hayward 
Fred  Wiggin 
F.dward  A.  Can- 
Public  Service  Co. 
Androscoggin  Res.  Co. 
I'ennichnck  Water  Work 
K,  K.Tobey 
H.  P. Shepard 


F.  A, 


ith 


J,  B.  Dodge 

Mrs.  Hattie  G.  Trow      ^ 

Claude  Baker 

Kenneth  Berry 

11.  H.  Hureau  of  Kishen 


B.  K.Hydro-lilectni! 

Ui-ortieii.  (Joor.cr 
Raymond  L.  Brown 
U  S.  Weather  Bureai 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplln 
Sarali  E.  I.ane 
Mi  s  E  M.  Dustiu 
N.  E.  Power  Co. 
J.  F.  Devins  t1t 
I,,  n.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  Jolin  J.  Gerety 
Rev.  A,  B    Cricliton  ,., 
U.  S.  Weather  BtirealJFl 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 


Fairbanks  Museum 
George  BripgstU 
N.  E,  Power  Co. 
L.  L.  Leonard 
Conn,,  River  Power  Oo 
Gilman  W.  Ford  ttf 


.•^ee  page  31  for  explanation  of  reference  i 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatolo^ical  Data  for  June,  1939 


Temperauuo,  in  degrees  Falireniieit 


! 

o  a 

r 


Preci  pi  union,  in  inilies      |     No-  of  dnys 


££ 


Windsor... 
Windsor... 
Windham 
Windsor.. 
Wiiidliaui 
Windsor-. 


Berkshire  .- 
ilampahire  • 
Middlesex -- 
Norfolk  .... 
do  .... 

Sullolk 

Worcester  .  - 
i'lymoutli  .- 
Hunipdeu  •• 
>Ianipsliire . 

SnITolk 

Worcester  .• 
Middlesex  -  ■ 
Plymouth  .- 
Berkshire.. 

Bristol 

Barnstable. 
Worwster  .  - 
Midillesex  -■ 
Norfolk  ..-■ 
WoKvster-. 

Ksse.x 

Krunklin  ... 
Middlesex . . 
Worcester  . . 

Essex 

Krunklin.... 
Humpden  .. 
Berkshire  .. 
Won-Hsler  -. 
M:.:.,M:lble. 


Middlesex-. 

Bristol 

rlymouth  .. 

Essex 

Worcester  ■. 
Worcester  .. 
Franklin  ... 
Nantucket-. 

Bristol 

Worcester  . . 
Berkshire  .. 
PlynionUi  .. 
Berkshire  -- 
Worcester  -  • 
Berkshire  .- 
Hampshire. 
IMyinonth  •. 
Worcester  . . 
Barnstable-. 

ICssox   

Franklin  --. 
Worcester  .. 
Mi.l.Uesex.. 
ihiiiipdeii  -. 
Worcester  -. 
Berkshire. .. 

ICssox   

Bristol 


^kliii 


Hampshire. 
Worc-stf-r .  - 
Hampden  -  - 
Middlesex  -  - 
Worcester  -  - 
Berkshire  ■  - 
Worcester  -- 
Worcester  -  - 


Newport 

WashinBton 
Newport- ■•  • 
Providence 


K!on :  Hartford  . 


139 
18 
970 
190 
50 
402 
172 
2.10 
1,110 
15 
1R5 
325 
950 


920 
1.037 
l.G.iO 


+  0.1 
-  0-f 
+  O.i 


+  0.8 
+  'i.'2 
+  '2.'5 


+  0.1 
-  1.0 
+  3.4 


+  2.3 

—  o!5 


-0.49  I  0.40 
-3.43  0  45 
—0.90  0.fi7 
+  0.03     1.93 


-1.10 
—0.19 
+  0.68 
-n.71 
+  1  73 
-  0.  42 
+0.00 
-1.00 
-1.17 


-1.10 
-0.34 
+0  92 


-0.22 
-0.04 
-0.61 
+0.  34 
-0.  33 
-1.06 


+  0.27 
+  0.59 
+0.5S 
+  0.99 
+  0  14 
-0.38 
-O.Sl 
-1.02 


-0.63 
+  0.14 
+0.05 
+  1.71 
-0.  (17 
-0.96 
-0. 23 


-1.32 
+0.70 
-0. 33 
-2.08 
-0.17 
-1.45 
+0.07 


+0.04     2.31 
-0.05     2.47 

1  2. 35 

+0.02     0.83 
O.CO  1  2.47 


-0.16  I  1.28 
-2.48  I  0.23 
+  1.54  1.83 
-0.48  ;  0.79 


Eva  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  lit 
Olcott  Kails  Co. 
Walter  Adams  III 
William  S.  Eaton 


N-  E-  Power  Co. 

Mass.  Akt.  Exp.  Sta. 

Met.  Wale:-  Works 

State  Dept.  Public  Health 

Blue  Hill  Ob.servatory 

U.  S.  Weather  Bureau 

Mrs.  LoriuK  H.  Keed 

CltyEnKineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kelley 

State  Dept.  Public  Health 

Richard  C.  Brighain 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Waterworks 

State  Dept.  Public  Health 

,st-dteDept.  Public  Health 

lUlpli  M.  Barker 

Bureau  of  EiitomoloRv 

State  Dept   Public  Health 

State  Dept.  Public  Health 

City  EiiKiueer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  K.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  <.'ollesB 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Work.s 

Essex  Company 

Props.  Locks  A  (^aiiHls 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  U.  Iloelzel 

.State  Dept.  Public  Healtli 


N. 

Chailotte  A   Biauu 

U.  S.  Weather  Bureau 

City  EiiRineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  I'ublic  Health 

Met.  Water  Work.s 

Comr.  of  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Works 

Irvinj;  H.  McNiiyr 

IT.  S.  C.  G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Nesbit  H.  Bungs 

Weston  K.  Lewis 

Water  Woiks 

Turners  Falls  P.&  E.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  College 

Met.  Water  Works 

Williams  (Jollene 

State  Dept.  Public  Health 

CHEford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  E.xp.  Station 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


Seepage 34  for  explanation  of  reference  marks 


34 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June,  19! 


Climatolog-ical  Data  for  June,  1839 


Temperature,  in  degrees  Fahrenheit 


£2 


Precipitation,  in  inches 


6^ 


ConnecticiU  Cont'd 

Colchester 

CoUinsville 

Cream  HilUt 

Uanbury 

East  flartland  — 

Falls  Villagei 

Hartford 

Lake  Konoiiioctt- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Hartland 

For  State 


New  London. 
Hartford  ... 
Litchfield  ... 

Fairfield 

Hartford..... 
Litchfield  ■•. 
Hartford  — 
New  London. 
New  Haven  . 

do  

NewLoiidon. 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Hartford  .... 


+0.03 
+0.13 
-0.82 


-0.24 
-1.26 
+1.55 


hO.  12 
-0. 45 
-0.70 
-0.27 


Stedtnan  Storrs 
Edwin  K.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  K.  Gaines 
Conn.  Power  Co. 

U.  S.  Weatlier  Bureau 

New  London  Water  Worl 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.  M.Conistock 

Civil  Aeronautics  Auth. 

P.  Hurliman 

Acr  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartfort 


Explanationof  Reference  Marks  Used  on  Pages  32,  33,  and  34. 

The  departures  from  the  normal  temperature  are  computed  from  the  avernpes  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of  ■ 
cipitation  with  15  vears  or  more  of  record  are  computed  from  a  normal  i)r  '  standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  mea? 
for  the  period  of  record  are  used.  Reference  letters,  a,i>,n,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau.    +1 1  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Xt  Post-office  addresses  of  these  stations  are  as  follows:  Miine— .4.zisiohi>s 
Millinocket;  Winslow,  Waterville;— New  Hampshire— First  Conn.  I,:ike,  Pir.tshur<] 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  Golr.iin,  Mass.; 
—Massachusetts—  Asliland.  Frainingham;  Bine  Hill.  Milton;  Egreiuont.  South  Ei 
Hill,   West  Cornwall;  Lake  Konomoc,  New  London. 

*  Record  furnished  l)y  Massachusetts  Department  of  Public  Health. 


•am,  Wilson  Mills;  Biassna  I):ini,  Kockwood  ;  Hiram,  West  Baldwin;  Ripogenus  Dai 
\ew  Diirh;:iii.  Alton;  Pinkhani  Notch,  Gorham;  York  Pond,  Berlin;- Vermont— BIoob 
HisburK  Sla..  VVilinington;  .Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Masf 
niont;  Falmouth,  Hatchville;  Lake  Cochituate,  Framingham;  — Connecticut-Crea 

J  Not  included  in  summaries. 


Explanatiou  of  Reference  Marks  Used  on  Page  35. 

Except  as  otherwise  indicated  observations  are  geneinlly  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time 
observations.  *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning;  amOQ 
recorded  is  for  the  preceding  24  hours.       *  Precipitaticm  included  in  that  of  next  measurement.        T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Keference  Marks  Used  on  Page  36. 
Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSURIC.  WIND.  HUMIDITY.  ANDSUNSHINl 


Amherst 

Block  Island  ... 

Blue  Hill 

Boston  

Burlington 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

Northfield 

Portland 

Providence 


Atmospheric  Pressure 
(reduced  to  sea  level) 


30.27 

.27 

30.30 


29.63 
29. 70 
29. 72 
29.70 
29. 51 
29.68 
29.  59 
29.64 
29.60 
29.  66 
29.70 
29.71 
29.59 
29.65 
29.68 


Relative 
Humidity 


1939 


OLIMATOLOGICAL  DATA:  JSEW  ENGLAND  SECTION 
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Daily 

Precipitation  for   June 

.    1689 

on. 

,   ■     ,  •    1 

Day  of  montli 

1 

■2 

1    « 

*\  ' 

6|     7 

8 

9|l0|ll 

12 

13 

14 

IS  1  16  1  17 

.8 

19 

20 

21 

22 

23  1  24  1  2.-> 

26 

27  1  28 

29 

30  I  31 

■-toiV.'ii 
Uam."!! 

.02'  .08 
.22  ... 

.04 

!. 

".'oi 

.... 
.16 
'."is 

'.'68 

".'33 

f.' 

'.'si 

1.18 
1.1(1 
.60 

.4... 

.14    .02 
.44    .04 

.... 

T. 

'.'66 
.01 

.J  J.,. 

.20:   .14;.... 

'T. 

.631..., 

2  19 
3.43 
3.36 
2.70 
2.88 
2.  f:8 
1.05 
1.99 
3.47 
2  22 
1  89 

.°'!cio:';;;;;;;;;;i;;;; 

.... 

.01 

.25  ... 
'  .34    .1-1 

■•1' 

....do 

....!.... 

.02..... 

.27,  .19 

...    1  .  44 
23'    f>:< 

.66   .01 

.18 

.02 
".'22 

• 

.78!.... 
.671.... 
.10'.. 

.49.... 

•3"""" 

!52 ;.;. 

;lv 

.36.... 

Ki'iinehec 

.14 

■M 

.03'  .03 

'.'6 

.. 

".ir 

'iV 

1.07  ..       .07I  .i.i 

.14 
.01 

.01 

'."oi 
.'61 

•iV 

..    .1.14 
...1  -Ih 

T. 

.03 
.11 
.18 
.02 
.12 
.66 
.40 
.48 
.54 
T. 
.02 

.51   .06 

•i6i:i:- 

.... 

T. 

.33 

"."66 
'.'31 
"f. 

"r. 

.V      ..  noc .... 

>     i    i>i-og(fiii    ....j 

Koiiiiebec.                 

i;::: 

.14 
.19 
.23 

.02 
13 

■■'0; 

.23 
T. 

T. 

.04 
T. 

■f. 

.63 
.66 
.68 

.09 
.64 
.92 
.6- 
.8c 
.81 
.60 
.■iV 
.40 
.51 
.80 

.30 
.61 
.59 
.71 

1.11 
.34 

1.13 
.55 
.07 
9. 
.60 
.6b 

.7 
1.14 

:f 
■.f. 

.d( 

.80 
.li, 
.60 

1.... 

'.'ig 

'.'ib 
.'63 

.25 
.03 
.01 

'.'2i 
.09 
.17 

.... 

.14 

.06 

;;;; 

T. 

.20 
.27 
.14 
.39 
.20 
.40 
.09 
24 

'.'78 
.44 

'.'20 

.05 
.23 
.05 
.02 
.03 
.45 
.08 
.11 
.0S> 
.42 
.16 
.48 

.11 

.02 
.95 
.21 
4< 

.52 
.08 
.17 
.112 

:S 

.11 
.17 
.43 

'.'i2 
.34 
.33 
.05 

4.8 
.28 
.16 
.69 

'.01 

'.'39 

.02 

■r. 

.32 

.05 

.47 
.0:1 
.20 
T. 
.03 

'.'iA 

.25 
.30 

.06 

.26 
.16 
.17 

.'•is 
■1. 

.07 
.02 

'.'33 
.21 
.20 
.09 

1.34 
.36 
.42 
.68 
.3. 

-lis 

.39 
.19 
.40 

.20 
.29 

.8r 
"t. 

.91 

.20;  T. 

2  '0 

....do 1.... 

I'n-suinpscol 1  — 

Penobscot   1 

CoOiit 

'.■22 
.2b 
.0! 
.10 

'25 

■.-21 
T. 

.08 

.05 

.07 
.48 
.02 
.20 
T. 
.11 

.22 

".■36 
".'65 

2.81 
3.  94 
2.61 
2.08 

.30 
.10 

."62 

;62 

'iV 

... 

\'.h 

.2S 
T. 

";7S 

.Oi 

T. 
.5 
.03 
T. 

■V. 

.02 
■.'62 

.Os 

'.'62 
.01 

■.'C8 

V.' 

';68 

t'« 

.41 

.09 
.05 
.04 

'."(■'3 

1.25 
.13 
.01 
.11 
.41 
1  22 
l.to 
.50 

i;35 

■•'iV 
't.' 

.03 
.42 

'.'06 
'f.' 

■r. 
'i' ' 
'.'55 

;3i 

.02 

.38 
'1". 
.10 

'.'io 

.26 
.71 
.64 
.27 

.41 
.27 

;22 

.37 
.38 
.70 
.42 

.16 
.6f 
.21 

;67 

.30 

24 

;;:• 

.06 

■•'r ' 
'iV 

■f.' 
.01 

'164 
.22 

'iV 
t. 

.05 

■."62 

.... 

.08 

V. 

1  .03 
.01 
.08 
.23 

"."is 

.05 

.07 
.3b 

"."62 

f.' 

T. 
".'62 

'."6s 
"."62 

.02 

T. 

'.2f 

".OS. 
T. 

1.08.... 

::i?vv 

.  6:; ... 
1.3-3.... 

.511.... 

5.16 

90 

T. 

.05 
T. 

'tV 

f.' 

■■iV 

.15 
.(f> 

.12 
.1.3 

■v. 

'.'39 
.04 
.02 
.14 
.02 

.09 

'.10 

T.' 

|"08 
.15 

.13 

'.'io 

Ai 
.25 
.4C 
.02 

.02 
.1; 

i'. 

".09 

.'io 

.20 
.32 
.47 
.43 

'.'62 

.06 
.23 
.48 
.16 
.16 
.08 

.04 
.04 
T. 
.18 
.13 

■.'06 

j,8All« 

...do 

St  Croix  

Aiidro^-coKgiu 

Mwrimac 

Coast 

Connecticut 

.Merriinuo 

Con  in  Client 

do 

.03 
.W 
.IS 
.13 

;i.' 

2.68 
3.11 

4  46 

Rko!'. 

■d 

.ills";;. 

near), 
ry 

't. 

'.'60 

'iV 
■.'65 

.34 
.09 
.41 
.40 
.56 
.49 
.26 
.60 
.20 
.53 

.5C 

1^22 
.60 
58 

2.  85 
6.33 
2.71 
2.  ;'2 
3  12 

.M..inmac 

....do 

..  <lo 

(Jonui'i-ticnt 

Merrimac 

Connectitut 

■  lo    

i;h:iiiil)Iai:i    

Connifcticut 

do 

;;;; 
:6i 

... 

.03 
.12 

.1^ 

.20 

T 

.1. 

r. 

.16 
.20 
.44 
20 
.07 

.14 

J 

'.'io 

.36 
.01 
.04 
T. 
.If 
.07 
.33 
.15 

.15 

r 

.23 

TV 
.15 

4.04 
2.59 

.01 

'iV 

'f.' 
'1' 

.02 

T. 

2.90 

2.67 

4.65 
3  29 
5.35 
3.21 
3.52 
4.37 
4.,W 
4.92 
3  57 
3.84 

....i  -- 

i;86 

.63 

.23 
.7; 

.23 
.32 

.52 
.14 
.26 
.09 
.09 

T.' 

■•i'. 

"."61 

1.15 

"r. 

1.07 
.14 

St.  Liwreiice.;;; 
('Iiumplaiii 

.... 

.18 

'.'OG 

t. 
t 

■r. 

'.'62 

r. 

.'24 
.20 
.11 
T. 
.1! 

'.'os 
'.'is 

T. 

■.•6i 

1.04 

'.'oi 

.06 
.35 
T. 
16 

T. 

T. 

...do 

.... 

.12 

.15 

.82 

.02 

'.'is 

Conntcliiut 

...  do 

...do 

■■:. 

.15 

.'22 
.06 

.17 

.08 
.07 
.06 

.19 

.04 
'1'. 

.4. 

.'i5 

.61 
.25 
.02 

:'o3 

T. 
.09 

'.'is 
'.'34 
■'iV 

'.'05 

.15 

.04 

T. 
.'63 

T. 

is 

'.'63 

'.'64 
.02 

'.'62 
.10 

'iV 

'.'61 

.... 
'f ' 

.02 
.'6i 

T 

.'6i 

.'62 
•r 

.07 

.16 
.03 
.46 
T. 

.01 
.2:! 
... 

.... 

".bz 

T. 

T. 

'.'08 

.04 
.06 

'iV 

T. 

;o2 

'■'iV 

'iV 
't'.' 

;i* 

1.52 
.13 

;o5 

'.'62 

.01 

.'is 

tv 

■•iv 
.  12 

T. 

r.' 

;69 

.12 
.75 
.30 
.66 
.94 
.40 

■?- 

.56 
.23 
.49 
.12 
1.42 
.25 

''iV 

'.'85 
.50 
'.'64 

.10 
'.'08 

:;;■ 

.^5 
.561 
.57, 

.4h 
.5 
.62 
.39 

.63 
.78 
.70 
1.10 
.78 
.44 
79 

■.It 

;!? 
.2: 

;2( 

.52 
.24 
1.07 
.02 
.05 
.92 
.36 
.06 

■."67 

LOG 
.03 

.75 

;26 

1.15 
.04 

1.32 
.80 
.49 
.57 
.41 

1  23 
.81 

1.04 
.97 

'.'i-i 

.O-l 

't" 

05 

■f05 

... 

.ii 

T. 

;o6 
;o6 
.12 

';64 
.55 

:::: 

.61 

;;;■ 

.30 
T. 

.01 
.28 
.06 
.09 

T. 

■;65 

'.'08 
.09 

'.'50 
.5-- 

.61 
.74 
.11 

.58 

'.'65 

.06 
.02 

't'.' 

.12 
.61 

'.■55 
.21 
.25 
.56 
T. 

't.' 

.01 

'.'65 
t. 

.'61 

.25 
.75 
.18 
.49 

.SO 
.34 
.47 
.09 
.48 
.43 
.39 

'.'si 

';o3 

.66 
.Zi 

.70 
.88 
.45 

;76 

.52 
.76 

.'i4 

.31 
.52 
.80 

;32 

.03 
.94 
.99 

'.'os 

.02 
T, 
.43 

'.'62 

T. 
.04 

.'29 

.'65 

... 

::: 

.'64 

t. 

't.' 

.05 

't, 

.08 
.03 
.02 

'.'21 

.28 
.10 
.02 
.05 
.03 
.06 
T. 

.01 
'I'. 

•r. 

.18 
.46 
.08 
.10 
0'^ 

'."oi 

■.'65 
'."io 

VV 

'.'% 

.04 
'."04 

.54 

'.'08 
.43 

.20 
.16 
.2S 

.  1' 
.07 

'.'i2 

.02 
■".■ 
^7^ 
.06 
.12 
.70 
.06 
.08 
.51 
.37 
.01 
.01 
.49 
.30 
.16 
.12 
.34 
.04 
.14 

.04 
.32 
.03 
.41 

T. 

'.'06 

.24 
.42 

.75 
T. 

'.'27 
.12 
'P. 
T. 

.03 
.14 
.87 
T. 

.01 

■f.' 
.03 

} 

.10 
'.'60 

'.'oi 

.04 

'.'24 

.  (14 

■V. 
■V. 

".ii 

.06 
.65 
.03 

■r 
'1'. 
.11 

"r".' 

.09 

.45 

"."34 
.67 

.20 
.19 
.li 

'.'33 
.12 
.16 

;«i 

'."•ii 

.01 
.01 

'.'« 
■,-,.■ 

■f.' 

:::. 

T. 

't. 

.53 

"."97 
.22 

•»' 

';i4 

.06 

"."42 
.65 

"."25 
"."86 

"."25 

']'. 
f. 

.40 

'.'os 

.08 

.58 

.-.a 

.66 
.32 

.51 
.67 
.28 
.33 
.32 
.88 
.47 
.24 

U^ 

.07 
.80 
.47 

1.00 
.68 
.48 

1.18 
.29 
.45 
.69 

1.94 
.63 
.51 

2.40 

1.18 
.48 
.85 
.39 

1.39 
.46 

'."69 
.44 

2  31 
2.47 
.83 

1.83 
2.11 
.45 
.43 
1.07 
1.01 
.  02 
2.66 
1.30 

llw 

4  76 
2.39. 
4.97 

CoiiiK.'cticut 

Co.ist 

.  do 

Coiinecticnt 

Merrimac 

.  do 

Coast 

rloii^atoiiic  

Coast 

...do 

Merrimac  

...do 

Cl.arles 

Connecticut 

Merrimac 

Connecticut 

Coast  

.   .  do 

Merrimac 

.08 
.03 

".'OT 

;;;; 

3.21 

jiiii";; 
a»»;;;' 

UU 

'**. .;;; 

.251   ... 
.itijT. 

2.70 
3.85 
3.01 
2.34 
2.  03 
2.87 
3.71 
3.27 
1.74 
3  91 

.21 

.18 
.16 
.17 
.33 
.27 
.09 
.22 
.09 

.'23 
.16 
.35 
.32 
.34 
.32 
.13 

.... 
'.'41 

'.'08 

.05 
']■. 
.18 
.08 
.21 
.01 

.06 
T. 

'iV 

"t".' 

2.  93 
3  01 
4. 29 
2  tS 

3.52 
2  36 

T. 

...do 

Connecticut 

3. 73 

4  81 

.11 

3  19 

Coast   

....do 

...do 

Thames 

Conneclicnc 

Coast 

Connecticut 

TV 

.06 
.03 
.12 

T. 
T. 

4.09 
2  96 

ni 

■f.' 

.05 
.05 
.22 
.06 
.01 
.08 
.04 

.04 
.12 
.10 

.17 

:^- 

■n 

";i2 

.14 
'."02 

'."63 

.70 

t, 

.58 
.05 

'."3i 

.'62 

.'62 
.49 

."i7 
T. 

T. 
.'63 

T. 

'.'is 
'■iV 

;'s 

All      .... 

3.95 
3  67 

Hud.son 

Conupcticut 

Blackstone 

Coa=t 

....do 

....do 

Coast 

....do 

Ilonsatonic 

.10 
.15 

.OS 

.05;.... 

.23i.... 

.  02  . . . . 

1 
.01  ... 

2.19 

2.38 

T. 

T.' 

'f.' 

2.66 

"*•-' ... . 

■fciit 

.21 
.25 

.24 

1 

.25 
.25 
.18 
.45 
.17 

.'■25 

'.'64 

.'is 

11 

T. 

■r. 

.67 
.07 
.74 
.24 

't'.' 
.01 

'.'69 
.2-^ 
.20 

3  33 
2.  70 

j.<i".";; 

2.89 
3.84 

...do 

Coast 

■■•  -lo 

...do 

Quinebang 

T. 
.11 

3.21 
2.86 
2.04 

.Js:.... 

.111----I 

.34 

:1? 

3.21 

»terbury 

Coast 

T. 

.05 

.0,5 

3.05 

1 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  June 

1939 

Day  of  Month 

Statioiis 

-  Me 

1 

_i 

_±_ 

4 

5 

_± 

8 

9 

10 

^ 

13 

14 

^ 

16 

^ 

IS 

_il 

20 

22 

23 

IL 

25 

^ 

27 

23 

29 

30  31 

Maine 

~ 

i 

Bar  Ih.iljor 

^"'^^••' iMhuumm.::; 

09 

71 

73 

70 

72 

01 

71 

02 

75 

79 

761  75 

7b 

74 

72 

76 

75 

84 

84 

77 

54 

58 

02 

70 

76 

77 

7i! 

r. 

47 

44 

46 

50 

49 

45 

42 

46 

48 

50 

53 

56 

54 

53 

49,  47 

48 

51 

51 

53 

67 

60 

52 

47 

49 

50 

48 

49 

57 

56!  . 

5( 

ICiistport  .. 

JMaxinunn... 

64 

<iO 

64 

60 

70 

67 

66 

58 

60 

53 

59 

04 

75 

60 

61 

70 

03 

02 

09l  72 

83 

76 

60 

51 

52 

60 
49 

63 

69i  62 

61 

64 

(  ^iin!ll.um...■ 

47 

43 

40 

45 

42 

45 

44 

441  4( 

41. 

47 

46 

49 

4b 

48 

47 

50 

45 

43 

47 

54 

51 

48 

47 

48 
68 

47 

5t 

44 

49 

4( 

Fort  Kent  . 

)  Maxnaiini  .  •• 

(il 

65 

S3 

82 

71 

5b 

71 

79i  79 

Ki 

84 

8-1 

70 

o;, 

02 

f.L 

71 

87 

72 

71 

75 

67 

71 

76 

82 

89 

74 

Tc 

(  Mini'.mim 

43 

31 

33 

4' 

46 

37 

36 

47i  55 

55 

49 

62 

35 

34 

48 

60 

43 

41 

5! 

49 

49 

48 

48 

60 

62 

4( 

tiroeiiVille 

j  Waxinuun... 

64 

71 

78 

72 

57 

74 

72 

68 

79 

77 

78 

0.5 

66 

77 

81 

77 

66 

50 

68 

63 

70 

8Ci  82 

71 

7( 

iMiiihmnii... 

41 

29 

31 

44 

4S 

41 

38 

47 

65 

54 

57 

5s 

50 

35 

32 

48 

0! 

40 

5i 

47 

51 

62 

46 

51 

67 

61 

47 

IhMilton  .. 

S  iMiixitiuui:  .•■ 

6f 

7n 

81 

69 

73 

64 

72 

78 

75 

70 

82 

7t' 

64 

60i  72 

87 

7' 

72 

^J; 

65 

60 

73 

83 

87 

7b 

7i 

1  ivliniiimni..-. 

4(i 

34 

33 

47 

46 

45 

39 

37 

56 

55 

54 

67 

Ul) 

57 

•J! 

.jt 

40 

34 

3b 

68 

'■"v' 

•" 

49 

50 

4( 

57 

60 

6( 

4t 

I.owistoii  .. 

S  Mii.viniinii  • .. 

74 

73 

7b 

74 

75 

65 

77 

71 

73 

79 

7b 

84 

'6'' 

75 

7b 

1^ 

09 

7t 

77 

Sf 

61 

03 

78 

80 

78 

66 

?■) 

\  Minii.nu.i.... 

46 

44 

41 

47 

52 

51 

ix 

52   53 

52 

57 

69 

54 

5i 

63 

51 

47 

47 

s.'S 

1 

54 

59 

63 

52 

55 

63 

6V 

Milliiio(:ket 

\  Maxinniin... 

es 

74 

79 

78 

74 

69 

76 

7b 

76 

78 

82 

S3 

81 

75 

79 

77 

69 

70 

78 

8.-> 

OS 

75 

83 

85 

82 

7e 

(  Minimun-,.  ■■ 

38 

34 

34 

49 

46 

44 

43 

49 

50 

53 

57 

60 

53 

64 

51 

54 

50 

39i  36 

52 

i; 

50 

51 

44 

61 

58 

61 

4i 

Ohitowii  .. 

)  Waxinuini... 

6'.) 

71 

7b 

74 

72 

67 

72 

73 

73 

74 

78 

80 

79 

77 

76 

72 

6H 

67 

73 

7" 

c'i 

i«) 

7S 

6C 

60 

67 

72 

82 

79 

77 

n 

'  Mini;uuiii...- 

47 

39 

41 

48 

48 

45 

45 

51 

55 

52 

58 

57 

54 

57 

50 

56 

50 

3' 

42 

62 

61 

52 

57 

51 

62 

51 

50 

50 

48 

48 

6C 

^ 

J  .Maxininiii  .. 

68 

65 

69 

69 

64 

68 

c;. 

60 

59 

85 

78 

73 

74 

74 

68 

65 

70 

71 

80 

77 

64 

6b 

59 

60 

77 

71 

63 

6f 

I'urlliiiHl  .. 

1  Mininiuni...- 

53 

48 

43 

£0 

65 

63 

49 

51 

51 

5i 

53 

66 

60 

56 

55 

56 

52 

51 

49 

57 

02 

5b 

52 

51 

53 

54 

55 

5c 

.57 

59 

ss 

Uiuiifoni  .. 

)  Maxi;iunn  . 

73 

75 

77 

73 

75 

64 

78 

7l 

SO 

78 

82 

82 

80 

69 

70 

67 

75 

78 

82 

83 

85 

04 

63 

61 

64 

76 

81 

82 

70 

74 

'  Miniinuni-- 

4:i 

38 

3b 

40 

47 

46 

42 

5'> 

56 

57 

60 

59 

;.3 

56 

5'i 

63 

47 

40 

39 

52 

61 

48 

52 

50 

64 

64 

52 

54 

58 

64 

5C 

Wiiislow  .. 

75 

77 

78 

73 

I? 

66 

68 

80 

72 

72 

79 

84 

84 

82 

SO 

71 

71 

79 

83 

84 

86 

82 

02 

62 

69 

79 

82 

84 

80 

'  ^li'ii'i"""---- 

42 

35 

36 

45 

46 

48 

44 

4b 

52 

49 

66 

50 

50 

55 

50 

54 

47 

41 

49 

50 

58 

46 

54 

47 

50 

62 

52 

48 

63 

00 

4'' 

^e'l:  y/.o»j)«/</ir 

B.-rliii  11  ... 

UMaxinmm... 

6',. 

77 

79 

72 

71 

60 

75 

80 

86 

fcO 

87 

76 

78 

09 

77 

OS 

65 

72 

78 

80 

80 

82 

04 

71 

65 

65 

78 

82 

83 

77 

74 

i  Minimum.... 

33 

35 

35 

48 

47 

44 

35 

49 

55 

58 

61 

03 

48 

55 

47 

.-8 

47 

34 

30 

40 

63 

42 

50 

50 

51 

54 

51 

50 

:>i 

09 

4i 

jMaxinnnn... 

77 

74 

77 

78 

78 

67 

78 

84 

86 

82 

82 

74 

80 

75 

64 

76 

70 

SO 

85 

83 

67 

64 

6S 

69 

84 

85 

75 

CoiK'onl  .  . . 

Ijiinimnm.... 

52 

44 

42 

49 

50 

48 

42 

50 

57 

67 

61 

60 

55 

54 

51 

67 

48 

42 

47 

r;9 

65 

64 

5(i 

53 

53 

54 

51 

51 

(>3 

07 

K 

)  Maximum... 

72 

69 

74 

71 

77 

76 

72 

76 

74 

77 

78 

85 

85 

SI 

80 

79 

75 

67 

76 

SO 

86 

80 

79 

70 

66 

65 

75 

69 

85 

84 

7f 

Uuiliiuii  .  .. 

(Minimum.... 

46 

37 

■ii 

4C 

42 

53 

30 

45 

52 

61 

55 

57 

49 

62 

47 

64 

51 

39 

39 

54 

61 

45 

53 

50 

51 

54 

46 

50 

54 

04 

4< 

Fii-st  Comi. 

f  nke     !  Maximum  ... 
^'  " )  Minimum.... 

61 

61 

75 

68 

62 

56 

72 

72 

83 

76 

82 

68 

65 

5S 

09 

(i3 

61 

62 

73 

70 

71 

72 

59 

74 

62 

6S 

75 

78 

79 

6; 

32 

33 

St': 

41 

46 

38 

33 

38 

52 

53 

61 

59 

44 

45 

43 

63 

43 

34 

37 

43 

57 

37 

47 

50 

52 

48 

48 

46 

58 

62 

41 

1  Maximum... 

75 

78 

78 

76 

80 

74 

77 

81 

87 

87 

90 

80 

80 

72 

76 

75 

59 

73 

74 

78 

83 

bn 

7n 

81 

72 

70 

79 

84 

83 

80 

r 

KoiMie  (uoar 

/Minimum.... 

52 

38 

45 

37 

5--) 

84 

4.- 

60 

54 

64 

57 

44 

60 

42 

53 

50 

S!l 

40 

60 

56 

44 

57 

42 

£6 

57 

50 

48 

65 

60 

51 

\   Maximum  .  •  • 

76 

80 

80 

79 

73 

70 

78 

b(i 

90 

89 

&6 

82 

80 

OS 

7(i 

75 

82 

86 

8!; 

84 

82 

71 

73 

67 

07 

79 

77 

88 

78 

»7( 

VI.VMUHIlll.. 

'Minimum.:. 

40 

34 

34 

44 

40 

48 

34 

45 

55 

55 

60 

50 

4o 

bo 

50 

48 

33 

35 

63 

65 

40 

54 

50 

52 

53 

54 

55 

64 

02 

»4- 

Uurii'.KlDii 

"""""\  Maxinuun 
i  Minimum.... 

03 

71 

78 

74 
52 

63 

55 

64 

47 

74 
42 

KO 

6S 

83 

82 
56 

87 
64 

71 
59 

07 
54 

04 

72 

0,S 

63 

00 
42 

74 

77 

70 

74 

72 

75 

69 
57 

67 
53 

70 

81 

82 

83 

7; 

43 

43 

61 

53 

51 

57 

46 

48 

59 

40 

59 

51 

50 

66 

68 

60 

K 

j  .vuixinunn.  .. 

64 

67 

77 

71 

65 

60 

71 

8' 

St 

80 

84 

71 

67 

60 

74 

65 

62 

65 

70 

7) 

79 

73 

05 

67 

65 

72 

80 

81 

79 

7 

Ninvpoit  .. 

41 

43 

44 

54 

55 

46 

41 

55 

63 

64 

62 

61 

6U 

53 

50 

57 

43 

43 

01 

02 

48 

65 

63 

66 

55 

52 

54 

63 

(i5 

K 

)  Miixi'nunn'.'i. 

68 

74 

76 

74 

70 

61 

74 

79 

83 

8!> 

87 

72 

74 

63 

74 

69 

03 

71 

76 

77 

77 

80 

64 

76 

08 

68 

79 

81 

82 

81 

Nortlirk-l.l. 

'  Mininnnn.  .■ 

37 

37 

'.' 

5iJ 

4(i 

41 

36 

50 

57 

49 

59 

.55 

46 

49 

45 

63 

40 

.35 

38 

01 

43 

56 

4b 

65 

54 

61 

50 

68 

04 

4i 

)  iMaximum.  .. 

6',» 

81 

70 

62 

76 

82 

86 

85 

92 

82 

73 

62 

70 

72 

66 

73 

79 

71' 

81 

74 

71 

70 

79 

84 

88 

83 

T, 

IvUlllU.ll   . 

JMinimum... 

\  .Maximum.  •■ 

44 

43 

43 

63 

46 

49 

39 

50 

63 

53 

60 

60 

to 

53 

40 

00 

61 

39 

45 

64 

43 

61 

47 

56 

65 

49 

62 

63 

05 

5 

81.  Allnvii.s. 

!  .Minimum-. . • 

i  Maximum... 

69 

76 

81 

78 

72 

6i 

78 

8i 

87 

8-rl 

89 

si 

77 

74 

7S 

74 

66 

73 

79 

76 

80 

si 

77 

jj 

69 

70 

si 

80 

8('> 

si 

"r. 

SI-  .lohii.-iljiii 

y  )  Minimum.... 

36 

39 

o9 

5(; 

46 

47 

'■ji 

51 

6:'. 

50 

62 

03 

48 

55 

44 

f'f- 

49 

'" 

39 

61 

44 

01 

55 

56 

53 

53 

50 

57 

05 

5- 

Wno.istock 

•  Maximum.  ■• 

75 

75 

80 

77 

78 

74 

7.' 

78 

85 

85 

88 

S3 

76 

66 

77 

78 

69 

75 

7s 

82 

80 

70 

78 

74 

71 

77 

81 

bs 

81 

r, 

'  Mininnnn.... 

40 

30 

40 

4". 

40 

4» 

35 

45 

00 

iO 

53 

50 

47 

67 

45 

55 

4S 

35 

38 

52 

f.3 

41 

56 

4'6 

54 

55 

44 

67 

04 

4t 

M((mtdiiii:tll.t 

1  Maximum... 

77 

77 

77 

76 

81 

68 

79 

83 

88 

85 

90 

82 

80 

74 

77 

76 

68 

73 

76 

79 

84 

81 

73 

79 

70 

70 

80 

79 

83 

78 

7 

AmhiTsl.  .. 

56 

49 

46 

51 

4.> 

54 

42 

52 

65 

62 

67 

63 

56 

5ri 

49 

61 

51 

46 

47 

02 

62 

65 

57 

50 

57 

59 

57 

68 

64 

67 

5 

)  liaximun.)  ... 

06 

65 

70 

73 

81 

Vn 

66 

78 

74 

86 

86 

79 

77 

77 

69 

06 

64 

72 

7o 

88 

73 

67 

07 

62 

02 

73 

77 

82 

72 

Boston 

i  Mininnnn.... 

58 

52 

53 

52 

58 

56 

53 

5« 

6'.i 

61 

67 

64 

02 

58 

63 

54 

52 

63 

61 

6« 

61 

60 

54 

54 

55 

54 

59 

62 

60 

.5 

J  .Maxinunn  ... 

70 

75 

76 

71 

82 

81 

75 

84 

81 

88 

SO 

85 

76 

78 

81 

79 

70 

72 

76 

9(; 

90 

70 

70 

72 

61 

70 

82 

81 

79 

7 

Bi-oc.liton  .. 

1  Minimum  .. 

49 

52 

52 

60 

52 

47 

63 

50 

45 

53 

60 

44 

45 

50 

51 

51 

57 

48 

45 

59 

67 

66 

56 

51 

49 

60 

4(1 

52 

53 

61 

5 

S  Maxinunn.  .. 

75 

76 

77 

72 

8U 

69 

78 

S3 

80 

84 

89 

85 

83 

77 

7S 

80 

72 

74 

70 

Sb 

81 

69 

78 

04 

09 

78 

83 

84 

72 

7 

Uonconl.  .. 

(  Mininnnn  ... 

54 

46 

41 

47 

.% 

52 

42 

54 

60 

64 

62 

64 

54 

49 

59 

46 

40 

48 

57 

60 

52 

56 

56 

54 

54 

46 

56 

53 

05 

5 

„      S  Maxinnim  .  .. 

70 

7] 

72 

OS 

81 

71 

70 

75 

75 

73 

80 

81 

82 

70 

74 

82 

61 

66 

72 

7b 

87 

75 

71 

70 

62 

61 

73 

74 

7 

ICiist  VVaiuhr 

"'1'  ■ (Mininnnn.... 

54 

44 

39 

4^ 

46 

61 

43 

.54 

58 

61 

6i 

64 

64 

5l> 

61 

57 

44 

59 

63 

56 

58 

57 

57 

50 

47 

62 

('l 

64 

5 

74 

73 

73 

63 

81 

72 

T: 

78 

81 

87 

85 

82 

74 

78 

81 

65 

73 

71 

T^. 

79 

72 

79 

62 

05 

7S 

81 

7U 

Fall  lliv«r. 

j  jiiiTj'iDiiin.'.  •' 

54 

47 

44 

49 

53 

54 

47 

50 
87 

58 

67 

61 

64 

6'i 

62 

56 

60 

53 

48 

47 

58 

65 

68 

58 

57 

50 

54 

48 

56 

CO 

04 

5 

j  I\Jaxinnnn'.''' 

85 

SO 

80 

82 

79 

«3 

89 

88 

92 

87 

78 

80 

81 

70 

78 

77 

80 

90 

85 

74 

84 

78 

70 

84 

89 

85 

75 

8 

Fitclilniig  . 

57 

48 

42 

46 

44 

60 

45 

65 

58 

60 

65 

(16 

66 

64 

53 

60 

52 

42 

49 

57 

03 

50 

50 

50 

62 

57 

.52 

50 

0! 

05 

6 

S   Maxii'nnm.'' 

72 

7tl 

73 

74 

79 

73 

73 

83 

78 

80 

85 

85 

82 

76 

77 

78 

?- 

71 

72 

7s 

88 

82 

67 

73 

03 

64 

76 

82 

S3 

72 

Lawrence.. 

i  Minimum.... 

57 

48 

43 

47 

60 

58 

47 

53 

54 

55 

58 

ct; 

57 

62 

53 

58 

46 

49 

57 

65 

56 

56 

53 

52 

54 

60 

57 

59 

05 

5 

Jiaxinnnn.  .- 

62 

66 

66 

6() 

75 

GO 

63 

68 

(i5 

65 

75 

70 

64 

72 

79 

63 

05 

65 

70 

79 

66 

64 

65 

61 

69 

70 

71 

06   . 

NautucUet. 

48 

48 

47 

48 

53 

57 

54 

5) 

54 

64 

57 

59 

57 

59 

68 

59 

05 

52 

50 

58 

01 

56 

55 

53 

53 

55 

56 

51 

00 

62 

6 

1  ;,'„vii'.Hini 

74 

77 

71 

73 

78 

71 

75 

84 

83 

80 

85 

73 

68 

72 

72 

04 

70 

70 

77 

79 

77 

73 

76 

68 

69 

73 

79 

SO 

Stockbridge 

1  Minimum--".' 

57 

44 

43 

50 

48 

54 

33 

48 

63 

55 

58 

60 

51 

55 

42 

58 

64 

40 

41 

60 

57 

50 

48 

66 

59 

54 

65 

05 

00 

S  ftiaxi nunn.  .. 

74 

78 

77 

74 

78 

78 

74 

84 

85 

81 

89 

83 

78 

67 

76 

73 

68 

73 

74 

82 

SO 

75 

77 

73 

71 

77 

82 

S3 

84 

Willianistou 

" /  Miniumm 

56 

46 

5'1 

54 

66 

41 

61 

67 

58 

60 

63 

52 

59 

47 

61 

63 

40 

47 

64 

60 

60 

03 

60 

59 

67 

56 

54 

64 

68 

(  Maxinunn.-. 

77 

74 

76 

73 

79 

70 

73 

84 

83 

82 

87 

81 

80 

75 

76 

76 

67 

72 

71 

76 

85 

81 

09 

67 

65 

78 

82 

80 

71 

Worcester  . 

1  Minimum.... 

Rhode  hliiiid 

64 

47 

41 

48 

48 

57 

47 

54 

57 

62 

66 

63 

a, 

64 

. 

60 

52 

42 

43 

57 

63 

54 

55 

60 

54 

50 

49 

52 

69 

66 

Block  Islaiic 

I  Maximum  . . 

63 

62 

61 

62 

73 

71 

67 

68 

05 

69 

80 

77 

71 

67 

72 

76 

67 

OS 

60 

70 

83 

09 

71 

70 

08 

66 

71 

73 

75 

OS 

(Minimum.'... 

50 

50 

51 

51 

56 

51 

62 

55 

56 

65 

59 

6! 

5b 

69 

65 

60 

55 

53 

51 

61 

02 

58 

.59 

58 

57 

54 

54 

59 

62 

63 

Kingston  .. 

(Maximum... 

71 

70 

68 

68 

80 

71 

78 

76 

76 

83 

85 

82 

75 

75 

81 

79 

71 

68 

71 

89 

82 

78 

71 

75 

79 

76 

(  Minimvnn.... 

54 

42 

41 

40 

39 

59 

40 

60 

59 

57 

59 

61 

52 

63 

47 

59 

56 

40 

36 

58 

64 

68 

55 

51 

56 

56 

42 

48 

67 

64 

. , 

\  Maxinnmi... 

76 

73 

71 

72 

81 

71 

76 

82 

78 

76 

79 

86 

80 

75 

78 

VI 

64 

73 

70 

73 

88 

78 

71 

81 

02 

66 

77 

79 

81 

71 

(  Minini\im.... 

55 

53 

49 

52 

55 

54 

51 

58 

60 

60 

63 

66 

63 

59 

57 

64 

52 

51 

51 

61 

5K 

61 

61 

57 

56 

56 

63 

59 

61 

65 

CoiiiiecUcdl 

Cream  Hill 

(  Maximum 

79 

74 

72 

73 

76 

T> 

75 

87 

85 

83 

86 

78 

76 

7( 

73 

76 

72 

70 

69 

77 

S3 

80 

69 

77 

71 

68 

76 

81 

76 

80 

(  Mininmm.'... 

56 

50 

48 

60 

50 

60 

'44 

53 

64 

61 

63 

62 

51 

61 

47 

59 
80 

47 

47 

50 

57 

55 

58 

57 

65 

53 
72 

54 

59 

61 

64 

Hartford.. 

S  Maxinnmi... 

79 

77 

74 

78 

81 

75 

77 

87 

90 

85 

88 

82 

76 

76 

67 

75 

72 

81 

88 

81 

76 

S3 

70 

79 

78 

80 

74 

i  Mininnnn.... 

58 

53 

49 

51 

60 

55 

60 

55 

63 

59 

66 

66 

61 

61 

54 

65 

54 

48 

49 

62 

64 

01 

62 

57 

59 

69 

50 

02 

02 

67 

New  Haven 

(  Maxinunn... 

72 

72 

69 

72 

82 

77 

74 

83 

80 

75 

83 

8E 

76 

69 

74 

82 

70 

71 

08 

81 

86 

74 

76 

81 

74 

74 

77 

78 

71 

iMinimum.... 

60 

55 

52 

55 

54 

55 

51 

57 

61 

60 

65 

02 

60 

65 

65 

59 

53 

51 

64 

09 

64 

63 

57 

62 

69 

57 

64 

64 

68 

Now  Londo 

i  >faxinnnn.  .. 

77 

70 

80 

80 

75 

80 

80 

74 

82 

86 

74 

75 

78 

73 

72 

91 

80 

70 

79 

73 

75 

72 

80 

72 

^ /  Mininmm.... 

59 

51 

50 

51 

53 

63 

51 

5( 
89 

62 

57 

62 

64 

62 

02 

64 

6v 

59 

51 

46 

61 

Ob 

64 

63 

50 

01 

57 

56 

61 

61 

64 

f« 

Norwalk... 

j  Maxinunn... 

77 

74 

74 

75 

83 

80 

77 

86 

81 

86 

84 

80 

78 

70 

84 
60 

86 

70 

67 

83 

88 

77 

82 

84 

77 

71 

76 

82 

81 

80 

62 

54 

46 

45 

4) 

58 

40 

48 

61 

61 

58 

63 

53 

64 

44 

58 

55 

42 

61 

01 

54 

58 

51 

63 

51 

56 

68 

'  50 

0" 

.7 

p  . 

SMaximmn::: 

77 

76 

74 

li 

79 

74 

I^ 

81 

It 

83 

85 

81 

81 

I? 

77 

73 

72 

74 

8b 

80 

70 

81 

7.' 

68 

78 

79 
53 

i  -H 

7.3 
64 

2 

rutnara ,  Mininn-.in.... 

55 

42 

38 

51 

58 

41 

46 

58 

68 

61 

62 

63 

62 

47 

57 

62 

42 

38 

65 

55 

53 

56 

52 

53 

62 

49 

o8 

f 
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U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND     SECTION 


G. 

H.  NO  YES 

p 

MITTANCK 

tlCE:   S  CENTS  A  copy; 
PAYABLB  TO  SlTPKRIN 

2S  CENTS   A  YKAR:    (not  STAMPS). 
■KNDKNT  OF  T10CIT3IKNTS,   WASHINGTON 

D.  C. 

LI. 

Boston,   ^ 

.^ss.,  JULY. 

1939. 

No.  7. 

QSNERAL  SUIIKAKY 

drought  that  began  in  Nc.v  Elogland  about  the  first  of  the 

.  attained  serious  severity  bj'  about  the  middle  of  the  third 

,  particularly  in  southeastern  New  Hampshire,  eastern 

•'lU.settP,  Rhode  Island  and  Connecticut,  and  in  scattered 

Isewhere  in  the  Section.    In  th^se  areas,  damage  was  be- 

r  daily  more  serious,  with  the  fire-hazard  increasing  and 

<    becoming  low.     Shallow-rooted  crops  were  the  most 

-ly  affected,  while  tliose  nioredceph^-rooted  were  l)eginning 

v"the  drought.     Fall-tree  fruits  were  not  seriously  affect- 

ia  the  southern  division  the  average  precipitation  was  al- 

0  percent  below  normal,  with  some  stations  reporting  the 

Uily  on  recor<l.    For  the  Section  as  a  whnlo,  precipitation 

(1  about  40  percent  below  normal.     Maine  was  the  only 

ractically  unaffected  by  the  drouglit.      Rainfall  was  un- 

\  heavy  in  scattered  portions  of  that  state  during  the  last 

(hays  of  the  month,  with  4.25  inches  recorded  at  Portland 

•28th,  and  7.54  inches  at  Ft.  Kent  from  the  27th  through 

- 1.     Of  a  more  favorable  aspect,  the  lack  of  rain  and  an 

a..ut..iuMce  of  clear  weather  was  of  great  benefit  to  all  out-door 

activities.    The  amount  of  sunshine  averaged  more  than  10  pei'-> 

[Continued  on  page  40] 
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TEKF] 

average  monthly  tenip'^ 
iicords.  uaM>9.3°.  wbu-h 


SPvATUilE  V  ^ 

rature  for  the  Section,  based^/i 
is  0.2°  a'oove  the  mean'^for  ttie 


)z  ypar.-^ 


The  average  temperature  for  the  northern  drvisioi^^  ;^; 


was  67.8° ;  for  the  southern  division,  70.7  .  The  highest  montl 
ly  mean  was  73.4"  at  Chestnut  Hill,  Mass.  and  Springfield, 
Ma-^s.;  the  lowest  was  60. 8°  at  Eastport,  Me.  The  liighest  re-- 
corded  was  100°  at  Manchester,  N.  H.  on  the  4th;  the  lowest 
was  35''  at  Somerset,  Vt.  on  the  3d  and  Keene,  N.  H.  on  the' 
13th.  The  greatest  monthly  range  was  58°  at  Keenc,  N.  H.; 
the  h^ast  was  26°  at  Nantucket.  Mass.  and  Block  Island,  R.  I. 
The  greatest  daily  range  was  49°  at  \Yoodstock,  Vt.  on  the  15tii 
and  Plymouth,  N.  H.  on  the  24th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
il90  records,  was  2.28  inches,  which  is  1 .45  inches  below  the 
mean  for  the  past  52  years.  The  average  precipitation  for  the 
inorthern  division  was  2.91  inches;  for  the  southern  division, 
^1.63  inches.  The  greatest  monthly  amount  reported  was  10.51 
inches  at  Fort  Kent,  Me.;  the  least  was  0.28  inch  at  Concord, 
.Mass.  The  greatest  amount  in  24  hours  was  4.25  inches  at 
! Portland,  Me.  on  the  28th.  The  average  number  of  days 
;with  .01  inch  or  more  of  precipitation  was  9,  which  is  1  below 
the  mean  for  the  past  52  years. 


The  monthly  relative  humidity,  based  on  the  7:30  a.  m.  aid 
7:30  p.  m.  observations  at  12  stations,  was  78  percent,  which  ip 
the  mean. 


DATE3  OF  MISCELLANEOUS  PHENOMENA 

.-((/ronis.— 4-Gth,  M-15th,  19-23d,  25-26th. 

//"/o.s,  lunnr. — None. 

Hnhs,soli>r.—ldth,  21-23d. 

Hail.  —  (dates and  general  location)— Light:  2.  27,  Ft.  Kent, 
Me.,  20,  21,  23,  Gardner,  Me.,  20.  Rumford,  Me.,  12,  Newport, 
Vt.,  14,  Blue  Hill,  Mass.,  10.  Gloucester,  Mase.,  8,  14,  25,  3', 
Shelburne  Falls,  Mass.,  10,  Taunton,  Mass.,  12,  Williamstown, 
]\Lass.,  13,  Greenville,  R.  I.;  moderate:  10,  Ft.  Kent,  INle.,  19, 
Eustis,  Me.,  25,  Clinton,  Mass.,  12,  Middleboro,  xMa^s.,  25, 
Ware,  Mass.,  12,  Providence,  R.  I.,  14,  Hartford,  Coim.; 
heavy:  20,  Jackman,  Me.,  25,  Ashland,  Mass  ,  12,  Falmcuth, 
I\rass.,  25,  Framingham,  Mass.  (much  damage  from  broki.n 
glass,  punctured  canvas  tops,  etc.),  10,  Cream  Hill,  Conn. 

T]mvderstorms.—  1-2d,  5-15th,  17-20th,  24-3 1st. 

Fnp,dense.—Ut,  5th.  7-nth,  13-31st. 

Frosts.  —  (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


'■^ 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

i     The  prevailing  direction  of  the  wind,  leased  on  117  records, 
'was  south we.-t.     The  average  velocity,  based  on  the  records  at 

15  stations,  was  8.0  miles  per  hour,    which  is  0.3  mile  per  hour 

below  the  mean. 

,    The  sunshine,  based  on  the  records  at  14  stations,  averaged  68 

'percentofthepossibleamount,  which  is  7  percent  above  the  mean. 

The  cloudiness  was  slightly  below  the  mean.     The  average  for 

the  Section,  based  on  1 30  records,  was  13  clear,  1 1  partly  cloudy, 

and  7 cloudy  days. 


,--sj..'r:..  67.1 

i»yi....«<|  63  1 
iSyi  .'C^li.-i 

mM -4  68.7 

lii97 A<\  C9.9 

•1SH8...<.  ..I  fii).3 

I'JOO -eti.'J 

1901 .r6«.5 


1909 

1910 

1911 

1912 

lyl3 


1916.... 
1917.... 
1918.... 


I9S] 

1932 

1933 

193J 


,i  66.4 
I  66.6 
.    69.8 


Precipitation 


No.  of  days  (all 
New  England) 


2.17 

0 

2.61 

.■).  43 

8.20 

H.  37 

0 

2.«6 

A.-M 

0 

3.63 

2.66 

0 

3.  12 

2.64 

0 

2.03 

2.  70 

0 

2.22 

3.31 

0 

3,98 

3.9(1 

0 

3.41 

7.  SI 

0 

8,40 

2.12 

0 

4  9! 

4.89 

u 

4.65 

3.  13 

0 

2.  92 

4.20 

n 

4.25 

3.74 

0 

4.04 

4  17 

0 

3.22 

3.16 

0 

2.75 

4.31 

0 

3.02 

4.11 

0 

5,  06 

4.12 

0 

2.11 

3.19 

0 

3.  96 

2.  S.'i 

0 

1.97 

2,49 

0 

2,  .30 

4. '?' 

0 

3.62 

3.12 

0 

3.  33 

3.06 

n 

2.  07 

3  V3 

0 

3.96 

9.05 

0 

6.77 

4  01 

0 

6.6! 

0 

2.1,S 

3  74 

0 

3.18 

2  62 

(J 

4.:j7 

4.  Oft 

n 

3.  38 

3.49 

0 

6.25 

2.  46 

0 

4.  33 

3.42 

0 

2.72 

2.96 

0 

1.89 

4  ftl 

0 

4.73 

3  45 

0 

3  43 

4.4K 

0 

4,  69 

3,  60 

0 

5.  29 

2,  18 

0 

1.56 

3.K7 

0 

3.34 

5,  37 

3.36 

4.66 

0 

3.46 

3.  31 

0 

2.27 

3.8H 

0 

2.17 

3,  92 

0 

3.  94 

3.14 

0 

2,  19 

3,25 

0 

2.  35 

6.49 

0 

8,91 

2.91 

0 
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3.76 

0 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,  1939 


Climatological  Data  for  July,   1939 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


McUne 

Bangor §  

Uarllarljor  uiear) 
Brassim  IMnitt  — 

Caribou.. 

KastDorL 

KiiSL  VViuLiirop.   ■•  ■ 

KDsvvortli   •   

Kustis  

D'urininston 

Ft.i''iurliel(i  (near) 

Fort  Ivent 

Gantiiiei- 

Greenviilc. 

Hiraiuli 

Hon. ion 

Jaclu..an 

Lewi.sloa 

MacUias 

MailisouS 

Miciaiedai.i 


,;IS 


Milli 

Milo 

MoosulH'ail 

Ni):-Ui  Bri.l«UMi 

OUltown 

On. IK). 

Portlan.l 

Pres(iue  isle  — 
RiyowuusUaii! 
Rockland  ... 

Ruiinora 

Tlie  l''orks 

DpiH'i-  Dam 

VauCfboro 

WiiisUnvtlg  .••• 

WooiU.iii.lS  ■■■• 

Foi-St;ile 

Nei'i  llainpshi 

Burliti    

Bethleli.'Hi  ... 
Cannon  Mt..  . . 

ConconI    

DixvilU'^■.•u.ll 


»';tz 


Gleuclili   

Hampton 

Hanover  S 

QiaU)oro  ....... 

LaUopovtV 

Lincoln   ■■   

Mancl'.o.sler 

Milan 

Nashua  S  •....•• 
NewDiM-lKuntt   . 

Newpoii    

Noitli  ,-tratC()V(l. 
Pink!.an.Not.:h« 

Plymonth 

WestSl.Mvai-tslDv 
Wolihoro  Falls- • 

YorV:  I'ond    

For  State     •  • 


Mt.  Wasliington  : 


Brattl!'l)oro5 

Burliiih'ion 

Clielsea 

Cornwalin 

Craftsbiiry  Com... 

EaatUarnet 

East  ]?.vetrate 

Enosbnrg  Falls  — 

Gihnan    

MaysMiUlt 

Newfane 

Newport  

NortlilieUi 

Reaiisbnro 

Rochester 

Rutland 

St.  Aibans 

St.  Jolnisbury 

SearsbnrgMt 

SearshiirptSta.It--- 

SomerpettJ 

Vernontt§ 
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Hancock  . .... 

Somerset 

Aroostook  . . . 
Wasliington  ■ 
Kennebec  •■ 

Hanitook 

Kraiiklin 


Aroostoolc 
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Kennebec- 
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I  ton 


liockinsjbam . 
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Bennington- 
Windsor   ... 

KiiUand 

Franklin..  -• 
Caicdonia... 
Benninprtcin 
B-^nninKton 
Windham... 
Windham... 


+  1.2 
+  O.S 

+  'i.'6 


+  0.9 
+  0.4 
+  2.2 
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-0.7 
+  0.6 
+  0.4 
+  1.2 
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6 

1 

ne. 

7 

14 

10 

sw. 

16 

7 

se. 

19 

9 

3 

nw. 

10 

20 

1 

8. 

9 

13 

9 

IX 

6 

7 

w. 

16 

(> 

9 

w. 

14 

•^ 

11 

Civil  Aeronautics  Auth, 
B.  L.  lUidlcy 

Walli-iTiiurj-ton 

U.  .S.  \^ri,iln  1   i,Miau 
U.^■  ■.     ,         .1  ,,!..L,n 


Mrs.  Jiani'.iih  Mia 
.State  Normal  Schoi 
C-  W.  Norsivortiiy 
W.  B.  Clark 
Samnei  D.  Hoiile 
U.  S.  Weather  Bur. 
C.C  P.  cfeL.  Co. 


M'ill 
P.  M 


«ival 
Willi; 
N.  W. 
(;.  1,  ( 

Tllii!. 

Umv 

Me.  1 
Grcii.i 


iper  ( 


iKfJ. 


Mixer 


uig 


(;har 

Kiitii  Uurg-iii 

Union  Water  Power  (!o. 

Guy  W.  Butler 

llollingswortli  &.  Wbitney 

St.  Cioix  Papir  Co. 


Edwur.i  Feiiu 
Ueoiw-  I'].  Tucker 
Kenneth  Bootiiroyd 
U.y.  Weather  lUireau 
Sarah  11.  Cncasmi 
N.ll-  Agr.  C;.;iicse 
Union  '\Vaier  I'ouer  <'o- 
Cnnu    Valley  Lumber  Co. 
Wa.ler   K.  Boile.s 
If.J.Soutliniayd 
l3tateS;M!nt(iiinni 

Oan-',    '        ' 

N.  li     :,    -'  ..    '    .  -    'r-vst. 
KoIh-1,    i'    I'  ■  ,  v.:na 
Fred  Wixfiiu 

Public  beryice  Co. 
Andro.'icogBin  Res-  Co. 
Peniiiclmck  Water  Works 


u-d 


itli 


J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U.S.  Bureau  of  Fisherien 


Weatiiei-  Bureau 


B.F.  Hydro-KlectricCo. 
State  Fish  Hatchery 
Ut^orn.-  L-  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  tt' 
Sarah  E.  Lane 
Miss  E.  M.  Uustin 
N.  E.  Power  Co. 
J.  F.Devins  t1t 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  111 
Mrs.  John  .T.  Gerety 
Rev.  A.  B    Crirhton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 


Fairbanks  Museum 
George  BriggstU 
N.  E.Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 


See  puse  40  for  explanation  of  reference  raarka 
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Climatolosical  Data  for  July,  1939 


Teinperature.  in  desrees  Kahrpiilieit 


is 

II 
O 


Caledonia. 
Windsor--' 
Windsor--. 
Windham  . 
Windsor... 
Windham  . 
Windsor... 


Berkshire  •  ■ 
Hiimpsliire 
Middlesex-. 
N'orfolk  — 
.do  .... 

SnfTolk 

Worcester  . . 
Plymontii  -• 
Uanipden  .. 
Hampsliire. 

Suffolk 

Worcester  -  • 
Middlesex  . . 
riyinouth  .. 
Borkshiro--. 

Bristol 

Barnstable-- 
Worcester  - . 
.Middlesex-- 
Norfolk  -.-. 
Worcester  -  - 

Essex 

Franklin-... 
Middlesex  . . 
Worcester  .  - 

Kssex 

Franklin-- - 
Hampden  -- 
Berkshire  -- 
Worcester  -- 
Barnstable- 

Kssex 

Worcester  - . 
Middlesex  . . 

Essex  

Middlesex.. 

Bristol 

I'lymouth  .. 

Essex 

Worcester  ■ . 
Worcester  .. 
Franklin  ... 
Naiitncket-- 

Bristol 

Worcester  -  • 

I'ljTllOllth   .  ■ 

Berkshire  -- 
Worcester  -  ■ 
Berkshire  -. 
Hampshire. 
PlynioiUh  •■ 
Worcester  -  - 
Barnstable.. 

E.ssex   

Franklin  --. 
Worcester  -  - 
Middlesex. - 
Hampden  -- 
Worcester  -  - 
Berkshire---. 

Essex   

Bristol 

Franklin  -.. 
Hampshire- . 
Worcsler . . . 
Hampden  .. . 
Middlesex  ■- 
Berkshire  •  - . 
Worcester  -  - . 
Berkshire  •.• 
Worcester  -  - 
Worcester  -• . 


Newport 

Washington 
N'ewport-- 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hartford 


1.050 
40 

25 
JOG 
720 


+  0.2 

+  '6."5 
+  1-4 


41       51 

■7" 
7t 


-2.74 
-1.32 
—2. 50 


-1.67 
-2.  86 
-2. 15 
-1.83 
-2.34 
-2.35 
-1.78 


~0.  58 
-2  13 
-2.46 
-3.20 
-  3.  20 
-2.  9n 
-3.11 
-3.27 
-2.  13 
-3.06 
-2.40 


—2-  02 
-2.53 
-2.85 
-1  55 


Oilman  W.  Ford  tt) 
Jivu  IC.  Doiiliieday 
N-  E    Power  Co. 
E.  T.  Sulliiii  III 
Olcoll  Fall.-,  Co. 
Walter  Adam.s  III 
Mrs    VVIIliaiM  S.  Katon 


N-  E-  Power  Co. 

Mass.  Agr.  E.xp.  Sta. 

Met.  Watei-  Woili.s 

State  Dei)t.  Public  ilcalth 

Blue  IliliOliservalin-y 

U.  .S.  Weather  Bureau 

Mrs.  Lorhif;  H.  Keed 

Citv  Engineer 

,'-;tat.eDept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tower 

.Joseph  L.  Kellev 

.state  Dept.  Public  Healtli 

Richard  C.  Brighain 

State  Dept.  Public  Health 

Herbert  B.  Allen 

Met.  Waler  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  \V.  Ladd 

N.  E.  Power  Co. 

staff' ]...;, ^.  I'lil.lic  Health 


eallh 


Props.  Locks  (!«  Canals 
Stale  Dept.  Public  Health 
State  Dept.  Public  Health 
William  K.  Hoelzel 
State  Dept.  Public  Health 
N.  E.  Power  (\). 
Clmrlntto  A   Braun 
U.  S.  Weather  Bureau 
(;ity  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Work.- 
Comr.  of  Public  Works. 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Mot.  Water  Works 


IL'  11. 


.  G.  Sti 


H. 

N.E.Power  Co. 
StMlc  Dept.  Publii- Health 
Met.  Waterworks 
V.  S.  Annorv 
Met.  Water  Woiks 
N-^abil  H.  Brings 
Woslon  K.  Lewis 
Waterworks 
Turners  Falls  1>,  A.  K.  Co. 
Sf..ff.l!,.,.f    I'ublit:  riealfh 
I  .■•■  i       1    I  (il.hc  Ilealtli 
-:     .    :  ;  i;Mic  Healf! 

s':i^'  ;•-:,:.  i'ublic  Health 
Jlef.Waler  WorK>. 
Williams  CollCL'e 
State  Dept  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  40  for  explanation  of  reference  marks 
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ClimatoloKical  Data  for  July,  1939 


Temperature,  indogroea  Fahrenheit 


Procipitatiou. 


CoiinecUciU  Caul  d 

Colchester 

Colliusville 

Cream  llilUt 

Danbury. 

Bast  Hartland  — 

Falls  VilliiKcS 

Hartford  

Lake  Konoiiioctt- 

Mt.  Cannel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbury  

West  Hartland — 
For  State- •   ■• 


New  London  • 
Hartford  •  •  • 
Litt'hlield  ••• 

Kainield 

}Iarr,ford 

Idtclilield  ••• 
Hartford  .■•- 
New  London- 
Ne 


do 


New  London. 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  ■ 
Hartford 


Stedman  Storrs 
Edwin  R.  Wilder 

C.  L.  Gold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  WaterWork* 

B,  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  G.  Tietjen 

L.M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Affr   Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Keference  Marks  Used  on  Pag-es  38,  39,  and  40. 

The  departures  from  the  normal  temperature  are  eoniputed  from  the  averages  of  the  entire  period  for  stations  havin;;  lo  or  more  years  of  record.    Departures  of  pre- 
finit'ition  with  is  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 

for  tiie  period  of' record  are  used.  Reference  letters,  a,b,c,  appearing  in  the  table  indicate  number  of  days      '     '         "  ■     '  

on  other  dates.    §  Thermometers  not  supplied  by  Weat^ier  Bureau,    ttt  Observer  fen-  New  England  Power  Co.      ' 


'>     '■  ■  '  ■   -,     ■'    -.     New  Hiiuipshiic     li:.-'  ■  -; 
M  1        ■..     ,wall,  Middiebnvy;   v!;;vs   \i  1 1 , 

Hill,    West  Cornwall;   i.;ii;K  Kononioe,  New  London. 

»  Record  turnislied  by  Massachusetts  Department  of  Pub; 


Azisoohos  l>am,  Wilson  Mills;  Brassna  Da 
,  Pittsburg;  New  Durham,  Alton;  i'inkliani  : 
n..Mass.;  Searsburg  Sta,,  Wilmington;  Soi 
,  Soiitli   Kgremont;  Falmouth,  llatcliville;  1 


u,  Rockwood;  Hiram,  West  Baldwin;  Kipogenus  Dam, 
otcli,  Corham;  York  Pond,  Berlin;- Vermont— Bloom - 
lerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
ake  Cochituate,  Framingham;  —Connecticut- Cream  | 

J  Not  included  in  suramaries. 


Except  as  otherwise  indicated  observations 
observations.         *•*  Regular  Weather  Bureau  station ;  precipitation 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  ii 


Explanatiou  of  Reference  Marks  Used  on  Page  41 . 
generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 


for  the  24  hour  period,  midnight  lo  midnight.         **  Precipitation  measured  in  the  morning;  amount 
that  of  next  measurement.         T.  I'recipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Pag-e  42. 
1  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRKSSURE.  WINI 

.  HUMIDITY,  AND  SUNSH 

INK 

Atmospheric  Pre.'isure 

Relative 

(reduced  to  sea  level 

) 

Hnniidily 

Btatlona 

1 

3 

a 

S 

B 

^ 

e 

^  i 

p 

.s 

?< 

. 

n 

to 

? 

S 

C6 

'A 

0 

S-S 

S 

a 

S 

^ 

P 

<i 

k> 

a 

a 

^.2 

Amherst 

29.  97 

30.28 

?1 

29. 58 

14 

4.1 

25 

12 

61 

Block  Island  •-•. 

29.98 

30.  30 

22 

29.  65 

14 

12.7 

42 

w 

10 

8b 

72 

86 

86 

Blue  Hill 

30-  00 

30. 2S 

21 

29.  68 

14 

14.0 

35 

w. 

29. 9;3 

30  29 

22 

29.  59 

14 

9.7 

2,') 

w 

31 

72 

ol 

Burlington 

29.  US 

30.27 

21 

29.  49 

14 

7.2 

26 

s. 

14 

78 

53 

66 

'/b 

29.  9k'  30.:^l 

22 

29.  .55 

14 

5.2 

24 

uw. 

48 

Eastport 

rl  1  29.  .n9 

9 

7.9 

22 

s- 

1 

88 

Greenville 

Hanover 

1   ■  29.  59 

;l      29  54 

-.':  .    '  V 

14 

4.2 

20 

sw. 

27 

76 

49 

72 

68 

Hartford 

J. I      29.53 

14 

4.7 

30 

nw. 

10 

81 

68 

V2 

Nantucket     

'  29.  UV    30.311 

21   I  29.  6S 

15 

13.  2 

35 

ne. 

23 

87 

72 

91 

1  29.97,  30.28 

22     29.  IV2 

14 

8.2 

22 

8. 

8 

'/9 

18 

Nortlilield 

29. 96,  30  30 

21   '  29.47 

14 

5-9 

24 

9W. 

Portlainl 

29.96;  30.30 

21  1  29.  59 

14 

nw. 

Providence 

29.98    30.31 

22  1  29  65 

10.0 

38 

nw. 

[Continued  from  first  page] 

cent  above  the  normal,  while  temperatures  averaged  near  th( 
normal  in  all  sections.  At  the  close  of  the  month,  moderatp 
showers  relieved  conditions  in  the  northern  division,  and  allev- 
iated or  checked  tlic  drought  in  the  southern  division,  althougl^ 
conditions  continued  severe  in  eastern  Massachusetts  and  Coni 
necticut.  e.  SJ 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


41 


Daily 

Precipitation 

for   July. 

1939 

Drainage  basin 

Day  of  month 

„ 

1  1     2 

3 

^ 

' 

6 

7|    sj    y 

10      11  !  12      13 

14  1  15  1   16 

•^ 

18 

19  1  20 

21 

22 

23 

24 

25  1  26 

27 

29  1  oO  1  31 

1 

Maine 
Stporf* 

Coast 

1.33'  .14 
.23.... 

.01 

■■.37 

":" 

.03 

So 
'i-.' 

1.18 

:'". 

.... 

.... 

■.■•25 

".■59 
.92 
.05 

■f." 

■.'63 

2: 66 
'.■io 

.25 
.05 

■.■io 

.05 
■f.' 

■'ii 

'ioi 

■'65 

■.■63 
■.'o-i 

'I. 

T. 

1 

.44... 
05 

T. 

"Ai 
.09 
.34 
.01 
.15 
.13 
.25 
.01 
.06 
.05 

'.'65 
T. 

■'ii 

.07 
'f. 

.04 

'.■47 

.... 

:::; 

".ib 

.08 
.46 

.07 

.J  .J.... 

....     .20.... 

.15 

.12 

:::: 
.02 

T. 

.20 

T. 
.07 
.05 
T. 

'.■•25 
.17 

■.■66 

.12 

.'io 
'.'6i 

.19 

....    1. 

1 

4.01 

■.■36 

.68 
.20 

l]i3 
.09 
.13 
T. 
.48 
.07 
.98 
.06 

'.■os 

.18 
T. 

.■35 
.41 

'.'io 

.23 
'.■69 

".hh 

.16 
.07 

.10 
■.03 

:::: 
;;;; 

■.■i4 
i.^66 
.■30 

'.■je 

.06 

■;i2 

.06 

.... 

"t".' 

■.■77 
.01 

.62 
.  15 

1.64 
.55 
.01 
T. 
.12 

2.06 
.14 
.49 

:;::|::::'.'c6 

.061    .06   .36 
3'6bi'^J-- 

IStis  .  

urmingtoii 

Kynnebec 

....do 

.42 
.15 

.29 

.06 
.35 

1.02 
.08 

1.06 

■.'ii 

.04 
.37 
.07 
.28 

'.■61 

1.19 

■.■i7 

.21 
.02 
.37 

't.' 

■.■i2 

:::: 

.... 

".'15 

:::: 

Jos 

.41 

.54!.... 
.73!.... 
.  39' . . . . 

.01 
".Ob 

•:56 

.... 

AS 
.06 

■.'63 
.... 
■.■24 

.01 
■.'64 

... 
.03 

T. 

2.50 
3.44 
10.51 

Kennebec 

....do 

.01 

.01 
.37 
.36 
.03 
T. 

■.'67 
.35 

'.'61 
.08 
.18 
.28 
.10 

Beiuille 

.(WJ  .07 

.01,  T. 

T. 
.31 

■f.' 

.01 
.04 
.02 
.04 

■.■62 

'.04 

t 

.02 
.09 
.93 
.33 
.34 
.31 
.45 
.99 
.08 
.20 

■.■64 

.86 
.03 
.09 
.18 

.63 

.28 

■.11 
.59 

1.11 
.48 
.91 
.50 
.76 
.34 

l.Ob 

.11 
.71 

..">1 
.25 
.11 
.14 
33 
.62 

'.'51 
T. 

Ibli 

.34 

.0.5 
.OS- 
LO!! 
.04 
.Ob 

'.'38 
.04 

4  20 

T. 
.55 
T. 
.02 
T. 

2.96 
4.32 
3.21 

?kn°'n    

Kennebec 

Androscoggin   .... 

.56 
.49 
.44 
.04 
.40 

i'. 

!33 
.57 
.18 

.17 
.43 
.05 
1.70 
.35 
.OB 

'.m 

.03 

'.i-i 
.14 

.75 

;67 

.17 

.79 
.75 
.06 
.15 

.4.". 

.■12 
.75 

.76 

.■37 
.12 
.4i 
.IC 
.12 

:1 

:::: 
'.■62 

.05 
■.'23 

.04 

■f.' 
.04 
.08 

.02 

't'.' 
'.'6i 

f. 

^1 

.26 
.37 
.01 
.11 

t'. 

1.15 
.27 
.30 
.02 

.01 

.05 

't.' 

L-enobscot  

....do 

l^resumpscot 

Penobscot   

Coast 

...... 

".'oe 

.03 

T.' 

1,-tou  . .. 

.bu 
.20 
.02 
2.0O 
.04 
.01 
.45 

T. 
1.48 

.... 

:::: 

T. 
.03 

T 

.07 

'.'65 

■.'08 
.15 

■.03 

i', 

'.'36 

't'.' 

■.02 

.04 
.... 

"as 

■f.' 

■.'C7 

.40 
.01 

;o2 

.0.5 

.5b 
.01 

.... 

'.'i^ 

.02 
'f. 

■'is 

T. 

1.72 

.04 
.03 

3.62 

1.87 
5.94 

-  Uara. .. 

■  ni.)!-.!  

leKoiks 

aslpw.  ^^ 

ipfhire 

Penobscot  

.Androscoggin   .... 

Kennebec 

...do 

St  Croix  

Androscoggin 

.Merriuiac 

3.79 
1.87 
1.66 
2. 20 
1  ''9 

.08 

■'i'.' 

.11 

.02 
i.'i7 

.3b 
1.27 
.11 
T. 

■.'or 

,14 

.30 
.18 

■.'oo 

.19 

.17 

.17 

■.'62 
.30 
.01 

■.■6s 
.02 

'."6a 
.10 

06 

'.'66 
... 

■.'63 
.01 

1  41 

.03 
1.20 

.29 
.06 
1.04 

■;46 

.73 

^' 
.56 
.95 

■!22 
■.■55 
.36 

.6t; 

.5.5 
T.' 

... 

■f.' 

'."ib 
't.' 

T. 

'.Of 
.21 

'.;]■ 
.01 

r>t  (..nil.  Lake., 
iiiovor  ....  

Connecticut 

JI.Triniac 

Connecticut 

..do 

Merriuiac 

....do 

...do 

Conneetieut 

Morriniac 

Coni'tctiiiit 

■     do 

Chaniplain 

Connecticut 

.  do 

Champlain 

St.  L.nvience ."!!!! 
<;i\ampiain 

".'.&Q.'.'.'.'.'.'.'.'.'.'.'.'. 

Connecticut 

...do 

...do 

....do 

Coinietticut 

Coast 

...do 

Connecticut 

.65 

tv 

f.' 
T. 

:::: 

.... 
.02 

T. 

.20 
'.'62 

■47 

.... 

■.■i2 

■."63 

'.■is 
.22 
.01 

't.' 

'.■qi 

■t' 

"■■t 

.25 

'.'io 
'i'.' 

'.'22 
T. 

'.'io 
't.' 

T. 

.07 
'.'03 

•:■• 

".61 

.... 
.... 
.... 

T. 
.02 
.06 
.10 

".09 
'.'14 

.02 

'.'i9 

T. 
.19 
.16 

.29 

■.'61 
.22 

T. 

1- 

.20 
:'■ 

.04 

■r 

.4>- 

.33 

.07 

T. 

5.84 
2.25 
1.92 
1.90 
3  S5 

>••"'>■■■'" 

OOl'llifid  .^^ 

;14 

.05 

.It 

.05 

.04 

'i'.' 

.02 

'.'01 

'.'62 
••iS'.^ 

T. 

T.' 
'.'O'i 

1.94 
3.50 
1..54 
3.22 

3.04 
2. 45 

2.  i-;3 

•  iH« 

■.'02 

:::: 

:S::'' 

LOG;.... 

.  I'J  .'37 

.01 

.10 

T. 
.13 
.15 

.10 
'.'04 

.18 
.12 
.09 
.21 
.Ol 
.03 
T. 
.05 

2.15 
0.73 
4.79 
3.70 

1.S7 
2  SO 

**.!!!! 

.01 
.01 
.07 

't.' 

.17 

't.' 
'tV 

T. 

'24 
.42 
.03 

.'34 

.6b 
.10 

T.' 
.01 

T. 

■.02 
.10 

i'".' 

't" 
'1-. 

'.01 

"62 

.29 
.10 
.03 

'.'6i 
.0: 
.12 
'J'. 

■r 

T 

.21 
'.'63 

T. 

.05 
.10 
.  ha 
05 

.:iear). 
■  ly 

■'02 

'".■2n 
.02 

.... 

■■'r.' 
.... 

'r. 

i. 

::: 

.... 

:::: 

T. 
't" 

'.'06 
T. 

2.'33 
2.  64 
2.29 

-se«8 

.07 

T. 

.60 

T. 
■V 

T. 

'1'. 

■f 
.01 

T. 

•v. 

■'!■■. 
T. 
T. 
.06 
.03 
.49 
.05 

1.17 

.01 

.2'! 
.16 

.52 
.06 

.'l7 
.01 
.  05 
.38 
.  03 

.42 

.64 
.15 
T. 

.20 
.03 
.03 

','01 
.02 
T. 

■.'04 

■.'i4 

'  J,( 

1  08 

0.75 

\i** 

T. 

.34 

T. 
'.'i2 

'.'is 

.25 

.'35 

'.'65 

.... 

'.'.'.'. 

.09 

35 

.0 

■'oi 

1.98 

3  .23 

^i    :  ;^un":: 

..do 

Coast 

Housa  tonic 

Coast 

...do 

i.'74 

.1^ 

■.'03 

■'63 

'.'08 

'.'is 

'.'6i 

0.28 
2.38 
1.07 
1.09 
0  95 

■fsl"" 

.06 
.06 
.01 
.12 

.2b 
.26 
.10 

1.04 

n 

T 

T. 

.12 
.12 
.05 

'.'05 

ioi 

.02 
.20 
.32 

.'48 
.12 

'.'62 
1.12 
.10 
.02 
.40 

'f. 

■r. 

''ig 

.03 
T. 
.02 

■f.' 
.02 

■'08 
.15 

'.'29 

.51 
.18 
.08 
.19 
T. 
.25 

".23 

:•::; 

.... 

T. 

'.'io 

.84 
'.'05 

.01 
.24 

.02 
't.' 

•> 

.'..'.\".0l 

.02L... 

1 

0.97 

12  1.(^2 

Connecticut 

Coast 

'.'io 

.... 

'i'.' 

T. 

.(le 

'.oi 
.If 

.05 
.Ib 
.67 

■.'03 
.27 
.10 
'i'. 
.  23 
.03 
.17 
.2b 
.25 
.41 
.45 
.3b 
.03 

.62 

'1 

.28 
.60 

_: 

1.29 
1.47 

.25 
.04 
'.■56 
T. 

'.'is 

'.'04 
'.'54 

'.'66 

.43 
.01 

'.'oi 

T.' 
T 

:::: 

.03 

i'V 

.05 
'1'. 

.■97 

.69 
.01 
.09 
.08 
.13 
.19 
T, 

T. 

■.■05 

T. 

'.is 
.'35 

.30 
.16 
.06 
.21 

■f.' 

.67 
.17 

■.'22 

'.'oi 

.01 
.10 

.08 
.22 

'.'is 
'.■97 

.90 

.06 

'.'76 

.01 
'.'48 

'.'oi 

f.' 

03 

'.04 
.29 

.  35 
.69 
.33 

'.'03 
.06 
.14 
.05 

1.26 
.01 
.18 
.41 
.83 
.47 

.38 

.04 

■."i 

'/24 

'r. 

.6i 

■.'11 
t" 

.15 

1.17 

,  •.«» 

Coast 

...do 

Housatonic 

Coast 

••••'lo 

...do 

Thann's 

Connecticnt 

:S:::: 

'M'-r 

V,-      ..       :             Td        .... 

T.' 
•V. 

1.35 

jck;.o.t  ....'.;!!! 

nt!ilirM'.^e" 

niiRi-.-ld 

innt-jii" 

.10 
.15 

■.'27 

'oi 

;::: 

'.'09 
.07 
.06 

'i'. 
;;;; 

■.■31 
.03 

.87 

".is 
.01 

!('3 

'.'lb 

T. 
.08 

.'09 
.04 
.12 
.32 

T. 

1  50 
0.tl6 
0.40 
1.67 
2.17 
2.11 

rii.T~  Falls 

est  oris'*. 

Connecticut 

....do 

Hudson 

Connerticut 

Blackstone 

.04 

.43    ... 

.Oi 
.32 

1 

T. 
T. 

.10 

T 

.02 

.86 
.01 
.05 
.20 

.04 

2.41 
2.71 

illiiimstown   .... 
iiiclieiidon  **  .. 

■.'02  2'47 
.47L... 

2.91 

4.92 

.0 

.01 

:::: 

2.61 

RlifyJe  Hand 

■r. 

0.47 

....do 

...do 

.0:5 
.01 

1.40 
.10 
.56 
.61 
.01 
.02 

;;;; 

.04 
T. 

'.■ii 

T.' 

■•- 

.... 

':ciit 

.03 

T 

■■.3.5 
.24 
.17 
T. 

f  ■ 

.10 

.02 
.04 
.37 
.22 

1.22 
.01 

1.72 
05 

T. 

.03 

.06 
.06 

■r 

.02 

.14 
'I'. 
■|'. 

.01 

.15 

.01 

T 

.22 

.05 

.10 

■01 

.03 

.04 

'J' 

.06 

2  36 

...do 

Housatonic 

Connecticut 

...do 

Coast 

An 

.... 

T. 

T.' 
.01 

T. 

.03 
'.05 

0.75 

■ 

.20 
.'62 

2.60 

_md". .. 

.... 

'.'is 

.... 

2.44 
2.80 
0.52 
2.34 



do 

.10 

.05 
.56 
.06 

'f.' 

.14 

'.'oi 

0  95 

Qninebaug 

Willimantic 

.04 
.05 
.27 

.75 

.05 

S7 

.12 
.07 
.15 

■'66 

2.08 
2.  22 

Bterbnry 

1.90 

1 

I  pa!je4ufor  explana 


diice  marfes 


^,is:^g^Kszmaami^i^ties^«s!& 


!■ 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,   1< 


Daily  Temperaturee 

for  July, 

1939 

Day 

of  Month 

.Stations 

Meat 

1 

2 

* 

_L 

_A 

" 

_± 

J_ 

10 

_li_ 

_^i- 

13 

14 

_!i. 

^ 

_!!_ 

18 

19 

" 

21 

22 

Ji 

24 

JL 

2ii 

^ 

28 

29 

30  1  31 

Bar  Harbor 

Mdiiie 
(MPar)     i  Maximum... 

7C 

7fi 

80 

8S 

87 

86 

88 

BO 

86 

81 

67 

75 

. 

75 

74 

75 

72 

72 

74 

1. 

72 

77 

77 

81 

.0 

87 

74 

67 

7b 

!     1 

74'  67l  77.  S 

'"6^" (  Minimum.... 

5.5 

.'i7 

47 

69 

64 

67 

65 

67 

65 

5;^ 

57 

48 

5. 

57 

53 

52 

50 

54 

52 

52 

.54 

54 

57 

02 

65 

60 

59 

62 

68 

60'  57.8 

Kastport  .. 

jMa-v.miun... 

58 

74 

76 

75 

82 

74 

74 

04 

80 

6b 

72 

72 

73 

60 

57 

63 

6b 

64 

71 

69 

68 

66 

SO 

86 

75 

64 

60 

6b 

6i 

63  69. 6 

i  Alinimum.... 

49 

4U 

51 

54 

50 

51 

51 

50 

52 

51 

51 

51 

52 

52 

52 

51 

51 

52 

5! 

49 

53 

52;  47 

56 

52 

53 

52 

53!  53 

55|  51  9 

Fovt  Kent  . 

)  Ma.xinnnii.  •. 

82 

81 

SO 

92 

92 

93 

S7 

8b 

84 

83 

77 

78 

71 

7.3 

73 

71 

69 

70 

73 

87 

87 

S3 

9^ 

94 

94 

71 

74 

75 

79  80.6 

i  Minimum 

01 

42 

43 

47 

57 

('.' 

V 

I'll' 

55 

50 

49 

45 

60 

54 

44 

49 

50 

46 

49 

61 

47 

49 

57 

55 

66 

60 

64 

64 

08 

64i  54.3 

Gree.iville 

j  iMa.\imum... 

H 

6'J 

7b 

85 

89 

s  1 

75 

70 

68 

73 

77 

71 

66 

72 

71 

74 

72 

76 

81 

80 

85 

87 

88 

78 

75 

SO 

76 

73  78.1 

i  Minimum... 

59 

51 

4» 

4S 

53 

65 

52 

46 

48 

53 

,57 

42 

43 

49 

44 

47 

48 

42 

48 

52 

51 

6.1 

64 

64 

64 

65 

64 1  53.6 

Houlton  .. 

\  l\laxiinum  ... 

8C 

75 

78 

87 

92 

','! 

hi 

81 

78 

68 

77 

71 

71 

73 

74 

75 

76 

76 

78 

84 

86 

.92 

76 

78 

75 

82 

751  79.8 

1  Minimum.... 

6!) 

57 

60 

50 

5( 

i>'j 

(17 

i;.; 

6C 

58 

55 

47 

56 

57 

52 

61 

50 

48 

46 

66 

58 

63 

56 

64 

65 

63 

04 

65 

65 

02  57.1 

LeivistOH  .. 

\  Maxinunn... 

85 

69 

SI 

i'O 

91 

91 

'i4 

<j'j 

9U 

&:' 

SO 

75 

79 

84 

74 

73 

73 

73 

7.1 

79 

79 

S3 

80 

88 

93 

90 

82 

72 

80 

7t 

76  8L8 

(Minimiun.... 

62 

55 

52 

57 

58 

70 

70 

70 

67 

63 

60 

55 

51 

61 

55 

5(1 

66 

57 

52 

54 

64 

55 

54 

61 

61 

65 

65 

65 

64 

64  59.2 

Millinooliet 

)  Maximum... 

80 

74 

80 

88 

91 

90 

90 

80 

85 

SO 

S!l 

74 

75 

74 

71 

73 

77 

76 

85 

83 

89 

90 

90 

89 

74 

SI 

85 

731  81.8 

)  Jliuimuni... 

60 

58 

.52 

54 

,50 

62 

67 

69 

65 

6! 

55 

61 

50 

57 

62 

46 

4;i 

54 

51 

■iij 

54 

40 

65 

50 

61 

59 

66 

66 

66 

65  57  5 

Ol.Uowii  .. 

j  Maximum... 

78 

76 

79 

84 

88 

86 

90 

88 

84 

82 

75 

74 

73 

70 

74 

72 

69 

72 

74 

73 

73 

81 

80 

84 

85 

86 

84 

73 

79 

79 

74:  78.7 

'Mininuun.... 

60 

59 

49 

55 

6(: 

67 

67 

70 

63 

59 

57 

51 

59 

63 

51 

51 

53 

50 

52 

56 

54 

55 

65 

61 

60 

66 

64 

6f) 

65 

65,  59.0 

(Maximum... 

85 

73 

80 

f 

87 

88 

86 

84 

75 

74 

72 

76 

70 

73 

71 

75 

69 

70 

76 

67 

80 

86 

77 

" 

74 

66 

77j  76.2 

1  Minimum  — 

59 

63 

51 

6) 

63 

65 

67 

72 

66 

59 

61 

58 

52 

60 

60 

55 

5( 

57 

56 

64 

56 

f.9 

56 

57 

63 

60 

66 

64 

62 

60 

621  59.6 

Kiiiuford  .. 

S  Maximum... 

84 

69 

80 

90 

92 

88 

95 

91 

88 

80 

78 

72 

75 

79 

73 

67 

69 

71 

76 

73 

78 

85 

SO 

89 

90 

90 

83 

75 

81 

78 

76  80.8 

'  Minimum-.. 

64 

54 

52 

53 

56 

66 

68 

68 

62 

58 

55 

51 

46 

56 

50 

47 

50 

49 

51 

48 

,52 

64 

51 

55 

57 

66 

66 

07 

66 

64  56.6 

Winslow  .. 

\  Maximum  ... 

82 

84 

80 

89 

92 

89 

94 

94 

91 

" 

90 

80 

S3 

79 

79 

79 

77 

73 

75 

80 

80 

80 

85 

86 

88 

92 

93 

92 

78 

83 

81 

79  84.1 

)  Minimum 

Veil)  llitiiipfliire 

.... 

\  ^bl,.^;inlum... 

80 

64 

77 

87 

92 

87 

92 

92 

85 

83 

74 

70 

75 

81 

71 

66 

67 

69 

76 

79 

80 

85 

79 

88 

89 

93 

85 

76 

80 

78 

81 

80.0 

Berlin  11 

(Minimum.... 

64 

52 

41 

49 

50 

63 

6i 

04 

62 

52 

54 

46 

38 

57 

:A 

44 

49 

47 

41 

44 

43 

45 

61 

47 

51 

63 

57 

62 

65 

64 

68 

52.9 

\  iMaximum  . . . 

8:i 

71 

81 

91 

93 

86 

95 

95 

90 

88 

80 

77 

8C 

86 

77 

72 

73 

78 

81 

82 

82 

82 

81 

90 

92 

89 

84 

80 

81 

78 

86 

83.4 

Coiici)V<l  .  .. 

i  Minimum.... 

6'> 

51 

47 

53 

61 

67 

70 

72 

es 

6.i 

58 

53 

4b 

62 

57 

40 

54 

48 

51 

64 

51 

53 

51 

50 

64 

60 

64 

66 

65 

60 

66 

£8.2 

j  Maximum... 

84 

84 

82 

92 

93 

94 

96 

90 

92 

89 

8^ 

80 

82 

86 

86 

79 

76 

82 

82 

80 

78 

83 

79 

91 

91 

86 

83 

80 

81 

86 

85.1 

Darliain  ... 

65 

49 

43 

49 

54 

61 

67 

69 

68 

57 

54 

46 

41 

59 

66 

46 

46 

43 

45 

45 

43 

47 

42 

45 

,58 

57 

64 

60 

61 

63 

64 

54.0 

First  Conn. 

^^'^^ iHEii'::: 

7G 

74 

68 

72 

84 

85 

80 

81 

68 

69 

63 

68 

51 

58 

60 

53 

58 

62 

64 

72 

73 

75 

80 

811 

81 

83 

86 

79 

75 

78 

75  71.6 

61 

56 

42 

48 

56 

62 

62 

65 

58 

55 

50 

4.5 

43 

42 

42 

43 

48 

45 

44 

43 

41 

45 

62 

51 

53 

53 

59 

60 

63 

63 

64i  .2.1 

Keene(near 

S  Maximum... 

80 

72 

89 

84 

92 

88 

80 

77 

84 

75 

72 

73 

79 

,S3 

83 

84 

84 

91 

92 

93 

82 

86 

81 

84!  >A0 

iMinimnm.... 

62 

44 

38 

45 

68 

62 

67 

69 

63 

57 

50 

47 

35 

52 

47 

40 

50 

39 

43 

45 

43 

46 

43 

46 

68 

54 

65 

6,5 

61 

66 

52.8 

I  jiiiximum  .. 

82 

73 

78 

95 

90 

88 

95 

94 

90 

88 

80 

74 

79 

86 

75 

75 

73 

76 

78 

80 

S3 

85 

80 

91 

92 

SO 

85 

80 

81 

79 

T'.i 

8:i.O 

Plyiiioutl).. 

(Minimum.:.. 

62 

44 

45 

47 

50 

60 

61 

64 

60 

5M 

51 

44 

40 

55 

52 

40 

47 

40 

39 

47 

47 

42 

52 

52 

65 

63 

63 

64 

a 

51.6 

Verwnut 

(Maximum... 

75 

65 

78 

84 

86 

85 

88 

85 

84 

81 

77 

69 

74 

81 

66 

64 

,., 

70 

74 

76 

78 

85 

81 

86 

87 

94 

78 

85 

86 

80 

81 

79.2 

Biu-lii.fe'ton 

1  Miinmum.... 

6! 

50 

48 

60 

70 

70 

70 

70 

65 

62 

58 

56 

46 

62 

57 

56 

54 

61 

51 

51 

51 

60 

57 

59 

62 

66 

69 

70 

70 

70 

60.0 

76 

62 

75 

82 

85 

82 

86 

86 

SO 

81 

75 

68 

73 

78 

68 

60 

65 

69 

70 

79 

75 

80 

78 

84 

87 

80 

80 

80 

79 

79 

-,e,.9 

Newport  .. 

i  Minimum 

61 

60 

48 

58 

62 

68 

68 

68 

65 

60 

59 

57 

46 

68 

54 

55 

64 

52 

61 

61 

52 

53 

69 

56 

58 

61 

67 

66 

68 

09 

69 

58.8 

Maximun.  ... 

75 

62 

78 

87 

88 

85 

91 

88 

84 

82 

76 

71 

7.5 

80 

67 

65 

6x 

69 

74 

77 

81 

86 

80 

85 

88 

90 

79 

81 

82 

79 

81 

79.2 

Nortliiieia. 

54 

45 

41 

50 

58 

63 

61 

67 

60 

56 

52 

46 

40 

59 

48 

48 

49 

45 

42 

43 

44 

47 

60 

47 

54 

55 

63 

65 

67 

68 

67 

53.5 

)  Maximum..; 

80 

73 

78 

86 

89 

86 

90 

89 

86 

85 

79 

75 

77 

82 

73 

70 

76 

78 

81 

84 

86 

82 

89 

91 

92 

81 

81 

82 

81 

81.8 

RiitUma  . 

/  .Minimum.... 

)  ,Mii.\i:mim.  .. 

64 

53 

43 

50 

63 

66 

07 

68 

66 

59 

49 

54 

43 

61 

51 

48 

63 

47 

45 

48 

48 

52 

52 

52 

57 

59 

05 

65 

^^ 

68 

64 

56.2 

St.  Allians. 

(  .Minimum 

)  Mnximum... 

79 

77 

79 

89 

89 

86 

92 

9i 

85 

85 

79 

74 

79 

si 

76 

66 

a; 

7i 

70 

79 

83 

87 

84 

89 

87 

93 

90 

82 

85 

84 

83 

8t- Jolinsbui 

y  iMinimum.... 

64 

50 

41 

52 

58 

66 

67 

68 

62 

57 

55 

,52 

41 

59 

51 

50 

53 

48 

45 

47 

47 

48 

53 

51 

54 

57 

64 

64 

68 

67 

68 

5  IMaximum... 

79 

75 

78 

86 

89 

81 

90 

89 

85 

83 

76 

7.5 

70 

81 

89 

72 

70 

76 

81 

81 

87 

82 

91 

95 

95 

82 

82 

86 

86 

Wooil-^toclt 

M(tfi-ncli  II  felts 

60 

50 

40 

45 

55 

61 

05 

64 

62 

53 

47 

38 

61 

40 

42 

40 

41 

40 

44 

44 

47 

48 

47 

55 

55 

68 

64 

65 

65 

^ 

j  Maximum..  ^ 

81 

74 

81 

89 

90 

S3 

93 

93 

90 

86 

80 

79 

74 

82 

76 

73 

74 

80 

81 

83 

83 

81 

85 

90 

92 

92 

84 

86 

88 

82 

84 

m 

AmlaM^t.  .. 

61 

52 

45 

51 

67 

68 

69 

61 

68 

66 

66 

54 

40 

67 

54 

47 

52 

47 

53 

52 

54 

53 

49 

55 

68 

65 

68 

69 

67 

68 

72 

m 

)  iiaximum  ... 

85 

77 

83 

91 

91 

86 

92 

93 

89 

91 

75 

79 

7^ 

84 

80 

74 

74 

79 

73 

75 

71 

73 

77 

80 

81 

81 

80 

81 

73 

77 

87 

^A 

Bo.~.tou 

/  Minimum.... 

67 

60 

56 

64 

60 

68 

72 

73 

69 

60 

58 

64 

05 

58 

59 

60 

61 

5S 

,59 

58 

68 

58 

07 

65 

69 

67 

60 

66 

67 

63^ 

S  Maximum... 

86 

85 

84 

92 

91 

89 

90 

91 

94 

90 

83 

80 

78 

80 

82 

82 

77 

86 

82 

77 

76 

78 

75 

82 

88 

80 

83 

85 

83 

80 

86 

Brocliton  .. 

)  Minimum  ... 

63 

55 

48 

54 

54 

65 

66 

68 

65 

59 

54 

49 

68 

62 

63 

66 

54 

58 

65 

56 

54 

58 

57 

68 

66 

69 

69 

68 

66 

70 

\  Maximum.  .. 

84 

76 

84 

89 

90 

85 

92 

94 

91 

92 

81 

80 

79 

86 

80 

75 

76 

83 

80 

82 

82 

79 

79 

88 

93 

86 

84 

86 

82 

80 

Concord.  .. 

(Minimum.... 

58 

51 

46 

53 

64 

64 

69 

70 

71 

68 

67 

51 

44 

60 

55 

47 

51 

48 

52 

46 

50 

52 

51 

65 

67 

66 

67 

70 

67 

66 

69 

.,      j  Maximum  .  .. 

80 

80 

78 

83 

83 

81 

81 

81 

86 

79 

76 

82 

74 

81 

74 

76 

81 

74 

76 

79 

77 

75 

78 

82 

78 

81 

83 

84 

84 

83 

79.> 

East  Wareli 

'""  • (Minimum.... 

65 

54 

47 

55 

65 

66 

68 

69 

70 

67 

60 

56 

48 

,58 

64 

53 

64 

59 

55 

53 

52 

.52 

58 

58 

57 

66 

68 

68 

66 

69 

6a 

IMaximum  ... 

83 

77 

74 

88 

86 

S3 

87 

88 

87 

S6 

80 

SO 

77 

74 

80 

78 

77 

82 

77 

78 

81 

76 

78 

81 

84 

75 

79 

84 

78 

81 

86 

80.4 

Fall  Kivur. 

1  Minimum.... 

65 

59 

51 

64 

66 

66 

68 

69 

07 

64 

58 

00 

52 

02 

61 

59 

56 

58 

58 

53 

53 

56 

58 

62 

65 

65 

67 

67 

66 

66 

70 

61. 

\  Maximum.  ■ 

73 

83 

92 

91 

93 

91 

91 

90 

82 

81 

80 

85 

78 

75 

75 

84 

84 

84 

79 

84 

92 

85 

82 

84 

82 

88 

Fitcliburg  . 

(  Minimum.... 

62 

65 

46 

60 

66 

65 

72 

67 

67 

,59 

48 

60 

58 

50 

50 

50 

61 

42 

50 

53 

48 

60 

70 

61 

66 

69 

63 

65 

67 

)  Maximum... 

83 

75 

83 

90 

91 

84 

92 

1)3 

91 

91 

80 

78 

78 

83 

79 

74 

74 

80 

78 

77 

79 

79 

77 

89 

88 

87 

83 

85 

76 

86 

Lawrence.. 

i  .Minimum.... 

67 

56 

49 

57 

64 

64 

68 

70 

68 

59 

,58 

53 

65 

60 

54 

55 

51 

56 

53 

55 

53 

53 

67 

66 

67 

70 

54 

65 

72 

76 

75 

77 

78 

77 

75 

74 

77 

74 

72 

73 

70 

73 

73 

72 

76 

69 

67 

72 

66 

67 

74 

75 

73 

75 

77 

SO 

79 

78 

Nantucket. 

iMh^mum.';: 

\   Maximum.  •• 

62 

76 

62 

69 

61 

63 

80 

64 

79 

64 

85 

65 

87 

65 

60 
75 

61 
74 

62 
70 

65 
79 

?? 

63 

63 

64 

64 
79 

U 

61 

81 

63 
86 

65 

88 

65 

64 

64 

63 

6;- 

66 

80 

76 

81 

70 

7f 

79 

86 

81 

81 

76 

Stock  bridge 

1  Minimum 

64 

5.5 

42 

47 

61 

65 

68 

70 

67 

65 

63 

51 

44 

62 

56 

46 

50 

43 

48 

60 

50 

49 

48 

62 

64 

60 

65 

67 

03 

67 

68 

M;\,xi>iiMm.  .. 

80 

72 

77 

86 

84 

84 

9(1 

90 

90 

82 

78 

73 

72 

80 

74 

70 

71 

76 

77 

80 

82 

81 

82 

86 

89 

91 

80 

S3 

83 

79 

81 

WlllianisloN 

" (  Minimum.... 

64 

54 

46 

51 

65 

68 

71 

73 

70 

54 

56 

4( 

65 

55 

50 

58 

46 

49 

52 

53 

53 

60 

55 

64 

63 

69 

69 

65 

70 

68 

i  Maximum  ■• 

81 

73 

81 

87 

87 

90 

91 

89 

87 

79 

78 

7& 

82 

77 

72 

74 

79 

8( 

80 

81 

76 

80 

90 

87 

86 

SO 

81 

82 

79 

84 

Worc-,.ster  . 

(Minimum.'... 

64 

55 

49 

50 

62 

61 

68 

71 

70 

68 

55 

59 

4& 

59 

58 

52 

51 

48 

53 

47 

48 

48 

52 

66 

61 

67 

68 

62 

66 

69 

Block  Islanf 

I  Maximum  .. 

76 

75 

7.3 

75 

77 

78 

77 

76 

80 

77 

75 

73 

72 

74 

74 

72 

73 

75 

72 

72 

71 

67 

74 

76 

78 

75 

74 

76 

73 

74 

82 

iMinimnm.'... 

m 

60 

56 

61 

65 

66 

67 

06 

64 

64 

63 

64 

58 

65 

64 

59 

60 

62 
79 

60 

59 

61 

59 

60 

01 

65 

66 

66 

66 

66 

6b 

68 

Kingston  .. 

j  Maximum... 

83 

78 

78 

85 

85 

81 

82 

83 

85 

85 

88 

78 

75 

79 

74 

76 

78 

79 

77 

75 

78 

79 

84 

85 

76 

79 

79 

80 

84 

1  Minimum.... 

65 

52 

45 

51 

61 

64 

67 

68 

66 

60 

52 

46 

62 

59 

46 

52 

51 

51 

52 

51 

68 

52 

67 

06 

67 

65 

67 

68 

Providence 

(Maximum... 

s-r 

7f 

82 

90 

90 

85 

90 

91 

90 

92 

80 

78 

83 

80 

75 

75 

83 

78 

80 

80 

76 

78 

82 

82 

76 

78 

81 

83 

83 

88 

(Minimum.... 

66 

55 

62 

65 

68 

70 

73 

73 

69 

62 

61 

56 

66 

62 

56 

58 

61 

58 

54 

58 

58 

58 

60 

67 

66 

68 

68 

68 

68 

70 

Cream  Hill 

Coniiecticiit 

78 

72 

78 

85 

81 

78 

87 

87 

85 

83 

72 

77 

72 

82 

74 

71 

75 

81 

81 

83 

79 

78 

89 

90 

86 

67 

76 
65 

83 

67 

84 
66 

76 
66 

6E 

1 

61 

55 

47 

57 

65 

64 

66 

68 

66 

68 

53 

54 

50 

60 

53 

52 

53 

52 

5S 

65 

50 

53 

5C 

59 

63 

»• 

Hartford.. 

\  iMaximum.  .. 

83 

77 

81 

88 

87 

80 

89 

93 

89 

90 

81 

82 

75 

80 

78 

74 

77 

84 

82 

83 

81 

86 

88 

91 

85 

81 

83 

84 

81 

84 

83. 

(  Minimum ...• 

66 

53 

59 

67 

70 

70 

71 

67 

60 

61 

56 

65 

60 

66 

59 

57 

58 

58 

60 

56 

54 

60 

68 

66 

69 

70 

69 

69 

70 

62.' 

New  Haven 

i  Maximum... 

82 

79 

80 

86 

84 

81 

85 

91 

86 

90 

80 

81 

74 

86 

81 

75 

77 

77 

80 

81 

75 

7-1 

84 

87 

82 

79 

72 

81 

78 

89 

81. 

'  Minimum-... 

66 

61 

55 

60 

68 

70 

70 

72 

71 

68 

62 

61 

67 

63 

68 

60 

60 

60 

60 

56 

64 

68 

71 

70 

70 

69 

72 

64.1 

New  Londo 

(Maximum... 

83 

79 

82 

87 

87 

82 

88 

91 

87 

81 

83 

75 

80 

82 

78 

79 

78 

81 

81 

77 

7^ 

84 

83 

85 

76 

74 

79 

84 

79 

88 

81., 

^ iMinimnm.... 

66 

59 

54 

59 

60 

68 

70 

81 

6f 

64 

62 

50 

65 

63 

58 

68 

60 

59 

57 

60 

58 

60 

62 

66 

68 

67 

69 

68 

68 

69 

63.. 

Norwalk... 

j  Maximum  . .. 

81 

81 

86 

86 

82 

92 

89 

91 

S3 

78 

88 

83 

80 

83 

84 

82 

82 

79 

74 

86 

90 

85 

82 

86 

82 

81 

90 

84. 

(  Minimum.... 

52 

61 

44 

50 

59 

65 

65 

67 

69 

62 

5^ 

M 

47 

62 

59 

46 

4i 

51 

51 

51 

52 

50 

49 

5= 

62 

66 

66 

71 

70 

68 

72 

57.. 

Patnara  ... 

(Maximum... 

83 

76 

80 

86 

86 

82 

89 

89 

90 

89 

87 

70 

78 

74 

75 

80 

80 

79 

80 

76 

78 

88 

84 

81 

83 

82 

SO 

85 

82. 

(Minimum.... 

63 

53 

41 

48 

62 

65 

66 

60 

63 

5^ 

49 

42 

56 

56 

: 

51 

48 

50 

50 

49 

53 

50 

49 

66 

03 

66 

67 

61 

64 

68 

66. 

Seepage 

40  for  explanation  of  refe 

renc 

e  m 

arks 

_ 

wl 

n^ 

stoi 

1-11-7-39-1226. 

^^ 

^^ 

^^ 

^^ 

^^ 

— — 

^^ 

^~. 

^~ 

~Z^ 

~~^ 

^^ 

Cr 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND     SECTIO: 


G. 

H. 

NOTES 

„. 

PkICE:   5  CENTS  A 
MITTANCK  PATAni-E  TO  Sf 

corv 

•SRIN 

35  CBNTS  A  VKAi;:    (NOT 
n:NDfNT  OP   DOCTMF.NTS 

Washington 

D.C. 

OL. 

LI. 

Boston. 

^L 

S? 

..   AUGUST 

V 

i39. 

No. 

8. 

GENERAL  SUMMAEY 

'  The  occniTPncc  of  widespread  moderate  showers  on  the  4tli 
rought  further  relief  from  the  drought  of  the  picvious  month. 
[owever,  s<imew!iat  drouglity  condition.s  persisted,  particularly 
\  southern  sections,  until  shortly  after  the  middle  of  tlie  month, 
^hen  adequate  showers  brought  moderate  recovery  to  failing 
fops.  Thereafter,  rain  occurred  with  fair  regularity,  so  that 
t  the  close  of  the  month,  tlie  conditions  of  fall  crops  and  fruits 
'as  favorable.  Total  monthly  precipitation  was  near  the  nor- 
lal  in  the  northern  division  and  northern  Massachusetts,  while 
•om  c.utral  Massachusetts  southward  through  Rhode  Island 
Dd  Connecticut,  the  rainfall  averaged  more  than  2  inches 
bove  normal,  the  latter  sections  having  been  n)ore  seriously 
EFecred  liy  the  drought.  The  leniperature,  however,  was  the 
'Bather  feature  of  Augusf.  Warmth  alx)ve  normal  persisted 
Imost  without  break  to  near  the  end  of  the  month,  resulting  in 
le  second  warmest  August  of  record  and  marking  the  3d  con- 
icutive  year  in  which  the  temperature  during  August  has 
j^ceeded  that  record  during  any  other  August  prior  to  1937. 
»ther  pht-nomena  was  less  noteworthy,  and  the  month  closed 
ith  considerably  favorable  expectations.  e.  s. 


TESffPERATTTKE 

The  average  montiily  tem[)erature  fcr  the  Section,  bjist-d  on 
)3  records,  was  71.0''.  uiiid,  is  3.9''  above  the  mean  for  the 
ist  52  years.  The  average  temperature  for  the  northern  division 
as  G9.2°;  for  the  southern  division,  72.7°.  The  highest  month- 
'niean  was  75.2^'  at  Brockton,  "Mass.  and  Hartford  and  New 
[aven,  Conn.;  the  lowest  vras  03  5°  at  Somerset,  Vt.  Ti)e  liigli- 
it  recorded  was  95°  at  Manchester,  N.  H.  on  the  .5th;  and 
;  V/ood.<tock,  Vt.  on  the  12th;  the  lowest  was  37°  at  First 
onnecticut  Lake,  N.  H.  on  the  2d.  The  greatest  monthly 
tnge  was  55°  at  Woodstock,  Vt.;  the  least  was  24°  at  Nan- 
icket.  Mass.  and  Block  Island,  R.I.  The  greatest  daily  range 
as  47°  at  Woodstock,  Vt.  on  the  12th. 

PEECIPITATION 

Tlie  average  monthly  precipitation  for  the  Section,  based  on 
J3  records,  was  4.03  inches,  which  is  0.17  inches  above  the 
lean  for  the  past  52  years.  The  average  precipitation  for  the 
Dttherii  division  was  3  4(5  inches;  for  the  soutliern  division, 
.59  inches.  The  greatest  monthly  amount  reported  wiis  10.00 
iches  at  Southbridge,  Mass. ;  the  least  was  0.99  inch  at  Eastport, 
[e.  The  greatest  amount  in  24  hours  was  4.6:^)  inches  at 
[ingston,  R.  I.  on  the  31th.  The  average  number  of  days 
ith  .01  inch  or  more  of  precipitation  was  9,  which  is  1  below 
le  mean  for  the  past  62  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

Tlit^  prevailing  dire^it ion  of  tlie  wind,  based  on  115  records, 
as  southwest.  The  average  velocitj^,  based  on  the  records  at 
I  stations,  was  8.2  miles  per  hour,  which  is  0.3  mile  per  hour 
x)ve  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  63 
ercent  of  the  possible  amount,  which  is  3  percent  abovethe  mean. 

The  cloudiness  was  near  the  mean.  The  average  for  the  See- 
on,  based  on  125  records,  was  13  clear,   10  partly  cloudy,  and 

cloudy  days. 


I 


The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  83  percent,  which  is 
2  percent  above  the  mean. 


DATES  OF  MISOELLANEOUS  PHJiNOMENA 

.4((mY(s.— 8th,  ll-lSlh,  15-l()th,  18th,  22-24tb,  2()t! 

Halofi,  lannr. —  2-?>dy  27th. 

HaIof<.  W,w.— 2-:?(l,    (j-7^,    9th,    14th,    17-I8lh,    2 


30th. 


■28th. 


//ffvV.— ((Iatesf»)l^.ge!ieyat.locatj6i,i)— 4th,  Cream  Hill,  Conn. 

'    '  ~     ~ N.  IT. 

I,   Me. 
Mass. 


(light);  16th,  Ft.  Kjeyu,  Me^-^CheWy:),  Dixville  Note! 
(lieavy),  and  CornwailyVt.    (tnoderhte;  l7th,   Winthrop 


■moderate),    Gardinerf' 1\le.     (liied crate),    Worcester 
(moderate);  22d,  Gardini^rrMe.  (m'oderate). 

Thnnderstorms.  —  lat,  3-5th',7-l()th,  13-22d,  24-2()th,  29 

Foff,  dense.  —  i-30th. 

Fronts.  —  (dates  and  general  location) — Noric. 


■3!st. 


COaiPAE-ATIVE  DATA    (Northern: 

Maine,  New  Hampshire,  and 

Vermon 

;  sc 

uthern:  Massachusetts,  Rhode  Island 

,  arid  Counecticut.) 

Temperature 

Precipitation 

No 
Ne 

of  days  (all 

North 

South 

North 

South 

w  England) 

a 

£ 

Year 

5 

c  S 

rz 

S 

1^ 

% 

^ 

■5 

o. 

rf 

^ 

s 

5; 

S 

1 

S 

i 

a 

£ 

l^ 

£= 

t 

S 

1 

1888 

C4.9 

98 

38 

68. 6 

95 

30 

4,87 

0 

5.29 

0 

11 

10 

10 

11 

18S9  

64.2 

94 

35 

66.8 

90 

40 

2.17 

0 

4.40 

0 

11 

10 

10 

1S90 

65.0 

9) 

32 

68.1 

94 

38 

5.  93 

0 

4.20 

0 

12 

7 

14 

10 

iS'.n 

66.0 

9V 

33 

69.8 

97 

41 

3.71 

0 

3.64 

0 

12 

8 

12 

11 

]»92 

66.2 

34 

69.1 

97- 

47 

6,63 

0 

4  91 

0 

11 

10 

9 

12 

18M 

66.1 

102 

34 

69.0 

97 

37 

5.  22 

0 

5.30 

0 

11 

13 

9 

18'.M 

62.  S 

92 

29 

67.1 

94 

34 

2.28 

0 

1  63 

0 

11 

9 

IvBo   

61.8 

93 

34 

69.3 

96 

36 

3. 59 

0 

3  56 

0 

8 

12 

13 

6 

1896 

66.1 

100 

2S 

69.7 

97 

37 

3  29 

0 

2.96 

0 

10 

13 

10 

8 

1SS7 

64.5 

91 

S3 

67.8 

90 

40 

3.48 

0 

4.82 

0 

9 

14 

8 

1898 

68.0 

95 

33 

71.0 

93 

42 

4.51 

0 

7.00 

0 

13 

10 

11 

10 

1899 

66.  3 

99 

32 

68.4 

9,-) 

40 

1  70 

0 

2.13 

0 

15 

9 

7 

1900 

67.1 

9H 

34 

71.0 

101 

42 

3.  20 

0 

2  42 

0 

9 

15 

10 

19in 

67.1 

90 

34 

70.6 

92 

47 

4  0,5 

0 

4.76 

0 

9 

12 

10 

9 

1902 

63.  3 

92 

30 

66.  6 

91 

40 

4.11 

0 

2.97 

0 

9 

14 

10 

7 

UHi:{ 

59.  7 

«6 

29 

03.4 

90 

40 

3.  25 

0 

4.88 

0 

11 

11 

9 

11 

19i4 

63.8 

93 

30 

67.0 

92 

35 

4  14 

0 

4.49 

0 

10 

15 

li)i.i 

63.7 

92 

32 

66.6 

92 

38 

2,97 

0 

4.."0 

0 

10 

14 

8 

9 

vm 

6K.  4 

102 

33 

71.2 

96 

41 

2.38 

0 

0 

7 

16 

H 

7 

1907 

63.7 

96 

33 

67.3 

99 

34 

2  01 

0 

1.41 

0 

3 

15 

10 

fi 

190S 

64.  1 

95 

32 

67.3 

98 

32 

4.10 

0 

5.64 

0 

9 

16 

7 

8 

1909 

6  (.5 

100 

28 

67.4 

98 

28 

2,  ,55 

0 

3.10 

0 

7 

16 

8 

7 

1910 

64  0 

99 

29 

67.1 

91 

34 

3  39 

0 

2  HO 

0 

8 

14 

10 

7 

1911 

65.6 

96 

34 

68.2 

97 

38 

3,73 

0 

5.77 

0 

9 

13 

8 

10 

1912 

62,0 

90 

31 

66.6 

92 

29 

4.64 

0 

3  54 

0 

10 

11 

12 

8 

1913 

64.9 

IC'O 

30 

68.8 

9/ 

35 

2.68 

0 

3.46 

0 

8 

16 

10 

ft 

1914 

64.8 

96 

32 

69   1 

95 

43 

4.16 

0 

3.28 

0 

11 

12 

9 

10 

1915 

61.4 

95 

30 

67.3 

91 

37 

4.H5 

0 

0.38 

0 

13 

10 

10 

1916 

67.  8 

104 

30 

70. 0  1     97 

39 

3.  20 

0 

2.32 

0 

8 

17 

8 

fi 

1917 

67,7 

100 

29 

71.5 

102 

43 

4  H7 

0 

4.84 

0 

11 

14 

9 

« 

1918 

65.  9 

102 

32 

70.4 

39 

3.  26 

0 

2.47 

0 

9 

16 

8 

7 

1919 

63,  1 

90 

24 

66.4 

92 

40 

2  98 

0 

5.03 

0 

12 

12 

9 

10 

1920 

68,3 

102 

35 

70.7 

93 

42 

3.  75 

0 

3.38 

0 

11 

13 

9 

9 

1921 

63.9 

33 

66.8 

95 

34 

3.43 

0 

2.14 

0 

7 

17 

9 

ft 

1922   

65,  3 

94 

34 

68.5 

96 

38 

4.73 

0 

5,92 

0 

12 

13 

g 

10 

1923 

62,  3 

<;s 

29 

67.5 

99 

32 

2.  30 

0 

2.04 

0 

8 

16 

9 

fi 

1921 

63.5 

31 

69  5 

98 

37 

3.99 

0 

5.32 

0 

10 

15 

8 

8 

1925 

64  9 

91 

26 

68.8 

95 

34 

l.Kl 

0 

2.46 

0 

17 

7 

7 

1926 

61.3 

91 

32 

69.9 

100 

37 

3.27 

0 

3. 95 

0 

12 

10 

9 

12 

1927 

62.4 

92 

33 

65  7 

89 

37 

4.  ,52 

0 

8.19 

0 

12 

10 

9 

12 

1928 

6S.2 

97 

33 

72.2 

98 

43 

4,63 

0 

4.71 

0 

12 

12 

1929 

63. 0 

94 

30 

67,5 

31 

2.87 

0 

2.60 

0 

H 

13 

10 

8 

1930 

64.1 

93 

32 

68.6 

100 

40 

2.78 

0 

2.20 

0 

10 

13 

10 

8 

19:il 

65  2 

98 

33 

70.1        99 

42 

3  26 

0 

5.  00 

0 

12 

12 

9 

10 

1932 

67.3 

93 

36 

71.6 

96 

42 

4.01 

0 

4,46 

0 

10 

16 

9 

6 

1933 

6.5  7 

100 

33 

69.8 

102 

39 

4.95 

0 

5,  36 

0 

12 

1 1 

8 

12 

1934 

62  5 

93 

.10 

66,8 

93 

34 

2.  09 

0 

2.66 

0 

9 

14 

9 

8 

1935 

66.6 

104 

34 

69,9 

99 

38 

2.  33 

0 

1.59 

0 

8 

16 

8 

7 

193fi 

64  4 

95 

33 

69.8 

97 

40 

3  64 

0 

5.  03 

0 

11 

13 

9 

9 

1937 

71.0 

100 

35 

73  3 

99 

46 

3,  08 

0 

5.  23 

0 

10 

13 

9 

193S 

6K  6 

32 

72.  2 

99 

40 

3.  62 

0 

3.44 

0 

11 

14 

10 

7 

1939 

69.2 

9o 

37 

72.7 

94 

48 

3.46 

0 

4.59 

0 

' 

13 

10 

8 

I'criod 

65.2 

104 

24 

68.9 

102 

28 

3.68 

0 

3.98 

0 

10 

13 

9 

9 
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Climatolog-ical  Data  for  Aug-ust,   1939 


Maine 

Bangor §  

H;u- Harbor  (uear) 
Brassiui  l^amtt.... 

Caribou.. 

liastporl 

liasL  Uinthrop.  •■• 

ElKsuortli   

Kustis  

b\iriiiiiigtoii 

KL.  Kairiioki  (near) 

Fort  Kenl 

GardiiR-r 

Gnuuiville.. 

iliraiiitt 

Houltou 

Jacliiuau 

Lewistou 

Macbitis 


wtlS  . 
•stale 


Mt-  Washington  : 

Vermont 
Brfllou'.xKiiUs.... 
Bo 


Blc 


.-boniS  . 


Craft.sbnr.v  Com. 

EaslHarui't 

Ba.^t  IS.V'-uate... 
Eiio.-biirg  Kails.. 

Gilnv.n    

May.s.Mil!U 

Nt'wfauo 

Newport  

NonblieM 

Reiidshoio 

lioclie.stiT 

Riitlaiul 

8t.  Albans 

St.  .Tolinsliur.v-- 

Searsburff  Mt 

Sfar.sbiH-frSta.tt- 

Somersettt 

VenioiittS 


X'eiiobscot  ■  ■ 
Hancock... 
.Souiursul .... 
Aroostook  . . 
Wasliington 


AiKlrosooggii 
Wasliington  ■ 
Somerset .  • ... 
Oxfoni.. 


Vin.ili 


Wiiifihani... 

Orleans 

Washington. 
Bpnninston- 
\V'i!idsor  .  ■  • 
Rntlaiid 


Cati'donia... 
Benninston 
B  iminaton 
Windham... 
Windham... 


750 
507 
1,244 
680 
443 


2,360 
1,(160 
2.080 


Temperature,  in  degrees  Fahrenheit 


+  4.6 
+  '4.'6 


+  5.3 
+  4.8 
+  4.2 


+  5.7 
+  '4.'2 


+  53 
+  '3.7 


+  3.7 
+  2.5 
+  2.9 
+  ,5.2 
+  5.8 
+  5.8 


+  4.6 
+  ■5.0 


Precipitation,  in  inche.s 


+0.40 
-2. 40 
-1.12 


-0  01 
-2.09 
t-0.23 


-0  .59 
+  1.47 
+0.19 


-0.45 
+0.11 
+  3.58 


Civil  Aeronautics  Auth. 

B.  ]..  Hadley 
Walter  'riuirston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  Di.strict. 
Bangor  Hydro  Kiectric  C( 
Mrs.  Han  hah  I.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
W.  B.  Clark 
Samuel  1).  Sonle 
U.  S.  Weather  Bureau 

C.  C  1'.  Jk  I,.  Co. 
'illiam  U.  Cummiug 


p.  M. 


JPP 


Union  Watei 
Bangor  Hydro  Kiectric  C« 
Ureat  Northern  Paper  COi 
Union  Water  Power  Co. 
Or.  at  Northern  Paper  00 
Win  Meld  Heath 
N.  W.  Rober's 
C.  L-  Cha,dbonrne 
Thomas  W.Clark 
Univ.  of  Maine 
U.S    Wt-atlier  Bureau 
Me.  K.xprrinient  Station 
Great  Norlhern  i'aper  Co 
George  J.  Cuinjning 
(;harles  A.Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsw'orth  &  Wbitne 
St.  Croix  Paper  Co. 


Edward  Fenn 
(ieorge  K-  Tucker 
Kenneth  Bootuioyd 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 
Union  Walei'  Power  ( 
Conn    Valley  Lumber  ( 
Waller  E.  Bolles 
F..l.y(.uUuiuiyd 


^iiblic  Service  ('0. 
Androscoggin  Res- 
'ennicliiick  Walor  WorB 


F.  A.  S:nitli 

J.  B.  Dodge 

Mrs.  Hallie  G.  Trow 

Claude  Baker 

Keiaieth  Berry 

U.S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


li.  F.  Hydro-KlectricCO. 
State  Fish  Hatchery 
(iiorj'-  L-  Coopi-r 
liayuiond  1..  Brown 
U.S.  Weather  Burea 
Cen.Vt  P.  S.  Corp. 
Mr.s.  Theo.  G.  Taplin 
Sarah  E.  Lane 
Mi.s  E  M.  Dustln 
N.  E.  Power  Co. 
J.  P.  Oeviiis  tt-f 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  "May  ttt 
Mrs.  ilohii  J.  Oerety 
Kev.  A    B    Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Hoss 
B  W.  Fisher 
Fairbanks  Musei 
George  Briggsfl  I 
N.  E.  Power  Co. 
L.  L.  Lpimird 
Conn.,  River  Power  Co 


See  page  4G  for  expla 


of  reference  marks. 
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Climatological  Data  for   August,  1939 


Temperature,  iu  degrees  Fahreuheit 


Precipitatiu 


II 


cnaoiU  Cont'd 

it  Burke 

stHnrtiord 

ile  Kiver  Jc  — 

itingliain 

der. 

miiiirlou 

odstock 

For  State     •  •  ■ 


Mofsnchnselts 


Caledonia. 
Windsor.. 
Windsor.. 
VVindliam 
Windsor-. 
Wiiidlmm 
Wind.sor.. 


liorstS 

ilttiuUt  ••■•• 
ichwood  *  — 
e  llillUS--- 

iton 

rlston 

(CklonS   

(St«r* 

igtertield*..-- 
istniit  llilU-' 

;Uon§ 

)cord§ 

it  Wareham  ■ 
remoiitU*-  ..• 

1 Kiver 

moutlut* — 

clibiu-g§ 

kiuinghani  §  • 

mklin* 

rduer*  

iai«ster§     •  •  • 

leuHeld 

rtou  • 

rdwi<k» 

ver'.iillS 

»tU» 

lyoke 

OsacTnnnel  • 
bliardstoii*.  • 


Kerksliire  .■ 
Hampshire 
Middlesex.. 
Norfolk  — 


do 


Suffolk 

Worcester  •  • 
rlynioutli  .. 
Hampden  ■• 
Hampshire . 

Siilfolk 

Worcester  ■■ 
Middlesex.. 
Hlyniouth  .. 
Berkshire  •■• 

Bristol 

Barnstable.. 
Worcester  . . 
Middlesex  •  ■ 
Norfolk  .... 
Worcester . . 

Essex 

Franklin  ... 
Middlesex  .  • 
Worcester  ■  ■ 


ie  i.'ix'liitnaletJSi 

wrenceS 

wellS 

.nslield*.-.- 
adleboro*.   . 

adietoii   

Iford* 

Ilbury 

intague  City 

iitucket  

w  Bedford.. 
rthbrid(?e*.. 
inlir.ike*  .... 


lersham 

*3lield, 

uiifield* 

rmonth 

Inceton 

jTiucetowM  ... 

ckport 

Blburne  Falls 

lthl)riilt,'"' 

St  Po.i.l   

ringO.-M 

irlii.;,' 

(Ckliriiisre  .   ... 

•nipscott 

Dntoii§ 

rners  Falls 


sbst.  r  * 
Btfieldr 

fltOIlS-.  • 


Franklin.... 
Hampden  .• 
Berkshire  .. 
VVorce.'ter  • . 
Barnstable.. 

ICssex 

Worceslcr  ■  • 
Mitidlesex  .. 

Kssex  

Mid.ilesex.. 

Bristol 

Plymonth  ■• 

lis.sex 

Worcester  ■ 
Worcester  . . 
Franklin  ... 
Nantucket- - 

Bristol 

Worcester  -  • 
Plymouth  . 
Berkshire  -- 
Worcitslcr  •  • 
Berkshire  •• 
Hampshire - 
Plymouth  .. 
Worcester  . . 
Barn.stable.. 

Fs.sex   

Franklin  .-. 
Worcester  . . 
Middlesex  •  - 
Hampden  -- 
Worcester  -• 
Berksliire... 

Essex    

Bristol 

Franklin  .. 
Hampshire. 
Worc<-sicr.. 
Hampden  ■- 
Mi<ldlesex  -• 
Berkshire  •. 
Worceitcr  .- 
Berkshire  -  ■ 
Worcester  • . 
Worcester  • . 


9-20 
1.037 
1.650 


ock  Island-  ■ 

iiRston  

irtsnionth  . . 
ovidence  • . . 
For  State. 


Newport 

Washington 
Newport-.. 
Providence 


N'esT  London 
Litchfield  .- 
Fairfield. 


WgeportS--.-----    fairneia.. 
irlingtoD I  Hartford. 


+  7.0 
+  4.5 
+  6.0 


+  3  3 

+  4.0 
+  5.4 


+  5.4 
+  '6.'2 
+  '7.'6 


-0.43 
+  1.11 
+0.25 


— 1. 79 

-1.50 
—0.13 
+  1.26 
-0.01 
+0.46 

-0.74 
-0.98 
-0.66 
+0.2' 


147 
1.28 


-0.  09 
-1.72 
-I.  03 
-0.71 
+  5  92 
-1.43 
+0.h2 
-1.09 


+  1.62 
-1.05 
+0.30 
+3.08 
+  1.16 
+  0  45 


+  0.57 
—0.40 
+  0.  59 
+  0  27 


1  07 

0 

0.83 

0 

l.Dfi 

0 

0 

2.73 

0 

2.44 

0 

4.  63 

0 

2  81 

0 

0.94 

0 

4  63 

0 

1.65 

0 

9  58 

0 

2.76 

0 

0 

Gilman  W.  Ford  ttt 
Evu  li.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  lit 
Olcott  Falls  Co. 
Walter  Adams  t|| 
Benton  S.  Piiiney 


N.  E.  Power  Co. 
Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 
State  Dept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Itiueau 
Mrs.  Loring  IL  Keed 
Citv  tSiigineor 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseiil)  I,.  Kelley 
State  Dept.  Public  Health 
Richard  (,',  Hi-iu'liani 
State  Dept.  Public  Health 
Herbert  H.  .Allen 
Met.  \i  uftr  Works 
.s;t:Ue  Dept.  Public  Health 
State  Dept.  Public  Health 
lialph  i\l.  liarker 
Bureau  of  Entomology 
State  Dept    Public  Healtli 
State  liei)t.  Public  Health 


Cilv  Unt 

State  De 

A.  \V.  I,; 

N.  li.  Power  Co. 

State  Dei>t.  Public  Health 

State  Teachei's  Colleze 

State  De 

E.  P    Ml 

Met.  Wa 


Public  Health 


Pabli. 


is  ,^  I 


Sta 

William  K.   Iluel^el 

State  Dept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A    Braun 

U.  H.  Weather  Bureau 

Cily  EuKineer 

State  Dei)t.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

Conir.  nt  Public  Works. 

State  Dei)t.  Public  Health 

Plynioutb  ConlageCo. 

Met.  Water  ^\  orka 

irviiii;  II.  McNavr 

II.  S.  (;.  C.  Station 

N.  E.  Power  Co. 

State  Dept.  Publiiaiealth 

Met.  Water  Work.- 

U.  S.  Armory 

Met.  Water  Works 

Nrsbit  H.  Banp.s 

West  on  K.  Lewis 

Water  Works 

Turners  Falls  P.  <t  K    Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met.  Water  Work.-i 

Williams  Collet;e 

State  Dept  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Afjr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Brid(.'eport  Hydraulic 
Water  Bureau,  Hartford 


See  page  46  for  explanation  of  referenc 
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aiimatological   Data  for  Avigust,  1939 


1  (leffreeB  Fahrenheit  I       Precipitation,  lu  iiiohes 


ft" 


^ 

■" 

■2S 

9 

I 

o 

H 


Conneclieiit  Cont'd 

Colchester 

CoUinsville 

Cream  HilUt 

Danbury 

East  Hartlanfl  

Falls  Villages 

Hartford 

Lake  KononiocU-' 

Mt.  Cannel 

New  Haven 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS 

Waterbury  

West  Hnrtland 

For  State 


New  London. 
Hartford  ... 
Litchfield  ... 


Hart  lord 

Litclilicld  ... 
Hartford  ■  ■ . . 
NewLondon. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

Wiiidhrtm 

Litchfield  ... 

Tolland  

New  Haven  . 
Hartford 


1,300 

390 

l,'/20 


+  2.6 
+  ■5.3 


„    I  9.79 

4    i  G.36 

4.  C2 

8.78 

7.76 


6.22 


+3.16 
-2. 34 
-0.61 


+3.20 
+2.97 
+  .5.14 


+3.  50 
-0.  82 
+  2.01 


Stedman  Storrs 

Edwin  R.  Wilder 

C.L.Qold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work 

B,  W.  McParland 

U.S.  Weather  IJureau 

Harry  G.  Tietjen 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hartford 


ExplaEatioii  of  Keference  Marks  Used  on  Pages  44.  45.  and  46. 

The  departures  from  tlie  normal  tempernture  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of 
cipitation  with  15  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  s.vyear  period;  for  stations  of  10  to  14  years  the  1 
for  the  period  of' record  are  used.  Reference  letters,  a,i),c,  appyariiig  in  the  tabic  indicate  number  of  days  missing;  for  example,  i>  represents  two  days,  etc.        t  Alsi 

on  other  dates.    §  Tiiermometers  not  supplied  by  Weather  Bureau,    tit  Observer  f(U-  New  England  Power  Co.      'I'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


XI  Post-oflice  addresses  of  tliese  station 
Millinocket;  Winslow,  Wa.terville;-New  llai 
field.  North  Stratford.  N.  H.;  Cornwall,  Miild 
—Massachusetts-  Ashland,  Framingliam;  lili 
Hill,   West  Cornwall;  Lalse  Konomoc,  New  I,( 

*  Record  furnished  by  Massacluisects  D( 


Mail 


Dam,  Wilson  .Mills:  Hi 


It  of  Public  Health 


Dam,  Kockwood;Hir,am,  West  Baldwin;  Ripogenus  DaD 
a  Notch,  Gorham ;  York  Pond,  Berlin  ;  -  Vermont— Bloom 
■Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. 
;  Lake  Cochituate,  Framingham;  — Connecticut- Cre 


;  Not  included  in  summaries. 


Except  as  otherwise  indit 
observations.         *«*  Kegula 
recorded  is  for  the  preceding  24  hours. 


Explanation  of  Reference  Marks  Used  on  Page  47 . 
icated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  ( 
Weather  Bureau  station;  precii)itatioi)  is  for  the  24  hour  period,  midnight  to  midnisrht.         **  Precipitation  measured  in  the  morning;  amoun 


'  Precipitation  included  in  that  of  next  measurement 


)n  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken  i 


Explanation  of  Reference  Marks  Used  on  Pag-e  48. 
ling;  Che  maximum  then  read  is  charged  to  the  preceding  day,  on  whicli  il 


huost  always  occurs. 


Amherst 

Block  Island 

Blue  Hill 

Boston  

BurliuKton  . . 
Concord  — 

Eastport 

Greenville... 

Hanover 

Hartford  — 
Nantucket  •  • 
New  Haven.. 
NorthHeld  ... 

Portland 

Providence  . . 


PRKSSURE,  WIND.  HUMIDITY,  AND  SUNSHINK 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29.99  30.30 
29.98  30.32 
30.02J  30.31 

29. 9»;  30.no 

29.95I  30.26 


.00 


.28 


29.971  30.28 
29.96  30.30 
29.99  30.. 32 
29.  98   30. 31 


29.  73 
29.  62 
12      29. 70 
29.  6i 


29.74 
29.  75 
29.  67 


Kelali 
Humid 
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Daily  Precipitation  for   Aug-ust. 


12     13     U     15     16 


20     21     22     23 


Coast 

.do.    ... 
Kennebec . 


rmiiigtoii . 
rt  Kent.  .• 
rdiiior  .... 


rill  !(rul«ton.. 
ItOVVK. 

rtUiU.r" 

(suuelsle   ..... 
)Oi;enUa  l>am . . 

miord    

BKorks 

BSlOW.  ^ 

lOdlaiiil       

fell)  Hiwipsliire 
•liu" 

ICOlcl    

rhiim   •■•• 

St  C'onu.  l.alie. 

aikliu  

iiover  ....  — 

me  UH>ar) 

iCOl.l" 

ihim**  ■■•.i-- 
w  Diirliam"... 

irporf 

mouth 


St  John 

Kennebec 

....do 

St.Jolm 

Kennebec 

Androscoegiu 

Kennebec 

I'enobscot  — 

....do 

Presninpscot  . . 

I'enobscot   

Coast 

St.  John 

Penobscot  

.•indroscoggiil 

Kennebec 

.do 

St  Croix  


Androscoggin . 

Merriniac 

Coast 

Connecticut  .. 

Merrimac 

Connecticut . . . 

.do 

Merrimac 

.do 


.do. 


Connectiiut.  . 

do 

Champlain  ... 
Connecticut.  . 

do 

Champlain 

.do 

St.  L.iwrence  . 
Champlain... 

.do 


Od>to(  k 


do 

Connecticut. 

.do 

.do 

.do 


Connecticut. 
Coast 

.do 

Connecticut. 
Iferriinac  . . . 

do 

Coast 

Honsatonic  . 
Coast 

.do 

Merrimac  .. . 

.do 

srlcs   

.':'  .Mont. 


Coa..:t 

..do 

Houiatonic. 
Coast  

...do 

...do 

Thames 

Connecticut. 

Coast 

Connecticut. 

...do 

Hudson 

Connecticut. 
Blackstono  . . 


Coast . . 
.do. 
.do. 


Coa.'.-t 

...do 

Housatonic. 
Connecticut . 

.do 

Coast 

...do 

...do 

Qninebang  .. 
VVillimantic. 
Coast 


.1 


1.20  .52 
9fll . . . 
T. 
.27 


.02  .18 
.04  .12 
.15   T. 


«!  .10 

491.... 
..!l.92 


.18   T. 

10 
0.S    .161 


.75... 
.  M6  . . . 
.25I... 
.78,1.85 


^- 


.46  .0 
6: 

.10  .1 
...      .1 

.02   .0 

.55  T. 
.4 

.29... 


....3.221.... 
...    .841  .18 
...1.-0:1. 86  1.26 
.1411.13   T 
.53  2.16   T 
T.  |].,52   .( 

•  '2  90   .( 
...I1.26   T 

.   12  .-58  . . 
T.  |2.25.. 


.  .5f.t . . . . 

.081  T. 

.2.17    .01 


.851.441  .72 
.32:2  40  2.47 


4.85 
2.35 
2.  -a 
2.34 
3.86 
1.69 


4.08 
1.22 
2.87 
3.08 
5.24 
2.75 
3  04 
2.95 
1.25 


5.08 
3.41 
3.59 
2  27 


4.70 
3.31 
].90 
2.61 
2.85 
2.69 
3.47 


3.89 
2.69 
2.14 
4.29 


3.50 
3.90 
4.31 
5.21 


2.47 
2.85 
2.82 
4.41 
6  44 
2.99 
2.74 
1.45 
2.21 

in.  (10 

4.94 
5.73 
2.73 


.03  .87  1.68  5.22 
<  4. 03  8. 82 
J]  .07     4.08 


.611     7.46 

i  2.  68|     7.  03 

.291     9  79 


.15     6.36 

i 


I  of  reference  marts. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  T 

emperatures 

for  August,  1939 

Uay  of  Jt 

onth 

stations 

Mean 

1 

J_ 

3 

JL 

5 

_± 

JL 

* 

_A 

10 

U 

JL 

13 

_^ 

LL 

10 

17 

18 

19 

20 

21 

22 

23 

J^ 

25 

26 

27 

28 

29 

30 

31 

Maine 
Bar  Harbor  (near).  .. . 

.Maxinuun... 

82 

83 

77 

77 

82 

80 

82 

72 

. 

85 

87 

83 

87 

87 

80 

76 

. 

~^. 

70 

70 

85 

85 

82 

80 

81 

79 

78 

78 

79.8 

Uliniunni).'.;; 

61 

53 

56 

60 

63 

60 

62 

52 

60 

64 

61 

62 

C2 

64 

01 

62 

59 

60 

57 

67 

60 

63 

63 

62 

62 

f.3 

57 

68 

65 

66 

54 

59.6 

j  Maximum... 

79 

74 

68 

67 

74 

70 

62 

80 

81 

76 

69 

81 

74 

72 
54 

61 

09 

78 

71 

61 

65 

77 

78 

73 

78 

74 

74 

71 

75 

62 

72.0 

Eastport  

(  Minimum.... 

57 

52 

49 

5i 

50 

51 

54 

56 

63 

55 

60 

54 

55 

69 

57 

65 

6i; 

55 

55 

£5 

57 

65 

65 

55 

54 

68 

57 

65 

56 

51 

55.1 

Fort  Keut 

i  Maxinnim.  •. 

72 

70 

79 

73 

79 

85 

85 

83 

80 

80 

77 

86 

S5 

74 

82 

85 

79 

79 

86 

87 

81 

84 

82 

87 

83 

74 

79 

77 

83 

SO 

73 

80.2 

(  Minimum 

59 

49 

42 

61 

57 

47 

55 

5h 

58 

69 

52 

49 

63 

60 

52 

59 

60 

50 

55 

54 

53 

68 

58 

55 

63 

57 

60 

49 

51 

55 

52 

56.4 

Greoaville  

j  Maxinnun  ... 

74 

74 

76 

75 

78 

83 

80 

80 

80 

84 

80 

77 

SO 

78 

76 

SO 

84 

78 

78 

78 

7S 

82 

76 

78 

78 

76 

76 

70 

77.8 

/Minimum... 

61 

49 

43 

62 

60 

44 

55 

55 

59 

62 

5.i 

46 

68 

64 

57 

59 

61 

48 

£0 

57 

60 

6» 

50 

48 

53 

60 

63 

46 

46 

48 

54 

64.7 

Houlton  

J  Maximiun  ... 

74 

75 

78 

75 

82 

85 

80 

86 

7b 

80 

70 

7i 

78 

83 

84 

79 

74 

80 

85 

83 

85 

85 

82 

70 

75 

81 

82 

76 

79.8 

(Minimum..-. 

56 

43 

46 

62 

54 

60 

63 

62 

69 

60 

66 

53 

50 

60 

60 

54 

61 

57 

54 

61 

62 

&i 

59 

57 

50 

50 

45 

47 

48 

49 

35.0 

)  Maximum... 

bl 

80 

77 

7« 

84 

85 

81 

^b 

80 

*": 

Si. 

85 

V] 

82 

S3 

82 

82 

81 

70 

79 

85 

S3 

79 

83 

82 

82 

78 

83 

73 

HA 

Lewistoii 

i  Minimum.... 

6i 

57 

57 

66 

62 

61 

62 

63 

6, 

60 

62 

6-. 

64 

62 

65 

64 

03 

62 

67 

66 

65 

61 

64 

64 

60 

67 

56 

60 

58 

62.1 

\  Maximmn... 

7« 

76 

7« 

Iri 

81 

85 

83 

85 

78 

82 

8.-; 

87 

86 

82 

84 

83 

70 

84 

88 

83 

78 

82 

86 

86 

81 

81 

86 

81 

79 

74 

81;,6 

Milliiiocket 

iMiniun.m.... 

61 

48 

46 

65 

57 

4ft 

56 

61 

63 

62 

57 

51 

61 

67 

56 

60 

63 

61 

84 

56 

61 

67 

61 

54 

62 

65 

50 

45 

51 

55 

54 

57.4 

Q](]fQ^\t[)    

j  Maximum... 

79 
63 

77 
52 

76 
53 

77 

f- 

81 
54 

I 

83 
57 

80 
65 

?. 

57 

8.5 

80 

M 

82 

76 

80 

^t 

82 
61 

74 
62 

81 
67 

84 

83 

SO 

80 
55 

80 
50 

79 
55 

80 
57 

77 
68 

79.9 

'  Mininunn 

64 

6.) 

64 

55 

61 

6s 

39 

62 

62 

64 

61 

65 

.57 

63 

67 

60,  C 

PortUuid  

'i  Maxinnun  ..  ■ 

82 

72 

72 

76 

82 

7'.i 

79 

73 

75 

84 

,";! 

8( 

77 

83 

SO 

74 

71 

73 

74 

OS 

77 

81 

80 

78 

78 

82 

77 

79 

68 

70 

66 

76.fi 

1  Minimum.... 

6-5 

63 

62 

64 

64 

59 

61 

63 

63 

6/ 

6.S 

61 

64 

68 

60 

63 

63 

63 

62 

60 

65 

62 

65 

62 

06 

67 

62 

60 

60 

60 

62.S 

)  Maximiun... 

79 

79 

8C 

': 

82 

85 

83 

S.J 

81 

80 

85 

80 

SI 

81 

S3 

87 

86 

85 

84 

71 

78 

79 

84 

84 

78 

81 

79 

83 

77 

81 

73 

81.  { 

Riiniford  

iMiniuuim... 

fit 

51 

49 

64 

57 

51 

57 

61 

60 

64 

56 

5j 

69 

59 

64 

.% 

62 

54 

56 

62 

62 

65 

69 

68 

64 

58 

52 

53 

53 

52 

59 

57.{ 

)  MiixiTmun  ... 

85 

82 

81 

80 

83 

8-") 

86 

8-. 

83 

83 

85 

87 

86 

83 

85 

**? 

83 

85 

85 

84 

83 

83 

86 

85 

82 

84 

84 

i 

83 

S3 

83.  i 

WiiiHlow  

i  Minimum.... 

65 

55 

54 

67 

65 

52 

59 

60 

C3 

61 

60 

55 

02 

50 

63 

64 

63 

67 

64 

09 

63 

61 

65 

67 

55 

52 

67 

60 

60.  S 

New  Hnnip 

hire 

J  Maxinnun.  ■• 

76 

78 

78 

79 

85 

87 

83 

82 

77 

83 

SO 

so 

79 

84 

84 

82 

84 

85 

71 

80 

80 

83 

83 

76 

77 

80 

76 

80 

73 

81.( 

Berlin  11 

(Minimum.... 

61 

4ii 

47 

59 

57 

45 

63 

5o 

60 

62 

48 

48 

53 

6b 

49 

67 

69 

49 

50 

58 

61 

54 

53 

60 

56 

46 

47 

50 

46 

58 

83. 

W, 

8-1 

8S 

82 

84 

87 

83 

87 

87 

84 

87 

8s 

84 

85 

80 

90 

87 

87 

79 

72 

85 

90 

86 

86 

75 

84 

8' 

80 

75 

74 

67 

83. 

Concor.l 

iMhdmum.::: 

61 

5.5 

60 

65 

69 

53 

60 

6( 

63 

63 

.58 

£6 

62 

66 

63 

62 

60 

58 

65 

64 

69 

61 

61 

63 

57 

56 

53 

60 

6( 

00. 

SM;iximum... 
i  Minimum.... 

86 
58 
80 

51 
67 

86 
51 
72 

87 
63 

80 

85 
59 
69 

87 
49 
73 

84 
57 
78 

88 
66 
83 

88 
60 
81 

89 

54 
72 

90 
49 

75 

88 
59 
81 

8S 
62 
81 

86 
59 
70 

90 
55 
7) 

85 

82 
58 
72 

80 
62 
79 

80 
59 
81 

84 
59 

78 

92 
65 

75 

92 
58 
69 

81 
67 
83 

85 

79 

82 
49 

76 

79 
49 

77 

74 
58 
73 

72  64. 

First  Conn.  Lake 

5i 

78 

62 

76 

58 
72 

67  50. 
7b|  76. 

iMiuiVnum.::: 

56 

37 

42 

60 

42 

50 

49 

55 

58 

59 

40 

48 

58 

59 

50 

62 

56 

46 

49 

54 

59 

64 

53 

5a 

58 

62 

49 

44 

46 

45 

40l  51. 

86 

83 

87 

75 

83 

86 

86 

85 

86 

84 

84 

86 

85 

83 

87 

88 

84 

87 

85 

76 

85 

88 

86 

87 

78 

80 

80 

81 

74 

70 

09!  82. 

Keeiielncar) 

iMfniVmim.V.: 

62 

4t 

56 

60 

68 

46 

57 

57 

61 

64 

50 

49 

68 

60 

55 

54 

58 

49 

66 

61 

67 

70 

51 

54 

62 

48 

82 

46 

58 

50,  56. 

^  Maximum... 
)  Minimum-..- 

79 
58 

49 

85 

77 
59 

82 
55 

81 
46 

83 
64 

81 
6C 

. 

78 
54 

85 
50 

85 
50 

86 
65 

60 

81 
54 

85 
57 

81 
58 

81 
60 

80 
61 

75 
60 

82 
60 

65 

81 
50 

83 
63 

78 

60 

79 
46 

78 
50 

49 

76 
40 

77 
52 

80. 
54. 

\-eniio,i 

S  Ma.vinunn  ... 

78 

78 

89 

77 

80 

85 

88 

85 

86 

76 

81 

87 

83 

79 

84 

79 

77 

82 

86 

72 

86 

83 

83 

86 

80 

74 

76 

79 

80 

77 

79 

81. 

Burlington 

1  Mininuun.... 

63 

54 

60 

63 

59 

55 

63 

62 

66 

64 

55 

58 

68 

62 

61 

62 

59 

55 

64 

65 

70 

67 

57 

03 

66 

56 

6;J 

62 

58 

53 

61 

60. 

j  Maxnrmm... 

75 

72 

85 

72 

76 

82 

83 

81 

81 

72 

76 

83 

84 

1i 

80 

78 

77 

79 

82 

73 

78 

79 

78 

83 

77 

72 

74 

75 

79 

79 

76 

78. 

Newport  

6n 

51 

66 

63 

58 

55 

63 

63 

67 

66 

56 

57 

68 

60 

5S 

63 

59 

56 

60 

64 

64 

64 

59 

58 

66 

58 

53 

52 

59 

£4 

60 

89. 

S   Maximum  ... 

7-; 

SO 

88 

76 

80 

84 

87 

83 

85 

75 

82 

85 

86 

77 

83 

8b 

82 

81 

70 

84 

83 

82 

84 

81 

7C 

78 

82 

78 

&(• 

77 

80. 

NortlilieUl 

59 

47 

52 

59 

51 

47 

65 

69 

62 

56 

50 

49 

66 

67 

50 

56 

63 

48 

63 

62 

64 

66 

52 

82 

60 

52 

46 

46 

50 

44 

£6 

54. 

J  MiixiHunn.  .. 

82 

80 

911 

75 

80 

86 

86 

85 

88 

83 

83 

8< 

88 

82 

84 

88 

81 

86 

88 

78 

85 

84 

83 

87 

80 

79 

79 

82 

79 

83 

81 

83. 

Kutlai.d  

i  Minimum--. ■ 
Miixiunnn.  .. 

64 

50 

68 

64 

54 

51 

59 

6L 

63 

60 

64 

53 

67 

64 

57 

58 

60 

53 

68 

63 

65 

67 
85 

54 

84 

65 
86 

65 
84 

.59 
75 

50 

77 

51 

80 

53 

84 

49 

79 

56 

81 

58. 

St.  Allmns 

iMinimuiu.... 

61 

67 

67 

57 

56 

54 

59 

67 

56   ..| 

79 

80 

87 

84 

si 

87 

88 

86 

85 

83 

85 

88 

86 

si 

85 

84 

82 

84 

85 

si 

85 

85 

84 

82 

79 

82 

83 

81 

83 

81 !  88.1 

St.  Joluisbury  

iMi',^mum.;;; 

63 

•47 

61 

65 

6<3 

51 

66 

59 

63 

61 

52 

68 

64 

55 

55 

69 

63 

57 

63 

64 

69 

57 

5.5 

63 

58 

51 

60 

63 

48 

57 

57. 

•,  Maxinnun.. - 

94 

88 

84 

92 

94 

90 

89 

96 

92 

83 

86 

89 

84 

86 

85 

82 

85 

87 

86 

89 

81 

80 

83 

79 

83 

S2 

86 

Woodstock  

1  Mininuun.... 

60 

48 

52 

63 

52 

47 

51 

58 

61 

55 

51 

48 

63 

60 

56 

54 

60 

60 

63 

62 

6-1 

67 

52 

55 

62 

57 

48 

46 

40 

43 

44 

84 

ildHfachiisells 

S  Maximum.  .. 

87 

85 

88 

78 

83 

88 

87 

86 

88 

83 

87 

86 

85 

85 

89 

87 

88 

88 

84 

84 

87 

89 

86 

88 

80 

82 

82 

82 

73 

70 

70 

84 

AnilR'r.st 

Ulinimum.... 

65 

55 

66 

61 

64 

63 

69 

02 

5s 

58 

69 

63 

60 

65 

64 

60 

72 

67 

75 

67 

60 

59 

66 

64 

88 

66 

66 

60 

03 

62 

i  Minimum.... 

89 
71 

75 

83 
66 

S4 
67 

85 
66 

83 
64 

81 
67 

s; 

86 
70 

87 
72 

Hi 

8b 

87 

88 
70 

84 
66 

91 

SO 
65 

72 
65 

fi 

75 
63 

85 

92 

85 
65 

64 

77 
67 

80 

76 
64 

76 

72 
62 

62 

6C 

61 

81 

67 

70 

Maximiun... 

90 

90 

84 

85 

87 

89 

87 

87 

85 

9t 

8b 

8S 

91 

91 

88 

85 

83 

82 

70 

86 

92 

9i 

90 

87 

79 

85 

79 

74 

67 

67 

84 

BrotUton 

f  Minimum... 

67 

63 

6! 

71 

66 

59 

64 

65 

69 

67 

69 

61 

60 

71 

64 

6.0 

67 

69 

67 

6.S 

74 

74 

68 

64 

67 

64 

64 

^'t 

64 

69 

6< 

66 

S  Maximum... 

90 

87 

87 

89 

86 

9( 

88 

89 

89 

88 

9C 

87 

88 

90 

92 

83 

81 

76 

88 

91 

76 

83 

81 

76 

69 

64 

85 

Concord 

I  Mininuun.... 

65 

52 

61 

65 

60 

52 

62 

62 

68 

6( 

55 

58 

6B 

63 

59 

66 

61 

66 

67 

6.5 

73 

71 

61 

5£ 

64 

62 

58 

52 

65 

60 

5. 

61 

(Maxinnun... 

92 

8l 

81 

83 

82 

86 

83 

85 

82 

89 

84 

82 

82 

89 

89 

82 

83 

82 

81 

77 

84 

85 

88 

86 

79 

76 

79 

75 

OS 

63 

East  \Var«liani|i  • 

(  .Miuimuni-... 

66 

56 

61 

71. 

66 

67 

62 

65 

70 

69 

61 

57 

66 

72 

61 

61 

67 

72 

68 

69 

67 

74 

65 

60 

65 

67 

63 

60 

63 

01 

62 

64 

)  Maxinnun  ... 

91 

84 

83 

83 

81 

83 

86 

89 

84 

8x 

88 

87 

80 

87 

90 

81 

86 

85 

80 

87 

90 

89 

88 

84 

79 

70 

65 

67 

66 

Si 

Fall  River 

1  Mininuun.... 

60 

59 

61 

67 

6f 

59 

62 

60 

69 

69 

61 

64 

66 

62 

64 

6; 

65 

69 

69 

67 

72 

73 

75 

64 

60 

fb 

61 

67 

59 

68 

6' 

64 

)  .\iaxinnim.  ■ 

92 

92 

91 

87 

89 

91 

91 

9( 

90 

88 

93 

93 

88 

8i 

90 

87 

91 

87 

85 

72 

80 

92 

8i 

90 

80 

88 

82 

82 

75 

71 

67 

86 

Fitchlnirg  

i  Minimum.... 

67 

55 

60 

65 

61 

54 

60 

gr 

60 

62 

57 

58 

05 

67 

61 

61 

62 

58 

67 

64 

7r 

70 

62 

58 

63 

65 

59 

63 

.52 

.59 

61 

)  l\la>;inuun  .  . . 

87 

85 

8t 

8,' 

87 

83 

83 

87 

8,; 

88 

87 

8. 

87 

89 

85 

82 

82 

73 

87 

89 

8( 

81 

76 

82 

77 

78 

74 

05 

82 

Lawrence 

(  iMininuim-... 

65 

58 

61 

65 

63 

57 

64 

63 

67 

6f 

61 

60 

64 

68 

64 

65 

61 

64 

65 

64 

71 

73 

65 

61 

64 

6-0 

61 

67 

57 

Oi" 

6C 

S  Miixinuun.  .. 

88 

77 

77 

81 

78 

81 

76 

7< 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND    SECTIOK 


roL.  LI. 


Boston.   M.vss..  SEPTEMBER.  1939. 


No.  9. 


GENERAL  SUMMARY 

The  feature  of  the  woatlier  during  Soptcmber,  1939  was  t lie 
ixtraordinary  warmth  experienced  throughout  the  Section  on 
he  IGth.  Thermometer  readinr^siu  the90's  were  general,  and 
n  many  case?,  equalled  or  exceeded  previous  liigli  records  for 

0  late  in  the  season.  However,  due  to  several  periods  of  sub- 
lornial  warmth,  the  tenjperature  for  the  Section  as  a  whole 
,veraged  just  slightly  below  normal,  with  a  minus  departure  in 
ha  northern  division  counter- balancing  a  slight  plus  departure 
Q  the  southern  division.  Precipitation  averaged  approximately 
:5  percent  lielow  normal.  Roughly  speaking,  this  was  account- 
d  for  by  a  deficiency  of  13  percent  in  the  northern  division 
,nd  37  percent  in  the  southern  division.  Sonicwhat  droughty 
onditions  whicii  had  obtained  during  the  early  part  of  the  3d 
lecade  were  relieved  by  adequate  showers  near  the  close  of  the 
aonth.  Haying  was  completed  early,  and  late  truck  garden- 
iig  yielded  satisfactorily.     Favorable  progress  was  being  made 

1  other  farming  activities  siicii  as  filling  silos,  plowing,  pick- 
ng  cranberries,  and  harvesting  of  orchards  and  potatoi  s  at  the 
lose  of  the  month.  e.  s. 


TEMPEKATUBE 

The  average  monthly  temp-rrature  for  the  Section,  based  on 
05  recordes,  was  60.0°.  wliiiii  is  0.2°  below  the  mean  for  the 
ast  52  years.  The  average  temperature  for  the  northern  division 
Fas  57.5° ;  for  the  southern  division,  62.4°.  The  highesi  month- 
y  mean  was  65.6°  at  New  London,  Conn.;  The  lowest  was 
i2.0"  at  Houlton,  Me.  The  highest  recorded  was  99°  at  Fitch- 
•urg,  Mass.  on  the  16th;  the  lowest  was  22°  at  Fort  Kent,  Me. 
n  the  27th.  The  greatest  n.onlhly  range  Avas  71°  at  North 
h-idgton,  Me  ;  the  least  was  27°  at  Block  Island,  R.I.  The 
reatest  daily  range  was  56°  at  Chelsea,  Vt.  on  the  15th. 


PRECIPITATION 

The  avenige  monthly  precipitation  for  the  Section,  based  on 
87  records,  was  2.87  inches,  which  is  0.96  inch  below  the 
aean  for  the  past  52  years.  The  average  precipitation  for  the 
lOrthern  division  was  3  26  inches;  for  the  southern  division, 
!.4S  inches.  'I'he  greatest  moitbly  aujount  reported  v^as  5.83 
nches  at  York  Pond,  N.II. ;  the  least  wns  0.88  incli  at  Rockport, 
iass.  The  greatest  amount  in  24  hours  was  ;-;.35  inches  at 
lOmerset,  Vt.  on  the  28th.  Tfie  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  9,  which  is  I  below  the 
oean  for  the  past  52  years. 

WIND,  SUNSHINE,  CLOUDINESS  AND   HQMIDITY 

The  prevailing  direction  of  the  wirid,  based  on  118  records, 
ras  southwest.  The  averaue  velocity,  based  on  the  records  at 
4  stations,  was  9.3  miles  per  hour,  which  is  0.7  mile  per  hour 
hove  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  59 
lercentof  thepossibleamount,  which  is  2  percent ahovethe  mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
he  Section,  based  on  1 28  records,  was  1 2  clear,  9  ps)  itly  cloudy, 
nd  10  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  iind 
':30  p.m.  observations  at  12  stations,  was  81  percent,  which  is 
he  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^Kroms.— 6-7th,  9th,  ll-!2th,  16-20th,  25-27th. 

Halos,  /(mar.— 21st,  23d,  25-26th. 

HaJos.  so/ar.— 6th,  12-14th,  20th,  26-27th. 

HiiU . —  (dales  and  general  location)  3d,  Readsboro,  Vt. ;  8th, 
Block  Island,  R.  1.;  26th,  Orono,  Me. 

Thvnderdormi<.  —  \-&(\,  5-8th,  10-llth,  14-l7th,  20-21st, 
25-30th. 

Fou,  deme.—X-bih,  9-1 1th,  13-14th,  16-30th. 

/'Vo.s/.s.  —  (dates  and  general  location) — In  nortliern  division, 
killing  frosts  occurred  at  varying  sections  except  along  immedi- 
ate coasts  on  following  dates:  ]7-22d,  24-28th;  along  immedi- 
ate coasts,  heavy  frosts  occurred  on  27th.  In  southern  division , 
killing  frosts  reported  from  following  stations:  Stockbridge, 
i\Iass.,  22d;  Falls  Vilhige,  Conn.,  18-19th,  22d ;  Colchester, 
Conn.,  19th,  22d;  no  frosts  reported  from  other  sections  of 
southern  division. 

Sleet.  —  (dates  and  general  location) — 26th,  Eastport,  Me.,. 
Willow,  Me.,  First  Connecticut  Lake,  N,H.,  St.  Albans,  Vt., 
St.  Johnsbury,  Vt.,  Lawrence,  Mass.  and  Lowell,  Mass.;  27th, 
St.  Albans,  Vt. ;  28th,  Bar  Harbor,  Me. 


COIiIPAEATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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September,   193i 


Climatologieal  Data  for  September,   1939 
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Woo.llaiulS--- 

yew  llamvxU 


Dixvillo  Notch 
Ouiiiiuu    

Pir.st  Conn.  Lakett 


Temperature,  in  degrees  Fahrenheit 


Aroostook  ... 
Washington 
KiMinebeu  ■  •  • 


.Vroo^lool 
I'isrataiii 
Ivnox  .... 


Grafton   ■•• 

. .   .  do  . . 

Merrimack- 


illsbl. 


,tj::i 


llin.;boro.- 

li'msburo... 
.-^traironl  ... 
Snlliviui... 

!""!.  do]!' 


Mt.  Washinjjti 
Veyiiinnl 


Cornwalltl 
Craftshury  ( 
Ea-t  Uarn.-l 
Ea>l  K.VKat 


NortlilH'ld 

Ke.dsbovo 

Rochfster 

RutUiiid 

m.  .^Ib-.iU'i  •        •■• 

Searshurs'Mt 

Searshnrt.'  «ia.It. 
Sonier.-sottt  —  • 
VernonttS 


laingtOM 
tteiiden.. 


Hennington 


139 

1.057 

375 


711 

2,S60 
1 ,  fifiO 


47  I  07.5 
0  i  .,.. 
69  1  0!!.6 

uO.S 


56.8 


-3.6 

+  '6.'4' 


+  1.0 

-'o.'i 


+  0.5 


Precipitation,  in  inches 


+0.23 

+o.:n 

-0.77 
+0.  69 


+1.21 
+1.51 
-0.  .53 
-2.  07 


+0. 12 
-1.-4S 
+  0..51 


-0.58 
+  0.18 
-0. 27 


-0.19 
+  0.41 
+  0.29 


Civil  Aeronautics  Auth. 

B.  1,.  Hadley 
Walter  Tluirston 

U.  S.  Weather  Bureau 
U.S-  Weatlier  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.Norswortliy 
W.n.  Clark 
Samuel  B-  yoide 
U.  S.  Weather  Bureau 
C.C.  P.  &L.  Co. 
William  H.  Cumming 
P-  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Klectric  Co 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
Win  Held  Heath 
N.  W.  Uoberrs 

C.  L- Chadhourne 
'i'homas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Groat  Northern  Paper  Co. 
(ieorge  J.  Curaniing 
(;harles  A-  Mixer 

Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Holliug.sworth  A  Whitnejr 
St- Croix  Paper  Co. 


Edward  Fenn 
George  E.  Tucker     , 
Kenneth  Boochroyd 
U.  S.  Wealiier  Bureau 
Sarali  11- (ileason 
N.  H-  Agr.  Coiloge 
[inion  VValer  Power  C( 
Coun    Valley  Lumber 
Waller  E.  Bollen 
I''.  J-  Sonthmayd 
Stale  Sanatorium 
Frank  E.  Eeavitt 
Darlnioidli  College 
M.  11    i;e>ear.-h  V 
Hoh.  'I    1      !I;m  ,   ^1 


est. 


Au.uoMi.nKiii  i;<^s.  Co. 

Peuuichuck  Water  Work 

E.  E.Tobey 
H.  P.Shepard 

F.  A.  smith 

J.  B.  Hodge  :■ 

Mrs.  Hattie  G.  Trow      2 
Claude  Baker  I 

Kenneth  Berry  _  tm 

I'.S    Bureau  of  l'"isheriM 


V  s    ''■':■•:>  I  Ini  Hureattij 
Cen.\'l  V.  s    Corp. 
Mrs.  Thco.  G.  Taplll 
Sarali  E.  I-ane 
IMi-s  E  M.  Dustin 
N,  E.  Power  Co. 
.1.  F.  Devins  111 
I,    H    Pomeroy 
Oilman  I'aper  Co. 
Fred  May  ttt 
Mrs.  .John  .1.  Gevety 
Rev.  A    B    Crichton 
n.  S.  Weatlier  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Brings  n  t 
N.  E.  Power  Co. 
L.  L.  Lcon^ird 
Conn.,  River  Power  Co.l 


See  page  52  for  explar 
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C,  L.Qold 
Thomas  F.  Hanlon 

D.  N.  Gaines 
Conn.  Power  Co. 

U.  S    Weather  Bureau 

New  London  WatorW  orl 

B  W.  McFarland 

II.  S.  Weatlier  Bureau 

Harry  G.  Tlet.1en 

L.M.Comstock 

Civil  Aeronautics  Auth. 

P.  Hurliman 

Apr   Exp.  Station 

William  .T.  Pape 

Water  Bureau,  Hartford 


Explanation  of  Reference  Marks  Used  on  Pages  44.  45,  and 


The  departures  from  the  normal  temper.iture  are  computed  from  tl 
cipitation  with  is  years  or  more  of  record  are  computed  from  a  normal 
for  the  period  of  record  are  used. 


.vcrafres  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.    Departures  of 

standard  mean"  ad.iusted  to  a  uniform  s^-year  period;  foi- stations  of  jo  to  14  years  tlie  mea 

Reference  letters,  a,i),r-,  appearing  in  the  table  indicate  numl)er  of  days  missing; ;  for  example,  b  represents  two  days,  etc.        f  .' ' 

other  dates.    §  Tiierinometers'not  supplied  by  Weatlier  Bureau,    tfl  Observer  for  New  England  Power  Co.      T   Precipitation  is  less  than  0.01  inch  raiu  or  melted  snow. 


;se  st:ir.ioMs  :u-e  lis   f.illows 

.M 

\evv  llauip^biie     Fii.^t  ''< 

nn. 

v;.ll,  iMbl.lleb'iiv;  Alays  \Ii 

Is 

i.'ham;  Blue  Hill.  Milton;  1 

;-rL 

ic,  New  London. 

tt  Post-otiice  address.'! 
MillinooUet;  Winslow,  W:i  rt 
field.  North  Sr.ratfonl,  N.  H 
-Massachusetts-  Aslilan.l. 
Hill,   West  Cornwall;  r,aue 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health 


Wilson  Mills:  Biassua   Dam,  Kockwood ;  Hiram,  West  Baldwin;  Ripogenus  1 
nihil  Ml.  .Alton;  I'inkliain  NOtch,  Corham;  York  Pond,  Berlin;- Vermont— Blow 
f,'  Stii.,   Wilniingnon ;  .Somerset,  Wilmington;  Vernon,  Slielburne  Falls,  Ma 
Kalmimtli,  llat.chville;  Lake  ('ochituate,  Framingham;  — Connecticut- Cr 

J  Not  Included  in  summaries. 


Explanation  of  Eeference  Marks  Used  on  Page  47  . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  tima 
observations.         *'•  Regular  Weather  Bure:iu  station  ;  precipitation  is  for  the  24  hour  period,  midnight  10  midnight.         *«  Precipitation  measured  in  the  morning;  s 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.  1'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Page  48. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  rea<l  is  charged  to  the  preceding  day,  on  which  it ; 


it  always  occurs. 


PRICSSURIC.  WIND,   HUMIDITY.  ANDSUNHMINK 

Atmospheric  Pressure 

P.elative 

(reduced  to  sea  level) 

nnmidit.v 

Ktatlons 

t 

0 

g 

5 

fa 

H 

Si 

a 

S 

s 

S 

It 

ll 

t 

i 

c 

g 
K 

p. 

8 

S 

t! 

C 

<i 

■- 

- 

"~ 

30.04 

30.56 
30.  ,59 

19 
19 

29.  62 
29.  63 

10 

5.2 
14  2 

32 
33 

sw. 

10 
16 

'83 

'ib 

'83 

58 
75 

Block  Island  ... 

so  n? 

30.56 

19 

29.  60 

s 

17  2 

nw. 

a 

63 

03 

30  02 
30.00 

3(1  5o 
30.54 

19 

18 

29.  58 
29.  56 

b 
10 

10.8 
8  6 

34 
31 

s. 

26 
25 

76 
SO 

56 
59 

72 

61 
61 

^ 

311.  0; 

30.57 

19 

29. 59 

10 

6.3 

19 

nw. 

88 

52 

55 

29.99 

30. 50 

19 

29.  54 

1' 

9.0 

26 

8W. 

23 

87 

73 

83 

42 

30.01 

30  54 

19 

99_  .5,5 

10 

8 
8 

4.4 
7.8 
14.0 

21 
25 
35 

nw. 

25 
17 

82 

85 

58 
57 
74 

78 
79 
86 

42 
74 
66 

Hartford 

30.041  30.f>6     19     29.62 

■-.' 

30.05   30,5.5  1  19     29.63 

8 

8.4 

25 

nw. 

10 

83 

62 

* 

Northfleld 

30.03   30  ,55  !  19     29.58 

10 

7.2 

28 

s. 

25 

85 

79 

49 

30.. 54      19     29.56 

10 

7.9 

34    !  s. 

Providence. 

EPTEMBER,    1939 
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Daily   P 

reolpitation  for 

September 

1939 

Drainage  basin 

Day  of  month 

1 

l|     2 

h 

4 

5  1     6 

7  1    8 

1    « 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 1 21 

22  1  23 

|24 

25|26 

27 

28 

29 

30 

31 

Maine 

Coast 

'  ....do 

.0. 
>   .4 

I  .0- 

.3< 

T. 
.3- 

1::: 

.03 

'.'oi 

.'3 

.21 

.■2: 

"i 

.3 
.2 
.« 
.1 
.1 
.3 

.Oi 
.3 

.4' 
.31 

.2' 

.34 
.ii 

'.'io 

3  T. 

2  ... 
5  T. 
J... 

.44 
?... 

3  TO 

... 

'.'os 

'.■41 
.■47 

'.'ig 

.28 

.0 

T. 

.O' 

■r. 

T. 

".'6 
f. 

T. 

■.'oi 

.01 
.01 

".'os 

.07 
.02 

.06 
.25 

".'is 

T." 

■.'os 

.15 
.06 

.18 

"."6i 

.04 
.18 

tV 

'.'io 

.51 

.11 

l!56 
.22 
.16 

f. 
".is 

'.'64 
"."oi 

'.'i'i 
.12 

T 

'.'is 
'.'i2 

T. 
.31 

.'6i 

■30 

T. 

■.■46 

'.b 

■.'6 

'f. 

.'s 

.5 
.5 

'."6> 

'.'i 
".'i 

.5C 

'."sc 

.6C 

T. 
.li 
.11 

.4S 
.37 

'.'67 

■'61 
.61 

.19 

.2,T 

.70 
.59 
.95 
.33 
.40 
.30 
.Ij 
.01 

'.'6s 

,3.-> 

1- 
.15 
.40 
.30 
.31 

'.■35 
.47 
.49 
.30 
.26 
.08 

2    .1 
2   .K 

i.a 

.8 
1.0 
.6 

i.'6« 
i.5e 

... 
... 

1.5S 
.9C 
.7C 
.41 

... 
1.44 
1.32 

... 
.82 

'.'22 

.38 

'.'19 
1.40 

.'82 

.44 

.23 
.18 

1.20 
.46 
.09 
.41 
.03 
.31 
.36 
T. 
.04 
.06 
.24 
.46 
.44 
.96 
.29 

.'ig 
.... 

.::: 
.02 
.57 

... 
... 
... 
... 
... 
... 

.01 

'.'os 

.06 
.10 

".Oi 
".14 

■-?' 
.f 

.29 
.01 
.03 

.'.!! 

.05 

.04 

.... 

.... 

'.'is 

is.' 

•■'r.' 
'.'62 

.26 

'.'•ii 

.01 

"T. 
T. 

■."oi 

T. 
T. 

'."62 
.05 
.02 

T. 

'.'6i 

.05 

'T. 

'.'6 
't. 

::: 

.07... 

'.jo::: 

.48... 

T.      .2 
.01    .2 
.011  .2t 
.041  .4t 

.52 
l.U 
.5c 
.66 
.36 
.52 

'.'25 
.45 

1.4S 
.92 

\'ii 

.16 
.87 

.2 
.K 

:l 

i'.k 
i.'z: 

.62 

.34 

'.'6f 
.58 

1.4- 
.0 

l!42 

i'.3- 

■1'. 

81 

'.'64 
.97 
.28 
.29 
.34 
.94 
.02 
1.63 
2.54 
.81 

i:l^ 

.28 
.35 
.30 

':56 
.33 

.24 
.3.35 
.42 

.49 

T. 

1.53 
3.81 
3.38 
3.06 
3.81 
3.40 

"4.' 30 
4.77 
2  97 
2.57 
3.82 
3.(13 
3.08 
3.45 
1.62 
3.83 
5.41 
3.13 
3.52 
3.43 
3.34 

3.13 
2.25 
1.67 
4.87 
3.50 
2.54 
2.68 
2.67 
2.57 
2.64 
3.49 
2.15 

4.10 
3.85 
3.77 
2.38 
2.80 
3.58 
4  70 

,:;;::::: 

Kennebec 

1    ...do 

St  John 

Kennebec 

.(X 

.0- 

'."ff 

.03 
.02 
.63 

.Si 

'.'5i 
.3C 
.V2 
.39 
.2!- 
.78 
.IC 
.33 
.26 
.42 
.1(1 
.55 
15 

t 

I       !  .Igton.. 

'.-'■:  ■    UlO     

-Dam.. 

...do 

... 
.0 

'.'04 

... 
... 

■"65 
.09 

'.'62 

'.'os 
'."6i 

.03 

'.'62 

'.'oi 

T. 
T.' 

'.'22 

.2C 

'r. 

'.'i2 

■'i'. 

.■:'' 

T. 

'."is 

.04 
T. 
.07 
.21 

.18 
■.■34 

'.'06 
.06 
T. 
T. 
.12 

'.'69 
'1". 

'.'io 

.'06 
't" 
T. 

r. 
.12 

T. 

•r. 

.05 

i'.' 

.02 

T. 

.01 

.27 
.06 
T. 

'.'65 
.03 

■.'63 
T. 

i''. 
f.' 

T. 

'.'6 
'.'6 

■V. 

't. 
't. 

'.'o- 
't'. 

.2S 
T. 

'.'OL 

't. 
'.'6 

.01 
T. 

T. 

'.'61 

f.' 

.08 
.01 
.23 
.29 
.05 
.06 

.'05 
.05 
1.10 
.63 

.02 

T. 
.21 

'.'03 
.03 
.47 
.04 
.10 
.13 
T. 
.01 
T. 

■.'ot 

.84 
T. 

1.12 
.51 
.80 
.78 
.04 

;o7 

.03 
T. 

.08 

.21 

'.'75 
.01 

.64 

.'15 
.17 

.... 

r. 

Androscoggin   ... 

.0 

.01 
■.05 

T. 

Penobscot   

1  ....do 

Presnmpscot 

Coast 

St  John 

T. 

T. 

.01 

Penobscot  

Androscoggin   ... 

'."24 

."ii 

.22 

.70 

.6i 

.07 

O'' 

'."63 

.08 
'.'64 

'.'63 
.02 

'.'06 
.03 

'i''.' 

.02 
'1'. 

't.' 
''i'.' 

.07 

'.'62 
.04 

psiiire 

....do 

St  Croix 

Androscoggin.  ... 

T. 
.01 

.22I1.65 
.56  1.43 

.44    .14 
02'   ."iJ 

..Lake:: 

Coast 

■.'21 
'.'65 

■v.' 

.55 
.01 

V6i|:::: 

.03'-.- 

'."89 

■.'si 

:::: 

.16 

.06 
.04 

f.' 

'oi 

'.■45 
.40 

.61 

.... 

.22 
.45 
.11 
.02 
.09 
.03 
.11 

'.'io 

T. 
.33 

■r. 

.53 

.02 
.20 
.40 
.59 
.40 
.37 
.20 
.84 
.72 

'.'32 
.04 

.11 

.38 
.18 
.40 

.17 

'.'60 
.26 

:? 

.56 

.14 
.31 

1.95 
.80 

1.10 
.05 
.67 

'.04 
.91 

.l-y 
.07 
.81 
1.03 

;i 

.91 
/22 

1 

.35 
1.21 

.85 
1.24 

.09 

;77 

.21 

.09 

Merriraac 

Conni'Cticut 

..do 

Merriraac 

....do 

...do 

ConnecUcut 

'.05 
".Oa 

"64 

T. 

'."o-i 

.05 

'.'li 

at].'.'.'.'.'. 

'.oi 
.01 

'.'68 

'."is 
'.'62 

.25 

;;;; 

'.'67 
•00 

'.'i4 

T. 

■f.' 
T. 

.04 
.01 
.02 

i?^ 
.02 

.62 

'1'. 
T. 
T. 

't.' 

■r. 

.03 

.... 
■.■6i 

:::.' 

.10 
'.'67 

'.'06 
.01 
.04 
T. 

".Oi 
.03 
.12 
.02 
.02 

'.'oi 

.12 
.19 

'.'os 

.02 
't'.' 

.'oS 

.04 
.12 

'.'i7 

.'65 

T.' 

.'06 
.'62 

!i2 

.10 

.'65 

.04 

.'65 
.04 

'f.' 

'.'62 

.... 
.... 

T. 
'.'64 

".n 

.17 
.01 

'.'36 
.02 

T. 

".62 

'f.' 
.24 

i" 

.06 

'.'63 
T. 
.20 

'.'62 

.... 

■at 

Connecticut 

...do 

Chaniplain 

Connecticut 

..do 

Chaniplain 

.     do 

.,,  «• 

lOslnii^  Kalis.... 

.03 
.20 

.4.^ 

.04 
.4i, 
.07 
.57 
.40 
.59 
.38 
.33 
.43 
.67 
.56 
.01 
.20 

..30 

[07 
.26 
.37 
.66 

.25 
.43 
.04 

.'22 
.13 

St.  Liwrence. 

Champlain 

....do 

.do 

Connecticut 

....do 

....do 

...do 

■r. 
".'ii 

.06 
T 

i'. 

'.■35 
.47 

.■42 

T. 
.39 

■.'26 
T." 
TV 
T. 

'.'92 
.05 

3.77 
2  53 
2. 32 
4.76 
3.21 
5.65 
3.17 
1.78 

X"'i.i'"::::: 

allana 

^Ali>..;i?  ^near). 

.Johi.-l.ury 

>uiei-.cl" 

estllurlce*' 

ooi-i">:c 

Mimn.hnssetls 

.06 

ue  1 1 1 1 1 

Coa.st 

...do 

Connecticut 

Merriniac 

.10 

.08 

l'i3 
.53 
.35 

■.'07 
.01 

f.' 

.14 

2  18 

MtOll*" 

ie.sterliol<l" 

1.01 
3.96 
2  51 

..    .    .r    ' 

.'67 

':■■'     V.ham"" 

Coa.>t 

aou^a  tonic 

Coast 

...do 

Merriniac 

l.»9 
.02 

■.■i4 

4  60 

lliu,^.:ll.** 

.40 
.53 
.48 
.21 
.23 
.40 

.... 

■.'67 
.32 

3  50 
3.09 
2.84 
1  67 

|;S.„i:::::: 

T. 

.15 
.03 

Charles 

1  58 

,'.■ ,  ■  ;-ti>ii**.... 

Merriraac 

Coniiecticnl 

Coast  

do 

.MTrlintic 

(Jurist    

..do       

Honsatjnic 

Toa-t        

...do 

rramns. :;;;;;;:;; 

C')nnecticnt 

Coast 

Connecticut 

'."65 

.70 

t.' 

.60 

1.36 

T. 

.'oi 

.09 
.01 

'I' 

.30 
.25 

.■47 
.26 
.10 
.1« 

.62 
T. 
.Ifi 
.61 
.15 
.2S 
.27 
.25 

.11 
.01 
.10 

.14 

.10 
.17 
.17 
.07 
.12 
.16 
.22 
.20 

".n 

t 

.05 

.19 

.!« 

.41 

'.\' 
.00 
.01 
.79 
1.51 
.63 
.48 
.96 
.81 
.16 
.3b 

.22 
l.OS 
.54 

.17 
.36 
.10 

.'25 

!l8 
.51 
1  00 
l.fiO 
.18 

•r' 

'.'63 

T^ 

.'63 
.03 

.26 
.30 
.10 
.27 

.37 
.09 
.35 
.12 

.o;i 

!02 
.15 
.32 

!2,S 

.22 
.19 
.12 

.02 

.04 

'.'56 

'.'oa 

.17 
.18 

.25 

■.'65 

.02 

't.' 

.30 
.35 
.20 
.40 
.31 
.06 
.In 
.33 
.43 
.32 
.27 
.79 

l."3'^ 
23 
.62 
.09 

.14 

.11 
.24 

.20 
.10 

.33 

.05 
.16 

.12 
.11 
.10 

.10 
.42 

■.s 

1 

.  64 

[30 
.12 
.41 
.97 
.39 

.KH 

.74 

1.05 
.CH 

.211 
1.20 

.29 
1.25 
.72 
.45 
1  21 
.77 
.28 
.32 
.69 
1.43 
1.90 

.26 

.05 

"i"'.' 

T. 

.10 

2.06 
1.71 
3  37 

't.' 

T. 

■.'62 

.02 
.01 

.':J2 

■.'62 

T. 

'.'io 

.04 

.04 

.10 

f 
.35 

■52 

'.'64 
.02 
T. 
.07 
.10 
.  22 

r. 

.2S 
.27 

T 

.69 
.02 

08 

.21 
.44 
T 
.01 

.03 

-1 

.01 

'.15 

't.' 

.04 
'.'64 

'IV 
T. 
T. 

'.'63 

i- 

.33 

.20 

■.'43 
.'46 

r 

.04 
.27 
.24 

.28 
T 

T. 

.01 

.07 

271 

.03 

\v' .  .',rd ;.'.'." 

.26 
.04 

.'64 
.74 

.'61 
■1'. 
.10 

■r. 

.67 
■r. 

T. 

.03 
.02 
.05 

.'24 
.03 

'^ 
.04 

.'63 

;63 

.'62 
.02 

.'63 

;o2 

■30 

.02 
.07 

T. 

.'ii 

.42 

:o5 

i'.' 
.02 

.05 

'09 
.'63 

T. 

'.'62 

.... 

■V. 
T.' 

.01 
T. 

T.' 
f." 

2.27 

1.08 
1  97 
4.90 
1.87 

0.88 
3.84 

3!(V2 

.'04 
.15 

T. 

.0:i 

3  40 

rJand 

■icU 

Hudson 

Connecticut 

Black^tone 

Coast 

...do 

..do 

Coa.st 

do. 

.02 
T. 

.18 
.53 

'.'67 
1.43 

T. 

T. 

.03 
■1. 

1'.' 
T. 

.'oi 

2.81 
1.79 
1.99 

0.92 
1.50 

■r. 

.07    .37' 

3.10 

.nd»:'.: 

Housatonic 

Connecticut 

..do 

Coast 

...do 

..do 

.17 

.'43 
.12 
.12 
.05 

.'26 

'.'i2 

.11 
.11 

2.17 
2.24 
2.73 
2. 33 
1.06 
3.40 

tnam 

2.41 

orrs 

\Mllimantic 

T. 

3  71 

aterbiiry 

3.03 

1 

f**  page  52  for  explanation  of  reference  marks. 
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September. 


Oaily  Temperatures  for  September,  1939 


Day  of  Month 


.|     5 


|,2l 


20     21  j  22     23      24     25     26     27      28      29      30     31 


Maine 
_      ,,     ,       ,         ,  \  Maximum . 

Bar  Hiirl)or  (near) j  Miiiimimi.. 

Eastport   i  Minimum. 

I'^^'Ke"* uluumu'n.- 

('yeenviUe    iMiuimiini. 

Houltoii    iMhmmnn.. 

LewistOM iMhfimun": 

MilliiiocUet j  Mi'MimuillV 

Oimown   !  Mfuimum.: 

Portland  iMh'mum': 

mmiford  \mn!-nZ:. 

„,.      ,  \  Maximum  . 

W'"«'ow    (Mini.r.uh... 

New  Ildiiipuliire 

B«i'''"  II 1  Mfuii'immV. 

,  j  Maximum  . 

Ooiioina j  Minimum-. 

„      .  \  Maximum . 

Diirl>a"i (Miuiuuim.. 

First  Conn.  Lake Uli^^^^^;"; 

Keeiie  (near) j  MiViiimuu'-'. 

Maximum  . 
Plymoutli j  Minimum.. 

\-eiwoiU 

Burlington j  m iVI'iVmim'. '. 

JMaxiinum. 

Newport  j  Minimum.. 

„.,,.,,  S  Maxinunn  . 

Nortl.lield i  Minimum. 

„    .,       ,  \  Maximum . 

Jutland    (Minimum-. 

St.  A ll.ans |  jn.^i"" ',','','. '. 

St.  Joliusbury  \  " f,fi',',nm'i'. '. 

..,,,,  )  Maxinunn  . 

Wooil-sloci!   I  Minimum.. 

MoiiSdCliiinclh 
.      ,        ,  \  Maxinmni . 

Auili>^i---t !  Minimum.. 

Bo.stou )  Mii'ii-niim.. 

„       ,  ^  i  Maxinunn  . 

Bi-oc-ktou (J[inimum.. 

,  )  Maximum  . 

Coucord j  jiiniinum-. 

East  VVareliaml! \  jj fnj „",","'. '. 

FalllUver Ijif,™;': 

Fitcliluirg  )  jJiVi'i'i'i'iu'ii'.'. 

Lawrence j  Miniiiunn-- 

NaiitucUet j  jiin'jninm.'. 

Btoclil. ridge    \  fi"^^Znu'n.'. 

Williamstown j  MhriinumV. 

Worcester 1  ^l:',^i"";!;' ' 


Rlio:fe  IfUdiil 


Maximun 
Minimum 
Maxinui 


Block  Island.. 

Kingston Kn'idmum. 

Providence !  UliSm.: 

Coiniedifjit 

Cream  Hill |  Mh' mum': 

Hartford 1  MiVn-mum'.'- 
New  Haven j  jlf,'^,',',;;;;",' ; 

New  Loudon  . 

Norwalk 

Putnam 


)  Maximum 
(  Miuimum- 
SMaximu.n 
I  Miuim\im- 


Mi 


54]    53 

8G]     86 
5»| 


6nj    65J    6fi 


65  69 
65  5' 
791  71 
60 


63l    67 


58     53 

79     70 


78 
55 

71 
62 

7H 

73 

52 

.58 

74 

79 

48 

51 

74 

72 

3( 

32 

74 

36 

42 

74 

78 

28 

3t 

5; 

66 

27 

27 

71 

9C 

36 

71 

76 

27 

33 

71 

66 

38 

50 

6!; 

70 

3^ 

72 

7(1 

3(1 

38 

71 

68 

34 

41 

72 

7(; 

4( 

5:^ 

75 

72 

3? 

7;- 

67 

80 

37 

71 

74 

85 

45 

71 

73 

4fl 

53 

7f 

41 

44 

72 

V3 

H" 

44 

67 

35 

48 

72 

4(1 

hi) 

76 

75 

36 

44 

71 

72 

4( 

4.'. 

6-i 

68 

h.-> 

7( 

71 

35 

43 

6', 

6S 

37 

48 

m 

6( 

37 

41 

fi'.' 

fifl 

52 

hi 

(i!' 

66 

33 

39 

66 

72 

45 

53 

69 

70 

42 

48 

69 

43 

n(. 

68 

7;- 

44 

52 

69 

7;- 

43 

5( 

69 

36 

43 

6S 

Vl 

31 

40 

6? 

57 

51 

2( 

37 

23 

5> 

61 

51 

36 

41 

27 

(M 

6-! 

W 

5( 

41 

52 

56 

43 

34 

31 

28 

6q 

62 

hO 

87 

41 

27 

64 

43 

49 

31 

41 

25 

76 

65 

46 

51 

3ii 

3^ 

77 

77 

48 

42 

45 

31 

54 

4( 

35 

34 

25 

75 

70 

4-1 

43 

44 

3i- 

59 

58 

41 

84 

39 

24 

75 

64 

48 

43 

33 

31 

65 

6(1 

48 

36 

35 

81 

72 

68 

46 

36 

27 

24 

78 

71 

49 

44 

38 

311 

76 

68 

46 

47 

32 

36 

65 

65 

45 

36 

84 

28 

71 

64 

56 

39 

40 

35 

76 

65 

46 

54 

42 

41 

74 

72 

56 

.V, 

46 

45 

72 

72 

56 

56 

48 

45 

7f 

59 

54 

4>. 

41 

72 

r. 

65 

54 

45 

74 

Tf 

56 

47 

42 

79 

47 

5] 

44 

81 

75 

69 

hli 

.54 

45 

40 

71 
5( 

V2 
53 

65 
52 

6, 

54 

51 

42 

38 

7^ 

68 

53 

51 

45 

42 

76 

69 

5( 

55 

44 

40 

71 

71 

67 

6(i 

50 

5f 

Ki- 

67 

61 

57 

48 

4;; 

75 

74 

56 

bV 

46 

44 

75 

65 

50 

55 

45 

37 

76 

(>9 

5(: 

58 

44 

41 

77 

72 

54 

63 

48 

44 

77 

75 

6-1 

61 

52 

44 

79  73 

6( 

55|  55 

4'! 

75! 
52: 

$ 

63 
40 

Seepage  .52  for  explanation  of  referenc 


W.  B.  Boston- 


V  (t- 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA. 
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KW    ENGLAND    SECTION 


a.  K.  NOTES 


PiticE:  s  CKSTs  A  corv;  25  cents  a  vkmi:  (not  stamvs). 

RKMITTANCE  PAYABLE  TO  Sl'I'EUlNTENDKNT  OK    DoCUMBNTS.    W ASHINOTON.    D.  C. 

Voi7lL         Bost()n7ma?s.,  OCTOBER.   I!t39.  No.  10. 


GENERAL  SUMMARY 

Tlie  weather  during  October,  1939  wasnotaMo  for  an  extend- 
ed period  of  dry  weather  which  afTected  the  area  from  southern 
porlioiis  of  the'northern  division  southward.  This  dry  period 
continued  until  the  30th;  tlie  average  precipitation  to  that  date 
was  probably  less  than  half  tlie  normal.  Rivers  and  ponds 
reao'.u'd  uinisually  low  levels,  and  lack  of  soil  moisture  hamp- 
ered fall  plowing.  These  conditions  were  considerably  relieved 
by  the  heavy  rains  of  tlie  30-3lst,  which  brought  monthly  totals 
to  well  ahove  normal.  In  northern  portions,  precipitation  was 
above  normal  both  as  to  frequency  and  volume.  Temperature 
averaged  fractionally  below  normal,  the  only  appreciable  minus 
departure  being  in  Maine.  Monthly  maxima  occurred  generally 
on  the  10th,  with  thermometer  readings  reaching  to  the  middle 
and  upper  80's;  monthly  minima,  on  varying  dates  which  in- 
olu<led  the  18th,  'ioth,  ' -itith,  "iOth  and  30th.  Killing  fro.sts 
brouglit  an  end  to  the  growing  season  in  nearly  all  scciions  i>y 
the  18th,  ami  harvesting  of  all  crops  was  about  completed  by 
the  middle  of  the  month  or  shortly  thereafter.  E  s. 

TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
108  records,  wa-''  49. S°,  which  is  0.'2°  below  the  mean  for  the 
pa-t  52  years.  The  average  temperature  for  the  northern  division 
was  46.(3°;  for  thesoutliern  division,  52.1°.  The  highest  month- 
ly mean  was  56.5"  at  Danbury,  Oonn.;  The  lowest  was  41.4° 
at  First  Connecticut  Lake,  X.  H.  The  highest  recorded  was 
91°  ;it  Danbury,  Conn,  and  Waterbury,  Conn,  on  the  lOth;  the 
ivas  10°  at  Chel.'jea,  ^'t.  on  the  25tii.  The  greatest 
:!y  range  Avas  74"^  at  Chelsea,  \'t  ;  the  least  was  38°  at 
;:  )  ut,  Me.  The  great*  .st  daily  range  was  50°  at  Duriiam,  N. 
H.  on  thelOth.  and  19th. 


PRECIPITATION 


The  awrngi-  monthly  precipitation  for  ihe  Section,  basiil  on 
188  records,  wns  4.68  inclu'S.  which  is  1 .  13  iiuilics  above  the 
in<\in  for  ihe  past  52  years  The  average  precipitation  for  the 
northern  division  was  4  58  inches;  for  the  southern  division. 
4.79  inches.  The  greatest  monthly  amount  reported  wns  6.83 
inches  at  Storrs,  Conn.;  the  least  was  2.  U' inches  at  Burlington, 
Vt.  Tlie  greatest  amount  in  24  hours  was  4.00  inches  at  Kings- 
toi.  H.  I.  on  the  31st.  Tlie  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  12,  which  is  3  above  the 
mean  for  the  past  52  years. 

The  average  snowfall  for  the  northern  division,  })ascd  on  92 
records,  was  0.4  inch;  for  the  southern  division,  i>ased  on  93 
records,  0.0;  for  the  Section,  based  on  185  records,  0.2  inch, 
which  is  the  mean  for  the  past  52  j-ears. 


WINTD,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

Til.'  previiiling  direction  of  tlie  wind,  based  on  tlX  records, 
was  northwest  The  average  velocity,  based  on  the  records  at 
15  stations,  was  10  2  miles  per  hour,  which  is  0.1  mile  per  hour 
above  the  mean 

Thesunshine,  based  on  the  records  at  14  stations,  averaged  47 
percentof  thepossibleamount,  which  is  7perccnt  below  the  mean. 


Tlie  clotuliness  ,v\"«is  slightly  above  the  mean.  The  average  for 
the  Section,  ba^ed  Ohsl30  records,  was  10  clear,  8  partly  cloudy, 
and  13  cloud}*- da,ys.'.     , 

The  montlily^-elati\»e  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  78  percent,  which  is 
1  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^((/wos.— 3-5th,  ll-18th,  22nd. 

Halos,  lunar. — l-2d,  5th,  23rd. 

Hilos.  War.— 2d,  5-6th,  8th,  21st. 

II(tiI. —  (dates  and  general  location)  6th,  Readsboro,  Vt.; 
22d,  Franklin,  N.  IT.;  23d,  28th,  Portland,  Me. 

Thiuidcrstor)iis.  —  \--id,  ()-12th,  19th,  21-23d,   26-28th. 

Foff,deiise.  —  \-dih,  12-15tli,  2l-28th,  31st. 

S!eet.  —  (dates  and  general   location) — None, 

Frosts — (dates  and  general  location; — Killing  frosts  occurred 
in  all  sections  by  the  18th,  with  the  exception  of  a  few  coastal 
stations  in  the  southeast. 

Mild  earthquake  experienced  in  Mass.  and  the  northern  divis- 
ion on  the  19th,  shortly  before  7:00  a.m. ;  no  damage. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Harapshiie,  and 
Vermont;    Southern:  Massachusett.s,  lihode  Island,  and  Connecticut.) 


lSb« 

18:^9  .... 

WM 

1S91 

lS9'i 

1893 


1S94 

1895  .... 

1H9H 

1897.... 

189B 

1899 

1900 


1904 

1905 

1906 

1907 


1910.  •■ 
1911.... 
1912  ••■ 
1913.  ■• 
1914.... 
191.5... 
191C....- 
1917.... 
1918. •.. 
I919.... 
1920...- 
1921 •■• ■ 
1922---. 
1923     •• 


1927 

1928 

1929     ••■ 

19:10 

1931 

19:i2 

19:13 

19:)4 

1935..    .. 

19Hfi 

19:« 

1938 

1939 


Temperature 


Period 


s 

■5 

a 

42.0 

67 

42.  ft 

7;^ 

45.9 

80 

4.-).  7 

90 

45.6 

77 

49.3 

80 

48.1 

Vrt 

42.7 

44.  h 

74 

47.9 

88 

-18.9 

91 

49.2 

82 

5.'.  4 

85 

47.0 

78 

4().  S 

79 

47.2 

77 

41.3 

V6 

46.5 

81 

47.7 

80 

4:J.O 

■<8 

50. 0 

88 

4«.  8 

92 

47.9 

86 

45.9 

78 

49.2 

89 

SV.  B 

84 

49.9 

87 

49.2 

81 

48.0 

4.i.  1 

81 

48.2 

81 

46.  K 

83 

52.  6 

87 

47.1 

90 

45.  0 

90 

47.fi 

80 

47  A 

80 

;H9.7 

75 

45.4 

87 

.50.1 

47.7 

88 

46  0 

8!) 

47.5 

92 

49.9 

84 

49.9 

SI 

46.  :i 

79 

44.0 

77 

47  1 

80 

46.  5 

81 

46  4 

*A 

50.  0 

88 

46.6 

88 

47.1 

92 

5_'.3 
I  .52.8 
i  63.0 


Precipitation 


No.Qf  day«(all 
South         New  England) 


.52  4 
52.  2 
46.2 
50.6 
55.4 

o;^.s 

50.5 
■5(1.  5 
55  2 


82 

19 

2.44 

85 

17 

2.  on 

79 

19 

5  f,5 

82 

22 

4  :^2 

90 

22 

4.25 

88 

2: 

2.23 

82 

14 

2.  91 

9;^ 

13 

2.34 

82 

19 

3  77 

88 

13 

0.  i;3 

79 

16 

5.10 

84 

22 

4.  92 

94 

21 

5.81 

90 

15 

2  54 

80 

19 

2.  88 

92 

15 

2,64 

86 

18 

3.  76 

8(1 

20 

3.84 

■.9 

IS 

4  47 

79 

21 

2.  30 

82 

17 

1  17 

,S3 

11 

5.  1 1 

SI 

IK 

5  29 

91 
91 

22 
U 

2  30 

4.58 

94 

3.40 

0  :  2.  uii 

n 

7 

0  3.57 

0 

10 

'!'.  3.09 

0 

6 

T.  !  5  21 

T, 

9 

0.1  '  3.29 

•r. 

T.  2.112 

'1'. 

8 

0   1  .95 

0 

5 

T.  :  4.W 

0 

8 

0  (1  ;  4  78 

0 

S 

T.   :  3.19 

0  i  1.61 

0 

8 

0  '   1.61 

0 

8 

0.1   1.72 

0 

0  ,  2  16 

0 

5 

0  1  ;.:H4 

0 

l:! 

0.  9  2.  58 

0 

5 

0  1  3.09 

0 

9 

0  1  1.79 

0 

7 

0  i  5.76 

0 

13 

0  '  1.27 

0 

10 

0  2.85 

0 

14 

0  1  62 

0 

6 

0  1.23 

0 

1.5  2.82 

0 

8 

0  '   5.13 

0 

T.  0  25 

0 

6.7  4.32 

1. 1 

13 

4.3  5.03 

11 

0  4.85 

0 

10 

0. 6  2.  49 

9 

1.2  2  79 

0 

8 

18  3. 25 

0  8 

9 

0  j  2. 80 

0 

10 

0  1  6.  15 

0 

0.  4  i  3  55 

0 

10 

2.2  ]  3.03 

T. 

10 

0  1  0  96 

n 

7 

0.  1  1  3.  95 

0 

1 1 

T.  I  4  67 

0 

]I 

0  1  2  50 

0 

6 

0.4  1  4.79 

0 

12 

0.4  1  3..50 

r. 

' 

A 

^ 

3 

r-- 

3 

!?i- 

« 

r. 

So 

O 

S 

14   8 

8 

12 

8 

9 

13  I     6  1  12 
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CLIMATOLOGICAL 

■ 

DATA: 

1 

NEW 

ENGLAND  SECTION 

1 

1 

1 

OCTOBEE,     193' 

Climatolog-ical  Data  for  October,   1939 

Counties 

1 

Temperature,  in  degrees 

Fahrenheit 

Precipitation,  in  incl 

OS 

No.  of  days 

t 

Observers 

Stations 

■o^ 

|i 

^2? 

h 

i  1 

s 

h 

li 
0  t 

1 

« 

S'H 

1 

c. 

1 

4. 

1^ 

n 

n 

E.C 

f= 

ii 

P.9 

f 

^ 

"2 

P 

w 

- 

^ 

a 

^ 

■J 

c 

M,ti,>c 

BangorS  

Penobscot 

Hancock........ 

10 
.52 

45.8 
48.4 

12 
25 

30 
1st 

41 

2,7 

2.44 
4.61 

0.40 
2.43 

T          ,Q 

4 

7 

10 
6 

17 

18 

Civil  Aeronautics  Autb. 
B.  L.  Hadley                        |_ 

Bar  Harbor  (near ) 

JliO 

-  0.1 

70 

5 

60 

+0.11 

T. 

15 

ne. 

Brassua  DaniU  •■• 

Somerset 

Aroostook 

1,100 
624 

0 
0 

10 
0 

,5.90 
4.14 

";:.::■■ 

1.82 
091 

0.9 

15 
13 

Walter  Thurston 

U.  S.  Weather  Bureau 

Caribou.. 

41.6 

66 

5 

18 

191 

30 

2 

9 

20 

nw. 

Eastport 

V\ashington  .... 

67 

47.7 

+  0.2 

.5 

30 

18 

22 

3.98 

+0.41 

2.02 

16 

7 

ft 

19 

uw. 

U.8.  Weatlier  Bureau 

Augusta  Water  District. 
Bangor  Hydro  iClectric  Coi 
Mrs.  Hannah  I.  Hatch 

Euslis 

Kranklin 

•JoO 

0 

26 

6.19 

+  3.08     2.08 

0  1 

16 

13 

8 

10 

Fannhigton • 

KraiiUlin 

4'26 

49 

47.7 

+  0.5 

79 

.5 

17 

30 

40 

48 

4.71 

+  1.18 

2.13 

11 

11 

V 

13 

nw. 

State  Normal  School          : 

Ft,.Kiiir(ield(noar) 
Fort  Kent 

C  W.  Norsworthy 
W.  B.  Clark 

.\r..<i-!.Mik 

530 

2 

43.0 

70 

8 

17 

30 

38 

5.12 

1.73 

1'. 

11 

5 

4 

22 

su. 

Gardiner 

13a 

54 

49  8 

+  1.3 

76 

5 

19 

30 

35 

103 

3.44 

-0.32 

2.09 

0 

13 

lb 

5 

11 

w. 

Sanuiel  I).  Soule 

Greenville.. 

ri-::'.'!:i'|ll.>  .     ■     ■ 

1.057 

34 

42.2 

-  2.7 

71 

5 

14 

30 

38 

44 

5.47 

-t  1.  S3 

1.29 

0.9 

15 

4 

9 

IH 

uw. 

(J.  S.  Weather  Bureau 

\;';;;;:;;„';;;;'^:;:; 

375 

304 

0 
37 

lb 
40 

4.82 
6.  64 

•+3.1S- 

2.0 

9 
12 

10 
17 

14 
11 

w. 

C.  C  i".  &  L.  Co. 
William  II.  Cumming 

Houilou 

41.8 

-  4.1 

72 

5 

24 

Ijl 

42 

JacKiiian 

Sonicrs^'t 

l.ISO 

0 

19    i;.iii 

-12.  s.o 

1.64 

U  b 

20 

11 

3 

17 

nw. 

p.  M.  Tripp 

Andiosrogpin  .. 
Washin^'lon  .... 

48.4 

-  0.4 

5 

24 

3b 

10 
12 

Union  Water  Power  Co 

Macliia.'^ 

•6i 

0 

' 

-1.10      1.62 

0 



Madi^ouS 

Soniorsi't 

2o7 

■M 

47.4 

+  1.0 

04 

5 

16 

30 

4G 

;)',)  1  ;;  c,.^ 

+  0.21;      1.75 

12 

13 

9 

U 

Great  Northern  Paper  Co. 

Middlcdani 

O.nford.. 

V 

35  1  5.  20 

+  2  27 

1.52 

14 

6. 

Onion  Water  Power  Co. 

Millinoclce!§ 

IViiobscot 

3SS 

1)7 

4.S,  1 

-  1.4 

73 

5 

17 

30 

39 

40      4.80 

+  0.65 

2.41 

1.0 

13 

15 

11 

W. 

Great  Northern  l'ai>er  Co 

(, 

19 

5.  3K 

2.  64 

'1 . 

13 

6 

16 

nw. 

Winlield  Ileatii  "'"*''^^°- 

Mooseliead 

North  Uridu'ton  •■■ 

N.  W.lioberts 
C.  L-Chadbourne 

Ciiuihcrland... 

4iO 

47 

48.4 

-  0.7 

79 

5 

19 

30 

39 

47 

4.34 

+  1.11 

2.  02 

■('. 

12 

16 

6 

9 

n. 

l^■lH.^^oot 

108 

23 

4S.2 

+  0.6 

72 

h 

22 

30 

2/ 

,5.05 

+0.  85 

2.88 

12 

9 

V 

lb 

uw 

IVnoh.rct 

U.5 

60 

4V.() 

0.0 

78 

5 

20 

30 

42 

62 

5.11 

+  1.10 

2.66 

II 

6 

13 

12 

ue. 

Univ.  of  Maine 

Portliiiid 

Cuuii.Tland.... 

47 

69 

49.8 

-  0.1 

72 

10 

29 

24 

26 

73 

3  34 

+  0.20 

2  30 

10 

11 

12 

8 

nw. 

11.  S    Weather  Bnreaii 

\i..,-look 

60« 

29 

43.0 

-  1.5 

67 

5 

18 

30 

33 

29 

5.17 

+  1.84 

1.57 

3.0 

1! 

10 

4 

17 

uw. 

li   .iitaiiuis 

965 

l,S 

45.6 

70 

12 

20 

30 

37 

1ft 

6.16 

+1.63 

1.96 

1.0 

11 

7 

9 

15 

se. 

RocViand 

Knox 

40 

2 

48.9 

74 

.5 

22 

19f 

34 

11 

4.28 

2.75 

12 

6 

10 

15 

w. 

G.urge  J.  Cumming 
Charles  A.  Mixer 

Mxlonl 

505 

41 

4.5.8 

-  1.5 

78 

5 

18 

30 

34 

46 

3.62 

+0.33 

1.61 

15 

12 

16 

uw. 

The  l''oiks    ■ 

570 

0 

33 

5.87 

+2.59 

20 

Ruth  Dnrgin 

Upper  Dan. 

(>xf,,id 

1.4S4 

0 

53 

+1.28 

1.42 

0 

11 

1 

16 

14 

nw. 

391 

2 

44.3 

73 

5 

15 

30 

35 

2 

6.53 

2  72 

2.0 

15 

12 

2 

17 

nw. 

Winslow«§ 

IvlMH-brc....... 

90 

3,1 

49  4-^ 

+  0.1 

76" 

4 

18» 

30 

34'' 

44 

4.05 

+0.53 

1.  93 

0 

10 

12 

11 

s. 

Woodland^ 

UsisldnRton  .... 

140 

24 

46  4 

74 

5 

16 

30 

34 

23 

5.37 

+  0.65 

2.06 

O.b 

13 

14 

4 

13 

nw. 

St-  Croix  Paper  (.'0. 

Kor  Stale     

46  3 

—  1.7 

8-1 

5 

13 

30 

4H 

+  1.17 

13 

nw. 

A'«iii  llitnipshire 

Berlin    

Coos 

1.110 

31 

44.8 

-  1.1 

80 

10 

IS 

30 

46 

40 

5.08 

+2.27 

1.61 

2.7 

17 

14 

3 

14 

sw. 

Edwar.i  Kenn 

+  0.6 

10 

IS 

40 

47 

6.  ,54 

+  3.58 

1.66 

'!, 

9 

1 

1/ 

sw. 

George  K.  Tucker 

Cannon  Mt 

4,100 
■277 

0 

69 

0 
87 

6.79 
2.77 

-o.os' 

1.78 
1.80 

5.5 
T. 

16 
12 

Kenneth  Boothroyd 
U.S.  Weather  Bureau 

49,6 

-  0.1 

86 

10 

22 

30 

37 

10 

7 

14 

nw. 

Dixvi;!e  Notch.... 

SivalVord  .....    . 

83' 

0 

9 
47 

4  62 
4.12 

+  i.'62' 

1.10 
3.13 

1.5 
0 

13 

8 

lo 

6 

7 

10 
12 

w. 

Sarah  H.  Gleason 
N.H.Agr.  College 

,50.8 

+  0.8 

88 

10 

16 

22 

50 

C,,,,^ 

1,260 

12 

44,2 

71 

5 

20 

30 

33 

54 

4.91 

+1.  62 

1.  55 

12 

10 

10 

11 

w. 

Union  Wilier  Power  Co. 

First  Conn.  LakeJI 

iiii 

1,600 

22 

41.4 

—  1.4 

69 

61 

15 

25 

38 

22 

5  94 

+  1.84 

1.32 

2.5 

16 

12 

3 

16 

w. 

C(mn    Valle.v  Lumber  Co, 

F.tznilli.u,]'. 

Chf^hiri' 

0 

38 

20 

3.77 
2.86 

+0.88 
-0.14 

1  41 
1.73 

0 
0 

13 

Waller  E.  BoUes 
F..l..Soutliin;ivd 

48.4 

0.0 

83 

in 

17 

30 

45 

17 

5 

■9 

u. 

GlenclilV    

(irillijii 

1,  C.)0 

31 

45.4 

+  02 

76 

10 

18 

18 

34 

31 

4  85 

+1.09 

1.42 

0.5 

16 

6 

9 

16 

nw. 

Stall'  --;: ,  ,iMir 

Hamilton  ■.•■ 

li,,cl;niK!iniii..    . 

10 
fi03 

55 

a 

99 

.3.38 

4.48 

'+i'65' 

2.  36 
1.76 

■r. 

11 

"(,' 

ii 

'ii 

uw' 

Fn.i.,.  1     ,  ...  ,;,, 
Dan       .    :,    1  ,,,;,    .. 

+  0.1 

Hi 

19 

25t 

40 

Hi'.Miwio 

liiiMi(>:-n:u;li    .. 

812 

48  l> 

1 1 

18 

2 

3.28 

1.83 

11 

10 

13 

8 

sw. 

N.  1'     :— :  ...■•■St. 

KeeneUi.-iu-)  §    ..■■ 

("i:,.-lii:r    

5.i0 

10 

49.  2 

+  0.5 

85 

10 

14 

25 

45 

10 

3.77 

+i  6i 

1.82 

11 

13 

9 

uw. 

LaUeliort 

i;,-!);  il,,|i            

,^00 

0 

8:; 

3.  68 

+  0.  87 

1.81 

0 

8 

Fred  Wiggiu 

LlVu^du   ■■•• 

,;  ,,,  1  l,,,l     

1 .  200 

0 

19 

4.60 

+  0.83 

14 

4 

ICdward  A.  Carr 

li ; ,|>i„,i() 

171 

19 

49.9 

+  1.6 

s2 

10 

21 

30 

32 

65 

3.  43 

+  0.53 

2.18 

10 

16 

4 

11 

nw. 

Public  Service  Co.           ' 

Milan     ••■ 

I',,,,., 

1.190 

0 

15 

5.54 

+  2.  02 

1.60 

12 

14 

10 

sw. 

Androsroggln  Kes    '■„       ' 

NiJlnn,  «  ..    ^..■■■■ 

ll;IU'i..ro 

125 

54 

48.2 

~    l.fi 

SO 

10 

i  ;•', 

151 

40 

4.43 

+ 1.  68 

12 

IViinicliock  Wilier  \\  orki. 

SewDurluMnlt    •    ■ 

..^irallord 

652 

0 



15 

3.29 

2.19 

8 

K.  K.Tohe.v 

11 

3.71 

1.78 

12 

11.  l'.Sl,eiiiud 

Noi  til  -  f.ratiovd  . . 

880 

0 

2 

5,74 

l.,50 

1.0 

Id 

K.  A.  .^initli 

ilo 

2.  000 

10 

43.0 

73 

5 

If. 

181 

37 

10 

5.62 

1.51 

19 

18 

6 

sw. 

J.  1'..  I)()d.,'e 

Crafton 

500 

45  n 

-  1.4 

78 

1 0l- 

14 

30 

52 

4.08 

+  1.0S 

1..51 

11 

12 

13 

w. 

Mrs.  lUitii,.(i.  Trow 

We^t  Stewarl.^tou  n 

1,050 

0 

26 

5.  03 

+1.83 

1.33 

14 

Chiudc  Hiiker 

Woliboro  Kallb... 

C^'rroll 

514 

0 

13 

3  68 

1.81 

10 

10 

n  w . 

Keiiieth  Berry 

1.500 

11 

5.51 

1.42 

l.s 

4 

w. 

I  .S.  Unieanof  Fisheries. 

For  Stale      ■••■ 

-  0  5 

88 

io 

14 

2SI 

60 

4.4S 

-rl  g£ 

3.13 

0  7 

W 

U 

8 

12 

nu. 

Mt.  Washington  t 

Coos 

6,  272 

5      31.0 

57 

8 

24 

32 

8.50 

1.78 

9.8 

16 

3 

7 

21 

w. 

U.S.  Weather  Bureau 

Bellows  Kails 

Windham  .... 

300 

0 



38 

4.00 

+  1.51 

2  03 

0 

9 

9 

15 

- 

n 

B.  K.  Hydro- iCIectric  CO. 

Bennington 

Ik-uninKlon  . . . . 

■'5 

26 

5.02 

+2  06 

1.44 

T. 

12 

9 

10 

nw. 

State  Fish  Hatchery 

930 

34 

44  0 

-  2.0 

76 

III 

13 

25 

42 

34 

5.82 

+2.27 

1.30 

15 

6 

s. 

i.cori;e  L.  (;ooi.er 

BrattUdioro§ 

VVindinnn  

333 

30 

47.8 

-  1.2 

87 

in 

18 

25 

41 

45 

3.71 

+0.69 

2.  09 

0 

11 

7 

13 

11 

u. 

Uavmond  I,.  Brown 

BiulinRlon 

Clnltenden 

55 

47.6 

—  1.0 

77 

10 

23 

25 

35 

103 

2. 19 

-0.78 

0.99 

11 

7 

s. 

U.S.  Weathei  Bureau      ' 

Windsor   

800 

37 

47  4 

+  0.4 

85 

10 

17 

251 

45 

37 

4.11 

+0.98 

1.70 

11 

8 

11 

n  w . 

Cen.Vt.P.  S.Corp. 

Chelsea 

Oranj-ce 

750 

54 

46.3 

+  0.8 

84 

10 

10 

25 

46 

54 

4.61 

+1.64 

1.00 

■r 

12 

11 

12 

8 

nw. 

Mrs.Th.o.  G.  Taplin  1f»r' 

Cornn-airU 

607 

49.2 

-  0.8 

80 

10 

21 

25 

39 

,->3 

3.14 

+0.07 

0..58 

10 

s. 

Sarah  E.  Lane 

Orleans 

1,244 

4 

76 

10 

18 

18 

37 

2 

5.P4 

1.20 

o.b 

16 

3 

20 

s. 

Mi  -  E   M.  Dust  in 

East  Barnet 

Caledonia 

680 

9 

45.6 

78 

10 

18 

30 

39 

10 

4.59 

1.29 

13 

6 

6 

19 

u. 

N    E.  Power  Co. 

East   UvesatP 

Caledonia 

443 

0 

17 

4.46 

+1.40 

1.29 

14 

14 

.1.  F.  Devins  t11 

Euosbu.g  Kails.... 

Krauldin 

48 

47  2 

-  0.2 

78 

6t 

17 

25 

41 

49 

3.  48 

-0.48 

1.29 

9 

10 

13 

nw 

L.  11.  Pomeroy 

Gihnan    

MaysMiint 

850 
850 

0 
0 

10 
10 

4.13 
4.69 

+  1.'27 

2.03 

15 
13 

U 

5 
12 

15 
11 

w' 

Gilinan  Paper  Co. 
Fred  May  til 

Windhiim 

Xfiwfane 

Newport  

Wi.idham. 

Orleans 

450 
700 

9 

_.,   • 

30 
10 

3.80 
2.67 

+0.44 

2.48 
0.97 

0 
1.2 

16 

0 

ne. 

Mrs.  .lolm.l.  (ieretv 
Kev.  A    B    Criehton 

45  fi 

10 

24 

18t 

30 

Northfield 

Wii.^hinirton 

842 

53 

45.4 

-  6.1 

8'' 

10 

18 

25 

42 

62 

2  94 

+  0.08 

4 

sw. 

U.  S.  Weatlier  Bureau 

Readsboro.       

B.'niiiiiaton 

1. 122 

0 

18 

4  86 

+1.18 

0 

13 

7 

11 

13 

uw. 

N.  K.  Power  Co. 

Rochester 

Rutland 

Windsor 

Kntlaiid 

0 
24 

E.  E.  Old  way 
George  II.  Boss 

610 

48.2 

-  0.2 

81 

in 

18 

25 

39 

24 

5  20 

+  2.03 

1.  25 

T. 

12 

9 

8 

14 

nw. 

FraukUn.. 

8 

48.7 

75 

10 

22 

18 

36 

11 

9 

B.  W.  Fisher 

Caledonia 

711 

46 

47.6 

+  0.2 

77 

101 

19 

25t 

4! 

46 

4.71 

+  1.65 

s. 

Searibiirs:  Ml 

Bennington 

2,,SfiO 

0 

15 

6.09 

+2.10 

1.78 

0.5 

14 

10 

15 

George  BriggstU 

SearsburK  .Sla.U.-  • 

B'-nnington  , . . 

1,660 

0 

36 

w. 

N.  E.Power  Co. 

2.080 

28 

44  3 

-  1.1 

SO 

11 

14 

25 

39 

28 

.5.  15 

+O..59 

1.69 

0 

14 

w. 

L.  L.  LeouMrd 

Windham 

228 

0 

43 

3.96 

+0.98 

1  92 

u 

11 

11 

Conn.,  River  Power  Co* 

1 

See  page  58  for 

explanation  of  re 

terencen 

ark 

8. 

) 

)CTOBER,    1939 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatolo^ical  Data  for  October,  1939 


I       ^- 


Temperature,  in  degrees  Fahrenheit  1      Precipitation,  in  indies 


^ 

S5  I  -g 


Vtrmont  CinU'il 

fjl  liiirke 

fiiord.  ••• 
Hf  Jc-. 


Caledonia. 
Windsor.. 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor  ■  ■ 


SiauMKchtifctts 


kil»ms 

kiuhersti  •■ 
kshlai.dU  •• 
jwjchWuoU  ' 
<lue  tlilltt§- 

ioatoii 

i,,yUl..M..... 


aliiuiuthU*-.. 
Itchbnrgi  ■••• 
raiiiiiiKhnni  $ 


City. 
)rdV."; 


HlimuuUi... 
Princeton... 
I'rovinceloM 


Rhixte  fflnnil 


Klock  Island  ... 

Kimrnton 

Portsmouth  — 

Providence 

For  Stat* ... 


Connecticut 


Haltic 

Barkhamsteart 
RrirlKeportS... 
Bnrlitigton 


Herltsliire  ■• 
Hampshire  •• 
Middle.sc.x  ... 

Norfolk  

do 

Snllolk 

WorcesUjr  •  •  • 
I'ly  mouth  ..  • 
Hampden  ■  •  ■ 
Hampshire.  - 

Suffolk 

Worcester  •  •  ■ 
Middlesex  ... 
Plymouth  ..  • 
Berkshire  ••■• 

Bristol 

Barnstable.  •■ 
Worcester  •■  • 
Middlesex... 

Norfolk  

Worcester ... 

Kssex 

Franklin 

Middlesex  •■■ 
Worcester  ■•  ■ 

Kssex 

Franklin 

Ilnmpdeu  ... 
Berkshire  .. 
Woiresler  ••• 
Kiirnstahle--- 

Worci'Sler  •  •  • 
Mi.l.llesex  ... 

IXsex 

Middle.sex  ... 

Bristol 

ri.Tu-.outh 

Ivssex  

Worcester 
Worcester  . .  ■ 

Franklin 

Nantucket- •  • 

Bristol 

Worcester  •  • . 
Plymoulh 
Berkshire  • 
Worcester  •  •  • 
Berkshire  •■  . 
Hampshire.  . 
I'lymonth  ■■ . 
Won-ester  ■  •  ■ 
Karnslable.-. 


Franklin  ... 
Worcestt^r  ■■ 
Middlesex  ■. 
Hampden  •• 
Wor<'est<T  .• 
Berkshire.  ■• 

E.ssex   

Bristol 

Franklin  .. 
Hampshire . 
Worcfstcr.. 
Hampden  .. 
Mid.llesex  •• 
RerU.sliire  •  ■ 
Worcester  •  • 
Berkshire  • 
Worcester  •  • 
Worcester  •  • 


Newport 

Washinjfton 
Newport... 
Providence 


1.050 
40 
■25 
400 
7-20 
IfiO 

loo 

555 


Sew  London 
Utclifield  .. 

Fairfield i 

Ilartrord I 


+  0.4 
+  n.2 
+  0.5 


—  0.5 
+  0.4 
+  0.1 


+  2.16 
+  1.45 
+  1.8K 
+  1.11 


1.58 
36     1. 75 
1.90     2.45 


+  1.21) 
+  1.03 

-t  0.  f.8 
+  0,07 


-0.31 
+  1.56 
+2. 04 
+  1.58 
+  1.16 
+0  65 
+  0.46 

+i.<m 

+0.84 
+  0.19 
+  1  34 

+0,  32 


—0.07 
4  2.08 
-i  0. 72 

+1.95 
+0  79 
+  1  90 
+1.12 


Gllman  W.  Ford  Ift 
Kvi.  K.  Donbleday 
N.  K    I-owei Co. 
K    T,  .Sill ton   III 
OlcoU  Fall^  Co. 
Waller  A  (buns  III 
Bonton  S.  Pinney 


N.  E.  I'ower  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

State  Dept.  Public  Health 

Blue  Hill  Ob.servatory 

U.  S.  Weather  Bureau 

Mrs.  Lorint;  II.  Heed 

City  Knciiieer 

.State  Dept.  Public  Health 

state  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kelley 

state  Dept.  Public  Health 

Ithshard  C,  Brigrtiani 

State  Dept.  Public  Health 

Herbert  B.Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

.State  Dept.  Public  Health 

Kalph  M.  Barker 

Bureau  of  Entomology 

.State  Dept    Public  Health 

State  Dept.  Public  Health 

(.'ity  HiiKiiieer 

State  Dept.  Public  Health 

A.  W.  l.udd 

N.  K.  Power  Co. 

State  Dept.  Public  Health 

StiiteTcachei's  college 

State  Dept.  Public  Health 

E.  P   Mitchell 

Water  Works 


Us 


Willi 


■o.^ksA' 


ite  Dei 


N.  li. 

Cliailotte  A   JJiaiin 

U.  S.  Weather  Bureau 

City  Eneineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

Comr.  of  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Workg 

Irvin-;  H.  McNayr 

U.  S.  C.G.  Station 

N.  IC.  Power  Co. 

StiiteDept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Woiks 

N>-sbit  H.  BiiuffM 

Weston  K.  Lewis 

Waterworks 

Turners  Falls  P.  A.  K.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  Collef,'e 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  College 


II. S  Weather  Bureau 
Affr.  Rxp.  Station 
Agr.  Kxp.  Station 
11.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridpeport  Hydraulic 
Water  Bureau,  Hartford 


Sea  page  58  for  explanation  of  reference  marks. 


58 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,   191 


IS 


Olimatological  Diita  for  October,  1939 


Cimnecticnt  Cont'd 

Colchester 

Colliiisville 

Cream  HilUt 

Daiibury 

East  Hartland  

Falls  ViUage§ 

Hartford 

Lake  Konomocjt-- 

Mt.  Carmel 

New  Haven 

New  Loiiflon 

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbiiry  

VS'est  Hivriland 

For  State 


Late  Report 
September,  1939 


Greeny illo,  Jbi 


New  London. 
Hartford  •  •  • 
Litcl) field  ••. 

Kairiield 

Hartford.... . 
Litchfield  ... 
Hartford  ••.. 
New  London. 
New  Haven  . 

do  ..  .. 

New  London. 

Kairtield 

Windham.... 
Litchlield  ... 

Tolland 

N(!w  Haven  . 
Hartford  .... 


Temperature,  iiidearreen  Fahrenheit 


n 

?:^. 

e  = 

CS  0) 

?. 

a 

K 

34     54.2     +  I. 


-      -^ 


Precipitation,  in  inches 


£8 


5.04 

.•).61 

«  58  I 

4.7ii 

4.04 

6.14 

5.08 

5.46 

4.!I2  1 

5.57  I 

5.43  '. 


+  1.80 
+  1.47 

+  1.78 


.  0:! 


40  ;  44    1  3. 16 


Stedman  Storrs  i 

Edwin  It.  Wilder  ! 

C.  L,Gold  ' 

Thoma,^  F.  Hanlon 

U.  N.  Gaines 

Conn,  Power  Co.  L 

U.  S.  Weather  bureau 

New  Loudon  Water  Wi 

B  W,  McFarlaiid 

U.  S.  Weatlier  JJurean 

Harry  G.  TIet.len 

L.  M.Conistock 

Civil  Aeronautics  Autli 

P.  Huriiinaii 

Agr    Rxp.  Station 

William. I.  Pave 

Watei  Bureau,  Hart)or< 


nw.  I     V.  S.  Weatlur  Bureau 


Explanation  of  Keferencfi  Marks  TJsert  on  Pag-ee  56.  57,  and  68. 

The  departures  from  the  normal  temperature  are  computed  from  the  averapes  of  the  entire  period  for  station.s  having  lo  or  more  year.s  of  record.    Departures  of 
cipitation  with  i.s  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"   adjusted  to  a  uniform  s.syear  period;  tor  stations  of  lo  to  la  years  the  mean 
for  the  period  of' record  are  used.  Reference  letters,  ",»,<■,  appearing  in  the  table  indicate  number  ot  days  mi.ssi!iG; ;  for  example,  l>  represents  two  davs,  etc.        t  Als 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    if!  Observer  for  New  England  Power  Co.       T    Precipitation  is  less  than  0.01  inch  rain  of  melted  snow. 


IJ  Post-otiico  adilresses  of  ili'  ..■,,-     , , 
Millinookot;  Winslow,  Watervil!.';     •.,;,. 
field,  North  Stratford,  N.  H.;  Coin  >  1^      v 
—  Massachusetts-  Asllland,  Kriuuinj  iu  ,' ;  ru.    m 
Hill,   West  Cornwall;  Lake  Konomoc,  .m-w  L.>im(.i 

•  Record  furnished  liy  Massachusetts  Depart 


Hiram,  West  Haldwiu;  Kipogeni 
;  York  Pond,  Keriin;  -Vermont 
lyton;  Vein. Ml.  Slielburne  Falls.  Mass 
te.  I'Maniingliani;  — Connectiout- Crea 


Not  included  in  summari 


Except  as  otherwise  indicated  observati 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitatin 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included 


Explanation  of  Reference  Marks  Used  on  Page  59. 
e  i^euerally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitatin 


uded  is  for  the  24  hours  ending  at  the  tiuK 
ecipitation  measured  in  the  morning;  ai 
lian  0.01  inch  rain  or  melted  snow. 


«iil 


Explanation  of  Reference  Marks  Used  on  Pagrt:  6C 
(I  Observations  are  taken  iii  the  luoniing;  the  maximum  then  read  i.s  charged  to  the  preceding  day,  on  wliioli 


luiost  always  occur 
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Daily   Precipitation  for   October.   1939 
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Daily  Temperatures  for  October,  1989 
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Day  of  Mouth 
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3,| 
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H  ■.:^_Harb()i(iiear).  ... 
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30 
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44 
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44 

34 

54 

45 
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41 
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42 
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34 
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46 

47 

50 

46 

53 

55 

40 

38 

34 

34 

28 

30 

26 

28 

33 

30 
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25 

28 

38 

38 

32 

21 

18 
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Winslow   

)  Maximum... 

64 

63 

66 

76 

72 

65 

68 

68 

60 

61 

62 
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60 

58 

40 

60 

62 

60 
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60 

43 
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47 

57 
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50 
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iMininuun.... 

39 
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46 

42 
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52 
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27 
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29 

28 
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34 
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27 

39 
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A>«.  HoMV 

^hiie 
\  Jlaximum.  .. 

54 

61 

60 

69 

75 

73 

65 

69 

66 

80 

56 

62 

56 

62 

42 

68 

41 

36 

65 

58 

61 

37 

31 

65 

43 

57 

62 

36 

42 

40     51 
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1  Minimum.... 

46 

32 

31 

34 

46 

53 

37 

40 

52 

65 
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34 

30 

22 
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21 
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36 
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35 
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62 

60 
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47 
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Con<'oia 
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30 
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29 
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80 

59 

5S 
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82 

78 

75 

71 

78 

88 
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63 

65 

64 

65 

67 

64 

45 

69 

74 
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64 
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45 

60 

54 

49 

65 

53 

47 

47      Ct 
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r  Miuinunn.... 

56 

42 
42 

43 

46 

36 

45 

43 

58 

48 
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28 

38 

17 

27 

26 

1ft 

60 
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26 

24 

43 

39 
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33 

18 
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first  Conn,  hake 

)  M.iximum  . .. 

62 

58 

60 

65 

69 

69 

55 

64 
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6:i 

43 

48 

48 

43 

38 

00 

41 

38 

61 

49 

56 

58 

32 

26 

48 

45 

£8 

68 

36 

40     .'1 

(Miuii.mm.... 

40 

2b 

27 

38 

35 

44 

49 

43 

45 

48 

42 

38 

34 

36 

25 

20 

18 

37 

31 

39 

30 

19 

15 

18 

37 

40 

20 

18 

25     ;,- 

\  Maxinuim.  .. 

73 

63 

6S 

68 

77 

76 

70 

65 

79 

86 

78 

58 

61 

55 

48 

63 

53 

46 

66 

69 

70 

51 

43 

53 

51 

50 

62 

47 

44 

44      (,l 

Keene(nciiL-:i   

)  Minimum.... 

51 

43 

42 

4S 

44 

49 

47 

40 

51 

49 

57 

47 

30 

29 

32 

18 

26 

20 

47 

27 

46 

37 

24 

14 

44 

44 

47 

25 

IS 

40     ;; 

S  Maxinuun  ... 

69 

60 

59 

62 

77 

73 

65 

6? 

7(1 

78 

78 

53 

58 

54 

44 

61 

48 

39 

65 

63 

66 

60 

45 

38 

54 

49 

47 

50 

38 

43 

43     i 

Pl.vnioulli 

(  Minimum... 

46 

35 

3( 

44 

42 

47 

4::'. 

36 

44 

50 

48 

30 

28 

26 

2il 

16 

23 

22 

20 

40 

42 

32 

23 

23 

38 

39 

31 

21 

14 

34    ;; 

'>'■""'" 

i  Ma.\i:iumi  ... 

51 

58 

69 

67 

72 

72 

64 

64 

68 

77 

6:5 

57 

57 

52 

13 

59 

47 

41 

62 

58 

71 

61 

42 

37 

48 

48 

60 

61 

38 

46 

45      f 

BurUnKton 

(Minimum.... 

37 

32 

39 

60 

51 

57 

49 

43 

56 

56 

47 

45 

43 

36 

30 

3(1 

30 

24 

41 

37 

36 

42 

29 

27 

23 

42 

42 

32 

28 

30 

37      3 

1  Maximum.  .. 

60 

56 

60 

64 

70 

70 

62 

65 

65 

73 

60 

53 

56 

50 

40 

61 

44 

39 

60 

65 

60 

58 

42 

32 

48 

46 

54 

m; 

36 

45 

42      5 

Newport  

35 

■sz 

36 

42 

48 

53 

46 

42 

55 

65 

48 

44 

44 

36 

31 

31 

24 

38 

33 

32 

40 

25 

24 

24 

42 

44 

30 

26 

28 

35     3 

\  Mnxinum.  ... 

60 

58 

61 

70 

80 

75 

63 

67 

82 

63 

54 

65 

51 

42 

63 

41 

40 

6^ 

62 

65 

60 

42 

34 

61 

47 

56 

65 

36 

40 

42     5 

Nortlideld 

)  Mininuim.    .• 

36 

31 

30 

44 

40 

48 

42 

37 

55 

53 

46 

37 

84 

35 

26 

21 

30 

22 

38 

31 

30 

42 

27 

25 

18 

41 

44 

32 

20 

20 

37     3 

)  Maximum  .  .. 

51 

58 

62 

67 

75 

75 

6.i 

64 

75 

81 

78 

58 

67 

52 

45 

61 

60 

43 

67 

6' 

72 

58 

46 

41 

54 

51 

59 

65 

4u 

42 

43      f 

RutlaiKl    

44 

35 

38 

48 

40 

48 

49 

40 

55 

54 

48 

42 

39 

37 

30 

25 

32 

22 

31 

4ft 

33 

46 

36 

21 

18 

40 

45 

38 

27 

24 

4i;     3 

)  Maximum.  .. 

51 

61 

62 

69 

74 

73 

67 

64 

67 

75 

73 

56 

.58 

53 

44 

00 

f.6 

39 

62 

61 

70 

66 

50 

36 

•52 

50 

62 

61 

39 

46 

44     ! 

St.  Albans 

)  Minimum 

41 

36 

40 

46 

52 

.59 

54 

45 

58 

56 

45 

45 

43 

o9 

31 

32 

32 

22 

31 

43 

36 

47 

36 

V 

26 

42 

41 

26 

26 

26 

40     ; 

57 

64 

67 

71 

75 

!!A 

,70 

62 

69 

77 

53 

58 

54 

48 

63 

59 

63 

61 

63 

61 

4y 

36 

49 

51 

56 

39 

47 

43     ! 

■St--TonnsBrfry 

iMimmu'm;!' 

4.) 

33 

44 

'44 

a 

41 

M 

52 

49 

"'44 

37 

36 

32 

22 

31 

23 

29 

42 

28 

49 

34 

24 

19 

39 

42 

38 

26 

19 

37     ; 

.  Maximum.  .. 

66 

.59 

6.? 

6i> 

77 

76 

65 

63 

75 

83 

77 

65 

65 

51 

44 

63 

47 

42 

69 

66 

65 

64 

48 

39 

62 

47 

cO 

68 

4! 

44 

47      ! 

VVnnilstofli    

■  Minimum.... 

4.S 

36 

34 

46 

42 

46 

44 

39 

51 

51 

52 

44 

32 

29 

31 

20 

30 

25 

26 

30 

29 

46 

35 

26 

16 

41 

44 

3j= 

27 

38      ■ 

Mits.<(icliii>'elh- 

.    ^|..  ,  jiin,,,, 

62 

61 

54 

69 

76 

75 

70 

66 

78 

89 

68 

58 

f4 

56 

50 

64 

56 

48 

68 

70 

75 

64 

49 

44 

62 

56 

53 

64 

47 

45 

44      . 

Aiiilnu-sl 

J  jliiinnuiu .... 

48 

45 

48 

48 

46 

54 

48 

43 

66 

55 

45 

40 

40 

40 

29 

24 

32 

26 

32 

40 

34 

42 

34 

28 

24 

45 

46 

34 

26 

42     : 

)  Maxinuun  .  .. 

72 

56 

.54 

62 

80 

74 

73 

69 

79 

87 

76 

57 

65 

67 

51 

65 

60 

47 

66 

74 

67 

66 

62 

46 

5'.' 

54 

65 

67 

48 

5^ 

48      ( 

/  Minnnum.... 
\  .Maxinuun  ... 

53 
74 

49 
56 

50 
53 

49 
.09 

52 
SO 

58 
72 

58 
75 

7l 

60 
81 

57 

84 

53 

80 

50 
70 

49 
67 

42 

66 

37 
52 

37 

64 

36 

62 

31 

48 

40 
64 

54 
74 

47 

48 
65 

31 

48 

32 

57 

43 
62 

43 
52 

40 

34 
67 



64 

50 

49      ( 

Brockton 

)  iMininuun     . 

56 

48 

47 

4X 

45 

51 

50 

50 

54 

55 

65 

£0 

45 

45 

35 

28 

39 

29 

3: 

53 

40 

53 

40 

29 

25 

48 

41 

50 

30 

32 

37 

S  Maxinuun  .  .. 

68 

55 

53 

65 

81 

76 

73 

70 

78 

73 

59 

65 

52 

65 

61 

48 

68 

73 

71 

66 

6n 

47 

59 

52 

53 

66 

49 

49 

46 

Concord 

1  MiniUHun.... 

62 

46 

45 

47 

41 

51 

46 

39 

65 

53 

49 

45 

39 

37 

26 

22 

33 

27 

29 

38 

85 

44 

31 

22 

20 

43 

42 

39 

24 

20 

41     : 

71 

55 

55 

58 

70 

70 

73 

72 

82 

74 

75 

63 

63 

67 

.52 

58 

64 

52 

61 

72 

68 

67 

55 

48 

58 

62 

63 

65 

49 

51 

(j3 

East  Wareliaml! 

i  Miuinunn 

65 

50 

50 

62 

42 

50 

57 

45 

54 

62 

62 

46 

40 

46 

52 

22 

32 

25 

25 

51 

36 

48 

40 

27 

20 

37 

45 

45 

31 

27 

46 

t  Maximum  . .. 

75 

55 

55 

57 

68 

74 

72 

81 

83 

77 

61 

67 

63 

58 

63 

(2 

49 

63 

73 

72 

66 

Hi 

46 

55 

63 

62 

64 

47 

53 

60 

Fall  River 

!  Minimnn-.... 

55 

47 

48 

50 

47 

56 

53 

47 

67 

58 

.55 

47 

52 

48 

34 

80 

38 

27 

34 

54 

48 

48 

31 

28 

45 

42 

42 

32 

32 

42 

(Maxinuun. 
(  Mininnun.... 

73 

55 

62 

71 

84 

80 

75 

73 

79 

89 

78 

62 

65 

63 

54 

66 

68 

50 

69 

74 

72 

66 

52 

4.'i 

60 

50 

50 

65 

ur<4ii 

rsi^ 

46,    , 

Fitohbiirg  

53 

46 

47 

47 

47 

50 

50 

44 

54 

52 

58 

42 

39 

34 

33 

22 

36 

26 

2.i 

48 

35 

49 

38 

25 

21 

44 

42 

'k 

sp 

&|u 

>' 

S  Maxinuun. 

71 

55 

54 

78 

75 

74 

68 

77 

85 

74 

58 

63 

50 

63 

56 

47 

67 

68 

64 

5(1 

46 

68 

62 

50 

« 

^ 

48 

47 



i  Minimum.... 
(  Jliixiiinnu    ■ 

52 
72 

44 
.58 

44 
58 

47 

44 

68 

52 

54 
71 

44 

55 

55 
73 

52 

45 

42 

43 

34 

''6 

35 

28 

36 

47 

42 

46 

36 

27 

26 

42 

40 

40 

30 

26 

41 

57 

67 

68 

74 

76 

61 

64 

65 

49 

58 

62 

47 

60 

63 

64 

54 

47 

55 

64 

61 

62 

45 

63 

63 

Nantucket 

/  Mininnun. ... 

58 

52 

54 

54 

54 

59 

56 

59 

57 

69 

56 

53 

47 

42 

42 

39 

35 

40 

54 

54 

51 

41 

38 

38 

.'0 

49 

43 

36 

36 

.51' 

56 

52 

53 

62 

66 

71 

63 

64 

72 

81 

75 

56 

57 

52 

44 

.59 

46 
30 

45 

06 

66 

71 

57 

44 

42 

45 

61 

59 

63 

41 

43 

46 

Stockbridge    

iMi'wmum'.i; 

4K 

45 

45 

47 

42 

47 

44 

40 

65 

49 

48 

38 

38 

29 

22 

24 

28 

42 

35 

42 

34 

24 

22 

44 

52 

36 

28 

24 

42 
44 

(  Maxinuun  .  . . 

61 

59 

5S 

64 

71 

72 

73 

73 

73 

82 

77 

58 

57 

53 

45 

58 

44 

43 

63 

71 

61 

48 

4(> 

48 

57 

58 

63 

41 

42 

VViUiamstown 

1  Miiiiiimiii 

48 

43 

47 

50 

46 

50 

50 

43 

43 

54 

5-' 

40 

42 

40 

31 

28 

34 

26 

39 

43 

37 

47 

37 

26 

23 

44 

.52 

38 

31 

26 

42 

i  Maximum... 
1  Mininuim   .. 

53 

50 

63 

76 

73 

69 

8( 

86 

75 

60 

65 

61 

52 

65 

58 

47 

68 

73 

72 

64 

50 

44 

56 

63 

53 

65 

48 

46 

46 

Worcester 

53 

44 

45 

45 

43 

49 

50 

42 

54 

53 

60 

45 

41 

36 

30 

25 

35 

25 

2o 

61 

37 

47 

38 

27 

21 

47 

42 

43 

29 

20 

40 

l:l,n.ly  I  si 

""'v     ■ 

7{ 

5^ 

57 

.58 

66 

66 

69 

66 

73 

72 

70 

61 

61 

65 

51 

56 

61 

» 

61 

67 

64 

65 

53 

47 

58 

65 

65 

65 

46 

53 

61 

Block  Island 

•iMiuiVnum.V' 

5h 

.52 

64 

51 

54 

59 

57 

66 

60 

69 

56 

53 

53 

45 

37 

42 

38 

34 

46 

55 

.52 

51 

41 

35 

36 

49 

48 

44 

37 

43 

46 

*  Maximum  .  . 

61 

77 

63 

64 

79 

72 

70 

77 

79 

82 

72 

66 

66 

66 

54 

60 

62 

52 

52 

72 

66 

64 

59 

46 

52 

66 

61 

65 

52 

51 

50 

Kingston 

■  *  Minimum.... 

60 

48 

50 

49 

41 

53 

49 

42 

53 

52 

52 

46 

38 

36 

28 

22 

28 

25 

49 

36 

54 

39 

31 

22 

50 

44 

52 

32 

25 

43 

i  Maximum.  .. 

73 

53 

5) 

58 

77 

73 

72 

72 

SO 

86 

74 

60 

64 

67 

51 

62 

61 

46 

64 

60 

67 

62 

45 

57 

61 

6b 

67 

46 

51 

47 

Providence 

•  (Minimum.... 

53 

47 

51 

49 

49 

55 

56 

51 

59 

61 

.53 

50 

47 

43 

33 

37 

30 

39 

63 

45 

48 

37 

33 

31 

45 

44 

40 

34 

35 

43 

Co.inecli 

■Ill 

\  .Maximum  ... 

58 

56 

67 

73 

73 

6; 

G-r. 

80 

84 

74 

68 

59 
39 

52 

49 

60 

4! 

46 

62 

7(1 

72 

6' 

42 

44 

45 

67 

62 

6;- 

4  4 

46 

44 

Cream  Hill 

•  )  Miniimim... 

4( 

4'- 

4:. 

44 

46 

54 

50 

44 

46 

5i 

50 
73 

40 

4f 

28 

29 

37 

2:i 

h:^ 

52 

53 

42 

33 

24 

26 

42 

48 

38 

29 

'^8 

39 

i  M.iximum  .  .■ 

6^ 

5S 

.53 

Ch 

77 

69 

73 

68 

SI 

89 

58 

65 

51 

64 

57 

50 

65 

74 

72 

65 

61 

47 

51 

66 

64 

66 

47 

49 

48 

Hartford 

■  (  Mininnun 

51 

4f 

48 

48 

4t 

56 

51 

45 

60 

58 

51 

4.; 

42 

41 

36 

3( 

35 

29 

38 

51 

42 

48 

38 

32 

31 

48 

48 

39 

33 

29 

44 

)  Maximum.  .. 

62 

5; 

62 

65 

73 

67 

73 

55 

67 

83 

87 

73 

65 

65 

51 

62 

.58 

50 

05 

? 

68 

65 

62 

f; 

65 

66 

65 

6b 

48 

52 

48 

New  Haven 

•  (  Minimum   ■• 

53 

48 

!     49 

49 

49 

56 

50 

62 

60 

52 

if 

47 

42 

37 

31 

:^I 

49 

47 

40 

32 

.52 

51 

40 

35 

34 

46 

)  JIaximnm.  •■ 

70 

58 

;  s- 

65 

68 

76 

67 

84 

87 

78 

62 

65 

65 

51 

62 

1 

67 

6.- 

60 

60 

54 

68 

U 

!     64 

53 

51 

51 

New  London  

•  (  .Minimum.... 

5S 

4a 

54 

I     5 

:   5u 

47 

58 

5; 

48 

60 

58 

52 

49 

47 

39 

37 

31 

:, 

45 

5b 

42 

34 

31 

48 

4- 

4i 

35 

32 

45 

S  Maximum  . .. 

59 

54 

'•     6(i 

75 

72 

84 

88 

72 

60 

66 

60 

55 

61 

{,- 

72 

6- 

5b 

51 

oC 

70 

6' 

66 

5( 

60 

49 

Norwalk 

•  (  .Miniinnni.... 

52 

4X 

45 

1     49 

47 

4b 

47 

54 

54 

57 

35 

37 

28 

2: 

■i^ 

I'. 

44 

39 

52 

39 

1-* 

22 

47 

5C 

47 

30 

27 

42 

S  Maximum 

7i 

55 

52 

;    62 

77 

71 

72 

70 

7 

85 

78 

I 

63 

61 

60 

63 

59 
3C 

'^'^ 

04 

73 

72 

62 

55 

4fl 

54 

61 

53 

66 

49 

48 

47 

Patna,m 

•  1  Minimum.... 

4a 

47 

46 

37 

45 

40 

53 

52 

58 

_! 

34 

36 

31 

19 

1    25 

25 

48 

1 

4<J 

38 

28 

3S 

45 

4 

47 

21 

41 

See  page  5S  ror  ex 
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NEW    ENGLANU    SECTION 


G.  H.  N0YE3 


TTANCK   PATABI-I 


LI. 


Boston.   .M.\i 


novi-::\ibi<:r,  i;)39. 


No.  11. 


GENERAL.  SUMMAKY 

^  weather  during  November,  15)39  was   remarkable  for  its 

it  precipiiation.     The  average  precipitation  for  the  :Sec- 

-  a  wliole  was,  with  one  excoi)tion  in   11)17,  tlie  lowest  in 

•ords  of  the  Weatlier  Bureau;  in  tlie  northern  uivit^ion  it 

le  driest  November  of  record  with  approximately  but  one 

1  of  the  normal  precipitation.     The  frequency  of  oecurr- 

.  a?  also  far  below  normal;   the  Section  average,   3  day« 

witl.  measurable  amounts,  established  a  new  Ioav  record  for  the 

month,  the  previous  low  having  been  5  days  in  1904  and  1917. 

Lnrk  of  ground  moisture,  wliile  not  in  a  dangerous  state  at  the 

f  the  month,  nevertheless  was  developing  an  increasingly 

condition.     The  temperature  was  well  below  normal  in 

ions,  with  monthly  minima  occurring  on   various  dati-s 

rent  portions,  but  most  commonly  on  the  14th  and  26th. 

11,  like  precipitation,  was  much  below  normal  particu- 

;n  the  northern   division    where    the  average   total,    1.2 

.  was,  with  oiie  exception  in  1890,  the  lowest  ofrrcord. 

.^rage  for  the  Section,   0.9  inch,  was  less  than  one  fiftli 

;  nial  amonnt.     At  the  close  of  the  month,  shallow  ponds 

•entral  and  north  portions  were   iced  over,  and  shore  ice 

ined  in  rivers  aiul  larui-  lakes.  e.  s. 


Tiie  cloudiness  w  as  considerably  below  tbe'iriean.  Tlie  average 
for  the  Section,  based  on  132  records,  was  14  clear,  8  partly 
cloudy,  and  8  cloudy  days. 

The  monthly  relative  lunuidity,  based  on  th-^  7:80  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  69  percent,  which  is 
7  percent  below  the  mean. 


.— 2d-4th,  ll-i;Uh,  Kitr^a^th,  23-26th,  29tl 
■ISlli,  20-30th.      ^    • 


DATES  OF  MISCELLANEOUS  PHJENOMENA 

Aitronis 

Halos.  lunar. 

H<ilo.'^.  .^f)/"r.— 19-20th^.,22d,  84r2oK'  29th 

//a//.  — (dates  and  general  location )-^Npne. 

2V(a»rfer.9to7«s.  — Portland,  Me.,  aflk;  Vaficeboro,  Me.,  8th. 

Foff,  den!<(^.  —  \-Bd,  6th,  8try^0th,-23rd,  2.5th. 

Sleet— (ihitojt  and  general  looittion)> Js(,  Kirst  Comiecticut 
Lake,  N.  H.;  fjth,  scattered  overt'orthcKn'  divi§h)n  and  western 
Ma.^s.,  and  general  over  western  C'Gmi,;  lOth,  Pinkham  Notch, 
N.H.,  Concord,  N.H.,  and  northeastern.  Mass,;  22d,  Provi- 
dence, R.  I. 

Frosts— idatefi  and  general  location") — Killing  frosts  pene- 
trated to  all  portions  of  south  shore  by  the  18th. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


TEMPERATURE 

Tlif  average  montlily  lempcratnrc  fen-  the  Se^'tion,  based  on 

107  records,  was  35.1'',  wliieii  is  2.9°  below  the  mean  for  the 

nn<\  .'ij  years.  Tlie  average  temperature  for  the  northern  division 

:  \°;  for  the  southern  division,  38.1'^.  The  highest  nionth- 

:-.  was  42.9"  at  Nantucket,  Slass. ;   the  h>west  v.as  2r).4'^ 

Connecticut  Lake.   N.  U.     The  liighest  recordid   was 

\''>rwalk,  Conr..  on  tiie  ISth;  the  lowest  was-l'^'at  Bangor, 

1   the   26th.     The    greatest  monihly   range  -was  59'   at 

TO,  Me.;  the  least  was  33°  at  Ea.stport,  Mo.  and  Block 

.  11. 1.     The  greatest  daily  range  was  47"  at  Bangor,  Me. 

JGth. 

PRECIPITATION 

T.i'  avt^rage  monthly  precipitation  for  tiie  Section,  ba.sed  on 

91    records,  was   1 .06  inches,   which  is  2.36  inches  below  the 

fT>nn  for  the  past  52  years      The  average  precipitation  for  tl^e 

•;:  division  was  0  83  inch;    for  the    souther!)   division, 

lies.    Tlie  gnat  est  monthly  aniomit  reposted  was  2.94 

:  Falmouth,  Mass.;  theleiist  was  0.15  inch  at  Durham, 

The  greatest  amonnt  in  21  hours  was  2.10  inches  at  Dan- 

'  >iin.  on  the  5th.     The  average  number  of  days  with  .01 

more    of  precipitation  was   3,    which  is  7   below  the 

V  the  past  52  years. 

;r"erage  snowfall  for  the  northern   division,  based  on  76 

econls,  was  1.2  inches;   for  the  southern  division,  ba.sfd  on  74 

pcords,  0.5  inch;    for  the  Section,  based  on    105  records.  0.9 

ich,  Avliich  is  3.7  inches  below  the  mean  for  the  past  52  3-ears. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

irevailing  direction  of  the  wind,  based  on  121   records, 
tiiwest.     The  avera;,fe  velocity,  ba^^ed  on  the  records  at 
'•in?,  was  1 1  0  miles  per  hour.  v»-hich  is  0.5  mile  per  hour 
elow  the  mean 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  60 
ercent  of  the  po.ssible  amount,  which  is  16  percent  above  the  mean. 


33.1 
34. 0  i 

.'i4.C 


lilll-.. 
I'Jl  •-'... 
1<)13... 
VJH... 
1915... 
I91fi... 
i;»17... 

litis  .. 

1913... 
19-20... 
1921  .. 
1922.  . 
1923  .. 
1924... 
1925... 
1926... 
1927... 
192S  .. 
1'j;i'J  .. 


1933 

]<>:U 

1930 

w.ii; 

1937 

]'.<Z)< 

1539  ••.. 


■  1  :«.6 

31.5 

.'  31.1 

3(1. 5 

:'.S.n 

32.9 

i  37. 1 

1  33.  0 

1  30.4 

36.  1 

1  34.5 
31.fi 

.|  32.1 
I  34.9 


69 
75 

—  19 
-10 

fifi 

67 

2 

76 

-12 

67 

-20 

7(1 

-  5 

75 

75 

-  7 

69 

-111 

'67 

-  9 

71 

-2Q. 

3 

75 

75 

-14 

66 

—  2 

79 

—19 

63 

79 

-20; 

74  i 
6ij 

68  I 


6 


Precipitation 


2.51  ; 
3.34 
1.01  I 
2. 


No.  of  (lay.s  (all 
New  England) 


5.81 
1.05 
3.06 


4.93,  1. 

3,69  i  1. 

2.54  I  1. 

2.82  .3.2 


i  4.  62 


2.6 

2. 53 

0  3 

«.K 

2.56 

1    1 

5  7 

0.91 

1    9 

2.2 

2  5i 

0.1 

5.6 

4.94 

0.2 

12.8 

4.96 

2.0  ' 

2.8 

6.50 

2.5 

3.1 

1.21 

0.6 

.3.0 

4.  09 

8.4 

2.32 

2.6 

4.9 

3  47 

0.5 

3.7 

5.12 

1.9  1 

5.3 

6.  23 

0  4 

5.  9 

2.24 

1   6i 

3.3 

2.97 

1,6  1 

1.8 

4.18 

0.5  1 

1.4 

MS 

0.7 

1.6 

5.81 

T. 

10.9. 

•1-40 

6.4 

3  2 

2.81 

0.9 

4  S 

4  90 

4.1 

8.  1 

1.63 

3  5 

3  5 

5R6 

2  4 

16. 5 

3.36 

12  3 

1.2 

1.29 

0.5 

6.1 

3.51 

2.4! 

62 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November,    1'. 


Climatolog'ical  Data  for  November,    1939 


Maine 

BaugorS  

Bar  UiUbor  (near ) 
BrasMia  DainU  ••■ 

Caribou 

liaslport 

East Wiuthiop.  •• 

EUswortli  

Eustis  

Paniiiiigtou 

Ft.  Faiilitjld  (near) 

Foit  Kent 

Gardiner 

Greenville 

Hirau.n 

Houlloii 

Jackmaii 

Lewistoii 

Macliiiis 


Penobscot ■  •  • 
Hancock  ..... 

Soraersol 

Aroostook  . . . 
Washington  . 
Kennebec  ■  •  ■ 

iriancock 

Kranklin 


Aroostook.. 
Aruo>look  . . 
Keuneliec... 
I'isoatanuis  . 
Cnniberland 
Aroostook  .■ 
Soinor.set  — 
Androscoggi 


Was 


igtoii 


Mid. I 


Kiiiniuid 

The  Kork, 

Upper  Dam  — 

Vancoboro 

WiiislowtJS  ■•-. 

Woodland§  .... 

\'\)v  State 

ye,v  Ihunp^hi 

K,l;lll      


Ui.wine^olch  ■• 

Durliai.i    

ErrolS    •••■• 

First  Conn.  Lake: 

Fitzwilliani* 

Franklni 

Glenclilf   

Hampton .... 

Hanover  S 


Hi 


mgton 
ington 


Woilboio  l\ilb--. 

York  "ond    

For  State     •  ■ .  • 

Mt-  Wasiiiiigton  t 


Cavendi^  1-     

Chelsea 

Cornu;>l:t:   

Craftsbury  Com. 

EastBarnet 

East  Kyegate.... 
Enosbnrg  Falls.- 

Gilman    

MaysMillU 

Neniane 

Newport  

Norlhfii-ld 

Reaiisboro 

Rochester 

Rntland 

St.  Albans 

St.  .Inhnsbnry.... 

Searsbnrg  Mt 

SearsbnrgSta.tJ- 
SomersPttt 


Bi'iuiiugU.ni 
i'^SSUX 

rhiltcnden.. 


Orleans... 
Caledonia 
Caledoniii 
Franklin  .. 

Essex 

Windham. 


Windham... 

Orleans 

Washington. 
Hennhigton. 
Windsor  .  •• 
Kutland 


Kraidvlin..  ... 
Caledonia... 
Bennington 
B^nnington 
Windham... 
Windliani... 


2,360 
1,660 
•2.  080 


Temperature,  in  degrees  Fahrenheit 


See  page  64  for  explanation  of  reference  marks. 


S5 


"-o'.io 

-3.20 
-1.85 
-2.76 
-2.23 

-2.  7S 

-1.94 
-2.46 
-2.73 
-1.9.3 
-2.70 
-1.9) 
-3.71 
-3.44 

-2.  70 
-3.  02 
-2.  70 
-2.  90 
-1.5S 
-2  97 

-2.60 
-l!93 

-2.  61 
-2.37 
-  2.  34 

-2.  17 
~1.5S 

-2.58 

-■>.  80 
-2.26 
-2  41 
-3  6,T 

-2.  ;>o 

-2.  24 

—1.68 

-2.47 
-  2.  57 
-3.93 
-2.  63 
-3  29 
-2.41 

■-2.'4i' 
-1.69 

■-2.'35 

-1.82 
-1.24 
-2  .59 
-2.20 

~-2.h 

-2  19 
-1.55 

■-2. 12 
—2.  48 

-2.68 

-2.10 

-2.75 

-1.72 

-2.01 
-4.07 
-3.44 
-2  71 
-2. 12 

Civil  Aeronautics  Aut 
B.  L.  lladley 
Walter  Tliur.ston 
U.  S.  Weather  Bureau 
U.S.  Weather  Bnreau 
Augusta  Water  I)i...ui<'i 
Bangor  Hydro  ICUm  liid 
Mrs.  Hannah  I.  l;;u(h 
State  Normal  Kclii.ol 
C  W.Norsworthy 
W.  B.  Clark 
SamnelD-Soule 
U.  S.  Weather  Bureau  , 
{;.  C  I'.&L.  Co. 
William  U.  Cumm 
p.  M.Tripp 
Union  Water  I'owt 
Bangor  Hydro  ICIectric 
Great  Nortliern  l^aper 
Union  Water  Power  Cc 
Gri^Ht  Nortlierii  Paper 
Wiulleld  Heath 
N.  W.  Kober;s 
G.  L-Chadlionrne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S   Weathfr  Bureau 
Me.  ICxperinieiitStatii' 
Great  Nor!  Iii'in  Papers 
George  J.  Cnnnning 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  ( 
Guy  W.  Butler 
HoUingsivorth  .t  Wh 
iSl.  Croix  Paper  Co. 


Edvifard  Fenn 
(•leorge  10.  Tucker 
Kenneth  Booth royd 
U.S.  Weather  Bureau 
Sarah  H-  Gloason 
N.H.Agr.  College 
Union  Waier  Pouer  ( 
Conn    \'iil!ey  1, umber 


Public  riervioe  Co 
.\ndroscoggin  Bes    <.'i 


K.  K.Tobey 
ll.P.Hhepan: 
F.  A.  ;<niitli 
.1.  B.  Dodgv 
Mrs.  MatlieG 
(Maude  B-.iker 
Ivenneth  B.'n- 


B.  F.  Hj 


hery 


State  Fish  11 
(iforgc  L.  Ci 
Raymond  1..  Brow 
U.S.  Weather  Bun 
Cen.Vt  P.  S   Corp. 
Hr.s.  Theo.  G.  Taplin 
.Sarah  E.  Lane 
Mi  ■■■<  E  M.  Dustit 
N.  E.  I'owerco 
,1.  F.  DevinstH 
L.  H .  Pomeroy 
Gilman  Paper  Co 
Fred  May  t1| 
Mrs.  .lohn  J.  Gerety 
Rev.  A.  B    Criehfon 
U.  S.  Weather  Bu 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B.W.  Fishrr 
Fairbanks  Museum 
George  Briggs  t 
N.  E.  Power  Co. 
L.  L.  I,ennird 
Conn.,  River  Power 


.^«s«^BAk^«ac 


OVKMBER,    1980 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


1')^ 


Climatolosrical  Data  for 

November,  1939 

Htfttioiis 

Counties 

1 
o 

! 

s 

w 

Temperature 

.  in  degrees  Fahrenheit 

Precipitation,  in  Inches 

No.  of  days 

1 

P 

1 

if 
K 

2 

1 
3 

2 

'3 

■0  c 

1 

1 

il 
1 

11 

5-2 

1 

■0 

Observers 

\'er:nont  Cont'd 

Caledonia 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

•ioo' " 

490 
1.150 

370 
1,640 

700 

0 
0 

0 
0 
0 
48 

10 
10 
26 
17 
20 
19 
22 

14 
104 
54 
4 
54 
1'22 
44 
46 
27 
21 
67 
02 
52 
10 
35 
67 
42 
75 
64 
18 
34 
■27 
19 
52 
•20 
45 
20 
33 
10 
19 
47 
■29 
42 
88 
84 
114 
'29 
54 
14 
26 
10 
2 
66 

24 
■27 
27 
39 
21 

.52 
63 
38 
26 

0.81 
0.84 
1.02 
1.27 
0.91 
2.17 
0.66 
0.97 

1.90 
0.98 
1.01 

-i.'53" 

-i."66 
-1.90 
-2  47 
-2.06 

'-■2.' 37' 
-2.44 

0.40 
0.79 
0.93 
1.01 
0.84 
1. 94 
0.38 
1.94 

1.51 
0.93 
0.95 

■tv 

■1'. 

T. 

•r. 
2.2 
1.0 
1.5 

1.7 

T. 

7 
2 
4 
3 
4 
4 
2 
4 

4 
3 

15 

13 
11 
13 
15 
13 
18 

10 
10 

8 

9 
7 
5 
14 
8 

13 

7 

ii' 

10 

10 

10 
3 
» 

9 

7 

uw. 

sw 
w. 

IIW. 

.uord 

Jiv.i  K.  Oouliluday 
N.  E.  Powoi Co. 
E    T.  Sntton  III 

v.r  Jc... 

Olcott  Falls  Co. 

^.te     ... 

32.6 
81.4 

36  8 

-  1.9 

-  8.8 

-•ii" 

56 
68 

59 
61 

8 
10 

16 
16 

8 
3 

15 

18 

26 
21 

20 
14 

37 

41 

40 
39 

Benton  S.  Pinney 

ilMsnchiisetlt 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk  

do  

750 
■.'17 
227 

70 
640 

17 
540 

no 

600 

1.360 

124 

139 
Iti 
970 
190 
60 
402 
172 
240 
1.110 
15 
165 
325 
950 
60 
1.660 
90 
800 
1.030 
30 
30 
820 
148 
67 
85 
I'.IO 

276 

330 

IOO 

35 

63 

350 

66 

1.700 

920 

1.037 

1.650 

1.050' 
40 
26 
400 
720 
160 
199 
655 
850 
'20 
20 
200 
520 
450 
210 
224 

1.400 
900 
711 
960 
625 

10 
55 
0 
3 
55 
69 
0 
46 
0 
0 
65 
35 
63 
14 
0 

N.  E.  Power  Co. 
Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 

[mberstS 

.sblaiKlU  

toecliwood  • 

State  Dept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  VVenther  Hiirean 
Mrs.  J,oring  II.  Reed 
City  ICnKlneer 
state  Hept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Met.  Wafer  Works 
Fred  A.  Tower 
.Io.seph  1,.  Kellev 
•State  Dept.  Public  Health 
Ilichiird  C.  UriKhain 
State  Dept.  Public  Health 
Herbert  U.Allen 

line  inlUJS 

37.8 
■10.8 

—  2.0 

—  1.2 

58 
61 

\l 

17 
21 

14 
14 

28 
26 

1.61 
1.14 
1. 05 
1.02 
1.61 
1.18 
1.21 
0.97 
0.93 
'2.16 
1.12 
1.07 
2.  94 
0.91 
1.12 
0.95 
0.67 

-1.96 
-2. 19 
-2.68 

=1:98 

-2.  64 
-2  ■28 
-2,  82 
-2.  ^27 

-'2.' 22 
-•2.31 
—0.79 
-2  21 
-2.37 

'  -2.' 9-2' 
-  2-03 

1.19 
1.01 
1.00 
0.66 
1.53 
1.16 
1.18 
0.94 
0.84 
1.54 
1.09 
0. 92 
1.67 
0.88 
1.05 
0.93 
0.66 
1.10 

•2.4 
10 

•r. 

T. 

'2.'6 
0.2 
T. 
0.6 

'r. 
2.0 
0.5 

T. 

'1'. 

'1'. 

••■,•,,• 

T. 

r. 

T. 

■  'f .' 
1.5 

r. 
0.5 
r. 
r. 

T. 

0.1 
r. 

•  •,•,.•• 

T. 

•r. 

T. 

T. 

T. 

0 

T. 

T. 
3.5 
0.2 
1.0 

\^. 

%^. 
T. 
0 

"o."'?' 

T. 
■I. 

0.7 

\^. 

■V. 

T. 

T. 

0 

■1- 
3.0 

■v. 

2,7 
T 
0.1 

o.s 

•I'. 

0 
T. 
T. 
T. 

0 
0 
T. 

5 
2 
5 
3 
2 

2 
4 
4 
4 

3 

3 
3 
2 
2 
4 

"2 
2 
3 
3 

4 
2 
3 
3 
3 
3 
5 
2 
2 
2 
3 
4 

2 
3 
3 
2 
3 
3 
2 
2 
4 
4 
3 
3 
3 
2 
2 
3 

3 

4 
3 
3 
3 

1 
3 

3 
2 
4 
5 
2 
4 
3 

2 
3 
4 
2 
3 

1 
1 
2 
3 

16 
13 

I 

8 

w. 

Worcester 

PljmouUi 

Hampden 

Hampshire 

J   

40.4 

kb.i' 

37.3 
36.6 
39.3 

-  1.8 

-  2^8 

-  2.3 

61 

"60" 
58 
<K) 
58 

18 


"% 
16t 
5t 

19 

■■22' 
14 

18 
18 

14 

"ii" 

26 
14 
18 

34 

'34" 

32 
40 
37 

19 
23' 

n 

18 

is 

8 

■'o' 

2 

15 

7 

3 

"Y 
4 
4 
5 

"5 

ne. 
sw. 

uw. 

Id* 

:  HillS 

Worcester 

JUliddlesez 

I'lymonth 

Berkshire 

5 

li:^«:::.' 

39.6 

-  3.1 

59 

161 

18 

14 

31 

,;:• 

Barnstable 

Worcester 

Middlesex 

Norfolk  

Worcester 

Ks,sex 

Kranklin 

Middlesex 

Worcester 

0 
55 
65 

0 

0 
10 

3 

iLv:;:: 

37.8 
3S.7 

-  i.i 

-  2.1 

60 
60 

30 
16 

15 
20 

26 

14 

39 
35 

19 

« 

3 

nw. 

State  Dept.  Public  Health 
.State  Dept.  Public  Health 
Ralph  M.  Barker 

13 
10 

13 

7 

ne. 

::[^.v:::: 

3S.4 

'--'i.'g 

.=S6 
62 

"58" 

8 
17 

"'si' 

21 

17 

"i'l 

14 

"u" 

29 
29 

31 

0  i 

0  82 
0.97 
0.99 
1.27 
0.97 
0.97 

0  95 
1.75 
0.93 
1.12 
1.24 
0.70 
0.83 
1.24 

1  45 
0.90 
1.16 
0.80 
0.87 
1.19 

l!03 
1.86 
1.90 
0.99 
1.22 
1.4S 
1.85 
1.01 

o.'os 

l..^l 
1.06 
1.13 
0.91 
1.15 
1.21 
0.99 
l.(» 
0. 93 
0.87 
0.89 
1.'20 
1.01 
1.30 
0.09 
1.S2 
0.79 
0.98 
1.20 

0.92 
1  55 
1.42 
0.76 
1.16 

1.20 
1.62 
1.80 
1..54 

-2.  58 
—2,  43 
-2  09 
-2.46 
-•2.37 

'-2'39' 
-2.66 
-2.43 

-'2'.  16 
-2.44 
-2.61 
-•2.64 

—1.78 

'-•2.' 08' 

■-2."  03 

-2.69 
-1. 72 

-2.27 
-2.33 
-'2.34 
-2.02 
-2.  47 
-1  .'25 
-2.50 
-2. 12 
-2.40 
-2.22 
-2.^20 
-2.33 
-2  45 
-2.03 
-2.06 
-2.39 
-2.01 
-2. 33 
-2.90 
-■2.09 
-2. 03 

'-6.96 
-2.61 
-'2.08 
-2.23 

-2.71 
-•2.50 

-2.'30 
-2.26 

-1.75 

-1.'63 
-2.27 

0^03 
0.76 
1.13 
0.97 
0.78 
0.90 
1.00 
0.80 
1.11 
1.12 
0.64 
0.78 
1.18 
1.'23 
0.78 
1.10 
O.80 
0.84 
0.87 
1.49 
1.01 
1.50 
1.61 
0. 92 
1.16 

o!99 
0.06 
0.88 
0.78 
1.30 
1.01 
099 
0.91 
1.13 
0.98 
0.88 
1.50 
0.86 
0.87 
0.87 
1.20 
0.82 
1.^26 
0.92 
0.88 
0.76 
0.61 
1.67 

0.90 
1.'25 
1.00 
0.75 
1.25 

1.20 
1.62 
1.70 
1.62 

State  Dept    Public  Health 
State  Dept.  Public  lleallli 
City  EuKineer 

0 
40 
0 
0 
9 
0 
31 
0 
0 
46 
65 
55 
0 
0 
0 
0 
0 
0 

54 
0 
0 
0 
0 
22 
0 
63 
0 
53 
38 
10 
0 
0 
29 
0 
10 
26 
66 
37 
0 
0 
14 

0 
0 
41 
0 

47 

39.5 

i'2 

'ii' 

■4 

li^rauklin 

Hampden 

Berkshire  ...... 

Worcester 

i'.iirnstable 

.  ,.ster'".-" 
■;    I'liesex 

Mhidlesex  !!!..! 

Bristol 

I'lymonth 

l>,>>u  Tiiimel..  . 
!aM   T'lstoii* 

32.7 

54 

16 

13 

261 

28 

16 
15 

4 
"4 

10 

ii' 

w, 
nw. 

N.  E.  Power  (!o. 

State  Dept.  Public  Health 

40  8 

-  2.5 

63 

1 

21 

14 

28 

Sf.ite  Teacher's  (•olleire 
State  Dept.  Public  Health 
E.  P.Mitcholl 

',  r  <]*....'.  ■'■ 

37.4 
37.2 
37.  3 

-  2.7 

-  2.2 

-  2.6 

64 
69 
55 

17 
16t 
161 

17 
18 
19 

14 
14 
14 

42 
37 
31 

i7 

•24 

"i 

"fi' 
■3 

nw. 

Met.  Water  Work.s 
Essex  (.'ompanv 
Props.  Locks  ds' Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  U.  Hoel-/.el 
State  Dept.  Public  Health 
N.  E.  Power  Co 

Worce.ster 

Worcester 

Pranklin 

Nantnoket 

22 

'ii' 

'23 

4 

■i2' 

1 

4 

"i 
c 

nw. 

w. 

nw. 

eCity... 
t  

'42.' 9 
42.0 

-'l.5 
-  0.5 

■59" 

58 

'"»' 
8 

■'26" 
23 

"u" 

14 

■'ii' 

23 

Charlotte  A   Braun 

V.  S.  Weather  Bureau 

(;ity  Enffineer 

State  Dept.  Public  Health 

iue* 

Worcester 

I'lymonth 

Berkshire  

Worcester    

Berkshire  

Hampshire 

Plymonth 

Worce.ster 

liarnslable 

Ks.sex    

Kr;vnklin  

Worcester  ...... 

Middlesex 

Hanip<len  

Wor<«ster 

Berkshire 

lissex   

State  Dept.  Public  Healtli 

'Hi 

i'2 

i^i' 
11 

15 
19 

'8' 
■9 

'ii 
'i 

"9' 
"9 
"7 

18 
4 

4 

nw. 

State  Dept.  Public  Health 
Met.  Water  Works 

,„ 

_......... 

:«n 

-  3.  3 

55 

16 

15 

141 

33 

Comr.  of  Public  W'orks. 

10.2" 

42.6' 
40  fi 
36.4 

-  1.3 

■-■(i.'fi 

-  2.2 

60« 

"hi" 

60 
61 

81 

81 
16 

20» 

■■23" 
25 
16 

14 

"\'i" 
14 
20 

35 

■■is" 

31 
42 

Plymouth  Cordage  Co. 

Met.  Water  Works 

IrviuK  H.  MoNiiyr 

U.S.  C.Q.  Station 

N.  E.Power  Co. 

State  Dept.  PubMi!  Health 

Met.  Waterworks 

.i«e« 

39.8 

34.6 
37.8 
37.8 

■37'6' 
38  4 



41 
92 
43 
19 
11 
65 
44 
21 
40 
34 
50 
26 
12 
29 
47 
83 

98 
108 

29 
16 
46 
21 

■■'1 

-  1.0 

61 

16 

19 

14 

39 

U.  S.  Armory 
Met  Water  Works 

lice 

-i'.V 

-  2.6 

-  -2.4 

68 
56 
59 
56 

"62  " 
02 

■16" 
16 

"i6" 

16 

18 
17 
20 

'is" 

17 

24 
14 
181 
14t 

'■i3t' 

14 

29 
41 
36 

'32' 
39 

18 
19 
12 

7 
5 

7 

13 

5 
6 
11 
6 

nw. 

nw. 
nw. 

N.sbit  H.  B.-iTiRs 
Weston  K.  Lewis 

< 

i-ills 

Franklin    

Hampshire 

Worc-ster 

Hampden  

Middlesex 

Berkshire  

Worcester 

Berkshire  

Worcester 

Worcester 

Turners  Falls  P.  ,t  K.  Co 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Weston  College 
State  Dept.  Public  Health 
Met  Water  Works 

26 

17 

2 

8 

2 
5 

nw 
nw. 

Eland 

34.4 

^u,,u>wt.S.... 

Aiiicliendon* 

-  2.  8 

54 

16 

16 

I5t 

32 

11 

8 

11 

w. 

Williams  College 

StJito  Dept  Public  Health 

Woroesterf  B  )§ 

36.fi 
38.0 

42.3 
.38.2 

An.2 

40.0 

-  3.2 

-  2.7 

-  2.3 
-2.5 

'-■6.'2 

-  2  8 

'-■3.7 

60 
64 

57 
.59 

61 

"es" 

16 
161 

S 
18 

16 
16 

■'iet' 

15 
12 

24 

21 
15 

14 
24 

14 
14 
14 
14 
14 

'iV 

36 
42 

22 

27 
■27 
38 

■35' 

19 
16 

IS 

i.s 

24 
17 
19 

6 
7 

5 
1 
4 
6 
4 

5 

7 

7 
11 

■2 

7 

nw. 
nw 

nw. 
nw. 

nw. 
nw. 

Clifford  L.  Davis 

Winkle  ranml 

Block  Island 

Kings'ton 

Portimouth 

Providence 

Newport 

Washinrton  .... 

NV„-port 

Providence    .... 

33 

ino 

225 
8 

69 
50 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.S.  Weather  Bureau 

Coiiiieclicut 
Btltir  . 

New  Lordon  ... 

Litchfield 

Fairfield 

Hartloid 

140 

'"   146 
262 

0 
0 
39 
0 

The  Baltic  Mills  Co. 

Barkha-nstpad  .... 

■ii' 

"7 

Water  Bureau,  Hartford 

39.4 

2 

nw. 

Bridgeport  Hydraulic 
Water  Burean,  Hartford 

See  pa£;e64  for  explanation  of  reference  marks 
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GLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


NOVEMBKR,    19^ 


ilit 


Olimatolog-ical    Date  lor  Noveraber,  1039 


Connec.liciil  Cont'd 

Colchester 

CoUiusville 

Cream  llilUI 


Bit.  C;irmel. 
New  Haven. 
New  Lowdor 
Norwalk  ... 
Putnam  .... 
Salisbury.. . 

StorrsS 

Waterbury  ■ 
West  H 

For  Htati 


land 


New  London. 
Hartford  .•■ 
Litohtield  ••• 

K;<irlield 

riartford 

Litclitield  ••• 
Hartford  .... 
NewLoiidou. 
Npw  Haven  . 

do  

NewLoiidon. 


luid  ... 
Haven 
r lord  . . 


1  desrrees  Fahrenheit 


Precipitation, 


S-5 


■la    ;  aw 

1!       35 
141      -Jl 


Stedman  Storrs 

Edwin  K.WildM 

C.  I,.  Gold 

Thomas  F.Han  Ion 

1).  N.  Gaines 

Conn.  Power  C:o. 

U.  S.  Weather  linreau 

New  London  Water  Woi 

13.  W.  McFarland 

IJ.  S    U'oal.her  IJurean 

Harrv  (i.  Tietjen 

[.  M.Vviinstocli 

Civil.  Aeronautics  Autl 

F.  iiurliman 

Aur    Exp.  Station 

William  J.  Pape 

Water  Bureau,  Hai  tfoi 


iplanationof  Reference  Marks  Used  en  Pages  62.  63,  and  64. 


The  departures  froi 
cipitatiou  with  is  yesirs  i 
for  the  period  of  record  ; 
on  other  daces.    §  'I'lienu 


:)rmal  temperature  i 

of  record  .'ire  com))! 

Keference 

;  not  supplied  l.yWc 


tJ  I'o.st-ottice  a.hlresso.s  of  Ui.-s,.  si:iMo;is  :in-,  ;i^  ioUcw-^  :  M;un.-  -A 
Millinoel<ot;  Winspcv,  W.it.uviile  ;  -  New  Hai):p>liire- I'l  i  St  r,,nn.  !.;,ke.  i 
field,  North  Stratforrl,  N'.  H. ;  Coriiw.ll,  Middlcliiuy ;  ^Invs  Mills.  Colrnin 
-Massachusetts-  Ashland,  FraminRliain;  !!lne.  Hill.  MiU.on;  Hsreniont,  ; 
Hill,   West  Cornwall ;  Laice  Konoiuoc,  New  London. 

*  Record  furnished  by  Massachusetts  Departnjent  of  Public  Healtli 


Explanation  of  Reference 

Except  as  otherwise  indicated  observations  are  ffeneraliy  inad?  late  i.i  the  afterno 

observations.         *«*  Kegular  Weather  Bureau  station ;  preciiiitation  i.s  for  the  24  hour  p 

recorded  is  for  the  preceding  L'4  hours.        *  Precipitation  included  in  that  i>f  next  nii';\,- 


IS  having  lo  or  more  years  of  record.    Uciiartures  of 
■n  s.K-yeiu-  period:  !o!  .statinns  of  lo  to  1 1  years  the  mea 
issins  ;  fo)-  example,  "  i  epresents  two  days,  etc.        t  A 
I'lecipitation  is  less  than  0.01  inch  rain  or  melted  snow 

:iaj,  KocUivood;  Hiram,  West  lialdwin  ;  llipogenus  J>s 
.Sctch.ddrhani;  Yorii  Pond,  Berlin;  - Veriuont-Bloe 

•uierset.  Wilminftton;  Vernon,  SheDiurne  Falls.  Wat 
Lake  (Joc.hituato,  Franiinghaui;  — <'onncct!cu t-('re 

I  Not  included  in  summaries. 


Marks  Used  on  Page  65. 
in.  near  sunset,  and  precipitat 


■eoordert  is  for  the  U  hours  ending  at  the  time 
Precipitation  mensnred  in  the  morning;  amon 
s  than  0.01  inch  rain  or  melted  snow. 


II  Observations 


Explanation  of  Keference  Marks  Used  on  Pag-e  66. 

iraing;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  j 


^KKS.SURK,   WKMI).   lU'MIDITY,  AND  SlINSH  I  NIC 


Araherst 

Block  Island 
Blue  Hill.... 

Boston   

BurliuKton  . 
Concord  — 

Eastport 

Greenville.. 
Hanover  — 
Hartford  . . . 
Nantucket  ■ 
New  Haven. 
North  Held  .. 
Portland  — 
Providence . 


Atmospheric  Pressure 
(reduced  to  sea  level) 


'& 

•J- 

?< 

m 

O 

30.56 

4 

30.53 

4 

30.57 

4 

30.  56 

4 

;;o.6i 

■>r, 

30.   l!>,     .:•'_.■ 

:;().  16;  A'  .'., 

30.  14i  3ii,5fi 

30.10  30.. ^i 
30.  i5[  30. 5S 
30.16,  30.61 

30.11  ■Ao.m 

30.14!  30.-57 


20.  4-2 
29.  52 
29.  59 
29.  22 
29.  24 


NOVKMBER,    1939 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


G5 


BaUy 

Precipitation  for   November. 

1939 

Drainage  basin 

Uay  or  month 

_ 

1  1     2  1     3  1     i 

5  1     6  I    7  1     S  j    9 

10 

•■ 

12 

13 

14 

IS 

16|l7 

„ 

19 

20 

21 

'22 

2S 

24 

25 

26 

27 

28 

29 

30 

31 

1 

AlOU 

Coast 

....do 

Kennef)ec 

...do 

.T2 

T. 

.75 
.39 

'.'63 

.88 
.14 

.22 
.54 
.19 
.22 

.... 

T.' 

T. 
.02 

.04 

.... 
•;6i 

tV 

.01 

■."62 
.03 
T. 
.02 
.01 
.25 

iV 

T. 

'i'V 

;;;; 

■r.' 

.... 

:::: 

T. 

.17 
.12 
■I'. 

T. 

•2.53 
0.67 
0.67 
0.  -j 

■'oi 

.04 

.... 

TV 

■,-,,  • 

0.41S 

0.  .^7 
0.90 
0.57 
1.04 
0.57 
0.74 
0.23 
0.46 
0.68 
0.44 
0.56 
0.94 
0.76 
0.61 
0.54 
0.45 
1. 2.5 

0:50 
0.15 
0.96 
0.40 
l.UO 
0.54 
0.76 
0  63 
0.57 

1.  U 
O.ftj 

0.21 
1.04 
0.92 

,;ie  

....do 

.02 

T. 

.66 

f." 

.01 

'.04 
T. 

.02 

T.    .... 
T.    .... 
.05  .04 

T. 

:ol 

T. 

' 

.03 

.04 

.02 

.... 

".a 

.06 
.20 

.... 

:!Ij:::: 

Audro^coggiu   

.01 

T. 

Kennebec 

.06 
.01 
.03 

f.' 
.17 

Icet 

T. 

.02 

,a5 

T. 

r. 

li.lgton... 

••   ...... 

Isle '".;'.'.'.' 
li  Uam. .. 

.68 
.27 

T. 
T. 
T. 
.28 

.27 

T. 

.04 
T. 

Penobscot   

Coast 

•iV 

T. 

■.'•22 


.07 

.13 
.05 

T. 

.«J  .07 

T. 

I'euobscot        .  . . . 

fi? 

.07 

.oa 

.38 

.21 
.51 

T. 

T. 

T. 



T 

T. 

do 

.4a 

T. 
.40 

.75 

.49 
.10 

■r. 

T. 

■v.' 

T. 

.02 
T. 

T. 
T. 

.06'.... 

" 

.02 

InmpMre 

T. 

"38 
.15 

".08 
.40 

.a 

ioi 

.01 
T. 

T. 

T. 

V. 

i: 

.01.... 

-. 

T. 
T. 

Const 

T 



.in.  Lake.. 

Connecticut 

T. 

T. 

.53 
.32 
.53 
.43 
.59 

.02 

.13 

T. 

.10 

.04 

T. 
T. 

.01 

r. 

.09 

..05 

T. 

T. 

•1'. 

T. 

Alerriniiic 

,, 

Connecticut 

.06 

T. 

ear) 

..do 

.05 

■ 

.10 

.0'2!.... 

.• 

....do 

m 

■ 

til 

...do 

Connecticut 

Merrimac 

.... 

:::: 
■" 

.02 
'1? 

;4i 

.23 
.54 
.10 

.57 
1.03 

r. 

.99 
.21 
.41 
.24 

;70 

■it 

.01 

.... 
T. 

.06 

.01 

f.' 

T.' 

T." 
f.' 

'.'os 

.10 
.04 
T. 
.04 

.... 

T. 
T. 

f.' 

T. 
•1'. 

•:;0S 

.... 

,no,lt 

T. 

T." 

Iro^::::: 
,-ii 

.   ..do 

Champlain 

'.ii 

i'V 

T. 

tV 

■/og 

T. 
T. 

■r 

.03 
.12 

0-^ 

'1'. 
1'. 

do. 

■!■ 

0.59 
0.95 
0.77 

0  (>; 

0.8i 

0.8i) 

0. 7'.l 
0. 51) 
1.66 
0  81 
0.ii6 

■.■32 

... 

.... 

".u 

.03 

I. 
.12 
T. 

_'  Falls.... 

...do 

St.  L'.iwrence 

t' 

T. 

T. 

t          

!02 
.05 

T.' 

.... 

T. 

•.i«» jChamplaiu |  .02 

llO .                         1 

T. 

.01 

T. 

....|.... 

i«  (near). 

do                         1- --- 

.71 

w 

-f 

.45..:: 

!l4 

T. 

.10 
.12 

.... 

.01 
T.' 
T. 

t'. 

T.' 

'1'. 

T. 

T. 

do. 

1 37 

••k>** 

do 

*  1  .40 

M 

T.' 

■r. 

T. 

l'.' 

T. 

.19!  .04 

T.    r. 

.12 

.02 

04 

Vis 

'■'l'  ' 

■v. 

.28    .38!.... 

T. 

'."62 
'.■62 

T. 

.... 

,/,»»■««« 

. 

.01 

.19 

'.■94 
l'.54 

.... 

T. 

'oi 

T 

T. 
'1'. 

t:' 

'.■62 

'f.' 

Coast 

.67 

1.09 
.92 

1.67 
.8H 

1.05 
.93 

1  61 

hi**:.:.: 

...do 

Connwticnt 

.M.-iTimac 

..do 

Coast 

T. 

■.'6i 

.... 

'1-. 

T.' 

.03 

.13.... 

1.14 
1.18 
0  97 

1   liaiii**!! 

.06.... 
.33I  .27 

0.93 
2  16 

I  12 

,,. 

•tv 

.04 

.11 

1  ** 

T. 
T. 

.72 

T. 

.lani:::::: 

Merrimac 

Charles 

.03 
.03 

.02 

.... 

.... 

':n4 
T. 

0.  91 
1.12 
0  95 

«« 

01 

0.97 
0  49 

Merrimac 

Connecticut 

Coast  

20 

•7R 

TV 

T. 
f.' 

T. 

.05 

T.' 
T. 

T. 

T.' 
T 
T. 

r. 

.... 

:::: 

:::: 

:::: 

■v 

T. 
T.' 

r 

T. 

;55 

.04 
.05 

ii„'  ■:m>^":::: 

.9*  .... 
l.OOl  .20 

T. 

".i'i 

.01 

■V. 

.V. 

.... 
.... 

.... 

VV 

0.95 
1.75 

.Mfrrimac 

..^IMT* 

T 

.... 

iird   .... 

...do 

.... 

.V2V.... 

1.62 

,',,    

Coast     

■:62 

i'.' 

T. 

T. 

'.'44 
.37 
.10 

.... 

T. 

T. 

.10 
1.01 

1.50 
.86 

1.26 
.88 

0. 98 
1  l'6 

■t"-'- 

Tham.'S 

' 

.05 

.91 

T. 

T. 

r 

T. 

'I" 

.... 

0  91 

Coast 

T. 

.08 

1  60 

... 

.03 

T. 

0.93 

.Oi 

".m 

town   — 

Hud.^on 

T. 

.69 

T. 

T. 

.07 
T. 
T 

.17 
■.'63 

.02 
.03 
.01 

T 

T. 
T 

.... 

.01 

.. 

.... 

1.82 
0.79 

.... 

T. 
T. 

■v.' 

T. 

".01 

T. 
f.' 

T. 

T. 
T.' 

1(1  ..  !;  Island*". 

Coast 

.90 

:::: 

0  92 

Wnciton 

Proridenie*" 

',„„fctiClll 

....do 

...do 

1.25   .27 
.75    ... 

f  ■ 

't.' 

.... 

1  55 
0.76 

.99 
1  43 

r. 
.01 
.01 

T. 
T. 
T. 

T.- 

T 

'ill 

Ilousatonic 

JO 

T. 

1  86 

....do 

Coast 

T. 

1.43 
1.69 
1  07 

T. 
T. 

T. 

1   pn*** 

T.' 

.01 
.03 

■.'ai 
.02 

.05 

1.70 

II, Jon 

10 

1.42 

'k 

do 

2.0.5;   ... 
..5:i;   .24 
.801  .30 

f.' 

.... 

T 

vv 

2.05 

QiiinebauR 

0  W) 

1  12 

WaUThnry 

T 

i        i 

See  pAie  64  for  dxplaiiatlou  of  ref 
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CLfMATOLOGiCAL  DATA:  NEW  ENGLAND  SECTION 


November. 


Da 

ily 

Temperatures  fo 

r  ITovember, 

1939 

Day  of  Month 

Stations 



— r 





Jlf-a 

A 

2 

J 

4 

5 

^ 

J 

«l 

^1 

10 

}l\ 

12 

13  1  14 

16   16   17 

_^ 

19 

20 

I'J 

22  23   24 

^ 

^ 

^ 

ii 

29  ;iO  ?.| 

Maine 

1 

Bar  Harbor  ( 

,     jWaximuui... 
"''^i^' 1  Minimum.... 

60 

52 

46 

41 

43 

50 

45 

52 

49 

3S 

49 

45 

44 

31 

39 

45 

44 

43 

38 

33 

37 

33 

34 

31 

29 

38 

37 

35 

40  50   . . 

-n. 

40 

32 

28 

'2f, 

30 

38 

33 

34 

28 

22 

32 

31 

19 

16 

20 

22 

19 

23 

23 

17 

20 

28 

25 

18 

20 

14 

28 

25 

26  32   . . 

Kastport  .... 

)  Maximuui.  •■ 

52 

51 

44 

43 

48 

50 

46 

6! 

42 

49 

60 

35 

33 

31 

3S 

46 

41 

42 

35 

33 

36 

36 

33 

33 

29 

39 

38 

37 

39  491  . . 

(  Jliiiiimui..... 

39 

38 

32 

29 

32 

41 

38 

36 

27 

24 

34 

27 

24 

19 

29 

27 

.29 

29 

26 

.24 

31 

27 

25 

21 

21 

29 

27 

29  32 

•)l) 

Fort  Kent  .. . 

S  Maximum  .  •• 

44 
34 

40 
32 

35 
23 

42 
19 

44 
18 

s 

44 
36 

40 
29 

39 
27 

29 

z 

27 
IS 

i 

\^ 

.^? 

33 
19 

38 
22 

14 

38 
15 

31 

31 
6 

31 
24 

30 
24 

.30 
9 

27 
8 

40 
6 

36 
27 

36 
16 

39  41 

36. 
20. 

(  Minimum 

22   - 

29 

Gr<>euvi11e  .. 

J  Maximum  .•• 

45 

44 

38 

44 

42 

44 

38 

45 

2- 

33 

39 

32 

3l! 

24 

31 

43 

31 

44 

30 

31 

80 

30 

31 

33 

31 

42 

34 

34 

42 

46 

36. 

(Minimum... 

34 

28 

28 

■i; 

22 

33 

35 

27 

2  i 

17 

29 

21 

14 

2! 

18 

24 

22 

22 

7 

8 

26 

24 

17 

13 

16 

27 

30 

26 

26 

22i 

Hoiilton  .... 

jMa.ximum  ... 

47 

43 

49 

45 

43 

44 

42 

44 

38 

39 

34 

32 

321 

30 

36 

39 

41 

40 

40 

30 

30 

32 

37 

29 

30 

40 

36 

37 

36 

46 

37. 

1  Minimum.... 

2H 

20 

22 

24 

2(1 

25 

30 

24 

22 

17 

2-5 

IS 

14 

15 

22 

19 

24 

23 

19 

12 

12 

25 

18 

14 

5 

5 

20 

18 

22 

27 

19. 

Lewi.stoii  .... 

)  Maximum... 

51 

53 

45 

47 

40 

49 

50 

54 

39 

42 

48 

41 

32 

40 

47 

45 

52 

38 

40 

33 

33 

40 

38 

34 

47 

42 

43 

47 

57 

48. 

/  Minimum ••■  ■ 

34 

28 

28 

27 

20 

39 

34 

34 

2". 

25 

36 

28 

23 

•i'! 

25 

24 

30 

27 

24 

19 

19 

31 

23 

21 

2J 

19 

28 

26 

24 

26 

2i 

MilliiKjcUet.. 

)  Maximum... 

48 

48 

41 

44 

42 

48 

41 

46 

41 

33 

41 

34 

33 

27 

36 

41 

38 

44 

40 

34 

32 

32 

34 

34 

33 

44 

41 

36 

43 

60 

3». 

)  Minimum.... 

39 

29 

29 

15 

22 

36 

36 

30 

26 

19 

31 

23 

21 

IS 

26 

20 

26 

15 

24 

16 

9 

28 

24 

11 

13 

5 

28 

16 

26 

30 

23» 

Ol'itown 

j  Maximum... 

59 

52 

46 

40 

41 

50 

47 

61 

4S 

37 

48 

3o 

34 

30 

39 

48 

44 

t 

42 

34 

34 

35 

35 

33 

44 

40 

4(! 

42 

60 

4a; 

'  Minimum.... 

39 

30 

24 

2d 

36 

36 

30 

30 

22 

3"^ 

28 

211 

19 

25 

24 

29 

26 

24 

15 

16 

32 

30 

13 

16 

10 

30 

22 

22 

2S 

25. 

Portliuid  .... 

I  Maximum  . .. 

53 

53 

4s 

44 

42 

64 

51 

57 

43 

49 

52 

41 

40 

34 

42 

51 

49 

48 

37 

36 

34 

34 

42 

46 

34 

46 

a 

46 

43 

48 

44; 

(Miuiuium.... 

39 

36 

34 

31 

32 

40 

39 

37 

27 

26 

35 

30 

25 

21 

28 

30 

32 

30 

25 

24 

22 

30 

28 

25 

26 

24 

31 

28 

29 

31 

29. 

Rumford  . . . 

j  Maximum  ... 

49 

50 

44 

49 

40 

46 

48 

53 

41 

37 

4.| 

36 

35 

27 

36 

50 

39 

49 

38 

40 

36 

39 

41 

88 

47 

38 

43 

47 

55 

42. 

1  Minimum... 

39 

28 

31 

25 

26 

39 

30 

30 

22 

22 

.30 

22 

201 

16 

23 

20 

27 

27 

23 

15 

11 

29 

23 

13 

16 

9 

33 

34 

28 

28 

24. 

i  Maximum... 

60 

53 

48 

46 

45 

51 

48 

54 

19 

40 

47 

45 

43 

33 

40 

47 

48 

48 

46 

45 

37 

33 

40 

40 

36 

50 

48 

44 

44 

54 

45. 

Win.slow  

(  Minimum.... 

39 

29 

28 

23 

24 

37 

34 

32 

32 

22 

33 

2:) 

22 

19 

23 

23 

31 

26 

26 

14 

16 

30 

29 

16 

21 

10 

26 

25 

18 

26 

25. 

A 

fill  Uttiiipsliire 

Berlin  II 

\  Jlaximum... 

47 

4C 

42 

51 

40 

40 

46 

60 

29 

47 

39 

34 

32 

23 

33 

48 

36 

52 

26 

34 

33 

34 

35 

39 

33 

43 

37 

40 

45 

63 

39. 

1  Minimum  •..- 

35 

22 

24 

24 

27 

35 

29 

24 

17 

27 

25 

12 

13 

13 

14 

37 

16 

20 

6 

5 

9 

24 

9 

8 

29 

23 

18 

. 

19. 

(  Maximum  ... 

51 

5:!  46 

50 

40 

49 

50 

55 

40 

53 

53 

42 

36 

31 

42 

55 

52 

66 

40 

39 

35 

38 

45 

40 

39 

49 

45 

48 

49 

57 

46.' 

Coiiconi 

)  Minimum.... 

34 

25i  28 

26 

28 

39 

34 

34 

26 

25 

36 

32 

23 

18 

25 

20 

33 

20 

25 

16 

23 

32 

IS 

26 

15 

34 

36 

28 

25 

27.' 

53 

57 

50 

49 

43 

50 

62 

58 

52 

54 

64 

44 

41 

33 

48 

57 

64 

66 

50 

39 

34 

34 

47 

39 

37 

52 

49 

47 

50 

60 

48. 

Durham 

1  MfninnimV.;; 

36 

24 

23 

20 

22 

35 

36 

27 

28 

21 

38 

27 

27 

17 

20 

16 

30 

20 

29 

10 

21 

30 

25 

18 

23 

21 

25 

17 

16 

20 

24. 

■I?-  f  r',^„n  T"''"     S  Maximum  ... 

41 

38 

3" 

32 

45 

41 

33 

38 

48 

26 

46 

34 

30 

23 

25 

43 

32 

40 

26 

27 

31 

81 

81 

39 

40 

37 

28 

31 

36 

34. 

First  Conn.  I"''" 

"""= (Minimum.... 

29 

25 

20 

22 

24 

30 

27 

19 

10 

15 

8| 

8 

16 

18 

15 

18 

2 

5 

13 

19 

13 

13 

2 

22 

20 

18 

16. 

j  Maximum... 

49 

52 

45 

50 

40 

45 

47 

52 

45 

63 

49 

44 

371 

34 

59 

58 

54 

45 

38 

33 

36 

42 

37 

38 

45 

46 

49 

48 

54 

45. 

Keene  dinar). 

i  Minimum.... 

37 

22 

23 

18 

24 

32 

33 

22 

■30 

18 

37 

33 

26 

16 

14 

36 

15 

29 

14 

21 

81 

26 

13 

21 

16 

20 

27 

19 

16 

23. 

S  Maximum... 

48 

48 

42 

46 

40 

44 

48 

53 

44 

43 

42 

38 

35 

28 

37 

40 

49 

50 

4S 

37 

36 

36 

38 

36 

35 

43 

41 

42 

43 

68 

42. 

Plymouth... 

/  Minimum. ... 

30 

20 

23 

19 

21 

30 

29 

25 

21 

19 

25 

27 

17 

13 

17 

10 

29 

14 

27 

9 

10 

25 

24 

6 

5 

3 

32 

29 

28 

18 

20. 

J  Maximum... 

45 

43 

41 

46 

38 

41 

49 

49 

35 

51 

50 

83 

29 

27 

34 

50 

43 

43 

33 

32 

31 

84 

37 

34 

82 

36 

37 

43 

42 

46 

.. 

39! 

Buriiiigtoii  . 

*  Minimum.... 

34 

34 

27 

24 

29 

:i3 

37 

35 

20 

20 

32 

26 

20 

15 

16 

31 

26 

24 

19 

15 

16 

22 

21 

16 

15 

11 

24 

35 

31 

34 

24S 

S  IMaximum.  .• 

47 

43 

36 

43 

38 

39 

45 

48 

38 

41 

36 

33 

28 

25 

48 

33 

41 

31 

28 

30 

35 

34 

32 

31 

35 

35 

40 

40 

47 

37? 

Newport  ... 

1  Minimum.... 

34 

36 

30 

23 

26 

35 

36 

35 

22 

20 

33 

25 

20 

14 

19 

24 

29 

22 

25 

10 

21 

27 

14 

16 

9 

28 

33 

29 

32 

24;i 

NortlilieUl 

i  Maximum... 

45 
31 

f^. 

26 

49 
19 

37 

24 

41 

46 
32 

49 
36 

36 

18 

50 
16 

54 
32 

35 
25 

31 

24 

14 

53 

15 

46 
22 

50 

33 

9 

32 
9 

33 

19 

36 

16 

33 
9 

33 

40 
5 

37 
26 

34 

47 
26 

52 

18 

40: 

12 

r 

9 

20,1 

I  jiaximum .  .. 

45 

49 

45 

49 

40 

41 

45 

51 

43 

68 

51 

39 

36 

27 

39 

49 

46 

50 

41 

35 

38 

37 

39 

38 

30 

41 

41 

45 

45 

50 

42. 

Ruthuul  .  . 

/  Minimum...- 

35 

29 

29 

21 

28 

32 

36 

35 

26 

18 

36 

29 

24 

(. 

11 

19 

25 

20 

27 

15 

18 

27 

25 

15 

15 

9 

18 

27 

24 

22 

23. 

)  Ivlaximiiin  .  .. 

45 

42 

39 

46 

41 

39 

60 

49 

44 

49 

52 

37 

29 

36 

49 

48 

39 

37 

31 

33 

33 

37 

35 

36 

46 

35 

41 

44 

45 

40 

St.  Alhaiis.. 

32 

36 

26 

25 

30 

32 

37 

38 

23 

20 

34 

25 

21 

Vi 

17 

25 

30 

2S 

22 

17 

15 

25 

21 

20 

13 

12 

22 

31 

35 

25. 

Maximum.  •• 

48 

44 

42 

49 

44 

42 

48 

51 

45 

44 

47 

37 

33 

25 

32 

45 

45 

43 

40 

36 

35 

•  35 

37 

37 

3S 

42 

40 

39 

44 

50 

41. 

8t- Johusbury 

1  Minimum.... 

35 

27 

26 

20 

24 

32 

36 

30 

2-1 

17 

34 

26 

16 

14 

19 

16 

16 

27 

10 

10 

19 

27 

11 

18 

12 

16 

33 

25 

20 

22. 

54 

52 

48 

48 

37 

43 

47 

56 

45 

52 

46 

42 

84 

80 

41 

52 

35 

51 

42 

36 

33 

86 

34 

34 

42 

44 

46 

45 

52 

43. 

WooilstocU  . 

/  Mii'n.iuim.... 

36 

23 

28 

19 

24 

32 

36 

28 

18 

30 

29 

24 

15 

12 

16 

16 

22 

12 

14 

22 

24 

12 

12 

8 

20 

31 

18 

22 

22. 

S  Maximum.  • 

52 

54 

4C 

50 

88 

46 

50 

55 

40 

56 

51 

45 

40 

38 

49 

61 

52 

56 

48 

39 

85 

40 

4(^ 

39 

86 

46 

48 

54 

48 

43 

46 

An.b,M.-t,  ... 

1  Minimum.... 

32 

Ti 

27 

23 

2f 

35 

34 

36 

26 

24 

.37 

31 

23 

ic 

19 

22 

23 

23 

21 

26 

31 

26 

24 

26 

24 

28 

32 

26 

26 

26. 

(Maximum... 

53 

bl 

47 

49 

53 

62 

52 

58 

44 

65 

57 

i-:, 

41 

37 

46 

61 

54 

59 

46 

37 

40 

41 

42 

36 

36 

48 

51 

50 

50 

56 

48. 

Boston 

iMiiumum.... 

43 

39 

36 

31 

36 

39 

40 

44 

30 

29 

3." 

36 

26 

21 

27 

3t; 

34 

30 

27 

27 

32 

32 

28 

27 

27 

35 

35 

34 

36 

3% 

i  Jlaxiimim  ... 

55 

57 

54 

55 

45 

53 

62 

69 

54 

52 

57 

4S 

44 

37 

47 

60 

59 

61 

57 

37 

;i3 

4C' 

42 

38 

35 

43 

62 

50 

49 

50 

4SI« 

Brockton  ... 

iMiuimum  .. 

39 

35 

33 

28 

33 

37 

37 

3:, 

26 

42 

31 

28 

19 

25 

30 

4;, 

27 

35 

26 

28 

32 

29 

29 

30 

27 

33 

31 

30 

3l.> 

j  iMaxiMium.  .. 

54 

57 

47 

51 

49 

5C 

52 

58 

40 

56 

65 

47 

40 

37 

47 

60 

48 

45 

40 

34 

35 

45 

37 

33 

4s 

50 

50 

51 

.^5 

47. 

Coiiconl.  ... 

iMinimiim.... 

34 

26 

25 

21 

26 

35 

35 

37 

25 

26 

35 

2!! 

21 

18 

20 

21 

.,.T 

2r 

21 

20 

26 

3( 

21 

24 

25 

2;:1 

26 

25 

20 

24 

2&j 

1,       (Maximum... 

55 

65 

50 

51 

58 

54 

68 

58 

43 

58 

58 

48 

45 

46 

57 

49 

55 

43 

40 

42 

88 

45 

40 

39 

42 

50 

50 

49 

67 

49;. 

East  Warelia 

"1'  ■ 1  Minimum.... 

41 

29 

32 

24 

29 

37 

38 

35 

35 

26 

37 

24 

26 

2C 

21 

21 

44 

18 

32 

22 

85 

3r- 

30 

26 

35 

i:i 

2i 

26 

25 

29 

29; 

)  Maximum  ... 

5.5 

55 

49 

53 

51 

53 

63 

51* 

51 

63 

55 

43 

43 

37 

47 

59 

62 

59 

47 

40 

40 

37 

37 

43 

53 

50 

49 

56 

48i 

B-all  Kivor.  . 

i  Minimum.:.. 

39 

36 

32 

27 

33 

36 

37 

41 

28 

26 

33 

27 

18 

24 

3(1 

35 

28 

30 

2-1 

30 

32 

30 

27 

29 

25 

.32 

3f 

28 

37 

SO, 

S  Maximum .  • 

52 

48 

55 

.39 

49 

51 

57 

45 

57 

54 

45 

39 

38 

48 

59 

62 

59 

50 

37 

33 

38 

52 

37 

35 

52 

51 

60 

'2 

60 

.. 

m 

Filchl.urK  .. 

ISIinimnm.... 

49 

32 

26 

21 

27 

36 

35 

31 

30 

23 

37 

30 

22 

18 

24 

24 

2s 

20 

27 

20 

24 

31 

29 

23 

24 

15 

34 

22 

21 

33 

2% 

i  Maximum.  . 

52 

54 

47 

48 

42 

52 

51 

57 

44 

54 

55 

45 

39 

35 

45 

59 

49 

47 

37 

34 

36 

43 

37 

44 

47 

48 

48 

.v9 

4£- 

Lawreiiee... 

1  Mininuim.... 

3i^ 

29 

30 

28 

37 

38 

34 

28 

25 

34 

30 

2-1 

18 

25 

22 

33 

23 

'28 

22 

22 

3.' 

26 

25 

23 

24 

32 

26 

24 

27 

:: 

•n 

)  Maximum.  .. 

63 

57 

49 

50 

56 

61 

52 

69 

46 

54 

57 

46 

4.T 

37 

40 

56 

54 

54 

49 

4li 

43 

43 

43 

40 

41 

41 

47 

45 

48 

65 

iSi 

Nautucltct.  . 

iMinimum.... 

43 

43 

41 

39 

41 

43 

43 

46 

33 

39 

38 

32 

25 

31 

36 

:-.9 

3.1 

38 

37 

3s 

35 

38 

38 

34 

35 

37 

38 

40 

n> 

(  MaxiiiiMin.  .• 

46 

4h 

42 

49 

40 

40 

50 

63 

39 

55 

5<i 

40 

36 

31 

43 

68 

51 

56 

42 

40 

34 

38 

40 

39 

36 

41 

41 

43 

44 

43 

8to(,-kliri(lKe 

(Minimuin.... 

31 

24 

29 

21 

30 

33 

30 

30 

25 

22 

34 

32 

22 

lb 

16 

19 

19 

33 

23 

27 

18 

26 

31 

12 

25 

13 

29 

33 

28 

25 

\  Maximin;!  .. 

45 

48 

42 

47 

41 

39 

45 

49 

42 

52 

51 

39 

35 

30 

38 

64 

52 

61 

45 

37 

34 

37 

36 

36 

36 

37 

38 

43 

41 

45 

Williamstow 

' /  Miiiimum.'... 

37 

32 

30 

22 

31 

33 

34 

32 

26 

23 

35 

33 

2i 

IS 

16 

22 

34 

25 

26 

17 

25 

32 

25 

17 

23 

16 

26 

32 

29 

23 

2^ 

(Maximum... 
(Minimum.... 

51 

54 

47 

50 

37 

48 

48 

54 

43 

56 

53 

43 

39 

-  37 

47 

60 

52 

6H 

46 

37 

32 

37 

46 

35 

32 

50 

48 

47 

49 

56 

«s. 

Wonvstpr  . . 

34 

29 

25 

25 

28 

34 

34 

32 

28 

22 

37 

25 

33 

16 

23 

25 

32 

22 

28 

2t! 

24 

28 

26 

24 

23 

21 

34 

23 

22 

32 

26; 

liho.le  l^!,u„l 

Block  Lsland 

\  Maximum.  .. 

51 

53 

47 

49 

56 

50 

53 

57 

45 

55 

57 

46 

43 

37 

46 

56 

54 

5.= 

48 

40 

42 

42 

44 

40 

40 

43 

49 

48 

46 

49 

48. 

(Minimum.... 

45 

45 

40 

35 

42 

42 

43 

44 

32 

33 

3s 

37 

29 

24 

29 

43 

41 

37 

33 

32 

34 

36 

35 

37 

32 

31 

36 

35 

36 

41 

36. 

Kingston  . . . 

\  -Maximum  •• 

53 

52 

58 

50 

43 

55 

52 

66 

56 

52 

66 

46 

42 

3( 

47 

6s 

51 

59 

47 

38 

33 

39 

A6 

36 

44 

53 

49 

47 

61 

48. 

(Minimum.... 

88 

28 

34 

2:> 

31 

33 

33 

30 

34 

25 

42 

25 

2-1 

15 

23 

37 

21 

32 

25 

30 

34 

27 

26 

29 

25 

2C 

25 

20 

29 

28: 

Providence  . 

S  Maximum.  .. 

52 

55 

47 

48 

54 

60 

50 

58 

42 

64 

56 

46 

42 

37 

47 

61 

52 

CO 

47 

37 

40 

40 

43 

36 

36 

43 

50 

4f 

65 

(  Miuimum---- 

41 

39 

35 

31 

35 

39 

39 

42 

28 

27 

■Ah 

35 

27 

21 

28 

3., 

35 

33 

28 

25 

29 

.32 

31 

27 

27 

33 

34 

32 

37 

Coiniedii'it 

Cream  ilill  . 

)  Maximum... 

46 

50 

45 

63 

44 

41 

45 

50 

4^ 

52 

47 

42 

49 

33 

44 

57 

51 

57 

45 

37 

31 

41 

42 

42 

33 

43 

41 

48 

ir 

49 

'Minimum... 

32 

33 

29 

23 

32 

32 

31 

36 

26 

19 

31 

24 

15 

32 

36 

28 

31 

18 

24 

28 

25 

23 

28 

17 

27 

27 

30 

32 

Hartford..  . 

(Maximum... 

52 

54 

47 

61 

40 

49 

52 

57 

40 

57 

66 

45 

41 

36 

4i 

63 

52 

63 

47 

39 

36 

42 

45 

40 

36 

47 

51 

50 

50 

61 

(Mini.mm,,.  . 

41 

37 

34 

28 

34 

37 

40 

40 

2'. 

2i 

38 

35 

24 

21 

25 

33 

3C 
38 

30 

2; 

25 

29 

33 

31 

28 

28 

25 

33 

34 

30 

33 

New  Haven. 

(  Maximnm... 

52 

56 

48 

49 

43 

48 

52 

57 

41 

57 

55 

47 

42 

3h 

49 

63 

64 

50 

39 

37 

43 

47 

41 

35 

48 

61 

62 

49 

52 

(Minimum... 

40 

42 

35 

30 

35 

37 

40 

41 

31 

•.:9 

35 

30 

27 

21 

27 

3b 

82 

82 

27 

31 

34 

33 

29 

30 

2S 

35 

84 

33 

35 

New  London 

(Maximum... 

52 

55 

48 

50 

4f 

48 

54 

58 

60 

57 

46 

43 

43 

51 

60 

55 

6( 

52 

43 

37 

44 

46 

41 

36 

49 

54 

50 

52 

(  Minimum.... 

40 

38 

3f 

.35 

37 

.30 

43 

34 

27 

44 

3i 

33 

2i: 

21 

31 

4- 

31 

3( 

3i;  34 

33 

29 

29 

2- 

3. 

31 

29 

35 

Norwalk 

(  Maximum  ... 

52 

56 

.  50 

49 

43 

47 

54 

49 

60 

68 

55 

61 

45 

52 

64 

58 

1  66 

51 

4- 

361  46 

4fa 

42 

35 

1  i- 

5C1 

53 

52 

64 

(  Minimum.... 

37 

31 

33 

25 

35 

31 

30 

34 

35 

21 

22 

23 

1. 

16 
47 

2'- 

1  23 

3" 

2- 

;  30l  34 

24 

28 

26 

'  2C 

29 

26 

22 

25 

T>   f 

(Maximum. 

.53 

.55 

47 

53 

42 

47 

52 

5b 

48 

65 

5^ 

48 

43 

3£ 

62 

Ai 

'  61 

5 

39 

33!  38 

45 

37 

31 

1  4S 

6C 

5C 

49 

53 

*^"'^"*'" 1  .MiiiimiMU.... 

37 

24 

24 

20 

26 

34 

33 

31 

30 

2t 

39 

33 

18 

K 

1  21 

L 

23 

43 

1  2C 

! 

20 

19 

26 

29 

24 

22 

24 

1  Ik 

2; 

r 

20 

1 

24 

1 

See  pane  64  for  explanaliun  of  reference  marks 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND    SECTlOl 


G. 

H.  NOTES 

BrM 

P 

ITTANOK 

uce:  5  CKNTs  A  corv:  25  ce.nts  a  vkau:  (not  stamps). 

PAVABI.K  TO   SurERINTENUKNT   OF    DOCUMENTS.    WaSUINGTON,   D. 

c. 

'01.  . 

I  J. 

Bo.s- 

•ON. 

Mass. 

,   DECEMBER, 

1939. 

_ 

No 

.  12. 

GENERAL  SUMMARY 

During  the  first  tliree  weeks  of  December,  1939,  t!ie  weather  in 
lew  England  was  very  niilil  with  two  extended  periods  of  ab- 
lOrnial  warmth.     These  periods  were  from  the  1st  through  the 
;th,  and  from  tlie  16th  through  tlie  2l.st.    By  tlielatter  date,  the 
emperature  had  averaged  up  to  7"^  above  normal.     The  period 
ifhich  followe  1,  however,  was  roldand  almost  counter-balanced 
he  excess  temperature  accumulated  during  the  first  three  weeks. 
lonthly  maximum  temperatures  occurred  on  either  the  1st,  3d 
.r20th;    monthly  minima,   on  varying  dates  during  the  last 
ive  days  of  the  montli.     Deficiency  of  ground  moisture  contin- 
led  increasingly  serious,  particularly  in  eastern  Mas.sachnsetts, 
thode  Island  and  Connecticut,  as  precipitation  failed  to  reach 
lOrnial  amounts  except  in  !Maine.     Tiiis  unfavorable  dryness 
•  il  the  conditioning  of  soil  for  preparation  of  spring  plant- 
Snowfall  was  scantj'  ai'd   there  was  no  cover  over  the 
a  division  until  the  storm  of  the  8()th.     At  the  close  of 
:;th,  snow  depth  range  from  a  trace  in  the  extreme  south- 
more  than   10   inchis   in  portions   of  I\Iaine;    river  ice 
ined  thickness  of  G  to  9  inches  in  the  northern  division. 

E.S. 


ad 


Th 


TEMPEKATTIRE 

'  average  monthly  temperature  for  the  Section,  based  on 
ords.  was  27.1*^.  wliic!,  is  0.5°  above  the  mean  for  tlie 

'.ear.-^.  The  average  temperature  for  the  northern  division 

■)^;  for  the  southern  division,  31.0".  The  higiie.st  month- 
M  was  36.2"  at  Nantucket,  JIass. ;   the  lowest  was  15. 6*^ 

Connecticut  Lake.  N.  H.  The  highest  record; d  was 
i  itchburg,  Mass.  on  the  1st;  the  lowest  was  -21°  at  Enos- 
alls,  Vt.  on  the  27th.  The  greatest  monthly  range  wa.*^  70  ' 
^burg  Falls,  Vt. ;  the  least  was  44°  at  New  Bedford,  Mass. 

vincetown,  ]^L')ss.     The  greatest  daily  range  was  Ao°  at 

.,  Me.  on  the  15th. 


Tl. 


PRECIPITATION 

ivernge  monthly  precipitation  for  th.e  Section,  based  on 

•  >rd.s,    was  3.06  inches,   wliich   is  0.28  inch   below  the 

r  the  past  52  years.     The  average  precipitation  for  the 

;  II  division  was  8.16  inches;   for  the  sout!)ern  division, 

.y?  inches.    The  greatc.-t  inonthly  amount  reported  was  5.85 

nches  at  Machias,  Me. ;  the  least  was  1 .44  inches  at  Woodstock, 

ii.     The  greatest  amount  in  24  hours  was  2.15  inches  at  Vance- 

loro,  Me.  on  the  od.     The  average  number  of  days  with  .01 

nch  or   more    of  precipitation  was  11,  which  is   1    above  the 

aean  for  the  past  52  years. 

The  average  snowfall  for  the  northern  division,  based  on  82 
ecords,  was  10.6 inches;  for  the  southern  division,  based  on  84 
ecord.-^,  6.9  inches;  for  the  Section,  based  on  166  records,  8.7 
nches,  which  is  2.4  inches  below  the  mean  for  the  past  52  years. 


The  cloudiness  was  considerably  above  the  mean .  The  average 
for  the  Section,  based  on  129  records,  was  8  clear,  "7  partly 
cloudy,  and  16  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.ni.*"and 
7:30  p.m.  observations  at  12 stations,  was  74  percent,  which  is 
3  percent  below  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

.4i/rows.— 4th,  6-9th,  1-1-1 -^th,  27-29th. 

nalos.  Ulnar.— oih,   21-22d,  24-25th,  27th,  29th. 

Hnlos,  snlar.—bih,  13th,  27th. 

Had.  —  (dales  and  general  location) — 3d,  moderate,  Berlin, 
N.  H. 

Thunderstorms. — 3d,  General  over  central  and  northern  New 
Hampshire  and  scattered  over  southern  Vermont. 

Fog,  ttoise.— l-3d,  11th,  13-1 4th,  17-21st.  ^^"Z 

Sleet. — (dates  and  general  location)  10th,  ^^'olfboro  Falls, 
N.H.;  11th,  scattered,  New  Hampshire,  eastern  Mass.  and 
southern  Rhode  Lsland.;  12th,  Plymouth,  Maf^s. ;  18th,  St. 
Albans,  Vt.  and  CoUinsville,  Conn.;  14th,  St.  Albans,  Vt.; 
17th,  scattered  over  northern  division  and  northwestern  Mass.; 
20th,  general  over  Maine  and  New  Hampshire  and  scattered  over 
southern  Vermont. 

COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  end 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1888... 
1889... 
1«<J0  .. 
1891.. 
1892... 
1893... 
1894  .. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

Thp  prevailing  direction  of  the  wind,  based  on  119  records, 
?a3  northwest.  The  average  velocity,  based  on  the  records  at 
5  stations,  was  10.9  miles  per  hour,  which  is  0.5  mile  per  hour 
lelow  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  86 
■ercent  of  the  possible  amount,  which  is  7  percent  below  the  mean. 


Temperature 


-24  2.5.  S 

-34  23.0 

-28  32.7 
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Precipitation 


3.40 
3.94 
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4.09 
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Climatological  Data  for  December,    1939 


Temperature,  in  degrees  Fahrenheit 


ipitation,  in  inches 


is 


Maine 

BaiisorS  

Bar  Harbor  (near) 
Brassna  liamU  — 

Caribou.. 

liastporl •  •  • 

Kasl  VViutlirop 

Kllswortli  

Eustis  

Farminston 

Ft.Kuirtield(near) 

Fort  Kent 

Gardiiu'V 

Greeiiville 

HirainU 

Houilon 

Jacknian 

Lewiston 

Machias 

MadisouS 

Middledaui 

MilliuockelS 

Milo 

Mooseliead 

North  Bridgton.... 

Oldtown 

Oroiio. 

Portland 

Presque  Isle 

RipnKi'UUsli<ur.J1S- 

Rocklmid 

Runilonl 

The  i'orks 

Upper  Dam 

Vanceboro 

VVinslowttiJ 

WdodlaiidS 

For  State     •••• 
Aew  Ifainpshiie 

Burlin    

Bethlehem  ,.....■• 

Caiipon  Mt 

Concord    

Dixville  Notch  — 

Uiirluun    

ErrolS    •.•••■ 

First  Conn.  Lakett 

Fil/.n-iiliaiii*. 

Fraukli,!  

01.M.<:lilV    

H:inu>t.iii-... 

Hai.o\.'VS     

Hid'hoio  

Kee;ietnearl  §   — 

Lakeport 

Lincoln 

ManclK>.4or 

Milan 

Nashua  §  ■•  ...  — 
New  DiirluiniU  •■• 
Newport  ..••■■■■•. 
North  Stratford  . . . 
Pinkliiiiii  .Notch  Jt-- 

Ply  mouth 

WestStiMvarlstown 
Wolfboro  Falls-.  •■ 

York  Pond    

For  Slate     •■•• 


Penobscot •  ■  •  • 
Hancock  ...... 

Somerset 

.Aroostook 

Washington  •  • 
Kennebec  •••■ 

Hancock 

Franklin 

Franklin 

.Aroostook  — 

Aroo.<took 

Kennebec 


.\ndroscoggin  . 
Washington  ... 

Somerset  ■  •. — 


Cumberhui 
Penobscot  • 
Penobscot  ■ 
CumberUu. 
Aroo.stook  . 
I'iscataaiiis 


O.Niord 

.Somerset 

O.xford 

Washington  . 
Kennebec--.. 
Washington  • 


Strall'ord 

Coos 

do 


KocKingliara-. 

•  in.fton  

llill.fborough 


Belknap  .. 
Grafton  .. 
Ilillslioro- 


Mt.  Washington  J 


Bellows  Falls 

Benninptlon 

BloomfieldtJ 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

Cornwalltt 

Crattsbury  Com.. 

EastBaruet 

East  Ryetjate 

Enoshnrg  Falls- -- 

Gilmaii    

MaysMilltt 

Newfane 

Newport   

Nortlilield 

Readsboro 

Rochester 

Rutland 

St.  Albans  • 

St.  Johnsbury 

Searsburs  Mt 

SearsburcSta-tt-- 

.^oniersettJ 

VernonU§ 


idhani 


Bennington 

Fssex 

Windham  -. 
Chittenden.. 
Windsor.. -- 
Onintle 


L>r!e:u)s. 


Caledonia  -•  - 

Franklin 

Kssex 

Windham  — 

Windham 

Orleans 

Washington.. 
Bennington. 
Windsor  .  •- 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham. -- 


•50-5 

570 

1.484 


5.50 
500 

1.200 
171 

1,190 


+  1.10 
-0.  99 
+0.6.') 
+2.  45 
+  0.32 
-0.00 
+1.16 
+  1.69 


+  0.50 

+0  .54 

-0.39 

+  1.10 
+  2.  .57 
+0.57 


-  0.  02 
-0.16 
+0.55 
-0. 02 


'-0.'95 
-0.63 

-0.14 
-0,84 

-0.07 

Civil  Aeronautics  Auth. 

H.  L.  Hadley 

Walter  Thurston 

U.  S.  Weather  Bureau 

U.  S.  Weather  Bureau 

Augusta  Water  District. 

Bangor  Hydro  Klectric  Co 

Mrs.  Hannah  I.  Hatch 

State  iSormal  School 

C  W.  Norsworthy 

W.  B.  Clark 

Samuel  U.  Soule 

U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 

William  H.  Cumming 

p.  M.  Tripp 

Union  Water  Power  Co 

Bangor  Hydro  Electric 

Great  Northern  Paper  Co. 

t'''"'  ■'  ''■' 1   ;  '.'.'.er  Co. 

(;i;   ^     ■  ■.  I  I'.iperCo. 


li..--    u,     ^  .   ;   Miieau 
Iile.  iiXin-iluleui,  StatiOU 

Great  is'orlliern  Paper  COj 
George  J.  Cumunng 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  &.  Wliitnei 
St-  Croix  Paper  (;o. 


Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  H.  Gleasou 
N.  H-  Agr.  College 
Union  Water  Power  (Jo. 
Conn   Valley  Lumber  Cc 
Waiter  E.  Bollc-j 
F.J.Soutlunuyd 
Stale  Sanatorium 
Frank  K.  Leavilt 
Dartmouth  (Jollofie 
N.  11   llesearcli  Forest. 
Robert  P.  1 1  ay  ward 
Fred  Wiggin  ,, 

ICdwnrd  A.  Carr  ' 

Public  Service  Co. 
Andro.'^coggin  Res.  Co.   ' 
Penniehnck  Water  WorK 
K.  iC.  Tobey  ( 

II.  P.  Shei>ard 
F.  A .  smith 

J.  B.  Dodge  i 

Mrs.  Hattie  G.  Trow      L 
Claude  Baker  '', 

Kenneth  Berry  v 

U.S.  Bureau  of  Fisherie* 


U.  S.  Weather  Bureau 


B.F.  Ilydro-KlectricCOi' 
State  Fish  Hatchery 
14>  orye  L.  Cooper 
Raymond  h.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S   Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mi-^s  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  1?.  DevlnsMi 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ti1 
Mrs.  John  J.  Gerety 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau 
N.E.  Power  Co.  I 

E.  E.  Ordway  ; 

George  II.  Ross 
B  W.  Fisher 
Fairbanks  Museum        ; 
George  BriggstU  • 

N.E.  Power  Co. 
L.  L.  Lenn.'ird 
Conn.,  River  Power  Co. 
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,,.irltor<l 

lUver  Jc... 
iisimm 


hlllllgtOll— 

Kor  SUte 


Miufnch  iisetlf 


Adaius 

AiuliorslS.-.. 
Asl.lai.dU  ,•■ 
Beecliwooil  < 
liluellilUU. 

Boston 

Uoylsloii 

H  rock  toil  5    .. 


Caledonia. 
Wiiitlsor.- 
VViiidsor.. 
Windham 
Windsor-. 
VVindl)am 
Windsor.. 


-       ..i§ 

K;>;  SViirohara 
Kgreiiiontn*. .. 

Kftll  liiver 

KalmoulliJI*... 

Kitclibnr«§ 

FraininKliani  §  ■ 

Kr.tiikliii* 

Uardner*  

GloiicestPrS     •  •  ■ 

Green  lield 

Urcton* 

Uardwi.k* 

UaverhillS 

Heatli* 

Ilolyoko    

lloo^nc  'riiiinel  . 
Ilubiiiirdstoii*.. 
llyniMiis 


Jellerson 

Lake  ConliittiatottS 
La<Treiice§.  ••• 

LoweilS 

Mansli^ld* 

Middleboro»... 

.Middleton  

Milford" 

Millbury 

Montague  City 

Nantuckut  

New  Bedford.. 
NorllibridKe*.. 
I'eini'ioke*  — 

Peru' 

Petersham.-.. 

Pittslield. 

Plaintield* 

Plymonth 

Princeton 

Provinretown  . 

Rock port 

Shelhiirne  Fal1.< 
3outlil)iiilKe*-- 

Spot  I'o.id  

8priiigH.'ld 

Sterling 

Stock  liridRe  -   -- 

Swftinpsi'ott 

Tauntoii§ 

TnrnMrs  Kalis- -- 
Ware  • 


Berkshira  -.. 
Hampshire  .■ 
Aliddiusex  ... 

Norfolk 

do  

Snllolk 

Worcester  . . . 
I'ly mouth  .. . 
Hampden  .. . 
Hanipsliiru .  - 

SuJIolk 

Worcester  • .  ■ 
Middlesex  .-- 
Plymouth  ... 
Berkshire.... 

Bristol 

Burnstablo... 
Worcester  • . . 
Middlesex  -. . 

Norfolk  

Worcester  . . . 

Kssex 

Franklin 

Middlesex... 
Worcester  . . . 
Kssex 


Franklin 

fliinipdeii  ..  ■ 
Berksliire  .. . 
Worcester  ■  •  ■ 
Biirn.stahle- 


Middlesex  - 

Bristol 

I'lymouth  • 

ICssex 

Worcester 
Worcester  . 
Pianklin  -- 
Nantucket- 

Bristol 

Worcester  - 
I'lymotilii  . 
K.Tkshira  . 
VVorci'sler 
Berksliire  - 
nanipshire. 
Plymouth  . 
Worcester  . 
Barnstable  - 


West  Itiitland  ■ 
Wllllainstown§.. 
Winchendon* . . . 
Worcnster' a  )§.... 
For  State  . .  - 

Khnile  Tiinnd 


Block  Island- 

KliiRston  

Portsmouth  -- 

Providence  •-- 

For  SUte- 


Baltic 

Barkliamstead  , 
BrldffeportS-.. 
Bnrlington 


Franklin  .- 
Worcester  - . 
Middlesex  -- 
Hampden  .- 
Worcester  .- 
Berkshire.-. 

Essex   

Bristol 

Franklin  -- 
Hampshire. 
Worcester .  - 
Hampden  -- 
Mi.Mlcsex  ■  - 
Rerltshire  -  - 
Worcester  •- 
Herksliire  - 
Worcester  -  ■ 
Worcester  . . 


Newport 

Washington 
Newport-  - 
Providence 


I'emperature.  in  degrees  Fulirenheit 


New  Iiondon 
Litchfield  .-., 

Fairfield 

Hartford 


15 


165 
325 
950 
50 
1.650 


920 
1.037 
1 .  fiSO 


+  2.4 
+  1.2 
+  2.1 


+  1.6 
+  0-7 
+  0.5 


+  0.7 

+  'l.'6 
+  06 


■§,i:e 


Precipitation,  in  inches 

a  "" 

o  — 

11 


-0. 85 

-i-d'oi 

—1-91 
-0.  32 
-0-29 
-0.08 


-1  40 
—0.44 
-2. 07 
— 0. 21 
-1.81 
-0.53 
—0.03 
+1.11 
-0.32 
-0.04 


-0.14 
-0.32 
-0.78 
-0.13 


Oilman  W.  Ford  I 
fivii  K.  DonbicMlay 
N.  E.  Power  Va. 
K.  T.  .Sutt.ni  (II 
Olcott  Fall;;  Co. 
Walter  A<hiin.s  III 
Benton  S.  Pinney 


N.  E.  Power  Co. 

Mass.  ARr.  Kxp.  Sta. 

Met.  Water  Works 

State  l)ei)t,   Public  Health 

Blue  Ilili  Oh.serviitorv 

U.  .S.  Weather  Biu-ean 

Mr.s.  Loriij-  IJ.  Jteed 

City  EiiKiiieer 

State  ])e|)t.  Public  Health 

state  Dept.  Public  Health 

Met.  W  ater  Works 

Met.  Water  Workij 

Fred  A.  Tower 

Joseph  I,.  Kelley 

State  J)ept.  Public  Health 

Richard  v..  BriKlmin 

State  Dept.  Public  Health 

Herbert  U.  Alien 

Met.  Water  Works 

State  J)cpt.  Public  Health 

State  Dept   ]>ublic  Health 

Ralph  M.  Barker 

Bureau  of  Entomoloev 

State  Dept   Public  Health 

.State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Healtli 

A.  W.  I.add 

N.  E.  Power  Co. 

State  Dept    Public  Health 

Sl.-ite  ieachei's  Colleire 

State  Dept   Public  Health 

E.  P.  AlKcliell 

Mtit.  Uater  Work.s 

Essex  Conipaiiy 

Props.  Locks. \;Ca,uils 

St.ite  Dept.  Public  Health 

.s  ate  llept.  Public  Health 

William  1{.  iloeUel 

.S ta te  l>*ipt.  Pii blic  Heal th 

Chailotte  A    Br'aun 
U.S.  Weather  Bureau 
City  EiiKiiieer 
State  Dept.  Public  IFealth 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Work.s 
Cpuir.  of  Public  V\'orks- 
StateDept.  Public  Health 
Plymouth  Cordage  Co 
Met.  Water  WorYs 
Irving  H.  McNayr 
U.  S.  CO.  Station 
N  E.  Power  Co- 
st ate  Dept.  Public  Health 
Met.  Waterworks 
V.  8.  Armory 
Met.  Water  Works 
N.sbit  H.  Bungs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P.  A  K   Co 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
W^eston  Colle«e 
State  Dept.  Public  Health 
Met  Water  Works 
Williams  College 
state  Dept   I'ubllc  Health 
ClifTord  L.  Davi.s 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp-  Station 
U-  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  ITydraulio 
Water  Bureau,  Hartford 
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Olimatolo^ical 

Data  for  December,  1939 

Temperature 

.  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  da  J  8 

fV 

g 

t» 

a 

^ 

J, 

■sa 

1° 

stations 

Counties 

i 

is 

ji 

5 

k 

1-3 

3  0 

.9„ 

ll 

■0 

13.2 
3i 

Observore 

1 

P 

1 

2 

s 

3 

1 

¥ 

1 

S.a 

1 

1 

1 

5 

|l 

ConnecUcat  Cont'd 

Colchester 

New  London  — 

420 

53 

31.6 

+  1.2 

.57 

It 

3 

37 

36 

48 

4.91 

+0.55 

I..59 

6.0 

8 

12 

g 

13 

Stedman  Storrs 

Hartford    

Litchfield  

300 
1,300 

0 
44 

11 
44 

2!  66 

■-6.94' 

1.10 
0,  52 

5.5 
11.7 

6 
14 

U 

6 

5 
3 

15 

■n 

Edwin  R.  Wilder 
C.L.Qold 

Cream  Ililllt 

27.8 

+  1.4 

53 



_  I 

27 

26 

Hartford 

Litchfield  

1.220 

58S 

0 
23 

23 
49 

2.65 
1.84 

—  l.U 
-1   47 

1.02 
0.,58 

l'5 

10 

.„ 

D  T'oaines        " 
Conn.  Power  Co. 

Falls  Vil!age§ 

27.6 

-  0.3 

53 

_  2 

28 

40 

8 

6 

17 

nw 

Hartford 

New  London.... 
New  Haven  .... 

63 

178 
200 

35 

32  3 

+  2.5 

65 

27 

29 

80 

3  79 

0  18 

11  6 

6 

7 

18 

aw. 

U   S    Weather  Bureau 

Lake  KonomoctJ-- 
Mt.  Carmel  

0 

55 
4 

3. 1)0 
4.13 

—0.48 

1.20 
1.19 

■■7.'3' 

7 

New  London  Water  Worki 
B.  W.  McFarland 

3L2 

56 

27 

33 

8 

14 

9 

nw 

23 
20 

160 

34  2 

+  17 

57 

27 

94 

96 

3  71 

—0  30 

1  41 

4  6 

9 
7 

8 

7 

10 
10 

13 
14 

nw. 

U  S    Weather  Bureau 

New  London  

69 

34.3 

+  L6 

56 

27 

26 

69 

+0. 13 

1.26 

3.1 

Harry  G.  Tietjen 
L.M.Comstock 

Norwalk  

Fairfield 

116 

47 

32.2 

+  2.3 

58 

28 

3) 

38 

2.68 

—1.  21 

0.75 

5.0 

g 

11 

10 

in 

Windhiiin 

458 

30.1 

67 

27 

40 

4 

3.76 

1.18 

4.0 

8 

Civil  Aeronautics  Auth. 

Tolland 

New  Haven  ..  . 

640 
340 

42 

52 

30.4 
32.4 

+  2!! 

56 
57 

27 
27 

30 
37 

47 
53 

3.97 
2.  .54 

+  0.33 
-1.24 

1.28 
0.75 

6.9 
6.0 

8 
7 

7 
14 

2 
10 

22 

7 

nw. 

Agr    Exp.  Station 
William  .1.  Pape 

Waterbnry  

West  Hartlaud 

31.2 

+  1.1 

60 

-  5 

27 

40 

3.11 

-0.66 

1.65 

6.3 

9 

8 

9 

1 

14 

nw. 

ll 

Explanationof  Reference  Marks  Used  on  Pages  68.  69,  and  70. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  70  or  more  years  of  record.  Departures  of  pre^ 
cipitation  with  is  vears  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  ler  ters,  »,l),c,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  l)  represents  two  days,  etc.       t  Al8( 

on  other  dates.    §  Tliermometers  not  supplied  by  Weather  Bureau,    ttf  Observer  for  New  England  I'ower  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

tJ  Post-otKoo  addresses  of  these  stations  are  as  follows:  .Waiue— Aziscobos  Dam,  Wilson  Mills;  Brassua  Dam.  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam 
Millinocket;  Winslow,  Waterville;  -New  Hamjjshire- First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorliani ;  York  I'ond,  Berlin;- Vermont— Bloom 
field,  North  Stratford,  N.  H.;  Cornwall,  Miildlebiuy ;  Mays  Mills,  Colrain,  Mass.:  Searsburg  Sta.,  Wilmington:  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass. 
—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Egremont,  South  Kgremont;  Falraour.h,  ilatcbvillo;  Lake  Cocliituate,  Framingham;  — Connecticut- Crean 
Hill,   West  Cornwall;  Lake  If onomoc.  New  London. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Page  7 1 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  < 
observations.         ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.         **  Precipitation  measured  in  the  morning;  amoni 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Explanation  of  Reference  Marks  Used  on  Page  72. 

II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PIlFSStlRIC.  WIND.  HUMIDITV,  AND  SCNSHINK 


Amherst 

Block  Island 

Blue  Hill 

Boston  

Burliugton  . . 

Concord  

Eastport 

Greenville... 

Hanover 

Hartford  . . . . 
Nantucket  • 
New  Haven.. 
North  Meld  ... 

Portland 

Providenre . . 


Atmospheric  Pr 
(reduced  to  sea  level) 


29.83 
29. 82 
29.  81 
2'.- 

29.  82 
29.  80 
29.  74 


30.45 
30.41 
30.41 
30.38 
30.47 
30.43 
30.32 


29.81  30.46 
29.83  30.45 
29.801  30.38 
29.85    .30.45 

29.82  30.45 
29.78  30.38 
29.82',  30.43 


29. 27 
29.  28 
29.19 
29.  17 
29.15 
29.  U 
28.98 

29.'  i'l 

29. 23 

29. 24 
29.: 
29.15 
29.11 
29.  25 


Helalive 
Humidity 


December,  1939 
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Daily 

Precipitation  lor   Becember. 

1939 

Drainage  basin 

Day  of  month 

1 

1 

2\    Sj     i\     5 

6  1     7 

8 

9 

10 

11 

12 

13 

14  1  IS 

16  |. 7 

.8 

19  1  20  1  21 

22  1  23 

24 

26 

26 

27 

28 

29 

30  1  31 

Maine 

! 

Coast ! 

II 

L\l.. 

I.SSI  .041.... 

■r. 
f. 

•t. 

.02 
.02 

.10 
.03 
.05 
.02 
.03 
.02 

f. 

.02 
.04 

.46 
.25 
.25 
.27 

.03 

''^' 
.01 
.03 

.13 

'.'63 
18 

.4... 

.02 

.11 

.02 

... 

.01 

.42 
l.SS 

.15 

01'  T. 

! 

3.71 
5  05 

■  n 

....do 

Kennebec 

...do 

St.  John 

.Vb 

O' 

.2Si  .73|  .Oil.... 
.So'l.iw!  .02|.... 
.0»1.1S1.3»I.... 

.01 

•t'.' 

■r. 

2.13 
4.35 
3.64 
5.17 
3.53 
8.51 
1.63 
4.23 
3.58 
4.73 
3.99 
3.47 
4.76 
4.16 
3.33 
8  SO 

.17 

.38 

.07 

.85 
.02 

.07 
1.04 
.97 
1.02 
.11 
.18 
.06 
1.79 

.Is 
.77 
.20 
.04 
.9* 

2. 00   .  13' 

'."62 
T. 

'.'is 
.02 

.07 
.04 
.22 
.23 
.04 
T. 

'.'08 

.17 
.22 
.44 

.21 
.01 
.22 

■.'62 
.04 
T. 
.04 

■.'63 
.06 

.03 
T. 

'.'oi 

.03 

;;;: 

1.80 
.02 
.78 
.25 
.11 

•r 
■r. 

.57 

.61 
1.02 

'.■52 
.47 

6i 

't.' 

T. 
T. 

.42 
.24 
.27 

■.■46 
83 

.16 
.08 
T 

'.'63 
ni- 

.ist!j.ihii."!!. !!!!!! 

.62    .01 

T. 

'.'.'.: 

T. 

't." 

.01 
T. 

.38!..-. 

.02 
T. 
.02 

.02 
T. 

■f.- 

.06 

81  1 1'; 

.83 
.05 

■.'25 
.26 
.42 
.22 
.18 
.26 
.13 

■■/^ 
.31 

.23 
.23 
.34 
.23 
.22 
.18 

!ic 
.12 

.31 
.25 
.22 

.22 
.18 
.13 
.15 

.15 
.19 
.20 
.07 
.12 
.15 
.24 
.22 

;o2 

.19 
.28 
.13 
.07 

.46 

T.' 
.08 

!l4 
.51 
.06 

'i'.' 
.11 

'.'08 
.05 

'.'62 
f.' 

.is 

T. 

T. 

.01 

Kennebec 

T. 
T. 

1.48 
1.72 
1.85 
.33 
.18 
.91 
.10 
.02 
1.28 

l.Ol 

.50 

...... 

.2^1.... 
.261. 

.;ot 

uigtoiV."!! 

],\e".'.'.V.'. 
„Uam... 

feuobsKot  

....do 

.     . 

T. 

T.' 

T. 
T. 

'f. 

■f 
.13 

.04 

■.'62 

T. 

.04 

29'      !'•' 

.10... 

f.' 
■."65 

'.'is 
.12 

'.'29 

.31 

'.'iu 
'.'os 

.17 

■!23 
.23 

T. 

.05 

;i8 
.01 
.20 

.30 
.23 
02 

.21 
.26 
.25 
.01 
.17 

T. 

T. 
T. 

T. 

.26 
.34 
.3^ 
.71 

.10 
.06 
.03 
.05 
.50 
.11 
.02 
.11 
.05 
.12 

.07 
.02 

'.'o'i 

T. 

.03 

•f.' 

.10 

.03 
.02 
.01 

■v. 

.02 
.10 

T." 
.01 
.02 
.04 
.01 
.01 
.05 

.0. 

'!6i 
.01 
.01 

■1', 

'.'05 

.03 
.10 

'.'oi 

Penobscot   

Coast 

2.00    .14'.... 
.33!..    .1.... 

Penobscot  

AndroscoKgin   .... 

1.45 
.55 

1.28 
.07 

1.67 

.32 
.15 
.06 
.28 
.78 
.82 
.81 
1.65 

.95 

.05 
'.'06 

.12 

.18 
.08 
.12 

T 

.02 

T. 

.07 

'.'20 
.04 

.'23 

T. 
.20 

;;;; 

.11 
.02 

.23 
.20 
.08 
.05 
.20 
.18 

'.'25 

.13 
T. 
•,;,■  • 

T. 

'.'os 

T. 

■■i'.' 

.13 

.02 

93 

.!■. 

T. 

■f.- 

.OTi.... 

....|1.15 



...do 

1.65 
.95 

.01 
.72 
.19 
1'. 
.92 
.37 
.41 
.05 
.90 
.06 
.OJ 

3.91 

.02 
.34 

T. 

.02 

.05 

.03 

■r. 

.03 

T. 

.02 
.03 
T. 
.04 

.08 
.04 

'.'io 

.06 
.04 
.12 

.03 
.01 
.05 
.05 
.07 
T. 

■.'02 
T. 
.12 

.07 
.05 
.01 
.05 
.07 

.11 

T. 

T 

.10 

.06 

.08 

.05 

'.is 
.10 

'.'67 

1.21 

T. 

.84 
.34 

'.■47 
.61 
.66 

'.'68 

..51 
.28 
.12 

■;28 

.90 

'.'84 

.08 

.07 
.01 

u„pshire 

Androscogglu 

.01 

'.'oe 

.02 

r. 

'.'oe 

.14 
.15 
.25 
.08 
.08 
05 
.17 
.10 
.05 
.25 
.10 
.15 

.11 
.15 
.01 
.08 
.05 
.05 
.Of 

.or 

.05 
.14 
.02 
.07 
.12 
.03 
.03 

.27 

.45 

.47 

'I' 

.31 

.43 

.50 

2.25 

'.'22 

■'67 

','62 

2.13 
2.84 

ui.Lake.. 

Coiniecticut 

.52 

.07 

.01 

T. 

.24 

.15 

.10 
T 
.05 
■1. 

■.■39 

Connecticut   

.48 

.04 

T. 

■r. 
f.' 
f.' 

T. 

.01 

.02 

.02 

T. 

2  46 

„ar)  

...do 

2  94 

.03 

.10 

f.' 
T. 

.03 
T. 
T. 
.02 
T. 

.'48 
.02 
.05 
.01 
■[•. 
.04 
.18 
.05 
.04 

T. 
T 
T. 

.01 
T. 

.02 

.05 

f.' 
T. 
T. 

■'i''.' 

.02 
.01 

t'  ■ 
T. 
.01 
.03 

.06 

.01 

.03 
T. 

'.'io 
'J'. 

.05 

t'.' 
T. 

't'.' 

T. 

.04 

'.'i2 
.on 

.08 

.20 

.33 

.02 

.07 

.03 

.19 

T 

.04 

.05 

■|-. 

T. 

.Ob 
'.'63 

''i'.' 

.01 

't.' 
■f.' 

.16 

.01 
'i'. 

2.69 

im*'.... 

....do 

1.14 
.80 
1.06 

.75 
1.14 
.18 
.48 
.91 
1.00 
.76 
.62 

1 

!51 
.34 
.06 
1.17 
.15 
.92 

■.'46 
.05 

.31 
.03 

■.'62 
T. 
.12 

!58 

.a5 

.03 
.46 

.34 

•r. 

T. 
T. 

.05 

r. 
r. 

.08 
.04 

T. 

.02 

f.' 
T. 

.'is 
.01 

.08 

T. 

.20 
.01 
.Oi 
T. 

T. 
.01 
.01 
.08 
.12 
.01 
.20 
.05 

T. 

'r.' 

.OS 

t'. 

.07 
'.'66 

2.50 
2.  ,50 

2.88 
3.13 
1.75 
1.75 

Merrimac 

Connecticut 

...do 

Champlain 

Connecticut 

....do 

Champlain 

.56 

.20 
.Ob 
.13 
.26 
.20 
.12 

'V.' 
.18 

T. 

.14 
.03 
.05 
.20 

1.46 

:69 

.82 

;o2 

141 

}| 
1.20 

\'erinoiit 

Bloom  ;i.-K1 

;ro  •• 

tV 

■v.' 

'f.' 

.12 
T. 
.07 
.33 

.:» 

.39 

.81 
.23 
.30 
.16 
.02 

.'42 

1. 23 
1.08 
.96 
.68 
.79 
.90 

.83 
.97 
.96 

.23 
.09 
.30 
T. 
.15 
.04 
.14 
.36 
.40 
.73 

T. 
T. 
T 

.o;i 
■■i'. 

.92 

.05 
't. 

■f. 

... 
.25 

3.29 
3.55 
2.22 
2.35 
2.14 
2.28 
2.25 
2  99 
2.21 

,'  H-alls.... 

. .  .do 

St.  Lawrence 

Champlain 

.y^Ao'. '.'.'.'.'.'.'.'.'.'.'.'. 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

T. 

:::: 

.03 

tV 

'.'^i 

.38 
.07 
.12 
.02 
.04 
.04 
.22 
.10 
.02 

T. 
T. 

r 

f 
.01 

... 

T.' 
.04 

.02 
'1'. 

.18 

!io 

.01 

"r " 

.... 

f.' 

23 

'.24 

.3U 

.03 

'.'is 

:.i'"-::::: 

.04.  T. 

lis  (near). 
-;          :  i'viry 

V.-:  :u'kl*v::::: 

Woo.l,-t(K'k 

.... 
i'.' 

T. 

.12 

:°] 

tV 

.01 

.'15 

.... 

':.'.'. 

T. 
T. 

T. 

T. 

.07 
.10 

.ig 

.05 
.04 

".k 

".(32 

T. 
T. 

f. 

3  19 

...do 

Connecticut 

Merrimac 

■.13 

M"::::: 

.10 

2  72 

3  16 

...do 

Coast 

T. 

.18 

.13 

'."25 
.03 

r. 

.10 

!io 

.27 

.19 
.07 
.08 

'if 
.01 
.18 

.i7 

ham«:: 

T. 

.... 

.07 

2  67 

Housatonic 

.11 

.15 

".03 

't.' 

.19 

,.,. 

.52 

.  •• 

....do 

Merrimac 

".03 

.61 

.17 

T. 

'■f 

T. 

!22 

.02 
.08 
.42 
.07 

2  11 

.19 
.04 

... 

.70 
.03 
1  11 

3  11 

...do 

Charles 

T. 

T. 

1'. 

.94 

■ 

■r 

.33 
.26 

2  76 

•t 

Connecticut 

Merrimac 

.0-1 

T 

.37 

.12 

1.16 

-ton** 

Connecticut 

.03 

1.24 

J^ 
1.17 
.12 
.39 
.39 
.11 
.12 
.26 
1.72 

1.19 

.03 
.13 

.03 

T.' 

.38 

.'37 
.38 

.11 
'''20 

:JI 

T 

.01 
.04 
T 
.34 
.32 
.53 
.01 
.13 
.01 
.12 
13 
.64 

.20 
35 

T. 

'.'62 

T  ' 
.02 
T. 

'.'6i 
't. 

.15 

'::; 
f.' 

r. 

T. 
.05 
.02 

'T.' 

.12 

T. 

.86 

T. 
.41 

.01 

.15 

.02 
.70 
.10 
.33 
.99 
.35 

1 

.16 

.04 
.06 
.81 

T. 

.05 
.01 

■v. 

T. 
.03 
.01 
.03 
T. 
.05 
T. 

■r 
.01 

.14 
.08 
.03 
.01 

3  16 

.40 

do 

fl4 

'.'06 

"^' 
T. 
.16 

't.' 

T. 
T.' 

T. 

T. 

.06 
.12 
.03 

'.M 

r. 

T. 

.06 

".a 

".05 
.15 

.08 

■.01 
T. 

.03 

T. 

•t. 

.01 

.95 

:1 

.61 
.46 
.61 
1.59 
T. 

l".09 

'.'52 

.97 
.87 

1:^1 
1.21 

i.'65 

'A 

.31 

3  35 

T. 
T.' 

'.'67 
.21 
.34 
.55 
.27 
.55 
.05 
1.24 
1.11 

T.' 

Coast 

^    do 

Housatonic 

•r. 
f. 

T. 

T. 
'.'62 

.02 

T. 
'.'i5 

ird  .... 

.... 

'.'is 

1.72 
2.07 

iivn 

....do 

!oi 
.99 

.01 

T. 

.07 
.08 
.02 
'!■ 

T. 

.04 

■r. 
.'20 

.16 
.67 
.01 
'1-. 
17 

T 

1  83 

. 

'.'71 

'.'is 

T. 

'.'6i 

T." 
T. 

T. 

■f.' 
r. 

'.'67 

T. 
T. 

T. 

■t" 

!49 

.; 
.22 

•:o8 

.39 

.04 

.24 
■  '.26 

ise".'.::' 

.05 

'.'is 

T. 

'tv 

T. 

T 

T. 
T. 

.03 
T. 

.... 

:::' 

4.73 

■^T 

•I'. 

;ills  ..   . 

Connecticut 

...do 

.19 
.12 
.24 

.14 
.07 

.07 
.02 
.04 

.25 

■.'20 

'.'29 
.20 

'A4 

.03 

■.'io 

.01 
.20 
.12 

.15 

'.'ig 

■1 

3.20 

.0.5 
'1'. 

:::: 

.08 

.12 
'.'15 

T. 

-Lown    .... 

\Vii,<-',:„«ion  •*.... 

Hudson 

Connecticut 

.04 

.13 
1.43 
.96 

.56 
.90 
1.20 

1.06 

:i 

.52 

.13 
!21 

.35 
1.07 
.51 
1.02 
.05 
M 
.90 
.96 
.57 
.68 
.38 

.01 

2.14 

.02 

T. 

'1'. 
T. 

.07 
.02 

T. 
't'.' 

.02 

'r.' 

T. 

'I 

.34.... 
.25   T. 

RI>o'(e  Idand 
Block  Island*"... 
Kintt.stoii 

Coast 

....do 

....do 

T. 

1.60 
2.71 

ProviiloiicB*" 

'.'16 
.12 
.05 

.04 

T. 

T. 
T. 

.01 

3.12 

'  -  nifclicul 

'.•2a 

.26 
.20 
.26 
.26 
.40 
.26 
.18 
.25 

T. 
■'62 
T. 

•r 

T. 

.... 

3.28 

...do 

Housatonic 

.29 
18 

..n 

T. 
T. 

T. 

T. 

m 

't'.' 

.01 

.02 

•;and". .. 

.06 
1.31 
1.33 

.75 

1.01 
.8.5 
.53 

.'35 
.34 

■.'24 
T. 

■31 
.40 
.13 
.22 

2.65 

...do 

Coast 

.01 
.01 

3.79 

,.„••• 

3.71 

'on 

....do 

T. 

3.89 

" 

■t. 

i:d^09 

1 

T. 

.... 

.07 
T. 

2. 58 

PlltllMMl 

Quinebaue 

I- 

T. 

T. 

3.76 

Storr:)  . 

Willimantic 

3.97 

Waterbiiry 

Coast 

T. 

T. 

. 

.14 

.15.... 

2.  54 

I  pacie  70  Tor  esplaoation  of  refer 
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Daily  Temperatures  for  Eecember,  1939 


I)-jy  of  Month 


I     7  I     8  I     9  j  10  I  n  I  12 


13  I   14  j  15 


22  I  23     24      25      26     27 


Bar  Harbor  (near). 

Eastport  

Fort  Kent 


Lowistoii 

Millinocket 


Portland 
Rumford 


\  M; 
\  Minimum.- 
J  Maximum  . 
i  Minimum.. 
j  Maximum . 
\  Miuimnni.. 
S  Maxiiiium  . 
(  Jliiiimiim-- 
I  Maxiuium  . 
(  Minimum  •• 
\  Maxiniuiij  • 
!  Minimum. . 
j  Maxinuim . 
i  Minimum.  ■ 
\  Maximinn . 
'  Minimum.. 
j  Maximum  . 
(  Minimum., 
j  Maximum  . 
'  Minimum  ■ . 
Maximum  . 


JMaxi 
Ulinii 


Ntw  If<tiiip!<Iilre. 

)  Maximum. 

Bei-li"  II (Minimum.. 

,  S  Maximum  . 

Concord )  Minimum.. 

Diii'liam i  M'i'niinam .". 

First  conn.  Lake ]l!^^^:. 

,     ,,>  S  Maximum. 

Keene  (uoai) ,  Minimum  •  ■ 

_.           ,,  (  Jlaxinnun  . 

PLvmouUi i  Minimum.. 

Vei-woiit 

i  iMaximum  . 
Biii""gto" !  Minimum.. 

S  Maximum. 
Newport  \  Minimuin.. 

NorthiieM USnmV 

„    .,      ,  )  Maximum . 

R»tlaud    (Minimum.. 

St.AU.ans 1  MU^nHr.; 

St.Johusbury   j  S!hfi',nnm.: 

WoodstorU   iMh^nmrn.' 

Masnachii  sells 


Boston 

Brockton 

Concord 

East  Warcliar 
Fall  River.  .. 
Fitchburf?  ... 


■  /  Minimum. 


Nantucket.  .. 
Stockbridge 
Williamstowi 
Worcester  .  . . 

Block  Island. 
Kingston  .... 
Providence  . . 


■  /  Minimum. 
)  Maximum 

■  1  MininuiiM. 
S  Maximum 

'  '  Minimum . 
\  MaxinUMii 


I  Minimum. 
\  Maximum 
i  Minimum. 


Connecliciit 
„  ,,.,,  S  -Maxinuun  . 

Crea"'"'" i  Minimum. 

„     .,     5  S  Maximum . 

Hartford i  Minimum. 

New  Haven I  Mh^)""^' 

New  London !>&"">"'.■ 

.,          ,.  (  Maximum 

Norwalk )  Miinmnm. 

Putnam  (Maximum. 

^""'*™ (Minimum.. 


6     3S 
2      41 


37|    33 


22     15     21,    22 


22       14;      21:      21 


2hI    21 
40|     45 

25; 


38|    35     51 
22j    25     34 
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GENERAL.    SUXJMAKY. 

The  weather  in  New  England  during  1939  -was,  on  tliewliDle, 
ratl'.or  cold  and  dry,  with  seven  of  the  twelve  months  sub-normal 
with  regard  to  both  temperature  and  precipitation.  The  annual 
temperature  departure  was  fractional,  while  precipitation  aver- 
aged 10  percent  below  normal.  Late  spring  frosts  iliat  extended 
to  after  inid-Ma.y  generally  in  the  soutjiern  division,  and  to  near 
the  end  of  that  month  in  the  nortliern  division,  de]a3-ed  the 
growing  season  approximately  three  weeks.  Adequate  sunshine 
and  precipitation  during  June,  however,  brought  substantial  aid 
to  tliis  situation,  and  cmp  growth  was  rapidly  recovering  at  the 
cloPL'  of  the  month.  Soutliern  New  England  experienced  its 
second  driest  July  of  record,  and  the  resulting  drought  caused 
considerable  damage  to  crops  and  vegetation  particularly  in  east- 
ern districts.  Lactc  of  ground  moisture  in  these  areas  continued 
to  the  close  of  the  year,  with  reservoirs  and  streams  remaining 
at  low  levils.  During  Aurgust,  the  weather  was  featured  by  per- 
sistent uarmth  above  normal,  resulting  in  the  second  warmest 
August  of  record,  and  njarl<ing  the  tliird  consecutive  year  in 
which  the  temperature  during  August  exceeded  that  recorded 
during  any  other  August  prior  to  1937.  During  the  last  four 
months  precipitation  was  almost  18  percent  below  normal  so 

[Continaed  on  page  77J 


The  average  annual  temperature  for  the  Section  was  45  5°, 
which  is  0.4°  below  the  mean  for  the  past  52  years.  The  aver- 
age temperatuie  for  the  northern  division  was  42.4°;  for  the 
southern  division,  48.6*^.  The  highest  annual  mean  temperature 
was  51.4°  at  New  London,  Connecticut;  the  lowest  was  35.7° 
at  First  Connecticut  Lake,  New  Hampshire.  The  highest  temper- 
ature reported  was  100°  at  Manchester,  New  Hampshire  on 
July  4th;  the  lowest  was  -34°  at  Enosburg  Falls,  \'ermont  on 
January  27th.  The  annual  range  for  New  England  was  134°; 
the  greatest  local  annual  range  was  129°  at  Enosburg  Falls, 
Vermont;  the  least  local  annual  range  was  74°  at  Nantucket, 
Massachusetts.  The  greatest  daily  local  range  was  58°  at  Berlin, 
New  Hampshire  on  January  28th. 

The  average  animal  precipitation  for  the  Section,  was  37.83 
inches,  which  is  4.03  inches  below  the  mean  for  the  past  52  years. 
The  average  precipitation  f(n-  the  northern  division  was  36.68; 
for  the  southern  division,  38.95  inches.  The  average  annual 
snowfall  f'-.rtlie northern  division  was  89.1  inches;  for  tlie  south- 
ern division,  44.0  inches;  for  the  Section,  67.0  inches,  which  is 
3.6  inches  above  the  mean  for  the  Y)ast  52  years.  The  greatest 
annual  precipitation  was  51.08  inches  at  Xorwalk,  Connecticut; 
the  least  annual  amount  was  29.93  inches  at  Nortbfield,  Ver- 
mont. The  greatest  local  monthly  amount  was  10.51  inches  at 
Fort  Kent,  I\[aine  in  July;  the  least  local  monthly  amount  was 
0.15  inch  at  Durham,  New  Hamp-liire  in  November.  The  great- 
est amount  in  any  24  hours  was 4  63inchesat  Kingston,  Rhode 
Islnnd  on  August  31st.  The  average  number  of  days  with  .01 
iiicii  or  more  of  precipitation  was  123,  whicli  is  1  above  the 
mean  for  the  past  52  years. 

The  prevailing  direction  of  the  wind  \vas  northwest ;  the  aver- 
age velocity  was  9.9  miles  per  hour,  which  is  0.5  mile  per  hour 
below  the  mean ;  the  maximum  velocity  recorded  during  the 
year  was  71  miles  per  hour  from  the  south. 


The  sunshine  averaged  54  percent  of  the  possible  amount,  which 
is  1  percent  al)ove  the  mean.  The  cloudin(>ss  was  above 
the  mean;  the  average  for  the  Section  was  131  clear,  100  partly 
cloudy,  and  134  cloudy  days. 

COMPARATIVE  CATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Khode  Island,  and  Connecticut. ) 


Temperature 


43.6 
45.4 
43. '.' 
44.1 
43.  5 
43.4 
43.4 
40.2 
41.8 
43.1 
43.6 
43.9 
43.9 
43.  y 
143.7 
42.6 
45.3 
41.  S 
44.7 


Precipitation 


Nortli       I       South 


51.44 
43.50 
48.66 
40.21 
38.36 
38-79 
35.28 


37.00 
37.  13 
35.02 
38.46 
40.74 
32.  28 
38.64 
33.81 
34.95 
41.43 
36.  95 
32.  20 
39.  00 
39.  89 
39.  49 
39.71 
37.64 
46.70 
33.83 
39.75 
37.90 


40.75 
41.22 
40.59 
38.61 
48.68 
44.78 
45.43 


No.  Of  days  (all 
New  Kiisland) 

"2  I " 


57.10 
52.71 
49.75 


50. 19 
65.  65 
40.27 
45,53 
52.84 
46.55 
45.71 
42.  97 


45.07 


40.13 
36.86 

38.  82 

42.  15 

43.  21 
37.67 
44.64 


42.  55 
41.49 
34.  02 
42.  14 
46.95 
4S.25 
45.24 
38.  21 
51.70 
49.81 
55.  98 
38.95 


44.13 


109 
104 

33.7 

73.8 

51.8 

42.4  I  j^., 

50.5  I  126 
64.4 


6   lis 
2  I  115 


153  95 

157  -■ 
151! 


89  124 
89  129 
92  124 
85  141 

88  137 
91  122 
83i  125 

89  123 
87  115 
95  123 

94  130 

95  132 
95|  133 
91  133 
9l!  125 
86|  136 

132 
144 

90i  133 
139 
139 

93|  134 
139 
134 


122     142     97    126 


MONTHLY  AVERAGES  AND  EXTREMES,  1989. 


Temperature. 


Jan 

Keb.... 
March. 
April . . 
May... 
June... 
July... 
Aug  . . . 
ept... 
Oct .... 
Nov  . . . 
Dec... 


Precipitation. 


Weather. 


.  50  +0. ; 

.02,+O.f 
.66+l.i 
.75|-l.f 


^1     i- 


.Hell 


p-rj 

■3  s 


10.9  65  e. 

10.8  71  s. 

10. 

10. 3i  63  w. 

9.41  46  no. 

9.0    48  se. 

8.0    42  w. 

8.21  42  SW. 

9.3,  70  II w. 
10.2  51  nw. 
11.0  61  ne. 
10.91  ,59  w. 
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Year,  1939 


Climatological  Data  for  the  Year  1939. 


Temperature  (degrees  Fahrenheit). 


Precipitation  (inches). 


]?ar  Harbor  (near) 

Easti)i)rt 

FarmiuRton 

Fort  Kent 

Oanliiier 

Greenville 

Hoiiltou 

Madison  S 

Millinockrl  S 

North  liri(l;;ton... 

{JUltow.i 

I'orHniiil 


Winslowg 

Woo.ilan.lS 

Fur  State  t  ■ 
Xnc  Ilinnpshire 

Berlin 

Bethlehem 

Concord 

Durliaia.       ,    ,  ■ 
First  Conn.,  LaKC 

Franklin 

(ilenci.rf 


Hai 


For  State  J . 

Vermont 

linfftoii  ...     . 


Kathnid 

St.  Albans  

Somerset  

Woodstock   

For  State  J 

Mcufsnchiiselts 

Amher.stg 

Bine  Hill  «§  -.  ■ 

Boston 

Brockton 

CUestuutHill§.. 

Clinton  § 

Concords 

East  Warcham.. 

Fall  Kivcr 

Fiichbnrg  § 

Frannneliain  §    . 

HaverhiU 

Hv.ancis 

Lake  ("iicliituate 


Law 


I>rovincx-tov,n... 

Taunton 

Williatnst.ovvn  sj. 

Worcester  § 

For  State  t 

Rhode Idand 
Block  Island  .... 

K  ngston  § 

Portsmouth   

Providence 

For  State  t 

Coimec'.ieid 
Bridgeport  — 
Cream  Hill  tt  ... 
Falls  Village.... 

Hartford 

New  Haven  

New  London  ... 

Norwalk 

I'utnam 

Storrs  X  

Waterbury 

For  State  t 


Hancock  

400 

Washington  ... 

a3 

Franklin 

425 

Aroostook 

530 

Kennebec 

139 

I'iscataquis  .... 

1.057 

Aroostook 

364 

Androscoggin... 

182 

Somerset 

Penobscot 

3»8 

Cumberland  .... 

450 

Oxford 

Kennebec  . .. 
Washington. 


Coos 

Grafton 

Merrimack 
Strafford  .. 

Coos 

Merrimack 
Grafton.... 


Bennington 

E.ssex 

Windham  .. 
Chittenden 
Windsor  ... 
Oiantre...    . 


Hampshire. 
Norfolk... 
Suffolk  . . . 
Plvmouth   . 

Suffolk 

Worcester  . 


ith. 


I'lv 

Bristol 

Worcester  . 
Middlesex  . 

I'jSSCi 

Bsrnstable. 
Middlesex  . 

Essex 

Middlesex 
Nantucket . 

liristol  

I'.erkshire.. 


Newport  — 
Washington 
Newport  — 
Providence  . 


....do.  ....... 

Hartford 

New  Haven . . 
New  London . 

Fairfield 

Windham 

Tolland 

New  Haven . . 


L660 

3yo 

!,650 


July 

80  pt.  __ 
July  7t 
d'i  25' 
do  7 
Sept.  16 
July  26 
do  8 
Sept.  16 
do  16 
July  7 
do  7 
Sept.  16 
July  7 
do  27 
do  7t 
do  7 
Sept.  16 
July    7 


Sept.  16 
do  16 
July  7 
Sept.  16 
July  271 
sept.  16 
do  16 
July  25 
.sept.  16 
July  8 
do  7 
do       4t 


July 

do  26t 
Sept.  16 
July  26 

do  26 
Sept  16 
July  26 

do  26 
Sept.  16 

do  15 
.Tune  111 
Sept.  16 

do  16 
June  29 
July  25- 

do      9 


Sept.  16 

July    9 

Sept.  15 

do     16 

do     16 

Aug.     1 

do      1 

sept.  16 

July    7t 

sept.  16t 

Aug.     1  + 

July    8 

sept.  10 

Julv    81 

Aug.  10 

do       1 

July  261 

Aug.    1 

do    22 

July  26 

S-pt.  16 

do     16 


Aug.  22 
do  1 
do      ] 

July  101 


May  31 
Sept.  16 
July    s 

do  8 
Aug.    1 

do  1 
May  311 
July  9 
Aug.    9 


Jan. 

do 

do 
Mar. 
Jan. 

do 
Feb. 
Jan. 

do 
Feb. 
Jan. 

do 


Feb. 

Jan. 
do 
do 


Jan.  27 

do  27 

do  27 

do  27 

do  27 

do  27 

do  26 1 
do 


do     27 
do     27 


Tan 

97 

46 

do 

971 

28 

do 

97 

22 

ilo 

27 

Jan. 

do 

do 

do 

do 
Mar. 
Feb. 
Jan. 

do 

do 

do 

do 
Dec. 

Feb. 
.Ian. 


Jan.  27 

do  15 

do  27 

do  27 

do  15 


do  15 

do  27 

do  261 

do  27 


36. 89 
34. 74 
34. 44 
35.69 
30.14 
34  69 
40.  »3 
32.21 
42. 59 
36.  62 
41. 35 
31.76 
31.21 
36. 26 
36.65 


31.19 
35. 04 
33. 97 
49.45 
33.39 
37  55 


37. 95 
41.72 

33.  79 
35. 88 
33  37 

34.  60 
39.02 
36.09 
29. 93 
35.50 


38. 82 
37.80 
32.45 
31.15 
36.24 
39. 03 
34. 31 
44.09 
43.  34 
33.25 
39  39 


10.51 
5.17 

5.47 
6.64 

4.44 
3.88 
4.80 


6.87 
6.16 
4.21 
4.05 
5.67 
10.51 


4.48 
4.69 
4.45 


5.82 
6. 25 
5.35 
4.70 
4.61 
4.37 
6.32 
4.92 
3.87 
5.20 


Apr. 
Oct 
Mar. 
do 


40.54 
46.36 
45. 03 
51.08 


7  54 
5.96 
4.84 
4.55 
7.27 
6.44 
5. 25 
7.50 
5.90 
5-00 


6.63 
6. 53 
4.76 
4.72 
7.46 
7.03 
9.79 
6.36 
8.78 
7.76 


May 

Nov, 
do 
do 

Sept. 
May 

Nov. 

July 
May 
do 

Nov 

July 


May 
Nov. 
July 
May 
Jidy 

May 
.luly 
Nov. 
May 
do 
July 


Bold  face  type  gives  state 


t  All  complete  records  used  in  determining  state  values,     t  Also  on  other  dates.     §  Thermometers  not  supplied  by  Weather  Bureao. 
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Monthly  and  annual  precipitation  for  the  year  1939,  with  departures  txom.  the  normal. 


1 

January. 

Fehniarv. 

March. 

Anril. 

May.      j      June. 

July. 

August. 

September.    October.   November. 

December. 

Annual. 

,\ 

c 

c 

= 

c 

^ 

d 

B 

1. 

c 



. 

0 

0 

0 

0 

c 

0 

stations. 

e 

s 

s 

» 

£ 

73 

(S 

5 

£ 

V 

d 

■^ 

6 

•c 

!- 

a 

t- 

« 

C9 

d 

C' 

(. 

t. 

s 

9 

s 

3 

0 

«i 

3 

s 

2 

3 

°E 

t 
0 

0. 

t 

B. 

t 

■£ 

■s 

'E, 

t 

t 

■JJ 

c. 

t 

c. 

t 

■a. 

t. 

0. 

t 

•K 

z 

■5. 

t 

■5, 

*j 

1 

1 

C4 

1 

•3 
£ 

1 

£ 

1 

1 
(1< 

1 

•5 
1 

1 

1 

■5 

a 

1 

1 

-2. 83 

1 

p. 

5.20 

+1.04 

1 
34.94 

1 

Maine. 
larbor(uear) 

2.07 

1 
-2.77J   1.55 

1 

-2.44   5.19 

+0.15 

2.40 

-1.7oi  1.65 

-1.63 

2.98 

-0.06 

2  03 

1     1 

-1.18   2. 96' -0.06 

3.05 

-0.85 

4.61 

+0.11 

1.25 

-12. 22 

port 

1.57 

-2.35|  3.171-0.18    3.65 

-0.18   3.95  +  l.lli  1.40 

-1.61 

2.191-0.781  4.011+0.931  0.991-2.011   1.53 
2.701-0.95   3.44  1-0. 06l  2.27 -1.58'  3.06 

-1.25 

3.96 

+  0.41 

2.53 

-0.79 

3.71 

-0.03 

32. 66 

-6.73 

linKton 

2.30 

-0.90  2.73-0.19   3.61 

-0.131  3.86+0. 42i  1.30 

-2.29 

-0.77 

4.71 

+  1.18 

0.75 

-2. 76 

4.35 

+0.96 

35.08 

-7.07 

;ent 

1.02 1  3.71 1.61 

2.05i !  2.46 

:  2. 881 jlO.  51  1 19. 97! 1  3.  81 



5.12 

0.48 

3.64 

47.26 

Iner    

3. 10-0.  51 1  2. 26;  — «.  99    4. 49 

+0.531  4.55+1.04;  0.83 

-2.35  2.58-0.591  1.65  1-1.831  4. 8.'^!  + 1.48   3.40 

-0.10 

3.44 

-6.' 32 

0.57 

-2.'73 

.5.17 

+  i.'78 

36.  89 

-4.' 59 

nTille 

1.601-1.28   2.711-0.03   2.22 

-0.78;  3.96+0.9/51  2.99 

-0.35   1.65-2.18,  4.20 

-0.21|  2.35-1.12 

3.16 

-0.70 

5.47 

+1.83 

0.90 

-2.37 

3.53 

+0.38134.74 

-5.86 

ton 

l.ti6-1.0S   2.351+0.34    l.!»7 

-0.37'  4.27+1.831  1.99 

-0.211  1.99-1.04,  2.96 

+0. 16l  2.231-0.55 

4.30 

+  1.21 

6.64 

+3.18 

0.57 

-1.94 

3.51 

+  1.10134.44 

+2.63 

StOll 

2.6S-I.00   3.  or -0.39!  4.40 

+0.37'  4.441+0.87,  0.87 

-2.  36    2.  22  -1. 15   3.  21 

-0.241  3  36+0.33 

2.97 

-0..53 

3.73 

+0.38 

0.57 

-2.73 

4.23 

+0.65  3,5.69 

-4.78 

lion 

2.22|-1.1,S;  3.01-0.05'  3.22 

-0.481  3.59-0.01    1..- 

-■J.  mi    l.y.i  -1.69[  2.17 

-1.59|  1.69-2.29 

2.57 

-1.21 

3.88 

+0. 20 

0.74 

-2.70 

3.58 

+  0.32  30.14 

-12.68 

nocket    

1.6,-i:-l.>KI    3.(4  +0.45   2  S" 

-0.72   3  89 

+O.O0    1.  10 

-1.7,    J      !  -0.78    1.95 

-2.04    3.381-0.37 

3.82 

-0. 23 

4.80 

+0.65 

0.23 

-3.71 

4.73 

+  1.16  34.69 

-8.61 

hBriiiijfon 

3.01 -0.t»   O.41+0.11    4.85 

+  1.03   4.87 

+1.38    1.1- 

-1  ;■..   :;,;'!   (-0.39!  3.62 

-0.27    4.08+0.40 

3.08 

-0.66 

4.34 

+1.11 

0.68 

-2. 70 

3.47 

+  0.19  40.83 

-1.58 

1.91-1.76  2.45-0.16   3.23 

+0. 57]  3. 12 

+0.34   2.10 

-11."!    ■_'.(;!  -0.26;  1.87 
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CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION. 


Year,  19! 


Monthly  and  annual  mean 

temperatures  for  the  Year  1939,  with  departures  from  the  normal. 
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F^ni  n^-i 

28  1 

-  0  <l|  3  4 

+  5  1   33  9 

_ 

Ii                                      I   -      1     1                111. 

-  n  1 

s     h  1  +  0  7'39  b 

-  3  1 

ii  0 

+  02 

19  7 

+ 

Fittli'iui^' 

20    D 

+  0  Oi-^  8 

+  4  b  ,31  b 

_        1 

-    1   h  =.1   S    +  1  437  8 

-  1  1 

30  6 

+  2  4 

18  7 

+ 

Fi  .111111^,11.111 

2b  y 

+  0  8  >1  2 

+  5  2'33  4 

_ 

-    j 

f   1  2  53  0  ,+  1  4is  7 

-  2  1 

31  6 

f  1  9 

49  9 

+ 

GImuestoi 

27  0 

.1       '              ]31    1 

'si  0               ,38  4 

31  0 

17  0 

Hjinnis 

30  6 

+    (I     .                       ,4           5l    b 

—    )  (    1 

-    1  0         <l    +  0  fl40  8 

-  2  5 

34  2 

+  0  4 

49  1 

_ 

Lawience 

24  0 

-    1                                       IS 

-   ]   f  41    b 

-  3  'hb  4  i-  0  h'b.  2  1-  0  si71  4' 

-04  '70  3  1+    f  01      4 

+  n  2  'il   2  1+  0  2  ^7  2 

-22 

28  9 

+  0  7 

47  5 

_ 

Lowell 

23  0 

f   1'                            ■       1   0 

-  3  8]41  s 

-  J   7ls7  8 

+  0  1  67  3    +  0  9  73  0 

+  0  9  74  9 

+                 T    4 

+  n  J '52  2  1+  0  5'37   , 

-2b 

29  3 

+  0  5 

48  4 

+ 

Nantucket 

S2  6 

+   1                                 1  s 

+  0  3|44  0 

->-  0  1  h2  4 

+  0  1    bl    5  ]+  0  -,b8  2 

+  0  4  '70  6 

+  2  SI      0 

+  1  0  42  9 

-  1  5 

3b  2 

+  0  5 

49  9 

+ 

Ne«  t-elfoid 

30  b 

+    1    (,|14    5 

+  b  4 

35  6 

-  0  fi  4s  0 

-  0  9'jS  8 

-  C  5  b3  b    -  1   370  2 

-  0  s  74  2 

+    S    ^1    1 

1     1     f          8 

3    3  4  42  0 

-05 

34  8 

+  2  5 

50  6 

+ 

pitt^fuld 

24  6 

+  2  l!27  0 

+  39 

28  9 

—  2  8  41  4 

-2     l.'O 

+  3  3  bb  2+0  b'l  5 

+  1  6  72  6 

+  s 

^ 

+  0  1  33  9 

-  3  3 

26  2 

-04 

4b  7 

+ 

Phi.iouth 

2S  b 

+  0  2iii  4 

+  60 

34  0 

-  1  643  9 

-  0  (    -s  2 

-  1  1  ibl  4    +1  2170  3 

+  1  8  72  6 

+  b 

7 

+  2  3l40  2a 

-  1  3 

32  2 

+  09 

49  3 

+ 

Ro('\'p.',rJ'™" 

si  6 

+  1  034  6 

+  53 

35  3 

-  0  2,44  4 

-r   0    1    '     b 

H    2  1 

bs  4  ,+  2  d71  S  '-r  2  9  -,  s  1+  -  1 

+  2  7  12  h 

-  0  6 
-22 

30  2 
32  5 

+  0  7 
-  0  1 

si  0 

+ 

SpuiulKld 

27  4 

+   1  7  31  fi 

+  53 

31  0 

_   ] 

+    1  7 

70  1  L                        i       -    ' 

-   1  0 

31  1 

+  1  0 

50  7 

+ 

Stocki.iidgp 

L'D   h 

27  6 

26  6 

45  3 

Sw  impstott 

2s  4 

-  0  S'2<  'S 

+  2  1 

29  6 

—  4         1 

1  "  '+  0  6 

62  0  |H    1                       ,           , 

—                ^ 

—  21 

30  7 

-+  1  1 

46  5 

_ 

T^nnt.in 

-0  S 

+  02    2  0 

+  51 

33  8 

-  1  ^  .     - 

-  1  »    1.  o    +01 

64  3  !       in     ..,-(.    ,,72    ,      r   s  b 

-  1    1      1       ,  Ml   1    7  s 

-26 

31  8 

+  1  6 

48  5 

+ 

TuniPi  ^  Fills 

2(    0 

+   S  (12S  S 

+  5  7 

32  4 

-  1  b 

4J  0 

-  1  faibl  8 

+  4  4 

69  6 

+   0  4i71  b 

+  0  1 

73  1    H    4,1-0 

1-   (1   s    ,1    U 

+  0   1  ifa  4 

-24 

27  8 

+  09 

48  7 

+ 

Willi  luistown 

22   j 

+  0  2  27  2 

+  5  5 

28  8 

-27 

41  2 

-  2  839  4 

+  37 

fib  6 

+  2  3  70  1 

+  14 

70  8 

+   4  860  b 

+  1  ■^  4>  0 

+  1  0134  4 

-28 

27  2 

+  07 

16  5 

+ 

^^ol(.  1. 1 

21  0 

-   1   1 2s  2 

+  32 

3O  6 

-  4 

41  4 

-  4  3  57  6 

+  03 

ba  4 

-  0  81-0  0 

-  1  2 

72  0 

+   0  1  bl    1 

-    1  2   il  0 

-  0  036  6 

-32 

29  3 

+  1  0 

47  3 

Rho<le    MamI 

Block  Island 

31.9 

+  0.935.2 

+  4.8 

35.6 

+  0.2 

43,8 

-  0.2  ■'^•3.  7 

+  0.9 

62.9 

+  1.1 

68.8 

+  0.4 

72.8 

+  4. 3  63.  6 

+  0.  2  04.  8 

-  0.1 

4-2.3 

-2.3 

3,5.8 

—  0.2 

50.1 

+ 

Kingston 

■27.8 

+  0.5  33.3 

+  6.5 

34.8 

43.6 

-0.8  56.7 

+  2.0 

63.8 

+  0.3 

69.4 

+  0.4 

72.0 

+  4.  4  60.  2 

-  1.  7  1.52.  6 

+  0.8 

38.2 

-2.5 

32.6 

+  1.9 

48.8 

+ 

I'oitamouth   .. 

29  0 

+  1. 0*33. 2 

35.0 
34.6 

44,0 
45.4 

.56. 7 

64.4 
66.6 

70.4 
72.8 

73.  6 
7.5.0 

im  fl 

54.2 

+  1.0  '53.  7 

39.4 
4U.2 

33.7 

49.8 
50.6 

Providence.'...;";!;;; 

28;  2 

+  4.2 

-'lI 

-■i;2  58;8 

+  a's 

-'i'.i 

-■o;6 

+'4;o 

ra 

+  'l5 

-b'.i 

34;  0 

+  '2;4 

+• 

Cniiiifcticiit. 

1 

1 

Bridsreport 

28  2 

-  0.9!33.2 
+  0.5  28  3 

+  4.1 

+  5.3 

36  1 

—  17 

JC      Q 

-  2.0,60.6 

-  1.3  58.5 

+  2.1 
+  3.3 

68  6 

+  18 

72.5 
69,6 

-  0.3 

+  0.7 

74.8 
72.0 

+  41 

«!^« 

-1.4 

+  0.8 

52.5 
50.1 

—  18 

36;  2 

-  3.7 
-1.5 

33  0 

+  0.9 

+  1.4 

50.7 
47.2 

+ 

CrealnHill               :.:: 

23;  8 

.30.0 

-  2;9!42;o 

6.5.7 

+ 1;7 

+  5;3!6i;8 

-  o;3 

27.8 

Falls  Village 

2.3.  3 

+  0. 1  28  3 
+   1,<.|31..5 

+  2.0 
+  43 

31.2 
34.1 

-  3.0  42.4 

-  0  9  45.4 

-  2.2  58.3 

-  1.3  61.8 

+  2  7  15.5.8 
+  4.  3  68.  6 

+  0.5;69,  2 
+  1.573.1 

-  0.9:70.9 
+  1.5:7.5.2 

+  2.3|61.4 
+  6.363,8 

+  0.2 
+  2.1 

50.2 
53.0 

+  1.0 

33.9 
39.8 

-  4.7 
+  0.3 

27.6 
32.3 

-0.3 
+  2.5 

46.9 
50.5 

_  1 

Hartford 

27.4 

+  s- 

Npw  Haven 

2il,  0 

+  0.  8  34  0 

+  50 

+  0.3i45.  8 

-  1.4  60  0 

+  1.4 

73  0 

+  1.2  [7.5.2 

+  4.9164.6 

+  1.1 

54.1 

+  o;3 

40.8 

-  1.2 

34.2 

+  1.7 

51.2 

+ 

Npw  London  

iO  1 

+  0.  9  34  5 

+  5.3 

.37;  0 

0.  0!45.  8 

-0.858.8 

+  i;6  67;4 

72,4 

+  1.0  |74.6 

+  4.7165,6 

-  1.5 

54.9 

+  1.1 

41.0 

34.3 

+  1.6 

51.4 

'f 

Norwalk 

27.2 

+  0.4  33.0 

+  6.4 

35.  6 

-  0.4144.  S 

-  2.058.8 

+  0.  5  67.  2 

+  o;2 

71.0 

-  0.7  74.0 

+  4.4|63.5 

+  0.2 

52.0 

-0.2 

38.8 

—  \.l 

32.2 

+  2.3 

49.8 

Putnam  . 

24.8 

30.  4 

32.  2 

|43.  fi 

|57.4 

64,  6 

69.4 

...    .    71.2 

60.9 

50.6 

30.1 

47.7 

Storrs  

24.8 

-   0.6  30.3 

+  '.5;5 

31.6 

-  3.043.1 

—  2. 21.58. 2 

+  1.9  65.6 

+'i;2 

69.2 

-  0.3  172.0 

+  4.6  60.8 

-  6;3 

50.6 

-'i/o 

36;  6 

-'3;  7 

30.4 

+'i;8 

47.8 

+'< 

Wat.Tbury 

27.2 

0,  0  32.  9 

+  5.6,35.1 

-  1.7,46.0 

-  1.8  62.4 

+  3.4  69.0 

+  1.5 

72.6 

+  0. 1  74. 2 

+  3.9  63.2 

-  0.7 

52.0 

-0.9 

-  2.2 

32.4 

+  2.1 

50.5 

+  [ 

Reference  letters  indicate  number  of  days  missing ;  «  one  day,  b  two  days,  etc. 
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CLIMATOLOGICAL  REPORT:  NEW  ENGLAND  SECTION. 


SUPPLEMENTAL    KAINFALL 

DATA, 

1939. 

Stations. 

Jan. 
Feb. 

si  1 

ill 

July. 
Aug. 
Sept. 
Oct. 

.  1 

%  '    s 

.^ 

a|  < 

55|     S 

< 

Maine. 

1         1         1 

1         1         1         1         1 

^ngor 

2.231  2.60l  2.48i  2.28 

1.94 

2.64   2.12    ....     ....    2.44   0.50  5.54 

l.Soi  2.98 

2.08   3.76 

2.  T- 

2.24   3.32'  3.36   4.27   5  9ol  0.66   2.  St 

35.71 

.'iiriln.u 

...J  2.22 

I.81I  2.94 

2. 15 

2.58   3.42:     ...       ...|  4.141  0.45    .... 

Cast  Winthrop  ... 

3.06;  2.40 

3.42;  3.6J 

0.71 

2.54   3  48   5  71'  3.75   4.13   0.561  4.36 

37. 81 

,■11^,1. ,rrh 

2.071  3.06 

5.05:  3.S( 

2.04 

3.43    1.11    1.80;  3.811  3.671  0.67;  5.a5 

:i6. 16 

1.73   2.S.i 

2.27 

4  (H 

2. 16 

3.36   2.50   2.431  3.38   6.19;  0.87   2.13 

33. 86 

:ieia(near: 

1.65   2.60 

2. 9; 

2.95 

2.0i 

2.37,  5.61    1.73   8  97   6.50  0.39!  3.51 

36.35 

2.83'  2.86 

3.66 

5. 15 

1.6^ 

2.75   4.OO1  5.97]  2.93   4  82,  0.93!  3  47 

41.02 

,,      

1.34'  2.3^ 

1.4t 

3.24 

2.66 

3.47]  4.32!  2.34'  4.77'  6.04:  I.O4I  1.6i 

34.  69 

Jftrlll.'.S 

2.76,  4.57 

6.7> 

5  82 

1.8( 

2.20   3.7"J 

2.33]  1.86   4.02]  1.37   5.8.- 

43.15 

liJdK'  Dam 

2.35:  2.81 

2  85 

4  6(1 

2.  45 

3.80   2.T2 

3.26  3.94:  5  261  0.781  2.06 

36.  88 

I.77I2.32 

1.7S 

3.2c 

1.51 

2.81    2.98 

1.60  3.6,31  5  3» 

0.46   3.99 

31.44 

Iao->head 

1.02;  1.72 

1.21 

2.97 

2.61 

1.85   4.31 

3.96   3.12!  5.8i 

0.35!  2.85 

31.80 

2.  Ibl  2. 3S 

2  61 

2.  2' 

3.79'  2.77 

1.92   3.56]  5.11 

0.36 

,5.0.5 

I      

3.37 

2. 6.1 

6.31 

4.72 

1.14 

3.68   2.43 

1.56,  2.361  4.28 

1.95 

4.17 

38.62 

n  Dam.... 

1  1> 

2.75 

2. 81 12.35 

1.74 

2.75  i.m 

2.79    3.8,51  5.34 

o.4(: 

2.98 

33.07 

1  4( 

2,6;i 

1.% 

4  44 

2.  01 

2.10    1  60 

3.04   3.52 

5,87 

0.  .54 

32. 52 

Pin-;    i'.lIU 

1.90 

2.22 

2.45 

3.70 

2.  24 

3.73:  3.09 

2.59'  2.93 

3.89 

0.64 

1.86 

31.24 

AVa-  Hampshire. 

>nn..n  Mt 

.3.01 

3  38 

3. 62 

6.79 

1.77 

,5.07 

)i\villL'  Notch  ... 

3.01! 

3.86 

2.71 

4.6( 

2.72 

5.72 

2.93 

4.3;- 

3.51 

4.62 

0.85 

2.76 

41  64 

inn. 

2. 4( 

2.95 

3  49 

1  9i 

2.  94 

2.84 

4  64 

2.7i- 

3.77 

0. 67 

4.04 

35.16 

■A  Heach.. 

1.65 

.... 

3.1s 

4.73 

2.5c 

2.92 

0.86 

3.74 

1.07 

3.3t 

0..5ri 

3. 01 

3.26 
4.20 

3.23 
2.8^ 

3.52 

t-^ 

1.67 

4.57 
3.61 

2.16 
2  97 

37.74 

5.5li  2.961  3.6S'  0.  SS'  3.29 

r 

2.06 

2.32 

2. 15 

4.25 

2.14 

4.33:  3.46 

2.86 

3.87!  .5.,7V  -01         ,    ' 

3.27 

3.65 

3. 36 

5,  .SI 

2.2! 

4.04]  3.85 

4.62 

2.67'    ■   :   ■     '  ^       •  ^1  1J.61 

ler 

2  fiC 

2.  4(1 

3  85 

4  7;- 

l.hi 

2. 38,  0. 75 

3  .56 

2.09    ::                7    7     -    ;1.21 

2.36 
4.95 

2.50 
7.52 

3.05 
5.20 

4.15 

8.79 

2,10 
4  33 

3.971  3.97 
6.401  7.30 

1.72 
4  46 

2.73    ,:.,  .1    ,MM    J      ,    :4..S7 

iiiiigtou  t 

7.84    S...U    2..il:  o.tu 

74.21 

3. 75 

2.7fl 

4.4t 

4  94 

1.61 

3. 45   3.  .5C 

6.94]  2.64,  3.2i)i  0.  o7 

2.»^ 

40.81 

2.77 

2.25 

3.43!   .... 

2.4- 

2.90   1.54 

4  99|  3.  4S 

3.71 

1.11 

2. 5( 

atford  ... 

2.44 

2.7S 

2. 38   4. 02 

1.71 

4.17   2.71 

3.68!  3.84 

,5.74 

0  65 

3. 08 

37.  21 

..vnon 

3. 31 

2.6)1 

2.52;  3.93 

2.421  1.95 

2  9( 

1  82 

3  <)( 

0  96 

2  07 

: it.<to\vn  . 

2.16 

2  94 

2. 13!  3. 64 

2.52 

5.50]  3.83 

4.8( 

3  91 

5.0:i 

o.ea 

2.42 

39.51 

■  Falls  . . . 

2.9/ 

3  x^ 

4.25   5.021  1.8S 

2  96 

3,8.5 

4.41 

2.  63!  3.  6i 

0.48 

3.41 

38.87 

'ont. 
'ills  

3.66 

4.98 

4.23   6.051  2.86 

4.91 

2,68 

2.23 

5.83 

-5.51 

1.21 

2.80 

46.95 

2.81 

2.81 

3.631  6.17    1.77 

2.84 

2.90 

6.14 

3.11 

4.00 

0  90 

2.70 

39.  78 

.ryComm. 

2. 2h 

3. 5:4 

3.08   5.35   2.6s 

5.16   2.57 

2.46 

,5.15 

5. 04 

0.7(1 

2.81 

40.81 

not 

1.72 

2.34 

2.13   4.01   2.16 

4. 12'  2. 73 

2.3;- 

1.86 

4.  -5<: 

0.  ,5<1 

2.4t 

31.07 

1.9h 

2.  .55 

2.27   3.67   2.51 

3. 66'  2. 51 

^J.49    1.82'  4.46!  0  -55 

2.41 

30.88 

2. 34 

2.45 

2.71   3  58   3.1s 

6.51,  2.85 

1.37,  3.711  4.13;  0.  f-.S:  2:3'. 

35.  90 

il 

3.2^ 

3.21 

4.3115.511  1.9.' 

3.681  1.84 

5.  Ill  2.76'  4.69)  l.:i7    2.76:40.44 

1.81 

2.-M 

1.951  3.93!  2.7a 

4.30,  2.28    3.08   2.14]  5.3SI  0.66]  2.30132.90 

2  95 

2  .=i6 

2  7fl 

6.21I  1.68 

3.75   1.69]  5.31    3.85   3.80   0.941  2.63|38.  16 
3.48    1.93    4.80    4.42|  4.86]  1.33|  2,9.5  41.90 

!  I'      

2.77 

3.2.5 

4.36 

r 

2. 7(; 

4.16 

2.9^2 

4  18   3  85 

4.171  3.64 

3.18;  2.34I  4.22    1.18|  2.64|;i9.  18 
3.92'  3.72]  6.09I  1.32'  3.:!,5'4I.93 

2  41 

3  82 

3  7'; 

5.89   2.06 

2.53   3.03 

3.8^ 

4.11 

4.8<1 

6.40   1.89 

2.18   2.60 



2,  7S 

2.fiS 

4.04 

5.47!  2.01 

3.52   3.14 

7.  1  ',    "7':    "  ■'      :■,  -  1     ;.  1  Ml.  70 

■  ■i-e 

2  31^ 

2  91 

2  95 

4.38'  2.28 

4.97   2.2a 

2  47     :    :  ,     ,   '  :    '       ,     '    '     ",  ,7:1 

,3.2(; 

3.00 

2.4!1 

3.821  1.45 

2  25   1.41 

3,J>      i.,,-.      1        ■      :-    -,.      1.  ;,,.,,,  ,51 

•r  June. 

3.2( 

2  9:4 

2.07 

3.92'  1.78 

2.4r 

1.96 

3.  U.,,   1.  j7    .;  ...    :.iC    2.  Ill  ..1.411 

.  uiUL 

3  01 

3  55 

4.73i  6.711  1.44 

2  87 

2  39 

4.63!  4.08,  4.66,   1.27,  2.42,42.26 

2.86 

2.  32 

2.07   3.87'  1.95 

1.70 

3.42 

1.88 

4.90   0.91 

2. 28  30. 49 

,i^n 

4.36 

3.82 

5.13 

6.39    1.29 

1.58 

1.74 

3.79 

5.  IS 

5.05   2.17 

2.43  42.94 

.•1  ..-H-UuseUs. 

1 

1 

2.10 
2.39 

2.60 
4.22 

3.23 

t:tt 

3.72 

6.14!  1.56 
4.53!  1.57 
4.25]  1.77 

3.94 
3.47 
2.56 

2.30 
3.20 
2.02 

3.  85 
4.59 
2.94 
2  95 

3.43 
1.84 
2.32 

4.68   1.90 
5.041  1.01 
4.13   0.86 

2.53  38.26 
3. 20I39.  51 
3. 45  34. 12 

Mhland 

•a 

2.32'  3^93 

2.84 

4.23 

4.96 

4.40'  i.ft- 

4.47 

2.-56 

4  4( 

4.53    i.65 

3.  isii.os 

2  51 

3  23 

4  I't 

4.48   0.79 

5  39 

2  68 

5  13 

4  24 

4.20i  1.61 

2.  54  40.  99 

•■;d 

3.11 

4.01 

5.07;  1.24 

3  85 

2.71 

4  29 

3.96 

4.07 

1.18 

2.  72  39.  89 

t 

2  4H 

3.,52 

3.06 

.5.281  0.94 

2,87 

1.67 

3. !,( 

3.  .5r 

4.61 

1  12!  2.21,35.16 

5  67 

7  16 

5.071  1.05 

3  27 

0  95 

5  21 

3  67 

2.941  2.11143.80 

2.32 

3.  .51 

3  46 

3.&3i  1.13 

3.83 

0.-56 

5  74 

1.58 

5.96 

0.95   2.76  35.63 

2.61 

3,74 

3.40 

4,271  1.55 

2.54 

1.47 

4,27 

3.77 

0.67   3.37  33.35 

4.76|  0.96 
3.99    1.87 

2fi-i 

4.03 

4.16 

2.93,  0.97 

4.25 

' 

0. 97   3.  .59 

3. 75 

3.68 

5,871   .... 

4.88,  1.84 

4.:;8   3.60 

3.94 

1.271  3  00 

2.37 

3  34 

4.91 

4.14'  I.IH,  3.37    3.17]  4.77    2.94 

4.SC;  0.971  3.22]39.19    I 

iiinnel.... 

2.76 

3.02 

4.26i  7.00;  I.6I!  3.76  1. 67i  3.34   3.061  4.43 
3.4.51  3.85   2.9l>!  4.29:  1.29|  3  00    1.7ll  4.75 

0.97'  3.06  38.94 

-ton 

2.31 

3.16 

0.9.5,  3.16,34.88 

■?  58 

3  96 

5. 18|  4.26   2.3SJ  3.52,  0.56!  2.85   1.85]  4.48 

0.93'  3.35|3,5.90 

2  90 

4.  32 

6.16   4.70    1.63   3.41    1.941  4.62    2.98    4  77 

1.12  3  74  42.29 

1.80 

5.16   I.60!  3.52   1.16   4.96  2.34   4..57 

0.90  3.27, 

2..5i 

4.8.) 

4.96    4  49,  1.041  3.92   1.68   4.14,  1.99:  5.12    1.24i  3.0139  01 

•  ro 

3. 05 

4.  24 

6.4s    .3.42    1.66]  3.021  1. 30l  4.881  2  83    5  40,   1.451  2.42  42.15 

1.8f 

2.84 

3.82,  2.95   3.12   2.57    0.36'  2.15!  1.62]  4  .59'  0.90    3:38  30. 19 

4.48   4.4.5    1.72    3.80    1.32    6  101  1.87    4.94    1.16   2  95, -39. 10 
5.26  4.07    1.28  3. 60!  2  16:  5.00   1.9l!  5.051  0.80  3.4639.00 

2  87 

3  54 

port 

1.9£ 

3.27 

4.54;  4.71    2.O2I  3.851  1.281  2.77,  1.571  4.08|  0.72   3.45  34.25 

■l;,'e 

2. 6.i 

4.7( 

4.27,  4.65   l.iol  2.98;  1.39   7.03'  2.121  4.95^  1.0.9    3.12  3C.99 

2  5C 

3.8f 

5.39   4.53    1.33   3  38  0.86  4.21   1.98   5.56'  1.86   2.30137.87 

3.47 

3.85 

.3  94   6.35  2.25  S.nii   1.7.31     ...]  4.54   4.88    1.90^  3.06 

il 

3.18 

.5.16 

4.49    4.70    2.061  2.72   0.97]  2.66    2.011  4.  .58,  0.99    4.20  37.72 

1 

2.81 

3.41 

3.62  5  54   2.60   3.7,5:  1.58   4.15]  4  00   4.:36|  1.481  2  9140.21 

■i 

3.57 

4.42 

5.08   4.5S:  2  .39    2.99]  0.94'  4.13]  1.87]  4.27j  1.01:  3.42 
4.50    .5.89    I.51I  4.64!  1.30   3,2ll  2.18,  3.96    1  ..34'  3.11 

18.  67 

11' Falls... 

3.28 

18.  03 

l?e 

3.32 

4.87 

4.87    4.80   0.77    3.-55    1.6710.00   3  84    5.49    1.06    4.72 

48  97 

:   1 

2  90 

4  03 

5.73    4.93    2.11    2.86   0.35    2.34    1.87    4.96    1.13    3.40 
4.79   4.  .54    2.34    3.42    1.29   2.66   2.26    4.50    1.15   3.17 

16,  61 

2  70 

3.6fi 

36.48 

2  0'^ 

4.0<. 

4.  .56,  3.27,  1.27    2.04    2.33]  4.31]  2.72]  5.00,  0.87    3.33 

55. 81 

2  86 

4.02 

3  65   4.171  0  61    3.45   1.42:  6.961  3.0ll  4.74   0.89   3  44 

39  22 

•  ! 

2. 98 

3.89    4.06    1.03    2.68  1.271  5.641    ...   j  3.89    1.20  3.11 

ollege... 

2  25 

3.28, 

4.43'  4.72    2.18   3.49   0.97,  4.32,  1.43    5.14,  1.01]  2.32 

35.  54 

2.24 

3.-59' 

3,22    4.13  0.95,  -4.81:  2.71]  4.95,'  3.40;  4.20 

1.30!  2  24 

37.74 

"MtHiitland.  . 

2.18 

2. 57| 

3.62   4.011 

2.38    3.OOI  1.301  4.43 

2. 10|  4.  64 

0.99    3.68 

34.90 

"Vinchendon 

2.98 

3.64 

3.15 

1.34 

1 

4.92] 

j 

3.67 

'■'1 

1 

3.94 

0.79 

1 

3.48 

SUPPLEMENTAL 

KAINFALL    DATA,     1939. 
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Stations 

d 

.= 
S, 

03 

1 
•< 

1 

i 

1 

< 

c 

!5 

1 

i 

Connecticut. 

1 

1 

Baltic 

3.47 

5.  45   5. 70 

4.75 

1.27   2.89 

1-11 

,5.41 

3-  28 

6  41 

1  ?0 

2.9S 

4. ,5,5!  4.31 

4.43 

0.74    1.081  1.54 

5  ir 

4  51 

1.62 

2. 53 

34.68 

3. 05t  4. 5i 

4.73 

1.63   2.96   2  tiS'  9.02 

2.75 

5.00 

1-54 

2.89 

43  78 

2.92 

4.,S8   5.21 

4  87 

1.39   2.89:  0  75'  7,  .50 

3.I0I   .4   74 

JJ  -in 

3.34 

2.27,  .5.15 

4.84 

1.561  2.79'  2  :•■}    7  -'-    •'  >V    1  v.    1   ,;,:    -"y  n'x"^ 

Oaulmry    

2.95 

8.04   4.47 

5.7f 

1.93   2.91)   I.-       ;    :i      :          7  ,  ,    ,.    ,,,    ,.    ,.,  ,-,    ,7 

Kast  Hartland  .... 

2.74 

6.60!  4.5S 

4,11 

O.95I  3.18    77   1,     7    •  ,     7     ■!     .,     ,       :    -,       '   ,,      !7   ^l 

LakeKonomoc... 

4.66 

5. 171  6, 72 

1..50  2.32;  1  ■:-■■■,    1  :    1   - 

3.83 

4.76,  6.55 

4.  ,5S1 

1.181  4.331   1.1:7     ;.,,,    ■'   7',    7  ,s    I    7,,    1   1  ;  11  30 

New  Hartford  .... 

2.79 

3. 121  4. 14 

4„50 

1.45'  2.36   3.-32    5  9u    1.5S'  4,2(1    1.80    v!. -50  :j7  66 

2.63 

3.65   3.14 

4.7a 

1-11   2.88|  1.12]  4.62   2.781  5.03   l.SO)  2.17  35.66 

2.70 

3.25:  4.24 

3.70 

098,  3.02   2.23   4.30    1.86   4.65   1.80   2.0035.33 

[Continued  from  fir.st  page] 

that  at  the  close  of  the  year,  soil  moisture  was  seriously  needed 
in  nearly  all  sections.  In  the  northern  division,  November's 
average  precipitation  of  0.83  inch  was  the  lowest  ever  recorded 
for  that  month.  Of  tlie  months  in  which  snowfall  occurs,  all 
but  January  and  March  had  less  than  normal  amounts.  Jan- 
uary's total  was  slightly  above  normal,  while  more  snow  fell  in 
March  than  in  any  other  month.  The  storin  of  March  ll-13th 
produced  a  volume  of  snow  seldom  equalled  or  exceeded  in  that 
month.  More  than  20  inches  fell  at  Portland,  Maine,  and  more 
than  10  inches  in  nearly  all  other  .sections.  e.s. 


KILLING  FKOSTS. 


Maine 

Bangor 

Bar  Harbor  (near)  . 

Eastport 

Farmiugton 

Fort  Kent 


Jl;.iiisoii 

Millinocket 

North  Bridgton  . . . 

Oldtown 

Oinno  

Portland 

Fresque  Isle 

RiuoK('nn.s  Dam  .... 

Rumf ord  

Vancelioro .. 

Winslow 

Woodland 

Xew  HiwiDshire. 

Berlin . 

Bethlehem 

Con  cord 

Durham 

Errol 

First  Conn.  Lake... 

Franklin 

Glencliff 

Hanover  

Hillsboro 

Keene  ineari 

Chester 

Nashua 

I'inkhani  Notch.... 
IMymouth 

Vermont. 

Bennington 

Bloomfield 

Brattleboro 

Burlington 

Cavendish 

Chplsoa 

Cornwall 

Craf tsbury  Comm. . 

St  Barnot 

Knosburg  Falls 

Newport 

Northfield 

Rutland  

St.  Albans 

St.  Johnsbury 

Somerset ". 

Woodstock 


,Tune 
May   : 

do 

do  : 
June 
May  ; 
June ; 

do  1 
May  1 


do  ] 
Apr.  ] 
June  ] 
May  5 

do  1 
June  ] 
May   ] 


May  i 
do  1 
do  1 
do  1 
do  1 
June 
May  1 
do  1 
do  1 
do  s 
do    i 


May 
do 
do 
do 
do 


May 
.lune 
May 


Sept.  27* 
Oct.  16* 
do  18 
Sept.  22 
do  17 
do  19 
do  19 
do  2U* 
do  27 
do     19 


Sept. 
do 
Oct. 
Sept. 
Oct. 
Sept. 


Oct. 
sept, 
do 


Sept. 
do 
do 
do 


Massachusetts. 

Adam.« 

Amherst   

Blue  Hill 

Boston 

Brockton 

Chestnut  Hill.. 

Clinton 

Concord 

East  Wareham. . 

Fall  River 

Fitchburg 

Framingham  . . . 

Gloucester 

Haverhill 

Hoosac  Tunnel.. 

Hyannis 

Lake  Coohituate 

Lawrence 

Lowell 

Nantucket   

New  Bedford  . . . 

Pitlsfield 

Plymouth  

Provincetown.. . 

Rockport 

Shi-I!,iu-Me  Fails. 
Fr   ••i;rfi,  ■,! 

Siui.,  ;  ,-  rails'!! 
West  field 

Weston 

Williiiiiistown.. 
Worcester 

Rhihie  Island. 
Block  Island.... 

Kingston 

Portsmouth  

Providence , 

Coiinecticid. 

Bridgeport , 

Colchester , 

Cream  Hill 

Danliurv 

Fall's  Village.... 

Hartford , 

Mt.  Carmel 

New  Haven 

New  London 

Norwalk    

Putnam 

S.alisl)ury 

Storr.s 

Waterbury 


Last  in     First  i 
spring,     autumn. 


do 

Apr. 
do 
do 

May 
do 
do 

Apr. 

May 
do 
do 
do 


Oct.  16 

do  15 

do  16* 

do  18 

do  16* 

do  16* 

do  16* 

do  16 

do  16* 

do  18 

do  16* 

14*      do  16* 

do  16* 

16*      do  IG* 

19*     do 


15 


May 


r- 


do  16 
Sept.  19* 
Oct.    16 

do  16* 
Nov.  13 
Oct.    25* 

do     15* 

do 

do 

do 


do  14* 
do  16* 
St-pt.  22* 
.  Oct.  15* 
1,5*]  Sfpt.  19* 
29*  Oct.  15* 
do  15* 
do  16 
do  i.'j 
do     30 


Nov.  9 
1,5*  Oct.  15 
do  20* 
17  ]    do     16 


Apr.  16*]  Oct.  15* 
May  17»:  sept.  19* 
do  2  I  Oct.  16 
do  17  do  16 
do     19    .Sept.  18 


Apr. 

Oct 

May 

14 

do 

'\1J[- 

16 
13 

do 
do 

do 

17 

do 

May 

17 

Sepl 

do 

20 

do 

do 

17 

Oct 

do 

14 

do 

*  As  no  frost  was  recorded  the  date  given  is  of  the  last  freezing  temperature 
in  spring  or  the  first  in  autumn.  t  Summit. 
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GENERAL  SUSIMAK'S' 

\  nuary,  1940,  with  an  a\eriige  t^cction  temperature  of  IG.2^, 
lie  coldest  January  tsinee   1920,  and  in  only  a  Tew  years 
,       r  to  tliat  was  the  average  temperature  for  January  lower. 
Despite  the  unusually  low  average  temperature  tlicre  was  a  sur- 
prizing absence  of   extreme   temperatures,    and   the    recorded 
monthly  niini\na  were  actually  not  as  low  as  those  ordinarily  ex- 
perienced in  January.   !'"xcept  for  tlie  period  from  about  the  12th 
through  the   15th,  daily  temperatures  were  persistently   sub- 
normal and  rarely  rt-aclied  above  the  freezing  poii.t  in  the  north- 
ern division.  At  a  fev.-  stations  in  northern  Maine  the  tempera- 
ture was  below  freezing  at  all  tinus  tiiroughout  the  month.  Pre- 
cipitation also  was  far  heloAv  normal,  averaging  less  than  60  per- 
cent of  the  I'.onnal  monthly  junount,  and  the  month  was  one  of 
■  l.iest  Januarys  of  record.  In  the  northern  division,  average 
illy  amounts  have  been  as  low  in  but  two  Januarys  since 
-.     At  the  close  of  the  month,  snow  depth  ranged  from  a 
along  the  south  shore  to  about  6  inches  over  interior  sec- 
.  and  to  more  than  15  inches  in  extreme  northern  sections 
ad  in  the  mountains;  ice-thickness  ranged  from  about  8  to  24 
inches.  e.s. 

TEMPERATURE 

The  average  monthly  teniperatnrc  for  the  Section,  based  on 
103  records.  wa>  16.2'.  wtii.-h  is  6.4'^'  lielow  the  mean  for  the 
past  53  years.  Tlie  average  temperature  for  the  northern  division 
was  12.4°;  for  the  southern  division,  20.1°.  The  highest  month- 
ly mean  was  25.8"  at  Nantucket,  Mass.;  the  lowest  was  3.5° 
at  First  Connecticut  Lake,  N.  H.  The  highest  recordtd  was 
54°  at  Brockton,  Mass.  on  the  15th ;  the  lowest  was -26°  at  Enos- 
burg  Falls,  Vt.  on  the  7th,  and  Chelsea,  Vt.  on  the  18th.  The 
greatest  monthly  range  was  66°  at  Chelsea,  Vt. ;  theleast  was  36° 
at  Provincetown,  Mass.  The  greatest  daily  range  was  50°  at 
Chelsea,  Vt.  on  the  30th ^ 

PKECIPIXATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
183  records,  w.is  2.05  inches,  n-hich  is  1.43  inches  below^  the 
mean  for  the  past  58  years.  The  average  precipitation  for  the 
northern  division  was  1.58  inches;  for  the  .southern  division, 
2.55  inches.  The  greatest  monthly  amount  reported  was  3.99 
inches  at  Collinsville,  Conn.;  the  least  was  0.54  inch  at  East 
Barnet,  Vt.  The  greatest  aniount  in  24  hours  was  3.58  inches 
Collinsville,  Conn,  on  the  15th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  8,  which  is  B  below 
the  mean  for  the  past  5:!  years. 

The  average  snowfall  for  the  northern  division,  based  on  88 
records,  was  11.4  inches;  for  the  southern  division,  based  on  78 
records,  7.7  inches;  for  the  Section,  based  on  161  records,  9.6 
inches,  which  is  5.8  inches  below  the  mean  for  the  past  53  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direv'tion  of  tlie  wind,  based  on  118  records, 
W1-;  northwest.  The  avera;.re  velocity,  based  on  the  records  at 
15  stations,  was  10.5  miles  per  hour,  which  i.s  1 .2  miles  per  hour 
below  the  mean. 

Thesunshine,  based  on  the  records  at  14  stations,  averaged  57 
percent  of  the  possible  amount,  which  is  10  percent  above  the 
mean. 


The  cloudiness  waSNCone^crably  below  the  mean .  The  average 
for  the  Section,  based  t;S- 128  records,  was  14  clear,  7  partly 
cloudy,  and  10 -cloudy  days.. 

The  monthlj'  relative  huinidity,  based  on  the  7:80  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  71  percent,  which  is 
6  percent  below  the  mean.        V^ 


St. 


DATES  OE^JttlSCELLANEOUS  PHENOMENA 

.iHronry  — 3-6th,  8-lOth,  15th,  28-31st. 

Halos,  ianar.  —  1st,    18-25th,  28th. 

HaJos,  solar.— 1st,  10-1 1th,  17th,  2Gth,  22-2od, 

Ildil. — (dates  and  general  location) — None. 

Thunderstorrm. — 15th,  Portland,  Maine. 

Fog,  dense.— VZ-m\\,  15-16th,  19th,  27th. 

Sleet. — (dates  and  general  location) — 14th,  widespread  oc- 
currences of  sleet  over  Section  except  in  Maine  and  Rhode  Island ; 
15th,  widespread  over  Section  except  in  Rhode  Island. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermoni;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


-  5  i  l.GG 
-10  !  3.23 
-25  I  2.50 
-12     2.54 


29     3.12     19.5     3. 


No.  of  days  (all 
South        New  England) 


12.1     11     11       7     13 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1940 


Climatologrical  Bata  for  January,   1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangor 8  

Bar  Harbor  (near) 
Brassua  Damlt.-.- 

Caribou.. 

liastport 

Kast  VVintlirop.  •■• 

Ellswortli  

Eustis  

Farniiiigton 

Ft.FairlieUl(near) 

Fort  ICent 

Ganliuer 

Greenville.. — 

Hiranitt 

Houlton 


Lewiston 

Machias. 

MadisouS 

Middledani 

Millinockel§ 

Milo 

Moosehead 

North  Bridgtou.... 

Oldtowii 

Oro.u). 

I'ortUuid 

Pres(iuf  Isle 

RipogfiiiisiJaintlS 

Rockland 

Runil'ord 

The  Korlcs 

Upper  ])ani 

Vauceboro 

Winslow«§ 

Woodlands 

For  Stale     .  •  •  • 
New  liainpshire 
Berlin    


Concorii    

Di.'cville  Notch  .... 
Durham    

First  Conn.  Lakeji 

Fitznilliaui* 

Franklin 

Qlenclilf   

Hampton 

Hanover  §  

Hiiloboro 

Keene(near)  §  — 

Lakeport 

Lincoln ■.. 

Manchester 

Milan     

Nashua  §  ■••■:•••■■ 
New  Diirlnunll-... 
Newport  .......... 

Noith  .Stratford... 
PinkliamNotchtt-. 

Plymouth 

WestStewartstown 
Wolfboro  Falls..  •• 

York  Pond 

For  State     •-.• 


Mt.  Washington  : 

Veiinonl 


Bloomlieldtt 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

CorTiwalUt 

Crattsbury  Com.. 

East  Barnet 

East  Ryegate 

Enosbiirg  Falls... 

Gilman 

MaysMilUt 

Newfane 

Newport 

NorthHeld 

Readsboro 

Roeliester 

Rutland 

St.  Albans 

St.  Johnsbnry 

SearsbnrgMt 

SearsburgSta.lt.- 

Somersettt 

Vernontt§ 


iklin 


.\roostook 

Aroostook 

Kennebec 

Piscataiiuis  . .  • 
Cumberland-" 

Aroostook 

Somerset 

Androscoggin  . 
Washington  . .  ■ 

Somerset 

Oxford.. 

I'onobscot 

Piscataquis 

.Somerset 

Cumberland... 

Penobscot 

I'enob.scot 

Cuiiiljerland. . . 

Aroostook 

taquis 


Kno.K 
Oxford. 


530 
139 
1.057 
375 
364 


1.4I0 

■4,100 

'277 


Rockingham .. 

Grafton  

Hillsborough 


Grafton. 
(;^.'rroll'  ■ 


Windliam  •■ 
Chittenden. 
Windsor 


iia  . 


Frankhn  .... 

Essex 

Wiiulliam... 
Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  ... 

Rutland 

Franklin..  . . 
Caledonia... 
Bennington 
B(-nnington 
Windham.. . 
Windham... 


— 0. 28 
-1.31 
-1.95 


-0.67 
-2.  87 
-1.90 


Civil  Aeronautics  Auth. 

B.  L-  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C.  P.  &.  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
WinHeld  Heath 
N.  W.  Roberts 
C.  L-  Cliadbonrne 
Thomas  W-  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
George  J.  Gumming 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  H-  Gleason 
N.K-Agr.  College 


Wi 


Valley  T.umber  Co. 
Mass.  Dept.  Public  Health 
F.J-  SouUimayd 
.Stale  Sanatorium 
Frank  E.  Leavitt  ,, 

Dartnion til  College  ' 

N.  H.  Research  Forest.    '1 
Robert  P.  Hay  ward  5^ 

Fred  Wiggin  ^ 

Edward  A.  Carr  ?S 

Public  Service  Co-  ^ 

Androscoggin  Res-  Co. 
Pennichuck  Water  Work* 
E.E.Tobpy 
H.  P.SluMiiird 
F.  A.  Smith 
J.  B.  Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisherie* 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO, 
State  Fish  Hatchery 
Georye  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  tt 
Sarah  E.  Lane 
Mic^s  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  t1t 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  J.  Geroty 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.Power  Co. 
E.  E.  Ordway 
George  H,  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttf 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 


See  page  i  for  explanation  of  referenoe  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


c 

lima 

tologr 

ical  Data  for  January,  1940 

Counties 

1 

i 

1 

Temperatiue,  in  degrees  Fahrenheit 

1      Precipitation,  in  inches 

No.  of  days 

1 

1= 

stations 

s-e" 

1 

ll 

G 

1 

1 

2 

5 

1  5 

1 

s 

II 

SI 

0 

ll 

si- 
ll 

is 
•ss 

1  = 

^1 

1 

0 

1 
0 

Observers 

Vtrmout  Confil 
West  Burke 

0 
0 
2 
0 
0 
0 
49 

11 
11 
27 
18 
21 

15 

105 

55 

5 

55 
123 
45 
47 
28 
22 
68 
63 
53 
11 
68 
76 
65 
19 
35 
28 
20 
53 
21 
43 
46 
21 
34 
11 
20 
48 
30 
43 

85 
115 
30 
55 
15 
27 
11 
3 
67 
29 
69' 
25 
28 
28 

22 
54 
,53 
54 

27 
39 
36 
42 

44 
20 
12 
66 
45 
22 
41 

51 
27 
13 
30 
48 
84 

99 

47 

2 

109 

30 
17 
47 
22 

1.17 
0.98 
1.17 
2.65 
0.97 
1.96 
1.63 
1.40 

1.59 
2.63 
2.37 

-i.'si' 
-i.'ie 

-1.65 

-1.0.T 

-1.40 

'-6.' 76' 
-1.36 

o!53 
0.83 
1.72 
0.70 

l!07 
2.17 

0.90 
2.11 

7.0 
10.9 
6.7 

17.5 
U.7 
12.4 

5.' 7 
7.5 

8 
4 
7 
12 
5 
9 
6 
9 

11 
7 
9 

21 

3 

7 

nw. 

Oilman  W.  Ford  Itt 

Windsor 

Windsor 

Windham 

Windsor 

Windham  

Windsor 

400 

490 
1,450 

o70 
1,640 

700 

Evtt  K.  Doubleday 

20 

14 
16 
12 

9 
14 

0 
7 
4 
2 
9 
7 

9 
9 

15 
10 
15 
6 
12 

13 

8 

uw. 
sw 
w. 
uw. 

nw. 
uw. 

N.  E.  Power  Co. 

lam. 

E.  T.  Sutton  lit 

-tOQ 

Aooa>tock 

10!  7 

17.5 
18.5 

-  7.2 

-'s'i' 

47 
:!9 

42 

"i,5" 

14 

14t 
15 

--ie" 

-26 

-  3 

-  3 

"bh" 

7i 

lot 

10 

'•ik' 
so 

35 

32 

Walter  Adams  ftl 
Benton  S.  Piuney 

}[,i^.>achnsetts 

Berkshire  .. 

Hampshire 

Middlesex 

Norfolk  

750 
217 
i>7 
70 
ti40 

540 
110 
600 
1,350 
124 
398 

IS 
190 
402 
172 
210 
1,110 
15 
165 
325 
9,50 
50 
50 
l,6,i0 
90 
SDO 
1.030 
30 
30 
820 
M8 
57 
b5 
190 
53 
97 
275 
330 
100 
35 
(=3 
350 
05 

1,037 
1,650 

■  1.0,50 
40 
25 
400 
720 
970 
160 
199 
555 
8.-.0 
20 
20 
200 
520 
450 
210 
224 
1.400 
900 
711 
960 
625 

11 

56 
0 
0 
56 
70 
0 

'I 
0 
56 
36 

54 

56 

0 
11 
4 
0 
0 
0 
41 
0 
0 
10 
0 

32 

0 

0 

56 
56 
0 
0 
0 
0 
0 
0 
54 
55 
0 
0 
0 
0 
23 
0 
54 
0 
54 
39 
II 
0 
0 
0 
30 
0 

27 
57 
38 

J 

12 
0 
0 

42 
0 

48 

N.  E.  Power  Co. 

, . 

Ma.ss.  Agr.  Exp.  Sta. 
Met.  Water  Works 

■;. 

Jlue  llUiUS 

19.4 
23.0 

-  5.9 

-  4.9 

49 
52 

15 
15 

3 

8 

20 
20 

23 
22 

2.39 
1.6S 
3.20 
1.43 
2.53 
2.25 
2.16 
3.16 
2.34 
2.04 
2.50 
3.10 
2.61 
2.72 
1.93 
2.37 

'i'.in' 
2.43 

2.28 
2.26 
2,44 
3.01 
2.77 
1.98 
2.03 
2.51 
3.51 
2.78 
2  47 
2.  49 
2.60 
2.  79 
2.  .59 
2  50 
2.51 
2.72 
2.37 
2.33 
2.67 
2.00 
2.83 
1.90 
1.39 
2.33 
2.45 
3. 98 

L80 
2.  69 
3.15 
2.26 
2.55 
3.18 
3.30 
1.64 
1.89 
2.40 
2. 56 
2.  .37 
2  55 
3.30 

'i!95' 
2.31 

2!  01 
2.89 
2.45 

2.01 
2.  34 
1.84 
2.  .TO 
2.17 

3.09 
2.78 
3.77 
3.79 

-1.62 
-1.93 
-0.55 
-1.90 
-0,78 
-1.06 
-1.79 
-0.59 
-0.86 

■-i.'62" 
-0.09 
-1.11 

"-'lAh' 

-L40 

-6.' 47' 

-0.57 
-1..% 
-0.72 
-0.72 
-0.53 

-o.'ei" 

-2.10 
-1.31 
-0.46 
-0.05 
-0.88 
-1.00 
-1.5S 
-1.15 

-6;64 

-i.'-io 

-1.87 
-0.S7 
-1.60 
-0.31 
-1.52 
-1.93 
-0.93 
-1.74 
+  0..52 
-1.85 
-1.76 
+  0.05 
+0.01 
-0.58 
-L21 
+0.08 
-0.18 
-1.38 
-2.68 
-1.87 
-0.54 
-0  55 
-0.74 
-0.32 

-6.98 

'-6.' 6.5' 
-1.14 
-0.04 
-1.27 

-1.77 
-2.  .53 

■-i.'26' 

-1  84 
-0.33 

-o;o6 

+  1.02 

1.88 
1.31 
2.45 
1.20 
1.83 
1.55 
1.50 
2.48 
1.69 
1.59 
2.08 
2.49 
2.08 
2.47 
1.34 
1.68 

2.22 

1  87 
2.06 

1:55 
2. 61 

1:55 
1.70 
1.81 
2.55 
2.22 
L79 

2".  31 

2  .54 
1.97 
2.03 
2.10 
2.03 
1.16 
1.34 
2.29 

l!.59 

b'.m 

1.60 
2.23 
3.12 
1.47 
1.13 
1.70 
2.02 
L63 
L90 
2.77 
2.66 
0.81 
1.34 
2.25 
L48 
1.70 
2.30 
2.81 

'i.'37' 
1.81 
0.85 
1.40 
2.25 
3.12 

1.84 
2.13 
1.33 
2.20 
2.20 

2,95 
2.  ,54 
2.12 
3.39 

8.5 
4.6 
9.2 
2.0 
7.5 

■7."9 

8.4 
5.8 
6.0 
,5.1 
6.4 
7.1 
3.0 
10.4 
9.8 
8.0 

■■7.' 5' 

'7.8 
11.0 
7.7 
15.8 
11.9 
5.0 
9.0 
11.2 
6.4 
0.3 
8.0 

"i.k' 
6  2 
7.2 
7.0 
8.5 
13.4 
7.2 
7.5 

'io.i' 

13.0 

■5.' 7' 

8.5 
5.6 

'io.'g' 

"7.0' 
7.4 

8.7 
8.5 

14.4 
6.3 
4.0 

21.5 
fi.O 

"s.'i' 

"8.5 
10.8 
12  6 
11.7 
9.0 
8.3 

2  2 
4.3 
3.0 
4.2 
4.4 

11 
10 
6 

7 
8 
8 
7 
9 
10 
8 
6 

5 
5 
8 

"e' 

6 

7 
9 
9 

7 
14 
8 
5 

10 

7 

7 

6 

8 
10 
8 

5 
5 
13 

7 

6 
13 

7 
12 

5 
6 
6 
6 
9 
8 
5 
10 

7 

8 
8 
9 

7 

'io' 

9 

12 
7 
8 
8 

6 
8 
6 

7 

2 
4 

_ 

15 

15 

7 
5 

9 

w. 

Blue  llih  Observatory 
U.  S.  Weather  Bureau 

Uoylstou 

Worcester 

Plymouth 

Hampdeu 

Hampshire 

22.3 

■ii'-i" 

19.2 
1S.» 
20.9 
22.2 
20.2 
20.6 

-  6.1 

-  6!o 

-  4.4 

-  5.5 

54 

"si" 

45 
50 
50 
51 
40 
42 

15 

"ii" 

15 
15 
14 
15 

151 

5 
...... 

-  5 

-  9 
-13 

2 

-  4 

20 

"iof 

10 
10 
20 
20 
10 
10 

25 

'25' 
36 
42 
40 
28 
36 
37 

17 

6 

8 

nw. 

City  EiiKineer 
State  Uept.  Public  Health 
.State  Dept.  Public  Health 
Wet.  Waterworks 

■ld» 

;  IlillS.-..- 

J 

leliam  ... 

Worce.ster 

Middlesex 

Plymouth 

22 
14 

18 
16 
16 

4 
9 

10 

9 
6 

nw! 

uw. 
nw. 

Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 

:^!„;v:::: 

Worcester 

Middlesex 

Norfolk  

Worcester 

Herbert  B.  Allen 
Met.  Water  Works 

, 

State  Dept.  Public  Health 

MM 

21.4 
IS.  5 

44 
42 

15 
16 

-  4 

20 
10 

19 
35 

6 

13 

12 

13 

nw. 
n. 

Ralph  m!  liarker 

Franklin 

Middlesex 

Worcester 

BiinisUble 

Essex 

Franklin 

Hampden 

Berkshire  ...... 

Worcester 

Barnstable 

Bureau  of  Entomology 
Stale  Dept.  Public  Health 
State  Wept.  Public  Health 

■2i."7' 

-  4.9 

■48" 

"is" 

■■■5" 

"26" 

'24" 

is' 
ii' 

16' 

"9 
10 

"7' 



State  Dept.  Public  Health 

City  liufiineer 

State  Dept.  Public  Health 

Hobbardstoii* 

15 

A.  \V.  Ladd 

13.8 

.. 

36 

-10 

23 

29 

10 

w. 
nw. 

N.  E.Power  Co. 

State  Dept.  Public  Health 

23.5 

-  7.0 

47 

15 

3 

20 

27 

State  Teacher's  College 
State  Dept.  Public  Health 

", 

Worcester 

Mi.Mlesex 

i:s.sex  

Middlesex...... 

(Bristol 

E.  P.  Mitchell 

:utuate»§ 

19.6 
19.0 
19.1 

—  5.3 
-5.6 

52 
45 
42 

15 

15 
15 

-12 

-  7 

10 
10 
10 

48 
36 
34 

ll' 

ll' 

9 

'";:;. 

Met.  Water  Works 
E.ssex  Company 
Props.  Locks  i(t  Canals 
St;'.ie  Dept.  Public  Health 

Plymouth 



State  Dept.  Public  Health 
WilMiun  H.  Hoelzol 

ro    . ■ 

17 

6 

8 

,  •'    ■ 

Worcester 

Worcester 

Franklin 

Nantucket 

liiistol 

Worcester 

Plymouth 

Berkshire 

Worcester    

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnsiabie 

Essex   

Franklin  

Worcester  ...... 

Berkshire 

Middlesex 

Hampden  

Worcester 

Berkshire 

Essex   

Bristol 

Franklin    

iramp.shire 

WorCHster 

Hampden 

Middlpisex 

Berkshire  

Worcester 

Berkshire  

Worcester 

Worcester 

21 

0 

10 

w. 

N.  K.  Power  Co. 

V  .,       ^-ue  City... 
iu.rrtVj;!!! 

:se« 

'25'8' 
22.9 

■-■5.' .5 

-  6.1 

■■56" 
45 

■"i.5" 
15 

"  is' 

' '26' ' 

20 

.'f 

20 

10 
2 

10 
9 

w. 

uw. 

IT.  S.  Weather  Bureau 
City  EnRineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

■"■ 

14.9 

-  7.6 

39 

14 

-  3 

lot 

31 

■? 

14 

10 

uw. 

Comr.  of  Public  Works. 

■ ",' 

State  Dept.  Public  Health 

22.2 

-  6.4 

51 

15 

' 

20 

28 

14 

8 

9 

nw. 

Plymouth  Cordage  Co. 
Met.  Water  Worls 

■own 

Fails' ;: 

2.5.2 
22.4 
17.2 

-  5.4 

-  6.6 

46 
49 

44 

15 
15 
16 

-  2 

17t 
18 
20 

21 
35 
34 

10 
16 
16 

11 
10 
6 

10 
5 
9 

nw. 
uw. 
nw. 

Irving  H.  McNayr 

U.  S.  C.G.  Station 

N.  E.Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

remouttt* 

Met.  Waterworks 

;,\.v.v:::. 

21.2 

-  4.5 

43 

15 

3 

10 

26 

20 

2 

9 

ij  w. 

nw. 
nw. 

U.  S.  Armory 
Met.  Water  Works 

'.^e 

Mtt 

aUs... '.'■'■ 

1.5.2 

19.8 
20.0 
16.8 

-'6.i' 
-  6.6 

38 
47 
52 
40 

15 

15 
15 

15 

-11 

2 

-10 

-  4 

20 
20 
20 
10 

37 
26 
42 
29 

17 
17 
15 
6 

5 
3 
6 
14 

9 
11 
10 
11 

N-sbit  H.  B.nigs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P.  &  K.Co. 

":EE 

i'j.-i' 

'45' 

'i.5' 

■  0" 

"ig" 

30' 

'ig' 

'3 

"9' 

"^■" 

State  Dei)t.  Public  Health 
Stale  Oept.  Public  Health 
Weston  Collej-'o 
State  Dept.  Public  Health 

;ind      ... 
•-.-.■•r(a)§ 

Met  Water  Works 

14.4 

-  7.7 

37 

15 

-  7 

10 

30 

9 

9 

13 

10 
9 

6 
12 

10 
8 

"5' 

nw. 
nw 

w. 
nw. 

nw. 
nw. 

Williams  Colle^e 

State  Dept.  Public  Health 

19.3 
20.0 

25.2 
20.4 
22.1 
22.8 
22.6 

2i.'8' 

-  5.8 

-  6.4 

-  5.8 

-  6.9 

■--■4.'4 

-  6,9 

■-•7.-3 

44 
54 

50 
49 
46 
52 
52 

"si" 

15 
IS 

15 
15 
15 
15 
15 

"is"' 

2 
-12 

12 

-  7 
4 
7 

-  7 

"6 

10 
10 

20 
20 
20 
20 
20 

"26  " 

26 
48 

17 
38 
23 
22 
38 

'25' 

19 
IS 

n 

16 
22 
17 
18 

18' 

2 
7 

8 
3 
6 
4 
5 

"s' 

Clifford  L.  Davis 

Rhrxle  Tflmul 

-Und 

iitti  •".'."" 

Newport 

Washington  .... 

Newport 

Providence   .... 

100 

225 

8 

60 
51 
2 

70 

U.S  Weather  Bureau 
AKr  Exi).  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 

Coniiectient 

Baltic 

Barkhanistead  .... 

Bridgeport!........ 

Bnrlinglon 

New  London  ... 

Litchfield 

Fairfield 

Hartford 

140 

144' 

262 

0 
0 
40 
0 

The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
BrldKeport  Hydraulic 
Water  Bureau,  Hartford 

See  page  4  for  explanation  of  reference  marks 
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January,   1940 


Olixnatological 

Data  for  January,  1940 

Temperature,  in  degrees  Fahrenheit 

Precipitation. 

in  inches 

No.  of  days 

% 

g 

^ 

c 

7\ 

^ 

it 

stations 

Counties 

1 

a 

is 

S 

1 

s 

o 

s 

II 
fl 

i 

c 

a;  " 

II 
11 

11 

11 

^ 

3 

•g 

si 

Observers 

SI 

•-I 

■J 

-1 

H          ^ 

^ 

i- 

o 

p-i 

Connecticut  Cont'd 

New  London..  •• 
Hartford    

420 
300 

54 
0 

20.0 
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Explanation  of  Reference  Marks  Used  on  Pag-es  2,  3,  and  4. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation witriis  Tears  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of' record  are  used  Reference  letters,  a,b,c,  appeai-ing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc. 
on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau.    t1t  Observer  for  New  England  Power  Co.     '-   ^--=-^— —  = ■ • ■ 

tt  Post-office  addresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam.  Uockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam 
Milliuocket-  Winslow,  Waterville;-New  Hampshire— First  Conn.  Lake.  Pittsburg ;  New  Durham,  Alton  ;  Pinkliam  Notcli.  Gorliam;  York  Pond,  Berlin  ;- Vermont— Bloom. 
fjoUl  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mills.  Col  rain.  Mass. ;  Searsburg  Sta..  Wilmington;  Somerset.  M'ilmington;  Vernon,  Shelburue  Falls.  Mass. 
—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Lake  Coohituate,  Framingham;  — Counecticut-Creaui  Hiil,  West  Cornwall;  LakeKonomoc,  NewLondon 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


I  Not  included  in  summaries. 


Explanation  of  Beference  Marks  Used,  on  Page  5 . 
Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  o 
observations.         *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  niiciniglit.         «*  Precipitation  measured  in  the  morning;  amoun 


recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next 
§  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


T.  Precipitation  is  less  th; 


inch  rain  or  melted  snow. 


Explanation  of  Seference  Marks  Used  on  Pag:e  6. 
I]  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for   January.    1940 
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3.82 

terbory 

3.36 

> page  4  for  ezplaoatlon  of  reference  marks. 


OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


January,  1 


Daily  Temperatures  for  January, 

1940 

Day 

of  Month 

station 



1 

J_ 

3 

i 

5 

6 

2_ 

8|  9 1  10  In 

12 

13 

14 

15 

^ 

18      19 

■m_ 

22 

23 

24 

25 

26 

ii 

29 

30 

31 

Maine 

Bar  Harbor  (near).  ... 

S  Maximum  .  . . 
(  Minimum.... 

22 
10 

31 

30 
11 

30 
10 

30 
4 

22 

7 

22 

22 
2 

18 
12 

24 
9 

25 

27 
14 

31 
22 

32 
21 

38 
28 

40 

24 
3 

44 
21 

41 
6 

28 

22 

24 
3 

26 
2 

2S     I 

Eastport  

)  Maximum.  •• 

31 

17 

20 

19 

25 

21 

17 

19 

20 

25 

27 

29 

31 

32 

40 

38 

2 

i7 

18 

23 

25 

24 

24 

25 

28 

24 

23 

22 

28 

28 

(  Mininuim.... 

12 

10 

11 

1? 

12 

10 

5 

4 

8 

9 

23 

25 

26 

27 

I 

-  6 

-  2 

12 

18 

3 

3 

12 

20 

15 

11 

9 

14 

13 

13 

Port  Kent 

)  iMaximum  .  •• 

14 

15 

18 

16 

16 

16 

12 

12 

17 

15 

20 

18 

27 

28 

28 

29 

4 

13 

16 

16 

13 

14 

22 

22 

22 

20 

15 

16 

13 

!  Minimum.... 

11 

5 

6 

4 

7 

3 

-  5 

-10 

-15 

-16 

-  8 

-15 

17 

13 

21 

0 

-16 

-18 

1 

-20 

1 

-  5 

-  4 

—  s 

4 

17 

11 

0 

12 

£ 

—  4-1 

Greenville 

)  Maximum  .•• 

20 

12 

14 

12 

Ih 

15 

11 

13 

20 

18 

20 

22 

26 

28 

34 

18 

-  6 

14 

15 

18 

19 

15 

15 

22 

18 

16 

17 

17 

22 

24   : 

(Minimum.... 

0 

5 

•  -5 

•3 

-  6 

-u 

~.^ 

-  7 

-  8 

-  7 

19 

22 

18 

-  8 

-17 

-11 

-15 

-20 

-  3 

-  4 

—  4 

8 

6 

3 

1 

2 

-  9 

5  Maximum... 

21 

17 

lo 

18 

20 

13 

15 

^6 

15 

19 

IS 

-■22 

■27 

32 

26 

—  6 

10 

10 

18 

18 

16 

20 

16 

25 

22 

20 

22 

20 

19 

22 

1  Minimum.... 

2 

0 

6 

0 

2 

-  3 

-10 

—  16 

-12 

-10 

5 

10 

24 

-15 

-11 

-^13 

-10 

9 

2 

-  4 

16 

-  4 

3 

10 

8 

6  - 

Lewisto-.i 

j  ^iaxiInuln... 

25 

22 

23 

2l' 

32 

22 

24 

19 

27 

26 

29 

2b 

31 

33 

40 

32 

10 

21 

21 

21 

25 

31 

26 

21 

23 

23 

24 

24 

29 

28 

32 

\  Minimum.... 

-  3 

—  7 

16 

15 

5 

11 

6 

7 

3 

0 

17 

23 

22 

31 

2 

—  4 

5 

—  4 

9 

6 

5 

8 

17 

9 

-  6 

8 

0 

-   1 

12 

Millinocket 

\  Moximum... 

20 

13 

16 

15 

22 

18 

15 

20 

27 

26 

29 

26 

2S 

30 

33 

33 

15 

19 

20 

25 

16 

19 

19 

23 

22 

21 

20 

20 

27 

29 

(  Minimum. ••■ 

11 

1 

8 

tt 

9 

-  1 

0 

-  5 

-13 

-  7 

-  0 

—  6 

17 

19 

23 

1 

-12 

-  9 

-3 

-  8 

8 

-  3 

-  2 

-  5 

11 

11 

8 

8 

4 

5     tj 

Oldtowii   

|Maxr.nnm... 

2C 

19 

22 
10 

21 
11 

26 
5 

^\ 

21 

22 

23 

-1 

27 

32 

34 

36 

38 

14 

18 

20 

21 

24 

24 

23 

23 

26 

26 

24 

23 

25 

26 

30 

'  Minimum 

10 

—10 

4 

1 

—10 

—  9 

2 

17 

11 

30 

14 

—  7 

—  5 

9 

—  6 

14 

7 

2 

1 

15 

10 

5 

5 

7 

0 

2 

Portland  

(.Miiximum... 

22 

22 

20 

25 

30 

23 

26 

19 

27 

26 

27 

34 

32 

35 

44 

34 

11 

20 

20 

21 

,26 

32 

28 

22 

21 

25 

25 

23 

30 

30 

34 

/  Jlininuini.... 

10 

5 

14 

15 

10 

13 

9 

12 

12 

9 

15 

21 

26 

27 

34 

5 

_  \ 

2 

10 

6 

12 

8 

5 

12 

16 

9 

5 

10 

7 

8 

14 

23 

21 

20 

18 

24 

19 

20 

21 

31 

27 

28 

24 

30 

30 

36 

33 

6 

17 

22 

18 

23 

27 

22 

21 

23 

21 

20 

23 

25 

28 

30 

Ruratord  

iMi'ninmm.'.'.' 

10 

10 

10 

10 

5 

—  2 

2 

1 

10 

21 

21 

28 

-  4 

-  8 

—  9 

-11 

0 

2 

2 

12 

9 

6 

7 

5 

6 

11 

1 

■)  Maximum  .-• 

2^ 

20 

24 
12 

21 
14 

25 

24 
11 

22 

23 

-  4 

25 

24 
—  6 

28 

28 

33 
22 

34 

23 

40 

40 

17 

20 

20 
9 

22 

23 

28 
5 

30 

27 

27 

25 

27 

24 

30 

29 

34 

/  Minimum 

4 

—  5 

~  ■' 

—  2 

—  6 

—  1 

6 

30 

13 

—  6 

-  6 

—  8 

8 

1 

^ 

19 

11 

-  ^ 

—  1 

—  6 

—  6 

13 

A'eic  Hmnvfhiye 

)  Maximum... 

20 

13 

18 

18 

21 

15 

16 

19 

28 

21 

29 

2h 

32 

31 

36 

27 

14 

15 

18 

23 

23 

21 

19 

20 

23 

16 

14 

14 

20 

23 

27 

Berlin  II 

(Minimum.... 

a 

7 

8 

—  6 

—  3 

-14 

—13 

-11 

-12 

-10 

-  9 

21 

26 

27 

14 

-12 

-12 

2 

-16 

-13 

-16 

-10 

1 

-  1 

3 

-16 

-12- 

"°°^ 

\  Maximum  ... 
(Minimum.... 
)  Maximum.  .■ 

26 
4 
29 

23 

-  3 

24 

27 

25 
17 
26 

26 
12 
26 

22 
11 

25 

26 
4 
29 

22 
12 
26 

% 

27 

-1 
33 

31 
22 

34 
25 
33 

34 

45 

39 

15 

21 
4 
21 

18 
8 
20 

20 
-  4 
24 

27 
8 

28 

32 
33 

24 

24 

27 
13 
27 

21 
10 
26 

21 

8 
28 

23 
10 
26 

28 
10 
30 

32 

34 

30 

6 
33 

—  5 
81 

1 
23 

30 

10 
25 

2 

3.' 

10 
37 

Durham 

(Minimum.... 

i> 

-10 

12 

4 

0 

12 

2 

1 

-  S 

20 

25 

26 

30 

23 

-3 

-  3 

10 

8 

17 

2 

17 

7 

-  3 

4 

8 

First  Conn.  Lake 

\  Maxiimira... 

24 

15 

1 

10 

9 

18 

8 

8 

•>,') 

IS 

20 

3.1 

23 

29 

27 

33 

10 

—   9 

10 

10 

-  4 

15 

10 

8 

23 

21 

2 

5 

6 

13 

18 

-  H 

-  6 

-  2 

1 

-12 

-15 

-16 

-16 

-16 

- 13 

-13 

15 

21 

20 

-21 

-2'2 

-12 

-10 

-3 

-17 

-17 

2 

—  2 

0 

-15 

-  7  - 

Keene(near) 

\  Maximum... 

26 

22 

30 

25 

22 

22 

20 

20 

27 

30 

30 

35 

36 

3a 

31 

13 

20 

16 

24 

26 

30 

30 

21 

25 

19 

20 

27 

29 

31 

)  Minimum.... 

-  2 

—  7 

6 

11 

—  7 

13 

-6 

5 

■' 

—  12 

-  9 

22 

27 

30 

32 

12 

2 

-•  8 

7 

-12 

2 

8 

-12 

10 

-  9 

-14 

0 

-  8 

-11 

2 

Plymoutli 

(  Maximum... 
(Minimum.... 

JMaximnn.  ... 
(  Minimum.-.. 
\  Maxiiiiuiii. .- 

2.i 
-10 

19 
7 
19 

IS 

'I 
10 

22 
9 

22 
11 

21 
10 

20 
2 
10 

19 
5 

18 

-  5 

15 

'I 

18 
3 
13 

17 

0 

12 

-  5 
8 

24 

34 

-  8 

19 

-  8 
13 

26 
-  6 

20 

26 
-10 

27 

28 
12 

31 
21 
29 

34 

21 

86 
30 
34 

34 

24 

37 
26 
35 

39 
25 

37 

28 
37 

35 
12 

28 

-  3 

29 

12 
-10 

16 

1.6 

17 
-12 

15 
4 
16 

25 
-  3 

24 
11 
21 

26 
11 

18 

-10 

16 

18 

19 
0 

-  9 

11 

26 
10 

19 
5 

18 

16 

4 

16 
6 
13 

16 
3 

14 
3 
9 

16 
6 

15 
8 
14 

20 
4 

18 

-3 

14 

25 

27 

Yenno)i 

11 

17 

-  5 

15 

16 
6 
15 

14 
-14 

11 

4 
19 

8 

25 
5 
19 

"'  '"^ 

—  1 
13 

11 

18 

-  2 

—  9 
15 

Newport  

*  Minimum.... 

3 

5 

"7 

7 

-  7 

8 

-13 

—  6 

-10 

—  7 

13 

28 

28 

29 

-  4 

-12 

—  8 

a 

4 

9 

2 

-10 

-12 

8 

-  1 

3 

6 

—10 

-10 

\  Maximum  ... 

20 

16 

22 

18 

18 

16 

13 

17 

19 

19 

24 

28 

33 

33 

37 

27 

16 

15 

24 

24 

17 

14 

19 

16 

16 

14 

21 

21 

25 

Northfield 

(Minimum.   .. 

0 

2 

-10 

4 

-11 

-  2 

-12 

-11 

-  6 

20 

28 

29 

27 

-  3 

-16 

-21 

-  2 

-14 

8 

-11 

-18 

-13 

-  7 

-13 

4 

-17 

-  6- 

S  Maximum.  ■. 

23 

19 

27 

21 

19 

22 

16 

15 

19 

23 

32 

29 

38 

36 

43 

35 

10 

18 

15 

20 

26 

26 

19 

12 

22 

19 

16 

18 

24 

27 

25 

Kutland    

(  Minimum. - •■ 

10 

11 

9 

12 

—  4 

10 

-  8 

4 

-  8 

-  6 

-  2 

23 

29 

30 

31 

9 

—  4 

—  1 

6 

-  3 

11 

10 

-11 

0 

6 

8 

—  7 

7 

-  6 

k 

21 

16 

17 

18 

22 

15 

10 

12 

18 

17 

33 

30 

47 

40 

34 

2 

14 

16 

16 

21 

21 

13 

12 

18 

16 

9 

10 

13 

14 

St.  Albans 

(MhuVmimV.;". 

11 

8 

5 

4 

6 

-  6 

1 

-  2 

6 

15 

23 

30 

28 

31 

-  3 

-16 

8 

6 

11 

-  1 

-  4 

-  8 

6 

6 

2 

5 

1 

\  Maximum.  .■ 

25 

17 

19 

17 

16 

16 

16 

18 

24 

19 

27 

30 

33 

38 

39 

33 

3 

18 

19 

20 

23 

20 

IS 

15 

23 

17 

15 

22 

22 

27' 

St-Johnsbnry  

(  Minimum.... 

0 

6 

6 

9 

-  9 

8 

-11 

—  3 

-  8 

—  7 

-  6 

U 

27 

19 

30 

—13 

-23 

-  2 

-10 

() 

10 

-20 

—13 

10 

-  8 

-  3 

-  1 

-10 

-15 

jMaxinuuu.  .- 

22 

21 

26 

23 

18 

20 

19 

16 

25 

22 

24 

.29 

37 

.35 

38 

35 

9 

14 

20 

25 

27 

20 

22 

23 

18 

19 

21 

22 

27 

30^' 

Woodstock  ^.'■ 

(  Minimum.... 

4 

6 

13 

13 

-  5 

-  5 

—  8 

6 

-10 

—  8 

-  2 

17 

12 

29 

30 

8 

4 

-  9 

6 

-13 

9 

12 

-16 

-  4 

9 

0 

-13 

6 

-  8 

-11 

-  4 

Massdchasells 

(  Maximum  .  .  • 

25 

21 

31 

26 

22 

28 

25 

19 

32 

28 

31 

30 

37 

42 

32 

15 

18 

18 

22 

33 

30 

28 

22 

26 

22 

21 

25 

32 

32 

Amherst 

i  Minimum.... 

7 

11 

18 

S 

3 

3 

12 

5 

-  3 

-  1 

22 

29 

33 

32 

11 

3 

4 

4 

0 

9 

14 

2 

13 

17 

1,0 

4 

9 

4 

4 

Maximum... 

25 

25 

34 

30 

30 

25 

28 

25 

28 

34 

33 

35 

37 

37 

52 

34 

18 

22 

22 

22 

29 

32 

28 

28 

28 

26 

25 

26 

33 

31 

Boston 

(  Minimum 

14 

16 

19 

16 

13 

9 

17 

IS 

15 

17 

29 

34 

34 

34 

12 

9 

10 

10 

8 

13 

15 

10 

18 

18 

15 

11 

13 

13 

16 

Maximum... 

29 

25 

34 

31 

31 

28 

29 

26 

28 

34 

34 

35 

37 

38 

54 

42 

20 

21 

18 

23 

28 

35 

31 

30 

27 

25 

27 

34 

33 

3 

Brockton 

J  Minimum   ... 

b 

7 

15 

17 

8 

18 

6 

15 

16 

9 

14 

27 

33 

31 

34 

20 

6 

14 

5 

8 

15 

6 

17 

19 

10 

9 

10 

11 

*  Maximum.  .. 

2a 

24 

33 

29 

31 

25 

30 

24 

30 

33 

34 

36 

34 

37 

50 

32 

18 

19 

19 

23 

29 

32 

27 

23 

29 

25 

26 

27 

33 

32 

35 

Concord 

i  Minimum.... 

-  3 

4 

15 

13 

5 

12 

—  3 

10 

—  1 

-  9 

-  3 

24 

32 

31 

32 

10 

5 

2 

-  7 

7 

14 

4 

14 

15 

8 

4 

10 

0 

0 

ll 

S  Iilaximum .  .. 

27 

25 

36 

32 

33 

26 

30 

30 

30 

35 

35 

37 

40 

50 

49 

36 

26 

27 

21 

25 

29 

35 

31 

32 

31 

^c 

27 

28 

35 

36 

3^ 

East  Warehamll 

(  Minimum.... 

0 

8 

15 

12 

0 

17 

5 

17 

-  5 

10 

33 

32 

35 

'^" 

9 

8 

15 

-13 

1 

12 

5 

21 

2 

7 

0 

-  3 

; 

28 

24 

33 

30 

29 

25 

29 

26 

31 

35 

35 

36 

38 

39 

51 

20 

25 

22 

24 

27 

33 

29 

30 

29 

27 

26 

27 

33 

35 

Fall  River 

(  .Minimum •■.. 

IC 

13 

15 

18 

13 

15 

5 

14 

16 

7 

12 

26 

31 

30 

33 

IS 

8 

6 

3 

10 

17 

8 

It 

19 

14 

7 

9 

10 

13 

24 

22 

28 

28 

24 

33 

22 

40 

38 

33 

32 

35 

35 

3b 

32 

li 

17 

17 

26 

27 

32 

2b 

22 

2b 

24 

25 

2b 

31 

36 

3 

Fitchburg  

/  Mi    ii";ii'i;.'..  . 

9 

12 

Ih 

12 

15 

6 

13 

15 

2 

4 

23 

29 

29 

30 

11 

4 

9 

7 

17 

14 

19 

11 

6 

10 

10 

8 

\   V  1   ■  ,  ','i;r''     '  . 

23 

24 

32 

27 

29 

24 

27 

24 

30 

29 

30 

34 

35 

37 

45 

35 

16 

18 

2C 

21 

,    '^' 

31 

2? 

25 

27 

2;- 

2b 

24 

32 

3i 

Lawrence 

(   ■. '  ■    " '  1 ' ;  ■  L  i    '.  '  ' 

!    ^ 

7 

14 

9 

8 

H 

4 

9 

4 

-  7 

-  2 

22 

30 

?f 

34 

10 

5 

4 

b 

0 

b 

16 

14 

15 

4 

10 

10 

;'.o 

27 

31 

31 

34 

27 

2! 

31 

33 

35 

37 

37 

50 

22 

26 

26 

27 

30 

33 

27 

33 

3i 

28 

25 

24 

29 

.?0 

Nantucket 

19 

21 

22 

23 

19 

19 

16 

22 

26 

25 

26 

31 

34 

32 

35 

18 

14 

14 

16 

13 

19 

26 

17 

2.; 

22 

!(, 

14 

14 

15 

2( 

^ 

29 

19 

26 

22 

20 

18 

17 

23 

23 

29 

28 

31 

35 

35 

38 

30 

14 

16 

16 

20 

26 

2o 

22 

24 

23 

K 

14 

21 

■2r 

25 

2 

Stockl>ri(1pfG    

-  7 

IC 
19 

16 
24 

8 
22 

-   2 
14 

9 

0 
15 

—  8 
23 

30 

29 
36 

30 
34 

30 
37 

6 
32 

n 

10 

0 
15 

-  3 

-11 
1< 

6 
24 

12 
21 

0 
19 

18 

14 
21 

4 
14 

10 
19 

21 

-  4 
21 

i    ■;        .MH,..' 

22 

6 
20 

19 

27 

IS 

Williamstown 

)      Vjj    .'liMl','/;', 

b 

13 

15 

11 

2 

-  2 

c 

-  2 

-  7 

-  2 

22 

30 

30 

31 

8 

0 

4 

5 

-  1 

8 

19 

-  3 

7 

14 

11 

-  3 

-  2 

-  3 

-  2 

)   M:.-:iipr'i!.  .  .- 

23 

21 

29 

27 

2f 

23 

21 

31 

32 

32 

32 

34 

36 

44 

33 

14 

16 

l6 

23 

26 

3( 

25 

22 

26 

22 

23 

2fi 

29 

32 

Worcester 

7 

10 

14 

13 

12 

14 

6 

13 

12 

2 

6 

22 

29 

29 

32 

10 

3 

3 

7 

4 

5 

11 

3 

13 

17 

12 

5 

8 

10 

13 

Rhode.  Id 

tid 

Block  Island 

\  Jfaxiinum.  .. 

26 

26 

31 

29 

28 

26 

27 

29 

29 

33 

35 

38 

31 

45 

50 

33 

20 

24 

23 

21 

27 

81 

27 

32 

28 

26 

24 

2C 

29 

30 

S3 

(Minimum.... 

20 

22 

22 

23 

21 

20 

16 

23 

21 

24 

33 

34 

34 

33 

16 

14 

16 

14 

12 

17 

23 

17 
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49 
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23 

22 
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30 
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25 

24 

27 

31 

33 

34 

0 
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9 

12 

3 

16 
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11 

19 
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0 
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33 

32 

35 

21 

13 

-  7 
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14 

5 

22 

12 
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n 
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33 
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15 

22 

26 

28 
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3 
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13 
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10 
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11 

22 

2( 

30 
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-  1 

0 

1 

-  3 
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11 

4 

14 

13 

3 

4 

9 
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S  Maximum.  .. 

25 

25 
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25 
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36 

36 

42 
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32 
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-  5 
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26 

32 

32 

IS 

8 

7 
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12 
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16 

18 

11 

7 

8 

OpC 
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2& 
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28 

27 

27 

22 

30 

31 

29 

37 

40 

47 

51 

33 

18 

24 

22 

20 

2i 

31 

28 

28 
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24 

28 

31 

32 
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13 

15 

17 

19 

17 
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16 
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13 

13 
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33 
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13 

9 

10 
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5 
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18 

15 
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13 

U 
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30 

25 

33 
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41 
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24 

24 
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30 

33 
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24 
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X; 
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16 
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14 
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37 
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21 

22 
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27 

30 
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V.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU, 


CLIMATOLOGICAL    DATA. 


NEW    ENGLAND    SECTION 


G.  H.  NOYES 


Vol.   I.II.        Boston.   Mass..  FlCBKrAIlY,   1940. 


No.  2. 


GENERAL.  SUMMARY 

The  weather  in  New  Ki  giaiul  in  February,  1940  was  notal>le 
for  the  severe  northeast  snow-storm  of  the  14th  and  15tli. 
The  disturbance,  which  originated  in  New  Mexico  on  the  even- 
ing of  the  nth,  moved  slowly  eastward  across  the  western  Gulf 
States,  picking  up  a  great  amount  of  moisture;  its  path  of  move- 
ment during  the  13th  was  slightly  north  of  east  with  increasing 
intensity  and  velocity;  on  the  night  of  the  14th  its  center  was 
just  off  the  southern  Massachusetts  coast  with  barometer  read- 
ing below  97')  millibars  (28.79  inches) :  t!ie  storm  passed  out 
to  sea  during  the  morning  of  the  15th,  and  snow  ended  in  New 
England  generally  before  noon  of  tiiat  day.  The  intluence  of 
the  storm  was  experienced  for  the  most  part  over  southern  and 
central  portions  of  the  Section,  with  snow  deptlis  ranging  from 
10  to  IS  inches.  It  was  most  severe  along  the  central  and  .south- 
ern New  fCngland  coasts  where  winds  of  gale  and  whole  gale 
force  drifted  the  snow  to  extraordinary  depths.      All  types  of 

[Continued  on  page  40] 


TEMFERATTJKE 

The  average  monthly  temperature  for  the  Section,  based  on 
108  records,  was  28.7'^.  whicii  is  1.1°  above  the  mean  for  the 
past  53  years.  The  average  temperature  for  the  northern  divi.«ion 
was  19.6° ;  for  the  southern  division,  27.7°.  The  highest  month- 
ly mean  was  32.2°  at  New  London,  Conn. ;  the  lowest  was  9.8*^ 
at  First  CiMmecticut  Lake,  N.  H.  The  highest  recorded  was 
56"^  at  Orono,  Me.  on  the  18th;  the  lowest  was -32°  at  First 
Connecticut  Lake,  N.  H.  on  the  27tli.  The  greatest  monthly 
range  was  74°  at  First  Connecticut  Lake,  N.  H. ;  the  least  was  27° 
at  Provincetown,  Mass.  The  greatest  daily  range  was  58°  at 
Chelsea,  Vt.  on  the  22d. 

PKECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
191  records,  was  3.20  inches,  which  is  0.08  inch  above  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  2.36  inches;  for  the  southern  division, 
4.05  inches.  The  greatest  monthly  amount  reported  was  7.47 
inches  at  Gloucester,  Mass.  and  Plymouth,  Mass.;  the  least  was 
0.73  inch  at  Ripogenus  Dam,  Me.  The  greatest  amount  in  24 
hours  was  2.95  inches  at  Hatchville,  Mass.  on  the  19th.  The 
average  number  of  days  with  .01  inch  or  more  of  precipitation 
was  9,  which  is  the  mean  for  the  past  53  years. 

The  average  snowfall  for  the  northern  division,  based  on  85 
records,  was  20.2  inches;  for  the  southern  division,  based  on  83 
records,  22.8  inches;  for  the  Section,  based  on  168  records,  21.4 
inches,  which  is  4.7  inches  al)Ove  the  mean  for  the  past  53  years. 

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  10.6  miles  per  hour,  which  is  2.8  miles  per  hour 
be'ow  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  51 
percent  of  the  possible  amount,  which  is  1  percent  above  the 
mean. 

The  cloudiness  was  near  the  mean .  The  average  for  the  Section , 
based  on  133  records,  was  11  clear,  7  partly  cloudy,  and  11 
cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  76  percent,  which  is 
1  percent  above  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— l^t,  UHllth. 

Halos,  ^(mdr.— 3d,  15th,  lS-19th,  24tli. 

Hfilos.  solar.  — \s{.  3-Gth,  8-9th,  14-15th,  18lli,  22d,  24lh, 
27-28th. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms.— 6th,  Nantucket,  Mass.;  Uth,  Pittsfield, 
Mass.,   Collinsville,  Cream  Hill  and  Waterburv,  Conn. 

Foff,  dense.— 5-7n\,  10-Ilth,  19-20th,  23d,  25th,  28th. 

Sleet.  —  (dates  and  general  location) — 6th,  southern  portions 
of  Me.  and  N.  H.,  eastern  Mass.,  R.  I.  and  Conn.;  7th,  south- 
ern Vt.  and  vicinity  of  Haverhill,  Mass.;  lOtb,  northern  divi- 
sion, northeastern  Mass.  and  Conn.;  11th,  northern  division 
and  northwestern  ^la-s.;  14th.  southern  j\[ass.,  R.  I.  and  Conn.; 
15th,  Worcester,  Mass.  and  Kingston,  R.  L;  16th,  Readsboro, 
Vt.;  19th,  eastern  ]\T|#.,(JS!.'-3A;l«i(rCofi«f ;  20th,  extreme  east- 
ern Me.,  eastern  and  southern  Mass.,  R.  1.  and  Conn  ;  21st, 
Flaverhill,  Mass.;  27-2^taa,,  y  a^-t^-d  j  Conn . 

COMPARATIVE  DATA    (  Northern:  Maine,  Now  Hampshire,  snd 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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(JLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,   194 


Climatolog-ical  Data  for  February,   1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

Bangor — 

Bar  Harbor  (near) 
Bnissiia  UamU  ■  ■  •  • 

Cariljou.. 

KaitDori  

EaslWiiillirop.   ■•• 

Ellswortli  

Eustis  

Fai'iuington 

Ft.  Kairlield  (.nearj 

Foi-t  Kent 

GarUiiiei- 

Ureenville 

Hiraiiin 

Hoiilloii 

Jac-knuiu 

LewistDU 

Mi.fiuas 

Madi.-oiiS 

Mia.ileaam--.- 
MillinuclaUS  •■ 

Milo 

Moosehead  — 
NorUi  Briilgtoii 

Ohitowii 

Or.. no. 

Ponland 

Presiiiie  Isle---  ■ 
Ripu?eniis  i)aii: 

Rockland 

Rnmford 

Tho  Forks 

Upper  Dam  — 

Vanceboro 

Winslou-nS  -■■ 


nobscot • 


Houier.set 

Aroo.'took-... 
Washington  • 
Ivenuebec  ••-• 
Haiicook 


Kennebec 

Piscataquis  .•• 
Cumberland- • 
Aroostook  — 

Somerset 

Androscoggin 
VVashinglon  .- 
Somerset ...... 

Oxford.. 

Penob.scot 


ir  State 
Ilaiiipslii 


VVasiiington 
Kennebec... 
Washington 


Concord    

Dixville  Notch  .... 

Durham    

ErrolS    •  — 

First  Conn.  Lake+t 

Fitzwilliani* 

Franklin 

Glencliti    

Hampton 

Hanover  S  

Hillyboro 

KeenouiearlS   ■•■■ 

Lakeport 

Lincoln 

Manchester 

Milan     

Nashua  S  -  ■  —  — 
New  DnrlianUt   -■■ 

Newport   

Noitli  Stratford... 
PinkhataNotd.n-- 

Plymontii 

West  Stewavtstown 
Wolfboro  Falls-... 

York  Pond    

For  State     


Mt.  Washington  t 
Veniwiil 

Bennington 

BloomlieldU 

BrattlelioroS 

Burlington 

Cavendish 

Chelsea 

CorinvalUl 

Crattsbury  Com.. 

EastBaniet 

East  Ryegate 

Enosburg  Falls... 

Gilman 

MaysMUUt 

Newfane 

Newport 

Northfield 

Readsboro 

Rochester 

Rutland 

St.  Albans  •  

St.  Johnsbnry 

Searsburg  Mt 

Searsbnrg  Sla.lt.- 

Somersettt 

Vernontt§ 


Windham  .. 
Bennington 
Essex 


Franklin.-.. 

Essex 

Windham... 
Windham... 

Orleans 

W^ashington. 
Bennington- 
Windsor  .  -. 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
Bennington 
Windliani... 
Windham-.. 


5u5 

570 

1.484 


550 

500 

1,200 


2,360 
1,660 
2,080 


+  3.7 
+  '5.3 
+  '6.6 


-  2.2 
+  0.8 
+  1.3 
+  0.1 


+  0.6 

+  'i.'i 


1.34 

-II. '.to 

1.1(9 

-0.93 

1.52 

-0.40 

2.  72 

-0.53 

1.27 

-1.47 

1.83 

—0.18 

0.77 

-1.39 

■>..  8,5 

-0.55 

3.44 

+1.00 

1  9'' 

-1.14 

1.53 

-0  42 

-0.96 

1.60 

+0.03 

0.81 

2.  68 

-0.  62 

2  17 

-0.44 

2.  24 

-0.94 

4.  ,57 

+0.41 

1.02 

-0.90 

0.  73 

-1.04 

3.  37 

1.79 

-1.04 

1.00 

-1..51 

1.72 

-0.  34 

2  m 

2.00 

-0.  38 

1.82 

-0.56 

1.98 

-0.98 

1.99 

-O..57 

0.93 

-1  31 

3.6;^ 

2,  77 

-0.23 

1.99 

2.78 

-0. 05 

1   75 

-0.78 

1.65 

-0.87 

2.  ,50 

-0  05 

2.  06 

-0. 78 

2.  .58 

+0.07 

4, 55 

2,  85 

+0.61 

2  99 

2.58 

-0.19 

4.38 

+0.73 

1.73 

-1.09 

2.48 

-0.50 

1.62 

-1.57 

2  9« 

-0.26 

3.  42 

3  14 

1  67 

3.29 

2.46 

-0.05 

1,20 

-0,68 

3.01 

2.  80 

2.  56 

-0.12 

4.16 

,3.  54 

+1,01 

2.  65 

+0.67 

1.48 

-0.40 

3.48 

+0.47 

1.48 

-0.15 

3  87 

+1.32 

1.85 

-0.49 

1.85 

-0.04 

1.42 

1.15 

l.,54 

-0.66 

1.43 

1.31 

4,88 

+1.28 

3.  43 

+0.45 

1  34 

l.,51 

-0. 83 

2  98 

-0.03 

2.19 

1  55 

-0.47 

l.,S3 

1.54 

-0.  .56 

2  65 

-0.,S3 

3.64 

+0. 39 

6  40 

+2.  .54 

2  90 

+0,23 

Civil  Aeronautics  Auth. 

B.  L-  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  C 
Mrs.  Hani.-nli  r.  Ihueh 
State  Norm;.  1  .^.i,,,„i 
C-  W.Nor.-v,,,:tl.T 
W.  B.  Claik 
Samuel  D.  Suiilo 
U.  S.  Weather  Bureau 

C.  C-  p.  &  L.  Co. 
William  H.  Cumming 
P-  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Electric  ( 
Great  Northern  Paper  (_ 
Union  Water  Power  Co. 
Great  Northern  Paper  ( 
June  Fowler 
N.  W.  Roberts 
C.  L.  Clia.dbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U,S.  Weather  Bureau 
Me.  ICxperiment  Statiou 
Great  Northern  Paper  di 
George  J.  Cumming 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whit 
St.  Croix  Paper  Co- 


Edward  Fenn 
George IC  Tucker 
Kenneth  Bootliroyd 
(I-S.  Woatlier  Bureau 
Sarah  H-  Gleason 
N.H-Agr.  College 
Union  Water  Power  Co. 
Conn.  Valley  Lumber  C 
Mass.  Dept.  Public  Hea 
F.  J-Southmayd 
State  Sanatorium 
Frank  E,  Leavitt 
Dartmouth  College 
N,  n.  Researcli  Forest. 
Robert  P.  Hay  ward 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Penniclnick  Water  Wot 

E.  E.Tobey 
H.P.Shepard 

F.  A.  SmitI) 
J.  B,  Dodge 

Mrs.  HattieG.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisherie 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  C 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.  S.  Weatlier  Bureau 
Cen.Vt.P,  S.  Corp. 
Mrs.  Theo.  G.  TapUn  tf' 
Sarah  E.  Lane 
Mit"?  E.  M.  Dustin 
N.  B.  Power  Co. 
J,  F,Devins1tt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  1  tf  1 

Mrs.  John  J.  Gerety      | 
Rev.  A.  B.  Cvichton      1 
U.S.  Weather  Bureau  f 
N.  E.  Power  Co. 
E.  E.  Ordway  I 

George  H.  Ross  [ 

B.W.  Fisher 
Fairbanks  Museum       ] 
George  Briggs  tU 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co 


See  page  lo  for  explanation  of  reference  marks 
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Olimatologrical  Data  for  February,  1940 


TemiHTatnre.  in  degrees  Falireiihoit 


Prepipitfttioii.  in  inches 
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AshlaudU  •• 
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Boston 

Hoyi^tun.---- 
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>"i-..  ioclilUialett§ 

•Mt.§ 


.,ue  City... 
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New  Bedford 

SortlibridKB* 

Pembroke" 

Peru' 

Petersham 

Pltlsti.'ld. 

Plainlield* 

Plymouth 

Princeton 

Proviunetown 

Rot-kpurt ■ 

Shelbnrne  Falls  ■ 

Sonilibridge* 

South  Egremouttt' 

Spot  I'ond  

Springtield 

Sterling 

Stockbridge 

8wamps<'ott 

TaantoiiS 

Turners  Falls 


^  :tland-.  . 
i>to\vn§  ... 
•ndon*  . ... 

)rfpster(a)§ 

For  State  .  ■  ■ . 

Rhode  Tdnnd 


Block  Island-. 

Kingston 

Portsmonth  .. 

Providence .  - . 

For  State- 


Berkshire  .  - 
Hampshire  • 
Middlesex  . . 
Norfolk  .... 
.   .  do  -... 

Suffolk 

Worcester  .  • 
Plymouth  .. 
Hampden  .• 
Hampshire. 

Suffolk 

Worcester  .  • 
Middlesei.- 
I'ly  mouth  .. 

Bristol 

Worcester  .  - 
Middlesex  •  - 
Norfolk  — 
Worcester  ■  • 

Essex 

Franklin.-.. 
Middlesex  •  - 
Worcest<>r  -. 
Barnstable.. 

Ks.sex 

Franklin.. .- 
Hampden  .. 
Berksiiire  .. 
Worcester  -  ■ 
Harnsfable.. 
E.<!S*1X 

Worcester  .■ 
Miildlosex  -• 

Kssex  

Middlesex  .. 

Bri.stol 

I'ly  mouth  .- 

Kssex 

Worcester  ■  - 
Worcester  .. 
Franklin  ... 
Nantucket.. 

Bristol 

Worcester  .- 
Plymouth  -■ 
Berkshire  -. 
Worcester  . 
Berkshire  ■■ 
Hampshire. 
Plymouth  -  - 
Worcester  •  - 
Barnstable .. 

Essex   

Franklin  ... 
Worcester  .. 
Berkshire... 
Middlesex  •  - 
Hampden  - . 
Worcester  •• 
Berkshire... 

Kssex   

Bristol 

Franklin  .. 
Hampshire . 
W'orc^Hier . . 
Hampden  .. 
Middlesex  .  - 
Berkshire  •• 
Worcester  .  • 
Berkshire  ■• 
Worcester  . . 
Worcester  -  - 


Newport 

Washington 
Newport.  -  - 
Providence 


Baltic 

Biirkhamsteail 
HridgeportS-.. 
BiirliDgtoa  ... 


New  London 
Litcbfield  -.- 

Fairfield 

nartfoid 


-0.3 

+  i.'e 


+2.77 
+  1.28 
+  1.14 


-0.18 
+0.19 
+2.  »7 
fl.91 


+  1.52 
+2.  f>9 
+0.-10 
+  1.37 
+  1.3S 
+  1.91 

+  i.'62 


+0.67 
+  1-43 
+2.33 
+0-44 
+0.91 
-0.75 
-0.48 
+3.33 
+0.28 
+2. 79 
+  1.87 
+  1-82 
+1.58 
-0.30 
+  1.66 
-1-33 
+0.20 
-0  35 
+2.56 
+0.96 
+0.55 
+0.75 
+  0.13 
-0.86 
-0.22 
-0  35 

-0.'22 
+  0.35 
+0-fi7 
+0.91 


Oilman  W.  1 

ord  1 

Kvu  !<..  Doiil 

Icluy 

N.  Ji.  Powu: 

C.I. 

K.  T.  .SiilliM 

Ml 

Olcoll  Kill  I.- 

Co. 

Walter  Aibii 

Bcnloii  s.  I'i 

iney 

N.  E.  Power  ('o. 
Muss.  Agr-  Exp.  .Sta. 
Met.  Walof  Wdiks 
State  Uept.  I'nblio  lie; 
Blue  Mill  01)sei-val..r\ 
U.  S.  WcMdur  IJiu-eiui 
Mrs.  lAjiiUKll.  Koe.l 


tato 


state  Dept. 

Mel.  Wiilei-  W.iiks 

Mel.  Water  WoiUs 


Ijcvt  li.  AIWj, 
.  Water  Win 
0  Dept,  rill 
e  Dipt.  I'lil 
ill  iM.  Ilarkc 


lle.i 


City  EriKiiieer 
State  Dept.  Public  ! 
A.  W. Ladd 
N.  E.Power  Co. 
State  Dcpt.  Public  I 
Stcte'l'caohei's  '■ull 
State  Dcpt.  Public  I 


Mel 


Mi 


Slate  Dcpt. 


ibli 


■alth 
•aith 

■alth 
^a'llh 


CliailoMe  A    Brauu 

U.  S.  Weather  Huieau 

City  Eneinecr 

State  Dopt.  Public  Health 

State  i)ept.  Public  Health 

State  Dcpt.  I'libic  Health 

Met.  Water  Wuri>.- 

Coinr.  c,f  Publie  Woiks. 

State  ])c|it.  Pnliiic  Health 

Plymoutli  ConUiKe  Co. 

Met.  Water  Works 

Irvius;  II.  McNayr 

U.  S.  C.G.  Station 

N.  E.  Power  (•<>. 

Slalc  Deiit    Public  Health 

State  Dcpt.  Pul/lic  Health 

.Met.  Walcr  WoikM 

ir.  S.  Armory 

Met.  Water  Works 

Nrsl.it  H.  Bane.s 

Wcslon  K.  r.ewis 

Waterworks 

Turners  Falls  P.  .t  IC.Co. 

Statu  Dcpt.  Public  Ileallh 

State  Dcpt.  Pulilic  Health 

State  Dept    Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met  Water  Works 

Williams  College 

stiite  Dept  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.Kxp- Station 
Agr.  Kxp.  Station 
U.  S.  Weather  Bureau 


See  page  lo  for  explanation  of  rererenoe  marfcg. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,  1940 


Olimatologrical 

Data  for  February,  1940 

Temperature 

.  in  degrees  Fahrenheit 

Precipitation. 

n  inches 

No.  of  days 

t 

^1, 

a 

1^ 

a 

^ 

_ 

«s 

stations 

Co  nil  ties 

•oS 

ii 

Is 

-S 
o^ 

■3  O 

i-a 

;ss 

1 

.So 

Observers 

i 

r 

S 

U 

1 

2 

S 

r 

11 

1 

ii 

S.C 

"3  ^ 

x:° 

S 

■g 

1 

P 

'^' 

"^ 

i 

0 

0 

0 

Connecticut  Cont'd 

Colchester. 

NewLondon.... 

420 

5'> 

m  1 

+  1.1 

49 

12 

0 

27 

,S1 

49 

2.  05 

-1.94 

0.67 

8.5 

6 

ji 

12 

mv 

(lolliii^ville 

Hartford    

300 

0 

3.86 

1.07 

16.0 

8 

15 

7 

7 

i<\\ 

Edwin  K.  Wilder                1 

Croam  HillU 

Litcblield  

L300 

44 

25  2 

+  2.2 

49 

12 

0 

27 

29 

41 

2.77 

-0.63 

0.52 

27.2 

14 

6 

10 

13 

nw. 

C.L.GoId 

Uaiilniry. 

Kairti.>ia 

.390 

fi 

\>.^.  1 

41 

12 

4 

27 

24 

6 

2.91 

L.50 

17.9 

10 

8 

7 

14 

Thomas  F.  Hanlon 

Hartford.. 

Litchlirld   

L220 

585 

0 
24 

24 
39 

4.75 
2.03 

+6.  67 
-1.  23 

1.85 

.36.  3 

10 
10 

D   N   Gaine.s 

Kiills  Villa;;.-!? 

2.'>.0 

-  6.7 

51 

12 

-14 

27 

43 

0  73      16.5 

13 

5 

j^ 

Conn.  Power  Co. 

63 

M 

27  7 

+  0.5 

49 

12 

27 

37 

79 

3.09 

—0.  90 

1.21  1   16.9 

11 

6 

8 

15 

U.  S.  Weather  Bureau 

Laid'  Kouiiiiioctt •  ■ 

i\e\v  Loudon 

Nuw  Haven  .... 

178 
200 

0 
4 

55 
4 

2^54 

-0.30 

11 
10 

New  London  Waterworks 

IMt.  C.ii'mel 

29.8 

50 

12 

6 

27 

27 

0.  fi.') 

11.4 

9 

7 

13 

B.  W.  McParland 

New  Ilavini 

do  

■13 

161 

SO  9 

+  l.S 

47 

12 

12 

27 

20 

122 

3.45 

-0.71 

l.:U 

10.9 

11 

6 

11 

12 

U.S.  Weather  Bureau 

Now  l.oiutoii 

NewLondon.... 

20 

70 

;«  2 

+  3.0 

55 

12 

27 

24 

69 

3.74 

+0.06 

0.  ijl 

13.7 

12 

7 

13 

u\v. 

Harry  G.  Tietjen 
L.M.Comstock 

NorwHlk   

Kairfield 

116 

47 

29  1 

+  2.5 

52 

12 

1 

27 

34 

48 

2.48 

-1.15 

0.98 

14.5 

8 

15 

6 

8 

Putnam  

Windlmra. 

Lit.ditield 

4hS 
1,01.5 

4 

2(1.8 
2:^  S 

49 

48 

12 

12 

—  G 

-  9 

23 
27 

41 
37 

4 

n 

1.93 
2.10 

0.70 
0.45 

18.  5 

19.  5 

10 
11 

5 
15 

4 
6 

20 

nw. 

Salisbury 

P.  Hurliman 

Tolland  

640 

W 

26.  1 

+  1  6 

48 

12 

27 

32 

Ml 

2.59 

-0.73 

0.  ,53 

1.5.4 

n 

6 

6 

17 

Afcr.  Exp.  Station 

N..n'na.ven   ..    . 

29.  4 

+  2.  1 

54 

12 

1 

27 

36 

53 

4.03 

+  0.28 

1.58 

14.5 

11 

16 

8 

h 

William  J.  Pape 

Westhi-ook 

Middle-ex  

40 

0 

HO.  0 

49 

U 

3 

27 

35 

U 

3.34 

LOS 

9.0 

10 

9 

8 

12 

uw 

James  Rintoul 

West  llurilaud 

0 

16 

3.15 
3.04 

-0:54 

1.20 
1.85 

16.' g' 

5 
10 

Water  Bureau,  Hartford 

+  1.7 

55 

12 

-14 

27 

43 

10 

11 

nw. 

Ezplanationof  Reference  Marks  TJsed  on  Pages  8,  9,  and  10. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  statious  liaving  10  or  more  years  of  record.  Departures  of  pre- 
cipifation  witli  15  year.s  or  more  of  record  arc  computed  from  a  normal  or  '  standard  mean",  adjusted  to  a  uniform  .35-year  period;  for  stations  of  10  to  14  years  the  means! 
for  the  period  of  rei!ord  are  nsed  Reference  letters,  n,l>,c,  appearing  in  the  tabic  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also: 

on  other  ilates.    §  Tbermonieters  not  supplied  by  Weather  Bureau,    ttl  Observer  for  New  England  Power  Co.      T   I'recipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

JJ  Post-ortice  aibiresses  of  these  stations  :iio  ;is  IoIIom'-^:    \!  m >  ■:       -,'■     I  ■  •  ,1.  'I'l  1 1   •  n  'i  ,,i.     1;,  ,.    ,,.,    I  >ani.  Itockwood  ;  Hiram,  West  Baldwin;  Ripogenus  Oani, 

Millinockot;  Winslow,  Watervillo; -New  llanii'sliii"     !•  nsl  r,,nu.  1,   :  '     ;;i      1                      '             :  1 1"  h  >mi  Notch.  (Jorliam  ;  Vork  Pond,  Berlin  ;- Vcrmont-Klooni- 

tiehl    North  Stratford,  N.  If.;  Cornwall,  Mid.lhlMiiv;  ^lav.  Alill...  r >.                 i    iiiL,       ,  .  ::..i  ■;  i-n  .  .M,inerset.  Wilmington  ;  Vernon,  Shelburne  Falls,  Bla.s.s.; 

— Mas.<achu.setts-  Aslilanil,  Franiingham;  Blue  Hill,  IMiltua;  LaL.j  <  i».  luiu.wc,  1  i.(:ui.ii,;!.iiii ,  i  ■>.:un,iunl  -Ciiain  Hill,  AVest  Cornwall ;  I,aUe  Konomoc,   NewLoiidoni 

♦  Record  furnished  by  M.issaohusetts  Department  of  Public  Health.  J  Not  inclnded  in  summaries. 

Explanation  of  Reference  Marks  TTsed  on  Pag-e  11 .  ^ 

Except  as  otherwise  indicated  oliservations  are  generally  made  late  in  the  afternoon,  near  sun.set,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *•'  Regular  Weatlier  Bureau  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  moiuing;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.  T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

§  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


tiie  morning;  the  maxiii 


cplanation  of  Reference  Marks  Used  on  Pag-e  12. 

am  then  read  is  charged  to  tlie  preceding  day,  on  wliicli  it  almost  always  occurs. 


PRKSSURIC,  W 

INI 

.  HUMIDri'Y.  AND  SUNSH 

INI 

Atmospheric 

■ressnre 

Relative 

(reduced  to  sea  level) 

H 

imid 

ty 

Hlatlons 

5 

0 

i'  i^ 

a 

0 

B 

n 

B 

^2 

s 

P 

s 

1 

2 

1 

^ 

A 

1 

S 

§1 

s 

w 

0 

« 

■<  > 

fi 

^ 

Amherst 

29.  91 

30.46 

IS 

29.07 

7.8 

40 

14 

54 

29.89^  30.41 

28.  67 

18.2 

50 

ne. 

14 

7/ 

67 

■/I 

55 

29.91,  30.44 
2  '.  901  30  43 

18 

28.  94 

28.98 

17.1 
12.7 

71 

51 

ne. 
ne. 

14 
14 

76 
74 

60 

66 
66 

48 

Boston   

50 

30.1)0    30.53 

17 

29. 10 

7.6 

26 

nw. 

25 

81 

69 

78 

44 

18 

29.01 
28.66 

6.7 
13.0 

22 
38 

15 
16 

83 
79 

53 
62 

'en 

53 

57 

Greenville 

5.9 

30 

12 

29.96 

30.  48 

29.06 

4.8 

20 

15 

H8 

.59 

38 

Hartford 

29.  92 

;w.44 

18 

29. 00 

9.5 

32 

n. 

14 

82 

58 

69 

58 

Nantucket 

29.  85 

30.38 

18 

28.66 

15.1 

51 

ne. 

14 

V3 

'<8 

48 

New  Haven 

29.  93;  30.  44 

18 

28.91 

10.7 

42 

n. 

Nnrthlield 

29.98    30.50 

17 

29.  06 

2/ 

ne. 

14 

90 

62 

78 

29.91    30.43 

18 

28.90 

8.9 

33 

ne. 

14 

72 

54 

62 

Providence 

29.91I  30.43 

18 

28. 91 

13.3 

47 

nw. 

11 

78 

61 

70 

53 

[Continued  from  first  page] 

transportation  were  either  seriously  hampered  or  were  unable  t 
operate  for  several  days  following  the  storm,  and  a  number  c 
lives  were  lost.  Another  slorni  occurred  on  the  19th  and  20th 
and  produced  consideral)le  depths  of  snow,  but  it  did  not  apj 
proach  the  previous  one  in  severity,  the  snow  being  wet  in  mofi 
sections  and  quickb'  soitling.  e. 

Errata: 

In  this  issue  (Feliruary  1940)  tlie  line  at  the  end  of  the  firs 
paragraph  on  page  7  should  read:    Continued  on  page  10. 

Average  precipitation  in  Connecticut  for  January,  1940  shoul 
be  3.04  instead  of  8.04. 


EBRUARY,    1940 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily 

Precipitatio 

a  for   February. 

1940 

Drainage  basin 

Day  of  month 

1 

stations 

■I'h 

4 

5 

6|   :|   s|   9 

10  1  11  1  12 

13 

'^ 

15  1  16 

17 

18 

19 

20 

21 

22 

23  1  24 

25 

26 

27 

28 

29 

SO  1  31 

iJr.ine 

■■  T. 

T. 
.11 

J    1. 

.01    .51 

1 

.61 
1.07 
.25 
.46 

T. 
.02 
.13 
.08 

1 

T  It 

.37 
.17 
.12 
.07 
.14 
.12 
.04 
.15 
.11 
.10 

T. 

T. 

'■^' 
.02 

1.77 
2. 61 
1.34 
1.99 
1. 12 
2.72 
1.27 

o!77 
2.85 
1.92 
1.63 

JstPOfi 

.13 
36 

1 

tv 

.951... 

.01 
.04 
.02 

■f 

.03 
■f.' 

Kennebec 

...tlo 

::::|::: 

T. 

.44 
.94 
.T2 

1  ar 

IT. 
'.'08 

.40 
.18 
.29 
.13 
.!•. 
.18 
.28 

1... 

Kennebec 

.... 

.03 

.02 

.04 

.60 
.37 

!i^ 

'.6i 
.37 
.53 
.70 
.47 
.90 

.26 
.03 
.37 
.02 

'.'os 

.01 
.02 

.05 

...do 

St.  Joiin 

T. 
T. 

tv 

.19 

.09  .3-2 
....l.OC 

T. 

T. 

.... 

■^^ 

1  .02 

.04 
.35 
.31 

.  24  1 .0<] 

'.'65 

.03 

.26 

.66 
.04 

.03 
.13 
.16 

.07 
.08 

.08 

7(1 

.04 

I ' ' 

T 

.22 

.3S 

.27 

.11 

.07 

.16 

.12 

.29 

.28 
.07 
.37 
.17 
.36 
.20 
.53 
.58 

.■46 
IS 
.51 

.2iJ 
.61 

r. 

.46 
.21 
.27 
.05 

.40 
.10 

.'40 
.40 
.50 

.02 
.14 
.04 

■34 
.17 
.26 
.IS 

.56 

'.'64 
.15 
.12 
.10 
.05 
.09 
.01 
.25 

.44 
.04 
.06 
.26 
.12 
.05 

'.'ii 

.06 
.12 
.11 
.23 
.02 
.07 



(io 

T.  1  .eg 

T. 
.05 
.03 
.23 

I;,'t011... 

JTesumpscot 

Penobscot   

Coast 

dt  John 

tv 

■.'25 
".19 

.05 

[ir- 

".'62 
T. 

'.'6b 

.14 

i.'is 

'.'6i 

'.■22 

T. 

'.'08 

■'f 

T. 
.05 

t.' 

.53 

■.'29 

.84 

■.^ 
.47 
.35 

.60 

.50 
.22 
l.U 
.23 
.49 
.46 
.79 

T 
.13 

.05 

.01 

.07 

4.57 
1.02 

Penobscot  

Androscoggin   

Kennebec 

'.'.'.'. 

■.'62 

'."45 

.06 

'.'65 
.12 
.20 

T. 
.24 
.45 

'.'23 
.27 
.16 
.10 

'.'oi 
■v. 

T. 

T. 

'.'is 
'.'67 

".&) 
.03 

.32 
.52 

.53 
1.19 
.24 

.10 

.02 

.19 
T. 

'.'ie 

T. 

.04 

T. 
.03 

'.'23 

.03 
.11 
.04 
.01 
.10 
.12 

.02 

T. 

'.'62 
.02 

1.79 
1.00 
2.00 

1.S2 

1.99 
2  77 

....do 

St.  Croix 

Androscoggin 

Merrimac 

.... 

.01 

tv 

T. 

T. 

.25 
.19 

■.28 

.04 

tv 

t^ 

1.05 
.26 

'.'76 
.10 

V'ii 
.27 
.20 

■.'61 

.03 

.02 
.07 
.05 

■.'63 
.01 
.07 

2  78 

!,ake.. 

Connecticut 

.03 

.02 

T. 

.03 

.03 

.11 
.16 

'.'•ii 
Voe 

.09 
.04 

.06 

.10 

.41 

.09 

.01 

.03 

T. 

T. 

'1?^ 
.01 
.03 

■.'02 

.03 

1.65 
2.06 
2. 85 

Connecticut 

...do 

Merrimac 

....do 

...do 

Connecticut 

Merrimac 

.... 

T. 

T. 

f.' 

.03 
T. 
.01 
T. 

T 

tv 

T. 

.... 

"oi 
•r. 

tv 

.... 

T. 

.15 
.10 

•f. 

■f.' 

.... 

■f. 
.... 

".04 

r. 

.04 

1.73 
2.98 

.  SS'  .  02 

.04 

1 
T. 

'.'25 

t.' 

.43 

.04 

.04 

Ill** 

T 
T. 
.29 

'.'os 

.33 
.19 
.23 
.20 
.... 
.02 

■? 

T. 

■:■:: 

.921.... 

1.48 
.75 
.71 

.i:i 

.70 
.23 
1.32 

!40 
1=1 

T. 

1.01 
.06 

'82 
T. 
.45 

.07 

iV 

T. 

.01 
.15 
.07 
.05 

.31 

.10 
.,15 

.00 
.03 

T. 
.09 

.12 
.07 
.05 
.04 
.02 

■r. 

']'. 
.01 
•1. 
.02 

3  14 

.80 

.01 
T. 

T. 

.01 

'.'oi 
.01 

■f.' 

■.'61 

2.46 

.)/!( 

.43 
.72 
.67 
.72 
.27 
.S3 
.92 
.66 
.18 
.42 
.80 
.5h 
.98 
.56 
.50 

•)■) 

.13 

■[■ 

.09 

.13 

tv 

T. 

,   ,   •• 

...do 

Champlain 

Connecticut 

.... 

.01 

'"* 

T. 
T. 

tv 

1.48 
3.87 
1.85 

1  »5 

Champlain 

.05 

■rV 

T. 
.01 

tV 

T. 
.05 
.01 

T. 

'.'69 
.02 
T. 
.04 

'.OS 

'.'65 

I 
a? 

T. 

.05 

■iV 

.01 

T. 
T. 
T, 

.02 

ills 

..   .do 

St.  L.iwrence 

Champlain 

.07 

tv 

tv 

".bk 
.m 

.0.3 

T. 

'.'is 

.38 

.oy 

.15 

■.'69 

".U 
.43 
.25 
.21 
.41 
.32 
T. 
.33 
.06 
.27 

.03 

T. 

.'63 

^07 
.04 

.'25 
.05 

.02 
t.- 
t. 

T. 

T. 
'f.' 

.09 
.07 
.01 

'.'65 
.07 
..37 
.19 
T. 

'.'69 

t.' 

■.'62 

1.43 
1.34 

TV 

.... 
.05 

T. 

■f.' 
T. 

t'.' 

■.'ii 

.18 
.50 
.29 
.04 
.31 

2.32 
.02 

1.55 

.14 

1.37 
.64 
.15 

'■k 

.31 
.26 
2.63 
.46 

f 

■'1^ 
.14 
.37 
.23 
T. 

.02 
.47 
.10 

i.'si 

.06 
.24 
.16 

•  •• 

.... 
.03 
T 
.02 
.01 

r 

■r. 

'.'oi 

.01 

t. 

near). 

....do 

....do 

Conneotieut 

....do 

:::;;!?::::::::::::: 

Connecticut 

Coast 

...do 

1..55 
1  33 

ry 

'.ii 

T. 
1.39 

T. 

1.54 

•  • 

.03 

1  56 

T. 

.25 

1.01 
.69 
1.35 
1.15 

.35 

.90 

1    "S 

T. 

2.07 
.44 

2.' is 

.83 
.90 
.16 

;:; 

setts 

T. 

.08 

T. 

.l:i 

t. 
.12 

.06 
.04 
.04 
.06 
.08 

^' 
.02 
.09 
.02 
.05 
.04 
.03 
.05 
.01 

■'63 
.07 
.30 

.m 

.04 

!oi 

.02 
.02 

r. 

0^ 

''  72 

.271  .57 

■r. 

T. 

1 

Vis 

.541   .31 

.... 
.25 

1.16 
1.15 

• 

.02 
.60 

!04 
.75 
.61 
1.01 
.22 

i.'i5 

.74 

.87 

.18 

T. 
T. 

'.'6i 

tv 

....do 

Coast 

....do 

.14 

■."64 

'.'22 
.16 

'.'67 

T. 
".62 

4  06 

I  in" 

.'." 

'.'67 

.02 

3  59 

1.57 
1.90 

i.'28 

2.95 

'66 
1.01 
1.56 
l.en 
1.38 
1.76 

44 

.12 

.01 

■.'61 
T. 
.15 
.01 

f.' 
T. 

5  49 

...do 

Charles 

.02 

.85 
.02 

2.42 
1.61 
1.09 
1.40 
.06 
.62 
.85 
1.62 

1.54 
.69 

1.00 
.60 
.54 

'oi 

tV 

.16 

.02 

'.'69 
.02 

'.'20 
T. 

'.'64 
.05 
.03 

.02 
.21 

'.'io 

4.43 

3  17 

.02 

T. 

tv 

•r. 

T. 
.05 
T. 

■.'64 
.06 

".'(& 

tv 

■.■36 

■.'is 

.15 

1   07 

T. 
1.36 

T. 

.10 
1.28 

.23 
1.80 

.20 

.17 
.05 
0<) 

.03 
.14 

"^ 

.22 
.10 
.03 

■.'2i 

.30 

Merrimac 

Connecticut 

Coast 

...do 

tv 

'.'63 

T. 
■.'63 

4  55 

ii§ 

.67   T. 

■V. 

".b- 

.05 
.07 
.04 
.05 

i:p 

.43 

1. 00 

.20 

1.10 

•■ifi 

l.CO 

.06 

.03 

5  31 

1.92 
.20 
.10 

i.'82 
1.56 
2.00 

'.'6i 

,  -.« 

Coa.n 

....do 

Housatonic 

Coast   

....do 

do. 

."62 

tv 

T. 

.19 
.02 
.06 

.23 

.13 

V-io 

.20 
.35 

■.'62 
.'2i 

.24 
.05 

".■i2 

.21 

T. 

5.22 

J 

.501.03 

:i:35 

.11    .81 
.201.17 

f.' 

'.'62 

r. 

.17 

.16 

tv 

T. 

.08 

T. 
T. 
.02 
.10 

2.42 

.532.37 
.202.04 

7.47 

V  n 

6.12 

.82 
.30 

.10 
.15 
.21 
.13 
.19 
.73 

0? 

4.94 

.  ^ 

Thames 

Housatonic 

Connecticut 

Coast 

.05 

r" 

T. 

'.'65 

T. 
T. 

T. 
T.' 

.02 

....1 

.32 

.20 

.34 
.80 
.28 
.11 
.37 

.03 
.22 

.70 
.53 
.05 

'.W 

!l5 
.71 

.48 
.10 
.59 

.05 
.33 

2.23 
.53 

.78 
.30 

.04 

.14 

1.18 
.23 

2.46 
.27 
.60 
.20 

T. 
t'.' 

.02 

'.'i4 
.01 

■r 

.07 

4.9'' 

.05 

t^.^ 

■f ' 

.05 
.08 

.83 
.92 
.41 

tv 

T. 
".12 

".b& 

4.79 

is 

Connecticut 

....do 

Hudson 

ronnectictit 

Blackstone 

Coast 

T." 

3.33 

.39 

.12 

2.55 

'  n 

.25 

".'49 

.60 

T. 

'.'is 

.01 
.03 
.12 

.05 

.10 

.07 
.01 

.02 

T 
t'.' 

.19 
.11 
.04 

T. 

2.08 

.  .n§..... 

.30 

.38 
.21 
.60 

1.17 
.35 
.50 
.22 
1.02 
1.31 

'.66 

45 

66 

3.45 

Rhocte  Mnnd 
oet  Island"* . . . 

■'io 

tv 
tv 

.02 

.58 
.30 

.55 
.67 
.52 
1.04 
.26 
.09 
.10 

2.92 

nRstoii 

do 

^n-5^ 

■T-f^ 

■401  y-x 

4.40 

Coast 

.83 

.70 
.24 
.40 
.22 
.63 
.63 
.50 

.19 
.38 
.62 

.13 
.30 

T. 
T. 

.01 

.16 
'1'. 
.05 

'.'64 
.06 
.06 
.16 
T. 
.02 
.08 

.01 

3.13 

Connfctieut 

■,-l,7.^n,,rt 

.20 

.13 
'1'. 
.15 
.40 
.02 
.01 
.50 

.'26 
.25 

.21 
.17 
15 

.44 

3.96 
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Connecticut 

....do 

Coast 

....do 

do 

.05 

tv 

T. 

T^ 

r. 

T. 

tv 

.10 
'.'23 
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.04 
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T 

tv 

T. 
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.25 
.24 
.84 
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.24 
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.15 
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.13 
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.04 
.15 

.01 

t'.' 
.02 

tv 

T. 

.02 
.04 
T. 
T. 
.06 

f.' 
T. 
.10 

.05 
.06 
.01 
T. 
.12 

':62 

.04 
.03 

2.77 

;jid**... 
■'V  l!a.  Hii"'»""| 

.05   .47 

.28!   .32 
.411  .19 

f." 
T. 

■f.' 

4.75 
3.09 
3.45 
3.74 

)rwalk 

•  1  .33 
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.091  .49 
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Qninebaug 

Willimantic 
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ho 


1   12  13  I  14  I  15  I 


|.0 


■22     23   24   25 


27   2»   29   30   31 


Maine 
„      ,,     ,       ,         ,  )  Maximum . 

Bar  Harbor  (near) j  Minimum. 

Eastport  \^SSZ: 

Fo^*!^-' l^SuT 

„            .,,  i  Maximum 

Greenville   (Minimum. 

H""ltO"    (Mfidmum. 

L-viston 15Sr. 

Millinocket 1  ^IfSu!"' 

Oiaiown   iSnumV 

Portland  I  Minimum. 

Ru-ford  mSm. 

Wi-ow   ]^^I-Z. 

Kew  Hmnpshire 
„     ,.     ,.  i  Maximum. 

Bar""  II (Minimum. 

,  S  Jlaximum 

Concord \  Minimum. 

^      ,  S  Maxinuun . 

Durham j  Minimum. 

.r:..     *  ,-.     _   T„i,»  (Maximum. 

First  Conn.  Lake i  Minimum. 

„  ,         V  j  Jiaxinunu . 

Keene  (near) j  Minimum. 

„,           .,  \  Maxinnim 

Plymouth j  Minimum. 


Bnrlnigton  ... 

Newport  

North  field.... 
Rutland  .  ... 
St.  Albans.  ... 
St.  Johnsbnry 
Woodstock  ... 


)  JIaxiimim  . 
'  I  Minimum.. 
)  Maximum . 
t  Minimuin. . 
j  Maximum  . 
I  Minimum- 
)  Maximum . 
(  Minimum-. 
(Maximum. 
(  Jliniinum.. 
\  Maximum  - 
(  Mininuim.  - 
;  Maximum. 
I  Minimum. - 


Mdssachnsetls 

j  Maximun) . 

Amlierst (Minimum.. 

\  Maximum  . 

15°*'"" I  Minimum.. 

„       ,  ,  i  Jlaximum  . 

Brockton i  Minimum-. 

,  S  Maximum . 

Concord i  Minimum., 

East  Warehamll !  Mfnimum.: 

Fan  River \^SZZ: 

Fitchburg \^^!^Z: 

S  Maxiimim. 

Lawrence blinimum., 

..,.,„.  S  Jlaximum . 

Nantucket i  Minimum., 

Stockbridge    iMhdm'Z: 

Williamstown i  Mfn/ZmV, 

Worcester 1  MhfiraumV, 

Rhode'.Iddiid 

Block  island ]^^~;.: 

Kingston \^^=: 

Providence i  Mhfimum.: 

Coiiiiecliciil 

Cream  Hill !  Mfnimum  ' 

Hartford 1  SSr.: 

New  Haven j  ^S™ ; 

New  London iMhfim""' 

Norwalk l^f.^^: 

Putnam (Maximum. 


Seepage  lo  for  explanation  of  reference  marks. 
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No.  3. 

GENERAL  SUMMARY 

The  weatlior  in  New  Eiiglaiul  duriiig  March,  1940  was  rather 
cold  and  wet.  The  temperature  during  the  period  from  the  10th 
through  the  '2Sth  averaged  more  than  0°  helow  normal  generally, 
and  as  a  result,  farming  operations  were  brought  to  near  a  stand- 
still. At  the  end  of  the  month,  the  growing  season  was  about 
two  weeks  late.  The  closing  daj-s  of  the  month  brought  a  re- 
newal of  Spring-like  weather  and  produced  monthly  maximum 
temperatures  in  the  50"s  and  lower  60 's.  Precipitation  was 
well  aliove  normal  in  nearly  all  parts  of  the  Section.  In  the 
northern  division,  snowfall  was  more  than  GO  percent  above  nor- 
mal, while  in  the  southern  division  it  was  almost  30  i)ercent  be- 
low normal.  Noteworthy  storms  were,  the  sleet  storm  of  the 
3-4t!i  over  much  of  the  Section,  and  the  rather  severe  thunder- 
storm on  the  evening  of  the  'lOih  over  eastern  Massachusetts, 
Rhode  Island  and  Connecticut.  There  was  but  little  danger 
from  Hoods  to  near  the  end  of  the  month,  as  the  run-of¥  was 
regularly  checked  by  sub-freezii!g  night  temperatures.     At  the 

[Continued  on  page  16] 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
110  records,  wa^  28.2^,  which  is  4.0°  below  the  mean  for  the 
past  53  years.  The  average  temperature  for  the  northern  division 
was  25.7° ;  for  the  southern  division,  30. T'^.  The  higiiest  month- 
ly mean  was  34.8''  at  Provincetown,  INIass. ;  the  lowest  was  16.0° 
at  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was 
67°  at  Plymouth,  Mass.  on  the  30th ;  the  lowest  was-22°  at  First 
Connecticut  Lake,  N.  H.  on  the  2d.  The  greatest  monthly 
range  was  79°  at  Chelsea,  Vt. ;  the  least  was  38°  at  Block  Island, 
R.  L    The  greatest  daily  range  was  57°  at  Chelsea,  Vt.  on  the  2d. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
192  records,  was  4.29  inches,  wliich  is  0.90  inch  above  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  4.04  inches;  for  the  southern  division, 
4.54  inches.  The  greatest  monthly  amount  reported  was  6.88 
inches  at  Peru,  Mass.;  the  least  was  2.03  inch  at  Portsmouth, 
R.  L  The  greatest  amount  in  24  hours  was  2.20  inches  at 
Lake  Konomoc,  Conn,  on  the  15th.  The  average  number  of 
days  with  .01  inch  or  more  of  precipitation  was  12,  which  is  1 
above  the  mean  for  the  past  53  years. 

The  average  snowfall  for  the  northern  division,  based  on  87 
records,  was  23.2  inches;  for  the  southern  division,  based  on  76 
records,  5.5  inches;  for  the  Section,  based  on  163  records,  15.0 
inches,  which  is  3.9  inches  above  the  mean  for  the  past  53  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  124  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  10.7  miles  per  hour,  which  is  1 .7  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  54 
percent  of  the  possible  amount,  which  is  2  percent  above  the 
mean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
the  Section,  based  on  132  records,  was  10  clear,  8  partly  cloudy, 
and  13  cloudy  days. 


L'i-iiviLa:>{n  OF  iLLir 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  73  jiercent,  which  is 
1  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^»ron)s. —8-lOth,  12-14th,  19th,  23-29th. 

Hnlos,  /(inf??-.  — 1st,  16-22d,  24-27th. 

Halos,  solar.— Ist,  3-4th,  6th,  14th,  IGth,  18-21st,  24-26lh, 
28th. 

Hail.  —  (dates and  general  location) — 20th,  easternand  south- 
central  Mass.,  R.  I.  and  Conn. 

Tfui.nder.^(orm3. — 20th,  general  over  eastern  Mass.,  R.  I.  and 
Conn.;  30-31st,  scattered  over  eastern  Mass.,  R.  I.  and  Conn.; 
Lcwiston,  Me.  (31st). 

Fog,  dense.— 5-7th,  14-loth,  19th,  22-23d,  28-31st. 

Sleet.  —  (dates  and  general  location) — Maine:  5-6th,  8th, 
15th,  19th;  New  Hampshire:  3-7th,  9th,  14-15th,  19th;  Ver- 
mont: 3-4th,  6th,  14-15th;  Massachusetts:  3-6th,  14-15th,  18- 
19th;  Rhode  Island:  3-4th;  Connecticut;  3-5th,  15th;  dates 
of  most  general  occurrence:    4-5th,  15th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
■Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1908 

1909  

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 


No.  of  days  (all 
New  England) 


I  ' 


i'\ 
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Climatoloeical  Data  for  March,   1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


11 


Miiine 

Bangor     

Bar  ilarbor  (near) 
Brassua  Damtt--- 

Caribou.. 

Eastpon 

Kusl  Wiuthrop 

Klisworth 

Eustis  

Kanuiiigtoii 

Ft.  Faiiiielil  (near) 

Fort  Ivent 

Gaidiner 

Greenville.. 

HiramU 

HOLlllOll 

Jactuuui 

Lewiston 

Maehias. 

MadisoiiS 

Miaaiedam 

MiUinockelS 

Milo 

Moosehead 

North  Bridgloii.... 

Oldtown 

Orono. 

Portland 

Fresciue  Isli' •  •• 

RipogenusDamttS. 

Rockland 

Riuufoid 

The  Korks 

Upper  Dam 

Vanceboro 

Wiii.slowt:§ 

Woodlands 

For  State     — 

Neil'  llwiip:slnre 

Berlin    

Bethlehem  ....■■■• 
Cannon  Mt 


I'enobscot  ■  • 
Hancock .... 
Somerset  — 
Aroostook  . . 
Washington 
Kennebec  ■ • 
Hanood;.... 
Franklin 


Dixville  Notch  .... 
Durham    

lirrois  ;-'i";: 

First  Conn.  Lakej: 

Fitzwilliam* 

Franklin 

GlenclilV    

Hampton  •••• 

Hanover  S 

Hillsboro 

Keeneuiear)  S   ■■• 

Lakeport 

Lincoln ■•• 

Ma\icho^ter 


Mi 


pport 


North  ^tratli.rc 
PiiikhamN.iti  1; 

Plymouth 

We-^t.-^l'Mvartsti 

W^oliboro  I'^alls 

York  I'oMd      •■ 

For  Slate 


Mt-  Washington  J 


Bell 


Bennington-. 
Bloomfieldtt 
BrattleboroS 
Burlinglon  . . 
Cavendish.- ■■ 


Cornwalltl 

Craftsbury  Coin. 

East  Harnet 

East  Kyegute... 
Enosburg  }<alls.. 

Gilmaii 

MaysMilU: 

Newfane 

Newport  

NorthOeld 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Jolmsbury  ...• 

Searsburg  Mt 

Searsburg  Sla.U. 

Somersettt 

VernontJ§ 


Cumberland- 
Aroostook  • .  ■ 
Somerset..- 
Androscoggin 
Washington  . 

Oxionl.....'. . 


jnoljscot  ... 
iscataquis... 
nnerset  . . .  ■ 
.imberland. 


Washington 
Kennebec — 
Washington 


Merrimac 

Kockingh; 
ifton 


Hillsborough 

Chesliire 

Belknap ■• 

(iraflon   


Hillsboro.. 


Windham  .. 
Bennington 

Essex 

Windham  .  • 


Wii 
Orange 


sor  ■ 


iliam. 


Orleau-; 

Wasliington. 
Bennington- 
Windsor  .-. 

Rutland 

Franklin..  -• 
Caledonia.  ■• 
Bennington 
Bennington 
Windham... 
Windham... 


1,180 
182 
.32 


2,000 

.500 

1.050 


+  1.08 
0.00 
+0. 69 
+  1.19 
+0.1S 
+  2.83 
+0.  .54 
+0.67 


+0.65 
—1.06 
+  1.48 
+0.68 
+2,  37 

+  1.56' 


+0.18 

+6.' 54' 

+1.03 
-0.78 
-0.05 
+0.98 
—0.50 


+  1.04 
+•2. 53 
+  1.18 
+  1.38 
+1.18 
+  1.17 
+0.41 


+2.18 


+0.76 
+0.92 
+  1.44 

+  1.25 
+  1.10 


Civil  Aeronautics  Aulh.  : 

B.  L-  Hadley 
Walter  Thurston 

U-  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Cc 
Mrs.  Hannah  I-  Hatcii 
State  Normal  .School 
C-  W.  Norsworthy 
W.  B.  Clark 

Samuel  D-  Soule  j 

V.  S.  Weather  Bureau 

C.  C-  P.  &  L.  Co. 
William  H.  Gumming 
P-  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  ( 
Great  Northern  Pai 
Union  Water  Power  Co. 
Great  Northern  Paper  CH 
,Tnne  Fowler 
N.W.Roberts 
C.  L-Cliadbourne 
Thomas  W-  Clark 
Uuiv.  of  Maine 
U.S   Weather  Bureau 
Me.  Experiment  Statioa' 
Great  Northein  Paper  C^ 
George  J.  Cumming 
(Jharles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co, 
Guy  W.  Butler 
Hollingswortli  &  Whit 
St-  Croix  Paper  Co- 


Edward  Fenn 
George  IC-  Tucker 
Kenneth  Boothroyd 
U-  S.  Weatlier  Bureau 
Sarah  H-  Gleason 
N.  H- Agr.  College 
Union  Water  Power  Oo. 
Conn.  Valley  Lumber  < 
Mass.  Dept-  Public  Heal 
F.J-  Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  U.  Research  Forest. 
Robert  P.  Hayward 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
.Vndroscoggin  Res.  Co. 
Pennichuck  Water  Woi 

E.  E.Toljey 
H.P.aiiepard 

F.  A .  smith 
J.  B.Dodge 

Mrs.  Hat  tie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisherl 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric C«»i 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen-Vt.P.S   Corp. 
Mrs-  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mi.as  E.  M-  Dustin 
N.  E.  Power  Co. 
J.  F.DevinsHt 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  tit 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B.  W.  Fisher 
Fairbanks  Museum 
George  BriggstU 
N- E.Power  Co. 
L.  L-  Leonard 
Conn.,  River  Power  Co. 


See  page  is  for  explanatioa  of  refereooe  marks. 
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Climatologrical  Data  for  March,  1940 


Temperatiiro.  in  degrees  Fahrenheit 


I'recipitatioii.  in  inolios 


est  Burke 

eatHarliord.  • 
hileKiver  Jc- 
hllinghain.  •■• 

llder. 

UuiiiiBton 

ootistook 

For  State     • 


Mftssnehiifeltf 


Caledonia. 
VNiudsor.. 
Windsor.. 
Windliani 
Windsor.. 
Windham 
Wiudsor  • . 


»st  Wareham  • 

all  River 

ItcUbiirgS 

ni:iii:r-'Iiam  §  ■ 


l»ni>vivk' 
[atchville 
iRverhillS 


Berkshire  •. 
Hampshire  ■ 
Middlesex  .. 
Norrolk  .... 
.     do    ... 

Sullolk 

Woroester  ■• 
Plymouth  .. 
Hampden  •■ 
Hampshire . 

Suffolk 

Worcester  •• 
Middlesex  .  ■ 
Plymouth  .. 

Bristol 

Worcester  .  • 
Middlesex  •  • 
Norfolk  ..■• 
Worcester  . . 

Essex 

Franklin... 
Middlesex  ■  ■ 
Worcester  . . 
Barnstable. 

lissex 

Franklin... 
Hampden  . 
Berk.shire  ■ 
Worcester  ■ 
Barnstable. 


diULiiry..--:^-- 
ilontairueCity. 
^antnekot  


Falls  . 
•montH' 


Slock  Island.. 

Xininton 

Portsmouth  • . 

Providence . . . 

for  State 


!»»IUc 

inrkhat!)8t.'a'l 
?ridR«portS... 
Snriingion  ... 


Worcester  .- 
Middlesex  •• 

Essex 

Middlesex  .. 

Bristol 

Plymouth  .. 

li.s.sex 

Worcester 
Worcester  .. 
Franklin  ... 
Nantucket-  • 

Bristol 

Worcester  .. 
Plymouth  .. 
Berkshire  ■  ■ 
Worcester  - 
Berk.sliirc  •■ 
Hampshire. 
Plymouth  . 
Worcester  .  • 
Barnstable.. 

KS.SOX   

Franklin  ... 
Worcester  .• 
Berkshire . . . 
Middlesex  •. 
Hampden  .. 
Worcester  .. 
Berkshire... 

Kssex  

Bristol 

Franklin  .. 
Hamp.sliire. 
Worc'-stcr.. 
Hampden  .. 
Middlesex  .. 
Berkshire  .. 
Worcester  ■• 
Berkshire  -. 
Worcester  .  • 
Worcester  ■  ■ 


Newport 

Washington 
Newport  .. 
Providence 


Utchfield 
Fairfield.. 
Hartford  . 


920 
1.037 
1.650 

I.Ooo' 
40 
25 


+i.iri 

+  1.26 
-1-1.36 
+  1.23 


—0.35 
+0.52 
-  0. 25 


-0.40 
+  0.48 
+0.50 


+0. 25 
—1.(11 
+  n.8ti 
+0.65 
+0. 12 
+  0.28 
-0.  23 
-0.26 
+  0.03 


-0.26 


2.  92 
3.60 
2.03 
108  i  3.69 


28  j  4.89 
18  I  4.56 
46  I  5.84 
33  I  5.09 


-1.36 
-0.  32 
-0.  28 
-0..57 
+3,24 
+2.  06 
-0.57 
+2. 16 
+0.  .30 
+  1.37 
+0.84 
-0.02 
+  2.42 


+  1.07 
+0.81 
-0.23 
+0.78 
-0  92 
+1.49 


+0  62 
+  1.48 
+0.90 
+0.42 


+  1  13 
+  1.45 
+  1.70 
+  1.86 


Oilman  W.  Ford  ftl 
Ev«  K.  Uouhleday 
N.  E.  Power  Co. 
E.  T.  Sutton  lit 
Olcott  Falls  Co. 
Walter  Adams  til 
Benton  S.  Pinney 


N.  E.  Power  Co. 

Mass.  Aer.  Exp.  Sta. 

Met.  Waterworks 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

V.  S.  Weather  Bmean 

Mrs.  l.orinK  H.  Keed 

Cltv  Engineer 

State  Oept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

■lo.sepb  L.  Kelley 

Richard  C.  Bri<;bam 

Herbert  15.  Allen 

Met.  Waterworks 

Stale  Dept.  Public  Health 

stutc  Dept.  Public  Health 

lUlpli  M.  Barker 

Bureau  of  Entomology 

State  Dept,  Public  Health 

States  Dept.  Public  Health 

Statu  Dept.  Public  Health 

fit  V  Eu^'ineer 

State  Uept,  Public  Health 

A.  W. Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

St.ite  Teacher's  (,'olleKe 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Work.'i 


I'.ssex  (oinpaiiy 
Props.  Locks  A  Canals 
State  Dept.  Public  Health 
Sl.ite  Uept.  Public  Health 
William  K.  Iloel/.el 
State  Dept.  Public  Health 
N.  E.  Power  Co. 
Charlotte  A.  Braun 
U.  S.  Weather  Bureau 
City  Entjiiieer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
Coiiir.  of  Public  Works. 
State  Dept.  Public  Health 
Pl.vinouth  Cordaee  Co. 
Met.  Water  Works 
Irvinn;  H.  McNiiyr 
(I.  S.  C.O.  Station 
N.  E.Power  Co. 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
U.  S.  Armory 
Met.  Water  Works 
N^sl)itn.  Baug.s 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P. <fe  K.Co. 
Stntc  Dept.  Public  Health 
^1;.'.-  i).;,!    I'nhlic  Health 
,^| I  .iiilic  Health 

S':.i,.  ii<  |,t.  I'liblic  Health 
Mot.  W  atev  W  orks 
Williams  College 
StHte  Dept.  Public  Health 
ClIEford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  .Station 
U.  S.  Weather  Bureau 


Sea  page  16  for  expla 
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■ 

March,  194 

Oli 

matologrical  Data  for  March,  1940 

Temperature,  iudegree-s  Fahrenheit 

Precipitation,  in  inclies 

No.  of  days 

"■o 

^ 

a 

.^ 

s  ^ 

S 

-^ 

0 

stations 

CouutiPs 

1 

1 

s 

1 
u 

s 

1 

3 

1 

5 

fi' 

1 

H 

1 

axi 

p 

P 

'2S 

0 

1 

Observeis 

ConnediciU  Cont'd 

1 

Colchester 

420 

5'' 

80  '> 

—  5  5 

60 

31 

4 

32 

49 

7  5 

in 

14 

7 

nw. 

Stedman  Storrs 

CoUinsville 

Hartford    

(ton 

0 

11 

5.  fi« 

1.70 

8,6 

1 

JSd win  R.  Wilder 

Cream  HilUt 

Litchlield 

1,300 

44 

27.0 

-  5.0 

53 

31 

5 

12 

26 

44 

5.  93 

+2.26 

1.76 

18.9 

17 

7 

18 

C.L.Gold 

Danbury 

h'airlield 

390 

i; 

2V.4 

.■il 

31 

0 

12 

21 

6 

5.oi; 

1.60 

3.4 

11 

6 

10 

15 

n. 

Thomas  F.  Han  Ion 

East  HartlaiKl  .... 

1,220 

0 

24 

5.  14 

+  1.41', 

l.,52 

6.5 

U.  N.  Guinea 

Falls  VillagoS 

Litchfield  

.W.'j 

24 

27,7 

-  6.5 

57 

31 

-2 

2 

38 

30 

4  40 

■1-1.32 

1.42 

6.0 

11 

^?. 

9 

10 

Conn.  Power  Co. 

Hartford 

NewLondoii 

New  Haven  .... 

63 
200 

53 
0 
4 

31.2 

-3.8 

61 

24 

79 
55 
4 

+1.  20 
+2.  44 

5.9 

15 
12 
13 

10 

15 

U.  S.  Weather  IJurean 
New  Loudon  Water  Wor! 
B.  W.  McFarland 

6.79 
6.38 

2.20 
2.03 

uw. 

Bit.  Carmel 

31.7 

62 

31 

11 

12 

28 

11 

9 

11 

8 
11 

12 
9 

11 
11 

nw. 
uu. 

U.  S.  Weather  Bnreau 
Harry  G.  Tiet.len 

New  London  

NewLondon.... 

20 

70 

.34.2 

-  2.8 

63 

31 

14 

12 

22 

69 

6.40 

+2.  62 

1.92 

L4 

14 

Norwalk  

Fairfield 

iin 

47 

31.fi 

-  4.4 

64 

31 

5 

12 

48 

.5,40 

+  1.40 

1.72 

6.0 

13 

19 

6 

nw. 

L.M.Comstook 

Putnam  

Windham 

458 

4 

20.  4 

57 

31 

3 

2 

34 

4 

1.  02 

1..57 

5.6 

11 

4 

9 

18 

Civil  Aeronautics  Auth,- 

Salisbury  . 

Litchfield 

1   015 

6 

2fi  0 

54 

31 

25 

32 

5  92 

1  40 

8  0 

14 

15 

P.  Hurlimau 
Agr.  Exp.  Station 
William  .T.  Pape 

Tolland  

New  Haven  ..   . 

340 

■19 

20.0 
31.2 

-  5.6 

-  5.6 

67 
62 

31 
31 

8 
9 

21 
12 

28 
29 

.50 
53 

5. 69 
5.22 

■fl.59 
+  1.14 

l.SO 
1.50 

7.0 
7.2 

14 

14 

8 

13 

6 
11 

17 

7 

nw. 

Westbrook 

Middlesex 

40 

0 

31.4 

61 

31 

6 

17 

38 

0 

5.40 

.... 

1.90 

1.0 

13 

9 

13 

9 

se 

.Tames  Rintoul 

West  HiirtlaiKl 

0 

4  70 

1  55 

Water  Hurean,  Rail  ford 

[ 

J 

30.2 

-  5.4 

64 

31 

! 

-3 

2 

5.38 

+  1.29 

2.20 

6.7 

12 

10 

9 

" 

nw. 

Explanation  of  Reference  ffilarks  Used  on  Pag-es  14,  15,  and  16. 

The  departures  from  the  normal  temperature  are  compnfed  from  the  averages  of  the  entire  period  for  st:itions  having  lo  or  more  years  of  record.  Departures  of  pi 
cipitation  with  1.5  years  or  more  of  record  are  computed  from  a  tioniiai  or 'standard  mean",  adjusted  to  a  uniform  35-yenr  period;  for  stations  of  jo  to  14  years  the  meM 
for  the  period  of' record  are  used.  Kefercnco  letters,  a,i.,c,  appearing  in  the  table  indicate  number  of  days  missing ;  lor  example,  b  represents  two  days,  etc.        t  Al 

on  other  dates.    §  Tliormoraeters  not  supplied  by  Weather  Bureau,    ft!  Oh.^crver  for  New  England  Power  Co.      T.  I'recipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


}J  Post-otlice  addresses  of  these  stations  are  as  follow 
Millinockot;  Winslow,  Waterville;-New  Hainpshiie  I'lrst  r 
field,  North  Stratford,  N.  H.;  Cornwall,  Middb-biny ;  M,ivs  Mi 
—Massachusetts—  Ashland,  Frauiinghain ;  Blue  liiii.  Miiton  ; 

*  Record  furnished  by  Massachusetts  IJepavtmciit  of  I'u 


aiue -A/,isoolios  Dam,  Wilson  Mills;  Brassua  Dam,  Uockwood  ;  Hiram,  West  Baldwin;  Ripogenus  Dai 

Lake,  Pittsburg:  New  Durham,  Alton;  Piiikham  Notch,  (iorham ;  York  Pond,  Berlin;- Vermont-Bid 

"   ■     ■      "  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  slulburne  Falls.  Ma 


Fiaminghai: 


-Connecticut- Cream  Hill,  West  Cornwall;  Lake  Konomoc,  N<w  Londo 
t  Not  included  in  suramaiieg. 


Exjjlanation  of  Keference  Marks 


Except  as  otherwise  indicated  observations  are  generally  made  lat 
observations.  *»*  Regular  Weather  Bnreau  statif)n  ;  preoipi  n;t  ion  is  ( 
recorded  is  for  the  preceding:  24  hours.        *  Precipitation  inrUKl^d  in  tb 

§  Record  furnished  by  JIassachusctts  Pepartiuont  of  Public  Health 


1,  near  sunset,  and  jireripitation  recorded  is  for  the  24  hours  ending  at  the  time 
iod.  midnifrht  to  miiinight.  **  Precipitation  measured  in  the  morning;  amou 
enient.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  are  taken  in  the  movni'ig;  tb 


Explanation  of  Reference  Marks  tTsed  on  Pag-e  18. 
Limura  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRES.SURK,  WIND.  injiMllllTY,  ANDSUNSHINK 


Amherst 

Block  Island 
Bine  Hill.... 

Bo.stou   

BurliiiKtoii  . 
Concord  — 
Eastport  — 
Greenville.. 
Hanover  — 
Hartford  . . . 
Nantucket  •. 
New  Haven. 
Northfield  .. 
Portland.... 
providence  ■ 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29.  92 
29.91 
29.  91 


30.  65 
30.58 
30.  57 


30.  63 
30.58 
30.54 
30. 58 
30.62 
.30.65 
30.56 


29.39 
29.35 
29.31 

28.  30 
29.39 

29.  38 
29.09 

29.'  40 
29.36 
29.  .34 
29.35 
29.41 
29.  32 
29.  .32 


Relative 
Hninidity 


[Continued  from  first  page] 

close  of  the  month,  there  was  no  snow  cover  over  extreme 
em  Mas,sachusetts,  Rliode  Island  and  Connecticut.     Elsewhe 
•snow  was  melting  rapidly  and  ranged  in  depth  from  less  ths 
inches  over  western  Massachu,«etts  to  more  than  30  inclies  c 
northwestern  Maine;   river  ice  in  the  northern  division  ran| 
up  to  32  inches  in  tliickness  at  Greenville,  Maine. 
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Daily   Precipitation  for   March.    1940 

Drainage  basin 

Day  of  mouth 

i 

.  1     .  1     3 

4 

6 

6 

1     '1     8 

9  1  10  j  11      12  1  13 

14 

15 

16 

17 

IS 

19 

20 

21 

•22 

23 

24 

25 

•26  1  27 

28 

29 

30 

31 

Miiine 

astpoit"*  

ll^vvortli 

Coast 

.....lo 

1 
... 

T. 

.0. 
.7t 
.3i 
.6i 

.0. 

.a. 

.3S 
.3: 
.4£ 
.U 
.U 
.IC 

'.31 
.it 

.6h 
T. 
.4C 
.16 
.16 
.15 
.75 
.27 
.50 
.23 
1.01 

.69 
.37 
.14 
.32 
.31 
.41 
.05 
.18 
.01 

.40 
.20 

.15 
.01 
.lb 
.12 
.27 
.30 
.49 
.26 
.18 
.35 
.16 
.23 

'.17 
.07 

.05 
.04 
.06 
T. 
.03 
T. 
.02 
T. 
.01 
.01 

1 

.36 

.50 
.21 
.61 
1.12 
.38 
.13 
.14 
.08 
.56 
.02 
.43 

:■;. 

.69 

.84 
.12 
.13 

.11 
.01 

T. 

'r. 

.41 

.8 

\': 

.9e 
i.ii 

.OJ 

.2 

1.24 
1.0c 
.8t 
.6- 
1.4c 
.5C 

hp^ 

.5C 
1.2- 

.15 

'.'65 

'.'53 
.03 

1  T. 
.30 

.... 

'.'65 
.31 
.03 
.29 

'.90 
f ' 

.91 

T. 

tv 

.07 
.21 
.05 

T. 

.2( 

t. 
T. 

.IS 
.80 
.09 
.T 

'.5- 

r. 

.05 
.84 
.76 
.60 
.27 

!o; 

.76 
.9b 

'.'is 

.80 

.02 

.24 
.09 

!22 
.17 
.26 

".V2 
.35 
.95 
.38 

.11 

.03 
.05 
.40 
.14 
.10 

V" 

.O'J 
.06 

'^33 

.34 
.11 
.07 
.05 
.14 
.11 

.16 
.12 
.04 

.09 
.13 
.24 
.63 
.75 
.51 
.02 
.62 
.24 
.05 

'.'27 
.42 

'.■•76 

T. 

■r. 

.39 
.65 
.0: 
.05 

.38 
.32 
.96 
.86 

2.70 
4.04 
3.45 

.3S 
.64 

.oe 

•r. 

T. 

,[,,,, 

...do 

St.  John 

T. 

.6S 

.->& 

.9C 

.4a 

.52 
.•22 
1.12 
.15 

.1-- 

.13 

".'u 

.12 
.09 
.10 
.09 
.05 
.06 
T. 
T. 
.17 

'.42 

t'.' 

f. 

.02 
.01 

".i: 

■r. 

.0 

.23 

.09 
.0'- 

.02 
.01 

Vii 

.05 

tv 

.20 
.61 

.70 
.66 
1.12 
1.05 
.89 
.02 
.09 
.57 
.80 
.58 
.22 
.99 
.38 
.41 
.87 
.07 
.33 

.97 
.15 
.68 
1.13 
.70 
.72 
.70 
.72 

'.'■76 
1.12 
.41 

1.08 
1.43 
.26 
.41 
.98 
1.75 
.69 
1.06 
.46 
.92 
.75 
1.06 
1.43 
.98 
.44 

.18 
.62 
.05 

i.'i2 

.03 

'.'6i 

'f.' 

.55 

T. 
T. 
1.13 
.12 
.04 

'.'so 

1.11 

'.'oi 

:o5 

.46 

'.'gi 
'."4i 

.06 
.72 
.01 

.53 

4.08 
4.32 
3.42 
2  66 
4.72 
3.88 
4.13 
2.78 
5.18 
3.31 

....do 

St.  John 

T. 

.01 

.08 

Kennebec 

.02 

... 

T. 
.0 

■f. 

f. 

■f.' 

'f." 

T. 

■.'69 

t" 

.18 
.10 
.09 
.10 
.18 
.22 

t. 

:o^ 

.13 
.19 

.13 
.17 
.34 
.15 
.21 
.17 
.17 
.28 
.10 

.06 

•f.- 

T. 
T. 

•iV 
T. 
:0^ 

'.'62 

.47 
.93 
1.02 
.06 
.16 
.27 

keunebec     ...:.■; 

T. 
T. 

.25 

.    t    

eenobscot  

Presunipscot 

Penobscot  

.... 

.03 

■f.' 
.10 

'.'29 

t. 
f. 

■.'io 

.08 

f.' 

^  ^ 

St.  John 

Penobscot        ...  . 

T. 

.86 
.74 

5.34 
•2.83 

4:71 
3.90 

-  Dam . . 

.09 
'.'05 

.01 
.06 

'.'69 

'.'os 

.05 
.41 

.08 
'.'26 

.05 

'.'io 

.08 
.07 
.10 
.06 
.27 

".iii 
.13 

:•;, 

.08 

'.'i9 
.05 
.10 
.18 
.14 

'.'is 
.12 

.'26 

.08 
.18 
.05 

'.'67 
.11 

'.'2i 

.05 
T. 
.05 

'.'22 

.03 

'.'65 
.10 
T. 

.Oj 

f.' 

.02 
.05 

'.'64 
.09 
T. 

1 

.02 

.18 

.01 

.09 

'.'2i 

'!42 
'.'•26 

1.20 

.48 

.'54 

.02 
.89 
.30 
.04 
.12 
.45 
.65 
.11 
.78 
.11 
.06 
.68 

.03 
.14 
.63 
.64 

'.'46 

T. 

.0- 

'.'08 

do 

.25 
.47 

1.58 
.40 

1.50 
.38 

ieo 

.36 
.50 
.13 

1.20 

ioO 

1.02 
1.14 
.lb 
.45 
.43 
.50 
.3b 
.58 
.16 
.27 
.41 
.68 
.95 
.35 
.65 

.44 

.95 
.54 
.07 

1.27 
.66 

1.85 
.02 
.02 

1.60 

.02 

tv 

1.29 
.06 

'.'i-j 

.07 
.06 

'.'is 

2.15 
1.87 
2.00 
.04 
.06 
2.03 
.02 
.29 
.08 
.08 
.06 
.36 

T. 
.47 

f.' 

'f.' 

.91 

.26 
.77 
1.25 
.11 

i!oi 

'.12 
.37 
1.32 
1.20 
1.16 

.30 
.9L 
.8b 

1.43 
.64 

1.67 
.73 
.62 
.43 

1.32 

■76 
1.03 

.12 
1.45 

1.42 
1.20 
1.00 
T. 
1.66 
.74 
.44 
1.12 
.53 
.95 

i.'i2 

.25 

.78 
.13 
.73 
.45 
.29 
.65 
.82 
.01 
.96 
.63 
.65 
.24 

i.'64 
.31 
.88 
.02 
.20 
.70 

1.17 

.92 

•f.' 

T. 

.• 

1 

.07 
'.'33 

T. 
f.' 

4.39 

5.90 
3.40 

4;  54 
2.87 
3.90 
3.67 

3!  08 
4.56 
6.38 
3.64 

3.67 
4.74 
3.22 
4.33 
3.27 
5.69 
3.  69 

3  4.5 

ipshire 

Androscoggiu 

T. 

.12 

T. 

.06 

.73 

.oa 

T. 
T. 

T. 

".(y2 

,.i.ake.. 

Connecticut 

■.'62 
.23 

.70 

.13 
.05 
.03 
.01 

'."46 
.15 
T. 

.13 
.04 
.25 
.03 
.05 
.10 
.50 
.46 
.05 
.11 
.23 
.17 
.11 
.05 
.03 

.02 
.05 
T. 

.31 

.08 

.o-. 

.18 

.03 

.... 

.55 

.48 

.02 

'.'6i 

.06 

.46 
.12 

'.'05 

.08 

.04 

'.'6l 

.08 

T. 

'.'05 

t)...... 

Connecticut 

....do 

.02 
.06 

T. 

t'.' 

:,;,«■•■■ 

....do 

do 

... 

.9b 

f.' 

.11 
.02 
.09 
.01 
.02 
.10 

f.' 

.05 
.10 
.43 

!oi 

.04 

.03 

f.' 
T. 

f. 

.05 

■f. 
T. 

f.' 
T. 

.OS 

t'.' 
T. 

.38 

'.'is 

T. 

.13 

Connecticut 

Merrimac . 

\0-o 

.31 
.39 
.5S 
.27 
.92 
.27 
.39 
.82 
.60 
.32 
T. 
.55 

'.'56 

1.37 
.52 
1.21 
1.36 

:k 
.99 

1.16 
.05 
.99 

1.45 

2.17 
.04 
.86 

1.40 

l'.08 
.64 

1.63 
.64 
.29 
.14 
.04 

1.80 
.63 

1.65 
1.20 
.87 
.78 
1.16 
1.16 

.91 
.87 
1.06 

1.80 

.24 

.OS 
.34 
T. 
T. 

t" 

f.' 

■1- 

T. 

.01 

.26 

.40 

t'.' 

.02 
'.'oi 

T. 
.01 
T. 

■  V2 

i' ' 

.03 
.06 

f.' 

■r 

.80 
.28 

.14 
.19 
.01 
.22 
.08 

;i2 

T. 

t" 

.03 

'.'6-2 
T. 

t'.' 
T. 

f.' 

T. 

T. 

T. 

d 

^  mm 

....do 

Champlain 

Connecticut 

do 

't.' 

.... 

t'.' 

't.' 

.05 
,11 
.04 
.01 
■1'. 
T. 
T. 
.01 

'."o-i 
'.'6i 

t'.' 

.02 
.02 

'.'67 
.01 
.17 

t'.' 

.06 

.... 

'" 

■.'i4 

.03 

'.0: 

t'.' 
T. 

••62 

.07 
.61 
.50 
.08 
.04 
.20 
.02 
.75 

1.^23 
.14 
.48 

1.50 

.32 
.02 
.66 

.76 
.51 
1.17 
1.  06 

'.'83 

.28 
.70 
.69 

•r. 

:  ^;llls.... 

-    oear). 

—  do 

St.  Lawrence 

Champlain 

do 

....do 

Connecticut 

^:. 60. ::::.::.::'.'. 
....do 

.21 

'tv 

.38 

ry 

'.'62 

'.'is 

.10 
.26 
.18 
.24 

.18 
.23 
.28 

'.'4.5 
.36 
T. 

.10 

;45 

.16 
.07 
.05 
.46 

'.'65 
.31 
.39 
.06 
.03 

'.'04 
.13 
.36 
.12 

'.'ii 
.10 

.16 

".ii 
.11 

.40 

.05 
.04 
.13 

.34 

".]\ 

T. 

■'i-V 

.01 

.OJ 

T. 

'.'6i 

3.26 
5.52 
2  59 

s/ells 

4  61 

Coast 

....do 

T. 

T. 
T. 

'.'oi 

T. 
■.'65 

.01 
.02 

t'.' 

T 

.02 

.... 

■iv:::::: 

:::: 

i.'ss 

Merrimac  . 

4  81 

....do 

am".. 

.31 

.02 

.67 
.01 

t.' 

T. 

.... 

.34 
T. 

.21 

.•24 

'.'oi 

.15 

'.'6i 
.■22 
.01 

V'27 

'.'ii 

4.70 

....do 

.02 
.09 

'.'ii 

.86 
T. 

.29 
.60 

.01 
".06 

T. 

T. 

".66 

.56 
'.■53 

f.' 
.06 

.26 
".04 

'.'21 

'.'06 

....do 

Charles 

'.'.'.'. 

.02 

f.- 

.16 
T. 
T. 

t.' 
T. 
.03 
.05 
.02 
T. 
T 

■.'64 
.05 
T. 
.08 
T. 

'.'is 

4.56 

Connecticut 

Coast 

Merrimac 

Connecticut 

Coast 

T. 

i'V 

.04 

■.'32 
T. 
T. 

:::: 

'.'04 
■1-. 

'.'6s 
.02 

'.'oe 

T. 

■.'62 

.11 

T. 

T. 

f. 
T. 

-;ui::::: 

T. 

'.'65 
.01 
.15 
.01 

'.'os 
'.'oi 

.35 

.20 
.02 
.02 
.07 
.12 

'.'65 
.03 

T. 

.11 

.08 

.32 
.10 

!35 

:1? 

.31 
.■23 
.10 

:U 

.0! 
.14 
.11 
.20 
.14 
.25 
.15 
.05 

iii 

.26 
.06 
.14 

. '. '. . 
f.' 

.... 

4.75 

4,00 
3.69 
3  46 

...do 

Merrimac  . 

T. 
T. 

t.' 

t'.' 
T. 
.04 
T. 

'.'6i 

T. 
.01 

■11 
.01 

'.'79 

3  69 

... 

Coast 

:::: 

T. 

.06 

.04 

T. 

'.'15 

T. 

T. 
.04 

.01 
.08 

t.' 

.01 

f.' 

'.'oi 

.14 

2  .■J9 

,\ 

....do 

Housatonic 

.04 
.49 

.01 

3  42 

Coa-;t 

4  76 

.... 

'.'96 
1.42 
T 

f.' 
T. 
T. 
T. 
.... 

f.- 

'.'22 

.15 

t'.' 
f.' 

■.■i2 

t" 

.02 

.'20 
T. 
.18 

T. 

.'6i 

.22 

.10 

.80 
1.91 

.67 
1.06 
1.40 

.95 

1.37 
.66 

.49 
.04 

.32 

-••§ 

.24 

Honsa  tonic 

Connecticut 

T. 
T. 

f.' 

.02 
.13 
.64 
.15 
.23 

5  04 

'.'63 

T. 

".n 
'."is 

'.'6i 

'.'65 

.03 

f.' 

>.!s 

Connecticut . 

.01 

.04 
1.15 
.01 
.93 

4  59 

...do 

Hudson 

Connecticut 

tV 

:o'u§.;;;: 

t°.^ 
T. 

■V. 

.01 

.01 

3.67 
5.04 

jrt-i'^ttT 

Blackstone 

Coast 

T. 

T. 

.05 
.01 
T. 

.13 

T. 
T. 

T. 

'1'. 

.02 

T. 

.01 
.11 
.06 

4  39 

Sko<le  Idand 
ock  Island*" . . . 

.03 

.01 

2.92 

ngstou   

do 

3  60 

ovidenee*" 

....do 

Coast 

...  do. 

T. 

.04 
.26 

.10 
.06 

T. 

T. 

1.15 
1.64 

T. 

.10 
.06 

3.69 

Connecticut 
:iir-nort 

.07 

Housatonic 

Connecticut   . 

.05 

T. 

1.46 
.48 
1.69 
1.48 
1.54 
2.05 
1.55 
.71 
.25 

.07 
1.52 
.01 
.05 

.47 

.20 

.03 

T. 

.02 

1.76 
1.48 
1.29 
.69 
1.92 
1.72 
1.57 
1.80 
1.50 

.10 

.01 

.12 
.05 

!21 

AB 
.24 
.33 
.25 

'.'06 

.10 

'.'69 

'.'28 
T. 

'.'yi 
.'is 

.15 

.10 

.31 
.06 
.10 
.•21 
.18 
.43 
.09 

.01 

■f.' 
T. 
T. 

■[69 

.03 
t  " 

.10 

'.'•26 
.16 
.06 

.03 

.02 
.10 

.11 
.05 
.06 
.10 
.17 
.2'2 
.07 
.■25 
.33 

.'oi 

.04 
.'65 

.75 
.07 
.70 
.65 
.32 

.07 
.18 
.32 

.80 
1.06 
.11 

1 

! 

5.93 

>;id*». . . 

5.14 

■.V  Haven"* ;;:; 

Coast '..'..'. 

....do 

do. 

T. 
T. 

tv 

■.fe 

.16 

T. 
.06 
.24 

.02 

T. 
T. 

t'.' 

.13 
.03 

.02 
.13 
.04 

.02 
.25 

.'67 

T. 
T. 

5.10 
5  36 

>rwaik ....:::::: 

• 

5.40 

tnam 

Quinebaug 

Willimantic 

Coast 

T. 
T. 

.13 
.45 
.10 

T. 

.08 
.05 

T. 
T. 

.'02 

T. 

T. 

T. 

4.02 

5.69 

'terbury 

.15 

5.22 

See  page  16  for  explanation  of  reference  marUs 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March,  194t 


Daily  Temperatures  for  March, 

1940 

Day  of  Month 

station 

Mea 

' 

2 

3 

JL 

5 

^ 

7 

^ 

9 

10 

" 

12 

13 

14 

15 

16 

17      18 

19 

^ 

21 

22 

23 

24 

25 

1  26 

27 

28 

29 

30 

31 

Maine 
Bar  Harbor  (near).  ... 

S  Maximum  .  . . 

33 

28 

3b 

39 

~. 

41 

39 

39 

38 

35 

41 

25 

41 

45 

r 

47 

i. 

37 

40 

42 

40 

39 

34 

25 

31 

39     40 

41 

50 

49      49 

38. 

\  Minimum.... 

15 

0 

9 

7 

26 

30 

29 

30 

28 

16 

11 

10 

8 

28 

27 

2'. 

2C 

13 

22 

21 

28 

14 

8 

0 

1( 

9     15 

lb 

22 

32!     34 

18. 

Eastport  

)  Maximum  .  •  • 

26 

24 

35 

33 

36 

35 

35 

3b 

36 

39 

2b 

20 

38 

38 

37 

36 

3£ 

35 

33 

43 

37 

31 

32 

21 

2- 

36     37 

43 

49 

4 

42 

34. 

(  Minimum.... 

13 

}i 

22 

28 

32 

32 

3c 

32 

24 

18 

12 

14 

33 

32 

30 

24 

21 

2b 

27 

24 

21 

11 

15 

15     24 

24 

27 

3, 

I    36 

Fort  Kent 

\  Maximum  .  •  • 
I  Minimum 

32 

—  9 

24 
-21 

-19 

34 
—  4 

4b 
24 

41 
33 

32 

41 
30 

39 
31 

37 
26 

27 

13 
4 

29 

46 
21 

29 

32 

38 

-  ; 

29 
5 

31 
0 

20 

34 
24 

26 
-  8 

25 
11 

13 

1 

18 
8 

2 

35 
-  6 

36 

48 

5f 
2t 

60 
33 

33! 

Greenville   

)  Maximum  .•• 

23 

28 

39 

38 

35 

36 

37 

36 

26 

16 

15 

35 

45 

32 

» 

30 

40 

31 

26 

17 

14 

17 

3C 

34 

40 

52 

64 

43 

m 

(Minimum.... 

0 

-14 

-10 

4 

28 

31 

30 

30 

2b 

15 

5 

2 

20 

27 

13 

-  8 

-  8 

8 

8 

17 

-  5 

5 

0 

8 

1/ 

12 

-  7 

6 

32 1     33 

1 

Houlton    

)  Maximum  . . . 

20 

15 

34 

37 

40 

38 

40 

41 

3h 

38 

24 

It 

3ft 

52 

44 

35 

44 

40 

39 

3b 

40 

35 

27 

9 

25 

2C 

35 

40 

63 

58 

48 

1 

(Minimum.... 

2 

-15 

-11 

2 

32 

30 

32 

30 

27 

24 

12 

b 

8 

29 

26 

26 

8 

10 

20 

24 

23 

12 

4 

3 

3 

i 

19 

20 

20 

40 

26 

m 

T 

j  Maxinnim  . . . 

31 

29 

44 

34 

38 

37 

37 

38 

40 

31 

24 

23 

43 

47 

39 

36 

41 

36 

42 

36 

31 

22 

26 

29 

3- 

38 

44 

49 

46 

54 

3&: 

Lewiston 

)  Minimum.... 

i< 

-  2 

3 

20 

30 

33 

31 

30 

2b 

19 

14 

11 

11 

23 

30 

23 

20 

18 

29 

25 

20 

15 

10 

2 

7 

21 

21 

15 

16 

35 

39 

M^ 

Millinocket 

S  Maximum... 

31 

32 

41 

37 

38 

38 

35 

34 

36 

36 

21 

19 

40 

49 

44 

33 

3h 

37 

34 

41 

36 

31 

26 

14 

19 

33 

35 

41 

51 

45 

36. 

(Minimum.... 

<» 

—  7 

-  S 

4 

28 

34 

32 

32 

31 

21 

10 

12 

4 

30 

30 

26 

0 

10 

11 

18 

26 

4 

10 

2 

16 

11 

13 

14 

3' 

37 

OUltown   

S  Maximum... 

34 

26 

38 

44 

42 

4! 

3b 

39 

38 

3b 

27 

21 

41 

50 

46 

37 

37 

37 

37 

42 

41 

35 

29 

22 

28 

39 

44 

50 

49 

48 

1  Minimum.... 

15 

0 

-  4 

9 

2b 

33 

31 

33 

31 

26 

13 

13 

10 

32 

32 

2< 

15 

16 

23 

23 

32 

16 

14 

5 

10 

1 

22 

16 

24 

28 

42 

Portland  

\  Maximum  ... 

30 

24 

39 

34 

38 

3b 

42 

38 

45 

36 

29 

25 

42 

40 

39 

35 

38 

37 

35 

41 

39 

33 

23 

27 

29 

41 

38 

44 

45 

46 

57 

(  Minimum...- 

19 

10 

12 

26 

31 

33 

34 

32 

31 

21 

16 

X4 

15 

29 

31 

27 

2b 

23 

32 

29 

27 

23 

13 

7 

14 

18 

26 

24 

24 

35 

40 

Rumford  

\  .Maximum  ... 

31 

30 

41 

34 

39 

35 

38 

37 

38 

25 

19 

19 

43 

43 

34 

32 

38 

37 

39 

34 

29 

18 

22 

21 

34 

36 

42 

47 

44 

56 

(Minimum... 

14 

-  5 

1 

18 

28 

32 

30 

28 

24 

14 

9 

8 

12 

17 

26 

10 

3 

29 

22 

13 

8 

8 

4 

11 

21 

16 

7 

6 

32 

37 

Winslow  

)  Maximum  .  • . 

36 

32 

42 

45 

40 

40 

40 

39 

43 

41 

38 

23 

46 

50 

49 

38 

35 

40 

40 

42 

40 

35 

31 

28 

28 

37 

40 

45 

60 

4» 

52 

(Minimum.... 

15 

18 

-  2 

13 

30 

34 

33 

32 

31 

23 

14 

14 

13 

29 

30 

28 

15 

14 

25 

26 

32 

14 

13 

7 

11 

19 

18 

18 

19 

35 

40 

n. 

New  Hampshire 

Berlin  II 

j  Maximum... 

28 

37 

45 

32 

36 
25 

86 
29 

35 
31 

37 

32 

23 

17 

17 

43 

40 

33 

32 

33 

37 

42 

38 

31 

27 

16 

19 

23 

34 

88 

41 

50 

53 

53 

34. 

—16 

—  9 

25 

26 

17 

6 

4 

—  10 

3 

lb 

20 

4 

6 

18 

28 

24 

0 

3 

1 

6 

12 

19 

—  4 

1 

17 

36 

H; 

Concord 

i  Maximum  ... 

35 

33 

42 

33 

36 

41 

41 

41 

43 

32 

26 

29 

46 

46 

42 

36 

36 

41 

45 

43 

39 

33 

23 

28 

29 

42 

39 

47 

47 

45 

58 

38^ 

(Minimum.... 

15 

—  2 

24 

28 

29 

33 

34 

28 

24 

16 

11 

10 

11 

17 

29 

23 

18 

31 

30 

22 

19 

12 

8 

13 

22 

24 

21 

25 

36 

41 

2L 

(Maximum... 

37 

32 

41 

37 

37 

42 

41 

42 

44 

44 

29 

30 

51 

49 

42 

42 

39 

39 

38 

44 

41 

38 

34 

29 

30 

45 

43 

47 

45 

47 

60 

40. 

Durham 

(  Minimum.... 

4 

-  2 

14 

25 

29 

30 

31 

24 

21 

23 

10 

8 

0 

15 

30 

24 

14 

24 

26 

19 

25 

12 

8 

5 

8 

12 

18 

20 

22 

30 

39 

17. 

First  Conn.  Lake 

J  Maximum  . . . 

30 

20 

35 

47 

30 

35 

34 

28 

30 

25 

14 

2 

8 

34 

34 

29 

25 

22 

38 

31 

29 

22 

4 

8 

17 

21 

25 

31 

48 

52 

27. 

(  Minimum.... 

-10 

—22 

-17 

1 

25 

25 

25 

18 

19 

1 

—  2 

-16 

-12 

24 

16 

-  2 

6 

19 

19 

10 

-  9 

-  5 

5 

-  1 

-  0 

—  4 

4 

32 

4: 

Keene(near) 

S  Maxinnim.  •■ 

34 

37 

43 

37 

36 

40 

37 

40 

44 

35 

30 

28 

38 

45 

40 

35 

37 

42 

46 

42 

38 

33 

30 

20 

29 

40 

33 

45 

43 

45 

55 

38. 

(  Minimum.... 

11 

-11 

23 

28 

27 

31 

30 

21 

24 

22 

12 

9 

10 

5 

28 

18 

11 

11 

30 

24 

24 

14 

8 

7 

1 

20 

16 

16 

19 

34 

37 

18. 

Plymoutb 

\  JIaximum  . . . 

29 

29 
-15 

40 
12 

36 
25 

38 

24 

40 
30 

28 

36 
24 

38 
20 

18 

22 
5 

35 

40 

37 

35 

36 

42 

40 

38 

32 

27 

24 

24 

37 

35 

40 

45 
11 

41 
30 

52 

35. 

(  Minimum- •  ■• 

5 

15 

8 

' 

4 

29 

18 

11 

6 

25 

26 

23 

8 

5 

^ 

' 

^' 

13 

4 

32 

14. 

VeniioiU 

S  Maximum... 

24 

32 

42 

35 

36 

39 

33 

33 

35 

23 

18 

19 

22 

3b 

34 

32 

30 

34 

36 

33 

31 

33 

18 

22 

24 

39 

33 

41 

44 

46 

49 

32. 

Burlington 

I  Minimum-... 

_  7 

21 

29 

2b 

29 

25 

24 

21 

10 

9 

5 

6 

24 

23 

16 

5 

28 

24 

16 

14 

4 

5 

11 

24 

22 

16 

23 

39 

17. 

J  Maximum... 

30 

29 

35 

36 

36 

32 

32 

30 

20 

16 

24 

41 

35 

32 

30 

32 

35 

28 

30 

14 

15 

20 

34 

36 

42 

47 

48 

30. 

Newport  

1  Minimum.... 

-4 

-16 

12 

27 

27 

32 

26 

20 

20 

8 

7 

5 

-  2 

—  1 

25 

23 

14 

7 

24 

9 

5 

3 

3 

10 

19 

22 

5 

11 

37 

35 

14 

Northfield 

1  Maximum... 

25 

-  4 

29 

12 

-1 
36 

39 
16 
43 

26 

31 
25 
38 
28 

33 
24 
35 

27 

36 
29 

29 

35 
27 
34 

34 
23 
35 
24 

37 

21 

26 

21 
11 
31 
15 

16 

19 
4 
24 

4 

-  6 
28 

40 
2 
41 

36 

34 
19 
34 
21 

?1 
34 
21 

37 

43 
28 
41 
31 

35 
19 
39 
25 

32 
10 
39 
24 

29 
8 
34 
19 

18 
4 

23 
4 

25 

21 

-  3 

25 

9 

37 
21 
38 
19 

35 
14 
33 
23 

42 

42 
15 
48 
23 

47 
36 
45 

56 
34 
53 
36 

33. 
13. 
36 

Rutland    

Maximum.  .. 

21 

9 

23 

41 
25 

3b 

41 
19 

(  Minim.um  — 

28 

1 

7 

6 

36 

18 

32 

40 

35 

38 

34 

32 

2b 

21 

15 

28 

20 

43 

39 

36 

32 

30 

37 

32 

35 

25 

18 

20 

32 

32 

43 

4b 

50 

63 

38 

St.  Albans 

)  Mininunn-'... 

3 

—  1 

23 

29 

28 

29 

25 

23 

21 

!'•' 

6 

3 

0 

9 

26 

22 

20 

6 

23 

26 

19 

19 

0 

2 

9 

20 

21 

19 

24 

40 

37 

17 

)  Maximum.  .. 

31 

34 

47 

42 

38 

41 

36 

39 

37 

33 

16 

21 

36 

44 

43 

31 

35 

37 

42 

37 

31 

29 

23 

20 

36 

34 

42 

44 

61 

55 

36 

St.Johnsbury  

8 

-13 

12 

29 

28 

32 

80 

20 

27 

16 

8 

6 

3 

3 

31 

21 

8 

6 

25 

28 

23 

6 

4 

3 

1 

18 

10 

6 

10 

35 

35 

16, 

1  Slaximum.  i-' 

29 

31 

44 

41 

36 

40 

3b 

38 

39 

38 

27 

29 

37 

44 

41 

38 

35 

38 

46 

42 

39 

32 

33 

26 

30 

41 

35 

42 

44 

40 

51 

37. 

Woodstock  

(  Minimum-.-. 

10 

-18 

23 

26 

2o 

31 

30 

20 

26 

10 

4 

-  4 

0 

2b 

20 

8 

-  4 

18 

22 

11 

5 

0 

lb 

14 

16 

34 

34 

IS, 

Massachiisellf                         \ 

Amherst 

j  Maximum  . .  - 
(Minimum-... 
(  Maximum  . .. 

33 

18 
33 

35 
6 
34 

36 
29 
43 

33 

29 
35 

38 
28 
38 

39 
31 
43 

39 
28 
40 

40 
26 
40 

43 
22 
45 

30 
19 

35 

26 
14 
31 

31 

41 
13 
41 

41 

41 
29 
44 

34 
24 

37 
25 
40 

39 
20 
37 

47 

45 
27 
46 

37 
23 
41 

36 
19 
36 

22 

24 
10 
29 

28 
15 
31 

39 
23 
43 

34 
26 
36 

46 

44 
32 
50 

60 

59 

37 

31 

42 

39 

25 

41 

60 

Boston 

(  Minimum 

24 

15 

29 

32 

32 

34 

34 

29 

28 

20 

17 

14 

17 

28 

30 

27 

27 

25 

32 

32 

30 

24 

16 

14 

18 

25 

27 

32 

35 

41 

41 

S  Maximum  .-• 

38 

34 

44 

36 

36 

44 

40 

44 

46 

44 

32 

32 

41 

49 

45 

35 

42 

43 

40 

47 

43 

40 

32 

32 

32 

44 

42 

47 

48 

60 

60 

Brockton 

(Minimum-.-. 

25 

14 

22 

30 

30 

33 

22 

32 

25 

26 

15 

12 

12 

25 

32 

23 

24 

24 

28 

29 

29 

23 

15 

11 

14 

20 

22 

30 

28 

37 

41 

)  IMaximum  -  -- 

36 

35 

42 

34 

36 

42 

39 

41 

45 

34 

3! 

31 

43 

45 

44 

36 

40 

40 

43 

46 

40 

37 

24 

31 

42 

35 

47 

47 

50 

59 

Concord 

(  Minimum- -.- 

10 

24 

31 

31 

32 

32 

24 

25 

20 

15 

S 

15 

30 

22 

22 

19 

31 

28 

25 

20 

14 

10 

15 

20 

23 

2b 

28 

37 

40 

\  Jiaxiinnm.  .. 

36 

36 

43 

38 

39 

44 

41 

43 

45 

38 

33 

33 

41 

50 

44 

40 

43 

42 

40 

47 

44 

40 

32 

32 

34 

47 

42 

42 

49 

59 

62 

East  Warel'.amll  • 

\  Minimum 

15 

14 

22 

31 

32 

33 

2b 

24 

22 

25 

16 

14 

17 

19 

34 

25 

22 

20 

30 

27 

29 

18 

17 

15 

17 

21 

23 

23 

22 

38 

42 

(Maximum  ... 

38 

37 

35 

36 

49 

41 

42 

46 

33 

30 

35 

41 

49 

44 

36 

42 

44 

44 

46 

46 

38 

26 

30 

32 

43 

39 

48 

47 

69 

61 

Fall  River 

(  Jiininnim.... 

21 

13 

26 

31 

30 

32 

28 

25 

28 

20 

16 

12 

16 

23 

28 

24 

25 

23 

29 

30 

28 

26 

15 

13 

16 

22 

25 

28 

27 

34 

40 

Fitchburg  

(Maximum... 

33 
23 
35 

40 

44 
25 
42 

36 
27 
35 

27 
37 

40 
33 
41 

31 

40 

41 
31 
40 

47 
25 
45 

34 
21 
34 

30 
14 
30 

34 
11 
31 

46 
13 
35 

46 
18 
43 

40 
30 
43 

37 

39 
24 
38 

43 

48 
29 
40 

45 

27 
45 

39 
26 
42 

38 

18 
37 

31 

27 

10 
28 

30 
13 
31 

41 
21 
43 

38 
24 
37 

48 
27 
48 

48 
28 
46 

54 

60 
41 
57 

(  Mininnim 

S  Maximum.  .- 

32 

36 

40 

51 

Lawrence 

(Minimum.--- 

12 

3 

23 

30 

31 

31 

33 

25 

27 

20 

13 

10 

10 

18 

31 

24 

24 

20 

30 

28 

28 

23 

13 

10 

14 

19 

23 

2b 

28 

37 

39 

\  ilaximum  .  . . 

39 

34 

39 

39 

40 

42 

40 

39 

38 

30 

29 

34 

46 

44 

36 

40 

39 

44 

47 

41 

40 

29 

32 

40 

40 

40 

42 

57 

52 

Nantucket 

(  Minimum.'... 

29 

24 

27 

33 

35 

33 

32 

31 

19 

18 

24 

31 

30 

2b 

27 

30 

33 

31 

30 

27 

20 

18 

26 

28 

30 

29 

41 

41 

)  Maximum  .  .. 

32 

35 

37 

34 

33 

35 

30 

30 

32 

25 

25 

35 

38 

38 

31 

35 

41 

39 

45 

35 

33 

21 

21 

25 

35 

33 

44 

45 

43 

54 

Stockbridge    

(  Minimum 

12 

-  7 

26 

28 

27 

29 

25 

20 

24 

14 

(| 

5 

3 

8 

24 

20 

17 

12 

29 

20 

21 

14 

6 

20 

13 

21 

20 

36 

35 

i  Maximum.  .. 

29 

34 

37 

33 

35 

35 

33 

33 

26 

20 

22 

30 

39 

37 

34 

35 

40 

37 

42 

30 

33 

24 

21 

24 

35 

39 

44 

46 

51 

Williamstown 

i  i'nA'"""" 

19 
35 

-  4 
38 

27 
39 

29 
32 

28 
37 

30 
39 

27 

25 
37 

25 
44 

16 
33 

10 
29 

6 
30 

4 
44 

14 
45 

25 
41 

22 
32 

22 
38 

13 
39 

26 
44 

23 
41 

10 
27 

12 
27 

22 

22 
84 

21 
47 

28 
42 

36 
48 

57 

(  Minimum.... 
(  Maximum    •  • 

46 

35 

24 

Worcester 

i  Minimum. ■-- - 

23 

4 

26 

28 

28 

81 

29 

22 

25 

18 

13 

9 

12 

16 

28 

20 

17 

29 

23 

23 

15 

10 

8 

12 

20 

19 

28 

26 

39 

39 

liliodelhlnnd                         | 

Block  Island 

(Maximum... 

f  Minimum.... 

37 

28 

33 
24 

35 
30 

34 
31 

36 
33 

40 
33 

30 

37 
29 

41 
29 

35 
21 

30 
17 

34 

16 

18 

39 

28 

44 
30 

33 

28 

38 
29 

36 

30 

45 
33 

44 
32 

87 
29 

24 

27 
19 

28 
lb 

31 

20 

39 

28 

39 
29 

40 
31 

46 
29 

53 
40 

54 
40 

_. 

j  JIaximum... 

37 

34 

34 

33 

36 

40 

41 

42 

44 

39 

30 

33 

41 

42 

43 

36 

40 

39 

47 

46 

44 

38 

32 

30 

31 

42 

40 

48 

42 

54 

60 

liingston 

(Minimum.... 

19 

14 

24 

30 

32 

33 

2b 

25 

25 

23 

18 

12 

14 

19 

34 

24 

21 

23 

30 

25 

29 

21 

15 

14 

16 

23 

22 

80 

22 

37 

42 

Providence 

j  Maximum... 

36 

37 

38 

33 

37 

42 

41 

43 

44 

33 

29 

32 

41 

48 

45 

37 

40 

44 

44 

49 

40 

39 

26 

28 

30 

41 

38 

46 

45 

60 

60 

(  Minimum.... 

23 

16 

31 

31 

33 

34 

32 

28 

2S 

19 

17 

14 

16 

26 

30 

25 

27 

25 

33 

32 

30 

23 

16 

14 

18 

26 

27 

31 

33 

40 

41 

Conneclic 

/( 

till 
Cream  Hill 

j  Maximum... 

36 

34 

33 

31 

34 

33 

31 

34 

35 

28 

22 

26 

34 

34 

89 

31 

35 

40 

41 

41 

40 

84 

28 

21 

22 

34 

35 

47 

42 

48 

63 

(  Minimum.... 

20 

12 

21 

26 

24 

27 

18 

18 

13 

8 

5 

8 

20 

24 

17 

15 

19 

27 

28 

19 

21 

9 

6 

9 

18 

17 

28 

28 

84 

86 

Hartford 

Maximum... 

35 

36 

37 

33 

38 

38 

38 

37 

40 

32 

28 

32 

41 

42 

82 

41 

42 

47 

47 

38 

41 

26 

29 

30 

41 

35 

46 

47 

48 

61 

(  Minimum.... 

17 

12 

30 

31 

30 

31 

29 

23 

2U 

20 

15 

13 

16 

19 

28 

24 

21 

25 

28 

25 

21 

16 

14 

17 

27 

25 

30 

29 

37 

39 

New  Haven 

j  Maximum... 

36 

35 

38 

40 

40 

40 

41 

33 

30 

31 

40 

41 

43 

li 

42 

39 

49 

45 

40 

40 

26 

28 

32 

44 

40 
28 

44 
32 

45 
33 

64 
41 

64 
42 

(  Minimum---. 

27 

18 

30 

31 

32 

33 

29 

27 

28 

21 

15 

13 

18 

25 

29 

26 

25 

30 

34 

32 

30 

22 

18 

15 

lb 

24 

New  London  

j  Maximum.  .. 

44 

39 

36 

35 

40 

43 

46 

43 

46 

37 

33 

40 

41 

44 

34 

42 

42 

50 

45 

43 

41 

35 

31 

32 

45 

40 

46 

44 

60 

63 

24 

19 

30 

34 

35 

33 

29 

26 

27 

25 

18 

14 

18 

32 

25 

22 

28 

32 

30 

30 

29 

19 

15 

18 

24 

27 

32 

32 

39 

41 

Norwalk 

\  Jraximum  . . . 

38 

34 

83 

33 

37 

40 

40 

43 

33 

34 

32 

37 

37 

42 

33 

45 

40 

51 

48 

42 

41 

31 

28 

32 

44 

40 

46 

46 

62 

64 

(Minimum.... 

15 

18 

30 

30 

30 

30 

24 

19 

25 

25 

16 

5 

16 

17 

30 

19 

12 

25 

32 

23 

26 

20 

16 

14 

16 

21 

22 

32 

34 

38 

41 

Putnam 

j  Maximum  . .  - 

36 

37 

38 

35 

35 

39 

43 

43 

36 

29 

30 

39 

43 

41 

32 

40 

42 

44 

43 

42 

39 

24 

27 

29 

40 

34 

45 

44 

55 

57 

(  Minimum---. 

14 

3 

25 

30 

31 

32 

28 

20 

19 

20 

13 

9 

13 

30 

19 

19 

11 

26 

24 

26 

16 

9 

13 

23 

8 

28 

23 

35 

39 

Seepage  16  for  explanation  of  reference  marks. 
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No.  4. 


GENERAL  SUMMARY 

T:.f  weather  in  New  Knt^land  during  April,  1940  was,  like 
thill  of  tlie  preci'ding  .April,  i-old  and  wet.  In  only  three  years 
aiv.'  1888  was  the  temperature  in  April  lower,  and  the  month 
■  (I  tlie  tifth  April  in  the  last  si.\  years  with  sulj-normal 
ilure.  The  first  twelve  days  of  the  month  averaged 
y  wanner  than  normal,  but  during  the  period  from  the 
loiii  tiu-ough  the  'i'Jth,  temperatures  were  almost  persistently 
below  normal,  the  exeeption  being  on  the  19th.  There  was, 
however,  an  absence  of  e.xtreme  minima.  Precipitation  was 
fir  above  normal,  (almost  (iO  percent)  in  nearly  all  sections, 
and  snowfall  in  the  northern  <ii\ision  was  nearly  twice  the  nor- 
mal amount.  Rainy  days  occurred  with  greater  frequency  than 
nsual,  and  tlie  combination  of  cold  and  wet  weather  prevented 
any  appreciable  amount  of  farming  operations  until  near  the 
end  of  the  nronth.  The  growing  season,  already  about  two  weeks 
late  at  the  end  of  March,  was  further  retarded  by  these  conditions, 
and  was  almost  three  weeks  behind  the  normal  stage.  Rivers 
and  lakes  in  the  nortliern  division  were  generally  clear  of  ice, 
and  a  slight  snow  cover  was  limit'^l  to  the  higher  elevations  of 
the  northern  division  at  the  clo-e  oF  the  montii.  K.s. 

TEMPEKATXJRE 

The  average  monthly  temperature  for  the  Section,  bijsed  on 
109  records,  was  40.1°,  whieh  is  3.5°  below  the  mean  for  the 
past  53  ypars.  The  average  teniperature  for  the  northern  division 
was  37.9° ;  for  the  southern  division,  42.2°.  Tlie  highest  month- 
ly jnean  was  45.4'"'  at  Springtiekl,  Mass. ;  the  lowest  was  31.5*^ 
at  First  Connecticut  Lake,  N.  H.  The  highest  recordKl  was 
80°  at  Durham  and  Plymonih,  N.  H.  and  lOnrsburg  Falls,  Vt. 
on  the  30th;  the  lowest  was-'.?°  at  Fort  Kent,  Me.  on  the  (ith. 
The  greatest  monthly  range  was  73°  at  Fort  Kent,  Me.;  ti;e 
least  was 25^  at  Block  Island,  R.  I.  The  ;,Meatest  daily  range  was 
55''at  Plymouth,  X.  II.  on  the  30th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  ba.sf>d  on 
190  records,  was  5.33  inclns,  winch  is  1.95  inches  above  the 
mean  for  the  past  53  years.  The  averag<'  precipitation  for  the 
northern  division  was  4.92  inches;  for  the  southern  division, 
5.77  inches.  The  greatest  monthly  amount  reported  was  8.56 
inches  at  Like  Konomoc,  Conn.;  the  least  was  1.88  inches  at 
Burlington,  Vt.  The  greatest  amount  in  24  hours  was  3.84 
inches  at  Milo,  ^NFe.  on  the  13th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  13,  which  is  3  above 
the  mean  for  the  past  5:^  years. 

The  average  snowfall  for  the  nortliern  division,  bastnl  on  85 
records,  was  12.1  inches;  for  the  southern  division,  based  on  82 
records,  3.3  inches;  for  the  Section,  based  on  167  records,  7.8 
Inches,  which  is  3.6  in(;I)esal)0ve  the  mean  for  the  past  53  years. 


Cloudiness  was  above  the  mean.  The  average  for  the  Section, 
based  on  130  records,  was  9  clear,  7  partly  cloudy,  and  14  cloudy 
days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  73  percent,  which  is 
6  percent  above  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Anror„'<  — 1-[f!,.  6-7th,  14-15th,  24-30tb. 

H(iiosJuaar.  —  [.:f.  illh,  19th,  22-24th. 

FM  OS,  solar— ^6,  7Lh,  11th,  15th,  17th,  22d,  24-25th,  30th. 

fl(til.  —  (dates  and  general  location) — 25th,  Hanover,  Uills- 
boroand  West  Lebanon,  N.  LI.,  Blue  Hill,  Petersham  and  Win- 
chendon,  Mass.;  26th,  Rumford,  Me.  and  White  River  Junction, 
\'t.;  27th,  Boston,  Mass. 

Thunderstorms. — 1st,  Blue  Hill,  Mass.  and  Plymouth,  N.  H.; 
4th,  New  Haven,  Conn.;  5th,  Bridgeport  and  Norwalk,  Conn.; 
12th,  East  Barnet,  Vt. ;  20th,  New  Haven,  Conn.;  26th,  Con- 
cord, Franklin  and  Manchester,  N.H.;  27th,  Portland,  Me., 
Ashland,  Boston,  Concord,  .lefferson,  Lake  Cochituate  and  Wor- 
cester, ]\Iass.,  and  "Westbrook,  Conn. 

[Continued  on  page  16] 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  dire<'t ion  of  the  wind,  based  on  121  records, 
wi-j  northwest.  The  avera^'e  velocity,  based  on  the  records  at 
15  stations,  was  10.8  miles  per  hour,  which  is  0.6  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  li  stations,  averaged  48 
percent  of  the  possible  amount,  which  is  6  percent  below  the 
mean. 


■16.9 
■11.5 
•13.3 
42.5 


No.  of  days  (all 
New  England) 


1894 

43!  3 

1«95 

42.0 

1896  

43.6 

1S97 

43.7 

1898 

40.7 

1.MJ9 

42.6 

li'OO 

42.5 

1901 

44.3 

1902 

43.4 

m-i 

42.8 

ISlOl  

39.6 

U10.5 

41.4 

lUOfi 

40.3 

1907 

1908 

39.3 

1909 

40.3 

1910 

46.9 

1911 

39.9 

191L' 

41.4 

1913 

44.1 

v:•^4 

37.9 

1915 

46.4 

1916 

41.8 

1U17  

39.3 

1918 

42.1 

1919 

40.6 

1920 

38.7 

1921 

47.3 

1922 

42.  2 

1'.'23 

.39.3 

Vj'i 

39.1 

vm . 

42.5 

1920 

35.1 

1927 

41.2 

19'28 

39.0 

1929 

40.9 

1930 

19:!1 

43.8 

1932 

40.3 

1933 

41.7 

193^1 

42.2 

19.35 

40.9 

lOXfi 

39.8 

1937 

11  0 

n-A 

41.2 

1939 

37.1 

ig^io 

37.9 

Period 

41.3 

Tsl 


47.6 

46.1 
43.2 
45.8 
45.1 


14  i  0.91 
1:   '  2.36 


88 
78 


-3 

41.8 

—  4 

45.6 

2 

45.4 

12 

50.2 

-  8 

43.4 

5 

4.5.9 

2 

47.5 

43.6 

15 

49.5 

12 

44.2 

3 

43.4 

5 

46.2 

-13 

45.4 

2 

43.6 

-  3 

51.0 

10 

46.5 

-12 

46.3 

-  2 

44.8 

6 

47.9 

-10 

42,  5 

5 

45.7 

-10 

44.2 

1 

46.2 

—  2 

45.3 

11 

47  6 

4.5.0 

10 

45  6 

5 

46.9 

-  7 

45,1 

10 

44.1 

-  4      44.8 

-  7  :  4».  fi 

-  5     43.3 

-    9     42.2 

-13 

45.6 

1.  33  I  3. 2 

1.48  I  0.3 

5.  58  2.  3 

3.59  i  2.5 

1.S3  i  2.6 
4.64 


1.90 

2.4-1 


SO 

16 

12 

77 

13 

86 

20 

85 

16 

90 

-  7 

74 

16 

85 

20 

80 

22 

91 

27 

84 

2 

90 

17 

(S2 

17 

84 

20 

79 

17 

85 

18 

m 

19 

91 

17 

S5 

18 

76 

93 

12 

16 

78 

13 

3.  .56 

10.6 

4.97 

12.8 

1..5fi 

2.3 

2.71 

4.9 

2.  9M 

3.3 

5.  r,6 

13.9 

4.85 

1.4 

2.  S.=, 

4.  35 

11.1 

3. 13 

7.6 

2  69 

4.8 

4.42 

14.5 

4.92 

12.1 

3.07 

6.3 

10      11 
12     10 
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April,   1M( 


Climatological  Data  for  April,   1940 


Maine 


Bangor     — 

bitr  Harbor  (near ) 
Hrassua  UamU  ••■ 

Caribou 

Kastport 

East  Wiiitlirop.  •■ 

KUsworth  

Kustis  

FariiiiiiKtoii 

Ft.  Kaiiiield  (near) 

Fort  Kent 

Uardiiier 

Greenville.. 

UiramlJ 

Houltoi! 

Jai'Uiruni 

LeivisUiii 

Macliiii-^ 

MadisouS 

JliildlecUun 

MilliiiocUciS 

Milo 

Mooseliead 

NorUi  liridgton.--- 

Oldtowii 

Oro.io. 

PorUaii.l 

I'resqiu  Isle 

RirogcsnisDaiiilJS 

Kocklan^l 

Uiiinfonl 

The  Korlts ••■ 

Upper  Dam 

Vaiiceuoro  

Wid.slowtJS 

VV..o,U;i!Ki§ 

Kor  Stale     ■■•• 


Ifiviivi'li 


Mt. 


Uetlileh 
Caiiiion 

Coiipord    

DixvUle  Notch  ■••• 

Durhai.i    

ErrolS    •■•■•■••,•■:: 
First  Conn-  LakeJJ 

Fitz«villiaiii* 

Franklin 

GlenciilT   

Hampton 

ilaiiDVer  S 

HilK-'boro 

Keenemear)  S   ■. 

Lakeport 

Lincoln  ••    —  — 

Manelie.ster ■ 

Milan    

NasliuaS  ••■••••■ 

New  Dnrlniiiitt   ... 
Newport  ......... 

Noith  .Stratford... 
PinklianiNotclitt.. 

Plynioiitli 

WestStewartstown 
Wolfboro  Falls  — 

York  Pond    

For  State     •  •  •  ■ 


Ml.  Washington 


II  mil 


Bellonsl'^alli.... 

Bennington 

Bloomtieldtl 

BrattluboroS  •••• 

Burlington 

Cavendish 

Chelsea 

Cornwalitt 

Craftsbury  Com. 

EastBarnet 

East  Uyegate  — 
Enosbnrg  Falls.. 

Gilman 

MaysMilin 

Newfane 

Newport  

North  lield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury..-- 

Searsbnrg  Mt 

Searshnrg  Sta-tt- 

Somprsettt 

VernonttS 


Temperature,  in  degrees  Fahrenheit 


i'enob.scot  .  ■ . 

Hancock 

Somerset 

Aroostook  ... 
Washington 
Kennebec  .. 
ihun:ock 


l>t.Oll 


Ivenrieboc 

I'iscataquis  .■■ 
Cumberland- • 

.iVroostook 

Somerset 

Andro.scoggin 
Washington  ■■ 
Somerset  ...•■• 

Oxford.. 

I'eiiobM-ot  .... 
I'isrutuquis.... 

(■nmbi'rhiud.. 

I'enobscot 

Penobscot 

Cumberland.. 

Aroostook 

ri.scataiinis-.- 

Knox 

O.'cford 

Somerset 

Oxford 

Washington  .. 
iCennebec...-- 
Wasliington  .. 


(.iriUtoii    •■• 
do  . . 

MiTiliunck. 

.Str.ilford  .. 
Coos 

Cheshire  ■  • 
Merrimack. 

Gnrioii   ... 


Hillsboro.. 
Stntilord  • 
S\iilivan  •  ■ 
(  oos 


VNindbam 
Ciiittende 
Windsor. 


KsS' 


Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  ... 

Rutland 

Franklin..  -- 
Caledonia.. - 
Bennington 
Bennington 
Windham.. - 
Windham-.. 


2,360 
1,660 
2.080 


12  I  ;?7.2 
45  !  39.2 


-0.7 

-  1.0 

-  2.6 


Precipitation,  in  inches 


+  3.74 
+0,80 
+3.83 


+0. 94 
+2.29 
+0.53 
+1.7S 


+2.4.5 
+2.44 
+0.  32 
+1.12 
-0.  27 
+  1.83 


+0.  ae 
+n.,58 

+  1.23 
+2.1.5 
+3.  .52 
+2.27 


See  page  22  for  explanation  of  reference  marks. 


Civil  Aeronautics  Auth. 

B.  L-  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Klectric  Co 
Mrs.  Hannah  ].  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  U-  Sonle 
U.  8.  Weather  Bureau 
C.C-  i'.  itL.Co. 
William  H.  (;urauiini?        j 
P-  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric 
(Jreut  Northern  i'aper  Co. 
Union  Water  Power  Co 
Great  Northern  Paper  Co 
.In lie  bowler 
N.  W.  lioberts 

C.  l,.('h;l.lh.>ur 


Ale  :  ■  li'  ;ii:.-iit  Station 
Great  Northern  I'aper  Co 
George  J.  Cumming 
Charles  A-  Mixer 
Ruth  Dnrgiii 
Union  Water  Power  Co. 
Guy  \V.  Butler 
Ilollingsworth  &  Whitne 
St-  Croix  I'aper  Co- 


Edward  Fenu 
George IC Tucker 
Keiiueth  Boothroyd 
U-  S.  Weatlier  Bureau 
Sarah  H-  Gleason 
N.  U-  Agr.  College 
Union  Water  Power  Co 
Conn    Valley  Lumber  ( 
Mass.  Uept.  Puiilic  Heallj 
F.J.Southm:'..v.l  ^ 


Fciward  A.  Carr  , 

Public  Service  Co. 

.Androscoggin  Kos    ('o. 

Pennnlnnk  Wilier  Wor 

\i.  K.  lobey 

II.  P.Sliepiu.l 

P.  A.  Sniitli 

J.  B.  Dodge 

Mrs.  Hattie  G-  Trow 

Claude  Baker 

Kennclli  Berry 

U.  S.  Bureau  of  Fisheri( 


U.  S.  Weather  Bureau 


B.  F.  H.vdro-Electri<;C 
State  Fi.sh  Hatchery 
(■ieor^'c  L-  CoO[ier 
Raymond  L.  Brown 
U.S.  leather  Bureau 
Cen.VtP.  S.  Corp- 
Mr.s.  Theo.  G.  Taplin  tt 
Sarah  E.  Lane 
MissEM-Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  111 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tit 
Mrs.  John  .T.  Gerety 
Kev.  A.  B.  Crichton 
U- S.  Weather  Bureau, 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  tU 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co 
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Climatoloffical  Data  for  April,  1940 


Temperature,  in  degrees  Fahrenheit 


a-s 


Is 


Precipitation,  in  Indies 


.§6 


Kemont  Coni'd 

estKurke Caledonia. 

Mt  Uiirtford Windsor.- 

liite  Kifer  Jc —    Windsor.. 

bltingham !  Windham 

iljer. I  WindiJor... 

llmingtou I  Windham 

oodstook I  Windsor.. 

For  State     •  •  •    


Miufiiditnelts 


mminsliaui  S 

t»nkliii' 

ardner* 

:o^Kv^U•r§     ••■ 


tiUord* 

Illlbiirv 

lontaiiiie  City. 

(antueket  

lew  Bedford  ••■ 
Io^thbridKB•..• 
'einliriike* 


rnicotou 

'roTiuretoun  — 

lockport 

helburiie  Kails  . 

oatlibridgo* 

oathlCgremontIt' 
pot  I'o.id  


pniigi, 


lock  Island  ■■ 

Innton  

ortsmotith  . . 

royldence  ■ . . 

For  State. 


ConneetieiU 


Berkshire  .  • 
Hampshire  ■ 
iMiddlesex  . . 
Norfolk  — 
.  .     do  .... 

SufTolk 

Worcester  .  • 
riy  month  .. 
Hampden  . . 
Hampshire. 

SnfTolk 

Worcester  •  • 
Middlesex  .. 
Fly  mouth  .. 

Bristol 

Worcester  .  ■ 
Midillesex  •■ 

Norfolk 

Worcester  . . 

Essex 

Franklin  .... 
Middlesex  -  - 
Worcester  . . 
Barnstable.. 

Kssex 

Franklin..-. 
Hampden  -- 
Berkshire  •• 
Worcester  ■  ■ 
Biirnstable-. 

Kssex 

Worcester  •  • 
Middlesex  -- 

Essex 

Mi(Mlesex  -. 

Bristol 

I'lymoulh  •  ■ 

Kssex 

Worcester  • 
Worcester  -- 
Franklin  ... 
Nantucket- • 

Bristol 

Worcester  .  ■ 
Plymouth  -• 
Berkshire  -. 
Worcester  ■ 
Berkshire  .- 
Hampshire - 
Pbmoiitli  - 
Worcester  -  - 
Barnstable.. 

Kssex   

Franklin  --. 
Worcester  -  - 
Berkshire-.. 
Middlesex  .  - 
Hampden  -• 
Worcester  •- 
Berkshire. -- 

Kssex  

Bristol 

Franklin  .. 
Hampshire - 
Worcster  -  - 
Hampden  •- 
Middle.sox  •  - 
Berkshire  -  - 
Worcester  -  - 
Berkshire  •  ■ 
Worcester  ■  - 
Worcester  -  - 


Newport  — 
Washington 
Newport- ■■ 
Providence 


«ltic New  London 

arkhanistead  ....I  Litolifield  ... 

ridgeport§... ..-..!  Fairfield 

nrlingion [  Hartford 


35 
63 
350 
65 
l."00 
920 
1.037 


800 

10 

030 

0 

30 

33 

30 

0 

«-20 

0 

M« 

ftV! 

57 

55 

41  4 

41. 9     -  8. 2 

I 
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19         22 
!    27 


3.32 
10 

26     3. 79 
"     6.15 


.|   1.04 


+0.88 
+2. 25 
+  1.12 
+  1.24 


+1.50 
+  1.24 
+2.07 
+2. 55 
+  1.43 
+  1.43 
+  0.S7 


+2. 


+  1.H3 
+3  32 
+  1.46 
+2.  57 
+2.79 
+  1.26 
+  1.23 
+2.  on 
+  3.U7 


+  1.3G 


+2.01 
+2.91 
+  1.65 
+3.70 


+0.98 
+3. 51 
+2. 42 
+  3.10 
+1.13 
+2.03 
+2. 79 
+1.04 
+  1.15 
+2. 11 
+2. 07 
+1.10 
+0.53 
+2.84 
+ 1. 90 


+1.26 


+2.31 
+2.70 
+2.06 


+3.13 
+  1.29 
+2.37 


Oilman  W.  Ford  II 
Evu  K.  Uoubloday 
N.  E.  Power  Co. 
E.  T.  Sutton  1 1 1 
Olcotl  Falls  Co. 
Walter  Adams  ttl 
Benton  S.  Pluney 


N.  E.  Power  Co. 
Mass.  Agr.  Exp.  Sta. 
Met.  Water  Works 
State  Dept   Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  I.oring  H.  Reed 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
Met.  Water  Works 
Fred  A.  'i'ower 
.loseph  I..  Kelley 
Richard  (;.  Brigliam 
Herbert  B.  Alien 
Met.  Water  Work.s 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  M.  Barker 
Bureau  of  Entomology 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  Engineer 
State  Dept.  Public  Health 
A.  W. Ladd 
N.  E.  Power  Co. 
State  Dept.  Public  Health 
Stiite  'I'eacher's  (,'ollege 
State  Dept.  Public  Health 
E.  P.  Mitchell 
Met.  Water  Works 
Essex  Company 
Props.  Locks  ct  Canals 
state  Dept.  Public  Health 
State  Dept.  Public  Health 
William  I{.  Iloelzel 
State  Dept.  Public  Health 
N.  E.  Power  C!o. 
Charlotte  A  Braun 
U.  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Comr.  of  Public  Works. 
State  Dept.  Public  Health 


Plymouth  Cordage  Co. 

Met.  Water  Works 

Irving  H.  MoNayr 

V.  S.  C.G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Nesbit  H.  Bangs 

West  oil  If.  Lewis 

Water  Works 

Turners  Falls  P.  A.  E.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  College 

StHte  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


8e«  page  22  for  explanation  of  referenoe  marks. 
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OUmatologrical  Data  for  April,  1940 


Temperature,  indezrees  Fahrenheit 


Procipitation.  in  inches 


is 


Connecticut  Cont'd 

Colchester 

CollinsvUle 

Cream  HilUt 

Dan  bury 

East  Hartland  — 

Falls  Villages 

Hartford 

Lake  Kouomoctt- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrsg 

Waterbury  

Westbrook 

West  Hartland 

For  State- •   •• 


NewLondon... 

Hartford    

Litchfield 

Fairfield 

Hartford 

Litchfield  

Hartford 

NewLondoii  — 
New  Haven  — 


do 


New  London. 

Fairfield 

Windham.... 
Litchfield  . . . 

Tolland 

New  Haven  . 
Middlesex  . . 
Hartford  .... 


8.56 
6.:i5 
6.71 


+  1.3-> 
+2. 14 

+2.02 ; 

+4.31 


6!)    !  8  44      +4  68  ,  1.92 
48    !  6.65  :  +2.84  I  2.5t! 


Stedman  Storrs 
Edwin  R.  Wilder 
uw.      C.  L.  Gold 

'    Thomas  F.  Hanlon 

D.N.  Gaines 

uw.      Conn.  Power  Co. 

n.     I    U.  S.  Weather  Bureau 

i    New  London  Water  V 

B.  W.  McFarland 
U.S.  Weather  Bureau 
Harry  G.  Tietjen 
L.  M.Comstock 
Civil  Aeronautics  Aut 
F.  Hurllman 


nw. 


nw. 


se. 


Exp^  Station 
ipe 
James  Kintoul 


^W% 


lllam  . 


Water  Bureau,  Hartft 


Explanationof  Reference  Marks  Used  on  Paees  20.  31.  and  22. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  Uie  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of 
oipitatlon  with  15  years  or  more  of  record  are  computed  from  a  normal  or  •  .standard  meiin"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  mi 
for  the  period  of  record  are  used.  Reference  letters,  H,b,c,  appeariii}?  in  the  table  imlinate  ninnber  of  days  missinj^;  for  example,  b  represents  two  daj  s.  etc. 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttf  Observer  for  New  Enghind  I'ower  Co.      'IV  Precipitation  is  less  than  0.01  inch  raiu  or  melted 

tt  Post-otRce  addresses  of  tln^se  s;.atii)ns  are  M.'i  i.i;.',    .   'i  m--      ■■    v    .11,1^   I'u.i.    \,,-.i   v..,      ,;  ,  ..in   ! 
Millinocket;  Winslow,  Waterville; -New  Hauipsriiire     I- I'  1  .':,,>      ■■        ,,,  ,;    :    , 

field,  North  Stratford,  N.  H.;  Cornwall,  .Vliiidlebury;  M,;;       ■'  I      '  -         »     ■■  ..      .'.,,>        ,.     - 

—Massachusetts-  Ashland,  Framinghain  ;  Blue  llill.  Milion  ;  I. :< 'ir  '       im  ,.1,     i': ,.  ■.iin.;,;  r:     -^i  ..im. -:  1- m  1     (i 

«  Record  furnished  by  Massachusetts  Department  ol  Public  llealtii. 


;:kwood ;  Jliraui,  West  Baldwin  ;  Kipogeuus  J 
Gorbam;  York  Pond.  Berlin;- Vermont— i" 
.  Wilmington;  Vernon,  Shelburne  Falls. 
1,  West  (  ornwall ;  Lake  Konomo(  ,  New  Loni 

J  Not  included  in  summaries. 


Kxplanation  of  Reference  MCarks  Used  on  Pag-e  23  . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  tim 
"""•  " '  ^  ...--i. — ^-i- _.:..:i.. .:...,  ;,.  i-„..  ^,, .  r. .  , :_  i   -  '(ijijgjn  fo  mi'lniglit.         **  Prcoipj ta tlou  measured  in  the  morning;  amo 


obseryatioiis.        *»*  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24  h 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next 
§  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  ! 


Explanation  of  Reference  Marks  Used  on  Pag^e  24. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRESSURE.  WIND.  HUMIDITY.  AND  SUNSHINE 


Atmospheric  Pressure 

Uelative 

(reduced  to  sea  level) 

Id 

Humidity 

Stations 

^.. 

a 

a 

1  = 

1 

S 

2 

3 

1 

11 

3'^ 

1 

1 

i 

f 

i 

S  3 

.. 

Block  Island  .... 

29.94    30.37 

29 

29.26 

22 

16.3 

43 

ne. 

21 

80 

73 

79 

55 

Blue  Hill 

29.95    30.36 

29 

29.28 

22 

17.6 

57 

57 

67 

44 

2\  93'  30. 35 

U 

29.29 

22 

13.3 

43 

21 

69 

BO 

67 

49 

Burlington 

29.  94   30. 44 

■.'8 

29.  44 

i;f 

9.H 

32 

11 

57 

63 

49 

29. 95!  30.  37 

11 

29.32 

13 

7.0 

26 

nw 

75 

54 

41 

Eastport 

211.  96|  30.42 

'1 

29. 18 

13 

12.3 
4.9 

46 
31 

ne. 

21 

/8 

65 

75 

45 

Hanover 

29. ','3,  30.38 

V8 

29.37 

13 

5  8 

24 

n. 

71 

54 

66 

3fi 

nw. 

se 

Nautucket 

29.93:  30.36 

?9 

29.11 

22 

15.2 

39 

79 

71 

82 

54 

29.95   30.38 

29 

29.36 

21 

9.9 

30 

ne. 

21 

76 

63 

72 

49 

Northfield 

29.96   30.43 

27 

29.37 

13 

H.8 

27 

s. 

u 

SO 

56 

67 

37 

Portland 

29.94    30.40 

11 

29.19 

13 

10.5 

36 

se. 

9 

74 

63 

72 

BB 

Providence 

29.94   30.36 

29 

29.28 

22 

13.3 

50 

nw. 

6 

73 

59 

70 

53 

[C: 


inued  from  first  page] 


Fou,  ddi'^e.—i-dih,  S-lOth,  12-13th,  l6-21st,  26-28tli. 

Frosts — (dates  and  K'-neral  location) — Last  killing  dm 
month:  in  some  eastern  portions  of  the  southern  division  on 
loth  and  22d;  elsewhere,  generally  to  near  tlie  close  of 
month . 


SJeet.  —  (dates  and  general  location) — Maine:  4-5th,  8- 
12-14tli,  teth,  18-1 9th,  21-22d,  24th;    New   Hampshire: 
5th,  8th  12-lBth,  17-22d;  Vermont:  4th,  12-1 3th,  16th 
20-22d:    Massachusetts:    8d,    12-1 3th,   IGth,    19-22d; 
Island:  4th,  21-22d;  Connecticut:  3d,  12-1 3th  21-22d. 
of  most  general  occurrence:    12-13th,  21-22d. 

Eclipse — Partial  eclii)se  of  sun  visible  over  Section  on  7th 


Rh 
D 


iPRiL,  1940 
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Daily  Precipitation  for  April.   1940 

Drainage  basin 

Dar  of  month 

- 

l|     2 

3 

4 

s 

6 

7  1     8  i    9  1  10 

11  1  12  1  13  1  14  j  15  j  16  1  17  1  18  1  19 

20 

21  I  22 

23  1  24 

26  1  26 

27 

28 

29 

so 

31 

1 

Muiitt 
isliKirt'**  

Couit 

....do 

Kennebec 

...do 

St  JoUn 

Kennebec 

....do 

.02 

".50 
.03 
.07 

T 

■!64 

.11 
.33 
.12 
.22 
.20 
.26 
.lb 
.02 
.08 
.31 
.29 
.30 
.30 

.08 

k^ 
.14 
.04 
.13 
.03 
.04 
.!( 

"."62 
.18 
.09 

.ai 

.18 
.04 
.17 

T 

.01 

.05 

.11 

.2! 

!l( 
.91 
.35 

.36 

.03 

50!  .22 

T.    .... 

T 

!l2l'."27 

.24    .01 
.49.... 
.22  ... 
.46   .22 

.28   .85 
.31    .18 
.28    .1* 
•]•      T. 
.231  .27 

T. 
.16 

'.'is 

.46 
.17 

■•i'.' 

■■55 

.51 
.06 

".■45 
.14 
•1' 
.31 
.36 
.44 

■.'93 

.59    .05 
1.65   .31 

.45|  .40 
1.20|1.65 

i.'is  '.'62 
.42    .37 
.r)6    .86 

i!o8ii!oc 
}!i1i!^ 

.20 
.07 
.02 
06 

! 

2  35 

2.631.40 
.481.10 
1.061.71 

8  09 

■r. 

8.48 
8  46 

T. 

.41 

.'i4 

.41 

■!22 
.17 

r^} 

....1  .Sn.tiiJl   ... 
....1.2.i3.051  T. 
....'  .902.56   T. 
....,  .35  2.00    .04 
....!  .391.14   .02 
....l.£3;i.73.... 
.04  2.341  .44I.... 

'.'05 
.44 
.35 
.02 
.01 
.01 

.... 

.02 
T. 

3.86 
8.23 

.05 
.11 

1 

?; 

Kennebec 

Anclrnsoniririii    

.11 

.03|  .15 

.16  .... 

3  36 

.lOl  .82|.... 
.67i  .031.... 

.81 
.82 
.12 
.12 
.49 
T. 

.11 
.37 
.06 
.10 
.03 

.02 
.14 
.17 
.06 
.23 
.09 
.02 
.11 
.07 

■.'21! 

.10 

.04 

■!62 

.07 
.05 
.27 

"\^ 
.06 
.05 
.02 
.04 
.03 

r. 

.45 

T. 

.05 
.04 
.02 

.'06 
T. 
.01 
.01 

r. 

.06 

.02 

T. 

.01 

T. 

T 

T. 

.01 
.02 

■.■65 

T. 
.01 
.01 

.13 

"r 

".Oi 

.05 

T. 
.03 
.04 
T. 

■'is 

.16 
.20 

'.'64 
T. 

■r. 

.03 

.01 
.'63 

r. 
.02 

:i 

.40 
.'20 

!b7 

T. 
.40 
T. 
.21 

■.'62 
.26 

.'65 
.26 
.25 
.03 

.41 
.46 
.56 
.24 
.45 
.13 

.40 
.62 
.02 
.46 
.40 

.38 
.75 
.13 
.12 
.78 
.63 
.79 
.20 
.45 
.96 
.45 
.89 

.24 

.68 
.45 
.65 
.60 
.4:i 
.57 
.70 
.51 
.26 
.61 
.50 
.73 
.41 
.25 

:i 

.30 
.15 
.35 
.01 
.31 

■.'49 
.41 

■r. 

.07 
.36 
'l. 
.01 

'.'70 

7  g7 

....' iCpiiiiphpn 

T 

.01 

.15 

.'63 

7.38 
6.6S 

t 

funobscot   

....do 

.54 
T. 

.03|.... 

.02 

2.501.71 
1.55,3.84 

.03 
T. 

.... 

1  m 

'f.' 
T. 

■.'oti 

■.'63 

:::: 

•r. 

.04 

't. 

■V. 

Penobscot   

Coast 

.13 

"."OB 
.14 

f.- 

.12 
.34 
'1' 

'.'20 

".26 
.26 

.02 
.34 
.34 
.01 
29 

f.' 

'.'w 

■!36 
.'35 

.28 
.83 
.27 
.19 
.40 
.41 

!!!:!!g2 

....ll.U 

3.39 
.83 
1.82 
2.16 
.96 

■.t\ 
1.23 

1.30 
..50 

1.20 

1.01 
.49 
.56 
.67 

1  70 

.80   .»4j  .24 
1.021.32    .01 
.08    .10    .09 
.05   .46   .36 

r 

Penobscot 

■.'69 

.06 

2.70 
1.09 
1.92 
3.53 
1.50 

.04 
1.2< 

!ll 
.87 
.6f 
.86 
.15 

1.63 
.32 
.18 

1.13 

.52 
.18 
.47 
.82 
.59 
.20 
.22 

■.■72 
.9.5 

40 
.41 
.14 

20 
.75 

1.33 
.47 
.50 

1.09 

.46 
.112 
1.58 
1.39 
.OS 

l!64 
2. 52 

l!66 

l!4b 
1.24 

.44 
1.C2 

.98 
1.25 
1.00 

.32 
2.05 

2  61 

.04'.... 

'r. 

.60 
.13 

■.'64 

.04 
.04 

Kennebec 

.03 

.441  .76 

.811  .12 
1.20!  .63 

.14 

.07 

5.77 

,i 

?t  Croix 

T. 

.02 

T. 

.10 
.07 
.10 

;,?3 

T. 

T. 

.33 

'.■75 
.06 

.44 
.09 
.40 

'.'so 

.'47 

.04 
T. 
.18 
.17 
.04 
.03 
.47 
.31 

.25 

.24 
.13 
.95 
.20 

■?c 
!7C 
.86 

i.'oi 

.56 
.34 

.30 

■M 

.20 

03 

.08 
'.'62 

T. 

.03 

.:« 

'.'67 

T. 

T. 

.07 

■f.' 
.07 

5  92 

,psl,ire 

.\ndroscoggin 

.24 
.31 

■.'67 
.28 
.11 
.15 
.12 
.35 
.79 
.70 
.29 

.06 
.32 
.06 
.61 
.29 
.50 

•r. 

.07 
.17 
.2b 
.22 
.12 
1.13 

.52 
.17 
.51 
.10 

.22 

.10 
■V. 
.02 
.08 

3   (i9 

1 

T. 

.02 

....|.... 

■."08 

.u.Lake.. 

Connect  icut 

.14 

.13 

.10 

.12 

.35 

.01 

3.  23 
4  74 

.2.'3|  .02 
.  421 ... . 

T. 

n.T 

T. 

ar) 

..do 

■.02 

■.■34 

.55 

■."64 

!i4|:!!! 
.02!  .01 

5.38 

.03 

4  54 

-:^S::::::::::::: 

.05 
.97 
.62 
.22 

.20 
.10 
.09 
.07 
.23 
.U 

.17 
.04 
.15 
.08 
.09 
63 

1.88 
1.48 
.39 

1.01 
.20 
.28 
.96 
.58 
.80 
.84 
.91 
.16 
.53 

l!07 
1.41 
1.12 
.39 

.32 
1.10 
.73 

1.'42 
.68 

2.60 
.93 

't'.' 

.01 

'I'. 

.06 
'1'. 

. 

'J-. 

.08 
T. 
T. 

r. 

.25 

I 
:t 

.20 
.02 

T.' 

'T. 

■.'04 
.02 

.... 
.01 

.29 
.07 

.13 

r. 

'.'65 

'.'io 

'!80 

!37 

.05 
.02 

MerriniBC 

CountfCtitut 

...do 

Champlaiu 

Connecticut 

...do 

Champlain 

St.  Lawrence.'!!!! 

Champlain 

do 

....do 

Connecticut 

....do 

....do 

...do 

Connecticut 

Coast 

...do 

Connecticut 

T. 

.15 

'."62 
T. 

.02 

■.'os 

T. 

■  04 

.47 

.08 
.43 
.09 
.53 
.12 
.IS 

".u 

.18 
.09 
.19 
.30 
.08 
.31 

.66 
.42 

.41 
.28 

■.l\ 
.46 
.51 
.16 
.61 
.14 
.23 
.05 
.27 
.16 
.42 

28 
.59 
.46 
.04 
.05 
.45 
.36 
.37 
.21 
.22 

47 

T. 

.05 
.23 
.04 
.01 
T. 
.05 
.22 

'.O-i 
.12 
.06 
.02 
.17 

.07 
.05 
.02 

.i2 
.06 
.08 
.04 

!!!! 

'.09 

T. 

i'V 

T. 

4.53 

;lt 

.02 

f.' 
T 

.01 

't'. 

2.  94 
4  30 

"* 

T-!'"' 

T. 

1.88 
4.81 

2  02 

!l7 

.    1  lillS.... 

T. 

■!!• 

■.'of 

T. 

.14 
1.30 
.40 

■f.' 

.02 

.62 
.21 
04 

.07 
.15 

'v. 

".51 
.82 

T. 

2.37 

.321  .06 

.211  .17 

'tV 

.13 
.09 

T. 

09 

2.40 
3.12 

-  ^near). 

.15 
.01 

.41J 

.83 
.02 
.44 
1.12 

.16 

.29 
.40 
1.34 
.50 
.30 

.51 
.87 
.16 

1 

1.52 

.04 

■'':.:::. 

■r. 

!!!:|:!:: 

3.03 
7.60 

.0(i(  .08 
.75    .47 

3. 32 

^' 

!!!! 

.... 

.05 
.26 
.02 

■.'08 
.OS 

■1-. 

T. 

.03 
.02 

T. 

.... 
.... 

.:.se!U 

.05 

tv 

.50 

T.' 
.55 

'.'it 

.48 
.42 

■V.' 

".0& 

'.'24 

.22 

.79 

84 

.•41    T. 

.25.... 

■ 

4.58 

,'iS 

.99:  .52 

.  83I  .  39 
.03   .97 
.561  .37 

1.10!  .60 
.03!l.64 

1.20   .39 
.97    .79 
.76    .16 
.68    .70 
.72    .37 
.86   .50 

1.42   .48 

1.07    .60 

.17 

.'io 

.03 

5.49 

...do 

Const 

...do 

Merrimac 

.'65 

.... 

.. 

.08    .10 

4.86 

am".. 

.09 

'.'67 
.12 
.17 

■i 

.04 

!!!! 

'T.' 
.04 
.01 

'.'oi 

T.' 
■.'04 

■'i-  ■ 

T. 

.12 
■.'62 

7.15 
6.68 

I.W.... 

.20 

.■{i 

.26 
T. 

.17 

'.'of 

T. 

■.'26 
.23 

.29  .;: 

.  I2i  .  12 
.29    .08 

6.09 

„ 

...do 

Charles 

Connecticut 

1.45 
T. 

.■93 

i.'os 

.02 
.66 

T. 

■f.' 
•-j;  • 

■.'oi 

■.'62 

!04 
T. 

.03 

.04   T. 

5.40 

■"■  _m!  ;'' 

.05 

.05 
.11 

5.48 

^^1 

.97 

'.'67 
.53 

T. 

.08 
.01 
.08 

6. 67 
6.05 

.52 
.16 
.86 

!^^ 
.34 

.40 
.08 

■.tl 
.42 

.08 

"37 

.03 

.^' 

T. 

i"'. 
".'62 

.07 

.6.!    .01 

!io|  'cii 

4.67 

■m§ 

Coiuipcticnt 

Coast   

...do 

1.18 

.41 

.'i5 

5.63 

1.41 

.30 

6.86 

:!!:r.oi 

....    .13 
02 

5.38 

.77 

l.OS 

T.' 
.06 

.05 

't.' 

■.'20 

■t.' 

5.21 

T. 

f.' 
.06 
.04 

."26 

i-.' 

.94    .28    .32:  .02 

!!!! 
!!!! 



■f. 

4.97 

rd   .... 

...do 

Housatjuic 

!46 
.31 

.57'l.04 
.591  T. 

.86;.... 

KBo!:!!! 
1:^3^1!!!! 

:|: 

•■1^    T 

.88'   .57 
.34'  .12 

:T- 

■f.' 

t.' 
.47 
.11 

.06 
■.■63 

".is 
".bi 

.04 

.02 
.02 
r. 
.02 

.26 

T. 
T. 
.04 

.08 

6.76 
2.75 

1 

Coast    

....do 

...do 

Thames 

Hoiisatonic 

Connecticut 

.03 
.10 
.02 

k 
;• 

.67 
1  20 

I..55 
1.08 

.70 

T. 

1.46 
.27 

.63 
.21 

.77 
.99 

.36 
.10 
.21 
.72 
.34 
.41 

.19 
.51 
.39 

.40 

.15 
1.0,5 
.22 
.40 
.23 

.38 
.26 
.64 

.90 
.99 

'!33 
•1. 

.08 
.56 

!06 

.12 

T. 
.04 

7.82 
6.46 
5.07 
6.72 
4.59 
5.44 

Coast 

Connecticut 

.55    .10 

.17    .25 
.33   .26 

i'.  i  !69 

7.12 

■1)3    ..      . 

.52 

.25 
.26 
.56 

.56 

!^.^ 

.04 

.21 

■.'i5 

'.'67 

.02 
.62 

.20 

.... 

1  001      J8 

do . 

.15 

.10 

■'oi 

.14 

.14 

1.26 
.85 

2.14 
.88 

!57 
1.38 

1.19 

'oi 
'.'oi 

■.'62 

.06 
.01 
T. 

T. 
■f. 

'1'. 

4.77 

Hudson 

Connecticut 

Blackstone 

Coast 

....do 

....do 

.... 

!!!! 

.42    .49 

.93!.... 
.231  .86 

.S4|  .78 
.011.30 

1- 

1.44    .70 

.26 
.01 

'.'oi 

.75 
.27 
.40 

.24 
.52 
.36 

.36 

T."    ■^■' 
05 
T 

.01 
'T.' 

.04 

1 

.61 
.46 
.62 

1.09 

5.04 

.onS..... 
Iflnnd 

,Hl"V.. 

'.■87 

.56 
1.03 
.56 

.50 

.... 
T. 

■.'06 

■'i'.' 

.03 
.03 

5.71 
5. 98 

5.01 
5.15 

.,.••• 

rticiit 

■r. 

T. 

T. 

6.30 
6.46 

do 

\] 

!  ind".  .. 
••• 

■  .."•:::: 

ion 

Housatonic 

Connecticut 

....do 

Coast 

....do 

...do 

■!66 

"a2 
.28 

.30 
.21 
.50 
.58 
.92 

i] 
.54 
.49 

!28 
.05 
.01 
.09 
.14 
.10 
.10 
.12 

::•■ 

!!!! 

■.'mI..!. 

i!44|V«^ 
1.52:  .03 
.1211.30 
2.56i   ... 

1.00 
.25 
1.29 
1.64 
1.92 

.94 

.61 
1.15 
.22 
.21 
1.32 
1.40 

T. 

T. 
.08 
.06 
.06 
.03 
.02 
.05 

f.' 
T. 
T. 

.21 
.23 
.41 
.45 

!3l 
.39 

.02 

T. 

!l2 
.92 
1.38 
1.28 

.70 
.77 
.96 

.44 
.26 
.14 
.03 
.06 
1.67 
.16 
.09 
.08 

.05 

.04 

'.'09 
.02 

■.'62 

■.■65 
.04 
.01 
.16 

■■ii 

.13 
.07 

T. 

!63 
T. 

'1'. 

'.'oi 

.03 
.22 

■.'69 
.09 
.30 

4  11 
5.38 

5  38 
6.71 
8.44 
6.65 
.6.64 

!30'l!04        " 

.99 
.50 

.45.... 
.38  ... 

6.  89 

vatorbury 

.  40 1. 15 

6. 13 

_ 

)page22  for  ezplaDation  of  refereace  marks 


iff 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  lor  April,  1940 


'I! 


Mnine 

Bar  Harbor  (..ear) j  MfnimumV. 

„     .       J  '  Maximum . 

8:«stport  ■)  Minimum.. 

Fort  Kent. 1  J}fSn.: 

('i-eenyiUe    I  Minimum.. 

,,     ,^„ ,  i  Maximum 

"o"'to"    i  Minimum.. 

L--to,. \^^Z: 

M"'i-Uet IJlSr 

fii.ii,,vv„  J  Maximum. 

""""""   lMi..imum.. 

''""-'^ )S=; 

R.,,.,f,.,-,i  j  Maximum  . 

^"'"'""'  i  .Minimum.. 

Win.iow  *  Maxim.mi  . 


iVeii)  Udiiipfhlre 

Berli..  II \l\ 

Concor<l 

Durliam 


axi 


lumum . 
Maxin.u.ii 
Minimum. 
Maxinuun . 
Minimum - 


First  Conn.  Lake... 

Keeiie(near) 

Ply  month 


Burlington  ... 

Newport  

North  field.  ... 
Rntla...!  .  ... 
St.  Albans.  ... 
St.  .iohnsbnry 
WooiistocU  ... 


Mi 


imum. 


j  Maximum 
f  Minimum. 


(  Miuimum . . . 
\  Maximum  . . 
(  Mi. .imum.  . 
)  Slaximun. .  . 
(Minimum... 
i  Maximum  .  . 
(  JIi..imum.  ■  • 
\  JIaximum  .  . 
i  Miuin..im... 
)  IMaxi.iui.M  .  . 


.     ,        .  iMaximu.u. 

""""'■"'■ (  Minimum. . 

)  Maximum  . 

»"'•'"" (Minimum.. 

„       ,  .  )  Maximum  . 

Brockton j  Minimum.. 

,  i  Maximum . 

Co"<'0'<' f  Minimum.. 

East  Warehamll 1  SlSmV. 

„,,,,.  )  Maximum  , 

Pa"!^'^" i  Minimum.. 

_.,,,,„  j  Maxinmm. 

Fitchbnrg  (Mi. .imum.. 

t  Maximum . 

Lawrence (Minimum.. 

„      ,     ,    ^  S  Maxinnn.i . 

Nantucket i  Minimum.. 

8tooUbrid.e    ; \^^.: 

Wniiamsto.n ]^^:. 

Wo,TestPr iMf.fim.nn.: 


Wioileihliiiid 


.  Maxinuun  .  .. 


Kingston 
Proviilenc 


CoiinecUciil 
„  ,,,,,  J  Maximum 

Cream  Hill j  Minimum. 

„     .,     ,  )  Maximum 

H'l'-tf""! iMi.nmum. 

New  Haven !  Mhi'imnm. 

New  London !  Mh^mum 

^o--"^ \^n=. 

p"»-" l^{i^^;= 


-■'I    H     M    H    H 


l:il    29 

■2it\     21 


37 
45 
34' 

441     42 


10  Ml     12     13     14 


46, 

30'     35     24 

43 


31 
40     44 

3:i     33|    29 

4U:      3,s      51       ,„ 

3l|    31     Vj     m 

iti      'Js.       yf;;        Ai\ 


43     46i 


I  14  I  15  I  16  I  17  j  18  I  19  I 


Sr  17|  22 

53l  36  3h; 

271  2.J  31  i 

491  34i  42 

33;  lill  15 


40|    22I    32 
4-5     39|     46 


54 

49 

44 

28 

50 

30 

3(; 

20 

53 

37 

31 

2fi 

52 

3S 

32 

?5 

47 

32 

-^ 

52  39 

44I  26      18 

53!  52 

361  27 


52'    561    54!    54 


45|    44 


21| 
511 
29     40i 


48l     52 
39]     42 


3!      34 

45 
80     35 


49|  54i 

33  36i 

42  62j 

38  42 

451  60 

40i  44 


27  I  2S  j  29  I  30  j  31 


57 

55 

5)J 

1 

i     62 

28 

31 

48 

3; 

3; 

5( 

5 

52 

. 

3; 

31 

3 

38 

52 

6; 

6( 

64 

••! 

2; 

•A' 

3; 

31 

•  ■! 

.5' 

58 

66 

72 

In 

21 

28 

3( 

i 

57 

6( 

6h 

76 

4( 

45 

4( 

44 

5( 

62 

65 

7f 

31 

3^ 

32 

3^ 

hb 

62 

68 

75 

■;5 

27 

31 

35 

57 

fif 

6( 

72 

33 

35 

3: 

3il 

55 

56 

5t 

64 

3;h 

4(1 

39 

4f 

58 

62 

68 

74 

30 
28 

27 
60 
29 

32 
70 
33 

32 

56 

61 

70 

78 

25 

23 

27 

2f 

HI 

64 

m 

78 

35 

3( 

m 

35 

57 

61- 

6f 

8r 

28 

3( 

2;^ 

26 

5(1 

51 

58 

611 

21 

25 

25 

:',( 

5fl 

64 

74 

In 

25 

21 

24 

2'. 

Wl 

6(1 

74 

8C 

25 

20 

23 

25 

55 

60 

70 

74 

2t 

29 

3;J 

52 

!i( 

56 

66 

72 

2f 

28 

31 

4: 

55 

6(1 

7(1 

76 

'AA 

23 

26 

35 

57 

61 

7r 

1i 

2ti 

26 

2S) 

35 

55 

61 

7;-! 

76 

3;J 

33 

36 

4( 

57 

62 

72 

n 

26 

24 

27 

31 

,58 

67 

72 

78 

24 

24 

24 

28 

58 

64 

71 

74 

32 

31 

31 

3! 

5f 

56 

62 

75 

36 

41 

3' 

44 

55 

56 

6<1 

72 

35 

38 

37 

38 

57 

7r 

75 

35 

32 

2<1 

39 

5.; 

53 

(>2 

37 

30 

28 

4(1 

58 

59 

61 

66 

34 

35 

33 

41 

57 

63 

75 

n 

35 

37 

30 

43 

56 

61 

67 

74 

32 

34 

31 

39 

44 

49 

54 

55 

36 

35 

40 

38 

58 

64 

72 

74 

3(1 

26 

28 

55 

61 

7(1 

76 

32 

28 

32 

41 

53 

62 

71 

75 

32 

35 

29 

41 

47 

.54 

54 

55 

38 

3i; 

38 

4(1 

52 

58 

60 

61-1 

35 

27 

55 

55 

63 

76 

..= 

38 

41 

39 

42 

•1 

58 

65 

68 

72 

32 

32 

35 

41 

57 

66 

68 

69 

37 

sr 

33 

41 

54 

66 

6(1 

62 

40     39 

4(1 

44 

601    66 

6C 

6,^ 

40j    38 

:iv 

4f 

55     65 

66 

67 

32I    32 

28 

31 

52i    63 

ffi 

71 

31 

31 

26 

29 
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Boston,    M.\ss.,   M.\Y,   1940. 


No.  5. 


GENERAL,  SUMMARY 

a  Conditions  in  New  England  during  ^[ay,  1940  were,  in  a 
leneral  -way,  a  continuation  of  the  unfavorat>le  Spring  weather 
feperienced  during  the  preceding  two  months.  During  the 
first  week,  the  weather  was  mostly  cloudy  and  rainy  with  tem- 
perature above  normal,  and  lack  of  adequate  sunshine  hindered 
farming  activities.  The  next  two  weeks  were  a  period  of  favor- 
able weather  with  nuich  sunshine  and  near  normal  tempernture. 
Early  planting  and  large  scale  soil  preparation  were  completed, 
and  other  farming  operations  were  making  good  progress.  The 
last  decade  l>rought  a  return  of  rainy  weather  with  temperature 
far  below  normal,  so  that  what  progress  had  been  made  was 
nearly  overcome  by  the  cold  weather  and  insufficient  sunshine. 
The  great  profusion  of  fruit  bloom  failed  to  pollinate  normally 
beoau-^e  of  the  cold  and  rainy  weather,  and  the  resulling  set 
was  considerably  ligh.ter  tiian  had  b^en  anticii)ated.  At  the 
end  of  the  month  th.e  growing  season  was  still  fiir  behind  the 
normal  advance.  Precipitation  averaged  well  above  normal  in 
all  states  but  Maine,  with  Conneeticut  and  \'ern-.ont  showing 
the  greatest  plus  departures.  There  was  an  average  of  14  days 
with  measurable  amounts  of  precipiiation.  and  the  number  of 
cloudy  days,  15,  was  just  50  percent  above  normal.  On  the 
whole,  the  month  was  unfavorable  to  all  out-door  activities,  and 
made  a  very  slow  advance  into  the  warmer  season  of  the  year. 

E.S. 


TEMPERATTJilS 

The  average  monthly  temperature  for  the  Sedition,  based  on 
106  records,  wa"  54.9°,  wliicli  is  0.2°  below  the  mean  for  the 
past  53  years.  The  average  temperature  for  the  northern  division 
was  53.9° ;  for  the  southern  division,  56.0°.  The  highest  month- 
ly nip;iu  was  59.9°  at  Springfield,  INIass.;  the  lowest  was  47.8° 
at  Eastport,  Me.  The  higliest  recorded  was  92°  at  Orono,  Me. 
on  the  27th;  the  lowest  was  22°at  First  Connecticut  Lake,  N.H. 
on  the  9th  and  13th,  and  Somerset,  Vt.  on  the  13th.  The  great- 
est monthly  range  was  68°  at  Plymouth,  N.  H.;  the  least  was 
28''  at  Block  Island,  R.  I.  The  greatest  daily  rangew  as  49°  at 
Woodstock,  Vt,  on  the  6th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
191  records,  was  4.71  inches,  wiiich  is  1.36  inches  above  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  4.37  inches;  for  the  southern  division, 
5.05  inches.  The  greatest  monthly  amount  reported  was  8.88 
inches  at  Rochester,  Vt.;  the  least  was  0.93  inch  at  Jackman, 
Me.  The  greatest  amount  in  24  hours  was  5.23  inches  at  Mt. 
Carmel,  Conn,  on  the  31th.  The  average  number  of  days  with 
.01  inch  or  more  of  precipitation  was  14,  which  is  3  above  the 
mean  for  the  past  53  years. 


WIND,  SXTNSHINE,  CLOtTDINESS  AND  HUHtiDITY 

The  prevailing  direetion  of  the  wind,  based  on  121  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  9.3  miles  per  hour,  which  is  0.9  mile  per  hour 
be'o  V  I  he  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  46 
percent  of  the  possible  amount,  which  is  10  percent  below  the 
mean. 


Cloudiness  was  considerably  above  the  mean.  The  average  for 
the  Section,  based  on  138  records,  was  8  clear,  8  partly  cloudy, 
and  15  cloudy  days. 

The  monthly  relative  humidity,  based  on  th-  7:30  a.m.  and 
7:38  p.m.  ol)servations  at  13  stations,  was  77  pere 
1  percent  a!iove  the  mean. 


it.  which 


DATES  OF  MISCELLANEOUS  PHENOMENA 

.4i()W(.'.s-.— 5-6th,  8-llth,  13th,  18th,  23-24th,  26-28th. 

HnJos.  /u'/<r))-.— 16th,  18th. 

//<j/av,  s«/ar.— 6tl),  8-12th,  14th,  16th,  20-22d,  ;!0-31st. 

//ckV.  — (dates  and  general  location) — 3d,  Gleneliff,  Kcene 
and  Milan,  N.H.,  Newfane  and  St.  Johnsbury,  Vt.,  Heath, 
Jfass.;  4th,  Plymouth,  N.H. ,  Ipswich  and  Middleboro,  Mass. ; 
6tl!,  Concord,  N.H.,  St.  Albans,  Vt.;  7th,  Eastport,  Me;  15th, 
Bellows  Falls  and  Newfane,  Vt.,  Wiilianistown,  Mass.;  28th, 
Middledam,  Me.,  IManchester,  Pinkham  Notch  and  Plymouth, 
N.H.,  Newfane  and  Woodstock,  Vt. 

Tlmndtralovma.—'l-'iih,  ll-21st,  24-25th,  27-29th,  31st. 

[Continued  on  page  28] 


COmPARATIATE  DATA    (  Northern:  Maine,  New  Hampshire,  aud 
■Veriuciii,;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1S89 

57.6 

IS'iO 

53.  7 

IS'.U 

52.  4 

!sy2 

51.7 

is>j;3 

53.3 

1894 

54.4 

1895 

57.0 

1896 

56.8 

1897 

53.9 

1898 

54.3 

1899 

54.6 

1900 

51.2 

ISOl 

54.0 

1902 

52.1 

1903 

55.9 

1904 

57  6 

1905 

53.0 

1906 

52. 2 

1907 

48.3 

1908 

55.8 

1909 

52.0 

1910 

53.0 

1911 

59.  9 

1912 

54.3 

1913 

51.0 

1914 

55. 3 

1915 

51.2 

1916 

53.3 

1917 

46.2 

1918 

58.0 

1919 

53.7 

1920 

52.2 

1921 

55.3 

1922 

54.9 

1923 

51.4 

1924 

49.6 

1925 

49.9 

1926 

60.4 

1927 

48.9 

1928 

51.8 

1929 

53.9 

1930 

54.6 

19:',1 

.54.7 

19:'.2 

•54.2 

19.'.3 

55. 0 

1934 

55.7 

1935 

49.9 

1936 

.55.6 

1937 

55.6 

1938 

52.1 

1939 

.53.0 

1940 

53.9 

Period 

53.4 

)      12     56. 


No.  of  days  (all 
New  Ei.gland) 


4.96 

0 

4.00 

0 

5.32 

0 

2.06 

0 

5.55 

3.0 

5.72 

0 

4.15 

0 

2.  63 

0 

2.  s7 

0 

4.59 

0 

5.42 

0.2 

1.73 

0 

4.39 

T. 

6.92 

0 

1.72 

0.80 

T. 

3.09 

0 

1.40 

0 

T. 

3.75 

0.2 

4.79 

T. 

2.84 

T. 

2.  55 

T. 

1.25 

T. 

4.72 

0 

3.  05 

0 

2.84 

0 

2.41 

0 

3.73 

0 

4.08 

0.4 

2.52 

0 

5.33 

0 

3.92 

T. 

3.63 

0 

4.81 

0 

1.58 

0 

3.74 

0 

2.74 

0 

2.69 

0 

3.64 

0 

2.08 

0 

4.08 

0 

3.27 

T.  i 

4.71 

0 

2.14 

T. 

2.54 

0 

4.14 

0 

1.92 

T. 

2.44 

0 

3.89 

0 

3.98 

0 

1.48 

0 

5.05 

0 

3.48 

0.1 
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Climatologrical  Data  for  May,   1940 


'ill 


Maine 

Baiif?or     

Bar  Harbor  mear] 
Braisua  DamU--- 

Caribou 

Eastyort 

Kast  VViiitbrup.  •• 

Kllswortli  

Kustis  


b'aniiiugtou 

b't.Fairlield  Hiuarj 

Fort  Kent 

Garttiiier 

Gretiiiville.. 

Hiraiiitt 

Houaou 

Jaciiiuau 

Lewislon 

MacUias 

MadisoiiS 

Mid.Ili'<i;un 

Millinorl..'l§  

Milo 

Moos.Miua.i 

NorLa  liiidglou..-- 

Oldlowii 

Oroiio. 

PorLlaiid 

Presqiie  Isle-.------ 

Ripoatimisliainlla 

Rockland 

Rain  ford 

The  Forks 

OpDar  Dam 

Vauceboro  

Wiii.slo\vtI§ 

Woodland^ 

ForStatti     •■•• 
New  Hampshire 


Mt.... 
'Nutcii' 


Cone 
Dixv 

Durluuu    

ErrolS    ,•,■•;; 

First  Conn.  LakeJt 

Fitzwilliam* 

Fraukliii 

Glenclill'   

Hampton  ■••• 

Hanover  S  

Hillsboro 

Keeno'iiear)  S  ■•■■ 


Lakeport 

Lincoln  ■•   — 

Mauoliester 

Milan     • 

Nashua  S  .•  —  .•■ 
New  DurhainU--  ■ 

Newport 

Nortli  Strati ord.. 
PinkuiiniNoichU- 

Plymouth 

West  Stewarts towi 
Wolfboro  Falls-. 

York  Pond    

For  State     — 


Mt.  Washington  J 


UellowsFalls 

BenniiiKton 

BloomHeldtl 

BrattleboroS 

Burliii;,'ton 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com... 

KastBarnet 

East  Ryegate 

Enosbnrg  Falls  — 

Oilman  

MaysMilUt 

Newfane 

Newport  

Northtield 

Readsboro 

Rochester 

Rutland 

St.  Albans  •  

St.  Johnsbnry 

Searsburg  Mt 

Searsburg  Sta.tJ... 

Somersettt 

Vernontt§ 


Aroostook  ... 
Wa.shington 
Kennebec  ■. 


Merriniiic: 

<-.'ous 

StnUl'ord 


VVindliani  ... 
Bennington 

Es.sex 

Windham  .. 
Chittenden.. 

Windsor 

Orange 

Addison 

Orleans 

Caledonia  .• 
Caledonia  .. 


iliam. 


Windham... 

Orleans 

Washington. 
Bennington. 
Windsor  .  .. 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
Bennington 
Windham..  ■ 
Windham-.. 


2,360 
1,660 
2.080 


Temperature,  in  degrees  Fahrenheit 


+  2.1 
+  0.6 


+  1.6 
+  '6.'2 


+  3.3 
+  'i'.3 


Precipitation,  in  inchi 


+1.30 
-0.  'J6 
-0. 4y 
-0.37 


-3.23 


— 0.4S 
+4.42 
-0.93 
+2.15 
+  1.6.5 
+  2.  Si) 

+i.'5i 
+2.',vi' 

+0.18 
-O.Oo 
+4.89 


Civil  Aeronautics  Autli. 

B.  L.  Hadley 
Walter  Tliurston 

U.  S.  Weather  Bureau 
V.  S.  Weather  Bnreau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  1.  Hatch 
State  Normal  School 

C.  W.  Norswortliy 
W.  B.  Clark 
SamnelD.Soule 

I!.  S.  Weather  Bureau 
C.C.  P.  &  L.  Co. 
William  H.  Curamiug 
1".  M.  Tripp 
t'nion  Water  Power  Co 
Bangor  Hydro  Electric  Co 
(areat  Northern  I'yper  Co- 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
June  Fowler 
N.  W.Koberts 
C.  I,.Clmdbourne 
Thomas  W.  (;lark 
Univ.ofMaiiie 
U .  S   Weatlier  Bnreau 
Me.  Ji-xperiment  Station 
Great  Northern  Paper  Co 
George  J.  Cumming 
Charles  A- Mixer 
Ruth  Durgiu 
Union  Water  I'ovver  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitnw 
St.  Croix  Paper  Co. 


Edward  Fenn 
George  IC-  Tucker 
Kenneth  Boothroyd 
U-  8.  Weather  Bureau 
Sarah  H-  Gleason 
N.  H-Agr.  College 
Union  Water  Power  Co- 
Conn   Valley  Lumber  Co 
Mass.  Uept.  Public  HealM 
F.  J-  Southmayd 
Stale  Sanatorium 
Frank  K-  Leavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
Robert  P.  Hayward 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co- 
Androscoggin  Res-  Co. 
Pennichnck  Water  Worki 

E.  E.Tobey 
H.P.Shepard 

F.  A.  smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
ICenneth  Berry 
U.  S.  Bureau  of  Fishene* 


U.S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO. 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.S.Corp.       ^^ 
Mrs.  Theo.  G.  Taplin  tft 
Sarah  B.  Lane 
Mies  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  tit 
L.  H,  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttl 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.E.Power  Co. 
E.  E.  Ord  way 
George  H.  Ross 
B.  W.  Fisher 
Fairbanks  Museum 
George  Briggsttt 
N.  B.  Power  Co. 
L.  L.  Leonard 
Conn.,  River  Power  Co. 


See  page  28  (or  explanation  of  referenoe  marks. 
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ClimatoloRical  Data  for  May,  1940 


Teinperaiure,  in  dogrt-Ub  Fuhrenlieit 


PrecipitiUioii.  in  iiic-lios 


VVindlmiii 
Wiiuisor.. 
VVimlliiiiM 
Windsor  ■■ 


ilerksliire  ■• 
Iliiinpsliin* 
MidtlK'si'x  .. 
Noiiolk  .... 
do  .... 

SnlTolk 

\VorcP.-~lcr  .. 
I'lyinoiUli  .• 
llmiipdoii  . 
llampsliiie. 

Siiltolk 

Worcester  •• 
Middiesex  .. 
Plyiiioiith  .■ 

Bristol 

WorcestiT  ■ 
Middl.'.^e.\  . 
Norfolk  ..■ 
Worcester.. 

Essex 

Franklin  ... 
Middlesex  ■  ■ 
Worcester  . . 
Barnstable. 

liSSfX 

Fniiikliu.... 
HaMipdeii  .• 
Bcirksliiro  •■ 
Wor('ester  •  • 
Barnstable- 


lij.sex 

WiMi-st.'r 
Worcistor  .. 
Fiankliii  ... 
NautiH'ket  . 

liristol 

Worc.->t<T  . 
i'lynmull.  . 
Borksliire 
Worcester  • 
HerksliirH  .. 
Uanipsliiri!. 
I'l)  niunlli  ■ 
Worcester  . . 
Barnstable .. 

Kssex   

Franklin  ... 
Worcester  . . 
Berkshire ... 
Middlesex  .. 
Hampde;i  .. 
Worcester  .. 
Berkshire... 

Kssex   

Bristol 

Franklin  .. 
Hampshire. 
Wovc-«lfr.. 
Hampden  .. 
Middlesex.. 
Berkshire  .. 
Worcester  .  • 
Berkshire 
Worcester  . . 
Worcester    ■ 


Newport 

WasliinBton 
Newport...  • 
Providence 


New  London 
Litchfield  ... 

Fairfield 

Hart.foid 


1.700 

920 

1.037 

1.G50 


.53.2 
.■54.  6 
54.3 
S6.6 


+  1.92 
+  i.'27 


+0.16 
-t-0.  ID 
+  2.30 
-0.  61 
+  3.34 
+  2.01 
+0.  32 
+  1.91 
+0.84 


-0. 


+2.65 
+  2.14 
-0.  56 
+  1.30 
+3.00 
— 0. 05 


+  0.71 
+2.83 
+  3.29 
+2.  53 
-1.25 
-1  49 
+  0.21 
+  2.76 
+2.  03 
+  0.73 
+  2,  57 
+2.21 
+2.39 
+  0.80 
+  1.21 
+2.44 
+  1.43 
+  1.58 
+2.49 


+  1.35 
+2. 67 
+  2.27 
+  1.44 


+1.52 
+0.37 
+3. 39 
+0.39 


Oilman  W.  Ford  It! 
Ev:i  K.  IJonbleday 
N.  E.  I'owerC'o. 
E   'I'.  .Suttiiii  Itr 
Olcott  Falls  <;o. 
Walter  Adiiin.«  III 
Bonlou  S.  Piuney 


S(a 


N.  15.  Power 
Mass.  Ajcr.  I 
Met.  Water  Works 

m'^'".'.'',','',' •,'■"'''''' '■''^*"h 
Bine  ihll  Oliscrvatorv 
U.  S.  Weather  Biirean 
Mrs.  Loiiji;;  H.  K.Hid 
City  KimiiK'cr 
Ktatel)oi)t.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
Ulchard  (!.  Brif;ham 
Herbert  B.  Allen 
Met.  Water  Works 
State  Dept.  Pnbliu  Health 
State  Dept.  Public  Health 
HalphM.  Barker 
Bureau  of  Entomology 
State  Dept   Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
(!ity  ICiifjiiieer 
State  Dept.  Public  Health 
A.  W. Ladd 
N.  E.  Powerf.'o. 
State  Dept.  Public  Health 
Stiite  Teacher's  CulIeKe 
State  Dept.  Public  Health 
E.  P.  Mitchell 
Met.  Water  Works 
Es.sex  (Joinpanv 
Props.  Locks  .(i  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  U.  Iloelzel 
State  Dept.  Public  Health 
N.  E.  Power  Co. 
Charlotte  A    Brann 
U.  S.  Weather  Kureau 
City  EiiKineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Work.s 
Comr.  of  Public  Works. 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Met.  Waterworks 
frviiiK  H.  McNiiyr 
IT.  S.  C.G.  Station 
N   E.  Power  Co. 
State  Dept;.  Public  Health 
State  Dept.  Public  Health 
IMet.  Waterworks 
II.  S.  Armory 
Met.  Water  Woiks 
Nesbit  H.  Brings 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P.  ,t  E .  Co. 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Weston  ColleMe 
State  Dept.  Public  Health 
Met.  Water  \Vorks 
Williams  College 
State  Dept  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
A(cr.  Rxp  Station 
Apr.  Exp.  Station 
IT.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Hrideeport  Hydraulic 
Water  Bureau,  Hartford 


See  paze2S  for  explanation  of  reference  marks 


ill! 
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May,  194( 

OUmatological  Data  for  May,  1940 

TemrtTalun 

.  Ill  dogrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

(D 

i 

h 

s 

s 

;:: 

1^ 

stations 

CouiitieB 

„ 

is 

1 

^ 

2 

It 

II 

'^, 

i 

ll 

0 

£=■0 

:1 

■as 
IS 

P.S 

k> 

. 

r 

ONsurvetH 

j 

E3 

I 

g 

(5" 

" 

^ 

3 

0 

-S 

^ 

^' 

^ 

&' 

^•2 

0 

^ 

5 

1 

Connecticut  Cont'd 

1 

1 

Colchester 

New  London  — 

420 

,W 

56. 2 

—  1 1 

7ii 

17 

;« 

111 

36 

49 

7.13 

+3.38 

3  80 

0 

11 

7 

11 

13 

ne. 

Stedman  Storrs                 ' 

Hartford    

Lilclilield  

SOO 
1,300 

0 
44 

11 
44 

4.58 
6.42 

Vi's'i' 

1.22 
1.53 

0 

13 

IH 

8 

5 
4 

15 
19 

sw. 

Edwin  U.  Wilder 
C.  L.  Gold 

Cream  Hiim 

56.2 

+ 1.0 

78 

IS 

35 

12 

33 

Danbury 

FalrlieUl 

3il0 

li 

7.37 

2.  03 

0 

16 

4 

12 

15 

Thomas  F.  Hanlou 

Hartford 

Litchiield  

1,  -m 

5K5 

0 

n 

24 
39 

8.67 
4.95 

+4.27 
+1.05 

1.96 
1.43 

0 
0 

15 
12 

1).  N.  Gaines 
Conn.  Power  Co. 

Falls  Villages 

56.2 

+  o.r, 

81 

15 

26 

10 

46 

^x 

6 

14 

w 

5H 

58.0 

+  0.5 

80 

15 

36 

13 

35 

79 

7.04 

+3.44 

3.6S 

U.  S.  Weather  Unr.-au 

Lake  KoiiomocJt-- 
Mt.  (;armel 

New  Loudon 

New  Haven  .... 

178 
•200 

0 
4 

55 
4 

7.10 
9.64 

+3.  78 

5  23 

0 
0 

15 
15 

New  London  Water  Wnrk 
B.  W.  McFarland 

57.0 

80 

7 

3.-, 

lit 

35 

6 

15 

10 

do  

Ifil 

58.0 

+  0.1 

79 

7 

12 

27 

122 

6.97 

+3. 28 

3.18 

0 

tl.  S.  Weather  liurean 

New  Lonilon 

NewLoiidoii.... 
Fairliold 

20 
116 

70 
47 

69 
48 

se. 

Harry  Q.  Tlet..1en 
L  M.Comstock 

Norwalk  

57.2 

—  1  1 

79 

is 

34 

mt 

43 

7.05 

+3.47 

2.31 

0 

11 

0 

14 

0 

Putnam 

WiiKlliHin 

Litchfield 

458 
1,015 

4 
6 

55.0 
54.8 

76 
81 

If 

15 

29 
29 

13 

10 

41 

4 
6 

5!  63 

2.46 
1.30 

0 

0 

12 
14 

1 

19 

6 

24 
11 

s. 
se. 

Civil  Aeronautics  Anth. 
F.  Ilurlinian 

Salisbury 

StorrsS 

Tolland  

640 

49 

55.7 

-  0.6 

77 

19 

33 

11 

34 

50 

7.94 

+  4.70 

4.92 

0 

14 

3 

1 

27 

Afjr.  Exp.  .Station 
William  J.  Pape 

Waterbury   

Nfw  Haven   ..   . 

iHO 

52 

58.4 

-  0.6 

81 

l.T 

30 

2 

38 

53 

6.12 

+-2.  41 

2  01 

u 

16 

12 

Westbrook 

Middlesex 

40 

(1 

55.5a 

818 

7 

lot 

39» 

0 

6.04 

3.11 

0 

14 

4 

10 

17 

West  tlirlland 

0 

16 

5  61 
6.33 

+  1.87 
+2.69 

1.38 
5.23 

0 
0 

13 
14 

Water  Bureau,  Hartford 

66.6 

-  0.9 

81 

71 

26 

10 

46 

7 

8 

16 

ne. 

Explanation  of  Ksference  Marks  TJsed  on  Pages  38.  27,  and  28. 

The  departures  from  the  normal  temperature  are  (■omputed  from  the  aver;i;;es  of  the  entire  period  for  stsitious  having  10  or  more  years  of  record.    Uepartur 
cipitation  with  15  vear.s  or  more  of  rci-'ord  are  computed  from  a  normal  or  '  standard  mean",  iuljusted  to  auuilorra  svyear  period;  for  stations  of  10  to  1.1  years  the  mean 
for  the  period  of' record  are  used.  Reference  letter.^,  »,»,<■,  appe:iring  ni  the  tabic  indicate  number  of  days  missing;  for  example,  l>  represents  two  days,  etc.        t  Als 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Hureau.    1 1  i  Observer  for  New  England  Pow  er  Co.      T.  Precipitation  is  less  than  0.01  inch  ruin  or  uieltec 


JJ  Post-office  addresses  of  these  stations  are  : 
Millinocket;  Winslow,  Wat.erville;-Nevv  Haiiii)slinv 
field.  North  Stratford,  N.  H. ;  Cornwall.  !\Ii(lillHliiir> 
—Massachusetts—  Ashland,  Framiughain;  Blue  Hill 

*  Record  furnished  by  Massachusetts  Departm 


netted  snow. 

Maine -Azi>iOolios  Dam,  Wilson  Mills;  Brassua  Dam,  llockwood  ;  Hiram,  West  Baldwin;  Ripogenus  Dan 
ill.  Lake,  Pittslmrg;  New  Durham,  Alton;  Pinkiiam  iN'otcli,  Gorham  ;  York  Pond,  Berlin  ;- Vermoi        """ 
s.  Colr.iiii,  Mass.;  Semsbuig  Sta.,   Wilmingioii;  Somerset,  ■Wilmington;  Vernon,  Sliellnnne  Falls.  Mass 
ic;  <;u.;ijiLiiaLe,  Framingbam;  —Connection  t- Cream  Hill,  West  Cornwall;  Lalse  IConomoc,  New  I,< 


i.ilt.h. 


t  Not  included  in  summaries. 


Kxplanatiou  of  Reference  Marks  TJsed  on  Papre  29. 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  « 
observations.  *•*  Regular  Weather  Bureau  station  ;  precipitation  is  lor  the  24  hour  period,  midni.aht  to  midnight.  «*  Precipitation  measured  in  the  morning;  amoui 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  I'recipitatioii  is  less  than  0.01  inch  rain  or  melted  snow. 

§  RL'Coril  funiisliod  by  Ma.^sachusetts  Department  of  Public  Health. 


II  Observations  are  taken  in  the  morning;  the 


Explanation  of  Reference  Marks  Used  on  Page  30. 
cimiim  then  read  is  charged  to  the  preceding  day,  011  which  it  almost  always  occurs. 


PI'JCSSURIC,  WIND,  HUMIDITY,  .\NI)  .SUNKH  INK 

[Continued  from  page  25] 

Fng,  dnise.—2-5{h,  l'2-13th,  15-81st, 

Frosts — Over  nearly  all   .sections  of  northern  New  ICnglan 
wepfern,  Mass.  and  northwestern,  Conn.,   and  locally  in  oth 
sections  of  Mass.,  last  killing  frost  reported  on  the  13th. 

Atmospheric  Pleasure 
(reduced  to  sea  level) 

Wind 

Relative 
Humidity 

Stations 

^, 

.1 

.a 

1 

1 

1 

5 

if 

a 
If 

1 

S 
^ 

0 
r? 

« 

% 

s 

ll 

A     h      ■■ 

29.91 
29.94 
29.  95 
2M.  94 
29.  92 
29.  96 
29.  98 

29.' 92 

29!  95 
29.94 
29.95 
29.97 
29.96 

30.27 
30.27 
30.28 
30.  26 
30.  24 
30.  24 
30.32 

30.27 
30.27 
30.27 
30.25 
30.29 
30.29 

30 
30 
30 
30 
30 
20 

30 
30 
30 
30 
30 
31 
30 

29.49 
29.  55 
29.51 
29.  52 
29.  48 
29.  53 
29.  59 

29.' 48 
29.54 
29. 55 
29.54 
29.51 
29,  57 
29.  56 

3 
4 

3 

3 
IS 

\ 

3 

4 

5.4 

13.9 
16  0 
11.7 
7.5 
5.9 
10.8 
3.9 
4.7 
9.2 
14.1 
8.9 
7.6 
8.7 
11.4 

40 
32 
60 
32 
26 
23 
32 
22 
18 
30 
35 
22 
25 
26 
37 

se. 
se 
e. 

ne. 
nw. 

11 
■2 
28 
24 
8 

7 
Zi 
24 
2 
3 
7 

79 
74 
75 

76 
84 

•78' 
61 
62 
56 
50 
74 

'hi' 
74 

68 
64 
67 
80 

40 
50 
41 
49 
55 
41 
40 

Block  Island  .... 
Blue  Hill 

Burlington 

Concord  

70 
SO 
84 
79 
75 
82 
82 

51 
58 
72 
66 
54 
70 

67 
70 
88 
75 

78 
77 

36 

46 
58 
49 
40 
54 
50 

Hartford 

Nantucket 

Now  Haven 

North  Held 

Providence 

May,  1940 
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Daily   Precipitation  for   May.    1940 

Drainage  basin 

Day  of  month 

1 

I 

2\    3|     4|     5 

' 

' 

,. 

" 

12 1 

13  I  14 

15 

16  1  17 

,.| 

19  1  20 

., 

. 

23 

24     25 

26 

27 

28 

29 

30 

31 

M'iine 

(joast     

ol    36'    161    01 

.01 

T. 

.... 

.02 
1.36 
.86 
.19 

.48 
.67 

■'^' 
.38 
.27 
.36 

.'ec 

.58 

.'82 
.52 

■.'76 

.28 

.04 
.44 
.18 
.25 
.70 
.68 
.65 
.18 
.24 
.70 
.49 
.54 

.58 
.78 
.99 
.80 

I'si 

1.09 
.78 
.74 
1.16 
1.27 
1.32 
1.35 
1.10 
1.09 

T. 

.13 
.06 
.13 
.04 
.81 
.06 
.04 
.27 
.17 
.05 
.35 
.10 

.01 

.... 

T. 

.11 

T. 

'.^ 
.18 

■.'ii 

.08 
.10 
.02 
.12 
.06 

■r 

.02 
.20 
.01 
.22 
.20 

'.'65 

^^ 

'.W 

.24 

'.'io 

'.■33 
'1' 
.06 
T. 

'.6i 

:'62 

.... 

T. 

.01 
.33 

1.20 
4.15 
2.00 
3.10 
3.16 
3.73 
2.40 
2.83 
0.98 
3.59 
3.67 
3.47 
4.02 
3.61 

J 

.481.24    .47 
.■24!  -22    .-22 

Kennebec 

01 

T. 

T. 

.18 
.09 
.51 
.02 
.05 
1.10 
.08 
.01 
.03 
.17 

.46 
.59 
.36 
.12 
.01 
.87 

■.'•42 

".'ii 

".ia 

'.'98 
i.o» 
.43 

'.■4.5 

.05 

".'i'i 

,ton 

...do 

St  John 

.24 
.13 
.12 
.04 
.21 

'.'ig 

.36 
.61 

!i; 
.22 

.16 

.55 

.  14 
.03 
.61 
.21 

.01 
.13 
.04 
.02 
.07 
.33 
.35 
.18 
.35 

.74   .55 
.lOi  .07 

.32   .42 
.06.... 
.48   .72 
.13   .76 

.15 
.10 
.08 
.29 

'."06 
.09 

'.'oi 

.51 
.14 
.03 
.01 
IC 

!ic 

.23 

.65 
.05 
.15 
.17 
.44 
.22 
.03 
.25 
.02 
1.04 
1  18 

■.'26 

:ii 

■.■i2 

f.' 
.01 
.04 

.03 

'."oe 

.03 

.07 

'."so 

.11 

.07 

".is 

.01 

.16 
■.'23 

•r. 

, 

.02 
.21 

....do 

St. John 

Kennebec 

Androscoggin   .... 
Kennebec 

'■i'V 
.01 

.'io 
.02 

'.'62 
\^ 

.05 

.15 
.02 

.02 

T. 

\^ 

■."63 

tv 

T. 

■•i\' 

T. 
■f.' 

'.'os 

.03 
T. 
T. 
.05 
T. 

■.■i6 

.01 
.33 

■f.' 
.61 

'.'04 
.56 
'.'50 

•^05 

'.'is 
'.'21 

'.'03 

■.'62 

.02 
.01 

■'f 
.01 

.04 
.02 

'.'62 

'.'i2 
T. 

'.'in 

.'38 
■'23 

T. 
t'.' 

'.oi 
■.'67 

.52 
.01 

'.'oi 

.88 
1.02 
.65 

T 

.01 

.01 

.41 

.02 

.02 

.06 
.06 
.24 
.06 

.24 
.32 

;o9 

.18 
.14 
.54 

'.'66 
.03 
.15 
.08 

.02 
.04 
.13 

■r. 

T. 

"63 

.07 
.31 
.06 
.26 
T. 

.10 
.42 
T. 
.01 

;^ot 

fenobscot   

....do 

Presumpscot 

ulgtou... 

.28 
.47 
.31 
.15 
.18 
.42 
.27 
.05 
.95 

.23 
.79 
.08 
.11 
.46 
.57 
.70 
.70 
.02 

.72 
.79 
.70 
.08 

!30 
.36 
.14 

q 

'.04 
.57 
.67 

lis? 

.81 
.27 
1.25 

.31 
.05 
T. 
.29 
.14 
.12 

'.■2i 

.62 
■.'40 

.95 
.42 
.32 
.51 
.79 
.65 
.07 
.31 
1.82 
.73 
.35 
.99 

'.'74 
1.49 
.03 
.55 

i?^ 
.05 
.11 
.20 
T. 
.23 
.41 

.02 
.87 
.49 
.15 
1.05 

.30 
.29 
.61 

.57 

!67 
.56 
.09 
.59 

■.■52 
.32 
.40 
.19 

T. 

.10 

'.'63 

T. 

'."62 
.04 

'.04 

... 
't. 

.... 

'm 

'f. 
't'.' 

.02 
'.'22 

■f.' 
t'.' 

.01 
f.' 

.01 
'.'05 

t" 

".03 
.02 

.04 
f. 

•f.' 

'.'61 
.02 

f.' 
.65 
.05 

t. 
.12 
'.'07 

.08 
■."25 

T. 
.03 
.09 
.38 
.25 
.01 
.06 

:i2 

.05 
T. 

'.'os 

.08 
.12 
.07 
.27 
.04 
.20 
.07 

'.'ie 
.12 

T. 
.09 
.72 
.08 
.01 
.20 
.30 
.01 

.09 

'.'65 
'.'ii 

.71 
.02 
.10 
.55 
.10 
.02 
.05 
.82 

.59 

2.'34 

'.'48 
.98 

i.'ii 
i.-ib 

.40 

i.'63 

..53 
1.85 

i.'87 
1.84 

i.'os 

.02 
T. 
.06 
.61 
.22 
.30 
T. 
T. 
.10 
.15 
.04 
.06 
.01 

'.'33 

2.58 
1.12 
1.33 
1.8b 
2.31 
1.30 
.02 
2.06 

1.'70 

2!  73 
1.57 
.51 
2.0! 
.25 
1.41 
1.64 
.42 
1.68 
.53 
.94 
.38 
.50 
2.85 
.76 
2.80 
1.65 
2.35 
1.56 
1.12 
2.52 
2.17 

1.24 
1.84 
1.86 

3!  89 
1.53 
1.96 
J.  67 
3.18 

2.'31 
2  46 
4.92 
2.01 

.-• 

Coast 

St  John 

T. 

.01 
T. 

f. 

t. 

.04 
.01 

'.'68 
.01 

'.'os 

.07 
T. 

.02 
.01 

f 

.04 

tv 

.04 

.17 

T. 

.20 

.17 

".ih 

.16 

.38 

'.'i7 

.16 
.20 
.16 

.02 

.lb 
.02 
.If 
.01 

5.81 
2.07 

Androscoggin   ... 

3  51 



2  05 

■    - 

....do 

St.  Croix 

.14 

3.78 
2  06 

-MpsAire 

Androscoggin 

Merrimac 

f." 

2.82 
6.24 

nu.Lak^:. 

Connecticut 

T. 

4.73 

Connecticut 

....do 

.01 
T 

T. 
T. 

'.oi 

T 

.18 
.08 

'.■96 

f.' 

.43 

;ar) 

5.62 

....do 

.05 

.02 

.12 

.02 

5  44 

Connecticut 

Merrimac 

Connecticut 

....do 

Chaniplain 

Connecticut 

....do 

Champlaiu 

tv 

.01 

.07 
.33 

.13 
.12 
.57 
.18 
.24 
.28 
1.17 

.'9! 

.2' 

.0^ 
.17 
1.19 

.54 
.17 
.10 
.60 
.02 
.08 
.14 
.40 
.45 
.16 
.35 
.78 
.36 
.07 
.64 
.10 
.17 
.03 
.16 
.07 
.38 
.20 
.09 
.08 
.95 
.16 

!71 
.26 
.63 

.09 

.29 

.41 
.36 
.47 
.20 
.31 
.54 

.23 
.23 
.31 

.66 
.52 

.56 
.83 
.41 
.65 
1.41 
1.32 

i.'75 
.51 
.79 
.80 

;69 
.50 
.09 

.40 
.31 
.10 

'.■49 
.25 
.50 
.20 

■.'36 
.14 

'.'6i 

.17 

■.'2s 
.04 

iie 
.11 

T. 
.16 
.17 
.12 
.05 
.13 
.76 
.12 
.95 
.04 
.39 
.25 
.49 

■i 

.53 

.87 
.52 

■it 
.24 

i.'ig 
.53 

.60 

.75 

.20 

.16 

.08 
.32 

.22 
'.'07 

■f.' 

.05 

'.'62 
.20 

1.14 
.18 
.02 
.32 

1.60 

!04 
.53 

'.'06 
.25 

•r. 

'I- 
T. 

.08 

.24 
.22 

1.20 
.06 
.07 
.12 

1.06 
.58 
.54 
.0! 
.53 

1.66 
.50 

1.76 
.27 

1.35 
.37 

.10 
.14 
.10 
.0- 

'.09 
.30 
.67 
.23 
.22 

'.'os 

.02 

.09 

T 

.03 

.15 

,26 

T. 

.16 

.11 

.'10 
.05 
.06 
.03 
.13 

■.'54 

'.'06 

i.d'2 

.24 

.34 
.21 
.29 
.06 

T. 

.68 

i.'67 
.48 
.5b 
.60 

'.'io 

2.58 
1.29 
.03 
.96 

\'.6i 

.04 
.45 
.34 
.29 
.12 
.44 

'.'33 
.44 
.16 
.38 

.'23 
1.27 
.14 

1.50 
.35 
.30 
.17 
.19 
.64 
.80 
.42 

.40 

.50 
.22 
.lb 
.13 
.14 
.28 

t. 

4  34 

w""  1    lltll 

.05 

.06 
.70 

'.'29 

.08 

.04 

't.' 

T 

'.'62 

T. 
.11 

'.'62 
.06 
.04 
T. 

f.' 

T. 

f. 

.08 
.85 
.48 

'.'■21 
.36 
.21 
T. 

.06 
.10 

4  "58 

m...>iiilieia 

.04 

'.'ob 

.'os 
.03 
.08 
.11 
T. 

.30 
.18 

■.'35 
.40 
.18 

'.'33 

'.'46 
.29 
.35 

.38 

5.48 
4.03 

-" 

.13 
.01 

.Of 

5.36 
6  54 

';i4 
.20 

f. 
.20 
T. 

5  17 

.'Falls.... 

....do 

St.  Lawrence 

Champlaiu 

....do 

....do 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

....do. 

Connecticut 

.57 
.03 
.01 

"^' 
'.'Oo 

T. 

■r. 

T. 
.IS 

t. 

■.'62 

.04 

.09 

.17 

.38 

T. 

T 

.27 

.02 

.37 

T. 

.17 

.lb 

.58 

■'16 
T. 
.16 
.10 
.17 
.03 
.27 

.01 
.25 
.23 

.'32 

".is 

.05 

.23 
'.'63 

.14 

'.'oi 
'.is 

.26 

.01 
.02 

T. 
.02 
.01 
.14 
.04 
T. 
.08 

'.'ii 

.29 
.37 
.27 
.18 

.35 
.73 
.07 
.67 
.19 
.10 
.06 
.02 
.26 
.2i 
.5.1 
.08 
.09 
.03 
.75 
.05 
3.28 
.29 
.Of> 
.27 

■.'37 
.36 
.56 
.35 
.32 
.22 
.55 

.04 
.58 
.94 

.58 
.47 
.34 
.68 
.28 
.28 

.'92 
.56 
.41 
.43 

t. 

.30 

T. 
.14 
.12 
.04 

.10 
.13 
01 
.20 
.32 
.05 
.07 
.17 
.07 
.04 
.08 
.24 
.26 
.01 
.01 
.06 
.22 
.13 
.02 
.02 
.09 
.02 

!03 
.05 

'.'64 
.05 

.03 
T. 
T. 

t". 

•r. 

.18 
T. 
T. 

'.'oi 

'.'oe 

'.'io 

'1'. 

.09 
.15 
.13 

.15 
.05 

'.2-i 
.07 

".02 
.03 
,2(1 
.06 

■.'19 
.28 
T. 

■'0; 
.02 
.01 
.02 

f. 
.02 

■f.' 

'.■i3 
'.'oi 

.12 
.12 

.13 

.03 
.05 
.16 
.01 

t 
.26 
.04 
.10 

'r 

.02 

■f.' 

.10 

T. 
.02 
.03 

.03 

T. 
T. 

'.'62 

.05 
.02 

■r. 

T. 
1.08 
.02 
.02 

f.- 

t.' 

'■1?^ 
T. 
T. 

3.64 
4  95 

':,ii«':::.. 

.05 

'.'ig 

.30 
2.59 
.95 
.05 

.04 
.04 
.05 
T. 
.04 
.06 
1.73 
T. 

'.'67 

.'i2 
T. 
.60 
T. 

'lii 

.06 

T 

.10 

.02 

.02 

'.'23 

'.'25 

2.' 21 

.06 
.05 
'1'. 

'.'is 

'.'42 
'.'64 

.25 
.72 

".62 

7.54 

1^  (near). 
■my 

kVou-i-UiCk 

}[,v<Mchugsetls 

.'65 
.55 

'.'55 

r. 

T. 

'i'".' 

'.'62 
'f.' 

.18 
.64 

T. 

".is 

.01 
T. 

'.'6b 
.04 

3.39 
6.36 
6.66 
5.6.5 
6.32 

1^ 

'm :::::: 

.06 
.02 

'T.' 
T. 

f.' 

'T.' 

tv 

T. 
.02 

t. 

T. 
'.'04 

■1. 
T. 

.05 

t^.' 

'.'si 
■r. 

;42 

f. 

.22 

i.'56 
f.' 

".hi 

1.19 

'.'06 
1.60 
.37 
.33 
T 

f.- 

.27 
'.'24 

'.'io 

.29 
T. 

■v.' 

.19 
.09 
1.43 

.17 

'.'23 
.22 
.31 

■.'69 
.30 

.20 

.38 
.01 

T 

.19 

.08 

■'63 

■.■57 
.44 
.60 

■"5 
!l2 
.56 

.19 
'.15 

1.08 
1.01 

:l? 

i!46 

.58 
.38 
1.18 

3.73 
3.28 
6.36 

r-ham"':: 

■■■■do 

Coast 

....do 

T. 

■."ii 

.03 

'.'ii 

.07 
.12 

■f. 

T 
f. 

.61 

■.'67 

'.'oi 
■r. 

■.'64 

.02 

".is 

':^' 

.... 

T. 

.61 

'.'ii 
.01 

.18 
T. 

t'.' 

.08 
.20 

t. 

'.'08 

:28 

'.'i7 

'.'04 

't'.' 

'.'62 

■.'20 
.01 
.12 

tv 

'.'28 

'.'61 

3.90 
4.15 
5.08 
7.29 
4.39 

.'  lam 

....do 

Charles 

';i^:  :::::• 

Connecticut 

'.'oi 
.22 

•1. 

.04 
."23 

'.'61 

■.'61 
•f.' 

■v.- 
'f.' 

'f.' 

't  ■ 
T. 
.02 

.... 

'f.' 

".03 
T. 

f.' 

■r 
.10 

T. 
'1'. 

■.'69 
'.12 

'.'65 

'.'22 
.05 

T. 
T, 

■.'io 
'f.' 

".ok 

t.' 
■f.' 

■'!•'.■ 
'.'64 

'."id 

.01 

■.■2i 

.12 
T. 
T. 

f.' 

T. 

f. 

T 

.01 

'.'62 

'.'69 
.31 
T. 

'.'26 

r. 
f 

T. 

5.36 

ilerrimac  . 

4  13 

-ton§ 

Connecticut 

.07 
.05 
.OS 

.03 
.16 
.17 
T. 

'.'is 

^/.^ 

.11 

5.57 

...do 

3.81 
4  52 

,(«• 
:,^i<\  '.'.'.'.' 

Coast 

....do 

Honsatonic 

Coast   

....do 

....do 

1.52 
3,60 
4.27 
6  56 

■town 

1.73 

, 

'.'64 

■.'35 
'.'62 
'.'62 

1  44 

lijeS 

'.'oe 
V°' 
f. 

t. 

.02 
.02 
.01 

.31 
.02 
.02 

.42 
1.06 
.14 
.11 
.16 

A\j 
.37 
.17 

.08 
.13 
.57 

.45 
.16 
.23 

1.07 
.39 

'.'51 
.10 
.12 
.39 

6.42 

•:.^moilt§  . 

Honsatonic 

Connecticut 

Coa«t 

t'.' 

5.63 
5.79 
4.71 

lalls 

5.92 

'■•-3 

...do 

.06 
T. 

.04 
.05 
.02 

.04 

T 

.05 

.08 

.02 
.07 
.01 

.01 
.13 
.11 
.16 
.27 
.03 

.03 
T 

.02 
.05 

T 
■f. 

'.'62 

Vi2 
".04 

.05 
.01 
.04 

.27 

'.It 
1.60 
.15 
.30 

'.'is 

.04 
.30 

.15 
'.'54 

7.10 

f.' 

T 

4.42 

;.V;,.cu.mlonS..... 

Connecticut 

Blackstone 

Coast 

....do 

....do 

5.81 

Block  Island"* . . . 
Kingston 

'.'ie 

.47 

'.'61 

T'.' 
T 

3.31 

4.78 

PrOTideiioe*" 

Connecticut 
Bridge  port 

T. 

T. 
't.' 

"4' 

■f.' 

T. 

'•r.' 
'f.' 

.02 

5.01 
7.00 

Colchester  

'>»a.n  Hill 

"-  ■  "inland"... 

....do 

Housatonic 

Connecticut 

T. 
.01 

7.13 
6.42 
8.67 

,,,„•«;"; 

...do 

Coast 

....do 

...  do 

Quinebaug 

Willimantic 

Coast 

.01 
.17 

;o5 

.05 

7.04 
6.97 

"7.' 05 

.... 

.52 

T. 

T. 

.02 
.15 
.13 

T 
T. 
.03 

T. 
.02 

5.29 

storrs ...         

■.'03 

■;., 

'f.' 

7.94 

Waterbury 

.04 

6.12 

S«e  page  28  for  expiaoation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  Blay,  1940 

Day 

3f  Month 

stations 

Mea 

1 

2 

^ 

4 

5 

6 

^ 

8 

^ 

^ 

_^ 

iL 

2L 

_^ 

^ 

16 

^ 

18 

19 

^ 

^ 

22 

23 

_!i 

^ 

^ 

27 

28 

29 

,0 

31 

Maine 
Bar  Ihirbor  Ciiear) 

\  Maximum .  .. 

69 

70 

57 

5i) 

70 

71 

65 

60 

64 

65 

60 

64 

64 

72 

67 

62 

64 

68 

67 

45 

52 

60 

62 

62 

70 

72 

77 

64 

,. 

i 
75]  64, 
33  39. 

(Minimum.... 

4U 

40 

43 

40 

31 

32 

44 

39 

36 

33 

38 

40 

37 

37 

39 

40 

46 

40 

37 

37 

41 

40 

42 

45 

51 

45 

38 

41 

Eastport  

\  Maximum.  •• 

50 

48 

50 

49 

52 

60 

62 

52 

49 

58 

55 

53 

57 

60 

59 

49 

50 

58 

62 

42 

42 

47 

55 

46 

49 

57 

79 

63 

53 

65 

54. 

\  Jiiniiiuni)-... 

38 

39 

43 

38 

38 

43 

40 

41 

38 

41 

37 

38 

41 

46 

43 

39 

40 

42 

41 

89 

39 

4C 

42 

43 

43 

42 

44 

42 

40 

44 

45 

40. 

Fort  Kent 

\  Maximum.  •■ 

68 

66 

58 

58 

53 

73 

72 

49 

49 

56 

67 

<i0 

61 

58 

70 

76 

75 

61 

60 

59 

47 

63 

68 

68 

68 

70 

73 

74 

65 

79 

86 

64. 

(  Minimum 

36 

33 

45 

45 

42 

33 

47 

33 

31 

31 

27 

35 

32 

41 

36 

45 

55 

45 

40 

39 

40 

41 

43 

36 

61 

45 

48 

50 

43 

40. 

Greenville  

j  Maximum... 

6'2 

55 

54 

54 

49 

68 

61 

5( 

56 

56 

64 

54 

60 

57 

70 

60 

63 

58 

64 

52 

49 

64 

64 

55 

57 

75 

82 

70 

69 

77 

6* 

61. 

(Minimum.... 

33 

42 

49 

39 

40 

31 

42 

32 

2b 

29 

24 

38 

34 

32 

41 

60 

43 

45 

41 

39 

44 

46 

39 

37 

52 

42 

48 

36 

36 

40 

Houltoii  

j  Maximum  ... 

66 

58 

65 

56 

62 

73 

68 

47 

58 

56 

54 

66 

60 

ec 

70 

73 

65 

68 

60 

57 

46 

49 

58 

60 

65 

84 

79 

68 

80 

78 

61 

(  Minimum.... 

40 

34 

47 

47 

47 

38 

47 

38 

36 

38 

42 

45 

;  40 

47 

44 

55 

56 

57 

60 

40 

40 

40 

40 

48 

51 

47 

48 

48 

40 

48 

58 

45. 

Lewistou 

)  Maxinnim... 

77 

55 

52 

54 

.58 

70 

64 

64 

63 

62 

65 

61 

•  (i6 

65 

57 

61 

65 

71 

52 

64 

57 

55 

55 

56 

08 

82 

67 

67 

75 

61 

62. 

(  Minimum.... 

41 

48 

46 

46 

42 

39 

48 

43 

35 

36 

33 

36 

37 

44 

3? 

46 

52 

48 

48 

43 

43 

49 

49 

47 

49 

63 

51 

51 

46 

41 

45|  44. 
76  66. 

Millinocket 

i  Maxiuunn... 

70 

70 

56 

57 

54 

67 

54 

61 

62 

68 

64 

66 

62 

72 

72 

70 

63 

67 

60 

49 

56 

62 

58 

78 

89 

85 

70 

80 

(Minimtnn.... 

37 

38 

52 

46 

46 

32 

50 

3.-^ 

31 

35 

28 

31 

36 

41 

3S 

40 

54 

48 

46 

40 

42 

45 

45 

43 

48 

51 

49 

60 

40 

39 

48 

42 

o'ldtown  ■. 

i  Maicimum-. .. 

rv78 

.  73. 

•5a 

66 

f 

...70 

..,70 

f..^ 

■^3^ 

,.  62 

07 

'■40 

64 

63 

72 

67 

70 

64 

68 

67 

50 

61 

65 

65 

68 

74 

82 

66 

75 

74 

66 

'Minimum.... 

42 

45 

50 

46 

38 

50 

41 

'  -SS 

35 

"38 

■  42 

42 

44 

51 

61 

62 

43 

42 

46 

49 

45 

49 

62 

48 

66 

43 

43 

47 

44. 

PortUuid  

\  Maxinnim... 

69 

53 

51 

5! 

55 

68 

71 

61 

bo 

64 

58 

53 

68 

62 

55 

58 

64 

66 

63 

63 

60 

50 

54 

51 

62 

76 

68 

58 

66 

54 

59. 

(  Minimum.... 

4b 

48 

44 

43 

40 

45 

49 

45 

41 

41 

38 

41 

40 

44 

47 

47 

51 

52 

50 

44 

43 

46 

43 

47 

47 

50 

54 

48 

49 

45 

47 

45. 

Rumtoid  

\  .Maxinun.n  ... 

81 

61 

54 

5S 

55 

70 

67 

62 

61 

63 

65 

55 

67 

63 

72 

59 

62 

63 

70 

55 

67 

62 

55 

64 

56 

68 

84 

75 

71 

78 

64. 

)  Minimum... 

41 

47 

45 

44 

41 

34 

43 

36 

30 

31 

30 

39 

34 

41 

36 

47 

49 

46 

60 

43 

42 

47 

50 

46 

49 

48 

51 

46 

41 

43 

42. 

Winslow  

)  Ma.xinnnn  ... 

80 

77 

61 

54 

55 

70 

74 

63 

66 

6^5 

66 

67 

68 

71 

74 

72 

72 

65 

68 

75 

52 

60 

60 

58 

59 

70 

86 

85 

69 

76 

78 

68. 

(  Minimum.... 

42 

50 

50 

46 

44 

3* 

46 

42 

33 

34 

31 

34 

40 

41 

35 

46 

54 

49 

47 

48 

43 

48 

49 

46 

45 

49 

45 

54 

43 

40 

44 

43, 

New  Hmnpshire 

Berlin  11 

J  Maxinnim... 

77 

63 

65 

53 

56 

65 

58 

60 

60 

58 

64 

47 

62 

61 

71 

68 

60 

60 

70 

56 

70 

70 

63 

53 

62 

71 

83 

75 

72 

77 

61 

63. 

(  .Minimum.... 

41 

51 

50 

43 

44 

29 

38 

27 

26 

38 

35 

31 

41 

54 

40 

41 

60 

43 

43 

49 

47 

47 

49 

42 

6(1 

48 

37 

43 

41, 

Conoonl 

)  Miixinunn  ... 

78 

66 

68 

56 

61 

73 

69 

67 

66 

66 

67 

58 

69 

72 

68 

65 

68 

65 

77 

69 

65 

62 

53 

55 

56 

61 

83 

78 

67 

75 

56 

66. 

(Minimum.... 

47 

57 

52 

51 

44 

36 

51 

49 

37 

.32 

33 

38 

33 

.39 

40 

48 

62 

44 

46 

53 

46 

60 

48 

48 

48 

52 

54 

50 

48 

39 

43 

45 

J  Maximum... 

74 

66 

66 

56 

75 

73 

68 

73 

69 

67 

70 

73 

74 

68 

70 

67 

79 

74 

63 

63 

57 

52 

52 

57 

82 

82 

63 

75 

(  Minimum.... 

42 

51 

45 

44 

46 

31 

46 

40 

32 

25 

27 

34 

26 

31 

34 

47 

53 

40 

39 

43 

42 

47 

44 

46 

44 

42 

45 

64 

45 

40!' 

First  Conu.Lalie 

j  Maxinnim... 

70 

6it 

60 

6! 

57 

52 

60 

50 

52 

52 

54 

60 

43 

58 

54 

70 

65 

55 

55 

63 

57 

68 

69 

67 

57 

69 

72 

77 

64 

65 

72 

61.i 

(  .Minimum.... 

34 

36 

48 

34 

36 

26 

32 

27 

22 

25 

27 

31 

22 

25 

27 

34 

47 

38 

40 

40 

41 

43 

48 

47 

47 

46 

48 

54 

36 

42 

36.; 

Keeiie(near) 

78 

66 

70 

58 

65 

67 

71 

65 

65 

64 

60 

68 

67 

75 

63 

68 

62 

75 

78 

73 

69 

59 

58 

62 

65 

79 

711 

66 

76 

58 

67.1 
42 

(  Minimum.... 

36 

54 

54 

48 

47 

28 

43 

40 

32 

24 

27 

40 

24 

34 

38 

41 

55 

33 

33 

49 

49 

54 

49 

49 

50 

51 

57 

53 

49 

34 

37 

Plymouth 

S  Maximnm  ... 

79 

70 

70 

60 

65 

70 

61 

68 

65 

68 

65 

62 

70 

72 

711 

70 

70 

75 

69 

6(> 

77 

68 

60 

66 

80 

91 

80 

80 

80 

70 

70 

(Minir.nim.... 

34 

50 

50 

3S 

43 

26 

40 

25 

25 

23 

36 

24 

3b 

3(1 

44 

50 

38 

43 

46 

43 

48 

46 

50 

48 

60 

46 

50 

46 

38 

39 

.0 

Vennon 
Biirliiigtuii 

j  Maximum... 

77 

66 

63 

55 

62 

64 

62 

59 

57 

61 

56 
38 

53 

60 

65 

72 

67 

58 

5; 

66 

70 

75 

78 

54 

70 
49 

74 

72 

7- 

70 

68 

75 

61 

66 

(  Minimum.... 

54 

49 

47 

45 

41 

37 

47 

34 

32 

30 

39 

42 

55 

45 

42 

47 

55 

56 

57 

56 

56 

55 

56 

53 

48 

51 

1  Mi'ni'nu'm.".!! 

73 

66 
52 

60 
41 

51 

58 
39 

63 
36 

56 
34 

55 

54 
33 

58 
36 

57 
36 

52 
35 

.56 
31 

60 

70 

61 

67 

53 

64 

46 

69 

70 

76 
56 

64 
54 

71 
50 

ll 

75 

77 

70 

74 

45 

48 

41 

35 

41 

38 

51 

49 

44 

53 

54 

55 

66 

54 

49 

46 

59 

y.orthlickl 

\   Mi.Nlmum... 

76 

64 

66 

60 

62 

64 

65 

61 

57 

6! 

60 

54 

62 

66 

69 

57 

60 

69 

6b 

71 

74 

57 

62 

66 

79 

74 

68 

76 

58 

65 

(Miniinnm.  .. 

41 

53 

48 

44 

31 

42 

28 

28 

29 

30 

24 

36 

36 

47 

45 

37 

48 

50 

52 

54 

51 

50 

52 

51 

47 

54 

46 

40 

44 

42 

Rutland  

(  Maximum... 

79 

71 

69 

65 

66 

67 

65 

64 

62 

61 

58 

62 

69 

73 

69 

60 

62 

72 

72 

76 

70 

65 

77 

76 

61) 

71 

68 

(  Mmimnm.... 

49 

54 

51 

47 

41 

34 

53 

37 

34 

30 

34 

33 

29 

35 

42 

55 

51 

45 

46 

50 

55 

55 

53 

48 

62 

54 

57 

58 

52 

42 

51 

46 

St.  Albans 

)  M;txi.mim... 
(  Minimum.... 

78 
53 

72 
51 

61 

46 

57 

39 

65 

64 

58 

58 
36 

62 
36 

61 
43 

52 

57 
35 

65 
41 

71 
42 

55 

62 

55 

68 
45 

74 

76 

81 
60 

7) 
52 

68 
56 

7b 
.53 

77 
58 

59 

70 

70 
54 

75 
52 

69 

67 

4g 

43 

48 

48 

37 

48 

45 

54 

58 

68 

54 

)  Maximum... 

78 

7B 

68 

61 

62 

62 

61 

61 

59 

61 

66 

56 

60 

64 

73 

67 

59 

60 

70 

70 

71 

78 

77 

70 

73 

82 

80 

71 

79 

77 

68 

at- Jolmsbiiry  

Woodstoclj  

(  Jliiiiinum.... 
)  iSIaximum... 

44 

80 

55 
74 

•ft 

...40 

70 

.4rf 

69 

.30 

78 

^4a 

70 

1 

^it 

-f 

-^ 

-fl 

-i^ 

-ft 

•ft 

-It 

54 
67 

36 
65 

44 
77 

51 
78 

■fi 

.56 
■77 

'?! 

47 
66 

il 

62 

68 

i 

■'■11 

,61 

7B 

,43 

■i 

4 

71 

i  Minimum.... 

35 

52 

52 

47 

43 

29 

43 

30 

27 

28 

33 

25 

32 

36 

46 

38 

45 

48 

50 

63 

51 

49 

51 

52 

60 

54 

63 

38 

43 

42 

iUmachn  setts 

. 

j  Maximum  .  ■■ 
(Minimum.... 

71 
43 

62 
55 

70 
53 

54 

49 

68 
48 

70 
40 

69 
49 

69 
43 

45 

67 
34 

78 
36 

63 
40 

69 
33 

67 
43 

82 
48 

67 
51 

68 

48 

43 

75 
41 

77 
56 

70 
55 

68 
54 

It 

60 
50 

62 
60 

65 
51 

76 
56 

54 

66 
49 

75 
38 

67 
46 

67 

4( 

\  M.'iximum... 

61 

71 

58 

59 

73 

75 

71 

59 

62 

67 

59 

67 

68 

61 

63 

64 

75 

75 

57 

64 

50 

49 

50 

56 

75 

67 

67 

67 

60 

6! 

Boston 

(Minimum.... 

50 

55 

52 

45 

47 

47 

52 

50 

47 

45 

44 

43 

43 

54 

52 

52 

56 

49 

51 

50 

48 

48 

47 

46 

46 

47 

56 

48 

47 

47 

50 

1 

i  Maximum... 

74 
45 

66 

43 

68 

48 

77 
45 

76 
49 

75 
46 

71 
45 

69 
43 

69 
40 

62 
39 

72 

40 

70 

72 
51 

56 

65 

77 
47 

77 

73 

69 

48 

49 

44 

49 
44 

50 

46 

I 

76 
65 

67 

72 

68 

e 

(  Minimum... 

52 

44 

46 

5C 

44 

53 

46 

47 

45 

46 

39 

45 

76 

60 

69 

56 

60 

75 

74 

71 

66 

68 

71 

61 

70 

67 

70 

73 

68 

64 

78 

80 

60 

58 

49 

51 

50 

56 

79 

67 

64 

74 

62 

Concord 

(  Minimum.'... 

46 

56 

53 

46 

47 

38 

50 

42 

44 

34 

36 

38 

32 

43 

45 

54 

44 

44 

52 

47 

49 

47 

45 

45 

47 

55 

50 

46 

38 

42 

East  Warehamll 

)  Maximum.  .. 

60 

59 

60 

61 

79 

61 

63 

63 

60 

68 

67 

75 

7C 

64 

68 

76 

61 

52 

50 

62 

55 

58 

69 

70 

58 

68 

fr 

(Minimum.... 

44 

50 

52 

46 

46 

38 

50 

43 

47 

34 

42 

37 

35 

43 

48 

51 

58 

45 

43 

54 

52 

51 

48 

45 

47 

47 

48 

55 

46 

36 

45 

4( 

)  Maximum  ... 

67 

59 

63 

62 

63 

70 

76 

69 

63 

66 

63 

68 

68 

74 

70 

64 

66 

73 

74 

66 

62 

60 

53 

64 

55 

75 

70 

66 

69 

61 

Fall  River 

(Minimum.... 

46 

51 

50 

46 

45 

44 

48 

46 

45 

39 

45 

38 

39 

47 

49 

48 

50 

44 

46 

54 

49 

48 

45 

44 

45 

46 

49 

50 

44 

39 

48 

S  Maxinnim... 

79 

6S 

74 

60 

61 

77 

73 

72 

71 

69 

72 

61 

72 

68 

73 

71 

74 

63 

SO 

80 

67 

60 

53 

52 

52 

56 

82 

75 

67 

76 

69 

Fitcliburg  

(  Minimum 

45 

55 

55 

47 

47 

41 

53 

43 

41 

38 

35 

42 

35 

45 

44 

51 

57 

41 

45 

46 

50 

46 

47 

45 

47 

54 

58 

46 

40 

41 

\  Maxinnim... 

75 

69 

59 

58 

73 

75 

69 

66 

68 

68 

61 

70 

69 

72 

67 

65 

77 

73 

61 

67 

51 

51 

61 

56 

79 

73 

62 

72 

58 

Lawrence 

(  iMinimum.... 

47 

55 

55 

45 

47 

40 

51 

45 

44 

38 

38 

41 

35 

44 

44 

50 

57 

45 

40 

50 

45 

48 

46 

45 

45 

46 

54 

51 

45 

41 

45 

■ 

)  Maximum.  .. 

59 

60 

60 

59 

55 

68 

65 

63 

52 

58 

62 

52 

60 

63 

66 

65 

64 

61 

66 

69 

70 

55 

61 

53 

60 

53 

64 

68 

53 

62 

59 

Nantucket 

(Minimum.... 

44 

,5'l 

48 

43 

43 

45 

48 

47 

41 

41 

43 

42 

44 

48 

48 

50 

49 

49 

49 

62 

51 

50 

46 

46 

49 

49 

61 

52 

44 

42 

50 

iMaximum.  •• 

74 

03 

68 

62 

64 

70 

68 

65 

63 

62 

64 

57 

64 

64 

78 

70 

57 

70 

75 

78 

69 

64 

63 

66 

65 

75 

69 

61 

70 

65 

eiockbridge  

1  Minimum.... 

40 

56 

50 

46 

42 

33 

55 

42 

41 

30 

32 

36 

29 

40 

4( 

52 

49 

43 

37 

49 

58 

58 

52 

49 

52 

52 

56 

53 

48 

37 

46 

74 

65 

70 

58 

66 

66 

66 

65 

62 

62 

62 

57 

63 

66 

78 

69 

63 

56 

79 

78 

77 

71 

66 

64 

64 

66 

78 

72 

65 

To 

67 

Williiunstown 

(  Minimum.".!. 

45 

56 

54 

48 

48 

38 

54 

40 

41 

33 

38 

32 

43 

48 

56 

51 

47 

41 

55 

60 

60 

54 

62 

54 

55 

69 

67 

52 

41 

61 

S  Maximum.  .. 

73 

58 

70 

56 

63 

69 

71 

70 

66 

67 

68 

59 

67 

66 

72 

69 

70 

61 

77 

77 

67 

58 

51 

61 

50 

54 

78 

70 

62 

71 

57 

Worcester 

(  Minimum.... 

42 

52 

54 

46 

45 

37 

46 

47 

43 

34 

34 

40 

34 

43 

47 

50 

56 

43 

43 

53 

46 

49 

45 

45 

45 

46 

53 

55 

46 

36 

42 

1 

Wiode  M 

iiid 

Block  Island 

SMa.ximum... 

57 

58 

55 

54 

62 

65 

68 

61 

53 

61 

59 

58 

60 

70 

56 

64 

58 

60 

66 

67 

63 

54 

61 

53 

54 

55 

65 

68 

55 

57 

59 

'  Ml  in  mum.... 

43 

49 

44 

43 

45 

44 

48 

49 

44 

43 

42 

43 

42 

47 

47 

52 

51 

46 

47 

4b 

51 

47 

47 

48 

48 

50 

51 

47 

45 

50 

KinBston 

\  Maximum... 

63 

58 

61 

58 

62 

69 

77 

75 

65 

64 

62 

60 

67 

72 

68 

65 

65 

67 

69 

68 

65 

62 

64 

55 

69 

69 

70 

68 

63 

69 

(Minimum.... 

42 

50 

50 

46 

39 

36 

48 

39 

48 

32 

33 

34 

30 

42 

50 

49 

5'; 

41 

40 

51 

53 

.52 

48 

40 

47 

47 

52 

54 

47 

32 

67 

Providence 

j  flaximum .  .. 

61 

57 

60 

62 

61 

73 

75 

71 

63 

69 

68 

61 

69 

73 

6'. 

66 

64 

71 

70 

65 

55 

49 

51 

54 

55 

73 

73 

62 

69 

63 

(  Jlininnim.... 

48 

.53 

50 

48 

48 

47 

52 

51 

48 

45 

44 

43 

43 

52 

52 

52 

53 

48 

50 

55 

51 

50 

46 

46 

46 

48 

55 

49 

46 

44 

47 

Cnnnecli 

lit 

Cream  Hill 

i  Maximum... 

6S 

58 

66 

60 

64 

66 

70 

65 

64 

66 

61 

58 

68 

69 

78 

66 

63 

58 

73 

71 

73 

60 

58 

66 

6" 

62 

71 

64 

61 

69 

60 

(  Jliniunim..., 

54 

50 

49 

48 

44 

43 

52 

42 

43 

38 

43 

35 

38 

51 

53 

52 

49 

4( 

51 

57 

58 

50 

45 

51 

49 

53 

55 

46 

41 

4t 

Hartford 

* -Maximum... 

71 

70 

57 

70 

69 

76 

66 

68 

69 

71 

80 

68 

71 

65 

74 

75 

74 

68 

56 

60 

64 

67 

73 

67 

6t 

71 

'Minimum.... 

45 

5-1 

50 

49 

48 

40 

49 

4t 

45 

37 

42 

4', 

36 

46 

51 

51 

50 

45 

40 

57 

61 

5^ 

49 

51 

5t 

5t 

65 

55 

48 

42 

4i 

New  Haven 

S  Maximum... 

62 

56 

65 

57 

69 

67 

79 

69 

62 

6S 

65 

62 

65 

74 

72 

63 

72 

67 

67 

70 

69 

66 

63 

63 

67 

67 

60 

62 

61 

(Minimum.... 

48 

50 

49 

46 

52 

52 

52 

53 

49 

46 

45 

45 

45 

51 

52 

53 

53 

49 

48 

56 

58 

56 

50 

61 

51 

52 

53 

55 

51 

45 

50 

New  London  

i  Jliiximum... 
(Minimum.... 

- 

Norwalk 

(Maximum... 

62 

59 

67 

ei 

71 

7C 

78 

70 

6S 

gc 

66 

62 

79 

70 

65 

7i 

68 

70 

70 

74 

69 

64 

64 

62 

60 

6C 

65 

63 

62 

(Minimum.... 

41 

50 

52 

48 

50 

46 

46 

45 

84 

34 

41 

36 

42 

55 

41 

65 

41 

37 

51 

67 

54 

51 

63 

53 

6' 

55 

52 

36 

49 

Putnam 

j  Jfaximum  .  . . 

76 

58 

71 

64 

66 

7c 

73 

68 

66 

64 

68 

61 

68 

66 

7f 

68 

68 

66 

76 

74 

68 

65 

55 

51 

.54 

58 

76 

76 

66 

6i 

62 

(  Minimum 

38 

49 

51 

45 

34 

45 

44 

48 

33 

31 

32 
_ 

29 

45 

50 

55 

43 

38 

54 

49 

60 

45 

45 

44 

43 

62 

55 

45 

40 

— 

Seepage  28  for  explanation  of  reference  marks 
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NEW    ENGLAND    SECTIO] 


G.  H.  NOTES 


Vol.  LII. 


Boston,  Mass.,  ,)UNE,  1940. 


No.  6. 


GENERAL  SUlttQXARY 

During  the  first  half  of  June,  seasonal  warmth  plus  adequate 
soil  moisture  and  sunshine  were  producing  a  rapid  recover;^  in 
crop  growth  and  vegetation,  and  in  southern  Connecticut,  corn 
and  potatoes  and  some  vegetables  had  even  attained  a  normal 
advance.  The  latter  half  of  tlie  montli,  however,  brought  a  re- 
versal of  tlie  normal  temperature  trend,  and  was  actually  cooler 
than  the  first  half.  The  cool  weather  culminated  in  wide-spread 
light  to  heavy  frosts  on  the  22d  and  23d,  which  caused  some 
damage  to  tomatoes  and  cranberries  and  other  tender  plants. 
Precipitation,  while  somewhat  l)elow  normal  in  the  southern 
division,  occurred  with  fair  regularity  and  there  was  no  lack  of 
soil  moisture.  In  the  northern  division,  rainfall  was  well  above 
normal  and  more  than  half  the  number  of  days  had  measurable 
amounts.  The  unseasonably  cool  weather  was  the  determining 
factor  in  the  crop  situation,  and  the  early  progress  received  a 

[Continued  on  page  34] 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
108  records,  was  62.5°,  which  is  1.5°  below  the  mean  for  the 
past  53  year.'*.  The  average  temperature  for  the  northern  division 
was  61.2° ;  for  the  southern  division,  63.9°.  The  highest  month- 
ly mean  was  67.4°  at  Springfield,  Mass.;  the  lowest  was  53.8° 
at  Eastport,  Me.  The  highest  recorded  was  93°  at  Waterbury, 
Conn,  on  the  4th  and  5th;  the  lowest  was  29°  at  First  Connect- 
icut Lake,  N.  IT.  and  Plymouth,  N.  H.  on  the  22nd.  The  great- 
est monthly  range  was  61°  at  Plymouth,  N.  H.;  the  least  was 
2fi°  at  Block  Island,  R.  I.  The  greatest  daily  range  was  47°  at 
Plymouth,  N.  H.  on  the  23rd. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
190  records,  was  3.56  incites,  wiiich  is  0.10  inch  above  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  4.03  inches;  for  the  southern  division, 
3.08  inches.  The  greatest  monthly  amount  reported  was  7.62 
inches  at  Ft.  Fairfield,  Me.;  the  least  was  1.46  inches  at  New 
Bedford,  Mass.  The  greatest  amount  in  24  hours  was  3.51  inch- 
es at  Rutland,  Vt.  on  the  13th.  The  average  number  of  days 
with  .01  iiich  or  more  of  precipitation  was  14,  which  is  4  above 
the  mean  for  the  past  53  years. 


WINB,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  l)ased  on  119  records, 
was  southwest.  The  averas^e  velocity,  based  on  the  records  at 
15  stations,  was  9.0  miles  per  hour,  which  is  0.3  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  58 
percent  of  the  possible  amount,  which  is  1  percent  below  the 
mean. 

Cloudiness  was  somewhat  above  the  mean.  The  average  for 
the  Section,  based  on  131  records,  was  10  clear,  10  partly 
cloudy,  and  10  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  75  percent,  which  is 
the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— 5-8th,  10-llth,  14-16th,  21-2Ith. 

Halos,  lunar. —  14-l7lh. 

Haios,  so/ar.— 5-6th,  13th, loth,  17th, 20th, 22d,24-25th,2Sth. 

f/ai7.  — (dates  and  general  location) —  5t)i,  Turners  Falls, 
Mass.;  20th,  Portland,  Mo.;  21st,  Enosburg  Falls,  Vt.;  27th, 
Pittsfield,  Mass.  and  Millinocket,  Me. 

Thundentorms—  1-lOth,  12-16.st,  18-22d,  26-30th. 

Fog,  dense.—  l-3d,  9-1 3th,  16-20th,  23d,  25-29tli. 

Frosts. — (dates  and  general  location) — Killing  frosts  occur- 
red generally  in  N.  H.  and  Vt.  and  at  some  exposed  places  in 
^le.  and  northwest  portions  of  Mass.  and  Conn,  on  21-23d. 

Tornado. —  Wind  storm  of  tornado  characteristics  at  Morgan, 
Vt.  on  19th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 


No.  of  days  (all 
New  England) 


iili 


82 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


June,   194C 


Climatolog-ical  Data  for  June,   1940 


Temperature,  in  degrees  Fahreiilieit 


Precipitation,  in  inches 


Maine 


Bangor     •■ 

Bar  ilarbor  (near 
Brassua  JJaniU  — 

Caribou.. 

Kastport 

JCaslVVintlirop 

Jillswoi-Ui  

Eustis  

Fariniugton 

Ft.Kaiiiielii  (near) 

Fort  Kent 

Gardiner 

Greenville.. 

HiraniU 

Houlton 

Jacknuin 

Lewiston 

Machias 

MailisonS 

Middledani 


ililo 

Mooseliead 

North  Bridgton. 

Oldtown 

Orono. 

Portlaini 

Presque  Isle 

RipoKuniisDaniJ 

Rockland 

Runiford 

The  Korli.s 

Upper  Diini 

Vanceborcj  

WinslowttS 


dS... 


Ildiiipxhire 


Berlin    

Bethlehrni    ....... 

Cannon  Mt 

Concord    

Dixville  Notch  •■■ 

Dmiiaui    

Erroli?    

First  Conn.  Laket: 

Fitzwilliiiin*. 

Frankhu 

Glenclin    

Hampton.  ••• 

Hanover  S 

HilUboro 

Keeneuiear)  8  ■•• 

Lakeport 

Lincoln.  ■■   

Manchester 

Milan 

Nashua  S  ■•.•-•••■ 
New  Durhanul-.  ■ 

Newport  ••■ 

Noith  strattora.. 
PiiikiuiniNntchtl- 

Plymouth 

WestStewartstowj 
Wolfboro  Falls... 

York  Pond    

For  State     •  ■  ■ 


I'enob.scot 

.SointT.scl  .. 
.Xroostook 


CiLniberiiiii 
Aroostook  . 


Bb11ow.s  Kails... 

Bennington 

BloomtleldU  ■■  • 
BrattleboroS  .•• 

Burlington 

Cavendi.sh 

Chelsea 

CornwalUt 

Craftsbury  Com 

EastBarnet 

East  Kyegate... 
Enosburg  Falls. 

Gilman 

MaysMilUt 

Newfane 

Newport  

North  field 

Readsboro 

Rochester 

Rutland 

St.  Albans  • 

St.  Johnsbury.•• 
SearsbnrgMt.  •■■ 
8ea^sburgSta.tJ.•■ 

Soinersettt 

Vernontt§ 


E.ssex 

VViudhain... 
Windham... 
Orleans 

Washington. 
Bi^nniiigton. 


HutUuid 

Franklin..  .. 
Caledonia... 
Bennington 
Bennington 
Windham... 
Windham... 


7)1 
2,360 
1,660 
2,080 


+  0.3 
-  i.'l 


0.1 


+  1.1 
+  '6' 3 

-'i.o 


+  0.1 


-0 

77- 

+1 

ffl 

+1 

42 

+1 

(Ifi 

+4 

18 

-0  31 

+0.13 

+0.75 
+2.3:J 
-1.08 


10. -11 
+0.45 
+  1.02 


-1.71 


+1.13 
+  0  07 
— 0  29 
-1.62 
+0. 62 


+0.51 
+  1.22 
+0.  31 
+2.18 
-O.ilfi 
+0.29 
-0.86 
-0.45 


-0  41 
+0.7S 
+1.30 
+  1.79 


Civil  Aeronautics  Auth. 

B.  L.  Hadity 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soide 
D.  S.  Weather  Bureau 
C.C  P.  &L.  (;o. 
William  H.  Gumming 
p.  M.  Tripp 
Union  Water  Power  (;o 
Bangor  Hydro  Electric  Co 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Gr^at  Northern  I'aper  Co, 
June  Fowler 
N.  \V.  Roberts 

C.  L.Chadbourue 
Thomas  W.rlark 
Univ.  of  Maine 


Uiv:-       M  . ;  ■  .  ,.  i  i'lier  Co. 
GH..1T     ;,  r.;,,,v.<u;s 
Charlt-s  A.JIixiT 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Holllngsworth  Jk  Whitney 
St.  Croix  Paper  (Jo. 


Edward  Feiiu 
George  IC  Tucker 
Kenneth  Boothroyd 
U.S.  WeatlKU' Bureau 
Sarah  H.  Gleason 
N.  H.  Agr.  College 
Union  Water  Power  Co. 
Conn   Valley  Lumber  Co. 
Mass.  Depl.  Public  Healtl 
F.  J.Southmayd 
State  Sanatorium 
Frank  E.  Leasilt 
Dartmouth  College 
N.  H.  Research  Forest.  . 
Robert  P.  Hay  ward        ^' 
Fred  Wlggin 
Kdwnrd  A.  CiUT 
I'uli.i-   --:'nIi    ■   '"n. 
An.i'.'     •       •      ■:-  ■■•  '■■ 


E.   1',      :>    :  '    ■. 

H.l'.Shcioid 

P.  A.  Smith 

J.  B.  Dodge 

Mrs.  Ilattie  G.  Trow 

Claude  Bnker 

Kenneth  Berry 

U.S.  Bureau  of  Fisherli 


I 


B.F.  Hydro-KlectrlcCO, 
State  Fish  Hatchery 
Georg•^  L-  Cooper 
Raymond  L.  Brown 
U  S   Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mirs  E  M.  Dustin 
N.  E.  Power  Co. 
J.  P.  Devins  tit 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  t  tt 
Mrs.  .John  ,T.  Gerety 
Rev.  A.  B    Crichton 
U.  S.  Weather  Burean  ' 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Bripgs  V\ 
N.  E.  Power  Co. 
L.  L.  Leonard 
Conn.,  Kiver  Power  Co. 


See  page  34  for  explanation  of  reference  marks. 


W.  B.  Boaton-10-30-40-1226. 
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Climatolog-ical  Data  for  June,  1940 


Temperature,  in  degrees  Falirouheit 


Procipitutioii.  in  inches 


(/'aleiloniu. 
Wiiiilsor-. 
Windsor.. 
Windham 


Berkshire  ■■ 
Hampshire  ■ 
Middlesex  ■■ 
Norfolk  — 
do  .... 

Suffolk 

Worcester  . . 
h'ly mouth  •• 
Hampden  .  - 
Hampsliire. 

SuUolk 

Worcester  •• 
Middlesex.. 
Plymouth  .. 

Bristol 

Worcester  .  ■ 
Middlesex  •■ 
Norfolk  .... 
Worcester  .. 

Kssex 

Franklin  •■. 
Middlesex  ■  • 
Worcester  .. 
Barnstable.' 

Essex 

Franklin.... 
Ilampdeii  •■ 
Berkshire  .. 
Worcester  ■■ 
Barnstable-' 


Worcester  •• 
Middlesex.. 

Kssex 

Middlesex  .. 

Bristol 

Plymouth  •• 

l!:>sex 

Worcester  • 
Worcester  . . 
Franklin  ... 
Nantucket.- 

Bristol 

Worcester  ■  - 
Plymouth  -• 
Berkshire  • 
Worcester  - 
Berkshire  -• 
Hampshire. 
Plymouth  -- 
Worcester  -  - 
Barnstable  .- 

Kssex   

Franklin  --. 
Worcester  -• 
Berkshire  -  - . 
Middlesex -- 
Hampden  -. 
Worcester  •- 
Berkshire. ■- 

Essex   

Bristol 

Franklin  -- 
Hampshire. 
Worcester  - . 
Hampden  -- 
Middlesex  -- 
IterUshire  -  - 
Worcester  -  - 
Berkshire  - 
Worcester  -- 
Worcester  -  ■ 


Newport 

WashinutoM 
Newport... 
Providence 


New  London ' 
Litchfield  .... 

Fairfield 

Hartford 


9-20 
1.037 
1.650 


-4.0 
-  1.7 
+  1.3 


-0.35 
+0.79 
+0.7(i 
+0.86 


-0.74 
-0.51 
-0.14 
—1.35 


-0.77 

-0.84 
-1.55 
-0.51 
-LOG 
-O.Rl 
-0  «1 
-1.05 
-1.05 
-0  35 
—1.47 
+  2.05 
-0.16 


-1.37 
+0.4fi 
-1.26 
+  0.31 
-1.13 
-1.25 
+  0.34 
-O.iW 
-0.44 
-1.31 


Qilman  \V.  Ford  I 
KVH  K.  Douhleday 
N.  K.  Power  Co. 
15.  T.  8utlun  III 
Olcotl  Fulls  t'o. 
Waller  Adams  1 1 1 
Benton  S.  Piiiney 


N.  K.  power  Co. 
Mass.  Agr.  Ex\\.  Sta. 
Met.  Water  Works 
.'^tate  Dept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  11.  Keed 
Citv  Entjliieer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
.loseph  L.  Kelley 
Kiohiird  (!.  Brl'.'ham 
Herbert  B.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
llalph  M.  Barker 
Bureau  of  Entomology 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
(-'ity  ISngiiieor 
State  Dept.  Public  Health 
A.  W.  Ladd 
N.  E.  Power  Co. 
State  Dept.  Public  Health 
Stiite  Teaclier's  CoUeKe 
State  Dept.  Public  Health 
E.  P.  Mitchell 
Met.  Water  Works 
Es.sex  Company 
Props.  Locks  lU  Canalu 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  U.  Hoelzel 
State  Dept.  Public  Health 
N.  E.Power  Co. 
Charlotte  A    Biaun 
U.  S.  Weather  Bureau 
Oily  EiiKineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Comr.  of  Public  Works. 
State  Dept.  Public  Health 


Irving  H.  McNnyr 

U.  8.  C.G.  Station 

N.  E.  Power  (^o. 

Stale  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  W^orks 

Nesbit  H.  B.Migs 

Weslon  K.  Lewis 

Waterworks 

Turners  Falls  P.  A  E.Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met  Waterworks 

Williams  College 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Aer.  Exp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mlllg  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hvdraiilio 
Water  Bureau,  Hartford 


page  34  for  explanation  of  reference  marlcB. 
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June,   194C 


Olimatological  Data  for  June,  1940 

£ 

Temperature 

.  in  degrees  Fahrenheit 

Precipitation. 

in  inches 

No.  of  days 

<"0 

K. 

s 

^ 

a 

5 

^ 

n^. 

stations 

Counties 

i 

i 

1 

s 

I 

.S 

p 
2 

-3 

11 

m 

li 

.5 

2  c 

■as 

5? 

a 

1 

5 

■c 

3  1 

Observers 

S 

'^ 

S 

^" 

M 

a 

3 

a 

5           H 

a 

CJ 

H 

^s 

o 

& 

d, 

Connecticut  Cont'd 

1 

Colchester 

New  London.... 

420 

m 

63.2 

-  2.3 

86 

4t 

35 

22 

?P 

49    1  2.27 

-L32 

0.49 

0 

1? 

16 

8 

fi 

s. 

Stedman  Storrs                  ! 

Collinsville 

Hartford    

Litchfield 

300 
1,300 

0 
44 

11    1  6.10 
44    1  3.77 

■-6.' 25' 

1.61 

0 
0 

12 
15 

21 

in 

4 
9 

5 

n 

nw. 
nw. 

Cream  Hiim 

62.8 

-  L2 

84 

4f 

39 

211 

31 

C.  L.  Gold 

Fairiield 

Hartford 

Litchfield  

.390 
1,220 

585 

62.3 

13 

44 

21 

24 

1.02 
0.92 
1. 01 

12 
13 
13 

4 

ii 

16 

in' 

10 
■q- 

nw.' 

Thomas  F.  Hanlon 
1).  N.  Gaines 

East  Hartlaud  .... 

0 
24 

24 

39 

4.06 
3.78 

+0.10 
-0.24 

0 
0 

Palls  Village§ 

64.0 

-  1.3 

87 

13 

33 

22 

39 

Conn.  Power  Co. 

Hartford 

NewLondoii 

6S 

178 
200 

53 
0 

65.4 

89 

13 

41 

22 

30 

79 
55 

4.32 
2.58 
4.33 

+  1.24 
-0.56 

0 
0 
0 

15 
15 
1-.! 

5 

14 

11 

sw. 

U.  S.  Weather  Bureau 
New  Loudon  WaterWorkr 

0.48 
1.73 

Mt.  Carmel 

04.1 

91 

13 

38 

21 

32 

in 

15 

B.  W.  McFarland               i 

23 
20 
116 

161 
70 
47 

66.0 

-  0.6 

91 

13 

47 

22 

29 

122 
48 

3.36 

-0.26 

1.03 

0 

13 

9 

12 

U.  S.  Weather  Bureau 
Harry  G.  Tietjen 
L.M.Comstock 

New  London  

New  London.... 
Fairfield 

Norwalk  

65.6 

-  1.4 

91 

13 

22 

.34 

3.16 

-0.13 

1.13 

0 

(i 

13 

12 

Putnam 

Windham 

458 

4 

63.1 

87 

13 

39 

22 

33 

4 

2.65 

0.74 

0 

1' 

1 

18 

Civil  Aeronautics  Auth, 

Litchfield 

1,015 

86 

33 

39 

1  12 

0 

15 

F.  Hurliman 
Aitr  Exp.  Station 
William  .T.  Pape 

Tolland  

New  Haven  ..  . 

. 

q 

sw. 

Waterbnry  

340 

52 

6fi.C 

-  0.9 

93 

4t 

39 

21 

53 

4.62 

+  L  12 

2.17 

0 

12 

13 

12 

Westbrook 

Middle-ex 

40 

0 

62.4 

87 

13 

35 

21 

35 

0 

%  m 

0 

11 

12 

10 

sw. 

James  Rintonl 

West  Uarlland 

Hartford 

0 

16 

+  1..39 
+  0.39 

1.65 
2.17 

0 
0 

10 
12 

Water  Bureau,  Harttord 

For  State  •   ... 

64.3 

-  1.7 

93 

41 

33 

21t 

39 

12 

10 

8 

nw. 

Explanation  of  Reference  Marks  Used  on  Paires  32,  33.  and  34. 


The  departures  from  the  normal  temperature  are  con 
cipitation  with  i.s  years  or  more  of  record  are  computed  fr 
for  the  period  of  record  are  used.  Reference  letters 

on  other  dates.    §  Thermometers  not  supplied  by  Weather 

Jt  Post-office  addresses  of  these  st;i.r,i'.ii,s  are  us  follows:  .Vlahi 
Miilinocket;  Wiuslow,  Wat,erville;-New  Hampshire  First  Conn.  La 
field.  North  Stratford,  N.  H. ;  Cornwall,  .Miaaiebary;  .M.ivs  Mills.  Col 
— Ma.ssachusotts—  Ashland,  Franiingham;  Blue  Hill,  Milton;  Lake  ( 

*  Record  furnished  by  Massachusetts  Department  of  Public  He 


jinted  from  the  averages  of  the 
im  a  normal  or'  standard  meai 
■',li,i-,  appearing  in  the  table  im 
;urean.     tU  Obsei 


itire  period  fur  stations  haviu;;  lo  or  more  years  of  record.    Departures  of  pre 

Hd,iusted  to  a  uniform  s.is-year  period;  for  stations  of  lo  to  i-;  years  the  meant 

ate  nnniber  of  days  missing ;  for  example,  l>  represents  two  days,  etc.        t  Alg< 

New  Knghind  I'ower  Co.      T   Precipitation  is  less  than  0.01  inch  rain  or  melted  sno' 

)ani,  Wilson  Mills;  Hrassna  Oain,  Uuckwood  ;  Hiram,  West  Baldwin;  Ripogenus  Y>s.m 
Sew  DiiilKiin.  .\it.on;  I'inkliani  Notch .  (lorhani :  Vork  Pond,  Berlin;- Vermont— Bbioni 
arsbmu  S^a..  U'i'.minglun ;  Somerset,  Wilmington;  Vernon,  Sholburne  Falls.  Mass. 
mingham;  —Connecticut- Cream  Hill,  West  Cornwall ;  Lake  Konomoc,   New  London 

X  Not  included  in  summaries. 


Ssplanation  of  Reference  Marks  Used  on  Page  35  . 

Except  as  otherwise  indicated  observations  are  generally  mad,'>  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  o 
observations.  *•*  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  I'recipitation  measured  in  the  morning;  amoun 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  I'recipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

§  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


Explanation  of  Reference  Marks  Used  ou  Page 
II  Observations  are  taken  iu  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  whi 


It  almost  always  occurs. 


PlllCS.SUHH,   WIND,  HtlMIDlTy.  AND  SIJN8H1N  K 


Amherst 

Block  Island 
Blue  Hill.... 

Boston  

Burlington  . 
Concord  — 
Eftstport  — 
Greenville.. 
Hanover  — 
Hartford  ... 
Nantucket . . 
Now  Haveu. 
Northfleld.. 
Portland.... 
Providence . 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29.90 
29.9 
29.  8! 
2-1.81 
29.  85 
29.  88 
29.  85 

29.' 80 
29  90 
29.911 
29.  92 
29.  88 


30.34 

30.' 27 
30. 37 
30.34 
30.33 
30  30 
30.34 


29.  45 
29.  47 
29.  35 

29.43 
29.52 
29.  47 
29.56 
29.  49 
29.  44 
29.53 


Relative 
Humidity 


[Continued  from  page  31] 

definite  set-back.  At  the  close  of  the  month,  the  growing  sej 
son  was  still  hackwiirk  and  making  slow  progress,  and  crop 
were  in  urgent  need  of  sunshine  and  warmer  weather.  On  th 
whole,  the  weather  during  June  may  be  considered  as  a  contir 
nation  of  the  unfavoraI)le  weather  experienced  during  the  sprin 
months.  At  Morgan,  \i.  on  the  19th,  a  windstorm  of  tornad 
characteristics  demolished  a  house  and  barn. 
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Daily 

Precipitation 

for   June 

1940 

Drainage  basin 

Day  of  month 

l|     > 

s|   ,i   s 

6J     -\     S 

9  I  10  {  11  1   12  1  U  1  14  1   15 

16 

17 

18  1  19 

20  1  21  1  22 

23 

24  j  25  1  26  1  27 

28 

29 

30  1  31 

Maine 
Eastport'"  

Coast 

1. 00  .01 

.J.J.... 

T. 

.12] T.  1  .13I.   .      T. 

....<  .01 

.01'...      .03 

.51 

.„, 

.04'  .23!  T 

.04 

.04 

.01  .... 

2.20 

ElUv,  uith 

....do 

1.20!.... 

....  .06;.... 

.10'.... 

....1  .03,  .52'  .031.... 

02 

....1  .02   .01 

.0? 

01 

Nir"^ 

.a5 

.If 

.12.... 

4.13 

'  .58 
'  .12 

.06   .44 
.03!  .02 

■:6." 

^' 

.... 

^•A'f 

.14 

■'io 

4- 

,(Q„ 

...do 

L2- 

.501.... 

.06 

r. 

....    .20I  .29   .02 

81 

.52 

4.71 

St.  John 

.  091 ... . 

Of 

l»5 

1.' 

38 

5f 

.  18  . . . . 

.29I  .00'  .2? 

.i2,1.00!  ..SFll.Oc!.... 

Of 

1   11 

6f 

15 

.06.... 

6.97 

Kennebec 

.90.... 

.... 

.Ih 

.Oi 

....I  .0- 

.03   .02 

.03 

.03 

....    .2»l  .04 

03 

T. 

T. 

,01 

6;^ 

.10 

.41 

.lol.... 

2.86 

■  e   

...do 

.371  .01 

.w 

;X' 

.01 

T. 

.0;- 

T. 

.41,   .. 

.Oil.... 

.02!  .12!  .63 

.lil 

.02 

.01 

T. 

1,0? 

35 

.17 

.2"  .... 

8.96 

St.  John 

.S  ..-. 

f  ■ 

■-is 

T. 
.38 

.13 

•t.- 

.88 
.07 
.08 

'.'as 

■*■■ 

■.04 

.as 

.54!.... 
.92:... 
.16'.... 

07 

T.  1  .40i  .18 
55     "« 

.80 

■.■26 

r 

.13 

■■(ii 

■63 

1.02 

1.30 
58 

.28 
.11 

22 

■,■62 

•V. 
.81 

35 

■'os;;;'. 
.  12 , . . . 

.•it 
l.Oi 

.03 

.061.... 

5  79 

Androscoggin   

.02i  .17 

3.01 

Kennebec 

.If 

.OS 

.2C 

T. 

.OS 

.17 

.041  .3S 

.02 

.01 

.61 

.39..... 

T. 

.02 

.01 

1  17 

.06 

.06 

.05 

.  0»i . . . . 

3.50 

.L't 

I'enobscot  

.74 

.12 

.8( 

.1( 

'1'. 

.47 

.01.... 

.04 

27 

,ia 

.01 

.06 

.0: 

.65 

.0;; 

,01 

.02,.... 

4.72 

....do 

.42 

.11 

.7(1.... 

.24 

.45 

.15 

.15 

.16 

.95 

1.04 

.17 

4.53 

..IgtOll... 

Presurapscot  

1.2( 

.61 

.0? 

K 

.07 

.15 

.Ah 

.(M 

.06 

.01 

.22 
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CLIMATOLOGIGAL  DATA:  NEW  ENGLAND  SECTION 


JUNI 


Daily  TemperatuieB  for  June,  1940 


Stations 

Day 

of  Month 

Meat 

1 

_1 

^ 

4 

5 

6 

' 

^ 

9 

10 

12 

13 

14 

15 

16 

^ 

18 

_^ 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

jy<dne 

Bar  }Iiirl)or 

(near),    !  W;"^''""'°  ■  •• 

68 

77 

78 

75 

77 

74 

78 

76 

55 

6b 

67 

75 

72 

66!  75 

75 

69 

67 

72 

69 

65 

64 

69 

62 

58 

69 

71 

71 

74 

69. 

"  "^'  ^ 1  Mininnnn.... 

48 

47 

43 

56 

49 

55 

48 

42 

41 

45 

43 

K 

49 

45 

42 

48 

47 

51 

52 

62 

37 

39 

.35 

41 

45 

4; 

49 

45 

49 

51 

46. 

Eiislport  .. 

)  Maximum.-- 

54 

56 

63 

64 

67 

66 

62 

62 

52 

61 

56 

55 

67 

61 

63 

70 

67 

62 

57 

63 

58 

65 

56 

60 

56 

67 

70 

61 

72 

62. 

1  Mininnim--.- 

44 

42 

43 

47 

4r 

46 

48 

47 

44 

46 

43 

44 

45 

48 

44 

49 

45 

48 

45 

45 

44 

45 

44 

45 

46 

46 

46 

46 

48 

46 

45 

Fort  Kent  . 

\  Maximum  .  -  - 

79 
54 

84 
51 

85 
54 

39 

66 

48 

65 
49 

75 
43 

74 
51 

76  74 
43   39 

75 
53 

75 
55 

77 

73 
37 

6b 
49 

68 
62 

69 
39 

70 

57 

78 
58 

72 
38 

56 
42 

64 
36 

66 
38 

70 
43 

% 

63 
51 

67 

47 

68 

48 

71 
51 

52 

71. 

(  Minimum 

47. 

Greenville 

S  Maximum  .  •- 

75 

72 

84 

76 

78 

68 

74 

71 

66 

6b 

72 

75 

80 

67 

77 

70 

79 

75 

7b 

64 

59 

63 

59 

58 

53 

67 

68 

68 

69. 

(Minimum,.. 

51 

52 

49 

43 

58 

53 

46 

46 

501  52 

50 

57 

56 

4( 

49 

34 

48 

55 

38 

40 

38 

43 

4; 

44 

48 

48 

46 

53 

51 

47. 

Hoiiltoii  .. 

i  Maximum  ... 

73 

6b 

65 

64 

64 

60 

73 

72 

67 

72 

67 

76 

70 

6b 

7! 

76 

79 

75 

71 

64 

63 

64 

69 

65 

59 

65 

73 

68 

75 

69. 

(  Minimum. -.- 

50 

54 

5: 

44 

50 

63 

46 

48 

54 

54 

46 

53 

54 

46 

5b 

52 

39 

5E 

56 

47 

48 

45 

40 

47 

44 

51 

50 

54 

48 

54 

49. 

Lewistou  . . 

\  Maximum  •-• 

77 
53 

81 

84 
5b 

70 
55 

84 
52 

74 
56 

77 
55 

66 
53 

65 
52 

56 
51 

65 

51 

74 
65 

87 
56 

78 
51 

79 
50 

76 
53 

75 

76 

76 
51 

84 
.59 

69 
47 

64 

44 

65 
43 

64 
47 

65 
51 

65 
60 

62 
51 

72 
63 

75 
62 

77 
54 

70 
56 

72. 

51. 

MilUiiocket 

S  Maximum... 

72 

8( 

8* 

82 

81 

78 

73 

72 

68 

72 

72 

7b 

82 

80 

76 

77 

77 

72 

63 

68 

60 

6f 

60 

66 

69 

70 

72 

78. 

)  Minimum. •■■ 

51 

54 

5h 

46 

56 

56 

50 

47 

51 

4b 

62 

,5fi 

55 

4.i 

4b 

50 

40 

53 

55 

46 

43 

44 

48 

46 

50 

51 

47 

63 

55 

49. 

OUUown  .. 

J  Maxinnirn.  .. 

71 

81 

HOj  79 

81 

78 

73 

73 
48 

69 

67 

67 

69 

78 

79 

75 

75 

76 

73 

76 

73 

63 

65 

62 

64 

6'< 

56 

68 

70 

70 

72 

71. 

1  Mininnnn. .■• 

51 

55 

57 

54 

55 

56 

53 

51 

.54 

49 

54 

55 

49 

48 

.53 

46 

63 

57 

64 

43 

44 

47 

49 

48 

51 

54 

51 

54 

55 

.51. 

Portliu.d  .. 

\   Maxinuun  .-- 

70 

75 

78 

71 

70 

77 

71 

57 

61 

54 

63 

62 

68 

80 

75 

70 

66 

7'' 

67 

63 

65 

64 

61 

61 

65 

73 

71: 

74 

71 

68. 

(Minimum.... 

53 

53 

56 

54 

53 

60 

5b 

51 

51 

48 

49 

52 

52 

53 

54 

55 

.52 

54 

57 

47 

45 

46 

47 

61 

49 

50 

53 

53 

56 

52. 

Rumford  .. 

\  Maxinuun  . , . 

77 

78 

85 

73 

87 

76 

77 

71 

69 

6; 

70 

78 

84 

74 

79 

75 

80 

81 

83 

66 

63 

65 

64 

65 

55 

58 

71 

7i 

74 

70 

. 

72. 

'  Minimum... 

53 

57 

53 

59 

58 

59 

54 

55 

53 

52 

62 

60 

57 

48 

43 

50 

43 

52 

52 

43 

41 

40 

40 

45 

49 

49 

52 

49 

53 

52 

50. 

VVinslow  .. 

j  Maximum  .  ■• 

73 

80 

85 

8b 

87 

84 

79 

80 

li 

68 

68 

79 

86 

Si: 

78 

79 

78 

79 

81 

82 

63 

67 

67 

65 

64 

56 

73 

75 

76 

76 

75. 

"'"""'""■■■■ 

52 

55 

58 

53 

53 

.55 

54 

51 

52 

55 

50 

54 

55 

47 

48 

51 

45 

•52 

59 

50 

40 

40 

45 

51 

50 

61 

54 

51 

54 

55 

51. 

Berlin  II.... 

^'elo  Hiwip^liii-e 

\  Maxinnnn... 

79 

77 

83 

77 

88 

80 

73 

67 

62 

74 

80 

80 

69 

78 

70 

82 

83 

79 

60 

57 

59 

64 

64 

53 

58 

66 

69 

73 

67 

71. 

(Mininnnn.... 

51 

53 

50 

56 

56 

55 

50 

54 

53 

53 

62 

66 

62 

39 

42 

43 

38 

61 

56 

41 

40 

31 

32 

37 

48 

47 

49 

50 

56 

54 

48. 

Concord  . . . 

S  Maxinnnn  . .  ■ 

80 

83 

87 

75 

91 

77 

80 

68 

76 

56 

66 

75 

87 

77 

84 

77 

80 

81 

84 

67 

64 

70 

74 

68 

66 

66 

70 

77 

79 

74 

74. 

(Minimum.... 

55 

55 

55 

61 

65 

63 

58 

55 

56 

52 

51 

59 

66 

54 

53 

54 

47 

51 

52 

42 

37 

45 

60 

51 

50 

49 

58 

67 

. 

(  Maxinuun... 

77 

84 

87 

8! 

78 

77 

74 

71 

63 

68 

75 

89 

87 

83 

84 

81 

84 

85 

86 

64 

6h 

75 

74 

65 

66 

70 

80 

80 

78 

_ 

(  Mininnim.... 

4() 

61 

5( 

58 

48 

62 

48 

45 

56 

49 

48 

55 

68 

47 

48 

59 

41 

45 

58 

46 

3f 

31 

56 

44 

48 

48 

45 

41 

53 

60 

First  Conn. 

lake     (.Maximum... 
^^^^ !  Minimum.... 

63 

74 

73 

77 

77 

80 

69 

71 

71 

64 

61 

63 

77 

75 

6: 

70 

65 

76 

75 

70 

59 

52 

55 

58 

64 

54 

63 

64 

67 

68 

52 

54 

54 

51 

54 

50 

47 

40 

44 

52 

61 

53 

.59 

35 

41 

40 

41 

4f 

57 

40 

35 

29 

38 

30 

46 

46 

47 

47 

49 

.50 

Keeiie  (near 

\  Maxinmm  .  . . 

78 

80 

84 

8.^ 

89 

76 

80 

76 

11 

65 

62 

74 

8i 

75 

83 

73 

7« 

7- 

82 

69 

62 

6f> 

73 

66 

67 

62 

71 

76 

76 

77 

7 

'  Minimum.... 

54 

51 

55 

57 

42 

52 

56 

54 

52 

61 

67 

49 

4! 

60 

41 

47 

59 

47 

35 

30 

33 

48 

50 

42 

40 

58 

60 

49:: 

Pl.vmoutli.. 

86 

80 

89 

80 

90 

78 

87 

75 

74 

63 

78 

86 

80 

81 

80 

85 

85 

86 

69 

66 

72 

79 

7C 

58 

64 

71 

72 

78 

77 

76. 

(  Miiiinnim.^. 

50 

53 

54 

60 

60 

60 

52 

50 

53 

50 

48 

56 

63 

46 

42 

48 

40 

50 

60 

39 

29 

32 

36 

48 

46 

46 

43 

53 

50 

48. 

BinliMSton 

\  Maxinnnn  ... 

75 

74 

84 

8a 

84 

74 

72 

77 

67 

68 

65 

76 

79 

68 

78 

69 

"8 

78 

__ 

62 

60 

65 

71 

69 

63 

59 

63 

68 

70 

09 

71. 

(  Mininuun.... 

56 

60 

57 

66 

56 

50 

59 

57 

58 

57 

61 

64 

49 

55 

48 

48 

64 

.5.5 

47 

4! 

39 

41 

45 

52 

52 

62 

51 

58 

54 

SS. 

Newport 

j  Maximum... 

74 
57 

81 
57 

81 

84 

72 
55 

71 
51 

71 
61 

70 
57 

64 

,■^,6 

75 

79 

66 

47 

76 

67 
50 

78 

82 

72 
56 

57 

58 

62 

39 

66 

70 

57 

61 

66 

70 

72 

58 

67 

70 

(  Minimum.,.. 

5".l 

59 

62 

61 

52 

52 

46 

63 

45 

42 

40 

49 

5! 

5:< 

53 

53 

53 

53 

North  field. 

(  Maxinunii  ... 

77 

75 

S3 

84 

85 

76 

76 

71 

61 

60 

62 

75 

80 

72 

80 

69 

79 

80 

78 

60 

58 

64 

69 

68 

55 

59 

63 

71 

71 

69 

54 

52 

49 

61 

58 

54 

45 

56 

59 

55 

53 

69 

55 

42 

60 

46 

42 

62 

51 

45 

37 

32 

34 

39 

48 

51 

45 

45 

57 

52 

49! 

Rutland  .  . 

Maxinuun.!; 

77 

75 

83 

85 

88 

81 

79 

82 

75 

62 

66 

79 

81 

73 

81 

78 

SO 

79 

80 

75 

58 

66 

72 

71 

64 

58 

65 

77 

72 

70 

74 

(  Minimum.... 

55 

52 

51 

63 

60 

58 

48 

57 

61 

56 

56 

60 

46 

63 

4S 

45 

58 

64 

46 

44 

35 

38 

42 

50 

61 

49 

46 

58 

55 

!>2 

St.  Albans.  . 

iMrnhnnmV.:: 

76 
55 

77 

85 

85 

86 

54 

72 

77 
60 

70 
57 

69 

67 

58 

77 
62 

80 

69 
43 

79 
64 

76 

45 

80 

79 
65 

75 
61 

59 

65 
43 

70 

72 

65 

60 

6:i 

64 

54 

68 

73 
57 

70 

72 

61 

56 

67 

50 

59 

64 

50 

48 

41 

43 

60 

.52 

52 

55 

54 

St.Johnsbur 

i  Maximum'.".' 

78 

7S 

85 

88 

86 

80 

77 

73 

69 

67 

82 

80 

78 

79 

79 

S3 

84 

79 

75 

61 

65 

70 

74 

66 

58 

67 

73 

74 

70 

75 

^  (  Minimum..., 

55 

57 

54 

61 

59 

57 

48 

59 

,59 

58 

63 

60 

06 

43 

45 

45 

43 

60 

63 

45 

39 

34 

34 

44 

50 

51 

51 

45 

58 

56 

5 

Woodstock  . 

j  Maxinnnn... 

83 
53 

76 
52 

86 
51 

86 
60 

89 
57 

84 
58 

81 
52 

83 
46 

74 
57 

75 
50 

68 
53 

79 
55 

85 
59 

86 
43 

83 

50 

82 
47 

85 
41 

85 
54 

84 
64 

86 

71 

68 
32 

76 

79 

64 

62 
51 

48 

75 

76 
54 

73 

49 

(  Mininuun 

f-0 

39 

34 

39 

48 

41 

56 

lilas:mdi  II  fella 

SMaxinumi... 

79 

79 

85 

89 

89 

82 

86 

75 

80 

59 

63 

77 

8F. 

79 

83 

75 

77 

73 

83 

65 

64 

70 

74 

62 

59 
50 

62 

73 

76 

79 

74 

76 

Amherst 

)  Minimum.... 

56 

59 

53 

61 

.59 

49 

56 

59 

54 

52 

61 

66 

53 

58 

57 

50 

54 

60 

48 

43 

39 

42 

50 

52 

4S 

48 

58 

55 

88 

S  Maximum... 

73 

83 

88 

74 

85 

82 

68 

68 

69 

54 

64 

70 

90 

79 

81 

69 

75 

77 

83 

69 

64 

68 

76 

64 

55 

69 

7li 

77 

79 

76 

73 

Boston 

(Minimum,... 

56 

57 

62 

58 

66 

58 

57 

64 

50 

53 

60 

66 

69 

59 

60 

57 

56 

60 

.52 

48 

46 

54 

52 

52 

5-' 

54 

57 

62 

60 

56 

Brockton  . . . 

j  Maximum  . . . 

80 
58 

82 
54 

58 

88 
62 

91 

58 

89 
62 

82 
55 

79 
53 

76 
55 

48 

72 
50 

75 
57 

63 

81 
69 

79 
64 

78 
60 

76 
50 

76 
50 

78 
58 

77 
56 

44 

09 
44 

75 
49 

76 
52 

55 
48 

67 

48 

75 
48 

76 
51 

76 
61 

76 

1 

hi 

Concord.  ... 

)  Maxinuun,  .. 

80 

80 

86 

72 

90 

81 

78 

71 

74 

56 

65 

75 

79 

81 

76 

77 

79 

82 

67 

61 

67 

76 

56 

68 

75 

78 

80 

77 

7' 

(Minimum.... 

56 

5fi 

55 

61 

63 

62 

55 

55 

56 

50 

52 

69 

6.5 

55 

56 

56 

51 

51 

67 

45 

40 

34 

42 

45 

50 

49 

48 

50 

59 

55 

52 

East  Waieha 

i,      S  Maximum... 

75 

69 

84 

75 

80 

83 

70 

75 

70 

60 

73 

71 

66 

72 

74 

70 

73 

72 

70 

72 

67 

66 

76 

66 

60 

68 

71 

76 

72 

76 

'"''  • (Minimum.... 

54 

56 

54 

58 

56 

60 

51 

48 

57 

53 

52 

58 

59 

56 

57 

58 

48 

51 

60 

50 

48 

41 

45 

46 

,50 

51 

51 

49 

52 

58 

61 

\  Maxinnnn  , .. 

79 

85 

81 

87 

81 

77 

76 

76 

57 

71 

74 

86 

77 

75 

75 

75 

74 

77 

66 

65 

69 

75 

68 

57 

68 

73 

74 

76 

77 

: 

7. 

Fall  River.  . 

56 

58 

56 

61 

57 

65 

54 

51 

55 

49 

51 

56 

62 

54 

56 

57 

51 

63 

59 

45 

44 

49 

6^1 

48 

49 

53 

52 

58 

55 

5 

Fitclibiirgr 

1  Maximum',",! 

85 
54 

83 
56 

57 

80 
65 

92 
61 

81 

82 
56 

52 

82 
57 

.58 
50 

50 

81 
60 

90 

82 
50 

83 
58 

81 
55 

81 
52 

84 
50 

80 
50 

45 

67 
42 

72 
39 

75 
45 

56 
49 

71 
49 

76 
51 

77 

82 
59 

55 

(  Minimum 

48 

j  Maximum... 

79 

87 

77 

89 

79 

77 

65 

69 

56 

71 

73 

88 

8! 

76 

78 

84 

65 

69 

75 

67 

55 

67 

72 

76 

79 

75 

Lawrence... 

(  Minimum. -.- 

55 

55 

55 

61 

.57 

67 

57 

54 

55 

50 

61 

60 

66 

65 

53 

69 

50 

51 

.59 

53 

43 

42 

47 

50 

50 

50 

50 

50 

59 

65 

\  Maxinuim  .  . . 

72 

63 

73 

71 

77 

81 

64 

68 

56 

67 

71 

70 

68 

68 

69 

71 

67 

68 

64 

65 

69 

64 

62 

66 

73 

67 

68 

Nantncliet.  . 

(  Mininnim.... 

55 

54 

53 

54 

55 

57 

54 

53 

53 

51 

61 

53 

59 

55 

66 

53 

53 

52 

60 

56 

52 

52 

55 

51 

60 

52 

55 

56 

60 

58 

1 

)  Maxinnnn  .. 

76 

74 

79 

84 

84 

76 

77 

75 

77 

72 

67 

77 

82 

76 

79 

69 

75 

70 

81 

63 

60 

65 

70 

62 

59 

62 

69 

72 

73 

70 

etockbridge 

(  Mininnnn.... 

55 

51 

49 

57 

59 

62 

47 

52 

60 

52 

53 

61 

68 

60 

57 

55 

46 

51 

02 

47 

45 

35 

49 

49 

50 

42 

45 

58 

51 

5 

-Maxinnnn.  .. 

78 

74 

81 

84 

87 

77 

79 

79 

79 

71 

70 

79 

81 

73 

83 

72 

79 

75 

77 

71 

61 

6-^ 

70 

68 

62 

64 

69 

73 

74 

72 

7. 

Willianistow 

58 

55 

52 

63 

63 

64 

.50 

69 

63 

66 

56 

64 

70 

50 

56 

57 

49 

58 

65 

53 

48 

37 

41 

61 

50 

53 

47 

49 

60 

55 

S 

(  Maximiun  . . 

80 

79 

84 

78 

79 

78 

76 

80 

68 

68 

76 

87 

77 

81 

75 

77 

78 

84 

70 

62 

68 

72 

58 

68 

73 

75 

79 

74 

Worce.ster  .  . 

i  Minimum.'.., 

Rlioih  hlaii.l 

55 

55 

55 

60 

65 

67 

57 

51 

56 

60 

50 

65 

61 

54 

55 

50 

53 

59 

46 

42 

43 

43 

44 

49 

49 

46 

50 

60 

51 

s 

Block  Jsland 

i  Maxinnnn... 

67 

65 

73 

77 

74 

73 

64 

68 

68 

55 

59 

73 

67 

69 

70 

67 

69 

69 

65 

62 

66 

68 

60 

59 

62 

66 

72 

67 

71 

6 

(Minimum.... 

52 

53 

56 

55 

57 

58 

53 

52 

54 

52 

62 

54 

59 

67 

57 

54 

52 

54 

59 

54 

51 

61 

53 

54 

53 

51 

56 

55 

60 

68 

5 

Kingston  . . . 

j  Maximum... 

74 

75 

83 

82 

85 

82 

80 

73 

76 

62 

67 

73 

85 

84 

73 

75 

71 

71 

75 

66 

67 

74 

61 

59 

65 

70 

73 

71 

74 

(  Minimum.... 

52 

54 

52 

57 

56 

58 

50 

48 

58 

51 

53 

56 

60 

61 

53 

55 

45 

47 

CO 

52 

42 

37 

46 

50 

62 

51 

44 

44 

63 

52 

Providence 

J  Maximum... 

73 

81 

87 

82 

88 

81 

77 

75 

78 

57 

71 

72 

92 

78 

80 

79 

75 

79 

83 

70 

66 

69 

76 

63 

59 

69 

78 

80 

81 

78 

(  Minimum.... 

58 

57 

61 

62 

64 

65 

61 

57 

54 

52 

53 

57 

63 

59 

57 

56 

55 

54 

63 

51 

47 

49 

52 

52 

52 

51 

51 

54 

62 

57 

Comiediciil 

Cream  Hill 

j  Maximum... 

76 

73 

81 

84 

84 

76 

81 

77 

79 

68 

66 

79 

83 

75 

80 

73 

74 

67 

82 

68 

63 

68 

70 

68 

60 

63 

71 

71 

70 

70 

(Minimum.-.. 

57 

55 

55 

60 

53 

62 

52 

52 

57 

51 

51 

59 

67 

63 

56 

53 

52 

52 

57 

44 

39 

44 

52 

48 

50 

45 

48 

68 

48 

Hartford.,  . 

j  Maximum... 

78 

80 

86 

87 

80 

82 

74 

82 

58 

65 

78 

89 

80 

81 

79 

76 

78 

84 

66 

65 

75 

59 

62 

64 

76 

76 

80 

76 

(Minimum.... 

58 

58 

57 

61 

65 

61 

51 

54 

58 

54 

54 

60 

66 

59 

59 

57 

65 

64 

62 

49 

46 

41 

45 

54 

52 

53 

49 

49 

60 

53 

New  Haven. 

(Maximum... 

71 

80 

87 

85 

86 

79 

81 

71 

75 

63 

72 

91 

75 

81 

76 

72 

73 

82 

66 

70 

75 

62 

63 

63 

76 

73 

82 

77 

'  Minimum-... 

57 

58 

61 

65 

62 

65 

59 

57 

60 

56 

55 

58 

62 

61 

61 

60 

59 

60 

63 

52 

48 

47 

52 

55 

53 

55 

54 

64 

62 

56 

New  Londoi 

(Maximum... 

■■ 

(  Minimum.... 

Norwalk.... 

(  Maximum  ... 

74 

82 

87 

89 

89 

82 

84 

75 

84 

72 

63 

77 

9i 

8.5 

80 

82 

75 

76 

87 

79 

69 

72 

76 

68 

63 

67 

76 

76 

81 

75 

(  Minimum.... 

57 

58 

53 

58 

59 

62 

51 

49 

55 

55 

55 

59 

65 

54 

64 

55 

52 

50 

62 

49 

41 

38 

43 

52 

53 

56 

46 

43 

63 

49 

Putnam  — 

(  Maximum  . . . 

77 

78 

84 

84 

86 

80 

77 

74 

68 

77 

87 

82 

80 

77 

74 

75 

86 

70 

64 

68 

73 

60 

59 

66 

72 

73 

78 

74 

(  Minimum.... 

57 

54 

51 

59 

58 

61 

50 

46 

52 

49 

60 

57 

62 

55 

50 

55 

46 

46 

56 

49 

41 

a, 

41 

46 

48 

49 

50 

46 

61 

49 

' 

See  page 34  for  explanation  of  reference  marks 
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W     ENOLAND    SECTIO] 


G.  H.  NOYES 


fOL.    LII. 


Boston,  Mass.,  .lULY.   1940. 


No.  7. 


GENERAL  SUMMARY 

Despite  the  ratlier  cool  wcathrr  which  prevailed  in  the  New 
England  Section  until  the  early  part  of  tiie  third  decade  of  July, 
19-10,  all  crops  and  vegetation  made  a  fairly  good  recovery  from 
the  hackward  condition  prevalent  at  the  close  of  the  previous 
month.  The  closing  week  of  this  month  brought  the  first 
return  of  sustained  mid-sunniier  warmth,  and  agriculture  re- 
aponded  to  the  extent  that  a  near  normal  advance  was  obtained 
at  the  close  of  the  month.  There  were  several  instances  of  dam- 
aging hail  storms,  the  most  severe  being  the  one  at  Cornwall, 
Vermont  and  vicinity  on  the  afternoon  of  the  lOth,  which  caused 
heavy  losses  in  corn  and  potato  crops.  Otlier  less  destructive  hail 
storms  occurred  at  Stratford  and  New  Milford,  Connecticut  on 
the  lOth,  and  in  the  northern  part  of  Essex  County,  Massachu- 
setts on  the  5th.  In  Aroostook  County,  Maine,  on  the  evening  of 
the  20th,  a  heavy  downpour  of  rain  produced  large  washes  on 
slopes,  which  carried  away  considerable  areas  of  potato  plants 
and  fertilizer,  and  destroyed  a  number  of  young  livestock.  The 
average  monthly  temperature  for  the  Section  was  slightly  below 
normal,  while  other  elements  of  weather  including  precipitation, 

[Continued  on  page  40] 


TEMPER  ATXTRE 

The  average  monthly  temperature  for  the  Section,  based  on 
iE)5  records,  was  68.9°,  wliich  is  0.2°  below  tiie  mean  for  the 
past  53  years.  The  average  temperature  for  the  northern  division 
was  67.5°;  for  the  southern  division,  70.4°.  The  highest  month- 
ly mean  was  73.6°  at  Chestnut  Hill,  Mass. ;  the  lowest  was  60.7° 
at  Eastport,  Me.  The  highest  recorded  was  98°  at  Brockton, 
Mass.  on  the  27th;  the  lowest  was  34°  at  Somerset,  Vt.  on  the 
3d.  The  greatest  monthly  range  was  57°  at  Plymouth,  N.  H.; 
the  least  was  31°at  Block  Island,  R.  I.  The  greatest  daily  range 
was  52°  at  Plymouth,  N.  PI.  on  the  7th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
187  records,  was  3.64  inches,  which  is  0.08  incli  below  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  3.54  inches;  for  the  southern  division, 
3.74  inches.    The  greatest  monthly  amount  reported  was  7.39 

'"'^;^-' at  Lake  Konomoc,   Conn.;    the  least  was  1.30  inches  at 

Me.     The  greatest  amount  in  24  hours  was  3.25  inches  at 

uais,  Mass.  on  the  4th.     The  average  number  of  days  with 

!  inch  or  more  of  precipitation  was  11,   wliich  is  1  above  the 

■an  for  the  past  53  years. 


I  WIND,  SUNSHINE,  CLOTTDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
Iwas  southwest.  The  average  velocity,  based  on  the  records  at 
!  15  stations,  was  7.1  miles  per  hour,  which  is  1.2  mile  per  hour 
I  below  the  mean. 


The  sunshine,  based  on  the  records  at  14  stations,  averaged  61 
percent  of  the  possible  amount,  which  is  the  mean. 

The  cloudiness  was  near  the  mean.  The  average  for  the  Sec- 
tion, based  on  131  records,  was  12  clear,  11  partly  cloudy, 
and  8  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  79  percent,  which  is 
1  percent  above  the  mean. 

DATES  OF  MISCELLANEOUS  PHKNOMENA 

Auroras.—  5-6th,  8th,  11th,  30-3 1st. 

Halos,  lunar. —  11th. 

Halos,  solar.— 1st,  3d,  9th,  12-1 3th,  17th,  23d. 

Hail.  —  (dates  and  general  location) —  2d,  Plymouth,  Mass., 
West  Otis,  Mass.;  5th,  Middleboro,  Mass.,  Putnam,  Conn., 
Providence,  R.  1.;  10th,  Cornwall,  Vt. ;  22d,  Hartford,  Conn.; 
26th,  Blue  Hill,  Mass. 

TJmnderstorms.—  l-2d,  4-6th,  8-12th,  16-1711!,  19-27th, 
29-31st. 

Fog,  dense.— 2-lOih,  12th,  15-19th,  21-26th,  30-3.1st. 

Frosts. — (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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920 

921.... 
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New  England) 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,  1940 


Climatolog-ical  Data  for  July,   1940 
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Portland 
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Mt.  Washington  t 
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Bennington 
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Cavendish 
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Cornwalitt 
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Somersettt 
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Aroostook  . . . 
Washington 
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ock  . 


Kno.x 

Oxh)rd 

.Somerset 

O.xfurd 

WasliiuBton 
Kennebec. 
Washington 


Kockingham .. 

GriU'lon   

Hillsborough 

Cheshire 

Helknap...... 


Hillsli 


WasiiiuKton. 
Bennington. 
Windsor  ... 

Rutland 

Franklin.... 
(lalodonia... 
Heniiingtnu 
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514 


711 
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2,080 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


0.6 


0.0 

+  o.'-i 
+  'o.'c 


+  2.4 
+  0.3 
-  0.1 


+  2.3 
+  '6.'2 


+  2.4 


-0.37 
+0.  93 
-0  51 
-2.17 
+  1.47 
— 1.  53 
-2.  02 


+0.24 
-1.74 
-  2.  22 


-2.  35 

+0.  RO 
+0.02 


-0.82 
+2. 77 
-0.97 


—0.40 
+0'47' 


+0.26 
-0.58 
+2. 61 
-0.03 
-0.77 
+1.96 


-1.20 

+i.'i9' 
-1.06 
-0.77 
-0.28 
-0.35 


Civil  Aeronautics  Auth. 

B.  L.  Had  ley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
August.'.  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-  Soule 
U  .  S.  Weather  Bureau 

C.  (:.  P.  &  L.  Co. 
William  H.  Camming 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Klectric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
June  Bowler 
N.  W.  Koberts 
C.  L. Chadbourne 
Thomas  W-  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  K,\periment  Station 
Great  Northern  Paper  Co. 
George  J.  Gumming 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  A  Whitney 
St-  Croix  Paper  Co. 


Edward  Fenn 

George  K-  Tucker 

Kenneth  Boothroyd 

U.S.  Weather  Bureau 

Sarah  H.  Gleasou 

N.H.Agr.  College 

Union  Water  Power  (;o. 

Conn   Valley  Lumber  Co.. 

Mass.  Dept.  Public  Healtli 

F.  J.Southmayd 

State  Sanatorium 

Frank  K.  Leavitt 

Dartmouth  College 

N.  H.  Research  Forest. 

Robert  P.  Hay  ward 

Fred  Wiggin 

Edward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res.  Co. 

Pennichnck  Water  W'orki 

E.E.Tobey 

H.P.Sliepard 

F.  A.  Smith 

J.  B.  Dodge 

Mrs.  Hatlie  G.  Trow 

Claude  Baker 

Konueth  Berry 

U-  S.  Bureau  of  Fisheries 


Weather  Burean 


B.F.  Hydro-Electric  Co. 
State  l''ish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  i1t 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  .lohn  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  BriggsHt 
N.  E.  Power  Co. 
L.  L.  Lennjird 
Conn.,  River  Power  Co. 


See  page  40  for  explanation  of  reference  marks 


'si|JBca  sonajajaj  jo  ao|)BaB|dxe  joj  o^  aHvd  eeg 


pjojMBH  'HBaana  JSjBAi 

pioj44BH  'ncaanH  mVM. 
■oosiMK  3HI«a  9UJ. 


nB3Jua  a9qjB9M  S  n 
nBaana-i8m«9A\sn 


qiisan  3!l(l"cl  Jil^a  aiu^S 
9S3HOO  siuiJ!li!Ai 

eri911oj  uojsaAV 

mi«9n  oiiqiia  "Idaa  ajsis 

mi»9Il  oimnj  •1<laU9lB}S 

miBJii  oiiqnj  jiau  ajBlS 

o.)  a  y  d  siica  sjaiuiix 

SH-i^Ai  JajBAV 
M  g]t^9'l   M  iioisa^ 

^Kr      sauna  -11  -)uis.<N 

^K      sn.io.\\  JajB-U  lOK 
^^  ijoraay    s  11 

^        s^jOAiaaJH.W    JSK 

mr»9H  onqnj  ■j<i9a  sjeas 

qjisail  aiiqii,!    l^lad  91K)S 

•ooWAioaaN 

uoHBjs   oo    S  "11 

J -""NOW    hShia-II 

8M.ioA\  J9jEA\  lare 

•oo  aaepjoo  iiiiioiuiij 

qiI»9H  oiiqna  -adaa  aiEiS 

•smo.vv  <)!iqna  J"  -ih'od 

sij40A\.iaiWA\   5915 

qiiuan  ofiqna  ■Jdaa  91B5S 

qJI«3H  3!iqn<r   aclan  aj«JS 

qjl«ail  oiiqnj   jdaa  aj'nS 

jaauiaiig  X)!0 

iiTtajiia  .la'lisa.tt  'S  'fl 

atiBJa   V  9MOiJ«no 

•o;)4aA\<)a3N 

qjlTtaH  onqii.l  -adaaajBlS 

187.13011    51  luniillM 

qii«an  onqna  Jdaa  9i«is 

qiieaH  aiiqnj   jdaa  ajtris 

S|WiiB,^  ^■'  sjiooi  sdojj 

inmlniOD  xassg 

KTi-IOAV  J91BA\  -1914 

IiaiPHK   d    a 

qj|B9ii  niiqnj  -jdaa  *)kiS 

eaaiioo  s^jaipuax  9)«is 

qil^an  oiiqnj  -^daa  93EaS 

•oo-WMoa  a  -N 

PI'B'I  -.U  -V 

qai«9II  oiiqnj    idaa  aa^lS 

jaaiiiSiia  iliO 

qjiean  oiiqiij  -iA^a  OIWS 

qi|B9H  Ojiqnj  -adan  ajEjs 

qjiraii  ojiqna   jdan  aa^lS 

iao|Ocuo3ua  JO  wjajng 

iomv.a  iv-iidinjT 

qiI«aH  ajiqiM   Jdaa  ounS 

qilWH  oiiqnj    jdaa  ajElS 

RfioAV  lajUAV  -law 

"9|IV   a  uaqjan 

lUBqgua  o  P-inqoja 

•Saiiaji  •']  qdasof 

jaMoj,  -y  pa.i^ 

B!IJOA\  i9)n\\  lait 

si)joA\  tajTiAV  -jare 

qil«3H  oiiqtia   idaa  ai^js 

qiIB»H  ojiqnj    jdaa  aqBlS 

jaatnSria  jfliO 

paajl  -fi  STnuo'^I  gj]? 

neejiia  jaqqWaAV  'S  Tl 

^jo^BAjas-qo  n!n  ania 

mrtau  onqiij   adaa  a?BjS 

S5(.roA\  .iaiT!A\  -law 

•B)g   dxa  -lav  hsuH 

■o;)  .i3Moa  -a  -N 


iauiiij  s  noiuaa 

lit  sniBpv  J91!»?AV 

■00  KiiBj  nooio 

Hi  nonnfi  \r,  a 

•00  jaMoj    a  'N 

inpaiqnofT   yf  •jAa 

UPJO,^    AVnBraiif) 


«  0+ 

(.5  0+ 

w;  0+ 


I6l- 
9J-  0- 

ei  1+ 

IS-0+ 


8g-0+ 
il-0  + 
85 '0- 
58-I- 
06-0  + 
ii-0+ 


is-o+ 

7?.  0- 

5?0  + 


S0  0+ 

15-0+ 
5!)  -0  + 

6f:l  + 


096 
Hi 
006 

oori 

Oil 

OSf 

o?.g 


099 '1 
U:o'l 
or-e 


P.10J1.IBU 

ViayJiw.d 

•••  P19HI101!'] 
iiopiio'i  A\aM 


aaiiepiAoj,! 

••■J.K)dA\01,J 

iioiauu|sii,\\ 
—  jjodA\.i!v; 


•  •  jaisaajuA^ 

•  •  J9'}S8aJOA\ 
■  o.uqs3[jOH 

•  ■  aa)iiea.ioA\ 

•  9J!iis5i.iaa 
••xasaippiM 

•  •  iiapauit'H 
••a.ilb'Ojo.w 

•BJMlSdUMIH 

••    ui(5iini.i,ii 

'loQsuH 

xaRS5[ 

••■oJ!iis;i.iovi 
••  jri)f^).)a()A\ 

•  iiapdmnii 
■•  xas,)ipp!i\[ 

•  ••9.i!iis>i.uia 

•  •  js}sa.).iOA\ 
•■■   iiipiin3.ij{ 

•   xasKji 

•■oiqtiisii.n!a 

■  ■  j,i)s,i.)JOA\ 

•  inti.)UiA-i,| 
■(un|sauii!ll 
■•  eJU|S!iJeiu 

■  IS)S3.)J0,V\ 

•■  aaiui-HJiui 
■•  iilMOm.ti,! 

■  ■  jaisa.jjOAS 
loisua 

•  -qaJioniiiHN 
•■•  miJiiiB.iji 
■•  jais.iajOA\ 

•  •  j9?saa.io,v\ 

xassa 

■•  tniiouiiia 

lOisuH 

••  xesaippiK 

••  x.isaippiKi 
•■  Jdisaj.iOA\ 

xnssji 

••oiqi!)SiiJVH 
•■  jaiso;).iOA\ 


o.ir 


iiopdi 


■(l(imKU.ina 


JrfJS 


••xesaippiiV 
••■  utpimud 
XBSS51 

■  •  jaisa3.iOA\ 

••••  5|10JJ(.K1 
••X9Si<|pp]I\! 

■•  iais.)a.U)A\ 

[o^sLin 

■•  qinouiXia 
••xasaippnv 

■  •  jajsaojOAv 

:||o.lliie 

•ejiqsdmBH 
■•  liapdUfBH 
••  qiiioiuiij 
••  .loqsoajOAA 
5iio.;nis 


op 


51IOJ.ION: 

xnsaiPPUM 

3.IH|S(lDIBI[ 

a.iine^jaa 


•JOspuiM 
UInqpiMM 
•■jospil!A\ 
ticaqpiiiM 
••  jospiliA\ 
■•  Jospiii  v\ 
•tJliiopaCBf) 


iioianiiJiia 

•••■§iaod»;ip!.ia 

pB.ilSlll«l(3l.ll;a 

"IJl'-H 


pijjpimiiij 


aauai'i.uMa 

qqiioiuyj.i.ij 

lunsjiuivi 

pimisi  ^;>o\» 


■  ■  ■  0)V%S  -'Oii 
•••■§(«)j9iK.ia.i(>.u 
••  •  ,iiopiioi|.)iiiA\ 
■•HiA\oisiuB!uiAV 
•    ■   pn«ilii>ns,iA\ 

«*-n()  IPOAV 

Siii.js.;i,v\ 

.SPi'nj)''»»A\ 

*.i..5sqaM 

«•"%« 

••••siiii,4  6.i;.ii.iiix 
giioiiitnii 

11(''>SdUI'»!AV6 

■••    ■  eapUMJiooiB 

a"!l-'"ifi 

PW!l-ii!-'dg 

pi'0,1  ?0(ls 

.{{Itiomejaa  qitios 
••»»ap!J(|Mliio8 
HUjj  aiiJiKiioiifj 

^.lOdipo}] 

•  ii.uoiai)iiiiOj,i 

iioi.Miiija 

qi"""l^ia 

,PlH!li"!«'UI 

'PIOUSW.! 

—  luwil'ioie,! 


»a!liu(|Uia,l 

••»oS»pU(nn.u>M 
■•  p.iojp8a.«9N 

595|niiinnN 

ifi.)  8n«i!5iioK 
■   ;---Ainqiuw 

tPiojUK 

"oi'MIMMK 

••■,ojo<|oipp!iv 
•••■■.piaijsmijM 

§11"**<>'I 

ga,)n-o.i.ttii'l 

gtJaTBinpiOO;)  95i«'| 

IIOS.IHJISf 

•■ ,q;)i.«t-dl 

Kiiiiifl.?!! 

,iioisp.n!i|<in|i 


iainni,i,awfiO<MI 

»!IO'«l<'n 

»M1«"1I 

•■■■   511!l|..i.A«II 

••••  9ll!Aqo)EH 
■■■■,51.)!A>p.niH 
,<io?0Jf) 

•■•■  pia!i"'io-'R 
••  §.i9isw,)noif) 
j.iaiipjuf) 

♦"!11"'''>>l 

§inBqaH!inT!.i.^ 

53Jn()qai!.ij 

J9AIH  \lVj{ 

iiinqajBAA  QSTia 

§pjo,)noo 

§liovil|r) 

•§inHt""1SHM0 
•••♦PiaHJBlsaqo 
,jniS9t|;) 

5lTOl)l.)0.Ifl 

iiois[jS()h 

iiois(iH 

'■•■5ttinTi  anifi 
•  „,  pooMiiaaofl 
•■••  ttp"«l'isv 
«1Bj9qiiiV 

' Frnvp  V 


>iaoi«pooA\ 

iioi}limii|!A\ 

japiiW 

ni«qXrini'I.\\ 

••ar  J9AIH  ''IMIM 
••  •pioilJ«l(  1S«M 
B5|.infHFBM 


V,)ui>0   ivKVUiA 


saqaui  ui  •noiaEiidioaJcT 


jieqnajqB^i  S9aj89p  ni  'ajnaBiadniax 


0^6  T  '^IT^P  JOJ  Bi^a  l-BotSotoaBmno 


MOLLOa?!  aNV70M?T  .W^N  :VvLVa  1VOT0010XVKI70 


0^61  ^inf 


•s'a  -q^iuoui  oq;  jo  asop  3i{'\  ]v  poAO.id 

-UIl    jf[(lB.I8pTSUO0    S13A\    >{OOlinO    [BJll'jpiOT.lSB  dl[]    piiij  'goqiAqoB 

[■BuosTjes  \\M  0}  0[(jt3.iOAi!j   suAv  A\n£  Sui.inp  .leq^-eaM  di{]  'a^oqAV 
aq:)  uq     quiuaou  iCpsau  A'.iaA  pogTjjaAT?  'auiqsuus  puB  ssauipnop 

[is  aSBil  tno.ij  panuijuoo] 


Is 


ei'6z 
69  6?; 

I'i'BZ 
Oi  -li? 
LL  -6?. 
«9  -6?, 


69  -6?. 
8i65 
Si -62 


►  8  Og 
re -08 
f8  08 
^S  08 

9?. -08 
Z8-08 
98-08 
IS  08 
ZS'OS 
88-08 
{■8-08 


I-0-08 
00-08 
W08 

fo-os 

to  '08 

fO  08 

-6?. 


(19Aa[  was  O)  paDnpoj) 
9.uiB69.i,i  Ojjeqcisomjv 


•  •  eanepuojj 
yunn  JOd 

•••-  IIIBIJIH-ION 
■■■uaAiiji  AvaN 
••■■qe3|;)inm!N 
pjojiJiiH 

J9AOUt!II 

—  eii'Auoaaf) 

i.iDciietia 

pjootioo 

■  •  •  uojjjiiii.ma 

• uoiisnf) 

lUHfiMJI 

■  pii«i6i  jpoig 
isaaiitnv 


JINIIiSNllS  aNV  'AXKlIKilH  '(INIAV  ■5l>in8S5IJI. 


■sjiiooo  SiCuMj'B  asoniir  1!  iir)u|A\  no  'Av.\t  Jiit!p909.ifl  ain  f>a  paS-ii'ip  si  p'eaa  iietil  muniixTini  ein  ' 


joni  ei|3  HI  ua5)i;'4  e.ii!  i 


•Mous  pajiam  .lo  uiej  qoni  lO'O  tiiiin  ssai  s; 
lunowB  iSuiu.iora  &m  u;  pa.iiisuaui  uo'nBqicIiroj.i  »* 
JO  aiup  aio  jv.  Suipiia  sa'noq  re  aill  -"'J  «!  pspinoai  iioii 


•qq[i!,>]j  oiiqi'd  JO  ?nounj«aea  s';5asin[0i3ss'BK  ^(i  paqsiiLinj  pjooay  § 
iion«5!(i!;>a.M  ',1,         •iuauio.uisBani  jxau  jo  i^qq  ill  pspiiioiii  udii'vajilioa-'d  »       -sanoii  Yz  Suipaoa.id  am  .loj  si  pap.iooaj 
■ail^nipiiu  oi  ^ii^Suipini  'poiiad  .uioi]  fz  aiil  JOj  si  uoi^Kiidioaid  !  uoijE^s  iiBO.uitr  .laqi EaiU  .iBi'iiSaa  ».»        •suoii'EAjasqo 
bjhI  10.1.1(1  \niv.  'jasmis  jBaii   imouiaajB  aqi  ui  ajui  api!ui  XnB.iauaS  a.iB  suoi^UA.iasqo  paiBOipui  asiM.iaqio  S'B^daaxa 

1^  ai^-B^  no  pasxi  Siiinji^  souajeje'a  jo  aoi^i?xn3^cIxa: 


•Kauuraiuns  m  papnioni  ion  ; 


•iniBOH  anqn,!  .40  jiianijJEdaa  sjnasiiiionssuM  iq  paqsui.inj  paooey  « 
■uopuoTAvafi  'ooniouoH  aiiUT  !  hbami.ioo  isa^i  't[lH  ""Ja.iD-jnoiioaunoo—  tm-Bq^uuii'B.iji  'aiBirjiqiw;)  si{v.'i  :  iio5(iM 'lUII  aiqsi  ini'BqJStinuu.ij 'piaqqsy  -snesnqOBSS'BH— 
isxBW  '>sni'A  aii.inqisqs  'iiou.iaA  !  aojSumiii^vi  'jas.iamosj  i  iio-4SumiiiA\   -BIS  ii.inqs'.fBas  !  ssiiK  -uuuid;)  •suiK  sXV;i\:  t  A'.iiKiaippilM  'uiiAMMOO  i-ji    K ';>-'".J5^i3S  qj.ioN  'PlOfl 
-ino(>ii{     :iuonMaA"!u!i.iaa  'pi'<M  ^I'OA  !  mnq.ioj)  •qnioK  nn;q>nn,i  !iio4lv  -nimi.nid  mbk  :iS-inqsi3irT  'a^iB'i  uuoa  is.iij  -a.iiqsdni^H  A\9M-tail!A.ia4T!Ai  'a\oisii!A1  '.^eiioounilK 
'mB(i  snuaSodiH  iui.wpii^H  a«OAV  'niiMin  ;  pooA\!i;)o;(  'niiid   missKiji  IsipK  'ios|ia^  'iuv.(i  soqcmsizv-aiHBM  :«A\oiioj  su  9.1V  siiot'4K3S  asain  Jo  soBse.ippn  eaujo-^soj  tt 


•Avous  pajiam  .10  aiB.1  qon 

ion  ni!q4  «s.-.i 

1  lU 

14B41 

l.aaM 

.1, 

GO  .iaM< 

,1  l'"i 

13.151 

A\aM  .101  jaAiasqO  Ui 

uBaj 

1151 .13114153 A\  -f'l  pailddns  4011  sjajaniomjaqj 

§    -sai^p  aaiHO  uo 

osiv  i        -aja  's-ivp  oa\'4  sjiusAida 

I  q     c 

|d.U 

Bxa 

JO.; : 

Suissi 

n  s.Sup  40  .13(111111 11  0- 

i!oipin  aiqra  ain  iii  Siiuradd b  '^'r| 

»  -sjaajai  aoiia.iB,4a>4               -pasn  om  pjoaaa  40  poi.iaa  am  joj    | 

siiBauiaqi  sjiWiS  t-i  03  01  jo 

suoijiJiS  .10,4  tpoi.ia 

I  .it!ai-5=£  uijojiiiu  u  04  pojsiifpi!  ,,nBaui 

lOU  V. 

U0.14  paqndiuo 

0  a.iB  p.iooaj  JO  ejoui  ao  sjtoA  ii  q^jM  notai!4!dI!) 

-ajd  }o  sa.m4aB<laQ    -piooa. 

JO  s.iuai  9 

jora 

aoo 

1  SuiAuq  SUOI5B4S  joj  poi.iail  's.u 

4113  3114  4 

)  saSK.iaAB  3114  uiojj  paqi 

duioo  3.re  a.xii4i!.iartui3'4  I'BUiJOU  aq^  mojj  Bejm.i'Bdap  9qx              1 

0 

^pu 

^•68 

•88  s 

^S^^  n 

opes 

a  SI 

iiv 

RtaOD 

3.tajs 

a  JO 

noi%-8 

u^lflx 

a 



■MS 

TI 

ST 

9 

0 

0 

68-1 

H-0- 

690- 

ii-8 

iiT 

91 

68 

6S 

4i,K 

i6 

o-i  + 

iOi. 

0 

94«4g  JOJ 

puBIIJiiin  JS9ii 

PJoijiEH  'iinajiia  je3«M 

ino4uia  sauiBf 

« 

11 

6 

0 

Wl 

8i-8 

0 

98 

7. 

r.j' 

i2 

26 

4-  "69 

0 

0^ 

xa^aippiK 

31oojq489M 

adud  ■rtaB!ll!A\ 

11 

61 

01 

0 

Lt'l 

SS'O—  I  61- -8 

89 

68 

8 

14- 

4ir. 

i6 

i'O  -      8  li 

2y 

0t8 

uonB4S    clxa    i^Y 

61 

t' 

9 

0 

68- 1 

66- 0- 

?8-8 

oy 

88 

8 

n 

492 

16 

iO  +    1  2-Oi 

ot 

Pl'lillOX 

geJJOjS' 

uiitUHJiiH  -a 

.wu 

n 

66-0 

96-8 

9 

i8 

8 

68 

492 

ianqsuBS 

mnv  sonuTJuciav  IIaio 

il 

81 

0 

89-4 

{■i  y 

t- 

i8 

8 

5^ 

iZ 

26 

"'I^^P"'^ 

5|0O4tiuio,3ivj 

I 

68-1- 

9y7, 

69 

y8 

r. 

Oi 

02 

■•••iiopuOTAiSN 

iiopuoT  AvaN 

uaf jaij,  -o  iJ'BH 

uuaana  jainuaAV    S  'H 

yi 

0 

98-1 

iS'O- 

ye  8 

r.?.il  e?. 

t-e 

9S 

ye 

op 

puB|.iBiO[M   M   a 

■\KS 

91 

01 

01 

01 

0 
0 

Ql-f. 
60-2 

9?.-f  + 

6S-8 
68 -A 

?■ 
yy 

i8 

z 

n 

i2 

96 

1  rii 

»■ 

0 

00  s 

89 

■•••  iiaAHHM9N 
•-••iiopuoTAvaN 

lamjTjo  -m. 

•■ttoomoiio;>I  3>cB'l 

«>|joA\  J91«M  uopuoq  MaN 

1 

■00  .laAioj  -unoo 

-M 

11 

01 

.... 

01 

s' 

0 
0 

90-1 
88 -I 

6C--1- 
\Z  0- 

i9-?. 
88  8 

68 

y8 

z 

(* 

92 

ro  -    0  -Oi 

fro 
0 

yss 

022-1 
068 

Vnaiji!04n 

PJ0J4JBU 

Piau^iinjl 

§a3wtnAfill«d 

■■••  piiBiiauH  1STI5I I 

RaniKf)    N  -a 

\HOF>  T-Q 

•AVU 
■MS 

{■ 

yi 

8 

n 

u 

9 

0 

9i-0 
OR'l 

f-I'T— 

94-8 
TO -8 

It 

LZ 

I 

y* 

492 

06 

i-O  +  '  9-69 

0 

008 '1 
COS 

PieutP4!T 

PJOJIJ^H 

milH  nii!aJO 

eiliASHuioo: 

JaPIKW  n  UIAAP3 

sjjojs  UBuipeiR 

•« 

y 

0 

yi'i 

ie-o+ 

Sfl' 

Gt' 

88 

iC 

i2 

1 

p,7U00  pidijmmioo  1 

n 

be 
3  2. 

<? 

h-     .^ 

y 

r 

-J 

3.5 

la 

fJ 

SJSAJesqo 

=.3 
§2; 

t! 

1 

3 

2 

1 

li 

1 

li 

d 

g3 

E 

If 

si 

S 

1 

1 

3- 

1 

E.3 

1 

3 

s- 

sennnoo 

«aos4«48           1 

" 

Isr 

3 

■■^ 

f 

s 

ABp 

JOO 

N 

S9. 

out  xi;  'noijujiaiooic 

4iatiu9jq«^  898ja 

9pm' 

ajnavwdraaj. 

of-ei  '^T«r 

JOJ   Bin 

I    IBOiaoiOiBOTI 

to 

„ 

0T-6T  'A^f^f 


^JOTX0^s  qmvion:?  A\aM  :v.xva  ivoiooioxvwno 


0^1 


CLIMATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


41 


Daily   Precipitation  for   July.    1940 

Drainape  basin 

Day  of  mouth 

1 

1  1     .' 

1     ^ 

1  4 

1     5  1     6  1     7  1     8  1     9  1  10 

U  1  12  1  13  j  14  1  15 

16  j  17 

1  ^* 

19 

20 

21 

22  1  23 

24 

25  1  26 

27 

28 

29 

30 

31 

Maine 

Sastpoit"*  

:il.-«&rth 

^."' \     --ton 

.01  T. 
.03    .. 

"S'T 

!ii  .i 

.15;... 

T. 

■.a 

.9 

.a 

.64 

.1. 
.7 

.3£ 
.9, 
.2£ 
.& 

.01 

T.' 

.02 

".'oi 

.09 
.07 

.... 
.02 
.15 

!  .37 

.0 
.9 

".i 

T. 

.... 

.12 

.08 
.21 
.20 
■1-. 
.39 

■."69 

.Of 
.2. 

'.'6; 
'.'4 

■d-- 

1 

".'V2 
.0£ 

T. 
T 

"."52 

".'26 
.09 
.09 
.04 

".'ii 

'."05 
.06 
.02 

■.■64 

T. 

.41 
.01 
T. 
.07 
.46 
.04 

".'ii 

'.'61 
1.94 

■^ 
f 

'.il 
.'08 

.29 
.06 
.01 
.25 
T. 
.01 

".h 

.03 
T. 

1 

.02 
.45 
T. 
.13 

!]8 

■:?. 
T. 

.01 

'.'il 
i.'oo 
"."il 

....   T. 

.03 

.  021  .  01 

.01 

::: 

... 
... 

'.'27 

'.'31 
.02 

'."6.3 

.".^° 
.24 

.84 

i'.ei 

.03 

.6r 

".■18 

■.■02 

.;'' 

.■40 

1.67 
8.78 
2.65 
2.79 
3.37 
2.99 
2.83 
1.91 
3.32 
4.88 
1.59 
2.46 
1.30 

... 

T.' 
■.'62 

■.'os 

'.'65 
T 

■.'da 

.79 
.42 
.35 
.15 

1.31 
.61 
.09 
.54 

L45 
.10 
.08 
.15 
.72 
.33 

.2f 

;2i 

.33 

.07 
.47 

i.'so 
.10 

.42 
.63 

1.72 
.19 
.30 
.08 
.65 
.70 

1.75 

.46 
.31 

.50 
.61 

.80 

".27 
.04 
.25 

.«;) 

LI3 

!'ib 
2.  iii 
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.32 
.68 
.29 
.17 
.24 

1.  03 
.04 

"."08 

■.'62 
.28 
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...do 
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....do 

.10 

.02 

.63 
.26 
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.14 
.16 

■.'2 

.02 
.72 

■.'22 

'.'62 
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.04 
.09 

'.'i4 
.01 

, 

:69|  -Mv. 

f. 

'."i 
.1 
.2 

.0 

't. 
'."6- 

".'6 
".'6 

.0£ 
.8" 

.6: 
.Ot 
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.Oi 

.4f 

'.'6l 
■r 

■.'03 
.21 

.49 

T. 

.1" 
.3.5 
T. 

.76 

.14 

.... 

".oh 
.01 

f.' 

T. 

';68 

'oi 

T. 

'63 

T. 

.(« 

T. 

40 

■r. 

T. 
.03 

.03 

.14 
•V. 

.22 

''03 

.Oi 

... 

T. 
.03 

.02 
.29 
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L04 

•tV 
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T. 
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".ii 
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.20 
.20 
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.08 

".44 
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:io 

1.37 

.97 

.77 

!03 
LOG 
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■.'12 
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.07 
T. 
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.'02 
.02 
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.42 
.06 

.14 
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•7 
1.44 

i.'24 
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.33 
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.52 
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1.11 
.02 
.52 

.27 
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.76 

'.^. 
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.04 
.■57 
.27 
.05 

[ei 

.07 
.67 
.02 

■.'32 

.25 
.03 
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.62 

.0-- 
.05 

.36   .16 
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.46    .17 
.54!  .07 
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T. 

\^ 
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T 

T. 

4.96 

7.18 
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.'55  ".lb 
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T 

T. 
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.01 

.02 

'.'oi 

.08 
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.01 
.14 

.■62 
't'.' 

T. 

.07 

.01 

T 

".OH 
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.04 

".is 

.03 
.24 
.04 
.02 
.60 
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02 

.1!1 

4.58 

Connecticut 
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.05   T. 

".03 
".'67 

.22 

.05 
.03 

■42 

.14 
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.71 

■."i2 

.68 
1.30 
1.44 

2.' 48 
T. 
.78 

5.  19 

.20 
.OS 

'm 

.03 

.84 
.0.3 
.Ob 
.03 
.06 
.15 

.Oli 

.5S 
.05 
.24 
.07 
.33 
.28 
.4b 

r. 
'.'62 

-02 
.02 

'.'ii 

23 

.05 

.02 
.10 
.30 
T 

T. 

LIS 

't.' 

't. 
■.'63 

■."20 

.... 
.01 
■.02 

3.68 
2.86 
3.94 
3.58 
3.55 

4,86 
2.54 
6.11 
4  07 

ar"- 

...  do 

...do 

Connecticut 

Murrimac 

Connecticut 

.do 

Chainplain 

Connecticut 

..do 

Chaiupiain 

...do 

St.  U.wrence 
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....do 

...do 

Connecticut 

....do 

...do 

....do 

Connecticut 

Coast 

...do 

.16 
.79 
.49 
.65 

.3f> 
.44 
.10 
.24 
.24 
.12 
.15 
.19 

.26 

.23 
.22 
.19 

.4S 

.02 

1.15 
1.21 
2.00 
1.15 
.04 
.05 
.01; 
.70 
.05 
1.27 
.04 
3.25 
10 
1.17 
1.41 

^so 

1.73 
1.90 

.18 

■.'64 
■.'62 

T. 
.33 

... 

•oi 
t.' 

.03 

'.'is 

'.'02 
•r. 

.06 

■r. 
.02 
.35 

.06 

'n 
.'06 

.09 
T. 
.01 

;U..-:::: 

.01 
■1'. 

.02 

.03 

.07 

.1'. 

•alls.... 

-        Senear). 
-•jiry 

'.'oi 

.'•'^ 

3.28 
1.91 
2.  11 
2.  72 
2.  67 
5.09 
4.12 
3.42 

...seUs 

.'08 

... 

4.69 
3.93 
3.17 

T.' 
"."62 

MS  :::::: 

0.36 
.06 

■.03 
.06 

3.60 
4.25 

>Vm"-- 

...do 

Coii.st 

....do 

.06 
.06 
T. 

.74 
.3-i 
T. 
.64 
.4t) 
.57 

'.'48 

4  04 

- 

.04 

.22 

"" 

....do 

Charles 

■■ 

3.84 
3  85 

-3 

Connecticut 

Coast 

.04 

2.97 
4  07 

T. 
.04 
.07 

'■'v.' 

T. 
.02 

.05 
.10 

T. 

.09 
1.71 

.04 

T. 

.'20 

■."03 

.16 

3  41 

toni;:::: 

Connecticut 

Coast 

4.99 
4  48 

...do 

Morrimac 

Coast 

....do 

Housa  tonic 

.27 
.07 

'.'o-i 

.32 

.01 

.31 
.14 

T. 

;i2 

.51 
.74 
T. 
.60 
.45 

f. 

T. 
T. 

'i'"." 

T. 

■;3n 

.15 
05 
.14 
.32 

'r. 

.25 
.V4 

.06 

.b'.< 

T. 

•r. 

01 
T. 
T. 
"t"." 

.05 

r. 

.0: 

.07 

";39 

.08 

.01 
.06 

"."82 

.05 

"."6i 
."i7 

.61 

'.'06 

1'. 

't.' 

2.94 
2.35 

id'.';.';' 

.19 

■f.' 

2  92 

Coast 

.07 
.04 

3  72 

A\n. 

....do 

....do. 

T. 

2.78 

,4::.::: 

Thames 

Honsatonic 

Connecticut 

Coast 

.06 
.06 

■.'25 
.04 
.42 
.17 
.20 
.06 

1.12 
.45 

i.'es 

: 

.05 

'.12 
.20 

T 

.01 
.68 
.02 
.60 

.06 

f.' 

T. 

.70 
.56 
.02 

'.33 

.94 

.25 

'.'' 

.42 

.54 
T. 
.61 

.21 
.19 
.99 
.42 
.89 
.15 
T. 
.04 
.62 

.09 
.40 
.51 

.32 
.64 
.76 
.38 
.65 
.13 

T. 

."41 
.02 

.02 
.29 

r.' 
■."21 

.67 
.10 
.13 

'.n 

.13 
.41 

.07 

.09 
."]6 

T. 
.09 
.02 

.5b 

1.10 
.22 
.72 

.03 

"."3i 

.02 
.20 
.13 

1.  13 

■.'fi5 
.01 
.  .S."j 
.03 
.35 
.04 
.48 

r. 

.10 
.05 

.10 

■.'i6 

.53 
".'23 

T. 
.73 
.31 

3."io 

"t." 

.17 
.01 

montS  . 

'."61 

"."54 
.02 
.06 

.06 
.06 
.09 

.04 

■.'10 
.53 

.68 
.05 
.70 

T. 
T.' 

.16 

; 

'.'06 

4.96 
4  37 

'  uis:::::: 

Connecticut 

.01 

6.35 

2.80 

^^^:::: 

.01 

.20 
.51 
1.07 

:.61 
1.34 

.81 
1.75 
.63 
.70 
.66 
.79 

.23 
.07 
T. 

T. 

'.'io 

.03 
.04 
T. 

Connecticut 

Blackstone 

Coast 

.08 
03 

'J'. 

2.55 
4  02 

Jili'j-le  Island 

See^::: 

■MSTf-port 

T. 

2  21 

....do 

....do 

Coast 

.06 
.01 

.04 
.07 
.16 

■.'i2 

T. 

.02 

.20 
T 

.01 

;,05 

.... 

3.46 
3.24 

T. 

T^« 
T. 

:::: 

3.15 

...do 

Honsatonic 

.'is 

.... 

4.43 

.02 
.28 

f.' 

T 

;o3 

.55 

.08 
.11 

3.16 
3.88 

....do 

T. 

T. 
T. 

.33 

■.^l 

T. 
.44 

•r 

.58 
.04 

.42 
.48 

"."63 

T. 
T. 

.■.°^ 

3.88 

3.96 

....do 

Qninebang 

."ie 

ioi 

.03 

;« 

.56 
.68 

]64 

... 

.60 
.61 
.98 
.30 

.42 
.11 

.06 

.05 
.08 
.11 
T. 

■49 
.23 

.05 

.06 
.07 
T. 

.'63 
.58 
.61 

.74 
.45 

.02 

"t"." 

.05 

2.56 

05 

T. 

5.74 

aterbury 

.04 

.17 

.58 

.03 

.04 

3.49 

I  page  40  for  explanation  of  reference  raarKs. 
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CLIMATOLOGICAL 

DATA:  NEW 

ENGLAND  SECTION 

■ 

■ 

■ 

■ 

■ 

July, 

■ 

194' 

-Daily  Temperatures  for  July,  1940 

Stations 

Day 

of  Month 

Mea 

^ 

_1 

3 

4 

_i 

6 

_2_ 

8 

9 

10 

U 

12 

^ 

14 

_^ 

^ 

JL 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Bar  Harbor 

Maine 
(near) j  Maximuu. .  . . 

68 

73 

74 

75 

80 

85 

85 

86 

85 

84 

70 

75 

78 

81 

73 

76 

80 

85 

83 

75 

79 

78 

68 

71 

86 

84 

80 

8; 

84 

84 

■78. 

'           (  .vliuimuui 

51 

4< 

54 

49 

5C 

52 

54 

62 

61 

60 

50 

,53 

50 

54 

55 

53 

.55 

59 

62 

5; 

55 

57 

59 

55 

62 

54 

56 

57 

60 

85. 

li,     J        f 

j  Maximum.  •• 

62 

72 

65 

58 

6t 

73 

76 

83 

76 

7f 

09 

70 

71 

75 

02 

65 

67 

70 

79 

65 

66 

62 

59 

63 

79 

80 

7! 

58 

84 

69. 

.. 

1  Minimum.... 

4b 

46 

4S 

48 

51 

52 

54 

58 

57 

52 

5; 

54 

51 

49 

50 

50 

49 

47 

53 

5! 

50 

50 

52 

52 

52 

60 

58 

51 

53 

52. 

Fort  Kent  . 

Sivlaximum... 

57 

70 

77 

68 

71 

81 

9 

8t 

81 

70 

75 

78 

79 

73 

81 

8h 

67 

70 

80 

82 

85 

87 

82 

87 

85 

80 

84 

8; 

6b 

78. 

I  Miinmum 

47 

51 

44 

50 

4- 

47 

54 

56 

55 

51 

5( 

41 

42 

48 

45 

5h 

57 

52 

,59 

59 

62 

61 

56 

62 

63 

68 

54 

51 

49 

581    .53. 

Greenville 

)  .Maximum  .•• 

64 

70 

74 

04 

72 

78 

8h 

86 

82 

84 

71 

72 

75 

79 

78 

7f 

78 

81 

82 

77 

75 

71 

80 

80 

72 

83 

83 

82 

7( 

71 

77. 

(  Minimum.... 

45 

52 

42 

5:: 

41 

42 

4f 

50 

58 

50 

57 

47 

38 

44 

57 

51 

44 

48 

60 

63 

60 

54 

()2 

61 

66 

60 

4b 

46 

60 

61 

5! 

IlDulton    .. 

S  Maximum  ... 

69 
50 

74 
52 

76 
5C 

47 

75 
4! 

76 
57 

91 
49 

89 
57 

88 
55 

67 

75 
46 

72 
47 

75 
4i 

82 
5fa 

80 
4 

81 
50 

82 
56 

87 
5, 

81 
56 

79 
5b 

72 
00 

76 
■    59 

84 
58 

80 
.59 

84 
60 

88 
60 

58 

7b 
67 

76 
54 

74 
55 

75 
58 

79. 
54. 

(  Minimum 

Lowiston  .. 

(Maximum... 

66 

72 

74 

63 

7 

82 

89 

88 

84 

87 

70 

68 

7f 

82 

84 

78 

84 

86 

83 

82 

78 

81 

79 

93 

86 

84 

83 

82 

79 

t  Minimum.... 

54 

S^ 

52 

.55 

51 

52 

55 

60 

61 

62 

.58 

55 

56 

50 

54 

60 

55 

57 

60 

66 

63 

63 

62 

03 

64 

66 

66 

65 

62 

6b 

63)    59. 

Millinooket 

)  Maxinuuu.  .. 

6i) 

73 

7f 

76 

7b 

80 

90 

89 

88 

85 

83 

75 

77 

83 

81 

81 

81 

84 

8b 

80 

78 

79 

82 

80 

78 

88 

86 

84 

82 

80 

7(i     80. 

1  Mininunu 

50 

55 

43 

53 

47 

49 

53 

59 

5f 

5f 

60 

50 

43 

51 

52 

59 

57 

57 

55 

62 

62 

03 

59 

(!3 

61 

66 

64 

52 

51 

60 

61     55. 

OldLOWll    .. 

)  Maximum.  .. 

6S 

72 

75 

11 

73 

79 

8( 

86 

8n 

83 

81 

71 

73 

79 

76 

78 

82 

84 

82 

77 

76 

77 

77 

75 

86 

84 

SO 

79 

79     78 

'  Mininuim  — 

bS 

•53 

51 

■3h 

•50 

50 

55 

55 

■60 

64 

53 

50 

51 

57 

56 

55 

62 

66 

63 

01 

62 

62 

61 

Of 

67 

(>1 

56 

64 

651    58. 

Portland  .. 

S  Maximum... 

6S 

72 

71 

64 

70 

77 

82 

85 

87 

82 

72 

65 

71 

70 

75 

74 

74 

77 

84 

74 

66 

-'75 

70 

74 

78 

95 

84 

79 

79 

83 

88     76. 

(  Minimum.... 

56 

54 

66 

55 

54 

57 

5< 

66 

6b 

67 

58 

55 

59 

56 

57 

60 

56 

56 

61 

63 

58 

5; 

61 

64 

64 

66 

68 

6b 

68 

67 

64 

60. 

Ruinfonl  .. 

i  Maximum... 

67 

71 

75 

65 

82 

89 

89 

8b 

87 

70 

70 

76 

80 

77 

80 

86 

87 

82 

80 

81 

85 

82 

88 

91 

83 

85 

83 

81 

SO 

80 

)  Minimum... 

52 

49 

44 

•2:! 

48 

49 

57 

62 

58 

60 

52 

47 

44 

48 

5( 

52 

54 

.55 

65 

65 

60 

57 

6h 

65 

70 

68 

62 

55 

04 

63 

56. 

WilL-loW     .. 

S  JIaximum  ... 

72 

74 

79 

7." 

'     84 

87 

90 

89 

88 

88 

71 

76 

81 

93 

t-3 

82 

87 

89 

87 

84 

8S 

S3 

85 

81 

88 

92 

87 

86 

85 

81 

83. 

1  Minimum.... 

55 

54 

■*'■■ 

57 

51 

50 

54 

55 

62 

62 

65 

55 

52 

47 

53 

59 

54 

53 

57 

6b 

64 

62 

64 

64 

67 

08 

56 

64 

67 

\ew  Hampshire 

gyl-lj,,     II 

\  Maxinunn.  .. 

62 

68 

75 

63 

71 

82 

88 

87 

84 

85 

66 

69 

76 

8-1 

70 

64 

82 

86 

83 

79 

83 

83 

87 

85 

88 

89 

86 

86 

84 

S3 

75 

79- 

(  Minimum.... 

48 

50 

39 

55 

45 

41 

47 

51 

57 

53 

59 

49 

39 

46 

54 

46 

46 

48 

57 

6^ 

65 

51 

62 

64 

66 

67 

64 

.52 

59 

52. 

CoiK'onl... 

S  Maximum... 

70 

71 

76 

67 

76 

84 

88 

90 

8b 

88 

76 

65 

78 

82 

85 

75 

81 

87 

9( 

77 

78 

87 

86 

88 

96 

94 

89 

84 

93 

85 

82. 

(Minimum.... 

53 

48 

45 

54 

49 

50 

50 

56 

60 

59 

58 

54 

57 

47 

51 

59 

53 

58 

62 

67 

6C 

64 

6( 

69 

67 

71 

71 

6b 

67 

63 

68. 

Diuluuii  ... 

\  Maximum.  .. 

75 

77 

78 

72 

78 

83 

89 

90 

91 

90 

85 

69 

75 

81 

85 

85 

88 

82 

81 

79 

84 

84 

89 

95 

!14 

85 

83 

Oi 

87 

83. 

(  Minimum-... 

49 

46 

41 

55 

44 

44 

65 

52 

56 

55 

56 

51 

.52 

46 

46 

52 

.50 

5^ 

55 

55 

66 

60 

58 

60 

63 

69 

69 

62 

61 

65 

66 

56. 

First  Coiiu. 

Lake li:!;";^';;!™'.::: 

64 

5C 

67 

70 

69 

68 

72 

81 

78 

77 

78 

64 

67 

70 

74 

73 

65 

72 

77 

76 

77 

79 

78 

82 

83 

80 

83 

78 

81 

7t 

73 

73.!. 

46 

45 

40 

47 

44 

41 

45 

50 

5.5 

48 

53 

47 

35 

39 

49 

55 

48 

44 

48 

55 

62 

55 

50 

52 

61 

65 

66 

49 

50 

57 

64 

50; 

Kecnediear 

Maximum... 

(■9 

73 

75 

65 

74 

80 

86 

86 

76 

63 

74 

80 

82 

78 

81 

86 

8(> 

78 

85 

86 

87 

84 

87 

93 

91 

89 

90 

84 

81. 

)  Minimum.... 

44 

4( 

42 

54 

47 

45 

42 

49 

5-2 

58 

54 

,54 

.53 

38 

43 

49 

49 

5b 

61 

60 

67 

66 

68 

73 

(i8 

65 

00 

60 

SSw 

Ply  tuotUIi 

i  Maximum... 

78 
46 

75 

77 

73 
55 

81 

85 
40 

95 
43 

94 

81 

81 

72 

74 

82 

87 

86 

79 

7b 

93 

84 

78 

88 

86 

93 

85 

95 

93 

90 

88 

84 

9C 

80 

84. 

(  Miniir.um 

J4 

4U 

46 

50 

50 

53 

54 

50 

48 

38 

43 

62 

48 

51 

50 

60 

60 

64 

55 

60 

55 

64 

64 

60 

57 

65 

64 

52. 

Veniinnt 

j  Aiaxii.uim  ... 

68 

69 

74 

69 

73 

80 

83 

85 

80 

82 

65 

73 

78 

80 

70 

77 

81 

81 

73 

82 

81 

86 

84 

87 

90 

80 

85 

85 

84 

76 

78. 

Biirliiiiitoii 

i  Minimum.-.. 

50 

55 

55 

53 

,50 

56 

59 

62 

57 

54 

50 

45 

48 

61 

6b 

51 

53 

57 

65 

,59 

64 

61 

66 

69 

67 

62 

60 

69 

63 

SB- 

Newport   .. 

)  -JIaximum.  •• 

64 

68 

72 

62 

71 

76 

80 

83 

80 

80 

66 

68 

72 

77 

76 

64 

74 

78 

80 

73 

80 

84 

84 

85 

SO 

88 

78 

82 

82 

82 

80 

%. 

i  Minimum... - 

50 

51 

47 

52 

50 

50 

54 

57 

.57 

58 

56 

48 

44 

48 

59 

53 

51 

54 

55 

66 

66 

62 

60 

65 

67 

69 

62 

60 

62 

72 

60 

Sft 

Nortiifieia. 

)  Maximum... 

67 

71 

73 

67 

72 

78 

85 

82 

68 

68 

73 

77 

78 

70 

78 

84 

75 

83 

84 

86 

86 

87 

91 

84 

84 

85 

74 

78. 

(  Mininnun.   .. 

46 

48 

45 

49 

46 

44 

47 

.52 

58 

53 

51 

44 

38 

40 

49 

50 

45 

45 

52 

62 

65 

60 

56 

58 

64 

67 

63 

59 

57 

69 

62 

S8. 

KiiUaiia    . 

\  Maxinnim.  -. 

67 

67 

75 

67 

74 

79 

84 

86 

79 

83 

79 

67 

74 

82 

82 

79 

85 

86 

75 

84 

85 

87 

85 

87 

92 

87 

88 

89 

85 

79 

80. 

i  Minimum-. .■ 

50 

46 

44 

.55 

48 

46 

50 

54 

60 

55 

56 

51 

44 

43 

48 

60 

48 

51 

68 

64 

67 

06 

59 

61 

65 

69 

69 

62 

62 

70 

67 

66. 

St.  .-Uhai.s. 

i  Maximum... 

68 

72 

75 

71 

73 

81 

85 

86 

84 

71 

70 

75 

81 

79 

75 

82 

8! 

7! 

82 

85 

89 

85 

88 

91 

83 

85 

86 

85 

77 

79. 

(  Minijuum.... 

50 

51 

53 

55 

54 

56 

63 

62 

64 

63 

57 

5] 

49 

58 

61 

611 

56 

56 

62 

65 

68 

68 

64 

67 

67 

67 

65 

62 

65 

64 

60. 

67 

69 

77 

74 

74 

82 

88 

88 

85 

82 

72 

78 

81 

82 

78 

79 

86 

85 

79 

84 

83 

88 

87 

91 

83 

86 

84 

82 

81. 

St-  JoilMshUI 

1' (Mi'inmum.;:: 

47 

48 

44 

55 

49 

46 

48 

54 

59 

60 

60 

,52 

44 

42 

47 

60 

52 

49 

51 

65 

67 

62 

56 

59 

66 

67 

66 

57 

56 

70 

66 

S8. 

)  Maximum... 

66 

69 

76 

68 

76 

83 

89 

90 

91 

88 

93 

74 

80 

81 

82 

79 

89 

90 

86 

78 

88 

84 

92 

59 

90 

93 

93 

93 

94 

95 

89 

89 

84. 

VVoodstocU 

'  Minimum.... 

ila^sacln,  fells 

48 

41 

42 

54 

46 

4:3 

42 

50 

55 

56 

.0^ 

-AS 

-,48 

.,.4a 

45 

.58 

..47 

52 

53 

62 

66 

61 

60 

65 

66 

65 

.59 

6Q 

69 

.62 

M 

"WP 

i  Maximum... 

69 

73 

76 

68 

78 

82 

85 

88 

89 

80 

82 

61 

75 

79 

8'-' 

77 

82 

85 

88 

83 

87 

86 

84 

83 

84 

91 

91 

91 

89 

93 

85 

Aiiilierst.  .. 

iMiniiuum.... 

50 

48 

46 

55 

50 

49 

50 

56 

59 

59 

57 

55 

49 

47 

47 

67 

56 

67 

64 

66 

70 

63 

61 

68 

63 

72 

70 

70 

67 

71 

58 

S8. 

j  Maxinunn... 

70 
56 

76 
55 

74 
56 

64 

56 

73 

57 

75 
59 

85 
61 

90 
67 

91 
67 

88 

76 
62 

62 
.57 

71 
58 

75 
68 

83 

75 
60 

76 
63 

76 
63 

84 

83 

65 

73 
64 

80 

SO 
66 

85 
67 

95 

93 
70 

80 
67 

82 
69 

95 

71 

90 
66 

78. 

68 

65 

69 

68 

Maxinunn  ... 

75 

79 

81 

74 

76 

79 

92 

92 

93 

91 

75 

72 

82 

80 

77 

84 

86 

89 

85 

80 

79 

85 

80 

82 

93 

98 

93 

87 

92 

92 

U 

Brockton  ... 

iMinimum... 

53 

49 

50 

54 

.50 

55 

56 

58 

58 

63 

62 

55 

,55 

51 

53 

62 

60 

61 

63 

67 

69 

64 

66 

65 

64 

70 

72 

64 

68 

69 

73 

60 

i  Maximum... 

70 

76 

78 

61 

77 

82 

87 

89 

88 

87 

73 

61 

71 

80 

82 

73 

78 

85 

89 

80 

84 

77 

86 

83 

82 

93 

93 

87 

84 

92 

88 

'1 

Coiioorii .... 

(  Minimum.... 

50 

48 

44 

53 

50 

49 

53 

62 

60 

61 

54 

53 

46 

54 

56 

56 

60 

62 

65 

66 

63 

61 

66 

64 

71 

73 

66 

65 

68 

66 

71 

76 

74 

65 

75 

77 

82 

78 

82 

84 

80 

68 

81 

74 

73 

80 

S3 

S3 

83 

81 

78 

78 

76 

80 

82 

92 

83 

85 

85 

91 

Kiust  Warehamn  • (Minimum.... 

55 

50 

52 

41 

.52 

49 

52 

57 

60 

63 

61 

58 

56 

46 

60 

60 

63 

60 

63 

67 

70 

64 

65 

65 

t-5 

70 

70 

67 

64 

70 

69 

fall  Uiver .  . 

j  Ma.xinuun  ... 

74 
54 

76 
52 

75 
52 

64 
54 

77 
56 

78 
53 

83 
59 

87 
03 

87 
61 

88 
64 

64 

64 
56 

73 
53 

81 
54 

78 
60 

73 
59 

81 
62 

81 
61 

88 

81 
70 

80 
72 

78 

81 

79 
63 

82 
62 

92 
69 

95 
68 

91 
63 

84 
64 

89 

89 

70 

S  Maxinumi... 

65 

71 

77 

69 

77 

82 

89 

90 

84 

89 

82 

78 

74 

83 

84 

79 

84 

88 

92 

84 

86 

83 

87 

85 

89 

96 

96 

91 

89 

94 

87 

84 

Filchburg  .. 

(Minimum 

50 

64 

.50 

55 

53 

53 

57 

61 

64 

63 

65 

55 

51 

56 

58 

54 

59 

66 

64 

70 

64 

56 

66 

65 

74 

73 

67 

66 

69 

67 

jMuxiuumi... 

70 
52 

73 
52 

76 

75 
53 

80 
53 

88 
56 

90 
61 

91 
62 

64 

76 
63 

64 
54 

72 
57 

80 
53 

80 
65 

81 
56 

80 
60 

84 
61 

89 
64 

78 
68 

79 
65 

77 
63 

86 
62 

83 
67 

84 
65 

95 
72 

95 

86 
66 

85 

92 
70 

88 
70 

(  Mininunu 

i  Maxinunn.  .. 

66 

71 

72 

66 

73 

72 

79 

74 

72 

76 

76 

66 

63 

73 

72 

71 

77 

76 

77 

76 

79 

72 

70 

73 

75 

74 

88 

75 

82 

80 

84 

Nantucket.  . 

(  Minimum ... . 

59 

55 

57 

57 

56 

59 

58 

61 

61 

63 

58 

68 

58 

57 

59 

61 

60 

60 

65 

62 

58 

57 

64 

67 

68 

66 

64 

66 

68 

Maximum.  .. 

66 

66 

73 

65 

71 

75 

80 

83 

83 

81 

79 

66 

70 

75 

78 

74 

78 

81 

82 

79 

81 

83 

81 

81 

83 

89 

84 

87 

90 

79 

StocUbridge 

iMinimum.... 

46 

45 

45 

54 

49 

46 

45 

52 

55 

57 

57 

55 

53 

44 

48 

54 

53 

64 

62 

66 

69 

68 

61 

68 

66 

71 

67 

67 

65 

67 

67 

I  Maximum.  . . 

68 

66 

74 

71 

75 

80 

83 

82 

79 

06 

72 

77 

80 

75 

79 

83 

83 

80 

78 

85 

83 

85 

85 

90 

87 

85 

90 

90 

81 

Willianistovv 

52 
68 

47 
73 

46 

55 
68 

51 
77 

47 
80 

49 

85 

54 
87 

88 

62 
86 

60 
81 

55 
64 

53 
72 

46 
79 

53 
81 

63 
76 

52 
81 

62 

86 

62 
89 

67 
82 

69 
85 

64 

87 

66 

82 

70 
93 

73 
93 

69 

87 

63 

88 

69 
92 

6S 
85 

" 1  Minimum.... 

i  Maximum... 
'  Mininnun.... 

83 

84 

Worcester  . . 

48 

48 

45 

54 

50 

56 

50 

58 

63 

60 

64 

54 

51 

52 

50 

54 

54 

60 

66 

63 

70 

65 

57 

65 

■'1 

73 

68 

67 

69 

64 

ItlUKle  Iddud 

Block  Island 

\  Maxinumi... 

67 

70 

70 

6;? 

73 

72 

75 

74 

73 

80 

80 

67 

67 

75 

71 

70 

71 

75 

82 

81 

81 

73 

74 

76 

77 

78 

86 

79 

77 

81 

82 

(  Minimum.... 

57 

56 

57 

.55 

57 

58 

60 

60 

61 

62 

61 

57 

57 

57 

59 

60 

62 

61 

61 

67 

66 

65 

66 

65 

67 

68 

69 

67 

66 

69 

68 

Kingston  . . . 

j  Maximum .  .. 

71 

72 

75 

71 

74 

77 

81 

84 

84 

85 

83 

77 

68 

77 

75 

73 

76 

8n 

88 

84 

82 

76 

78 

76 

80 

88 
68 

94 

92 
69 

82 
63 

67 

88 

I  Minimum.... 

52 

44 

46 

55 

50 

47 

49 

56 

56 

61 

59 

56 

53 

47 

47 

58 

63 

69 

61 

64 

70 

66 

66 

65 

62 

68 

67 

Providence  . 

(  Maximum... 

72 

79 

78 

66 

80 

81 

87 

89 

92 

90 

84 

64 

72 

82 

84 

76 

81 

84 

91 

86 

85 

81 

82 

79 

93 

72 

97 

74 

69 

86 
72 

95 
72 

90 
70 

1  Mininuim  — 

56 

55 

55 

56 

56 

57 

60 

66 

64 

69 

64 

56 

57 

55 

59 

60 

65 

66 

67 

67 

69 

65 

66 

66 

66 

CoiiiiecliciU 

Cream  Hill  . 

(Maximum... 

67 

70 

73 

68 

75 

80 

82 

84 

85 

83 

83 

64 

75 

73 

78 

78 

77 

84 

85 

80 

83 

85 

83 

79 

86 

90 

90 

88 

80 

89 

81 

(  Minimum.... 

45 

47 

49 

52 

52 

53 

56 

58 

59 

64 

52 

53 

53 

63 

55 

56 

60 

64 

66 

67 

67 

60 

64 

66 

69 

67 

67 

69 

67 

65 

Hartford..  . 

j  Maximum . .. 

71 

76 

77 

69 

78 

82 

85 

88 

88 

87 

84 

66 

74 

80 

81 

76 

81 

85 

90 

85 

87 

82 

81 

81 

83 

95 

94 

93 

89 

94 

87 

(Minimum.... 

51 

52 

55 

55 

51 

56 

61 

63 

65 

57 

56 

52 

57 

62 

66 

66 

68 

71 

66 

64 

67 

69 

73 

72 

72 

70 

73 

66 

New  Haven. 

(Maxinrnm... 

72 
55 

74 
55 

76 

78 

80 

84 

87 

86 

86 

69 

74 

80 

81 

72 

76 

81 

87 
68 

82 
72 

87 
73 

80 
67 

76 
65 

78 

81 
70 

95 
72 

93 

73 

89 
74 

85 
73 

93 

74 

86 
70 

(  Miiu'mum.... 

54 

56 

58 

58 

59 

64 

67 

68 

56 

57 

58 

59 

62 

66 

New  London 

(  Maximum... 
(Minimum.... 

Norwalk.... 

I  Maximum  . .. 

74 

76 

76 

71 

79 

83 

83 

85 

86 

90 

91 

7,5 

7,3 

80 

79 

79 

76 

83 

93 

90 

90 

84 

80 

80 

86 

95 

93 

96 

88 

92 

88 

49 

44 

45 

56 

51 

48 

48 

55 

56 

60 

59 

56 

55 

47 

47 

51 

62 

61 

68 

65 

69 

67 

70 

65 

68 

67 

73 

67 

6? 

Putnam  .... 

)  Maximinn  .  . . 

70 

75 

78 

65 

78 

80 

84 

87 

86 

81 

72 

70 

79 

78 

74 

80 

84 

88 

84 

84 

82 

86 

80 

81 

90 

92 

88 

85 

89 

86 

8^ 

(Minimum.... 

47 

47 

42 

53 

48 

47 

47 

53 

54 

58 

58 

53 

51 

44 

49 

50 

59 

61 

58 

63 

68 

63 

59 

63 

63 

69 

68 

68 

64 

68 

67 

6fl 

1 
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GENEKAL,  SUMMARY 

New  England's  weather  during  August,  1940  was  tlie  driest 
f  record  for  that  month  for  the  Section  as  a  whole  since  sect- 
mal  records  were  first  compiled  in  1888.  While  there  -was  an 
dequate  amount  of  ground  moisture  during  the  early  part  of 
le  month,  fields  and  pastures  were  beginning  to  show  the 
fects  of  the  droughty  conditions  during  the  latter  part.  Some 
'lief  was  afforded  by  siiowers  at  the  end  of  the  month,  but  there 
as  still  a  general  need  of  soaking  rains.  Crops  and  vegetation 
ere  somewhat  adversely  affected,  but  not  to  a  serious  extent. 
he  monthly  temperature  averaged  somewhat  below  normal. 
n  extended  period  of  sub-normal  temperature  prevailed  from 
;x)ut  the  '20th  through  the  30th,  being  climaxed  on  the  25th 
j,' some  of  the  lowest  temperatures  ever  recorded  at  this  time 
:  the  year.  Widespread  heavy  to  killing  frosts  occurred  in 
jiaceptible  spots  over  interior  portions  of  the  Section,  and  there 
ere  reports  of  varying  damage  to  less  hardy  vegetation.  There 
as  au  abundance  of  bright  weather  favoring  the  numerous  out- 
)or  summer  activities.  e.s. 


TEBIPERATUKE 

(The  average  monthly  temperature  for  the  Section,  based  on 
j)6  records,  was  65.5°,  which  is  1.6°  below  the  mean  for  the 
ist  58  years.  The  average  temperature  for  the  northern  division 
las  64.5° ;  for  the  southern  division,  66.5°.  The  highest  nionth- 
I  mean  was  69.6°  at  Chestnut  Hill,  Mass. ;  the  lowest  was  58. 2"^ 
!  Somerset,  Yt.  The  highest  recorded  was  95°  at  Orono, 
ie.  onthe  17th;  the  lowest  was  26°  at  Somerset,  Vt.  on  the 
|)th.  The  greatest  monthly  range  was  63°  at  Woodstock,  Vt.  ; 
le  least  was  26°  at  Nantucket,  Mass.  The  greatest  daily  range 
w46°  at  Fort  Kent,  Me.  on  the  16th  and  29th,  Greenville, 
e.  on  the  16th,  Houlton,  Me.  on  the  17th,  and  Keene,  N.  H. 
1  the  26th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
1  records,  wa.s  1.86  inches,  which  is  1.96  inches  below  the 
J?an  for  the  past  53  years.  The  average  precipitation  for  the 
irthern  division  was  1.88  inches;  for  the  southern  division, 
34  inches.  The  greatest  monthly  amount  reported  was  5.08 
i3hes  at  Norwalk,  Cx)nn. ;  the  least  was  0.39  inch  at  Hyannis, 
lias.  The  greatest  amount  in  24  hours  was  1.94  inches  at 
^adsboro,  Vt.  on  the  13th.  The  average  number  of  days  with 
.1  inch  or  more  of  precipitation  was  7,  which  is  3  below  the 
l^an  for  the  past  53  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  115  records, 
'.3  southwest.     The  average  velocity,  based  on  the  records  at 

stations,  was  7.9  miles  per  hour,  which  is  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  69 
ircent  of  the  possible  amount,  which  is  9  percent  above  the 
:2an. 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
'•n,  based  on  130  records,  was  16  clear,  8  partly  cloudy, 
id  7  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  ol)servations  at  12  stations,  was  79  percent,  which  is 
2  percent  below  the  mean. 

DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. —  2-5th,  7-8lh,   25-29th. 

Halos,  Ulnar.—  16th,  27th. 

Halos,  solar.— 2d,  5th,  16th,  25th,  27-28th. 

//'(tV.— (dates  and  general  location) — On  tlie  23d,  at  Farm- 
ington,  Me,,  Rutland,  Vt.,  Blue  Plill  and  Worcester,  Mass., 
and  Mt.  Carmel,  Conn. 

Thundenstorms. —ith,  6-8th,  10-14th,  18-24th,  26th,  29th, 
31st. 

Fog,  dense. —  l-31st  (recorded  on  every  day  of  the  month 
over  some  portions  of  New  England). 

Frosts. —  (dates  and  general  location) — Heavy  to  killing  frosts 
occurred  in  susceptible  spots  of  interior  on  the  25th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1890... 
1891... 
1»92... 
1893  .. 
1894- .. 
1S95... 
1896- • ■ 
1897- ■• 
1898- •• 
1899- .. 
l&OO--. 
1901- • • 
1902- • • 
19U3--- 
1904- • • 
1905- • • 
1906- • • 
I907.-- 
1908- •• 
1909--- 
1910--- 

911--- 
1912--- 
19I3--- 
19I4--- 
19I5--- 
1916... 
1917'-- 
1918--- 

919  •• 

920- •.. 

921  •• ' 
1922  •• 

923  ■  • 

924 ... , 

925-... 
1926... 
1927.... 

928... 
1929... 
1930. . . 
1931... 
1932  .. 
1933... 
1934... 
1935-... 

936.... 

937.... 

938- ■•. 
1939  .. 
1940- • • 


No.  Of  days  (all 
South        New  England) 


6.63 
5.  22 
2.28 
3.59 


5.29 

4.40 

4.20 

3.64 

4.91 

5.30 

1.63 

3.56 

2.96 

4.82 

7.00 

2.13 

2  42 

4.76 

2.97 

4.88 

4.49 

4.30 

2.87 

1.41 

5.64 

3.10 

2.80 

5.77 

3  54 

3.46 

3.28 

6.38 

2.32 

4.84 

2.47 

5.03 

3.38 

2.14 

2.04 

5.32 

2.46 

S.95 

8.19 

4.71 

2.60 

2.20 

5.00 

4.46 

5.36 

2.66 

1.59 

5.03 

5.23 

3.44 

4.59 

1.34 

,.,. 
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August,  19- 


Climatolog-ical  Data  for  August,   1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


har  lliu-bor  (near) 
Brassiia  UaiuU  — 

Caribou.. 

iiastport 

East  Winlhrop.   ••• 


EUsu'c 
Eustis 


Penobscot ■  ■ . 

Hancock 

Somerset 

Aroostook  • .  • 
VVasliington  . 
Kennebec  • .  • 

Hancock 

ii'rauklin 

Kraliklin 

Aroosto(jl;  . . . 
Aroo>ti)ok  . . . 
Keiiiicbec... 


Aroostook 

Soiiirrset 

Aiidroscot'gin  ■ 


Madisong 
Middledan 
Milliuockt 


Mooseh>'ad 

North  Bridgtou... 

Okitowu 

Oroiio. 

Porthind 

Pre;;iiui3  Isle 

RiljoaenusUauiUi 

Rockhind 

Runil'ord 

The  Korks •• 

Upper  Uani 

Vanceboro 

Winslow«§ 

Woodlands 

For  State     ■  •  • 
New  Hdin.psJiire 

Berlin    

Bethlehem  ....... 

Cannon  Mt 

Concord    

Dixville  Notch  ... 

Durham    

ErrolS    ■••;; 

First  Conn.  LakeU 
Fitzwilliam*..- 

Franklin 

Glenclilt   

Hampton . . 

Hanover  §    ■■■ 

Hiilsboro 

Keeneniear)  g 

Lakeport 

Lincohi 


Knox 

Oxford 

Somer.set 

Oxford , 

Washington 
Kennebec... 
Washington  ■ 


ifton 


i.U- 


Maiichesti: 
Milan     •■ 
Nashua  § 
New  Durb 
Newport  ......... 

Noitlistratlord.. 
PilikhamNotchtt- 

Plymouth 

We.st  Stewartstow. 
Wolfboro  I''alls... 

York  Hond    

For  State     •  •  • 


Hillsborough 

Cheshire 

Belknap  ....-• 

Grafton   

Hillsl)oro 


Hillsboro- 
StralVord  . 
Sullivan.. 


Graftoi 
Coos ■  ■  ■ 
Carroll 


Mt.  Washington  J 
yerniniit 

Bellows  Kails 

BenuiuKton 

BloomfieldJt 

BrattleboroS 

Burliuglon 


Chelsea 

CornwalUt 

Craftsbury  Com. 

EastBarnet 

East  Kyegate...- 
Enosburg  Falls-. 

Gilmaii  

MaysMilUt 


rtau. 


Newport  

Northfield 

Readsbnro 

Rooliester 

Rutland 

St.  Albans 

St.  Johnshnry ...  • 

SearpburgMt 

Searshurg  Sta-lt- 

Soniersettt 

VemontlS 


Windham  .. . 
Bennington  . 

Essex 

Windham  ... 
Chittenden... 

Windsor 

Orange 

Addison 

Orleans 

Caledonia  ■. 
Caledonia  .• 

Franklin 

Essex 

Windham-.. 
Windham... 

Orleans 

Washington. 
Benuiugton- 
Windsor  ... 

Rutland 

Franklin..  •• 
Caledonia.  ■• 
Bennington 
Bf-nnington 
Windham... 
Windham.  •• 


1, 122 

"'eio' 


+  0.5 

+  '6.'i 


—  2.4 
-0.3 

—  2.7 
-1.7 

0.0 

—  0.2 
+  0.9 


1.9 


Civil  Aeronautics  Auth, 

B.  L.  Hadley 
Walter  Tluirston 

U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  ElectricC 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
\V.  B.  Clark 
Samuel  D-  Soule 
D.  S.  Weather  Bureau 
C.C.  P.  &L.  Co. 
William  H.  Uumming 
P.M.Tripp 
Union  Water  Power  Co 
Baugor  Hydro  Electrlcl 
Great  Northern  Paper  C( 
Union  Water  Power  Co. 
Great  Northern  Paper  f 
June  i'Owler 
N.  W.  Roberts 

C.  L-  Chadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 

U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  < 
George  J.  Cumming 
(;hiirles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  A  Wl 
St-  ('roix  Paper  Co. 


Edward  Feiin 
George  E.  Tucker 
Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Waler  I'ower  Co- 
Conn   Valley  Lumber  f 
Mass.  Dept.  Public  Hea 
F.J-Southmayd 
State  Sanatorium 
Frank  K.  Leavitt 
Dartmouth  College 
N.  H.  Research  B'orset. 
Robert  1'.  Hayvvard 
Fred  Wiggin 
Edward  A.  (Jarr 
Public  Service  Co. 
Androscoggin  Res-  COi 
Penuichuck  Water  Worl 

E.  E.  To bey 
H.  P.Shepard 

F.  A.  smith 
J.B.Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisherii 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric C« 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  tl 
Sarah E.  Lane 
Miss  E  M.  Dustin 
N.  E.  Power  Co. 
J.  F.  Devins  t1t 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Criohton 
U.  S.  Weather  Bureau 
N.E.Power  Co. 
E.  B.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ft t 
N.  E.Power  Co. 
L.  L.  Leonard  ; 

Conn.,  River  Power  Co' 


See  page  46  for  explanation  of  reference  marks 
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Climatological  Data  for  August,  1940 


VerinoiU  Cont<l 

West  Kurko 

WmI  Hiirllord 

ffliite  Kiver  Jc-- 

Wliitiugliaiu 

WiUler. 

ffiluiiiigtoii 

Woodstock 

Kor  State     •  •  ■ 


Utumichiirells 


Adams 

Auiliorati 

Asl.lilndU. 

Boechwood  ♦.... 

tJliio  UillUS 

Bo5lo;i 

Boylstou 

BroiktonS    

Cliester* 

Cliesterrteld* 

Chfstuut  Hill}.   ■■ 

CliiitonS 

Comor.iS 

Kast  \V»rohani  ••• 

Full  Itiver 

Kil<-lil>"rgS 

FriimiMghami  ... 

Kranklin* 

Gardner* 

lilouirsterS     

Urfi'iitleld 

Urolou  • 

H»r.lwick« 

llattliville 

Kftv«rl.illS 

Ueatli* 

Holyoke    

lIoosRc  Tunnel  .■ 

Uul>l>iirdstoii* 

Iljannis 

IPSM 


Jell.-is.jn _^ 

Lake(:ocliituate}J§ 

Lawreni'eS 

Lo.vell5  ■     

Man..llold*. 

Mid.lleboro* 

Middlotoii  

Mllford* 

Millhnry 

MontaKue  City. 

iS'anlucket  

New  Bedford  •■. 
Norllibridgo*..  • 

I'l'iiihroke* 

Peru*.... 

I'etersliani 

Kitt.fliuld. 

I'laiuHeld* 

Plyiuoulli 

Princeton 

FrovincetOHu  .■ 

Rockport 

giielliuriie  Kails 
aoutiil)ridgi'* ..  ■ 
South  KgremouttJ' 

apol  Pond  

Springlield 

.Sterling 

Stockhridge  ■   •• 

3wainpscott 

TRiinton§ 

Tnrners  Falls.- . 

Ware* 

Webster  * 

WosltleldS*  

We?tonS 

West  Otis* 

West  Rutland 
Willianisti>wn§  . 
Wlnihendon*  .  . 
Woroester(a)§.-. 
For  State  • . 


Khmie  Tdand 

Block  Island 

Kingston 

Portsmouth 

Providence 

For  State... 


Connecticiil 

Baltic 

Barkliainstead  . 
BridgeportS.... 
Barlington 


Caledonia. 
Wiiidiior  ■■ 
Wind.>:or.. 
Windlmni 


Berkshire  . 
Hampsliire 
Middlesex  . 
Norfolk 


do 


Suffolk 

Worcester  . . 
Plymouth  ■• 
Hampden  ■- 
Hampshire. 

Suffolk 

Worcester  •• 
Middlesex  .■ 
Plymouth  .. 

Bristol 

Worcester  .  ■ 
Middlesex. 
Norfolk  ••. 
Worcester . 


Franklin  .... 
Middlesex  ■  ■ 
Worcester  • . 
Barnstable.. 

Fraukiin.... 
Hampden  .. 
Berkshire  .• 
Worcester  -. 
Burnsluhle-. 

Essex 

Worcesier  •  • 
Middlesex  .. 

lissex    

Middlesex  •• 

Bristol 

I'ly mouth  .• 

Kssex 

Worcester  ■ 
Worcester  .. 
Franklin... 
Nantucket.- 

Bristol 

Worcester  .  ■ 
Plymouth  -■ 
Berkshire  - 
Worcester  - 
Berkshire  -- 
Hampshire - 
I'lymotith  - . 
Worcester  -  - 
Barnstable.. 

Essex  

Franklin  •  . 
Worcester  .- 
Berkshire... 
Middlesex  -- 
Hampden  - 
Worcester  -■ 
Berkshire.. - 

Essex   

Bristol 

Franklin  •• 
Hampshire. 
WorC'-sler . . 
Hampden  .. 
Middlesex  . . 
Borksliire  -  • 
Worcester  -  - 
Berkshire  •  • 
Worcester  -  - 
Worcester  -  - 


Newport 

Washington 
Newport- •• 
Providence 


New  London  • 
Litchfield  .-.. 

Fairfield 

Hartford 


Temperature,  in  degrees  Fahrenheit 


172 
240 
1,110 
15 
165 
325 
950 
50 


I     I 


Precipitation,  In  inches 


-2.30 
-3.00 
-0.71 
-1.81 


Oilman  W.  Ford  It 
UVH  K.  Doubleda; 
N.  E.  Power  Co. 
E.  T.  Sutton  III 
Olcotl  I'all.sCo. 
Walter  Adams  I  1 1 
Benton  S.  Pinney 


N-  E-  I'oworCo. 

Ma.ss.  A^r-  Exp.  Sta. 

Met-  Will  or  Works 

State  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S-  Wealhor  Bureau 

Mrs.  Loring  11.  Ueed 

City  Engineer 

State  Dept.  Public  Health 

State  Uept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tower 

.loseph  L-  Kellcy 

l{i(!hurd  C.  Bri^lia.n 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Kaliih  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  IS.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  College 

State  Dept.  Public  Health 

E.  P   Mitchell 

Jlet.  Water  Works 

Essex  Company 

Props.  Locks  it  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  It.  Iloelzel 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Charlotte  A    Braun 

IT.  S.  Weather  Bureau 

City  Engineer 

State  Dept-  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Corar.  of  Public  Works. 

State  Dept.  Public  Health 

I'lymouth  CordaKc  Co. 

Met.  Water  Works 

Irvin;;!!.  McNayi- 

n.  8.  C.G- Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

II.  8.  Armory 

Met.  Water  Works 

N.'SbitH.  Brings 

Weston  K.  Lewis 

W^ater  Works 

Turners  Falls  P.  .fe  E .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met  Water  Works 

W'illiams  College 


State  Dept.  Public  Health 
Clifford  L.  Davis 


U.S  Weather  Bureau 
Agr.Kxp.  Station 
Agr- Exp- Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


See  page  46  for  explanation  of  reference  marks. 
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August,  J  940 


Olimatological  Data  for  Aug^ust,  1840 


Temperature,  lu degrees  Fahrenheit 


■sg 


Precipitatiou,  iu  inches 


ss 

i* 


Connecticut  Cont'd 

Colcliester 

Collinsville 

Cream  HilUJ 

Danbury 

East  Hartlaiid  — 

Falls  Villages 

Hartford 

Lake  KouonioctJ.. 

Mt.  Carmel 

New  Haven 

New  Loudon  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbury  

Westbrook 

West  Uartland.... 
For  State  .   •• 


New  London- 
Hartford  .•• 
Litchfield  ... 

Fairtield 

Hartford 

Litchfield  ... 
Hartford  •  ■  • . 
NewLoiidO!!. 
New  Haven  . 

do  ..   .. 

NewLondoii. 
Fairtield  .  ■  •  • 
Windlmm.... 
Litchlield  ... 

Tollai.d  

New  Haven  . 
Middlcjex  . . 
Hartford  .... 


Stedman  Storrs 

Edwin  U.  Wilder 

0.  L  Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  llureau 

New  London  WaterWorki 

B.  W.  McFarland 

U.  S,  Weather  Bnrean 

Harry  G.  Tietjen 

L.  M.  Com  stock 

Civil  Aeronautics  Auth. 

P.  Hurliman 

Apr   Exp   Station 

William  J.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 


Explanation  of  Eeferenoe  Marks  Used  on  Pag-es  44.  45,  and  46. 

The  departures  from  the  normal  temperature  are  computeil  fioin  the  averiiges  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
cipitation with  15  year.s  or  more  of  record  are  computed  from  a  nornial  or  '  standard  inean^'  ad.iuste(l  to  a  uniform  ^yyear  period;  for  stations  of  lo  to  m  years  the  means 
for  the  period  of" record  are  used.  Reference  letters,  <^,h,<:,  appeiinng  in  the  tal.le  niilicate  number  of  days  missing ;  for  example,  li  repre.'^ents  two  days,  etc.       t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttl  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


Jt  Post-office  addresses  of  these  stations  are  as  follows:  Maine -Aziscolios  Uam.  Wi 
Milliuockot;  Winslow,  Waterville;-New  Hampshire-  First  Conn.  L;»ke,  Pittsbui};;  New  Dui 
field,  North  Stratford,  N.  H.;Cornwall,  Middlebury;  Mays  Mills.  Colniiii,  Mass.:  Se:\isl>urj; 
—Massachusetts-  Ashland,  Framiugham;  Blue  Hill.  Milton  ;  l.aki;  (^ocliituatf ,  Kianiingiiai 

•  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


i;  Brassua  Dam,  Itock  wood  ;  Hiram,  W'est  Baldwin;  Ripogenus  Dam, 
)ii;  I'inkham  Notch.  Corbani;  York  Pond,  Berlin  ; -Vermont- Blooni- 
IniingiuM:  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
ifcticnt-  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

t  Not  included  in  summaries. 


Except  as  otherwise  indicated  observations  av 
observations.         *•*  Regular  Weather  Bureau  station  ;  pre< 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  i 

§  Record  furnished  by  Massachusetts  Department  of  1 


Explanation  of  Refer 

generally  n}:ule  late  i:i  the  nf 
i;pre<'ipir;iti(iii  is  for  the  21  !i 
tion  incliKiyd  in  that  of  next 


Marks  Used  on  Pat;e  47. 


H. 


ition  recorded  is  for  the  24  hours  ending  at  the  1 
*•  Precipitation  measured  in  the  morning;  a 
1  is  less  than  0.01  inch  rain  or  melted  snow. 


I  Observations  are  taken 


Explanation  of  Reference  Marks  Used  on  Pagre  48. 
maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PllHSSURH.  WIND.  HIIMIDI 

ry,  .AND  SUNSH 

1NI< 

Atmospheric  Pressure 
(reduced  to  sea  level) 

Wind 

Relative 
Humidity 

Statlona 

1 
S3 

s 

1 

3 

3> 

1 

.1 

1 

0. 

a 

II 

A 

30.11 
30.13 
30.13 
30.12 
30.10 
30. 13 
30.10 

30.' ii 

30. 12 
30.14 
30.13 
30.  13 
.SO.ll 
30.14 

30.45 
30.45 
30.46 
30.46 
30.40 
30.47 
30.51 

30.' 41 
30-44 
30.44 
30.  14 
30.44 
30.50 
30.45 

29. 60 
29.  66 
29.61 
29.  61 
29.  53 

29!  64 

29'5:i 
29.61 
29.  64 
29.64 
29.  56 
29.64 
29.64 

19 
19 
19 
19 
19 
19 
20 

io 

19 
20 
19 
14 
19 
19 

4.3 

11.4 

12.8 
9.7 
7.0 
4.9 
8  3 
4.5 
?,.\ 
7.1 

12.6 
7.9 
0.5 
7.7 
9.8 

•22 
25 
36 

25 
21 
18 
22 
18 
14 
22 
29 
24 
21 
26 

nw. 
sw. 
sw. 

sw. 

n. 

sw. 

a. 
i. 

20 
20 
20 
23 
30 
3 
19 
20 
19 
20 

23 
29 
19 
20 

84 

bl 
73 

80 
84 
84 

85' 

88 

83 
86 
80 

57 
57 
57 

47 

69 

53' 
55 
65 

55 
57 
56 

78 

74 
77 

'79' 
76 
84 
80 

78 
77 

fii 

Block  Island  ... 
Blue  Hill    . .     .  . 

74 

66 

71 

Burliniftou 

Concord  

70 
75 

77 

Greenville 

5i' 

Nantucket 

New  Haven 

North  field 

Portland 

Providence 

78 
70 
60 
78 
71 

August,  1940 
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Daily   Precipitation  for   August.    1940 



Stations 

Drainage  basin 

Day  of  month 

_ 

l|     .|3|     .|     5 

«l  ' 

8 

9 

lojii 

12  j  13 

14 

15 

16 

^^ 

18 

19  j  20  1  21 

22 

23 

24 

25 

26 

27 

28 

29 

SO 

31 

1 

Maine 

Coast 

....do 

Konuebec 

....do 

T.  !....!........ 

.02 
f.' 

.J.,.. 
■.W:::: 

.01    .09 
.21!.... 

1 

1 

.02 
.2! 

.6; 

.15 

.06 
.12 
.01 
.09 

'.•ie 

.02 

2.34 
1.72 
1.97 
2.74 
1.69 
1.66 
2.09 
1.29 
1.38 
1.8U 
2.08 
2.36 
3.84 
1.79 
1.34 
1.15 
1.67 
1.62 

Ellsworth 

Eustis 

Faniiiiigtoii 

.01 
.02 
T. 

■r.' 

.02 

".is 

1.10 
.13 

1.17 

:::: 

.02 

St.  John 

.03 

.08 

03 

.... 

.38 

•f; 

:::: 

:::: 

'.'01 

tiardiiier 

Greenville 

.801   .66 
.651  .92 
.42'  .52 

:::: 

.... 

...do 

T. 

■f  ■ 

.07 

.09 

T. 
.31 

....j.... 

'.'65 

.13!.... 

Kennebec 

Androscoggin   — 
Kennebec 

.01 
T. 

.... 

■;6i 

.12 

.11 

.43 

.02 

.01 
.13 

.17 

■r. 

.07 

.42 
.06 
.55 
.79 

.01 
T. 

...   1  .05 

.20 

•."67 
't. 

.51 

:9ij.;:: 

Ma^li^»ll 

UilliMOoket 

05 

1   ir. 

.14 

•.'23 
.04 
.02 

Penobscot  

■V. 

.10 

Ovi'l  251    nil 

'.•45 

".62 

T. 

•.•63 

.01 

'.'io 

.05 
.21 

1 

.96 

5S 

v.-rri,  BriJgton  . .. 

Presnmpscot 

Penobscot   

Coast 

■r. 

T 

T. 

•v.' 

.04 
.20 

.26 

.05 

!     2(i 

.25 

.14 
.26 

"■.«;;;;;;; 

.87 
.20 
.21 

:67 

.38 
1.20 

•'oa 

.07 

•.•■ii 

■■i'.' 

•.•fli 

[IS  Dam. . . 

Penobscot  

.28 

Androscoggin   .... 

.03 

.60 

T. 

.13 

•.•i7 

'.'io 

'.'i2 
.11 

.05 

.10 

.03 

.01 

.07 
.01 

,0b 
.00 

'.'io 

.05 

.03 

1.43 

^ 

....do 

St  Croit 

T." 
T. 

1.10 

.... 

1.63,.... 

.02 

.08 

iiul** 

.56 

07 

1.61 

2.19 
1  13 

At  1  //.imp«Ai»e 

Androscoggin 

Merrimac 

.04 

.04 
.Oo 

.'o-i 

.24 

.04 
.16 

.46 

t.' 
.30 

.15 

•.•63 

.10 

.22 
.02 

'.'6i 

.02 
.02 
.02 

.18 
".80 

'.'08 

.02 

.'ife 

1..,.', .... 

nfi 

.21 

.22 
.70 
.30 

.68 
1.34 
.74 

:,nn.Lake.. 

Connecticut 

Merrimac 

T. 

.02 

2  93 

'.'oi 

.02 

'f. 

.18 

.03 

.15 

.28 

1.81 

N.ar) 

...do ■ 

Merrimac 

T. 

02 

.56 
1.23 

.07 

'.'17 

'.'64 

.11 
.02 
.09 
.16 
T. 
.03 

■.'6< 

.80 
.14 

't. 

.01 
.35 

.28 

.m 

.5( 
.47 
.63 
5- 

2  30 

39 

.02 

2.04 

•  t 

.0« 

.10 
.18 
T. 

.05 

.01 

.01 

... 

.05 

.27 

2> 

.16 

ham** 

....do. 

'   I   " 

.57 
.36 

.90 

.00 

1  51 

.07 

T. 
.13 

.07 

.08 
.71 

■1' 

,l, 

Merrimac 

T. 

.10 

1  63 

moiU 

Connectient 

...do 

.02 

.12 

.92 

'.'os 

.39 

'.'57 
'."OG 

.30 
.  ()•! 
.85 
■p. 

.30 
'.'62 

.02 

r'. 

2  44 

iro  *• 

2  74 

Chaniplain 

.01 
T. 

.28 
.06 

T. 

.44 
.14 
.43 
.73 

.16 
.01 
.51 
■I- 

T 
.02 

.361,. 
.4.5!  .21 

•^^^? 

-ii 

Connecticnl 

^^3 

1  34 

...do.  .. 

... 

1       

Chaniplain 

St'Lawreiibe.:;;; 

".iyi 

05 

.05 
.13 
.05 

•r. 

1.21 
2  23 

yi  Falls.... 

nq 

5? 

.05 

'.'oi 

.71 
14 

.23 
.19 
.23 
.10 
.04 
.  K 

.08 
T. 

.13 

.95 

.48 

•.ie 
.39 

38 

.07 

.34 

.60 
.06 
.30 
.02 

.01 

.26 
.06 
.98 
.16 
.71 

1  64 

V  -(     i-Ul*" 

■  ^;'n 

.02 
.17 
T. 

.08 
28 
T. 

,iis  tnear). 

.  ..do 

Connecticnt 

....do 

.    do. 

;::: 

.38 
T. 

.,-,1  .f.;^:. 

... 

:::: 

.01 

.03 
.'30 

'.02 

■.'61 

1.96 

■       '    :— 1»' 

.rke*' 

.77 

't6 

18' 

.10 
•r. 

'!■. 
.41 

'i" 

.08     .IV     . 

0.53 
2  "IS 

::::do::::::::::;:: 

T 

.22 
.50 

-lis 

T. 

T. 

■f.' 

.05 

.05 

.12 
.10 
.06 

.18 
.06 

;i8 

.40 
.14 
.11 
.19 
.07 
.04 

!i; 

.08 

.11 

.20 
.01 
.15 
T. 

.18 

.16 

.06 

.11 

.02 

.09 

T 

.06 

T. 

.16 
.16 

.37 
.16 
.05 

•.'64 
.82 

1.02 

.01 
.03 
.01 

'.•49 
T 

.10 

'.'62 

.18 
.01 
.0< 

'.50 
.16 

i.'45 
T 
.02 
.14 
.12 

1.33 
.09 
.01 

i.'32 

t'' 
.18 

'.'61 
T. 

.05 
.10 
.02 

.06 

■iiHS$eUg 

f. 

.60 
.30 
.02 

.02 
.12 
.08 
.3-1 
.21 

89 

.25 
.16 

'.'48 
.31 
•1i 

•.•25 

'.'Sfa 
.32 

.03 
.14 
T, 

".06 
.16 

1  56 

,,u.-   ;li,l  

Coast 

T. 

.... 

.17 
.09 

'.'is 

.06 
.09 
.06 

'.'ii 

'.'03 

'.'02 

2  16 

lOstoll*'* 

....do 

Connecticut 

Merriniiic  . 

".b& 

.01 

... 

.07 

:::: 

0  85 

;t)e.<terljeld§ 

•f- 

.05 

1.59 

"" '".ruham**;; 

....do 

Coast 

T.' 

".oh 

■r 

'.'20 
'.'06 

'.'35 

........ 

1.02 
1  24 

r 

....do 

Merrimac 

...do 

Charles 

'.'oi 

j 

.32 
.■37 

'.'36 

1  09 

.15 
.03 
.27 
.20 
.15 

22 

12 

1  44 

.89 
.22 
.06 
.59 
.4E 

'.'66 
.76 

1.25 
.69 

.14 
T 

.42 
.01 

".62 
.26 
.12 

'.'75 

.06 
.27 

1  02 

Iar(lwipl;§ 

Connecticnt 

Coast 

.02 

'.'i6 

.04 

".OS 
.01 

.'io 

.15 
'.'63 

'::: 

'."62 
T 
.05 

't.' 

'.'is 

.13 

'.'." 

latchvilit-S 

'.'6i 

.05 

.09 

1.25 

laverliill 

.03 

1  25 

:  i_~ton§ 

Connecticut 

Coast 

.01 

.42 

.05 

.'os 

.15 
T 

■v. 

■         .08 

T 

;::: 

.08 

"-.ll 

■f.' 

.05 

'.'69 
.07 

.'61 
•f.' 

0.39 

< 

do 

.15 
t. 

.11 
.09 

'.'04 

.33 

2  10 

ifewHedford  ;.■;;■ 

Merrimac 

Coast 

....do 

Housatonic 

Coast 

.07 
T. 

T. 

T.' 

.... 

.... 

'.'6i 

.45 
.38 
.04 
.44 
.18 
.16 

'.'08 
.41 

'.'24 
.12 

2.18 
2.17 

.24 

'lymouth  .  . 

1  35 

.18 

outliiiridge§.. 

.24 
.83 
.61 
.06 

.21 

.23 
.03 

.17 

:i 

T. 
.06 

T. 

.01 
.01 

.08 
.06 
.08 

'.'63 
.04 

.48 
.21 
.04 
.18 
.24 
.43 
.18 
1.00 
.16 

.48 

■1 

.33 
.18 
.60 
.60 

.06 
.23 

'.'os 

.06 

'.'08 
.17 
.04 

'.08 

T, 
".07 

.02 

't.' 
T. 

1.36 

■outh  Egremont§  . 
orinif  field 

Housatonic 

Connecticut 

Coast 

tV 

.01 

tv 

.... 
.18 

t. 
.01 

.32 
.24 
.35 

'.'74 

.... 

•.'67 
■V. 

.';. 

1?^ 

3.86 
1.84 

"auiitou** 

0.97 

Vest  iitisi. . 

do 

fiO 

■1. 
•.'63 

.12 

.11 

.02 

1.20 

.09 
.45 
.22 
.23 
.60 

3.33 

T. 
.02 

.54 
.42 
.18 

.01 
T. 

.23 

;56 

.06 
.26 

■.'18 

■.'67 
.07 

!29 
.06 

.55 

'.'ii 

'.'25 

.32 
T. 
.25 

.50 
•.•62 

".oi 

.18 

•.•26 
•.•27 

.07 
.03 
.07 

.15 
.26 
.06 
.17 

1.42 

Connecticut 

Black.stone 

Coast 

T. 
T. 

.14 

Vorcester  . 

T. 
T 

.23 

.17 
.16 
.07 

.14 
.40 
.36 

'.'io 

.09 

T. 

T. 

t.' 

.08 

'.'60 
.10 

T. 

r. 

1.39 

Xhtxle  Hand 
ilock  Island*** . 

1.16 

:ingston 

•rovidence*** 

Connecticut 
ridgeport 

....do 

....do 

Coast 

0.81 
0.99 

.3.77 

olchester  

ream  Hill 

astHar?:-:  Hi". .. 
tartfoni*''* 

...do 

Housatonic 

Connecticut 

....do 

Coast 

tV 

T 

■f  ■ 

■f.' 

1.66 
3.64 
3.29 
1.79 

ew  Haven***  . . . 

2.  .54 

orwalk 

do 

1.06 
.24 
.26 

.48 

.04 
t" 

.05 

.16 
.03 

'.'07 

'.16 
.32 
.31 

11 
!28 
1.04 

•.'46;::: 

.51 
.15 
.19 
.08 

.11 

.22 

■f.' 
.03 

.24 

.21 

■."65 

5.08 

Quinebaug 

.04 

■f.' 

".•64 
.22 

.08 
.21 
.02 

•f.' 

1.17 

1.62 

■  aterbury 

Coast 

2.68 

8e«  page  46for  explanation  of  reference  marks. 
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Bar  Harbor  (uear) 1  t^S urn  ' 

•^-tPort  l^^ZZ. 

^o-^^'^-^- \^^=:. 

Greenville    iMfifimum.: 

«°'"l""    iMfahmir.: 

I  «,«i«H>,.  !  Maximum  • 

M'"i"»*" iMh^'lur'. 

Ol-Hown   !S"r.; 

'■orfaud  ISZ;:: 

D     ,r^  .  1  S  Maximum  . 

K"'"fo>'l  I  Minimum.. 

vvi.wlnw  \  Maximum  . 

^*"'^""''    /  Minimum.. 

Neti)  tltttifpahive 

B"""'"'  " )  Minimum.. 

,  S  Maxiuaun  . 

tJoucord ,  Minimum . . 

_     ,  \  Maximum . 

"'"■'""" I  Minimum.. 

F-t  Conn.  Lake l^^l^Z/. 

„           ,          V  (  Maximum . 

Keene(near) (Minimum.. 

PlvmouM, IJSr.: 


\-en 


Newport  .. 
North  (ieUi. 
Kutlaiid    . 

St.  Joliii.sl)Ui 
VVooilstoi-k 


1  Mhii'nui'i" 
)  Maximum . 
i  Minimum. 
Maximum  . 
)  .Minimum, 
j  Maximum . 
I  Minimvmi.. 
S  Maximum. 
I  Miniunnn. 
i  Miiximum. 
(  Minimum., 
y  Maximum  . 


ItidssdchiifeKx 


,      ,        ,  jMaxinuim... 

•'^'""**''^'' i  Minimum.... 

„     ^  S  Maxinuim  . .. 

Boston i  Minimum.... 

„       ,  .  \  Maxinunn  .  .• 

Bio<aaon (Minimum... 

r,      ,    .-,  j  .Maximum . .- 

i^-twarehaml, 1^^^^:: 

ffaintiver 1  MhMmum.::: 

^'^ci.burg j  Ji'f,fiV;;,X; ; . 

i  Maximum. . . 

(Minimum.... 

Nantucket iMfi^'mr;:: 

8'°''''''"dge Iwh^iz;^::; 

wi'Hamstowu igS^Z::: 

^— '- USr.::: 

B'ooui.iand !J1=;;;'::: 
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'^'"8'*'^"" i  Minimum.... 

Pr^TiHBTifB  j  Maximum... 

Providence j  Minimum.... 

CoiniecliCKt 

c— "H"' !Slf,^ZZ::; 

H-tford Us;?^;:: 

New  Haven l^^^^^- 

NBwTnndnn  j  Maximum... 

New  London j  Minimum.... 

Norwalk 1  Mfn"/^ "'"  ' ' ' 
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Putnam (Maximum... 

(  Miinmum  — 
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NEW    ENGLAND    SECTIO: 


Q.  H.  NOYES 


Vol.  LII,        Boston,  Mass..  SEPTKMBER.  1940. 


No.  9. 


GENEKAL  SUMMARY 

New  England's  weather  during  September,  1940  was  about 
normal  with  regard  to  precipitation,  and  slightly  below  normal 
with  regard  to  temperature.  The  average  temperature  for  each 
state  showed  a  minus  departure,  although  a  number  of  eastern 
stations  were  slightly  warmer  than  normal.  The  coldest  period 
occurred  from  the  25th  through  the  end  of  the  month,  being 
climaxed  on  the  27th  by  widespread  subfreezing  temperature 
and  light  to  killing  frost.  Tliis  date  may  be  considered  as  the 
end  <^f  the  growing  season  in  many  parts  of  the  Section,  with 
one  notable  exception  in  northern  Vermont.  Precipitation  was 
rather  unevenly  distributed,  a  sectional  plus  departure  from 
normal  or  nearly  5  percent  being  accounted  for  by  an  excess  of 
27  percent  in  the  northern  division  and  by  a  deficiency  of  22 
percent  in  the  southern  division.  Harvesting  was  proceeding 
aormally  toward  the  close  of  the  month  in  the  southern  division, 

[Continued  ou  page  52] 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  oti 
103  records,  wa-s  58.8°.  whi(!h  is  1.4°  below  the  mean  for  the 
pa.st  .58  years.  The  average  temperature  for  the  northern  division 
was  56.9°;  for  the  southern  division,  61.0°.  The  highest  month- 
ly mean  was  64.5°  at  New  Bedford,  Mass. ;  the  lowest  was  51.4° 
it  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  90° 
itMt.  Carmel,  Conn,  on  the  21st;  the  lowest  was  22°  at  Presque 
isle.  Me.  on  the  27th.  Tlie  greatest  monthly  range  was  61°  at 
iDurham,  N.H.  and  Mt.  Carmel,  Conn.;  the  least  was  33°  at 
Nantucket.  Mass.  The  greatest  daily  range  was  46°  at  Green- 
field, Mass.  on  the  28th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
186  records,  was  4.00  inches,  wliich  is  0.17  inch  above  the 
nean  for  the  past  53  years.  The  average  precipitation  for  the 
lorthern  division  was  4.78  inches;  for  the  southern  division, 
5.18  inches.  Tlie  greatest  monthly  amount  reported  was  9.09 
nches  at  Machias,  Me.  and  Cannon  Mt.,  N.  H.;  the  least  was 
1.53  inches  at  Amherst,  Mass.  The  greatest  amount  in  24  hours 
.vas  4.93  inches  at  Somerset,  Vt.  on  the  2d.  The  average  nura- 
Der  of  days  with  .01  inch  or  more  of  precipitation  was  10,  which 
3 the  mean  for  the  past  53  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
vas  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  8.0  miles  per  hour,  which  is  0.6  miles  per  hour 
3el<)w  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  58 
lercent  of  the  possible  amount,  which  is  1  percent  above  the 
Bean. 

The  cloudiness  was  slightly  above  the  mean.  The  average  for 
he  Section,  based  on  127  records,  was  12  clear,  8  partly  cloudy, 
ind  10  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
':30p.m.  observations  at  12  stations,  was  88  percent,  which 
8  2  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Aan»(is.—  '6d,  5-9th,  11th,  13th,  24th,   26-80th. 

Hnlos,  lunar. —  15-19th. 

Halos.  solar.  — Wth,  15-19th,  23th-24,  30th. 

Zfai7.  — (dates  and  general  location) — 5th,  Groton,  Mass, 
(moderate);  6th,  Lawrence,  Mass.  (light.) 

Thunderstorms.— 1-Svd,  5-7th,  17th,  20-22d,  25th, 

Fog,  dense.—  l-16tl),  18-30th. 

Frosts. —  (dates  and  general  location) — Killing: — General 
over  Section  except  most  of  extreme  northern  Vermont,  and 
tlie  central  and  south  coasts  on  the  27th;  at  a  few  stations  in 
the  higher  elevations  of  New  Hampshire  on  the  12tli;  at  some 
of  the  more  susceptible  places  of  the  northern  divi.^ion  on  the 
26th,   28-30th. 

Sleet.  —  (dates  and  general  location) — Caribou,  Me.  on  the 
7th,  25-26th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermoni;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperature 
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1933 
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No.  of  days  (all 
South        New  England) 
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0 
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3.92 

0 

24 
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0 
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1.79 
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2.48 

0 
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0 
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0 

25 
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0 

30 

6.74 

0 
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1.00 

0 

28 

h.  82 

0 
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3.  23 

0 
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3.  73 
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26 

3.69 

0 

24 

2.  96 

n 
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1,47 

0 

28 

1.99 

0 

4.  33 

0 
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1.31 

0 

29 

6.93 

31 

4.52 

0 

28 

6.30 

0 

25 

2.44 

0 
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2.01 

0 
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2.78 

0 

27 

5.83 

0 

U 

4.71 

0 
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2.  93 

0 

I.  94 

0 

28 

3.81 

0 

29 

2.  47 

0 

32 

2.  10 

0 

30 

4.58 

0 

27 

5.25 

0 

25 

3.  73 

0 

34 

6.  52 

0 

4.56 

0 

27 

2.65 

0 

30 

3.04 

0 

31 

7.  88 

0 

30 

3.  26 

T. 

2P 

4.78 

' 

18 

3.75 

1 

0 

3.50 
0.53 
.57 


4.26 
2.61 
1.23 


9.10 
7.97 
4.16 
4.03 
4.31 
10.57 
2.48 
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Climatologrical  Data  for  September,    1940 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches       |     No.  of  (iaye 


Maine 

Bangor     

Bar  Harbor  (near) 
Brassiia  DamU--- 

Caribou 

Jiastport — 

EasL  Winthrop 

Ellsworth  

Eustis  

Fariniiigton 

Ft.Fairlield  (near. 

Fort  Kent 

Gardiner 

Greenville 

HiraniW 

Hovilton 

Jacknuin 


Lewislon 

Machias 

MadisuiiS 

MiddU'duMi 

Milliiio(^kel§  ••■• 

Milo 

MooselH'.ad 

North  Hridgton.. 

Oldtou'n 

Oroiio. 

Portland 

Presuue  l^lc------ 

Ripo«LMiv.sUaui:t 
Rockland 


The  Forks  ■•  •• 
Upper  Dam--- 
Vanceboro  . . . 
WinslowUS  ■•■ 
Woo<llaiid!i  ••• 
For  State 


Neiii  Ildinvlii-i-t 

Berlin    

Bethlehem  ....•• 

Cannon  Mt 

Concord   

Dixville  Notch  .. 

Durham    

ErrolS    : ■■■,■,, 

First  Conn.  LakeJI 
Fitzwilliaui".-- 

Fraidcliu 

GleuclilV   

Hampton .. 

Hanover  8  •  ■•■ 

Hillsboio 

Keeno(near)  § 

Lakeport 

Lincoln 


Milai 

Na,sh 
New 
Newport  ••••••;■■ 

Noith  Stratford.. 
PinkliamNotelitt- 

Plymouth 

West8ti'wart>tow 
Wolfboro  Falls... 

York  fond 

For  State     ■  • . 


lamlt  ■ 


Mt.  Washington  1 
Vermonl 

Bellows  Falls 

Bennin«ton 

BloointieUUt 

Brattleboros 

Burlington 

Cavendish 

Chelsea 

Cornwalltl 

Crattsbnry  Com.. 

East  Bariiet 

East  Hyegate 

Enosbiirg  B'alls... 

Gilmaii  

MaysMlun 

Nevvfane 

Newport  

Northfield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

8t.  Johnsbiiry 

Searsbnrg  Mt 

SearsburgSta.JJ.. 

Somersettt 

Vernontt§ 


'enobscot . 
-iancock  . . 
Somerset .-. 
U'()o.stook  . 


iset . 


.\udiuscoggi 
WashiMt;lon 
tiutnrsitil  ■  ■  .■ 
(Jxlord...... 

Penobscot  .• 
l'iscata(iuis.. 


0.\;lord 

Sonier.set 

O.xfurd 

Wasliington 
Ivennebec. 
Washington 


Miarima 
StralVort 


esh: 


Merrimack  — 
Grafton   ...... 

Kockingham. 

ti rail  on   

iUllsborougli 

Cheshire 

Belknap 

Grafton   

Hi 


hore 


llslxiro... 
■;!  fiord  . . . 
Hi van    ■ • 

"!."do'.!' 


Franklin.... 

Essex 

Windham... 
Windham... 

Orleans 

Washington. 
Bennington. 


Rutland 

Franklin..  ■■ 
('aledonia... 
Bennington 
Bennington 
Windham... 
Windham... 


505 

570 

1.4«4 

391 


1.410 

4,100 

277 


5.92 
8.27 
4.  (XI 
3.88 
4.  .54 
2.94 
5.95 
2.77 
4.09 
■5.tiO 
3.51 
4.54 
9.09 
3.6(> 
5.02 
5  28 
5.49 
I  4,49 
I  3.87 
5. 09 
5.09 
3.92 
4.37 
4.87 
6.45 
2.73 
3.56 
4.13 
7.66 


+  1.04 
+  5.16 
-0.12 
+  1.44 


+0.  82 
+  1.05 
+  0.31 


+2.36 
+3. 22 
-0. 22 
+  0.14 
-0.94 
-0.40 
+0.94 
+  0  93 


+  1.20 
+  6.08 


+  1.65 


+  1.41 
+.?.  07 
+  1.50 
+4.44 
—1.37 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 

U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  1).  Soule 
U.  S.  Weather  Bureau 
C.C  P.  &L.  (;o. 
William  H.  Gumming 
p.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hyiiro  Electric  Co 
Great  Northern  Paper  O 
Union  Water  Power  (Jo. 
(jlrt^at  Northern  Paper  Co. 
June  Fowler 
N.  W.  Roberts 

C.  L-  Clnuibourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Statiou 
(ireat  Northern  Paper  Co. 
George  J .  Cumming 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  ( 
Guy  W.  Butler 
Holliiigsworth  A  Whitney 
St.  Croix  Paper  Co. 


E<lward  Fenn 
George  IC  Tucker 
Kenneth  Boothroyd 
U.S.  Weather  i5ureau 
Sarah  H.  Gleason 
N.H.Agr.  College 
Union  Water  Power  Co- 
Conn   Valley  Lumber  Co. 
Mass.  Dept.  Public  Healtl 
F.J.  Sonthmayd 
State  Sana.torinm 
Frank  E.  Luavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
r.  F.  Bobbins 
Fred  Wiggin 
Kdv/ard  A.  Carr 
Public  Service  Co. 
Androscoggin  Reg-  Co. 
Pennichuck  Water  Work* 

E.  E.Tobey 
H.  I'.Shepard 

F.  A.  Smith 
J.  B.Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Biiroau  of  Fisheriei 


U.  S.  Weather  Bureau 


B    F.  Hydro-IClectricCO. 
State  Fish  Hatchery 
(^eoriifi  L-  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt  P.  S  Corp. 
Mrs.  Theo.  G.  Taplin  t<t 
Sarali  E.  Lane 
Mi-sE  M.  Dnstin 
N   E.  Power  Co. 
J.  F.  DevinsHt 
L.  n .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t+t 
Mrs.  John  J.  Gerety 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau 
N.  K.  Powpr  Co. 
E.  E.  Ordwav 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  BriggsHf 
N.  E.  Power  Co. 
L.  L.  LeonMrd 
Conn.,  River  Power  Co. 


See  page  52  for  explanation  of  reference  marks . 
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Climatologrical  Data  for  SeptemLer,  1940 


Temperature,  iu  degrees  Fahrenlieit 


Precipitation,  in  inclies 


§■£ 


.., 

__ 

r< 

a 

= 

il 

"t 

^  = 

..  F 

t 

2  = 

H 

1.88 

0 

0.»,i 

0 

2.  -U 

0 

Vtriiiotil  VuiU'd 

WestBurlie 

West  Hartiord 

WliiteKiver  Jc-. 

vVliiiiUBlmin 

Wilder. 

WUniingtou 

Woodstocli 

For  State     . .  • 

UlUMChUfMs 


Adams 

Auilieriitli 

AslilaiidtJ   

BeecliWDod  • 

Blue  Hill Jl J 

Boston 

Boylslou 

Brocliton§   

Ohester* 

Ohesterlield* 

Chestnut  Hill§.-.- 

Oliuton§ 

Coinoril§ 

Kast  Wareliani  •■■ 

Fall  Kiver 

FilcliburgS 

Framingtiaiu  §  ■••• 

Franklin* 

Gardner* 

i;iunr.:5ter§     

-   ■■:;»ui 


Caledoniii. 
Windsor.. 
Windsor-. 
Windlmin 
Windsor.. 
Windham 
Windsor  •■ 


illS 

ildtttli* 

Uolyolio 

Hoosac  Tunnol  ■• 
Uubbardstou*..- 

Hjaniiis 

Ipiwifh* 

JeHerson 

i,iikptocliituateU§ 
Mrei 


oro' 


Miliord* 

Millbnry 

,Moiitu«ue  City... 

Nantucket  

New  Bedford 

Northbridge* 

Pembroke* 

Peru* 

Petersliani 

Pitts  lisld, 

Plalntield* 

Plymouth 

Princeton 

Provincetown  — 

.Kockpurt 

Shelburue  Falls  . 

^outlibridge* 

South  Egrcmonttl' 

Spot  Pond  

SpriiigHeld 

Sterling 

Stockbridce 

Swamp.^rott 

ranntohS 

Turners  Falls 

Ware* 

Webstir  » 

WestfieHS'  

WestonS 

West  Otis* 

West  Rutland 
SVil|lamstown§... 
WInchendon*  . ... 

Worcester!  a  )§ 

For  State  ■■.. 


Rho<ie  [tlnml 


Berkshire  •■... 
Hampshire  .... 

Middlesex 

Norfolk  

.  do  

Sullolk 

Worcester 

Plymouth 

Hampden 

Hampshire . ... 

Suirolk 

Worcester 

Middlesex 

Plymouth 

Bristol 

Worcester 

Middlesex 

Norfolk  

Worcester 

Kssex 

Franklin 

Middlesex 

Worcester 

Biirnstablu 

Essex 

Franklin 

Hampden 

Berkshire  -. . . . 

Worcester 

Barnstable 

Essex 

Worcester 

Middlesex 

Kssex 

Middlesex  .. ... 

Bristol 

I'lynionth 

Essex 

Worcester 

Worcester 

Franklin 

Nantucket 

Bristol 

Worceslt'r 

Plymouth 

Berkshire  

Worcester    — 

Berkshire 

Hampshire.  ••■ 

Plymouth 

Worcester 

Barnstable 

Essex  

Franklin   

Worcester  .  • . . . 

Berkshire 

Middlesi^x 

Hampden  

Worcester  ■ .  •  ■ 

Berkshire 

Essex   

Bristol 

Franklin    

Hampsh.ire 

WorCHsler 

Hampden 

Middlesex 

Berkshire  

Worcester 

Berkshire 

Worcester  .  •    •  ■ 
Worcester 


iJ lock  Island 

Kingston 

Portsmouth  . . 

Providence... 

For  State. 


ConneeUcnl 


Newport 

Washington 
Xewport-. 
Providence 


laltic 

larkhamst^aa 
Irldgeporti.... 
Darlington  .... 


New  Lo!idon  . . 

Litcheeld 

Fair.leld 

Tlartrord 


9-20 
1.037 
1,650 


—  10 
-i.'f 


f  1.0 

+  'l.8 


-  0.1 

-  1.5 

+  'o'7 


18  6. 05 
105  1.53 
50 


18    y.2a 

46  I  3.81 
33  I  3.82! 


+  1.50 
+  0.90 
—0.31 
+0.93 


-0.72 
-0.82 
-0.26 
-0.07 
—1.86 
-2.76 
— 0. 79 
-0.84 
+0.  02 


-0.93 
-2.87 
+0. 92 


-1.22 
+  0.54 
-0  35 
-0.93 


-l.Jfi 
-2.  65 
+0.  33 


+0.33 
-0.80 
+0.49 
-1.83 
-2. 17 
-0.40 
—1.98 


0     I  10 

0   :  11 


Ullmiin  W.  Ford  III 
Kv»  K    Ooubleday 
N.  E.  Power  To. 
E    T.  .Sullim  III 
Olcott  Falls  Co. 
Walter  Adain.s  III 
Beultni  S,  Piiiuev 


N.  E.  power  Co. 
Mass.  Agr.  Ex|>.  Sta. 
Mel.  Water  Works 
.State  Dept.  Public  Health 
Blue  llili  Observatory 
(1.  S.  Weather  Bnreini 
Mrs.  l.iMiMK  11.  IJeed 
City  ICiiKiiieor 
.'^tateDept.  Public  Health 
Slate  Dept.  Public  Health 
Met.  Water  Work.i 
Mot.  Water  Works 
Fred  A.  Tower 
Joseph  I,   Kelley 


Itich; 


Herbert  It.  Allen 
Met.  Wntvr  Works 
.^tate  Dept.  Public  Health 
State  Dept.  Public  Health 
Kaljiti  M.  Barker 
Bureau  of  Entomology 
State  Dept.  Public  Health 
State  Dept.  Public  Healtli 
state  Dept.  Public  Health 


lii) 


A.  W. 


..id 


State  De|)t.  Public  llcaltli 
Si;il.c  'IV^uchei's  (,'olleKe 
State  Dept.  Public  Health 
E.  P   Mitchell 
Met.  Water  Works 
Es.sex  Coinpauy 
Props.  I.oiks.v  Canals 
State  Dept.  Public  Healtli 
State  Dept.  Public  Healtli 
William  K.  Iloelzel 
State  Dept.  Public  Health 
N.E.Power  Co. 
Charlotte  A    Braun 
V.  S.  Weather  Bureau 
Citv  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
.Met.  Waterworks 
(;omr.  c{  Public  Works. 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Jlet.  Water  Works 
Irvinj;  H.  McNayr 
U.  S.  CG.  Station 
N.  E.  Power  Co. 
Stale  Dei)t.  Public  Healtli 
State  Dept.  Public  Health 
:\let.  Waterworks 
U.  S.  Armory 
Met.  Water  Works 
Ni'shit  H.  BiiDgs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P  A  IC  fo 
State  Dept.  Public  Henlth 
State  Dept.  Public  Healtli 
State  Dept.  Public  Healtn 
Weston  ColieKfi 
State  Dept.  Public  Health 
Met  Water  Works 
Williams  (-ollene 
State  Dept  Public  Health 
Cliflord  L.   Davis 


n.S.  Weather  Bureau 
Acr.  Exp.  Stat  ion 
Agr.Kxi).  Station 
U.S. Weather  Bureau 


The  Baltic  Mills  Co 
Water  Bureau,  Hartford 
Bridneport  Ilvdranllc 
Water  ISureau,  Hartford 


8e«  page  52  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


September,   194C 


Olim 

itolo 

gic&l 

Data  for  September,  1040 

Co  nu  ties 

1 

a 

1 

1 

Temperature 

,  in  degrees  Fahrenheit 

i       Precipitation,  iu  inches 

No.  of  days 

.So 

p 

stations 

a  o 
5 

ll 

S 

si 

1 

2 

1 

2 

h 

r 

5-c- 

1 

a 
2-5 

II 
1 

ll 

p 

is 
■ss 

!l 

■5° 

1 
o 

1 

1 

1 

Observers 

CoimecticiU  Ccyiit'd 

1 

New  Loudon.... 

Hartford    

Litehlield  

42U 

300 

L300 

52 
0 
44 

59. 2 

-2.8 

85 

21 

27 

27 

40 

49  12.97      -0.56 
11   1  3.41     

2.28 
1.53 
1.45 

0 
0 

n 

9 

H 

18 
18 
5 

6 
2 
14 

10 

nw. 

Colliusvillo 

Edwin  R.  Wilder 

Cream  HillU 

59.5 

-  L5 

83 

21 

32 

26 

29 

44      3. 97 

-0.37 

T.  S  Gold 

Danbury 

Kairlield 

Hartford 

Litch  field   

390 

1,220 

58!i 

6 

2^ 

33 

27 

6 
24 

39 

1.74 
2.61 
5.  25 

■-i.'33' 

+  L08 

0  95 
1.30 
1.70 

0 
0 
0 

6 

12 

10 

8 

nw. 

Thomas  F.  Hanlon 

Kast  Hartlaud  

D    N    Gaines 

Kails  VillaKe§ 

58.7 

-  2.5 

84 

21 

29 

27 

39 

5 

5 

Conn.  Power  Co. 

Hartford  

New  London.... 
New  Haven  .... 

C3 
178 
200 

53 
0 
4 

—  0.3 

88 
90 

21 

32 

27 

37 

79 
55 
4 

2.37 
3.51 
3.12 

-L12 
-0.00 

1.59 
2.50 
1.66 

0 
0 
0 

10 

12 

s. 

U.  S.  Weather  Bureau 
New  London  Water  Work 

Lake  Konomoi-J}-- 

8 

Mt.  Carmol   

ci.7 

21 

29 

27 

38 

12 

4 

B.  W.  McFarland 

23 
20 
116 

161 
70 

47 

63.6 

+  0.1 

88 

21 

27 

29 

3.33 

2  94 

0 

5 

14 

8 

8 

n. 

U.S.  W^eather  Bureau 
Harry  Q.  Tietjen 
L.M.Comstock 

New  London  

New  London.... 
Fairfield 

69 

48 

Norwalk  

6L3 

-  2.0 

87 

21 

29 

27 

37 

3.17 

-0.35 

2.82 

0 

?n 

H 

2 

Putnam  

WindhHm 

458 

4 

59.7 

84 

21 

26 

27 

40 

4 

2.75 

1.40 

0 

!•> 

2 

16 

T^ 

n. 

Civil  Aeronautics  Auth. 

Litchfield 

1,015 

64n 

56  8 

28 

27 

5  19 

2  48 

0 

10 

8 

nw. 
nw. 

F  Hurliman 

StorrsS 

Tolland  

49 

60.0 

-  1.1 

85 

21 

27 

37 

50 

2.41 

-1.03 

1.41 

0 

fi 

{, 

Agr.  Exp   Station 
William  J.  Pape 

WaterlMiry   

NewH;tv.'n   ..   . 

3J0 

52 

60.8 

88 

21 

30 

27 

42 

h3 

3  24 

-0.  25 

L85 

0 

7 

IH 

10 

2 

n. 

U'esthrook 

MIddle-ex 

40 

(1 

60.4 

85 

21 

27 

41 

0 

3,4S 

2.20 

0 

IH 

5 

ne. 

James  Rintoul 

West  Hartland 

lla.tlor.1 

0 

16 

3.03 
3.34 

-1.20 
-0.73 

1.40 
3.34 

0 
0 

7 

Water  Bureau,  Hartford 

60.4 

-  2.2 

90 

21 

26 

27 

43 

14 

9 

7 

nw. 

Explanation  of  Keference  Marks  Used,  on  Pages  50.  51,  and  52, 

The  departure.^  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departures  of  pre- 
oipitation  with  i.-;  years  or  more  of  record  are  computed  from  a  normal  or  '  standard  mean"  ad.1usred  to  a  uniform  35-year  period;  for  stations  of  lo  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  a,'',c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    ttf  Observer  for  New  England  Power  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

se  stations  are  as  follows:  Maine— Azisi^ohos  Dam,  Wilson  Mills;  Brassua  Dam,  Rockvvood;  Hiram,  West  Baldwin;  Ripogenus  Dau, 
-New  Hampshire -First  fonu.  Lake,  I'ittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhani;  York  I'ond,  Berlin;- Vermont- Kloom- 
'all,  Middlebury;  Mays  Mills.  Colniin,  .M;iss.;  .Searsburg  Sta.,  Wilmington:  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
gliam;  Blue  Hill,  Milton;  Lake  (Jochitnate,  Kramingham;  —Connecticut-Cream  Hill,  West  Cornwall ;  Lake  Konomoc,  New  London, 


Jt  Post-olHce  a.idresses  of  tin 
Mlllinocket;  Winslow,  Watorville; 
field,  North  Stratford,  N.  H. ;  Corn\ 
—Massachusetts—  Ashland,  Framii 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


Not  Included  in 


Explanation  of  Reference  Marks  XTsed  on  Pag-e  47 
are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipita 


Except  as  otherwise  indicated  observatii 
observations.         *••  Regular  Weather  Hureau  station  ;  precipitation  is  for  the  24  hour  period 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement. 

§  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


recorded  is  for  the  24  hours  ending  at  the  time  of 
ight  to  midnight.         **  Precipitation  measured  in  the  morning;  amount 
1'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 


II  Observations  1 


Explanation  of  Reference  Marks  Used  on  Page  54. 
taken  in  the  morniug;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PitlCSSUKK,  WIND.  HOMIDITY.  AND  8UNSH1NK 


Atmospheric 

'res8Ui 

e 

Relati 

^e 

(reduced 

to  s 

ea  level) 

Humidity 

.statiom 

5 

0 

.5 

31^ 

c 
0 

a 

s 

a 

h 

S 

s 

S 

•a 

S  0 

|§ 

1 

1 

6. 

g 

11 

0 

►a 

0 

<> 

a> 

0 

•^ 

30. 03 
30.02 

30.43 
30.37 

30 

.3(1 

Hlock  Island  ... 

29. 53 

10 

13  0 

38 

n. 

20 

80 

65 

81 

73 

Hlue  Ifill 

31102;  30.43 

30 

29.  47 

10 

13  2 

44 

22 

84 

60 

80 

56 

Hoftoii   

;30  on  30.44 

30 

29.49 

in 

9.S 

33 

ne. 

2 

77 

56 

78 

60 

Unrlingtoii 

30.01 

30.48 

30 

29.  42 

10 

6.2 

25 

10 

m 

61 

73 

53 

Ooncord  

30.02 

30.46 

3(1 

29.50 

10 

4.7 

19 

nw. 

22 

88 

,53 

80 

61 

Eastport 

29.  97 

30.44 

30 

29.  31 

8.6 

42 

ne. 

2 

92 

82 

84 

44 

Greenville 

5.1 

27 

17 

Hartford 

30.  04 

30.40 

30 

29.  50 

10 

7.0 

29 

n. 

6 

92 

77 

64 

Nantucket   

30.01 

30.37 

30 

29.  32 

2 

13.2 

57 

ne. 

2 

83 

67 

84 

65 

New  Haven 

30.04 

30.36 

30 

29.53 

1(1 

7.9 

27 

26 

81 

58 

78 

72 

NorthHeld 

.30.03 

30.50 

30 

29.49 

in 

6.0 

21 

PR. 

6 

nn    59 

43 

29.  9S 

30.34 

30 

2 

86      61 

Hb 

62 

Providence 

30.03 

30.41 

30 

29.51 

10 

10.6 

35 

uw. 

21 

84 

63 

80 

59 

[Continued  from  page  49]  . 

but  was  being  soniewliat  delayed  by  unfavorable  weather  in 
northern  sections.  A  result  of  the  backward  growing  season  was' 
apparent  in  tlie  sub-normal  size  and  lack  of  coloring  of  the  fruit 
yield.  An  interesting  weather  feature  during  the  month  was 
the  near  approach  off  the  coast  of  two  fully  developed  hurri-, 
canes,  on  the  l-2d,  and  the  !6tli.  Of  the  two  disturbances, 
only  the  Nantucket  area  experienced  the  western  edge  of  the 
first,  while  an  edge  of  the  second  disturbance  passed  over  the 
Nantucket  area  and  extreme  eastern  Maine.  Timely  warnings 
had  been  displayed,  however,  and  only  slight  damage  resulted 
in  these  areas.  E-s. 


September, 

» 


1940 
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Daily 

Precipitation  for   September. 

1940 

Stations 

Drainace  basin 

Day  of  month 

'i    -'1    H    * 

al  6|7 

8 

9  1  10 

11  1  12 

13 

14 

.5 

16  1  17  1  18 

19  1  20  1  21  1  22  1  23 

24  1  25  1  26  1  27 

28 

29 

80 

81 

Maine 
lastport'"  

llsworUi 

■ii^tK 

.ruKllk'ton 

Coast 

....do 

Kennebec 

...do 

!     1     1 

....|.61|T.     T. 

....!  .9-2    .20!... 
.82    .20    .23'.. 
.20    .07I  .151  .10 
.20    .35    .15    .04 
.08    .18    .01    .04 
T.  1  .  03:  T.  i . . . 
.14    .20    .13    .02 
.57    .061  .021.... 
T.  1  .07;  .061... 

08'  .05.... 

.03    .14   .lOj  .03 

.  17   T. 

.07  .... 

.051.... 
04I    n? 

T. 
.24 
.09 
.0.1 

.08 
.01 

....1  .18 

.05'  .5 

2  61 

,J 

.1 J, J.... 

.02,  .21     .42    .26.... 

.38,....    .401  .17  .... 

.;"l;"|:i^l:a::: 

.01 
.04 
.02 

'.'is 

t'.' 
T. 
.10 
.01 
.38 
1.24 

'1" 
■)•. 
T. 

.02 

.02 

'.■40 
.04 

t." 

1        1 
.97'  .01  .... 
l.:)8    .04.... 
1.15,  .08.... 
1.08|.13 

i;82'.'38''"" 

T. 
.06 

f. 

6.86 
8.27 
4.00 
8.88 
2.94 
5.96 
2.77 

.12 
.02 
.12 
.45 

.32 

Vn 
'.'io 

.78 
.05 
.84 
.48 
.2C 

!7- 
.64 
.50 
.13 
.77 
.19 
1.06 
.18 

.?7 

"."68 
.22 

T. 

71 

.0-i 

".W 
.6^ 
.Oi 
.IC 
.04 
.2S 

;:: 

.Ok 

... 

... 
.91 

.03 
'1'. 

Kennebec 

....do 

St.  John 

Kounebec 

AndroscogKin   — 

Kennebec 

fenobscot   

....do 

I'resunipscot 

I'enobscot    

(.oast 

.osl  .oi 

.19|  .02 

r. 

".'08 
1. 

"f 

.68 

.88 
.77 
1.40 

■.'46 
.48 

.02 

i:25 
2.85 

T. 
.03 
.02 

■li;v 
■|;v 

2.20.... 

.13.... 
1.42  .... 
1.80.... 
05 

.loi   .lOl  .54  .... 
...   1  .201  T.  1... 
.18    .02|  .31    .15 

1.42 '.'60 

.01 

3.  51 

4  54 
8.66 
5.28 
5.49 
3.87 
5.69 
8.92 
4.37 
4.87 
2.73 
3.56 

5  12 

„'t!'. 

.24 
.05 

r 

.04 
.08 

iio 

■.04 

■."i5 
.6i 

.05 
.14 
.06 
.04 

■."64 
^' 

.03 
.13 

.01    .16,  .49 

:g^:'""l"-fo 

.32 

'!i4 

■.04 
.05 

:'' 

.31 

';72 

.91 
2.14 

.88 
1.17 
1.12 
1.34 

.12 
.22 
.52 

■.'37 
.58 

Igton  . .. 

.03    .1 
.03    .M 
2C 

1  .2!- 

,.08 

.05 

.09 

.07 

.58 

.28 

■V 

.07 

.10 

.09 

.28 
.02 
.14 
.02 

:';8 

.05 

t. 

tv 

.18 

.... 
■••• 

i4 

■:i5 

.... 

1 

.0 

.30 
".'64 
"."90 

.44 

".if. 

T. 

'.'oi 

.03 
"t." 

....    .48 
.02    .11 
T.      .09 

....!  .20 

t'.' 

Penobsc-ot   

Androscoffgin   .... 

Kennebec 

...do 

St  Croix  

Androscoggin 

Merriniac 

Coast 

Connecticut 

Merriniac 

Connecticut 

...do 

Merriraac 

•■■■rto 

...do 

Connecticut 

.08 

.34 

.29 
.12 
2.24 
.30 
.58 
.13 

.7.T 

.19 

'23 

"."64 
.03 

.10 

12   T.  i     SK 

.OS 
.16 
1.3'i 

.77 

.88 

.03 

.02 
.29 

.6t 
i.'2£ 

.1£ 

.Oc 

.OC 

'.... 

.09 
.10 
.02 

.10 

.08    .21 
.  02  1. 35 
57 

•^l"!S 

.72 
.94 
1.60 

.94 
1.24 
.72 
.72 
1.00 
.98 
.88 
.45 
1.12 
1.25 
.80 
.58 

.82 
.15 
.41 
.80 
1.03 

.48 

T. 

!•• 

.78 

1  05 
.51 
.12 
.01 
.10 

1.10 

■.■30 
.Ob 
.06 

.24 
.18 

.01 
.5b 

■■iv 

.■03 

1.'26 
.17 
1.88 

9.08 

5.77 
3.73 
4  82 

npdiire 

.16 

■45 
.04 

'■■ji 

T. 

'.'58 
.32 
.46 

.66 

■.'60 
.28 

•r. 

.04'  .44 
.92    .33 
.10,  .21 

.481  T. 
.09'  .03 
2.20;  .13 
09 

.90 

"."55 
.31 
.43 
.24 
.53 
.76 
.29 
.74 

.37 
.36 

■1 
.29 
.39 
.12 
.22 
.25 
.30 

"65 
.13 

■'22 

.43 
.12 
.21 

"."36 
.30 
.18 
.02 
.oS 
.33 
.13 
.47 
.01 
..56 
.44 
T 
.16 
.33 
T 

.■36 
T. 

."24 
.32 

'4' 
.39 
.39 
.36 

.77 
.34 

T. 
t." 

.04 
.05 
.36 

t. 

.76 

"."84 
.3J 

"."oi 

■f.' 

.24 
.04 
.l.i 
.22 

.M.Uke.. 

.08 

'."oi 

t. 
■.'07 

T 

4.25 

^t). '.'.'.'.'. 

•f. 

■f." 

•f.' 

■.■35 

4.65 

'.'6i 

■.'61 

.06 

'.'ic 

■.'61 

.02 
.11 

.08 
.05 
.30 

.58 
.02 
.78 
.03 
.06 
.Ob 
2.2c 

'.12 
.05 
.74 
.73 
.Ob 
.18 
.07 

.10 
.11 
.15 
.06 
■1\ 
.32 

.'23 
.05 
.53 
.21 
.17 
.13 
'I'. 
.06 

45I     l.i 

t 
'.'61 

.17 

.'ii 

.60 

Voe 
■.'15 

.55 

2  90 

1  im**.... 

lOv 
.39 

.3.- 
.42 
.26 
.38 
.78 
1.04 
M 

.09 

1.21 
.49 

.48 

r. 
.01 

T. 

5.4* 

.10 
.01 
.02 

T. 

T. 

.01 
'.48 

.01 

4.64 

4.07 
3.58 
2.54 
3  26 

..I  ..^ 

Conneetiuit 

....do 

Chaniplain 

Connecticut 

...do 

Cham  plain 

...do 

.66 

1.38 
.27 

1.63 
.88 

1.13 
.08 
.48 
.78 

1.09 
.26 
.Ofi 
.87 
.50 
.77 

T. 
T. 
.01 
.22 

.05 
.01 

.02 
t. 

.12 
.46 

f. 

."62 
.46 
.60 

'."6 

.14 

".'is 
'I'. 

.08 
t." 

.'03 

T. 
T. 
.07 

■.'62 
.4 
.02 

\^ 

I  -^n 

.02 

T. 

i 

.03 
.91 
.94 
.91 
.77 
.02 
1.02 
.05 

.03 

.'69 

T. 

.07 
.30 
T. 

'.'62 

.19 

t." 

.... 

"f. 

t. 

'.'69 

■f 
.06 

4.16 
5  34. 

Halls.... 

1    }\ 

.02 

'.'os 

.02 
.69 

"tv 

tv 

.13 
.04 
.05 
.15 

.i9 

tv 

T. 

T. 

. 

.04 

.05 

.05 

■f. 

tv 

.03 

.OS 
.07 
.06 
.30 
.11 

'."ii 

.09 
.48 
.15 

.48 
.33 
.37 
1   13 

in 
■f. 

St.  L-.nvrence 

Cluimplain 

....do 

...do 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

....do 

Connecticut 

.Merriniac  . 

.521   I" 

.1— 

2.20 
2.44 

:ll 
4.93 

.48 
.41 

.13 
.12 
.14 
.25 
.04 
.03 
2  23 
.43 
.16 

.05 

T. 

■.'27 

'.V. 
.45 

'.oi 

5.52 
5  23 

v'      .K<  {i■e■ar^ 

.42 
1.14 
1.0; 

L.58 

.04 

;o5 

3  31 

i        -i.nry 

5  06 

I".   

8  28 

:k.- 

.08 

.10 

T. 
T. 

;. 

T. 

3  31 

tv 

f.' 
T. 

."61 
.OS 
.09 
.02 

'.'26 

f. 
.03 

.09 

.18 

.01 
.02 

■."25 

.23 

.OS 

.45 
.24 

'!''. 

.02 
.01 

".m 

.16 
.23 

.18 

■.'is 

'.'32 

T. 
T. 

.30 

'.'22 
.05 
.10 

'.'08 

■.■25 

1.71 
1.11 
.75 
1.27 
1.17 

2^2^ 
.72 

1.20 

1.25 
.92 

1.12 
.71 

.27 
1.41 
1.25 
1.01 
1.94 

.45 

.30 
1.28 

.05 

3.03 

- 

;.is 

2  12 

.96 
.02 

.17 
.06 

(-■,;■■■ 

...do 

Coast 

.02 

.07 
.01 
.14 

.02 
l.OH 
.40 

"."ie 
.10 

t 

.07 

1.68 

3.51 
6  08 

r     . 

....do 

- 

.06 
.11 
.02 

ira 

...do 

.11 
.03 
.06 

^1?^ 

.07 
.17 

■r. 

'.'oe 

T. 

".hi 

3  63 

5 

.02 

2.25 

4 

■S 

Coast 

.01 

.07 
.05 

.05 
.04 

.'07 
.02 

!l2 

.01 
T. 

tv 

.'62 
T. 
T. 

.07 
.13 

'."66 
.10 
.03 
.16 
.06 
T. 
.02 
.05 
.06 
.30 
T. 
T 
.14 

.01 

.07 

T. 
T. 

'.'62 

4  86 

:r.,n§:'"" 

Merrimac 

Connecticut 

Coast 

.08 
.06 

.37 
.18 
2.50 

■il 

.87 
2.58 
.25 
.41 

.SI 

.31 

.01 
.04 

.02 
.01 

T. 

■.'60 

2.73 
1  96 

. 

2.74 

1.37 

T. 
.10 

5  18 

...do 

.20 
.10 
.02 

.'86 

.06 
.16 
.02 

.07 
.10 
T. 

t°^ 
.08 

.05 

T. 

.01 

.46 

.05 

.24 

.04 
.85 
.52 

.'65 
.03 

'."85 

.61 

2.59 
5  23 

Coast 

.62 
.50 

V74 
1.20 
.45 

.01 

.02 
.04 

■."i2 

.26 
.10 

.09 
.08 
.24 
T. 

'.'46 
.45 
.21 

'.■75 
.66 

,;.rd   .... 

....do 

Housatonic 

Coast   

....do 

....do 

Thames 

Housatonic 

Connecticut 

'.'6i 

.05 

'.'48 

'.'ei 

'.'i7 
.44 

■;72 

3.96 
2  57 

^ 

.75 
.62 
1.25 

3  61 

'  >wn 

. 

.04 

'.'23 

3  39 

.«.§.■.':::: 

T. 

.'04 
T. 

.1   mont§. 

.       i 

T. 

.20 
.09 

.03 
.01 

1.16 

\'?l 
.66 

1.56 
.96 

1.27 

1.12 
1.31 
1.77 

%  M 

1  92 

r-:\.iis:::::: 

Connecticut 

do 

.05 
.62 
$.24 
.07 
.01 

T. 
.01 

.06 
.27 

.30 
iO 

1  73 

-•■'■■is.;.       .. 

.04 

;i2 

;i2 

.09 
T. 

.is 
.12 

.26 
T. 

.28 
T. 
.18 
T. 

2  75 

.26 
.12 
.06 

T. 
.11 
.08 

.04 

T. 
.02 

.11 
.09 
.06 

.25 

.37 

'.'4.5 
.80 
.19 
.30 

T. 
t'.' 

.'ii 

ncheudon§.:::: 

Connecticut 

Blaekstone 

Coast 

....do 

....do 

Coast 

...do 

Housatonic 

.05 

T. 
.04 

T. 
.43 
T. 

.02 
.06 
.15 
.22 

tv 

.'oi 

t'.' 

.71 
.06 

.01 

t" 

.01 
.04 
.05 

t'.' 
.72 

2  .35 

.31 
.03 

'!ii 

.19 
T. 

tv 

2  37 

Rho-le  Wa)»f 
)ok  Island"*... 

.08 
.68 
.08 

T. 

2.85 

')vidence»« 

i<\Kor>rn 

2.57 

''•"'•'■■  r .;;;;;;; 

.07 

.04 

".'.'. 

.34 
.14 

2.28 
1.45 
.06 
1.69 
2.94 

■.'62 
1.30 

2.97 
3  97 

'■t  Hartland** 

2.61 

rtford*** 

...do 

Coa.st 

do 

T. 

T. 

.21 
.04 

T. 

.01 
.01 

.11 
.04 

T." 

t." 

tv 

T. 
T. 

2  37 

i^^or.:::: 

...do 

.07 
.94 

.09 

.23 
.33 

2.82 

3.17 

i'^*" 

Qninebaujr 

Willimantic 

.04 

.21 

.22 

.02 

.i2 

04 

.25 

.07 

'1'. 

■r. 

.08 

.'28 

1: 

95 

2.75 
2  41 

'  terbury 

! 

.03 

.05 

.» 

W 

■1-- 

8.24 

1 

1        i 

See  page  52  for  e 

xplanatloD  of  refei 

enc 

em 

arks 

1 
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OLIMATOLOGICAL  DATA:  NEW   ENGLAND  SECTION 


September,  1940 


Daily  Temperatures 

for  Septembe 

r,  1940 

station 

Day  of  Month 

s 

Mean 

1  1     2       3 

J_ 

5 

. 
6 

'' 

8 

9 

^ 

^ 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

ii 

29 

30  1  31 

Mahie 

1 

Bar  Harbor  (near).  . . . 

1  Maximum... 

75 

73     78 

75i    75 

74 

73 

75 

67 

67 

60 

67 

69 

67 

71 

74 

75 

71 

6! 

72 

09 

70 

72 

65 

59 

65 

64 

09  9 

(  Minimum.... 

57 

54      55 

57 

53 

44 

45]     541     41 

49 

47 

45 

48 

50 

4' 

47 

47 

51 

55 

49 

53 

41 

48 

51 

31 

31 

43 

4< 

3-1 

47:4 
01  6 
48.7 
67.1 
44  3 
0.5.0 
42.8 
67.4 

Eastport  

)  Maximum.  •• 

76 

62      61 

64 

63 

61 

54 

57 

66 

59 

64 

56 

6b 

66 

63 

55 

60 

70 

61 

63 

55 

67 

05 

64 

02 

50 

57 

62 

62 

.58 

(  Minimum.... 

55 

53l     53 

49 

52 

49 

48 

48 

52 

51 

5C 

50 

531     .50 

50 

48 

48 

52 

51 

51 

59 

62 

47 

53 

3! 

38 

38 

48 

43 

40 

Port  Kent 

\  Maximum... 

»i 

74 

75 

70 

72 

59 

54 

66 

75 

75 

64 

63 

69 

73 

61 

72 

72 

74 

71 

69 

66 

62 

49 

64 

68 

61 

62 

1  Minimum 

63 

62 

56 

53 

51 

39 

46 

43 

45 

46i     46 

41 

47 

41 

42 

39 

40 

41 

41 

51 

6: 

38 

37 

46 

42 

37 

33 

49 

33 

Greenville    

j  Maximum  .•• 

78 

71 

75 

701     69 

63 

54 

60 

7( 

.59 

65 

64 

62 

70 

60 

65 

7b 

64 

75 

00 

66 

66 

6-; 

57 

48 

02 

69 

64 

59 

(  Minimum.... 

64 

62 

•  55 

48 

50 

41 

44 

49 

87 

50 

38 

42 

40 

38 

3f 

37 

4f 

38 

43 

50 

54 

41 

38 

36 

32 

32 

35 

35 

28 

Houltou    

j  Maximum... 

8S 

7b 

75 

74 

67 

66 

60 

60 

74 

65 

76 

70 

67 

70 

72 

GO 

62|     64 

68 

05 

63 

69 

64 

60 

56 

65 

72 

64 

60 

(  Minimum.... 

48 

56 

62 

55 

52 

39 

45 

46 

47 

441     42 

49 

46 

44 

3b 

45 

49 

47 

46 

50 

45 

52 

40 

49 

40 

'ii 

30 

30 

40 

35 

44  8 

Lewiston 

S  Maximum  .  .- 
i  Minimum.... 

7i 
67 

74      80 
65      59 

74|    73 
56     53 

63 

48 

56 
47 

70 
51 

72 
46 

62 
54 

64 
48 

67 
50 

69 
49 

73 
46 

72 
46 

5^ 
49 

6; 

77 
53 

75 
54 

80 
54 

72 
59 

73 
53 

70 
46 

72 
53 

67 
39 

53 
37 

66 
35 

71 
39 

73 
42 

62 
40 

49  7 

Millinocltet 

\  Maximum.  .. 

83 

71     76 

73 

66 

58 

63 

71 

72 

66 

70 

66 

70 

73 

73 

74 

73 

70 

70 

63 

63 

49 

61 

70 

6E 

68!  4 
46.8 
08  4 

1  Minimum 

68 

65      60 

54 

5: 

41 

46 

49 

52 

52  i     49 

51 

50 

43 

38 

42 

51 

43 

43 

54 

53 

50 

43 

41 

41 

32 

29 

35 

29 

Ohilown   

S  Maximum... 
'Minimum.... 

81 
68 

76      75 

73 
54 

71 
55 

42 

63 
46 

03 
48 

71 
46 

67 
54 

64 
51 

64 
61 

67 
49 

69 
44 

70 
46 

09 

48 

65 

50 

74 
44 

73 
47 

70 
59 

70 
54 

71 
54 

69 
42 

4<; 

65 

47 

50 
34 

65 

67 
42 

47 

37 

64      "~ 

6'2 

49-5 

67.  8 

Porlhind  

)  Maximum... 

74 

74 

80 

76 

73 

65 

67 

72 

66 

61 

62 

65 

67 

68 

58 

72 

79 

73 

74 

67 

73 

72 

64 

62 

66 

65 

,57 

(Minimum.... 

63 

63 

61 

59 

56 

51 

48 

51 

51 

54 

51 

52 

52 

50 

50 

.52 

54 

57 

60 

50 

58 

5< 

51 

56 

40 

3^ 

39 

44 

42 

44 

52  1 

Kumford  

j  Maximum  .•■ 

78 

75 

78 

73 

70 

62 

.58 

68 

70 

60 

66 

68 

6S 

71 

71 

6( 

67 

78 

71 

80 

70 

74 

71 

70 

00 

51 

63 

69 

70 

62 

6,S.6 
45.6 
71.2 

i  Minimum... 

67 

60 

55 

54!     48 

42 

43 

46 

44 

52 

43 

42 

45 

42 

44 

44 

HL 

46 

50 

56 

59 

45 

40 

42 

38 

31 

30 

36 

34 

1 

j  Maximum... 
(Minimum.... 

8( 

81 
63 

79 
62 

77 
55 

74 
54 

71 
45 

64 
4t 

68 
61 

7.' 
43 

68 
53 

67 
50 

6S 
50 

70 
51 

72 
45 

72 
45 

72 
44 

69 
63 

11 

78 
52 

76 
55 

76 
5( 

72 
01 

73 
43 

70 
50 

08 
49 

50 
37 

64 
32 

41 

70 
46 

68 
35 

49.6 

New  l{<xmp!fliire 

Berlin  II 

j  Maximum... 
(  Minimum 

75 
62 

72 
64 

73 
52 

53 
75 

68 
46 

6( 

49 
39 

67 
44 

66 
39 

58 
43 

66 
46 

61 
34 

62 
41 

70 
38 

68 
43 

59 
39 

65 
4! 

I 

73 
49 

82 
46 

71 
46 

56 

69 

69 
42 

48 
48 

46 
32 

62 
30 

70 
33 

69 
34 

63 
33 

6.5.7 
43  2 

Concord  

j  Maximum... 

81 

81 

78 

75 

7C 

61 

72 

58 

66 

64 

68 

68 

74 

68 

69 

71 

78 

79 

82 

81 

72 

74 

74 

73 

.53 

66 

72 

74 

64 

71.4 
47.4 
73. 6 

(  Minimum.... 

63 

59 

54 

52 

43 

44 

42 

45 

55 

47 

42 

45 

41 

43 

45 

55 

47 

52 

50 

60 

52 

41 

50 

43 

34 

30 

35 

39 

■ 

i  Maximum... 

87 

S3 

83 

80 

77 

72 

61 

75 

75 

64 

65 

70 

72 

■}h 

70 

67 

81 

80 

83 

75 

77 

77 

74 

50 

08 

74 

73 

05 

Uiirlnmi 

(  Minimum 

66 

63 

58 

50 

47 

40 

40 

46 

36 

54 

41 

44 

3S 

37 

41 

46 

51 

51 

49 

43 

56 

59 

36 

48 

50 

30 

26 

30 

33 

45 

; 

458 
61  7 

First  Conn.  Lake 

(  Maximum... 

70 

72 

69 

61 

66 

67 

48 

49 

61 

65 

56 

59 

55 

58 

66 

65 

58 

02 

09 

75 

65 

65 

62 

62 

46 

40 

58 

64 

09 

)  Minimum.... 

63 

63 

55 

51 

49 

37 

Sj 

41 

37 

40 

39 

42 

42 

40 

37 

37i     42 

43 

43 

45 

55 

32 

32 

43 

29 

28 

28 

33 

32 

4i:o 

7i.a 
44.1 

Keene(near) 

1  Maximum... 

78 

77 

76 

75 

72 

70 

73 

58 

65 

65 

67 

68 

72 

70 

68 

71 

78 

77 

81 

81 

74 

74 

74 

71 

54 

66 

71 

74 

66 

(  Minimum.... 

65 

59 

48 

46 

37 

3J 

34 

40 

55 

37 

39 

42 

39 

40 

40 

48 

40 

45 

46 

58 

54 

39 

49 

43 

35 

28 

31 

35 

48 

Plymonlh 

\  Maximum... 

77 

76 

75 

73 

71 

68 

58 

66 

55 

62 

65 

65 

66 

70 

07 

68 

70 

76 

78 

79 

74 

71 

72 

07 

50 

03 

65 

70 

61 

68  2 

(  Miniinum..- 

64 

60 

54 

48 

42 

38 

35 

37 

40 

.52 

35 

34 

41 

38 

43 

38 

62 

44 

45 

47 

50 

58 

33 

40 

42 

34 

24 

31 

35 

40 

42!  7 

Vermoit 

BnrlK.gloM 

\  Maximum... 

74 

70 

73 

73 

68 

6b 

67 

68 

66 

60 

61 

65 

70 

72 

■69 

71 

70 

70 

71 

73 

71 

69 

67 

.50 

53 

63 

68 

60 

60 

67.1 

\  Minimum.... 

67 

63 

60 

60 

50 

44 

40 

43 

48 

50 

48 

44 

51 

49 

51 

46 

58 

54 

56 

51 

65 

51 

42 

4K 

42 

37 

42 

46 

42 

35 

49  4 

Nnwport   

*  Maximum.  .. 

74 

70 

69 

70 

66 

63 

56 

6'' 

66 

60 

60 

60 

61 

67 

70 

69 

73 

75 

81 

68 

67 

05 

04 

4-* 

46 

62 

66 

61 

56 

64.9 
48  8 

(Minimum.... 

66 

62 

60 

57 

48 

43 

45 

47 

45 

52 

49 

47 

51 

48 

4-1 

45 

57 

53 

55 

54 

60 

46 

42 

48 

42 

36 

42 

43 

40 

36 

NurtliReUi 

\  MiixiinUMi  .  • . 

74 

75 

72 

71 

68 

66 

60 

70 

62 

64 

60 

60 

65 

71 

69 

66 

69 

75 

!'^ 

77 

70 

69 

69 

7! 

11 

50 

63 

68 

60 

61 

67:1 

(  .Minimum-    ■■ 

65 

61 

57 

55 

43 

37 

44 

41 

46 

42 

35 

42 

38 

40 

38 

54 

46 

49 

45 

65 

44 

37 

48 

38 

32 

30 

36 

37 

33 

43.7 

Rutliiud    

S  M;ixinium.  .. 

74 

72 

70 

71 

68 

64 

67 

62 

62 

64 

63 

64 

74 

72 

72 

75 

79 

71 

74 

70 

63 

49 

65 

68 

61 

67!  e 

/  Minimum-... 

65 

60 

56 

53 

52 

42 

37 

39 

43 

53 

47 

37 

50 

40 

44 

42 

50 

44 

50 

47 

58 

61 

39 

51 

45 

32 

36 

36 

39 

40 

t\ 

8t.  All.ans 

*  .Maximum... 

76 

74 

72 

74 

69 

65 

63 

70 

73 

69 

62 

63 

66 

7-1 

75 

71 

73 

79 

74 

71 

72 

05 

69 

55 

66 

70 

01 

61 

1  Minimnm.... 

67 

61 

58 

56 

49 

46 

41 

42 

52 

55 

51 

49 

51 

51 

52 

49 

56 

61 

57 

60 

58 

.59 

46 

58 

44 

34 

42 

48 

48 

37 

'iX 

1  Maximum.  ■• 

72 

76 

74 

71 

71 

67 

57 

69 

65 

60 

65 

03 

65 

72 

75 

69 

68 

78 

77 

79 

70 

72 

71 

07 

64 

51 

65 

71 

66 

St.  Jolmsbiiry   

(Minimum... 

66 

65 

61 

57 

49 

40 

41 

43 

43 

56 

39 

43 

49 

43 

43 

39 

54 

45 

50 

51 

57 

60 

37 

44 

46 

34 

35 

35 

40 

33 

46.9 

Woodstock  

j  Maximum... 

73 

75 

77 

75 

71 

68 

64 

73 

75 

67 

64 

62 

75 

08 

73 

78 

77 

80 

79 

78 

74 

77 

76 

54 

64 

74 

75 

62 

71  g 

Minimum.... 

61 

65 

58 

49 

47 

38 

36 

40 

39 

54 

42 

35 

46 

40 

44 

40 

52 

43 

49 

43 

50 

47 

37 

40 

44 

32 

28 

31 

34 

34 

43!? 

Mufswh  II  fells 

j  Maximum... 

82 

78 

78 

75 

75 

72 

65 

74 

60 

66 

65 

68 

67 

75 

72 

71 

73 

80 

81 

84 

85 

76 

76 

77 

70 

55 

66 

72 

75 

65 

72.8 

Anilierst 

72 

66 

60 

51 

50 

45 

4.=i 

42 

55 

51 

44 

41 

45 

42 

44 

46 

50 

.50 

47 

49 

03 

.52 

44 

57 

40 

35 

30 

33 

35 

43 

47:? 

Boston 

Maximum... 
1  Minimum.... 

81 
65 

79 
65 

82 
66 

77 
62 

73 
59 

67 
.52 

50 

73 
50 

65 
57 

73 
61 

54 

69 

52 

71 
.53 

69 
53 

66 

54 

64 
55 

74 
5» 

81 
60 

75 
60 

76 
57 

86 

76 
60 

76 
65 

60 

70 
46 

56 
42 

66 
42 

09 

66 

57 

7L8 

48 

48 

48 

55.3 

Brockton 

i  Maximum... 
(  Minimum--.. 

82 
66 

83 
63 

«.^ 

83 

58 

75 
56 

70 

50 

68 
47 

73 
47 

73 
50 

74 
60 

70 
53 

68 
47 

72 
47 

77 
46 

77 
52 

64 
53 

76 
53 

82 

57 

83 
50 

84 
52 

85 
64 

80 
03 

78 
50 

74 
69 

73 
56 

57 
42 

67 

73 
43 

73 

64 

iir 

36 

44 

49 

)  Maximum... 

85 

80 

81 

76 

77 

73 

58 

73 

65 

67 

63 

70 

71 

76 

73 

67 

74 

81 

82 

84 

84 

75 

77 

76 

70 

57 

67 

75 

1 

Concord 

1  Minimum.... 

69 

66 

58 

53 

49 

42 

46 

44 

50 

54 

47 

45 

42 

39 

45 

52 

56 

49 

5(1 

45 

62 

61 

40 

66 

40 

33 

30 

38 

35 

36 

East  Warehaml! 

S  Maximum .  .. 

83 

81 

79 

77 

73 

70 

70 

72 

67 

62 

74 

80 

80 

77 

74 

78 

73 

71 

69 

57 

63 

67 

68 

58 

(Minimum.... 

68 

65 

65 

55 

51 

49 

48 

47 

48 

62 

56 

51 

44 

44 

45 

55 

49 

51 

52 

50 

60 

63 

44 

54 

64 

38 

30 

37 

43 

45 

gjjjj 

Fall  River 

j  Maximum  . .. 

77 

80 
64 

83 
67 

78 
57 

75 
54 

52 

46 

72 
47 

68 
57 

75 
59 

65 
.52 

71 
47 

48 

76 
47 

71 
45 

62 
52 

76 
50 

76 
55 

78 
58 

77 
02 

82 
64 

70 
59 

75 
58 

73 
59 

08 
46 

58 

65 
38 

71 

48 

71 

i 

(  Minimum 

68 

44 

44 

g'itolil)urK  

(  Minimum.... 

59 

82 
66 

78 
55 

55 

73 
44 

64 

44 

76 

44 

71 
49 

67 
57 

66 
44 

71 
43 

69 
47 

78 
44 

70 
43 

70 

47 

72 
54 

83 
55 

82 
.52 

87 
53 

80 
05 

70 
61 

78 
46 

78 
50 

70 
43 

62 

68 
32 

75 
39 

77 
38 

69 

48 

i  Maximum  .  .  ■ 

84 

81 

79 

77 

73 

69 

-59 

66 

67 

62 

69 

68 

74 

67 

66 

71 

79 

80 

83 

82 

74 

75 

74 

71 

55 

05 

73 

72 

58 

71.'7- 

Lawrence 

66 

63 

57 

55 

49 

47 

44 

50 

69 

50 

48 

47 

45 

48 

49 

56 

53 

53 

51 

64 

48 

57 

46 

38 

34 

39 

40 

43 

51.0 

)  Maximum.  .. 

78 

7S 

76 

74 

71 

67 

67 

67 

72 

65 

62 

69 

71 

64 

60 

71 

77 

77 

74 

70 

74 

71 

69 

71 

01 

65 

65 

57 

68.7 

Nantucket 

(  iMinimum.... 

65 

64 

62 

60 

56 

53 

56 

57 

60 

57 

55 

.54 

55 

55 

56 

56 

59 

00 

58 

62 

63 

59 

60 

52 

47 

45 

48 

53 

52 

56.8 

S  Maximum .  •. 

72 

71 

72 

71 

68 

67 

62 

67 

65 

63 

63 

66 

67 

75 

73 

75 

75 

81 

82 

80 

70 

73 

09 

50 

60 

64 

67 

61 

69.1 

Btockbridge    

(  Minimum.... 

67 

62 

59 

51 

.50 

41 

40 

41 

55 

51 

42 

30 

44 

41 

44 

40 

43 

45 

44 

47 

55 

52 

40 

55 

42 

35 

30 

31 

34 

43 

45:1 

(  Maximum  .  . . 

72 

71 

70 

71 

72 

66 

68 

69 

03 

64 

63 

62 

65 

68 

67 

66 

66 

71 

74 

70 

78 

70 

70 

73 

69 

57 

59 

64 

66 

61 

67.7 

VVilliamstown 

1  Minimum 

67 

63 

58 

54 

51 

41 

40 

43 

51 

55 

45 

40 

52 

44 

43 

43 

47 

47 

49 

51 

60 

46 

64 

45 

36 

37 

35 

43 

47.9 

(  Maximum.  -• 

82 

80 

79 

74 

75 

71 

60 

73 

66 

68 

60 

71 

69 

75 

69 

67 

71 

81 

81 

84 

85 

75 

76 

75 

68 

55 

65 

73 

75 

61 

72.1 

Worcester 

(  Minimum-... 

65 

56 

57 

56 

42 

44 

46 

50 

57 

45 

43 

48 

42 

42 

49 

54 

56 

50 

50 

60 

47 

47 

51 

44 

35 

34 

37 

37 

43 

48.5 

Winih  M< 

ii! 

Block  Island 

I  Maximum    .. 

76 

79 

76 

76 

74 

68 

63 

66 

72 

73 

63 

67 

68 

68 

67 

65 

71 

76 

75 

78 

73 

76 

69 

71 

69 

57 

61 

65 

65 

59 

69.  S 

(Minimum.'... 

66 

66 

62 

62 

60 

54 

54 

53 

62 

60 

53 

56 

56 

59 

56 

58 

69 

60 

01 

64 

62 

56 

63 

49 

46 

45 

52 

54 

51 

57.1 

Kingston 

)  Maximum . .. 

79 

82 

80 

78 

76 

71 

67 

67 

73 

72 

69 

69 

71 

69 

66 

74 

80 

78 

80 

81 

77 

72 

08 

56 

62 

68 

68 

59 

71,6 

(Minimum.... 

69 

67 

63 

52 

46 

50 

46 

44 

48 

59 

62 

44 

40 

40 

50 

55 

44 

48 

46 

47 

64 

64 

41 

57 

.53 

40 

29 

34 

36 

44 

49.1 

Providence 

j  Maximum  .  . . 

81 

84 

79 

77 

73 

62 

74 

67 

75 

72 

75 

71 

65 

76 

82 

83 

84 

78 

75 

71 

58 

68 

71 

73 

58 

7S.7 

(  Minimum.... 

70 

67 

65 

61 

57 

54 

50 

49 

57 

60 

55 

52 

49 

49 

60 

55 

55 

69 

58 

57 

64 

61 

52 

69 

46 

41 

39 

44 

43 

45 

54.1 

Comiecticiil 

Cream  Hill 

j  Maximum... 

74 

77 

75 

74 

73 

70 

58 

67 

70 

64 

64 

64 

68 

72 

71 

70 

71 

76 

72 

79 

83 

71 

75 

74 

09 

53 

59 

69 

72 

64 

69.9 

(  Minimum.... 

64 

63 

58 

55 

52 

47 

47 

44 

56 

54 

43 

43 

44 

44 

46 

44 

48 

52 

52 

66 

60 

50 

55 

55 

43 

32 

34 

41 

43 

48 

49.1 

Hartford 

Maximum... 

81 

81 

80 

77 

74 

72 

68 

74 

74 

61 

67 

71 

74 

74 

71 

76 

80 

78 

82 

78 

76 

77 

71 

57 

73 

74 

63 

73.5 

(  Minimum-... 

71 

65 

59 

54 

52 

45 

48 

48 

58 

53 

48 

48 

44 

44 

51 

60 

46 

48 

48 

50 

63 

51 

47 

59 

43 

36 

32 

36 

38 

45 

49.3 

Neiv  Haven 

i  Maximum... 

78 

78 

81 

78 

76 

73 

67 

70 

74 

72 

61 

69 

71 

71 

71 

71 

75 

80 

73 

77 

88 

78 

73 

70 

70 

57 

64 

68 

75 

63 

72.6 

(  Minimum 

71 

68 

62 

62 

59 

53 

50 

51 

64 

60 

56 

49 

49 

50 

54 

52 

55 

58 

56 

65 

60 

54 

04 

40 

41 

38 

46 

46 

47 

64.6 

New  London  

\  Maximum.  .. 
1  Minimum.... 

Norwalk 

j  Maximum  ... 

80 

82 

si 

81 

75 

73 

69 

72 

78 

7i 

64 

72 

73 

74 

7i 

72 

77 

8i 

78 

82 

87 

77 

78 

70 

70 

59 
32 

66 
29 

70 

73 

65 

742 
48.4 

(  Minimum.... 

72 

67 

54 

53 

52 

50 

46 

43 

58 

52 

48 

45 

42 

41 

44 

50 

52 

48 

48 

49 

56 

58 

45 

64 

49 

36 

45 

p   . 

j  Maximum.  .. 

80 

80 

80 

74 

74 

70 

63 

68 

70 

61 

69 

69 

73 

70 

66 

73 

77 

79 

82 

84 

76 

75 

72 

09 

58 

63 

70 

74 

60 

71.6 

47.8! 

(  Minimum.... 

70 

66 

60 

59 

47 

46 

43 

42 

49 

61 

48 

46 

41 

42 

46 

49 

51 

47 

45 

45 

60 

60 

39 

50 

48 

35 

26 

33 

34 

48 

See  page  52  for  explanation  of  refe 
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Vol.  LII. 


Boston,  Mass..  OCTOBER,   1940. 


No.  10. 


QENEKAL  SUMMAKY 

Cold  and  dry  weaihor  dominated  conditions  in  New  England 
during  October,  1940.  The  month  was  the  coldest  October  in 
the  last  fifteen  years,  and  there  were  only  five  colder  Octobers 
in  tlie  records  of  New  England  weather.  While  the  first  half 
of  the  month  was  slightly  wanner  than  normal,  tiie  latter  half 
was  subnormal  to  the  extent  of  nearly  8  degrees,  and  during 
the  period  from  the  IGth  througlithe  81st,  daily  temperatures 
were  persistently  below  normal  with  one  exception,  the  24th. 
^[onthly  minima  occurred  on  the  20th,  22d,  28th  and  3Uth. 
Precipitation,  like  the  temperature,  was  far  below  normal.  In 
the  northern  division,  there  was  only  one  drier  October  (1924) 

[Continued  on  page  58] 


TEMPEKATTJRE 


The  average  monthly  temperature  for  the  Section,  based  on 
103  records,  was  4-5.7'^,  wliicli  is  3.7°  below  the  mean  for  the 
past  53  years.  The  average  temperature  for  the  northern  division 
was  43.7°;  for  the  southern  division,  47.8°.  The  highest  month- 
ly mean  was  51.5"  at  Springfield,  Mass.;  the  lowest  was  37.4*^ 
at  First  Connecticut  Lake,  N.  II.  The  highest  recorded  was  81° 
at  Frainingham,  Me.  and  Berlin,  N.H.  on  the  7th;  the  lowest 
was 8°  at  Somerset,  Vt.  on  the  22d.  The  greatest  monthly 
range  was  68°  at  Bennington,  Vt. ;  and  Somerset,  Vt. ;  the  least 
was  34°  at  Eastport,  Me.  The  greatest  daily  range  was  49°  at 
Bennington,  Vt.  on  the  23d. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
186  records,  was  1.31  inches,  v.diich  is  2.20  inches  below  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  1.09  inches;  for  the  southern  division, 
1.54  inches.  The  greatest  nionthly  amount  reported  was  3.04 
inches  at  Burlington,  Conn.;  the  least  was  0.23  inch  at  New 
Durham,  N.H.  The  greatest  amount  in  24  hours  was  1 .64  inches 
at  Barkhamstead,  Conn,  on  the  2d  The  average  number  of  days 
with  .0!  inch  or  more  of  precipitation  was  7,  which  is  2  below 
the  mean  for  the  past  53  years. 

The  average  snowfall  for  the  northern  dixnsion,  based  on 
96  records,  was  0.8  inch;  for  the  southern  division,  based  on 
91  records,  Traced;  for  the  Section,  based  on  187  records,  0.4 
inch,  which  is  0.2  inch  above  the  mean  for  the  past  53  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  dire(!tion  of  the  wind,  based  on  122  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  9.6  miles  per  hour,  which  is  0.5  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  59 
percent  of  the  possible  amount,  which  is  5  percent  above  the 
mean. 

The  cloudiness  was  slightly  below  the  mean.  The  average  for 
the  Section,  based  on  131  records,  was  14  clear,  8  partly  cloudy, 
and  9  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7: SO  p.m.  observations  at  13  stations,  was  75  percent,  which 
is  4  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Atiroras.—  l-8tli,  10-1  Ith,  18th,  20th,   23-24th,  26-31st. 

Hnlos,  lunar.— Sth,  ll-12th,  15-17th,  19-20th,  22d. 

Halos,  solar.—  1st,  3d,  5-6th,  9th,  ll-12th,  15-l7th,  19th. 

Hail. —  (dates  and  general  location)  -  None 

ThHmierstorm.<i.—  2nd,  6-7th,  14- 16th,  2l8t,  23d. 

Fog,  deme  —  l-2d,  5-12th,  14-18th,  26-31st. 

Sleet —  (dates  and  general  location)  -  16tii,  First  Connecti- 
cut Lake,  N.H.;  20th,  vicinity  Nantucket,  Mass.;  21st,  Ft. 
Fairfield,  Me.  and  Keene,  N.H.;  23d,  Caribou,  Me.;  29th, 
Chesterfield,  ]\[ass.;  30th,  Hanover,  N.H.,  Newfane,  Vt.  and 
Wilder,  Vt. 

Frosts. — (dates  and  general  location) — Killing:  In  suscei)tible 
places  of  Northern  New  ICngland  on  4-5th;  advanced  progress- 
ively southward  on  10-1 1th,  16-22d  (penetrated  extreme  south 
costal  areas  by  22d). 


COMPAEATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.), 


No.  of  days  (all- 
New  England) 


56 


GLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1940 


Climatolog-ical  Bata  for  October,    1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangor     

iiar  Harbor  (near) 
Brassua  DaiuU--- 

Bruiiswiclt  

Caribou 

Kastpon 

East  Wiuthrop 

Ellsworth  

Eustis  

Ft.  Fairtield  (near) 

Fort  Kent 

Gardiner 

Greenville.. 

Hiraiiil} 

Houltou 

JacUnian 

Lewiston 

Macbias 

Madisoiig 

MiddlLHlaui 

MillinockelS 

Milo 

Moosebead 

North  Hridgton..-. 

Oldtown 

Orono. 

Portland 

Presiiue  Isle ■ 

Ripogeuus  UainJtS- 

Rockland  . 

Ruuiford 

Xlie  Forks 

Upper  Dam 

Vanceboro 

WinslowttS 

WoodhuHlS? 

For  Stale     ■■•• 
h'tiii   lliwivliii'e 


Penobscot .  • 
Hancock  ■  ■•. 
Somerset... . 
Cumberland 
Aroostook  • . 
Washington 
Iveiinebec  ■• 
HiincocU-.. 
Franklin 


Aroostook  .. . 
Aroostook  . . . 

Kennebec 

Piscalaquis  .- 
Cumberland- 
Aroostook  ■  • . 
Sonier.set  — 
Andro.scoggin 
VVasiiincrton  • 


Oxlord...... 

I'ciiioijscot . . 
I'isciitaquis.. 


I^)nt)bscot . . . 
Cumberland- 
Aroostook  -■  - 
Piscataauis-- 

Knox 

Oxford 

Somerset 

Oxfi-rd 

Wasningtou  . 
Ivennebec--  .- 
Wasbington  - 


Uerlin    

Betiilebpm  ....---- 

Cannon  Mt 

Concord    

Dixville  Notch  --■• 

Durham    

ErrolS    

First  Conn-  I-akeU 

Fitzi.illiam* 

Franklin 

Glencliff   

Hampton 

Hanover  § 

Hillsboro 

Keene(near)  §  — 

Lakeport 

Lincoln — 

Manchester 

Milan     

Nashua  S  --....---- 
New  lJurbam«.--- 

Newport  

Noitli  .Stratford... 
PinkbamNotchU-- 

Plymouth 

WestStewartstown 
Wolfboro  Falls-- -- 

York  Pond    

For  State     -  -  -  - 


Merrimack-. 

Coos 

Strafford  ... 


<lo 

Merrimack  — 

Grafton  -  - 

Rockingbara  -- 

Oration   

Hillsborough 

Cheshire 

Belknap 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Strafford 

Sullivan 

Coos 

do 

Grafton 

Coos 

Carroll 

Coos    


Mt.  Washington  ; 
Verinoiit 

Bellows  Falls 

Bennington 

Bloom  tieldtt 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

CornwalUt 

Craftsbury  Com.. 

Dorset 

EastBarnet 

East  Uyegate 

Enosburg  Falls- •• 

Gilman 

MaysMilUl 

Newfane 

Newport  

Northfield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

Bearsburg  Mt 

Searsburg  Sta-tt-- 


Windliam  --, 
Bennington 

Essex 

Windham  .- 
Chittenden-., 

Windsor 

Orange 

Addison 

Orleans 

Bennington 
Caledonia  -- 
Caledonia  -- 
Franklin  — 

Essex 

Windham.- - 
Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  .  -. 

Rutland 

Franklin..  -• 
Caledonia--. 
Bennington 
Bennington 


61 

460 

1,100 

80 


-2.81 
-3.18 
-3.  43 
-2.82 
-1.45 
-2.91 


.99 


-2.27 
-2  90 
-2.27 
-2.  07 
-2.79 


Civil  Aeronautics  Auth. 

B.  L-  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsvvortby. 
W.  B.  Clark 
Samuel  D-  Soule 
U.S.  Weather  Bureau 

C.  C  P.  &L.  Co. 
William  II.  Gumming 
V-  M.  'I'ripp 

Union  Water  Power  Co 
Bangor  Hydro  IClectricCo, 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
June  PovvlcT 
N.W.Roberts 
C.L.Chadbourne 
Tbomas  W.  Clark 
Univ.  ot  Maine 
U.  S.  Weather  Bureau 
Me.  Kxperimeat  Statiou 
Great  Northern  Paper  Co. 
George  J.  Cumming 
Charles  A-  Mixcn- 
Ruth  Durgin 
iTnion  Water  Pow 
Guy  W.  Butler 
HoUingsuorth  &  Wbitue 
St-  CIroix  Paper  ( 


J 


Edward  Fenn 
George  E.Tucker 
Kenneth  Boothroyd 
U-S.  Weather  Bureau 
Sarali  H-  Gleason 
N-H-Agr- College 
Union  Waler  Power  Co. 
Conn   Valley  Lumber  Co." 
Mass.  Uept-  Public  Health 
F.  J-Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  H.  Research  Forest.    \ 
C.  F.  RobbinS 
Fred  Wiggin  >' 

Edward  A.  Carr  , 

Public  Service  Co.  ^ 

Androscoggin  Res-  Co.     , 
Pennichnck  Water  Worki 

E.  E.Tobey 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-  S.  Bureau  of  Fisherlei 


U.  S.  Weather  Bureau 


B.F.  Hydro-KlectricCO, 
State  Fish  Hatchery 
George  L-  Cooper 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.S.Corp. 
Mrs.  Theo.  G.  Taplin 
Sarah  B.  Lane 
Mi.cs  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  F.  Devins  ttt 
L.  n .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  t1t 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E .  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.Power  Co. 


1 


See  page  53  for  explanation  of  reference  marks . 
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CUmatologrical  Data  for  October 

.  1940 

■■"  ~ 

Counties 

1 

§ 
1 

Temperature 

in  degrees  Fahrei 

heit           1      Precipitation,  in  inches       : 

No.  of  days     ; 

i 

stations 

1 

li 

1 
.Sf 

m 

, 

1 

3 

1 

5 

H 

c  c 

3 

-, 

Si 

1= 

II 
0 

h 

i| 

li 

II 
^•1 

1 

0 

■0 
1 

Observers 

Vermont  Cont'd 
omersellt 

Windham 

Windliam 

•2.  OSO 
228 

28 
0 

40.2 

-  5.2 

76 

8 

8 

22 

41 

28 
42 
10 
10 
26 
17 
20 
19 
72 

18 
05 
50 
56 
54 
•23 
44 
47 
27 
■20 
67 
53 
52 
14 
68 
76 
65 
18 

1.01 
0.96 
1.19 
0.75 
0.88 
0.93 
0.83 
1.00 
0  96 
1.30 

0.94 
1.04 

i."25 
0.76 
1.08 
0.79 
1.73 
1.41 
0.87 
1.01 
1.21 
•2.55 
■2.08 
0.78 
1.02 
1.63 
0.98 
0.67 

-3.50 
—2.02 

-i.'os' 
-i.'gi' 

—2.60 
-  '2.01 
-1  94 

-•2^5' 

■-2.' 38' 
-•2. 39 
-2. 19 
-2. 53 

-1.79 
-2.59 
-2.  46 
-■2.35 
—1.83 

-i.'se' 
-2. 33 

-2.07 

-2:26 

-2. 64 

0.36 
0.49 
0  90 
0.19 
0.24 
0.62 
0.^29 
0.51 
0.33 
1.60 

i 
0.39 
0.53 
0.54 

'o.'ss" 

0.44 
0.48 
0.25 
0.62 
0.55 
0.45 
0.42 
0.47 
1.01 
0.91 
0.44 
0.49 
0.65 
0.58 
0.^22 

3.2 
■r. 
'I'. 

0.5 
0.2 
■2.5 

T. 
0.6 

1'. 

r. 

0 
■,y 

■v. 

0 
0 
0 
0.5 
0 
0 

■r. 
0 

0 

T. 

0 

0 

0 
T. 

0 

t" 

0 

r. 

1.5 
0 

d 
0 

T, 

0 

0 
T. 
T. 

0 

T? 

0 

0 

0 

0 
T. 

0 

0 
T. 
■V. 
0.2 
1.0 

0 

0 

0 

10 
5 

8 
6 
7 
6 

8 
9 
8 

9 

"8' 
9 
6 
7 
8 
6 
6 
8 
7 

10 
12 
5 
7 
8 
4 
6 

■■5' 
4 
8 

7 
6 
6 

0 

8 
7 
8 

10 
6 
8 
8 
6 
6 
7 
7 
10 
10 
7 

7 

7 
7 
7 
8 
4 
10 

16 
14 

18 

5 
6 
4 

10 
12 
9 

nw. 
uw. 

L.  L.  Leonurd 
Conn.,  Kiver  Power  Co. 
Oilmau  W.  Ford  111 
Ev»  K.  Doiible.lay 
N    E    Power  Co 

VViiidbor 

Windsor 

Windham  

Windsor 

Windhum 

Windsor 

400 

490 
1.450 

370 
1.640 

700 

0 

Vhitri  Kiver  Jc---- 

2 
0 
0 
0 
49 

10 
15 
15 
16 
15 

15 
14 

i2' 

12 

3 
U 

4 

7 
12 

7 

5 
10 

io' 

13 

17 
10 
12 
9 

9 

11 

7 

"9' 
6 

ii \v 
nw. 

uw. 

n. 

uw. 
nw 

Vhitiiifham 

IS.  T.  Multon  Ml 
Olcott  Falls  Co. 
Walter  Adams  1 1 1 

fijder 

VilininKtoii 

Voodstook 

4.S.3 
43.6 

44.0 
46.8 

-  3.4 

-  8.4 

-"s.'s' 

74 
80 

76 
76 

8 
7 

11 
8 

15 
19 

29 
22 

28 
221 

42 
49 

45 
39 

Benton  .S.  Pinnoy 

ilassaehttteUt 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk 

do  

750 
217 
227 

70 
640 

17 
540 
110 
600 
1.36  J 
124 
398 
139 

18 
190 
402 
172 
240 
1.110 

15 
165 
325 
950 

50 

50 
1.650 

90 

800 

1.030 

30 

30 
620 
Ms 

57 

85 
190 

53 

97 
275 
330 
100 

35 

63 
350 

65 

1.700 

920 

1,037 

1,650 

'   i.O50' 
40 
25 
400 
720 
970 
ICO 
199 
555 
850 
20 
20 
200 
520 
450 
210 
224 
1,400 
900 
711 
960 
025 

18 
55 
0 
0 
55 
00 
0 
47 
0 
0 
55 
40 
51 
17 
50 
51 
55 
0 
0 
10 

« 

0 
40 
0 

N.  E.  Power  Co. 
Ma.ss.  As.'r.  Exp.  Sta. 

!mT"?stil 

..,1..      Mitt        

v.ia* 

state  Dept.  Public  Health 
Blue  lim<il.sei-val.ury 
U.  S.  Weutlmr  Bureau 
Mrs.  LoriliK  H-  Heed 
City  EiiKineer 
State  Dept.  Public  Health 
.State  Dept.  Public  Health 
Met.  Waterworks 
Met.  Water  Works 
Fred  A.  Tower 
.loseiih  b.  Kelley 
Uichard  C.  Brlsluim 
Herbert  B.  Allen 
Met.  Water  Works 
.State  Dept.  Public  Health 

u§ 

47.6 
50.6 

-3.6 
-3.0 

76 

77 

18 
13 

23 

28 

22 
22 

35 
35 

Worcester 

Plymouth 

Hampden 

Hampshire 

§  

49.1 

-  4.2 

77 

13 

23 

22 

35 

17 

2i' 
20 
U 
16 
16 
15 

10 

'6' 

8 
5 

4 

'io' 
10 
9 

8 
11 

nw. 

uw. 
uw. 

.tHlll§.-.-. 

51  0 
48.0 
46.6 

48.0 
4S.6 
48.2 

-  1.5 

-  3.4 
-3.3 

-'i'.b 

-  4.2 
-3.6 

78 
75 
78 
72 
75 
79 
73 

14 
13 

7t 
13t 
13 

7 
12t 

28 
23 
16 
22 
24 
21 
22 

221 
22 
28 

2^2 
22 
29 

38 
32 
42 
36 
33 
43 
35 

Worcester 

Middlesex 

Plymouth 

nnrn'r'ii4 

last  Wareham  •■• 

iu;liburg§ 

rauiinghaml  •••■ 
irankliii* 

Worcester 

Middlesex 

Norfolk  

Worcester 

Essex 

ardiier* 

loucester§     

reenlicld 

iV.h' 

47.0 

■73" 
76 

"is" 

13 

"25" 

17 

'22 

29 

28' 
36 

22 
'24 
14 
33 
29 
22 
45 
20 
42 
U 
20 
46 
29 
42 
89 
HO 

115 
29 
54 
14 
25 
11 
37 
67 

r27 
63 
23 
20 
24 
46 
21 
54 
51 
60 
36 
26 
■29 
34 
41 
43 
43 
20 
12 
67 
45 
■20 
,59 
34 
51 
28 
13 
53 
46 
98 

51 
6 

108 

'28 
18 
46 
33 

■i2' 

18 

io' 

5 

"4' 

nw. 

Stiite  Dept.  Public  Health 

Hiilpli  M.  Barker 

Bureau  of  EntoniolOKY 

State  Dept   Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  EuKiiieer 

siate  Dept.  Public  Health 

A.  W.  Ludd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Shite  'I'eacbei'.s  ColleKO 

Franklin 

Middlesex 

Worcester 

Barnstable 

Essex 

Franklin 

Hampden 

Berkshire  

Worcester 

Barnstable 

Essex 

Worcester 

Middlesex 

Essex  

Middlesex...... 

0.82 
1.06 
2.84 
0.53 
1.19 
1.^27 
0.97 
1.06 
2.66 
0.89 
I. '23 
1.17 
0.81 
1.07 
1.21 
1.72 
0.84 
1.57 
1.37 
1.19 
2.06 
2.32 
1.71 
1.86 
1.17 
1.25 
0,90 
1.30 

i.'.;2 
1.  oc 

2.32 

-2.  .36 
-1  93 
—1. 12 
-2.47 
-2. 62 
-2. 17 

■-2.'5.5' 
-0. 81 
-2.25 
-2.31 
-2.03 
-2.16 
-2.00 
-2.14 
-1.82 

'-i'.58' 

-]!42 
-1.68 
-1.66 
-•2.13 
-2  17 
-•2.74 
-2.  60 
-1.93 
-2.  37 
-0.91 

0.41 
0.58 
1.^26 
0.^25 
0.74 
0.64 
0.64 
0.57 
1.09 
0.23 
0.71 
0  50 
0.36 
0.55 
0.38 
0.55 
0.^29 
0.54 
0.57 
0.55 
0.88 
1.12 
0.68 
0.54 
0.71 
0.44 
0.42 
0.61 
0.77 
0.66 
1.16 

,lardwlok« 

Hatchville 

j'?.7,Vi"'s 

'49' 9' 

-'s'.i 

■77" 

7 

■ '26' ' 

■•22' ' 

32' 

i'?' 

1 

'1 

&kB 

loosrtc  Tunnel  ••  • 
'i^ton* 

10 
0 

0 
0 
52 
55 
54 
0 
0 
0 
0 
0 
0 
54 
57 
0 
0 
0 
0 
22 
0 
50 
0 
50 
35 
9 
0 
0 
0 
43 
0 
10 
27 
54 
45 
0 
0 
14 
21 
0 
0 
53 
0 
47 

43.7 

80 

7 

17 

22 

46 
29' 

16 

4 

11 

w. 

49.9 

-  3.4 

68 

12t 

27 

22 

15 

6 

10 

nw. 

E.  P.  Mitchell 
Jlet.  Water  Works 
Essex  Company 
Props.  Loclts  >\:  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  R.  Hoeliiel 
State  Dept.  Public  Health 
N.E.Power  Co. 
Charlotte  A   Braun 
U.  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  I'ublic  Health 
Met.  Waterworks 
Comr.  of  Public  Woiks. 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Met.  Water  Works 
Irving  H.  McNiiyr 
U.  S.  CO.  station 
N.E.Power  Co 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waler  Works 
U.  S.  Armory 
Met.  Water  Works 
Neablt  H.  BiuiRs 
Weston  K.  I.evi/is 
W^ater  Works 
Tumors  Falls  P.  A  B.  Co. 
State  Dept.  Public  Health 
State  De.t.  Public  Health 
State  Dept.  Public  Health 
Weston  College 
State  Dept.  Public  Health 
Met.  Water  Works 
WilliaTiis  College 
ststR  Dept.  Public  Health 
Clifford  h.  Davis 

.hitnatettS 

46.1 
48.2 

48.8 

-  5.1 

-  2.8 

-  2.9 

75 
77 
76 

12t 
7 

17 
23 
25 

28 
22 
22t 

40 
36 
34 

i2' 

is' 

6 

n. 

Plymouth 

.iJJlKOU   

20 

'is' 

5 

'e' 

6 

"7 

w. 

Worcester 

Worcester 

Nantucket'"-"' 

Bristol 

Worcester 

Plymouth 

Berkshire 

Worcester    

Berkshire  

Hampshire 

I'lymouth 

Worcester 

Barnstable 

lllbury 

ioutague  City... 

autuuk'jt  

ew  Bedford 

orthbridge* 

^Tiil.roke* 

51.0 
51.4 

-  I'.O 

70 
75 

8 
12 

32 
30 

22 
22 

20 
28 

20 

13 

5 

11 
6 

n. 

■9' 

'ii' 
'i^2 

ii' 

'7' 

w. 

nw. 



74 

"77" 
■■72" 

.  11 . 

46.0 
49.' i' 

'si.'i' 

-2.17 
"-'2.3 

-i.i 

7 

"is" 
"12" 

IS) 
"23" 
■32'  ■ 

22 

"22" 
■l9t 

87 

3i' 

27 

1* 

rinccton 

rovincutown 

^c^;l■lort 

■"" -rne  Falls  .. 

'Mg«« 

crrenionttJ* 

7 

17 

7 

nw. 

Franklin  

Worcester  ...... 

Berkshire 

Middlesex 

Hampden  

Worcester 

Berkshire 

Essex 

45.2 

75 

7 

18 

28 

42 

1. 13 

1.70 
1,42 
1.00 
0.99 
1.13 
1.32 
0.91 
2. '23 
1.12 
0.81 
1.62 
1.20 
0.97 
1.67 
1  24 
1.14 
1.14 
1.30 
1.31 

2.  .52 

2' 76 
1.86 
2.88 

2.36 
•2.94 
2.57 
3.04 

-•2.51 

-2!  14 
-2.18 
-2. 31 
-2.17 
-2. 12 
-2. 37 
-1.58 
-1.76 
-2.03 
-1.44 
-2.70 
-2.09 
-1.81 

-i.'gi 
-2.01 

-1.67 
-2.18 

-1.04 
-1.56 

■-i.'26' 
-1.18 

-0.79 
-0.44 
-1.30 
+0.09 

0.63 
0.76 
0.44 
0.45 
0.55 
0.63 
0.64 
0.44 
0.69 
0.52 
0.27 
0.66 
0.57 
0.48 
0.53 
0.70 
0.45 
0.51 
0.68 
1.20 

0.99 
1.23 
1.10 
0.9.=> 
1.23 

0..53 
1.61 
1.'25 
1.59 

0.2 

0 
T. 

0 
T 

0 
T. 
T. 

0 

1^ 
T. 

1? 
0.5 
T. 
T. 
T. 
'1'. 
0.1 

0 
0 
0 
0 
0 

0 
0 
0 
0 

6 

7 
9 
6 

4 
7 

7 

10 

7 
7 
7 
8 
8 
8 
4 
4 
9 
7 

12 
8 

10 
9 

10 

5 
5 
10 

8 

14 

7 

10 

n. 

•■Id 

51.5 

-  0.4 

78 

12 

22 

19 

34 

14 

8 

9 

SW. 

ige 

-ott 

44.4 
47.4 
47.0 
4.5.9 

-  4!  4 

-4.6 

73 
74 
77 
74 

7 

13 

13 
7 

17 
24 
17 
18 

28 
22 
28 
28 

42 
33 
43 

41 

15 
14 
12 
12 

7 

9 
14 

9 

8 
10 
5 

nw. 
ne. 

iriiTi  Kails 

Franklin    

Hampshire 

Worcester 

Hampden 

Middlesex 

Berkshire  

Worcester 

Berkshire  

Worcester 

Worcester 

I'ebstpr  * 

13 

'io' 

::' 

nw. 

•estonS 

.'est  Otis* 

re«  Rutland 

/■iHlamstown§.... 

.'Inchendon* 

■■orc€ster(a)§ 

48.2 

78 

7t 

19 

29 

43 

44.4 

-  4.1 

73 

7 

18 

•28 

35 

13 

14 
14 

18 
12 
'20 
12 
16 

8 

9 

7 
6 
0 
10 
7 

10 

8 

6 
13 
5 
9 
8 

uw. 

nw. 
nw. 

n. 

sw. 

nw. 

46.8 
47.8 

51.0 
47.6 
49.4 
.50.4 
49.6 

-  4.7 

-  8.7 

-  3.9 

-  4.2 

'-'i.'s' 

-  3.5 

75 
80 

73 

72 
80 
80 

12t 
7 

12 
13 
12t 
13 
13 

19 
15 

33 
13 
27 
27 
13 

22 
28 

19 
28 
221 
22 
28 

40 
46 

24 
35 
26 
32 
35 

Rhrxle  Iflnnd 

lock  Island 

iiigston 

ortsinouth 

roYidence 

Newport 

WashinBton  .... 

Newport 

Providence   .... 

33 
100 
225 

60 
51 
6 
70 

U.S.  Weather  Bureau 
Akv.  Exp. .'Station 
AgT-  Kxp.  Station 
U.S.  Weather  Bureau 

j     Conneclictt 

New  London  ... 

140 

0 
0 
45 
0 

The  Baltic  Mills  Co. 

arkhanistcad  ... 
ridKeporti....... 

uriingion 

Water  Bureau,  Hartford 

Fairfield 

Hartrord 

144 

262 

49.4 

-  4.9 

77 

13 

20 

22 

30 

17 

8 

6 

nw. 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

II 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1940 


Olimatolo^ical  Data  for  October,  1940 


Temperature,  iu degrees  Fahrenheit 


Precipitation,  in  inches 


Coiinecticid  Cont'd 

Colcliester 

Collinsville 

Cream  Hilltt 

Uanbury 

East  Hartland  

Falls  Villages 

Hartford 

Lalco  Konoraoc}}.- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbnry  

Westbrook 

West  Hiirtlaud 

For  State 


New  London. 
Hartford  ... 
Litchfield  ■•• 

Ifairlield 

Hartford 

Litclitield  •-. 
Hartford  .... 
New  London. 
New  Haven  . 


NewLondon. 

Fairfield 

Windham 

Litchfield  . . . 

Tolland 

New  Haven  . 
Middle-.'ex  . . 
Hart  lord.... 


-2.43 
-L25 
-0.95 
-2.  71 


Stedman  Storrs 

Edwin  R.  Wilder 

T.  S.  Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Harry  Q.  Tlet,1en 

L.  M.Comstock 

Civil  Aeronautics  Auth, 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 


Explanation  of  Keference Marks  Used  on  Pages  56,  57.  and  58. 

The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of  record.  Departure.?  of  pre- 
cipitation with  15  years  or  more  of  record  are  computed  from  a  normal  or  'standard  mean",  adjusted  to  a  uniform  3s-year  period;  for  stations  of  lo  to  14  years  the  means 
for  the  period  of  record  are  used.  Reference  letters,  ",'>,<:,  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc.       t  Also 

on  other  dates.    §  Thermometers  not  supplied  hy  Weather  Bureau,    tti  Observer  for  New  England  I'ower  Co.      T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

IX  Post-ollice  adiiresses  of  these  stations  are  as  follows:  Maine— Aziscohos  Uam,  Wilson  Mills;  Brassua  Dam,  Itockwood ;  Hiram,  West  Baldwin;  Ripogenus  Dam, 
Alillinocket;  Winslow,  Wat6rville;-New  Hampshire-First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch.  Gorham;  York  Pond,  Berlin;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
—Massachusetts—  Ashland,  Framingbam;  Blue  Hill,  Milton ;  Lake  Cochituate,  Framingham;  —Connecticut- Cream  Hill,  West  Cornwall;  Lake  Konomoc,  NewLondon. 

*  Record  furnished  by  Massachusetts  Department  of  Public  Health.  j  Not  included  in  summaries. 


Explanation  of  Keference  Marks  Used  on  Page  59 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  *•*  Regular  Weather  Bureau  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  I'recipitation  measured  in  the  morning;  amoant 
recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

§  Record  furnished  by  Massaclnisetts  Department  of  Public  Health. 


Observations  are  taken  i 


Explanation  of  Reference  Marks  Used  on  Pag-e  60. 
,  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


PRUSSHKIC.  WIND.  HUMIDITY,  AND  SUNSHINK 

[Continued  from  page  55] 

of  record,  and  at  a  number  of  stations  it  was  the  driest  October. 
Harvesting  of  late  crops  was  largely  completed  by  the  middle  of 
the  montli,  and  some   fall  plowing   was  being  done,    although 
lack  of  soil  moisture  was  retarding  this  operation  to  some  extent. 
The  first  light  snow  of  the  season  fell  over  most  of  the  northern 
division  on  tlie  18th,  and  in  the  southern  division,  flurries,  on 
the  21st.                                                                               E.s. 

i 

i 

Atmosplierie  Pressure 
(reduced  to  sea  level) 

Wind 

H 
H 

Hlative 
imidity 

Stations 

1 

1 

tn 

i 

fi 

S 

1 

11 

a 

i 

5 

1 

a 

i 

a 
1 

§1 

A 

30.08 
30.06 
30.07 
30.06 
30.06 
29  99 

30.44 
30.45 
30.45 
30.43 
30.43 

5 

5 
5 
5 

22 
5 
5 
5 
5 
5 

22 
5 

22 
5 
5 
5 

29.67 
29.72 
29.63 
29.  63 
29.  58 
29-  62 
29.  62 
29. 59 
29.  65 
29.64 
29.  68 
29.71 
29.70 
29.66 
29-  57 
29.68 

15 
15 
15 
15 

19 
1ft 
18 
15 
15 
15 
18 
15 
15 
15 
15 

5.3 
16.2 
15.1 
11.4 

8.8 
10.9 
5.6 

?:I 
4.0 

7.8 

15.5 
9.1 
7.1 
8-4 

11.4 

32 

88 
50 
31 
31 

2i 
27 
30 
19 
27 
41 
27 
23 
26 
37 

sw. 
n\v. 

nw. 

ne. 
sw. 

S- 

nw. 
nw. 

18 
18 
15 
15 
23 

26 
16 
28 
18 
18 

2 
23 

7 
26 
15 

7i 

69 

65 
65 

77 
70 
75 

64 
08 
(13 
C2 
54 

'59' 
50 

Block  Island  ... 
Blue  Hill      .     ... 

77 

78 

^? 
87 
84 
83 

63 
49 
46 
55 

■46' 
66 

Burlington 

Concord  

30.06   30.4.^ 
30.  OOl  30.  42 
30.  041  30.  45 
30.0fil  30-44 
30  081  -''n.ds 

84 
85 
78 
75 

78 
77 

49 
65 
54 
56 

45 
48 

75 
72 
73 
69 

■73 
69 

46 
63 

67 
49 

56 

Hartford 

Nantucket 

New  Haven 

Northfteld 

Portland 

Providence 

30.05 
30.08 
30-07 
30.  03 
30.07 

30.45 
30.36 
30.45 
30.45 
30.46 

)CTOBER,    1940 

!= ^ 
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i 

JDaily   Precipitation  for 

October. 

1940 

I 

Stfttioiis 

Drainage  basin 

Day  of  month 

_ 

1 

2 

3 

4  1     5 

•hi' 

' 

10  1  U 

12 

13 

- 

15 

16 

'^ 

18 

19 

20 

21 

22 

23 

24 

25 

26  1  27 

28 

29 

SO 

31 

1 

Maine 

.  Castport*'* 

•"llsttorth 

Coast 

....do 

T 

07 

.Oil  .32 

.02 
.06 
.03 

:::: 

T. 

.46 
.44 
.20 
.14 
.82 
.22 
.29 
.83 
.83 
.10 
.23 
.62 
.49 
.08 
.30 
.14 
.81 
.22 
.11 

.30 
.7( 

.06 

■r. 

'i'.' 

T. 

.03 

.11 

.01 

I' 
.03 

•f. 
T. 

.11 
.01 
.04 
T. 

■^' 

T. 
T. 
T. 

f.' 
.06 
.03 
T. 

.01 

.05 

.18 
.03 
.03 

0.97 
0.64 
0.72 
0.47 

o!53 
0.95 
1.75 
1.23 
0.26 
0.61 
1.47 
1.17 
0.42 
1.02 
0.32 
1.88 

Kennebec 

...do 

T. 

i\ 

.12 

r 

T. 
.23 

'.'oe 

.07 

h^ 

T. 

.06 
.09 

■.'oi 

T. 

.10 

T. 

•■ariniiigton 

,«'ortK.!at 

.29 
.39 
.12 
.43 
.62 
.31 
.11 

.55 
.52 
.20 
.17 
.18 
.45 
.03 
.22 

St.  John 

Kennebec 

.05 

.06 
.01 

tv 

03 

.04 
.12 

'.'i2 

'.'04 
.35 

.... 

'.'07 

.05 

"."oi 

.07 
.07 

'T.' 

'.'06 

.'06 

T. 
.02 

'f.' 

.08 

J' 
'•\\ 

■f." 

.04 
.02 
.09 
T. 
T. 

't.' 

.02 
T. 
.03 

ireeiiville 

4oi:Uon   

....do 

St.  John 

'i'V 

iackiiuiii 

Kennebec 

"rV 

't'.' 

Jadii"" 

aaiiuocket 

\Iilo          

.04 

T. 
.07 

.02 
T. 

.05 
.14 

....do 

N-ortli  Bri.lgtoii . . . 

r'!!?^y;v.« 

Isle  

us  Dam... 

Presurapscot  

Penobscot   

Coast 

St.  John 

.02 

't" 
.04 

.12 
.11 

'.'i9 
.60 

't'.' 

'.'62 

't.' 

'.■33 

'.'io 

.44 

T'- 

■v: 

■.'63 

'."65 
.14 

".a 

T. 

't.' 

.04 
't.' 

't.' 

•f.' 

''i'.' 

0.33 
0.59 
0.65 
1  12 

A'ui^low 

,Voi)dl»nd**   

yrv  IlLvnpsJiire 

.21 

.25 

.41 

'.'64 

.50 

.05 

't.' 

.04 

'.'64 

't. 

.08 

•1-. 

....do 

St.  Croix 

T 

't'.' 

.04 
.02 
.01 
.15 
.12 
.22 
T. 
.04 

.25 

.04 
.37 
.06 
.28 
.18 
.30 
.31 
.03 
.20 
.22 
.08 
.11 

.56 
T. 
.83 
.22 
.64 
1.10 
1.50 
.66 
.42 
.57 
1.35 
.63 
.06 
.90 
.09 

.36 
.02 
.04 
.52 
.14 
.14 

'.'09 
.19 
.13 
.13 
.22 
.09 
.08 
.19 

■f.' 

.08 

T. 

'i'.' 

'."08 
.02 

'.'ia 
.02 

.03 

■r. 

.05 
T. 
.01 
.04 
.02 
.03 

'.'08 

.03 
T. 

.20 

'.'io 

.29 
.15 

'.'oe 

.20 

.13 

T. 

.02 
.10 
.02 

't.' 

.07 
.36 
.07 
.01 

1.03 
0.65 
0.24 
1.95 
0.48 
0.84 
0  87 

T. 

T. 

.07 

Coast 

.01 
.01 

.02 

.04 
.01 
.04 

nil.  Lake.. 

.02 

.05 

.12 

.07 

.13 

.05 

.05 

.03 
T 

.04 

'.'oi 

.04 
.01 

.leiir).!"" 

Connecticut 

...do 

Merriiuac 

...  do. 

".05 

'.'63 

T.' 

T. 

.15 
.08 

'.'os 

'.'46 

'.'6i 

.09 
T. 

.02 
.02 

'.'oi 

".03 

't'.' 

T. 

'.'63 

■'1?^ 

.04 

0.87 
0.96 
0.23 
0  72 

•iew'Uurliiim";!!! 

Sew  port** 

Plyiiumth 

.50 

::::do::::::::::::: 

Connecticut 

■r. 

.07 
.06 

.02 

.63 
.06 
.01 
.05 

.12 
.07 

.06 
.31 

'.'oi 

T 

T.' 

.14 

'.'24 
T. 
T. 

.05 
.18 
.10 
.01 

'.'69 
.05 

■.'65 
.02 

.01 

'.'62 

't.' 

'.'o-i 

.40 

.'63 
.14 

.38 
1. 10 
.73 
.38 
.34 
.36 
1.00 
.38 

'.'31 

.15 
.24 
.08 
.15 
.20 
.47 

'.'69 
.08 
.19 
.15 

".is 

.06 
.18 

.11 
'1'. 

.05 
.01 
T. 

T. 
T. 

.10 
.02 
.02 
.05 

'.'03 
.Oi 
i?6 

T. 

r. 

T 

.02 

't.' 

'•'62 

T. 
.04 

'.'oi 
'."65 

.04 
'J'. 

.06 
.02 
.01 

.02 

'.'05 

't" 

.03 

.02 
.07 
.02 

.19 
T. 

.01 
.50 
.03 
.25 
.20 
.32 

Merrimac  . 

0.37 

1.42 
0.85 
2.70 
0.82 
1.35 
2.75 

\ennont 

jlooiiUield  ..  

Brattleboro  •* 

rfurliii^'ton"* 

li>h  

Connecticut 

...do 

Champlain 

Connecticut 

...do 

T.' 

'.'oi 
■.'6i 

f.' 
'.'oi 

'.'05 

't.' 

.01 

.01 

T. 
.05 

.01 
T. 

T. 

.01 

"l\ 
T. 
T. 

.05 

„'  Falls.... 

■.'02 
.31 
'.'62 

't,' 

.11 
'.'ii 

.06 

.08 

•r. 
'f.' 

St.  L,;iwrence 

Champlain 

....do 

....do 

Connecticut . 

"i'V 

.01 

.05 
T. 

.46 
.11 

:il 

.01 

■s 

.19 
T. 

■.'oi 

.01 
.01 
.05 
.10 
T. 

■f.' 

T 

.19 
.01 

.04 
T. 

.07 
.04 

'.'26 

■f.' 
.13 
.04 
.35 

".12 

.22 
.44 
.37 

'.'42 
.40 
.45 
.45 

'.■'25 

■.'55 
.32 
.45 

'.'36 
.39 

1.81 
1.15 

as '(near).' 
'-\>»rs 

.ke*''.'.'.'.'.'. 

'.'62 

';63 

.13 
.'66 

.'03 
.01 

.... 

.11 

'f.' 
.02 
.04 

'.'oi 

'.'62 

.23 
T. 
.01 
.03 
T. 

't.' 

't.' 

't.' 

.01 

.31 

.C19 
.07 
.55 

T. 

.20 
.46 
.44 
.49 
.55 
.58 
.72 
T. 
.57 
.83 

•'f 
.59 

.'09 
.03 

1  18 

....do 

■.'62 

T. 
■]'. 

.04 
•1-. 

.01 

1.19 

ck 

....do 

.... 

T. 
t" 

']'. 

.12 

T. 

'f.' 
T. 
.01 

T. 
T. 
.01 
T. 

1.04 
1.25 
0  76 

^lilf  Hill 

Coast 

T 
T. 

:ll 

T. 
T. 

5o=toii*** 

....do 

Connecticut. 

M-.t  i(icM§ 

.15 

1  41 

.07 

■.'07 

.4» 

.01 
.04 
1.01 
.12 
.04 
.02 
.01 

■.'19 

T. 

■ 

'.'i5 

■.'65 
"Ai 

'.'26 
.20 

.16 
.04 

!03 

.07 

9> 

,1 

...do 

'.'26 

.06 
.09 

'.'64 

.06 
.17 
.05 

T. 

T. 

■.'67 

,  •     .aroliam".. 

'.'62 

T. 

.11 
.02 

....do 

Merrimac  . 

.09 

'1  ir 

0  78 

...do 

Charles 

T 

.10 

.47 

i.'26 

T. 

T 

.02 
.08 

T. 

'.'62 
.10 
.20 

.... 

1  63 

;§ 

Connecticut 

T. 

.15 

T. 

'.'65 
'.'65 

.16 

.10 

't.' 

T. 
.12 
.13 
T. 
.16 
.05 
.25 
.02 

T. 

r. 

1  06 

;:'3....:.: 

'.'62 

".m 

T. 

T. 

T. 

■r. 

.... 
T. 
T. 

.02 

.02 

.05 

.14 

.30 
.06 

1.09 
T. 

.10 
■1. 

5 

do. 

.22 
.14 
.01 
.02 
.13 

t" 

.21 
.21 
.22 
.04 
.15 

.01 
T 
T. 
T. 

.04 

0  89 

.04 

T.' 

.19 

■.'61 

1  07 

..(MMI 

Coast 

11 
.04 

47 
.60 

25 
.52 

T. 

.02 

'!6i 

T. 

T. 
T. 
T. 

•1?^ 
T. 
.03 
.05 

T. 

2.06 

iiord 

;--.<iO.... 

2  32 

T. 

.05 

'.'26 

.06 

T 
T. 

.17 

.04 

.03 
.04 

■.04 

.77 
1.12 

... 

town 

....do 

T. 

2  32 

.  , 

igeiv;::: 

Thames  . 

.51 
.01 

.16 
.32 
T. 
.12 
.48 
.43 
.27 
.34 
.07 

.01 

.11 
.29 

.09 
.20 
.08 

'.31 
.25 

.18 

.04 

.07 
.17 

.21 

.10 
.20 
.01 

.04 

.02 

.10 
.22 

'.'44 
.55 

.19 
.53 
T. 
.51 
.19 

.68 
.41 
.44 

.76 
.30 
.21 
.15 
.54 
.76 

.76 
.01 

'.'69 
.33 

■.'45 

■.■49 

.24 
.79 
.51 

.06 
.42 
.31 
.72 
.31 
.10 

1.70 

-••■iniont§  . 

Housatonic 

'.'05 
.01 

.08 

■.'36 

.02 
T 

.03 

1.42 

Coast 

.03 

T^.*' 

.25 

.10 

.12 

2.23 

■■;ill3 

.01 
.02 
.11 

.03 

i-§ 

.04 

.04 

1?^ 

.21 

T. 

ion§.:::: 

.04 

T. 

T. 

■r. 

T. 

.01 

T. 

.05 

.03 
.04 
T. 

Blackstone 

Coast 

.14 
.13 
.02 

.02 
T. 

.84 
.07 
.23 

'.'89 
.68 

.19 

.10 
.74 
.18 

.41 
.89 
1.38 
.30 
.25 
.15 

.07 
T. 

".06 

.06 

.33 
!64 

.03 

.06 
.13 
.09 

.02 
T. 

'.'08 

T°« 

T. 
T. 

T. 

.01 

.02 

.'02 

1.30 

Block  Island***. .. 

.01 

2.52 

Kingston   . 

....do 

....do 

2.38 

Providenc'fi*** 

T. 

.34 
T. 
.45 

:i6 

.04 
.34 

1.86 

Connecticut 

....do.... 

.18 
.04 

■.'08 

T. 
T. 

't." 

'f.' 
.02 

2.06 

>eBm  Hill 

2.87 

Connecticut 

do. 

Hartford*** 

.32 
.33 

T. 

T 

T. 
T. 

T. 

.02 

2.57 

New  Haven***  .... 

T. 

■r. 

2.05 

Norwalk    . 

do 

.21 

• 

1.18 
.58 
.96 
.30 

37 

.08 
.04 
.21 
.16 

.03 
T. 
.04 
T. 

1.05 
.26 
3? 

■58 
.64 
.25 

2.92 

F^ntnam 

T 

.02 
T 

.11 

19 
.21 

'.'06 
T. 

.05 
'.'63 

'.'oi 

1.64 

T. 

't'.' 

Waterbury 

.47 

.31 

2.02 

See  page  53  for  espIaDatlon  of  reference  markB . 
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CLIMATOLOGICAL  DATA 

:  NEW  ENGLAND 

SECTION 

October,  19) 

II                             ' 

Daily  Temperaturee 

fo 

r  October, 

1940 

Day 

of  Mouth 

stations 

Mei 

1 

2 

^ 

4 

5 

6 

_L 

8 

_L 

10 

^ 

12 

ii 

14 

^ 

16 

17 

Jll 

19 

20 

^ 

22 

23 

24 

^ 

26 

IL 

28 

29 

30 

^ 

Muine 

i  Maximum.  .. 

62 

67 

63 

58 

60 

62 

65 

64 

~. 

63 

a. 

49 

48 

50 

58 

48 

40 

51 

62 

55 

~: 

51 

52 

52 

45 

50 

6 

UUl    im.1  u.Ji    vinrn,!, 

)  Minimum.... 

37 

43 

42 

35 

38 

4C 

34 

52 

47 

35 

g 

41 

63 

36 

43 

27 

30 

30 

38 

39 

24 

22 

23 

42 

33 

32 

24 

40 

26 

34 

a 

Eastport  

j  Maximum  .  •  • 

5b 

61 

53 

54 

56 

54 

56 

58 

60 

57 

56 

61 

60 

59 

59 

43 

46 

44 

36 

39 

40 

51 

6( 

51 

40 

40 

37 

46 

45 

4b 

1 

(Minimum.... 

43 

47 

43 

40 

38 

45 

52 

51 

45 

43 

41 

44 

50 

46 

36 

34 

39 

36 

29 

31 

30 

27 

30 

39 

37 

34 

31 

28 

32 

29 

32 

^ 

Fort  Kent 

1  Minimum.'... 

72 
33 

70 
35 

59 
30 

53 
26 

65 
26 

68 
36 

74 
37 

65 
51 

li 

55 
30 

61 

27 

61 

46 

54 
43 

45 
41 

41 
36 

42 

26 

53 
20 

49 
21 

36 
23 

35 

22 

36 
16 

28 
15 

36 
18 

48 
32 

41 
29 

35 

28 

36 
25 

35 
23 

37 

49 
16 

38 
17 

4', 

Greenville   

j  Maximum... 

65 

66 

61 

5.5 

64 

52 

71 

66 

57 

58 

63 

67 

62 

67 

52 

42 

49 

49 

36 

38 

34 

30 

44 

51 

48 

37 

37 

37 

40 

48 

46 

6ii 

(Minimum... 

29 

31 

32 

26 

23 

39 

49 

48 

37 

29 

29 

40 

40 

41 

34 

19 

20 

18 

23 

18 

24 

22 

27 

32 

31 

26 

24 

19 

19 

18 

21: 

W        If 

j  Maximum  ... 

63 

62 

54 

57 

54 

IS 

60 

^^ 

56 

6.0 

57 

60 

58 

38 

45 

46 

32 

35 

35 

40 

35 

46 

43 

35 

30 

28 

35 

39 

37 

4: 

(  Miuinuim.... 

Si 

36 

30 

29 

26 

44 

40 

52 

47 

34 

3i' 

4(1 

44 

37 

36 

20 

19 

24 

23 

23 

16 

18 

21 

35 

33 

26 

24 

22 

23 

12 

24 

1 

T  fl     iat 

J  Maximum... 

60 

7;^ 

66 

S' 

66 

04 

75 

64 

62 

64 

66 

75 

65 

65 

67 

50 

51 

63 

41 

46 

39 

41 

61 

59 

53 

45 

41 

42 

51 

43 

65 

(  Minimum.... 

48 

47 

38 

35 

43 

55 

53 

4) 

37 

36 

44 

50 

46 

41 

30 

27 

33 

31 

30 

31 

27 

30 

36 

38 

37 

31 

30 

30 

29 

31 

3' 

Millinocket 

S  Maximum... 

67 

66 

61 

55 

64 

54 

73 

68 

60 

64 

08 

63 

59 

57 

40 

49 

53 

41 

41 

37 

40 

41 

51 

44 

41 

39 

44 

51 

46 

6; 

(  Mininunn 

34 

39 

34 

36 

28 

40 

5! 

53 

48 

31 

31 

40 

50 

44 

38 

30 

20 

23 

29 

22 

19 

26 

28 

30 

31 

30 

31 

25 

29 

19 

18 

3: 

Oldtown   

j  Jlaximum.  .. 

61 

67 
42 

63 

42 

54 
3S 

60 
30 

59 

72 
52 

60 
57 

61 

■Ta 

62 

7(} 

66 

61 

69 

48 

50 

51 
31 

50 

42 

41 

41 

63 

53 

53 

49 

41 

41 

49 

tt 

49 

fri 

'  Minimum 

36 

41 

51 

34 

3.j 

47 

54 

43 

44 

31 

26 

30 

28 

26 

27 

29 

43 

32 

33 

33 

29 

31 

24 

30 

3(' 

Portland  

\  Maximum  ... 

5S 

68 

64 

56 

60 

62 

67 

63 

62 

60 

58 

70 

70 

64 

62 

48 

48 

53 

41 

45 

40 

43 

59 

62 

53 

49 

41 

43 

53 

45 

54 

61 

(  Minimum.... 

40 

50 

48 

43 

37 

47 

65 

5.5 

4b 

42 

41 

48 

52 

49 

43 

36 

35 

32 

32 

32 

29 

32 

46 

43 

38 

34 

30 

31 

33 

38 

41 

Rnmfoia  

Maximum... 

64 

72 

66 

60 

66 

60 

78 

62 

62 

63 

65 

72 

64 

61 

50 

50 

52 

41 

45 

37 

43 

,59 

56 

49 

45 

38 

40 

50 

44 

57 

Si 

1  Minimum... 

32 

40 

35 

35 

31 

36 

47 

51 

40 

34 

34 

41 

46 

4C 

37 

25 

20 

24 

27 

24 

28 

25 

27 

33 

35 

35 

30 

28 

25 

27 

3; 

Winslow   

JMaxinnun... 

60 

70 

69 

60 

64 

63 

75 

70 

62 

63 

64 

72 

70 

66 

64 

50 

51 

53 

50 

48 

45 

58 

69 

50 

47 

45 

50 

50 

56 

5i' 

1  Minimum.... 

34 

43 

44 

40 

29 

43 

52 

57 

48 

34 

32 

44 

50 

43 

45 

32 

24 

29 

31 

27 

23 

28 

42 

33 

35 

30 

29 

24 

35 

31 

New  Hampshire 

Berlin  11 

j  Maximum... 

66 
29 

72 

63 

30 

59 
34 

68 
25 

64 

36 

81 

56 
49 

59 

37 

62 

63 

70 

63 

64 

65 

49 

50 

48 
20 

37 

43 

32 

37 

64 

53 

44 

37 

33 

37 
25 

48 

42 

55     5< 

!  Minimum 

34 

41 

28 

27 

33 

48 

37 

46 

24 

17 

24 

19 

27 

19 

23 

33 

37 

33 

25 

28 

24 

2l; 

3( 

Concord 

j  Maximum  ... 
(Minimum.... 

61 
35 

71 
46 

47 

63 
37 

67 
32 

69 
45 

80 
56 

62 

54 

63 

63 
33 

33 

75 
40 

66 

67 

72 

52 
30 

56 
24 

61 
26 

39 
29 

47; 

38 
30 

44 

64 

63 
34 

54 
33 

48 
33 

43 

43 
26 

53 

41 

54 

5i 

42 

48 

44 

41 

27 

25 

28 

23 

28 

30 

3i 

Durham 

i  Maximum... 

59 

73 

64 

67 

73 

80 

76 

6.5 

65 

71 

77 

73 

70 

75 

53 

52 

55 

45 

54 

45 

45 

67 

60 

60 

55 

45 

46 

66 

56 

58 

6!; 

(Miuinnim.... 

29 

44 

49 

:s9 

2.5 

34 

64 

50 

43 

29 

29 

37 

47 

36 

30 

28 

21 

27 

28 

30 

25 

20 

19 

45 

26 

27 

27 

16 

15 

23 

33 

3'.: 

First  Coun.  Lake 

1  Maximum... 

60 

66 

07 

55 

53 

54 

62 

75 

58 

52 

53 

59 

56 

57 

65 

55 

47 

39 

27 

38 

25 

32 

54 

42 

42 

32 

30 

30 

38 

44 

'Minimum.... 

27 

28 

30 

28 

24 

25 

30 

42 

35 

30 

29 

32 

45 

34 

37 

18 

22 

21 

20 

12 

13 

16 

31 

33 

29 

25 

19 

20 

18 

22!    2t 

Keene(near) 

Maximum.  .. 

60 

72 

68 

61 

69 

67 

77 

69 

63 

64 

69 

75 

70 

67 

08 

54 

51 

47 

44 

48 

42 

45 

64 

65 

57 

49 

43 

44 

53 

40 

5i)|     5i 

Minimum.... 

34 

38 

42 

38 

28 

44 

57 

5) 

37 

30 

29 

36 

43 

31 

41 

29 

20 

23 

25 

23 

31 

16 

21 

39 

26 

27 

20 

15 

17 

28 

■M\     X: 

Plymouth 

1  Maxinnnn... 

61 
30 

6S 
31 

69 
34 

66 
30 

65 
23 

68 
33 

IS 

67 
53 

60 
35 

60 

64 
25 

71 
32 

62 

62 

59 
35 

48 
25 

58 

46 

37 

42 
20 

38 

40 

58 

57 
30 

53 

47 

40 

39 
25 

48 
25 

45 
20 

52 

5f 

(  Minimum.... 

44 

25 

40 

30 

15 

17 

26 

25 

20 

15 

30 

27 

29 

33 

* 

VerniDiil 

J  Maxinnnn... 

63 

65 

58 

56 

65 

64 

76 

60 

59 

57 

60 

69 

65 

60 

58 

43 

52 

42 

37 

42 

37 

40 

60 

55 

47 

42 

41 

39 

43 

43 

47 

^ 

Burlington 

Minimum  — 

34 

44 

40 

33 

33 

54 

55 

44 

38 

32 

33 

53 

55 

44 

36 

28 

31 

31 

27 

22 

29 

27 

35 

40 

42 

35 

32 

30 

23 

30 

29 

Maxinnnn.  .. 

62 

06 

61 

55 

63 

64 

76 

58 

56 

60 

60 

66 

62 

56 

68 

42 

50 

36 

40 

40 

36 

67 

51 

44 

41 

38 

35 

40 

44 

48 

Newport  

Mininuim-... 

35 

45 

39 

35 

33 

.52 

57 

45 

38 

34 

33 

52 

50 

44 

35 

30 

29 

28 

27 

23 

29 

25 

31 

42 

40 

34 

30 

28 

27 

28 

30 

Maximum  ... 

63 

69 

63 

58 

67 

68 

74 

60 

56 

58 

62 

70 

64 

61 

61 

46 

60 

41 

35 

42 

37 

40 

66 

62 

47 

39 

38 

36 

47 

41 

46 

North  field 

Miniminn-  .. 

29 

37 

33 

29 

26 

48 

59 

41 

33 

28 

29 

45 

50 

33 

22 

21 

25 

2.=. 

17 

26 

21 

26 

42 

38 

33 

30 

22 

17 

25 

26 

Maximum... 

58 

6B 

61 

59 

64 

68 

80 

70 

69 

60 

61 

72 

61 

64 

65 

56 

55 

42 

41 

43 

37 

43 

65 

59 

53 

45 

41 

40 

35 

43 

48 

Rutland    

Minimum  ... 

35 

37 

39 

32 

31 

44 

55 

52 

38 

29 

28 

40 

54 

34 

38 

26 

22 

29 

20 

20 

28 

19 

26 

46 

40 

35 

25 

25 

20 

28 

38 

St.  Alhans 

MhfimumV.:: 

66 
41 

69 
47 

59 
40 

59 
32 

68 
37 

65 
55 

77 
59 

67 
46 

59 
42 

58 

62 

71 
54 

67 
52 

61 

50 
38 

47 
27 

65 
32 

45 
29 

38 
24 

45 
25 

39 
26 

43 
22 

59 
33 

42 

47 
41 

43 
34 

41 
31 

40 
27 

44 
25 

44 
30 

49 
33 

i 

37 

38 

. 

St-Johusbury  

Maximum.  .. 

65 
32 

75 

66 
36 

61 

34 

69 

44 

76 
57 

72 
54 

59 
38 

63 
31 

62 
30 

71 
43 

67 
55 

63 

58 
39 

49 
2.5 

55 

49 
22 

38 
26 

44 
19 

40 
26 

11 

58 
25 

56 
37 

51 

45 
35 

40 
32 

40 
27 

49 
21 

43 
24 

55 

Mininmm.... 

39 

18 

37 

33 

Maximum... 

62 

73 

67 

69 

69 

70 

72 

74 

62 

61 

64 

72 

66 

64 

62 

48 

53 

43 

40 

43 

38 

40 

62 

64 

51 

43 

39 

39 

48 

40 

47 

Woodstock  

Minimum.... 

32 

34 

35 

37 

27 

41 

43 

53 

35 

28 

28 

39 

45 

31 

36 

24 

17 

22 

26 

18 

28 

17 

23 

34 

34 

311 

25 

26 

11 

23 

34 

Massachufelh 

Maxinnnn.  .. 

60 

69 

68 

62 

69 

69 

76 

63 

64 

65 

70 

76 

72 

71 

71 

53 

52 

47 

42 

49 

43 

47 

61 

66 

53 

53 

47 

46 

56 

40 

52 

Anilierst 

Minimum.... 

38 

46 

50 

38 

30 

50 

58 

53 

42 

36 

33 

40 

46 

36 

36 

29 

23 

27 

25 

28 

26 

19 

26 

36 

30 

32 

22 

19 

21 

32 

36 

Maximum... 

55 

63 

62 

58 

65 

69 

74 

07 

64 

69 

76 

77 

70 

77 

47 

62 

53 

45 

48 

43 

46 

63 

69 

55 

64 

45 

45 

52 

47 

52 

Boston 

Minimmn.... 

45 

51 

52 

46 

43 

52 

58 

66 

50 

44 

43 

52 

57 

51 

42 

35 

37 

35 

31 

33 

32 

28 

37 

47 

42 

37 

34 

31 

32 

40 

41 

Maximum... 

54 

63 

59 

58 

67 

65 

69 

63 

61 

72 

77 

72 

73 

66 

51 

55 

49 

46 

45 

46 

60 

67 

55 

45 

45 

55 

49 

61 

Brockton 

Minimum... 

40 

49 

49 

46 

39 

41 

63 

57 

48 

39 

37 

42 

51 

41 

44 

32 

33 

37 

27 

30 

29 

23 

27 

49 

37 

36 

29 

25 

27 

33 

39 

Maximum  .  -. 

54 

71 

66 

63 

69 

70 

78 

65 

64 

66 

72 

77 

76 

70 

78 

54 

52 

52 

45 

48 

44 

47 

65 

68 

52 

62 

45 

43 

65 

40 

55 

Concord 

Minimum.... 

34 

46 

50 

33 

28 

46 

57 

54 

37 

32 

30 

40 

45 

36 

40 

27 

23 

31 

27 

28 

26 

22 

28 

27 

29 

22 

16 

18 

31 

29 

i  Maximum.  .. 

58 

62 

56 

57 

61 

65 

69 

61 

62 

60 

65 

70 

72 

70 

?" 

52 

55 

46 

46 

46 

52 

60 

72 

69 

57 

47 

45 

52 

48 

52 

East  Warehamll 

Minimum.... 

45 

51 

51 

45 

32 

45 

57 

59 

51 

40 

32 

42 

48 

40 

50 

34 

43 

28 

33 

25 

23 

24 

48 

30 

31 

25 

22 

25 

28 

42 

63 

58 

59 

65 

65 

70 

65 

63 

62 

69 

74 

75 

69 

49 

51 

55 

47 

44 

48 

47 

60 

71 

57 

56 

46 

47 

62 

44 

65 

Fall  River 

Minimum,  i.. 

40 

48 

47 

43 

36 

49 

55 

53 

46 

39 

36 

47 

55 

45 

43 

32 

33 

36 

27 

29 

30 

24 

31 

48 

39 

35 

28 

25 

25 

38 

37 

1  Maximum  .  •  • 

56 

69 

68 

60 

72 

70 

79 

63 

66 

73 

77 

75 

73 

76 

58 

50 

53 

44 

51 

43 

47 

66 

70 

55 

52 

38 

46 

60 

38 

57 

Fitchburg  

'  Minimum.... 
1  Maximum .  .. 

35 
55 

43 
67 

52 
63 

42 
61 

21) 
67 

48 
69 

58 
77 

43 
63 

34 
62 

33 
71 

50 
75 

52 
73 

40 
69 

42 
76 

24 
52 

30 
52 

26 
43 

27 
47 

27 
41 

21 
45 

26 
63 

46 
66 

22 

37 

56 

66 

50 

64 

51 

44 

44 

53 

42 

Lawrence 

'  Minimum.... 

39 

48 

52 

42 

33 

47 

57 

61 

47 

40 

35 

44 

53 

43 

43 

33 

34 

29 

30 

30 

23 

29 

42 

33 

34 

30 

24 

25 

34 

33 

1  Maximum  .  . . 

56 

59 

57 

58 

60 

67 

70 

60 

59 

62 

66 

66 

64 

68 

50 

54 

55 

46 

45 

63 

41 

57 

66 

57 

57 

47 

42 

48 

48 

52 

Nantucket 

'  Minimum.... 

52 

54 

52 

44 

43 

48 

58 

57 

54 

50 

51 

53 

57 

51 

48 

44 

45 

40 

33 

36 

35 

32 

37 

49 

47 

41 

38 

38 

38 

41 

44 

Maxinnim .  •. 

57 

63 

63 

58 

64 

60 

73 

62 

57 

58 

64 

71 

65 

64 

65 

53 

43 

39 

45 

40 

46 

65 

64 

49 

51 

46 

42 

64 

39 

44 

Stockbridge    

Minimum 

37 

38 

46 

36 

29 

50 

56 

52 

36 

31 

32 

38 

44 

41 

40 

28 

21 

27 

23 

25 

28 

18 

23 

44 

33 

30 

22 

17 

18 

30 

38 

8 

I  Maximum  .  .  • 

58 

68 

04 

57 

62 

66 

73 

67 

57 

57 

61 

09 

65 

62 

65 

50 

62 

41 

37 

41 

40 

61 

59 

52 

46 

41 

39 

47 

41 

46 

Williainstown 

53 

38 
66 

45 

36 
52 

32 
70 

47 

53 
74 

53 
62 

39 
64 

34 
64 

34 

71 

40 
75 

48 
74 

39 
71 

40 
75 

31 

51 

24 
48 

28 
62 

24 
43 

25 

48 

29 
44 

19 
47 

26 
64 

47 
67 

34 
53 

34 
54 

24 
44 

18 

20 

31 
38 

38 

'  Minimum.... 
waximum... 

45 

57 

55 

Worcester 

45 

50 

40 

31 

46 

57 

52 

35 

33 

46 

45 

42 

28 

31 

26 

27 

27 

19 

24 

44 

31 

32 

24 

21 

27 

31 

37 

Rhode  Maud 

Block  Island 

(Maximum... 
I  Minimum.... 

56 
51 

62 
52 

60 
50 

59 
59 

60 

48 

63 

54 

67 
59 

65 
56 

62 

51 

59 
49 

62 

47 

54 

66 
59 

55 

68 
44 

49 
39 

52 
44 

52 
37 

43 
33 

48 

50 
35 

44 
33 

58 
43 

65 
48 

56 
46 

56 
40 

50 
36 

46 
36 

47 
35 

51 
43 

51 
44 

6 

Kingston 

1  Maximum... 

53 

63 

62 

59 

62 

63 

64 

67 

63 

60 

65 

72 

67 

70 

ti 

53 

49 

47 

46 

48 

51 

70 

59 

57 

50 

45 

13 

51 
20 

45 
28 

52 
43 

44 

50 

50 

44 

50 

44 

52 

57 

51 

36 

30 

39 

47 

37 

42 

36 

40 

27 

34 

26 

19 

23 

51 

29 

29 

21 

Providence 

i  IMaximum  .  . . 

S 

64 

62 

60 

66 

67 

74 

68 

65 

62 

72 

75 

80 

70 

76 

47 

51 

55 
35 

48 

48 

47 

48 

62 

71 

56 

56 

48 

46 
29 

52 

30 

45 

41 

64 
38 

(  iSlinimum.... 

43 

52 

52 

44 

38 

52 

58 

56 

50 

43 

40 

49 

•56 

47 

44 

36 

35 

29 

33 

29 

27 

37 

49 

40 

35 

32 

Comtectiad 

'1' 

Cream  Hill 

i  Minimum.... 

54 
41 

60 
47 

66 

48 

62 

65 
39 

65 

47 

73 

65 

60 

63 

65 

71 

70 

69 

67 

53 

50 

44 
31 

41 

46 

40 

43 

60 

65 

52 
36 

51 

47 
26 

42 
21 

6; 

40 
27 

42 
34 

57 

50 

40 

35 

38 

48 

53 

41 

42 

28 

27 

20 

24 

29 

18 

31 

47 

34 

Hartford 

)  Maxinnim  . . . 

58 

63 

68 

61 

67 

68 

74 

64 

64 

71 

76 

77 

76 

52 

53 

49 

46 

48 

45 

48 

61 

69 

52 

57 

51 

48 

52 

45 

50 

(Minimum.... 

43 

50 

52 

39 

34 

50 

59 

55 

43 

36 

34 

44 

47 

37 

40 

33 

31 

30 

29 

31 

29 

22 

29 

37 

32 

29 

24 

18 

20 

37 

41 

New  Haven 

j  Maximum.  .. 

57 
45 

59 
53 

66 

63 
46 

68 
42 

67 
57 

70 

64 

66 

63 

65 

73 

78 

67 

74 

62 

52 

51 
35 

45 

50 
32 

45 
32 

47 

61 

71 
61 

5b 
44 

57 
40 

51 
33 

4b 
31 

52 
29 

46 
41 

50 
42 

60 

55 

48 

44 

42 

49 

55 

49 

43 

37 

36 

29 

27 

New  London  

Maximum .  . . 
(  Minimum.... 

•• 

■.■ 

Norwalk 

(Maximum... 

56 
43 

57 
53 

68 
50 

66 
42 

68 
33 

68 

45 

75 
55 

64 
55 

65 

66 

7i 

75 

79 
45 

75 

55 

35 

55 
32 

54 

49 

50 
30 

56 
27 

60 

63 
25 

74 
44 

5b 
35 

60 
31 

54 
22 

49 
22 

.53 
19 

47 
36 

49 
38 

(  Minimum.... 

42 

4; 

33 

42 

3S 

44 

28 

21 

lb 

„  i     _ 

(Maximum... 

54 

60 

64 

61 

66 

68 

7; 

64 

63 

70 

74 

77 

6^ 

73 

75 

48 

62 

44 

46 

44 

46 

62 

57 

55 

49 

45 

54 

44 

51 

(  Minimum.... 

37 

47 

48 

45 

29 

42 

55 

44 

35 

28 

37 

45 

3- 

44 

29 

2- 

32 

26 

26 

2e 

15 

21 

4 

2- 

26 

21 

21 

3C 

3« 

See  page  58  for  ezplanatiou  of  reference  marks. 
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RIMITTANC*  PAYABLE  TO  SUPEUINTENDKNT  OP  DOCUMENTS,   WASHINGTON,  D.  C. 


Vol.  LII. 


Boston.  Mass..  N0VE^[BER,   1940.     No.  11. 


GENERAL,  SUM.MAKY 

The  outHtamiing  feature  of  New  England's  weather  during 
November,  1940  was  the  heavy  snowstorm  of  tlie  26-27th.  Snow 
began  to  fall  over  nearlj-  all  portions  of  the  Section  hy  late  eve- 
ning of  the  26th  and  continued  for  the  greater  part  of  the  27lh, 
occasionally  mixed  with  sleet  in  tlie southern  division,  and  turn- 
ing to  sleet  and  rain  over  that  portion  of  the  Section  during  tlie 
evening.  Total  depths  of  the  snow  ranged  from  5  to  more  than 
12  inches.  It  was  probably  the  most  .severe  November  snowstorm 

[Coiitinued  on  page  64] 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
lOo  records.  \va.s  37.9°,  which  is  0.1°  below  the  mean  for  the 
past  53  year.«.  The  average  teniyjerature  for  the  northern  division 
was  35.1° ;  for  the  southern  division,  40.7°.  The  highest  month- 
ly mean  was  45.0"  at  Nantucket,  Mass.;  and  Block  Island,  R.I. 
the  knvest  was  28.1*^  at  Caribou  Me.  and  Fort  Kent,  Me.  The 
highest  recorded  was  74°  at  Bennington,  Vt.  and  Fitcliburg, 
Ma.«s.  on  tlie  5th;  the  lowest  uas  -10°  at  Chelsea,  Vt.  on  the 
29th.  The  greatest  monthly  range  was  77°  at  Chelsea,  Vt. ;  the 
least  was  36°  at  Nantucket.  Mass.  and  Block  Island,  R.  1.  The 
greatest  daily  range  was  40°  at  Bennington,  Vt.  on  the  5th,  and 
Dorset,  Vt.  on  the  loth. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
187  records,  was  5.87  inches,  which  is  2.41  inches  above  the 
mean  for  the  past  53  years.  The  average  precipitation  for  the 
northern  division  was  5.53  inches;  for  the  southern  division, 
6.24  inches.  The  greatest  monthly  amount  reported  was  8.94 
inches  at  Portsmouth,  R.  I.;  the  least  was  2.67  inches  at  Bur- 
lington, Vt.  The  greatest  amount  in  24  hours  was  2.74  inches  at 
Colchester,  Conn,  on  the  2d.  The  average  number  of  days  with 
,01  inch  or  more  of  precipitation  was  14,  which  is  4  above  the 
;mean  for  the  past  53  years. 

The  average  snowfall  for  the  northern  division,  based  on 
89  records,  was  10.3  inches;  for  the  southern  division,  based  on 
79  records,  9.2  inches  for  the  Section,  based  on  168  records,  9.8 
inches,  which  is  5.1  inches  above  the  mean  for  the  past  53 
years. 

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  118  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  10.5  miles  an  hour,  which  is  1.0  mile  an  hour 
below  the  mean . 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  34 
percent  of  the  pos.sible  amount,  which  is  9  percent  below  the 
mean . 

The  cloudiness  was  considerably  above  the  mean.  The  average 
for  the  Section,  based  on  129  records,  was  7  clear,  6  partly  cloudy 
and  17  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30p.m.  observations  at  12  stations,  was  79  percent,  which 
is  3  percent  above  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras  —  1st,  3-6th,  8-9th,  12-13th,  l8th,  20th,  23-25th, 
28-29th. 

Hal  OS,  lunar  —  5th,  19-20th,  29th. 

H(dos.  solar.—  1st,  20th,  22d,  26th,  29-30th. 

Hail. —  (dates  and  general  location)  -  None. 

Thunderstorms. —  Fall  River,  Mass.  on  25th. 

Fog,  dense.— M,  3d,  5-6th,  11th,  13-16th,  22d,  24-25th, 
27-29th. 

Sleet —  (dates  and  general  location)  -  3d,  Pinkham  Notch, 
N.  II.  and  Boston,  Mass.;  7th,  Wilder,  Vt.;  12th  Bennington, 
Vt.;  15th,  Caribou,  Me.  and  First  Connecticut  Lake,  N.II.; 
16th,  Gloucester,  Mass.;  24th,  Concord,  N.H. ;  25th  Boston, 
Mass.;  26th  Norwalk,  Conn,  and  Putnam,  Conn. ;  27th,  general 
over  southern  New  England;  28th,  Blue  Hill,  Mass. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
■Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut. > 


Precipitation 


No.  of  (lays  (all 
New  England) 
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Climatolog'ical  Data  for  November,  1840 


m> 


Maine 

Bangor       

Bill-  Harbor  (near 
Brassuii  OaiiiU-- 

Brunswick  

Caribou.. 

Kastport 

iiasl  Wiutluoii.  .. 

KiLsuortli   

Eustis  

FanuiiiKtiui 

Fl.Kairlioia  (uuar) 

Fori  Kent 

Gardiner 

Gr.ienvillc. 

HirainU 

Houilon 

jac'.cni.m 

Lewistoii 

Mac'liias 

MadisoiiS 

MicUlio.l.ua.... 
MiUino.tla!l,§  .•• 

Milo 

Mooseliead 

North  liridgton 
OUUowii 


Portli 


Nci 


r Statu 
Hamviihi 


Kerlin    

Bothleli.MU  ........ 

Caiaioii  Mt 

Concord    

Di.>cville  Notch  .... 

Diiriiani    

ErrolS    

First  Conn.  LaUeU 

Fitzwilliani* 

FranlcUii 

Qloncliil   

Hampton  •■•• 

Hanover  S 

HilLiboro 

Keeiio(ncar)  §  — 

Lalseport 

Lincoln-..   

Manchester 

Milan 

Nashua  g.......... 

New  Diu-liamU  — 
Newport  .......... 

Nortli  Stratford... 
PinklianiNot<;htt.. 

Plyniontb 

WestStewartstowu 
WoUboro  Kails.... 

York  Pond 

For  State     ■  •  ■  • 


JU.  Washington  J 


Bellows  Kails.... 

Bennington 

BloomtieldtJ  .... 
BrattleboroS  .... 

Burlington 

Cavendish 

Chelsea 

CoruwalUt 

Craftsbury  Com. 

Dorset 

EastBarnet 

East  Ryegate  — 
Enosburg  Falls.. 

Oilman  

MaysMilUt 


Newport 

Nortlilield 

Readsborc   

Rocliester 

Rutland 

.St.  Albans 

St.  Johnsbury .... 

Searsburg  Mt 

Searsburg  Sta-tt. 


Cumberland. 
Aroostook  . . . 
Washington  . 
Kennebec  •  • 

Hancock 

Krauklin 


Aroostook  • . . 
Aroostook  . . . 

Kennebec 

I'iscataauis  .. 
c;uniberland. 
Aroostook  . .  ■ 
Somerset .  ••• 
Androscoggin 
Washington  . 

b.Mord  .'.•..'.. 
IVnobscot  • . . 
I'Licatauuis... 
Soni(n-.-,et  .■■. 
Cunilx'rland. 
i'.Miobscot  ••. 
I'cnoliscot  . .  ■ 


Wasliington  . 
Ke;ineoec.... 
Wasiiington  ■ 


Ivockingham .. 

Urafton  

flillsborough 

Cheshire 

Belknap 

Grafton   


shore 


Coos.... 
Uilisi)!)ro. 
HtralVord  . 
Sullivan. 


iSenningtou 

Windham  .. 
Chittenden.. 

Windsor 

Orange 

Addison.... 

Orleans 

Bennington 
Caledonia  .  ■ 
Caledonia  .. 
Franklin.... 
El- 


Windham-. . 
Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  -  -- 

Rutland 

Franklin..  -- 
Caledonia... 
Bennington 
Bennington 


Temperature,  in  degrees  Fahrenheit 


711 
2,360 
1,660 


+1.4 
'  +  i.'9' 


-1.3 

'+i.'3' 
+0.7 


fi?. 

.■it 

.■itt 

12 

m 

1 

02 

22 

Precipitation,  in  inches       |     No.  of  days 


'+i.'65' 

+  1.60 
+2. 0:! 
+2.  54 
+3.41 


+2. 65 
+2.  rO 
+2-04 
+  2.04 


+2.53 
+3.16 
+  2  26 


+3.97 
+2.  47 
+3.  2i) 


+  1.83 

+2.'35' 
-1-2.88 
+2.41 
+4.16 
+0. 83 
+  3.82 


+2.28 
+  1.67 
+2.97 
+2.43 
+0.01 


■+i.'52' 
+  2.78 

'+2.48 
+2.  n 

+0.-10 

+  1.74 

+1.66 

+  2.06 
+1.35 
+  1.57 


is 


Civil  Aeronautics  Auth. 
U.  L-  Uadley 
Walter  Tliurston 
Samuel  E-  Kamerling 
U.  S.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District, 
Bangor  Hydro  lilectricj 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Norsworthy 
W-  B.  Clark 
Samuel  D-  Soule 
D.  S.  Weather  Bureau 
C.  C  P.  &  L.  Co. 
William  U.  (/'ummiug 
P-  M.Tripp 
Uiiion  Water  Power  Co 
Bangor  Hydro  IClectric  ( 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Groat  Northern  Paper  Co. 
J'.ine  Fowler 
N.  W.  Roberts 
C.  L.  Chadbomne 
Thoimis  W-  (;lark 
Univ.  of -Maine 
1     ^'    \-  •■'    !.-'i  liui'eau 
^'■'         ■    '  i."   ;i.  Station 
''     ■  '■■  ■:!  i'aperC'o 


lUith 


A.  .^!i.x«r 


mrgiii 
Onion  Water  Power  Co. 
Guy  W.  Btitlcr 
Hollingsworth  &.  Wliitn« 
St.  Cioix  Paper  Co- 


Edward  Fetin 
George  IC- Tucker 
Kenneth  Boothroyd 
U-S.  Weather  Bureau 
Sarah  H-  Gleason 
Univ-  of  N-  H. 
Union  Water  I'owor  Co. 
Conn   Valley  Lumber  C« 
Mhss.  liept.  Public  Heal 
F.  .1.  Soiitlunnjd 
Stiite  Saiiatoriiim 
Frank  I::.  L.^avitt 
UarlmouLli  College 
N.  11   Research  Forest.. 
C.  F.  Robbins 
Fred  \\'iggin 
lid  ward  A.  Carr 
Public  Service  Co- 
Aiulroscoggin  Res.  (;o. 
Pennichuck  Water  Wor 

E.  K.  Tobey 
H.I'.Shepard 

F.  A .  Smith 
J.  B.  Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-S.  Bureau  of  Fisherfe 


U.  S.  Weather  Bureau 


B.  F.  H.vdro-ElectricCO 
State  Fish  Hatchery 
(ifori^'e  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.Corp. 
Mrs.  Theo.  G.  TapUn  ti 
Sarah  E.  Lane 
Mi-s  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  F.Devins  ttt 
L.  H .  Pomevoy 
Oilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Criehton 
U-S.  Weatlier Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ti  t 
N.  E.  Power  Co. 


See  page  64  for  explanation  of  reference  marks. 
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Toraperatnre.  in  degrees  Fahrenheit 


L 


Precipitation,  in  inches 


Windham.. 
Windham-. 
Caledonia. . 
Windsor . . . 
Windsor . . . 
Windham  . 
Windsor... 
Windliam  . 
Windsor . . . 


Berkshire  .. 
Hampshire 
Middlesex  . . 
Norfolk  — 

do  .... 

Suffolk 

Worcester  . . 
Plymouth  .. 
Hampden  .  • 
Hampshire. 

Suffolk 

Worcester  .  • 
Middlesex  . . 
Plymouth  .. 

Bristol 

Worcester  .  ■ 
Middlesex  . . 
Norfolk  .... 
Worcester  . . 

Kssex 

Franklin  .... 
Middlesex  . . 
Worcester  . . 
Barnstable.- 

Kssex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  .  • 
Barnstable-- 

Essex 

Worcester  -. 
Middlesex  .  • 

Essex 

Middlesex  .. 

Bristol 

Plymouth  .. 

Essex 

Worcester  ■ . 
Worcester  .. 
Franklin  ... 
Nantucket.. 

Bristol 

Worcester  • . 
Plymouth  .. 
Berkshire  . . 
Worcester  . 
Berkshire  .■ 
Hampshire. 
Plymouth  .. 
Worcester  . . 
Barnstable. - 

E.ssex  

Franklin  ... 
Worcester  . . 
Berkshire . .  - 
Middlesex  . . 
Hampden  .  ■ 
Worcester  .. 
Berkshire. .. 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
WorC'Sler .. 
Hampden  .. 
Middlesex.. 
Berkshire  .. 
Worcester  • . 
Berkshire  .. 
Worcester  .. 
Worcester  •  - 


Newport 

Washington 
Newport...  . 
Providence 


New  London 
Litchfield  .... 

Fairfield 

Hartford 


I,  "00 

920 

1.037 

1,650 


+  1.9 
+0.7 
+0.4 


-0.1 
+0.4 
-0.2 


+1.2 

-o.'s' 

-0  1 


+3.50 
+3.  49 
+2. 5fi 
+2.13 


+  3.88 
+3.72 
+3.41 


+1.22 
+3.11 
+2.  28 
+2.91 


+3.05 
+3.75 
+3.62 
+4.41 


+  2.00 
+2.99 
+2.84 
+3.04 
+0.71 
+3.70 
+  1.42 
+  1.C1 


+2.23 
+3.06 
+1.61 
+3.44 
+2.  27 
+  3.67 
+1.55 
+2.85 
+4.  45 
+2.74 
+2.  55 
+3. 05 


+2.06 
+2.79 
+3. 47 
+  2.84 


L.  L-  Leonard 
Conn.,  River  Power  Co. 
Gilinan  W.  Ford  Ml 
Ev.i  K.  Douhloday 
N.  E   Power  Co. 
B.  T.  Sutton  III 
Olcotl  Fall.-!  Co. 
Walter  Adams  III 
IJeutoii  S.  Pinney 


N.  K.  Power  Co. 
Mass.  Agr.  Exp.  8ta. 
Met.  WalBi  Works 
.ytate  nept.  Public  Health 
Blue  IlillOhservatory 
V.  a.  Weather  Biireitu 
Mr.s.  Loiiiig  II.  Ueed 
City  KiiKiueer 
state  Dept.  Public  Health 
.'^tate  Dept.  Public  Health 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
Kichard  C.  Brigham 
Herbert  B.  Allen 
Met.  W^ater  Works 
State  Dept.  Public  Health 
.State  Dept.  Public  Health 
Ualphll.  Barker 
Bureau  of  Entomology 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  Engineer 
State  Dept.  Public  Health 
A.  W. Ladd 
N.  E.  Power  Co. 
State  Dept.  Public  Health 
SliiteTea<!her's  College 
State  Dept.  Public  Health 
E.  P.  Mitchell 
Met.  Water  Works 
Esse.x  Company 
Prop.s.  Locks  Si  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  n.  Hoelzel 
State  Dept.  Public  Health 


N.  E. 
Chi 


■Co. 
A   Biaun 


U.  S.  Weather  Bureau 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Work.s 

Conir.  of  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Works 

frying  H.  McNwyr 

U.  8.  C.  G.  Station 

N.  E.  I'owerCo. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

IT.  S.  Armory 

Met.  Water  Works 

Nf'Sl'it  H.  Bnng.s 

Weslon  K.  Lewis 

Water  Works 

Turners  Falls  P.  .fe  K .  Co. 

State  Deiit.  Public  Health 

State  Dept.  Public  Health 

Slate  Dept.  Public  Health 

^\'est()n  College 

State  Dept.  Public  Health 

Met  Wafer  Workn 

Williams  College 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S.  VVeather  Bureau 
Agr.  Rxp.  Station 
Agr.  E.'cp.  Station 
U.  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


Se«  page  64  for  explaDatloo  of  reference  marks. 
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Olimatolosical   Data  for  November,  1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation, 


Connecticid  Cont'd 

Colchester 

Collinsville 

Cream  Hillt: 

Danbury 

East  Hartland  ■■•. 

Falls  Villagei 

Hartford 

Lake  KonoraocU- 

Mt.  Carmel 

New  Haven 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS 

Waterbury  

Westbrook 

West  Hartland — 
For  State- •   •• 


New  London. 
Hartford  .  • . 
Litchfield  ••. 

Fairfield 

Hartford..... 
Litchfield  ... 

Hartford 

New  London. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

WindhHm 

Litchfield  . . . 

Tolland 

New  Haven  . 
Middlesex  .. 
Hartford 


+0.4 
'+6.'6' 


+2.83 

+6.' si 


+  1.69 
+0.92 
+1.91 


-0.2 

-o.'e 


Stedman  Storrs 

Edwin  R.  Wilder 

T.  S.  Gold 

Thomas  F.  Hanlon 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

L.M.Corastock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 


Explanationof  Reference  Marks  Used  on  Pages  62,  63.  and  64. 

The  departures  from  the  normal  temncrature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  to  or  more  years  of  record.  Departures  of  pre- 
cipitation with  i,s  years  or  more  of  record  are  computed  from  a  normal  or  'standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  means 
for  the  period  of'record  are  used.  Reference  letters,  a,b,c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc.        t  Also 

on  other  dates.    §  Thermometers  not  supplied  l)y  Weather  Bureau,    ftf  Observer  for  New  Kngland  Power  Co.      '1'.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

It  Post-ofnce  addresses  of  these  stations  are  a.s  follows :  Maine  -  Aziscohos  Dam,  Wilson  Mills ;  Biassua  Dam,  Kockwood ;  Hiram,  West  Baldwin ;  Ripogenus  Dam, 
Millinocket;  Winslow,  Waterville;-New  Hainpsliire-Flist  Conu.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorhara;  York  Pond,  Berlin;- Vermont— Bloom- 
field,  North  Stratford,  N.  H.;  Cornwall,  Middlehury;  Mays  Mills,  Colrain.  Mass. ;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.; 
—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Franiinghara;  —Connecticut-Cream  Hill,  West  Cornwall ;  Lake  Konomoc,  NewLondon. 


Record  furnished  by  Massachusetts  Department  of  Public  Health. 


J  Not  included  in  summaries. 


Explanation  of  Reference  Marks  Used  on  Pa&e  65 . 

Kxcept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observations.  ***  Regular  Weather  Bureau  station  ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight.  **  Precipitation  measured  in  the  morning;  amount 
recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.         T.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 

§  Record  furnished  by  Massachusetts  Department  of  Public  Health. 


Explanation  of  Reference  Marks  Used  on  Pagre  66. 
1  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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[Continued  from  page  61] 

since  1898.  Traffic  was  obstructed  to  a  considerable  extent,  num- 
erous accidents  occured,  and  many  automobles  were  abandoned 
where  stalled  in  the  early  morning.  AnotJier  feature  of  the  nonth'e 
weather  was  the  heavy  precipitation  in  all  sections,  the  average, 
5.87  inches,  being  nearly  70  percent  above  the  normal.   During 
the  period  from  the  12th  through  the  15th,  heavy  rains  brought 
adequate  relief  to  the  dry  condition  of  the  soil  not  yet  frozen,- 
premitting  maximum  absorption  and  minimum  runoff ;  shallow 
reservoirs  were  replenished,  The  temperature  averaged  uniform- 
ly near  normal,  the  coldest  day  being  the  29th  when  sub-zero 
readings  were  recorded  in  interior  portions  of  the  northern  divi^ 
sion.  At  the  clo.se  of  the  month,  the  snow  cover  ranged  from  4 
to  6  inches  deep,  with  considerably  more  in  the  higher  elevations 
and  in  northern  Maine.                                            '                E.SJ 
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Daily   Precipitation  for   November. 

1940 
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.02 
.11 

.22 
.19 

'."67 
.13 
.14 

.12 
32 

6.52 

f.' 

.... 

.02 

4.95 

Spriii(tfi«ld 

Connecticut. 

T. 

T.' 

T. 
\'' 

i.'32 
T. 

.10 
.05 

'.'08 

■.■32 

■.'io 

.04 
.03 
.02 

■."65 

'f.' 

:::: 

5.38 

Taunton** 

Coast 

nt 

1  72 

8.11 

Connecticut 

Hudson 

Connecticut 

Blackstone 

Coast 

.35 
T. 

.18 

2.29 
1.10 
1.36 
1.70 
1.87 

1.34 
.90 
1.79 

1.72 
2.74 
1.07 
.22 
1.78 
1  39 

6.06 

■West()ti8§ 

Williamstown   .... 

'."08 

.... 

.01 

'.'64 

.02 

■'i' ■' 

"i" 

T. 

.01 

"."05 
.04 

.02 
T. 
.01 

4.91 
4.84 

WincliRndon§..... 

.13 
■.'67 

6.19 

T. 

T. 
T. 

■r. 

.... 
T. 

T. 

.04    T. 

6.53 

IU,o-le  Mand 
Block  Island*** .  . . 

.20 
.07 
.03 

T. 

.00 
T. 

r. 

T. 

.03 

T. 

'f.' 
.14 

T. 

6.37 

Kingston 

Coast 

...do 

7.16 

Providence*** 

Coniteclicnt 

Bridgeport 

Colclie.^ler  

T 
T. 
T, 

■i: 

T. 

.... 

'1?^ 

6.38 

6:61 

Cream  Hill 

East  Hartlaiid**. . . 

Housatonic 

Connecticut 

....do 

Coast 

"^1"^^ 

T. 

T. 

T. 

t'.' 

4.34 
.5.61 

Hartford*** 

03 
.02 

.02 

1.07 
1.19 

:tS 

5  46 

NewIIaven***  .... 

T. 

T. 

5.45 

New  Ixindon 

iin 

Norwalk  

Piitnain  . 

....do 

Quinebaug 

1.68 
2.28 
1.88 

'■''. 

.02 
.08 

'.'63 

.70 
.80 
.84 
.99 

.53 
.40 
.43 
.37 

1.20 
.77 
.80 
.89 

.19 
1.52 
1.51 

.65 

T. 

T. 

.02 
T. 

• 

.15 

.05 
.08 

.... 

• 

.76 
.60 
.98 
.96 

't. 

T. 

:o4 

6.23 
6.52 

Storrs 

6.91 

Coast 

.10 

5.57 

See  pageei  for  explaaation  of  refereuco  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November,  1940 


Daily  Temperatures 

iTor  November 

,   1940 

stations 

Day  of  Month 

"  MeBtt 

^ 

2 

_i 

4 

5 

^ 

8 

J_ 

^ 

11 

12 

^ 

14 

_!i 

_!!_ 

^ 

18 

19 

_!i 

21 

22 

23 

25 

26 

27 

28 

29 

30 

31 

Maive 

— 

Bar  Harbor  (near) 

S  Maximum  .  . . 

51 

53 

54 

52 

65 

.52 

48 

4! 

54 

45 

55 

56 

55 

46 

48 

52 

51 

47 

40 

26 

25 

36 
16 

(Minimum.... 

■25 

28 

32 

34 

30 

32 

37 

33 

38 

39 

3( 

32 

41 

"38 

■37 

"4i 

"28 

"30 

"23 

27 

28 

35 

37 

25 

21 

"12 

17 

10 

6 

28."7 

Eastport  

j  Maximum.  •• 

5( 

47 

50 

49 

48 

50 

45 

44 

43 

46 

48 

53 

48 

43 

52 

49 

35 

38 

41 

47 

46 

50 

32 

40 

32 

25 

28 

28 

32 

36 

42.6. 
32  5 

!  Minimum.... 

30 

41 

40 

37 

35 

43 

40 

37 

30 

30 

41 

48 

40 

38 

38 

32 

32 

30 

40 

34 

28 

28 

22 

14 

14 

15 

10 

20 

Fort  Kent 

\  Maximum  .  •• 
i  Minimum..  •• 

50 
20 

44 
20 

43 
19 

42 
34 

49 
20 

40 
36 

38 
32 

41 
34 

39 
28 

32 

22 

34 
2.5 

55 
34 

43 
36 

39 

30 

37 
30 

32 
31 

33 
22 

34 
2U 

33 
14 

38 
25 

40 
22 

38 
29 

33 
12 

30 
5 

18 
17 

18 

7 

14 

16 
12 

16 

- 

m 

21.5 

Greenville   

\  Maximum  .  •  • 

49 

42 

44 

45 

4! 

45 

38 

42 

35 

34 

44 

54 

41 

40 

38 

3f 

34 

35 

36 

44 

48 

48 

32 

31 

28 

19 

19 

19 

18 

24 

37.0- 

i  Minimum... 

25 

3:^ 

34 

33 

28 

3! 

34 

32 

25 

26 

32 

40 

32 

32 

32 

27 

26 

28 

26 

28 

28 

16 

20 

14 

11 

11 

6 

4 

5 

25.1 

HouUoii    

j  Maxinuim  ... 

40 

4b 

38 

40 

45 

46 

3; 

44 

38 

33 

4( 

57 

44 

37 

37 

30 

38 

37 

36 

38 

45 

44 

45 

37 

29 

18 

14 

23 

17 

36.9 

(Minimum.... 

22 

3; 

32 

32 

2( 

32 

32 

34 

32 

28 

27 

35 

35 

32 

30 

32 

32 

32 

22 

24 

29 

32 

17 

22 

15 

10 

6 

8 

2 

IC 

25.2 

Lewistoii 

S  Maximvnn  ... 
(Minimum.... 

66 
25 

48 
33 

54 

43 

57 

38 

58 
36 

62 
42 

42 

48 
36 

45 
29 

41 
•2h 

48 
37 

55 

46 

46 
37 

42 
3f 

41 
36 

42 
33 

41 

29 

38 
3( 

45 
30 

5S 

54 

34 

63 
39 

42 
29 

35 
28 

34 
22 

31 

18 

21 

14 

?! 

24 
11 

32 
14 

43.8 

30.fi 

Milliiiocket 

(Maximum... 

5( 

48 

43 

46 

52 

44 

42 

46 

4( 

36 

44 

57 

44 

39 

35 

3b 

37 

40 

49 

48 

31 

29 

21 

15 

22 

21 

26 

SS.9 

(Minimum.... 

26 

24 

38 

39 

3( 

38 

36 

36 

31 

28 

32 

42 

39 

32 

3b 

34 

28 

30 

28 

29 

30 

28 

24 

19 

20 

15 

12 

15 

7 

11 

27.8 

_, , 

)  Maximum  .  .• 

54 

51 

52 

52 

51 

49 

46 

47 

4( 

39 

5f 

5i 

57 

43 

4f 

44 

41 

41 

47 

49 

54 

53 

35 

34 

26 

24 

32 

43.6 

UUltown   

1  Minimiun.... 

23 

31 

39 

41 

31 

42 

40 

3li 

32 

2J 

3f 

4C 

42 

36 

37 

41 

29 

3( 

31 

31 

31 

36 

29 

24 

22 

16 

14 

17 

17 

30. 4 

PorlUuid  

j  Maxinnnn  . .  • 

50 

49 

55 

61 

51 

67 

46 

50 

49 

4.» 

51 

S.'i 

47 

41 

44 

45 

40 

44 

42 

55 

60 

62 

49 

37 

34 

33 

23 

32 

37 

45.6 

(  Minimum 

32 

39 

43 

43 

43 

33 

3(. 

31 

27 

22 

3b 

4C 

40 

37 

30 

27 

25 

20 

20 

40 

31 

29 

H 

14 

16 

f 

5 

11 

Bumford  

\  Maximum  . .  • 

66 

46 

51 

56 

55 

49 

42 

48 

42 

42 

4; 

56 

4£ 

42 

41 

41 

38 

43 

49 

55 

62 

45 

3.0 

28 

22 

21 

32 

-12. 6 

(Minimum... 

20 

32 

40 

36 

33 

42 

38 

35 

2-1 

34 

38 

34 

37 

30 

29 

31 

28 

27 

29 

31 

29 

27 

19 

16 

13 

12 

10 

14 

28. 2 

Winslow  

jMa.ximum... 

60 
23 

63 

63 

55 

57 

64 

48 

49 

47 
31 

15 

50 

58 

60 

45 

42 

42 

41 

40 

41 

49 

51 

60 

60 

47 

40 

30 

28 

?1 

23 

32 

■15.8 

(  Minimum.. ■■ 

32 

41 

41 

31 

42 

39 

37 

23 

35 

47 

39 

36 

38 

40 

29 

31 

24 

30 

33 

32 

29 

24 

26 

10 

14 

16 

11 

13 

311.  ] 

New  Hampshire 

Berlin  II 

)  Maxinnnn... 
(Minimum.... 

55 

44 

46 

53 

60 

47 
34 

36 

39 

f. 

39 

57 
24 

57 

43 

40 

39 

35 

31 

46 

53 

58 

59 

36 

82 

28 

25 

21 

]l 

2« 

28 

40.  S 

17 

32 

38 

35 

3C 

33 

29 

19 

35 

37 

39 
32 

34 

27 

29 

27 

28 

28 

2b 

29 

28 

23 

U 

11 

16 

-2 

0 

25. ',) 

i  Maximum... 

54 

61 

54 

60 

64 

53 

42 

46 

f. 

46 

54 

60 

44 

43 

44 

43 

38 

39 

47 

56 

65 

66 

48 

40 

37 

33 

25 

?? 

25 

36 

45  9 

(  Minimum..-. 

20 

43 

39 

38 

39 

36 

37 

28 

25 

37 

44 

39 

38 

38 

30 

29 

29 

31 

32 

40 

33 

32 

20 

17 

20 

16 

6 

20 

Durham 

)  Jiiiximum.  .. 

57 

57 

58 

62 

62 

56 

50 

50 

51 

47 

64 

63 

51 

43 

44 

45 

40 

42 

48 

59 

57 

58 

64 

40 

40 

36 

31 

31 

30 

4«!8 

(Minimum.... 

22 

27 

39 

38 

33 

42 

33 

33 

25 

21 

30 

47 

38 

36 

36 

37 

27 

22 

19 

29 

25 

28 

38 

80 

25 

15 

12 

20 

1 

17 

28.2 

First  Conn.  Lake 

j  Maximum  ... 

52 

53 

39 

40 

37 

42 

41 

32 

33 

25 

41 

52 

52 

37 

39 

35 

37 

31 

28 

38 

34 

48 

62 

37 

32 

23 

17 

21 

13 

24 

36,2 

(  Minimum.... 

18 

19 

31 

27 

30 

30 

30 

24 

17 

24 

34 

29 

29 

29 

32 

21 

23 

22 

2i 

28 

27 

26 

25 

K 

8 

6 

11 

—4 

-2 

22.2 

Keene(near) 

j  Maximum  . . . 

55 

47 

5a 

63 

65 

52 

43 

45 

45 

46 

54 

59 

46 

42 

49 

43 

37 

39 

4(i 

52 

52 

66 

52 

40 

29 

29 

28 

38 

4ii  2 

(  Mininnnn.... 

25 

37 

29 

36 

42 

34 

33 

34 

23 

36 

45 

38 

37 

39 

35 

26 

35 

22 

28 

24 

37 

69 

35 

24 

5 

22 

21 

1 

28 

30.2 

j  Maxinnim  ... 

50 

45 

5C 

58 

62 

52 

48 

41 

38 

44 

48 

50 

47 

45 

46 

45 

38 

37 

44 

49 

60 

54 

37 

35 

28 

36 

25 

23 

31 

44.0 

Plynioutli 

(  Minimum 

15 

28 

37 

29 

40 

32 

32 

29 

31 

42 

40 

32 

35 

30 

25 

20 

27 

25 

28 

20 

14 

16 

20 

-' 

15 

26.6 

Vei'inniil 

jMa-xinnun  ... 

49 

47 

47 

52 

63 

66 

38 

37 

35 

41 

55 

61 

43 

37 

34 

34 

34 

37 

40 

48 

46 

57 

36 

40 

37 

24 

30 

27 

28 

32 

41.^ 

Burlington 

(Mininnnn.... 

25 

41 

40 

37 

38 

37 

33 

24 

24 

40 

42 

36 

32 

32 

29 

28 

31 

27 

37 

31 

36 

31 

33 

19 

15 

22 

10 

2 

22 

S  Maxinnnn... 

52 

42 

44 

50 

68 

48 

39 

45 

36 

52 

54 

42 

41 

40 

35 

35 

32 

44 

47 

56 

35 

25 

21 

27 

18 

25 

24 

^M 

Newport  

(Minimum.... 

■£i 

41 

40 

34 

34 

39 

35 

33 

25 

25 

37 

37 

36 

36 

35 

28 

29 

30 

3C 

34 

31 

35 

30 

30 

16 

14 

17 

8 

0 

14 

)  Maxinnnn... 

51 

44 

47 

63 

38 

37 

36 

44 

51 

56 

41 

39 

41 

37 

35 

37 

40 

.52 

60 

61 

41 

34 

23 

29 

29 

23 

83 

NorthfieM 

(Mininnnn.   .. 

ly 

39 

37 

32 

32 

34 

32 

21 

20 

36 

35 

32 

33 

32 

29 

27 

30 

19 

34 

25 

39 

3^ 

32 

18 

8 

19 

13 

-3 

23 

27.2 
43.7: 
29.7, 

42.r 

Rutland    

(  Minimum-'-. • 

57 
31 

49 
43 

49 
35 

49 
29 

70 

41 

43 
34 

30 
32 

40 
31 

42 
24 

51 

59 
44 

44 
31 

37 

37 
33 

37 
29 

35 

35 
32 

35 
21 

51 
28 

50 

60 
41 

35 

38 
33 

41 
22 

27 

31 
21 

30 

27 

33 

26 

34 

28 

11 

17 

1 

i  Maximum.  .. 

51 

46 

47 

53 

63 

56 

41 

36 

35 

41 

54 

62 

46 

38 

35 

34 

34 

35 

40 

47 

49 

55 

43 

39 

36 

23 

31 

31 

29 

31 

St.  Albans 

i  Minimum-... 

25 

39 

40 

36 

39 

40 

32 

31 

28 

26 

40 

43 

36 

33 

32 

28 

29 

25 

35 

33 

42 

30 

30 

20 

13 

12 

11 

11 

16 

29.* 

S  Maximum  .  .  - 

53 

48 

46 

53 

61 

60 

43 

37 

35 

41 

51 

67 

45 

42 

43 

42 

33 

34 

43 

46 

51 

5U 

36 

27 

24 

26 

16 

31 

^1 

St.Jobnsbury  

(Minimum.... 

19 

33 

39 

36 

31 

42 

34 

34 

30 

21 

36 

43 

33 

35 

37 

27 

30 

29 

31 

29 

31 

31 

K 

12 

18 

13 

-5 

15 

(Maximum... 

51 

43 

49 

56 

65 

63 

42 

41 

42 

41 

62 

67 

43 

39 

45 

41 

34 

39 

42 

45 

56 

61 

4S 

38 

39 

2i 

26 

27 

24 

33 

4i»' 

Woodstock  

(  Minimum.... 

19 

30 

32 

29 

32 

40 

34 

29 

30 

20 

35 

41 

29 

31 

35 

32 

27 

20 

25 

24 

35 

33 

33 

17 

19 

13 

-8 

22 

2fi.6 

Mnssnchiisetls 

Amherst 

j  Maxinnnn... 
(Minimum.... 

55 

43 

53 

38 

66 
36 

41 

57 
38 

43 

47 
32 

61 
28 

45 
27 

58 
41 

60 
44 

44 

42 
37 

45 
39 

43 

29 

43 

28 

40 
32 

47 
24 

54 

54 
28 

4E 

49 

39 

44 
37 

37 
20 

34 
16 

2£ 

29 

14 

32 

28 

Sli 

3C 

I  Maximum... 

50 

55 

57 

64 

71 

58 

46 

49 

51 

50 

55 

65 

48 

45 

49 

48 

44 

42 

46 

55 

68 

47 

46 

40 

36 

35 

34 

36 

3; 

49^if 

Boston 

(  Minimum.... 

43 

45 

42 

50 

42 

36 

34 

34 

44 

46 

43 

41 

43 

34 

32 

34 

32 

3c 

38 

46 

40 

40 

21 

25 

21 

17 

30 

36>n 

57 

65 

57 

64 

68 

68 

4g 

51 

51 

50 

55 

66 

50 

43 

61 

48 

46 

43 

45 

56 

55 

68 

64 

45 

45 

35 

36 

35 

31 

46 

Sffis 

Brockton 

(  Mininunn 

31 

46 

34 

45 

48 

35 

33 

30 

29 

40 

48 

41 

38 

39 

29 

29 

28 

29 

32 

37 

38 

34 

28 

14 

22 

22 

11 

26 

SWi 

Maximum.  .. 

67 

54 

55 

64 

68 

57 

45 

47 

62 

48 

66 

61 

44 

41 

44 

45 

44 

40 

47 

57 

55 

68 

45 

42 

38 

35 

31 

34 

32 

41 

49K 

Concord 

(Minimum.... 

24 

36 

38 

34 

40 

38 

35 

33 

26 

23 

39 

44 

39 

39 

30 

29 

21 

27 

40 

37 

21 

15 

16 

30V 

East  Waroharal!  ■ 

)  Maxinnnn .  .. 

55 

67 

59 

60 

63 

62 

48 

51 

51 

54 

61 

02 

40 

58 

67 

61 

45 

47 

50 

55 

55 

CO 

46 

46 

39 

38 

3^ 

36 

38 

52 

5£R 

(  Miniuuin) 

24 

31 

43 

37 

39 

42 

-36 

31 

29 

25 

53 

62 

44 

41 

45 

46 

30 

30 

21 

34 

32 

37 

35 

37 

30 

16 

23 

27 

15 

23 

^X 

57 

66 

57 

63 

66 

57 

47 

49 

52 

51 

57 

62 

46 

44 

55 

48 

43 

4f 

63 

54 

52 

46 

45 

35 

37 

84 

35 

40' 

Fall  Kiver 

(  Minimum.'... 

30 

39 

42 

39 

48 

40 

35 

31 

29 

29 

41 

43 

39 

38 

34 

30 

33 

26 

37 

35 

4£ 

37 

36 

22 

16 

24 

21 

18 

31 

83.H 

\  Maxinnnn  . . . 

5B 

53 

54 

64 

74 

63 

60 

48 

51 

54 

53 

62 

47 

41 

46 

44 

43 

41 

49 

56 

57 

67 

52 

41 

40 

38 

30 

28 

28 

30 

48.7 

Fitchburg  

26 

34 

42 

38 

40 

41 

36 

33 

32 

26 

34 

42 

37 

38 

37 

34 

28 

34 

21 

32 

30 

35 

36 

34 

17 

22 

16 

1 

28 

30.9 

i  Maxinnnn .  .. 

55 

53 

67 

63 

65 

57 

45 

48 

49 

52 

54 

63 

47 

43 

44 

44 

41 

42 

46 

5b 

52 

68 

60 

43 

41 

34 

31 

32 

33 

40 

48.3 

Lawrence 

(  Minimum.... 

30 

40 

41 

37 

39 

40 

36 

33 

33 

27 

40 

45 

41 

38 

32 

29 

31 

27 

32 

30 

45 

36 

35 

22 

16 

20 

18 

6 

29 

32.2 

i  Maximum  .  . . 

53 

57 

58 

57 

61 

53 

48 

48 

46 

51 

58 

59 

49 

49 

5S 

50 

44 

46 

46 

64 

53 

59 

49 

47 

43 

35 

45 

40 

44 

44 

50,3 

Nantucket 

(  Jliniinum 

40 

40 

46 

45 

51 

46 

41 

3S 

38 

44 

46 

44 

47 

48 

37 

38 

38 

36 

44 

43 

47 

41 

40 

30 

28 

32 

26 

25 

36 

Maxinnnn    .. 

50 

49 

.52 

63 

69 

59 

37 

39 

41 

48 

57 

59 

42 

42 

44 

40 

.37 

36 

4b 

52 

^t 

6-1 

44 

41 

of 

33 

33 

30 

34 

4.5;  5 

Stockbridge    

(Minimum.... 
i  Maximum... 

34 
53 

39 
47 

34 

60 

35 

.58 

41 
66 

36 

58 

33 
39 

31 
41 

24 

38 

22 

47 

42 
63 

42 
60 

35 
43 

37 
43 

38 
48 

23 
41 

27 
36 

32 

38 

24 

43 

35 
49 

48 

44 
63 

46 

35 
43 

24 
37 

14 

29 

22 
32 

18 
32 

31.0 

44.8 

32 

Williamstown 

34 

56 

44 
54 

38 
53 

40 
66 

37 
56 

35 
44 

33 

47 

29 
50 

25 
49 

44 
55 

42 
59 

35 
45 

37 
40 

41 
46 

31 
43 

26 
41 

34 
38 

23 
46 

33 
55 

30 
56 

44 
66 

38 
50 

37 
42 

22 
3b 

14 
35 

22 
27 

18 
29 

6 
31 

27 
36 

31.9 
47.1 

(  Minimum.... 
i  Maximum    •  • 

63 

Worcester 

i  Minimum.'... 

28 

34 

41 

38 

44 

40 

35 

31 

25 

34 

44 

38 

37 

37 

32 

26 

30 

21 

30 

28 

36 

34 

23 

16 

22 

17 

5 

29 

30.9 

Rhode  Mn 

Id 

Block  Island 

(Maxinnnn... 
(Minimum.... 

53 

45 

58 
49 

57 

48 

56 

48 

59 
52 

44 

45 
39 

47 
38 

48 
37 

53 

41 

56 
49 

60 
44 

48 
42 

48 
44 

58 
46 

48 
36 

44 
34 

45 
37 

47 
34 

54 
46 

51 
42 

58 
48 

50 
43 

49 
41 

42 
26 

36 
24 

41 
33 

39 

26 

45 
26 

45 
36 

50.a 

39.9 

Kingston 

j  Maximum.  .. 

54 

57 

57 

59 

61 

58 

47 

49 

52 

51 

55 

60 

49 

44 

55 

48 

43 

43 

53 

64 

63 

59 

47 

45 

40 

37 

36 

37 

40 

49.8 

)  Minimum.... 

28 

40 

37 

38 

43 

47 

34 

34 

28 

25 

34 

48 

40 

40 

43 

38 

30 

29 

20 

29 

30 

35 

33 

39 

29 

18 

27 

22 

17 

30 

32.8 

Providence 

(  .Maximum... 

56 

58 

59 

65 

61 

59 

47 

48 

52 

52 

56 

62 

46 

44 

52 

48 

46 

44 

45 

57 

54 

69 

46 

48 

40 

37 

36 

84 

39 

39 

50.0 

(Minimum.... 

33 

44 

44 

42 

53 

41 

87 

35 

31 

42 

45 

40 

41 

43 

33 

32 

34 

29 

38 

46 

40 

39 

24 

19 

27 

21 

20 

32 

85.8 

Comieclia 

( 

Cream  Hill 

(Maximum... 

52 

61 

51 

63 

69 

63 

41 

41 

42 

49 

51 

56 

45 

39 

44 

40 

36 

36 

44 

50 

51 

63 

61 

40 

41 

34 

32 

30 

30 

32 
26 

^^'l 

(  Minimum.... 

31 

41 

37 

34 

49 

39 

32 

29 

27 

26 

41 

41 

34 

34 

37 

28 

27 

29 

24 

30 

32 

45 

26 

35 

24 

12 

20 

20 

12 

Hartford 

j  Maximum  .  . . 

57 

69 

57 

67 

58 

46 

47 

49 

51 

59 

60 

46 

43 

46 

43 

43 

43 

46 

66 

53 

69 

48 

46 

39 

34 

32 

33 

39 

39 

49. 1 

!  Minimum  — 

32 

42 

38 

38 

47 

41 

38 

34 

26 

24 

40 

44 

40 

40 

40 

31 

30 

25 

37 

27 

45 

41 

37 

24 

17 

26 

19 

13 

30 

^H 

New  Haven 

i  Maximum... 

55 

58 

57 

63 

60 

46 

46 

48 

51 

56 

60 

48 

44 

48 

48 

42 

4-1 

44 

55 

61 

66 

51 

47 

39 

36 

37 

37 

42 

41 

49.3, 

(Minimum.... 

41 

46 

45 

40 

51 

42 

37 

34 

32 

45 

47 

40 

41 

42 

32 

30 

35 

30 

40 

36 

46 

41 

38 

25 

21 

27 

23 

22 

35 

36.7! 

I  iSIaximum .  . . 

.... 

New  London  

1  Minimum 

.... 

.... 

Norwalk 

Maximum... 

"55 

"58 

"59 

"64 

"68 

"62 

"50 

"47 

"50 

"52 

"59 

"50 

■47 

"43 

"46 

■47 

"42 

"45 

"46 

"55 

56 

"68 

"54 

"46 

"45 

"36 

"37 

"37 

"40 

"41 

"50.'i 

I  Minimum 

41 

48 

36 

31 

38 

47 

36 

36 

28 

24 

34 

46 

41 

40 

41 

32 

25 

31 

18 

25 

23 

39 

29 

41 

25 

15 

27 

26 

16 

34 

32. 4 

Putnam 

i  Maximum  . . . 

56 

56 

56 

63 

64 

57 

46 

45 

48 

49 

55 

60 

46 

40 

46 

40 

43 

41 

46 

54 

52 

65 

46 

44 

36 

32 

32 

30 

31 

44 

47.6 

'  Minimum.... 

26 

35 

36 

41 

43 

35 

32 

31 

22 

37 

43 

39 

39 

39 

33 

26 

30 

19 

35 

26 

41 

37 

36 

21 

13 

24 

19 

12 

11 

80.7 

See  page  64  for  explanation  of  refe 

enc 

e  m 
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Bo 
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GENERAL  SUMMARY 

The  opening  week  of  Decenil)er,  1940  in  New  England  was  one 
)f  the  coldest  ever  experienced  for  that  time  of  year.  The  cold 
;pell  reached  its  climax  on  the  4th,  wiien  sub-zero  temperature 
■eadings  were  recorded  in  all  sections  except  along  the  southeast 
;oast,  and  record  low  readings  for  early  December  were  estab- 
ished  at  a  number  of  stations.  In  northwestern  Vermont,  the  tera- 
)erature  dropped  to  34°  below  zero  at  Enosburg  Falls,  the  lowest 

[Continued  on  page  70] 


TEMPERATUKE 

The  average  monthly-  temperature  for  the  Section,  based  on 
05  records,  was  27.2°,  which  is  0.6°  above  the  mean  for  the 
last  53  years.  The  average  temperature  for  the  northern  division 
ras  22.1°;  for  the  southern  division,  32.4°.  The  liighest  month- 
f  mean  was  38.7°  at  Nantucket,  Mass. ;  the  lowest  was  9.4  °at 
^ort  Kent,  Me.  The  highest  recorded  was  62°  at  Providence, 
1. 1,  and  Waterbury  Conn,  on  the  25th;  the  lowest  was  -34°  at 
Cnosburg  Falls  Vt.  on  the  4th.  The  greatest  monthly  range  was 
7°  at  Enosburg  Falls,  Vt.;  the  least  was  41°  at  Nantucket, 
lass.  The  greatest  daily  range  was  52°  at  Chelsea,  Vt.  on  the  4th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
88  records,  wa.s  3.11  inches,  which  is  0.22  inch  below  the 
aean  for  tlie  past  53  years.  The  average  precipitation  for  the 
lOrthern  division  was  3.37  inches;  for  the  southern  division, 
.86  inches.  The  greatest  monthly  amount  reported  was  6.36 
nehes  at  Somerset  Vt.;  the  least  was  1.77  inches  at  Dixville 
^tch,  N.H.  The  greatest  amount  in  24  hours  was  1.85  inches  at 
iomerset,  Vt.  on  the  17th.  The  average  number  of  days  with  .01 
nch  or  more  of  precipitation  was  12,  which  is  2  above  the  mean 
ir  the  past  5H  years. 

The  average  snowfall  for  the  northern  division,  based  on 
5  records,  was  13.7  inches;  for  the  southern  division,  based  on 
4  records,  4.2  inches;  for  the  Section,  based  on  169  records,  9.0 
iches,  which  is  2.1  inches  below  the  mean  for  the  past  53 
ears. 

WIND,  STJNSHINE,  CLOTIDINESS  AND   HXJBIIDITY 

Thf  prevailing  direction  of  the  wind,  based  on  115  records, 
as  Northwe.-it.  The  average  velocity,  based  on  the  records  at 
3  stations,  was  8.9  miles  an  hour,  which  is  2.5  miles  an  hour 
3I0W  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  39 
jrccnt  of  the  possible  amount,  which  is  4  percent  below  the 
lean. 

The  cloudiness  was  somewhat  al)ove  the  mean.  The  average 
If  the  Section,  based  on  1 28  records,  was  9  clear,  7  partly  cloudy 
id  15  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
::30 p.m.  observations  at  14  stations,   was  81  percent,  which 

4  percent  above  the  mean . 

DATES  OF  MISCELLANEOTTS  PHENOMENA 

Auroras  —  l-4th,  10th,  12-26th,  31th. 

Hnlos.  Invar.—  6-8th,  10-llth,  13-16th. 

Halos,  solar.—  2d,  4-6th,  8th,  10-llth,  14-15th,  18th,  26th. 


m\^'tr 


'^^'"   -r  iiLUm 


Hail. —   (dates  and  general  location)  -  3()th,  moderate, 
Wolfboro  Falls,  N.H. 

TJiunderstorins. —  30th,  central  and  southern  portions  of  N.H, 
and  Vt.  and  northeastern  i\Iass. 

Fog,  dense.—  Isi,  5th,  7-8th,  lUtli.  12-13th,  I6-I7th,  20th, 
22-23d,  26-3 1st. 

Sled. —  (dates  and  general  location)  -  7th  widely  scattered 
in  nortliern  division;  10th,  Bangor  INIe. ;  12th  widely  scattered 
northern  division  and  western  Mass.;  13th  Portland  Me.,  Pink- 
liam  Notch,  N.H.  and  Blo.-k  Island,  R.I.;  16th,  general  over 
Section;  17th,  Farmington,  Me.  and  East  Ilartland,  Conn.; 
20th,  Boston,  Mass. 

Earthquake  record. —  20th,  at  appro.ximatly  2.29  a.m.  and  24th 
at  approximately  8.44  a.m.,  both  experienced  over  entire  Sec- 
tion, epicenter  apparently  in  vicinity  of  Ossipee,  N.  H.  light  to 
rather  severe  shocks  but  practically  no  damage;  27th  at  approxi- 
matclj^  2.58  p.m.,  very  slight,  experienced  from  eastern  Vt.  to 
to  western  Me.  ^__^ 

COMPARATIVE  DATA  (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Mussachusotts,  Rhode  Island,  and  Connecticut.) 


isyg. 

liJOO. 
1901. 
1902. 
1903. 
190-1. 

iyor>. 
1'.106. 
1907. 
1908. 
1909- 
1910- 
1911.. 
1912. 
1913- 
1914. 
1915. 
1916.. 
1917. 
1918.. 
1919- . 
1920  . 
1921.  • 
1922.. 
1923- . 
1924.. 
1925- • 
1926- • 
1927- ■ 
1928- • 
1929.. 
1930.. 
1931.. 
1932.. 
19.33.. 
1934.. 
1930.. 
1936.. 
1937.. 
1938.. 
1939- • 
1940.. 


3.86 
4.15 

1.28  I    7.U 
4.  U9  I  26.  7 


2.04  1  10.8 

6.20  I  '-^I.S 

4.46  24.0 

2.87  i  14.4 

1.75  I  13.3 

3.25  I  14.5 
3. 1 


9.4 


No.  of  days  (all 
South        New  England) 
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December,   1940 


CUmatoloerical  Data  for  December,  1940 


Temperature,  in  degrees  Fahrenheit 


Precipitation. 


■^B 


Bangor     

Bar  Harbor  (near: 
Bra.-^Mui  DamU... 
Brunswick  


Caribou.. 

Kastiiorl 

EaslWinthrop 

EUswortli  

Eustis  

Fariiiiiigton.-.. 
Ft.  Fairliehl  (near) 

Fortiveut 

Gardiner 

Uroenville 

Hirauitt 

Houlloii 

JacUiiian 

Lewiston 

Machias- 

MadisoiiS 

MiddledaiM  ■•■• 
MillinookelS  ■• 

Milo 

Moosehead 

Nortli  Kridglon 

OldtowM 

Oroao. 

PorlUuid 

Presque 
RipoKeni 
RocklaiH 


mm 


il'or 


The  Forks 

Upper  Dam 

Vaiioeboro 

Winslo\vtJ§ 

Woodlands 

For  State     ■  •  •  • 
Neiii  l{<im})sliire 

Berlin    

Betlilelieni  ....■■■• 

Cannon  Mt 

Concord   

Dixville  Notch  .... 

Durham    

ErrolS    ;'v;; 

First  Coun.  Lake}} 

Fitzwilliam" 

FrankUii 

Qleuclilf   

Hampton 

Hanover  §  

Hillsboro 

KeeneUiear)  S  — 

Lakeport 

Lincohi 

Manchester 

Milan     

Nashua  §  .......... 

New  DurhamJt-... 

Newport  

Nortli  sti-atiord... 

PlymonUi •■•■ 

West.St'Mvartslown 
WoHboro  Falls-... 

York  Pond  

For  State     •  •  •  • 


Mt.  Washington! 
Vermoiit 

Bellows  Ifalls 

BenniMBton 

Bloom  lieldlt 

BrattleboroS 

Burlington 

Cavendish 

Chelsea 

Corn  want } 

Craftsbury  Com.. 

Dorset 

EastBarnet 

East  Ryegate 

Enosburg  Falls.... 

Oilman 

MaysMillU 

Newfane 

Newport 

North  lield 

Readsboro 

Rochester 

Rutland 

St.  Albans 

St.  Johnsbury 

8earsburgMt 

SearsliurgSta.tt.. 


I'enobscot 

Hancock 

Somerset 

Cumberland.. 
Aroostook  — 
Washington  .. 
Kennebec  — 
Hancock 


Piscatauuis  .•• 
Cumlierland-- 
Aroostook 


Soil 


r.set . 


Androscoggin  . 
Washinglon  ... 
Somerset ... — 

0.\iord.. 

Penobscot 

I'iscataquis 

Somer.':et 

Cumberland... 
Penobscot 


Cumberland . 
Aroostook  .. . 
Pi.scatuqnis-.. 
Knox 


Waslmiston  , 
K.-iincbcc... 
U:ishinglon  ■ 


(irafton  ... 

do  . . 

Merrimack. 

Coos 

Stralford  . . 


lo 

Cliushire 

Merrimack... 

Grafton  • 

Rockingham- 


li.'lkiiap.. 
«  raff  on  .. 
Hillsboro- 

Coos 

Hillsboro- 
Strall'ord  . 
Sullivan.. 


do 

Grafton- 
Coos  ■ . . 
Ci.rroll  - 
Coos   ... 


Windham  -• . 
Bennington  . 

Essex 

Windham  •• 
Chittenden.., 

Windsor 

Orange 

Addison 

Orleans 

Bennington 
(laledonia  •  - 
Caledonia  -  • 

Franklin 

Essex 

Windham-.. 
Windham... 

Orleans 

Washington. 
Bennington- 
Windsor  .  .. 

Rutland 

Franklin..  •• 
Caledonia-.  • 
Bennington 
■Bsniiington 


83 
l,2fi0 
1,C60 


603 
812 
550 
500 

1.200 
171 

1.190 
1-25 
652 


711 
2,360 
1,660 


-3.1 

■+6."9 


+1.2 


+1.7 
+2.' 6' 


+0.9 
+2,7 
+1.4 


+3.7 
■+6.'4 


+0. 20 
-0.21 
+  0.22 


-0  30 
+  0.54 
-0.56 


-0.29 

+6.'24 
+0.69 
+0.22 
-0.05 
+0.52 
+0-12 


+0-67 

+6.' 80 
+0.90 
+0.93 
+0.11 
-0.06 
-0.16 


+0.73 
+  0.74 
+0.38 
+  1.52 
-1-0.  62 
+0.60 
+0.29 
+1.62 


Civil  Aeronautics  Aiith 
B-L-Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.  S.  VVeathor  Bureau 
U.S.  Weatlier  Bureau 
Augusta  Water  District 
Bangor  Hydro  Electric  Ob, 
Mrs  Hannah  I.  Hatch  ^ 
State  Normal  School 
C-  W.  Norsworthv 
W.  B.  Clark 
Samuel  D-Soule 
U.  S.  Weather  Bureau 
U'-.V,'  ''■  *  ^-  <'0. 
William  H.  Cummine 
P-  M-  Tripp  ^ 

Onion  Water  Power  Co 
Bangor  Hydro  Electric  fio 
Great  Northern  Paper  Col, 
Union  Water  Power  Co. 
Great  Northern  Paper  C!b 
June  Fowler 
N.  W.  Roberts 
C.  L. Chadbonrne 
Thomas  W-  (;lark 
Univ.  of  Maine 
U.  S   Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co 
George  J.  Cnmming 
Charles  A- Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingswortli  A  Wliitnei 
St-  Cioix  Paner  frn. 


Edward  Fenn 
George  15.  Tucker 
Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  H-  Gleason 
Univ.  of  N.H. 
Union  Water  Power  Co. 
Conn.  Valley  Lumber  Ofli 
Mass.  Dept-  Public  H«d' 
F.J.Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  11.  Research  Forest. 
C.  F.  Robbins 
Pred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Pennichuck  Water  Work 
E-E.Tobey 
H.  P.Shepard 
F.  A.  smith 
J.B.Dodge  .J 

Mrs-  Hattie  G.  Trow    ■» 
Claude  Baker  7 

Kenneth  Berry 
U-  S.  Bureau  of  Fishertoi 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric ( 
State  Fish  Hatchery 
(4eorge  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather Biireao 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplln  Tfll 
Sarah  E.  I,ane 
Mi;?s  E.  M-  Dustin 
Rufus  S.  Gilbert 
N.  E,  Power  Co, 
J,  P.Devins  ttt 
L.  H.  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tit 
Mrs.  John  ,7.  Gerety 
Rev.  A.  B.  Crichton 
U.S.  Weather  Bureau 
N.  E.  Power  Co. 
E,  B.  Ordway 
George  H.  Ross 
B  ■"."    Fisher 
Fiuiiianks  Museum 
George  Briggs  ttf 
N.  E.Power  Co. 


See  page  70  for  explanal 
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Climatologrical  Data  for  December,  1940 


Temperature,  in  degrees  Fahrenheit 


s-s 


Preeipitiition.  in  inches 


WiucUiam... 
Windham... 
Caledonia... 
Windsor.... 
Windsor  — 
Windham  .. 
Windsor  — 
Windham  .. 
Windsor  — 


Berkshire  .■ 
Hampshire  • 
Middlesex  .. 
Norfolk  .... 
.do  .... 

SnlTolk 

Worcester  .. 
Plymouth  •• 
Hampden  •• 
Hampshire . 

Siitfolk 

Worcester  .- 
Middlesex  ■• 
Plymouth  .. 

Bristol 

Worcester  •  • 
Middlesex  .. 
Norfolk  .... 
Worcester  . . 


Franklin  . . . 
Middlesex  • 
Worcester  . . 
Barnstable. 

Kssex 

Franklin-... 
Hampden  .. 
Berkshire  .- 
Worcester  •  • 
Barnstable.' 

Essex 

Worcester  .. 
Middlesex  .. 

Essex 

Middlesex  .- 

Bristol 

Plymouth  •• 

Essex 

Worcester  •• 
Worcester  .. 
Franklin... 
Nantucket.. 

Bristol 

Worcester  . . 
Plymouth  •• 
Berkshire  •. 
Worcester  . 
Berkshire  .■ 
Hampshire. 
Plymouth  ■• 
Worcester  ■  • 
Barnstable.. 

Essex  

FrankliTi  ■-. 
Worcester  .. 
Berkshire... 
Middlesex  .. 
}{ampdeii  ■■ 
Worcester  .  ■ 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Ifampshire. 
Worcester . . 
Hampden  .. 
Middlesex  •• 
Berkshire  •  • 
Worcester  .. 
Berkshire  •• 
Worce.ster  •. 
Worcester  ■  ■ 


Newport 

WashiuKton 
Newport- ••  • 
Providence 


New  London  ■ 
Litchfield  .--, 

Fairfield 

Hartford 


920 
1.037 
1,650 


+4-2 
+2. 2 
+2.6 

'+i.'4 
+2.6 
+2.4 


+0.3 
+2.0 
+1.6 


+3.5 
■+2'.6 


+2.2 

+2.8 
+0.3 


+2.1 

h'.) 

+1.9 

60 

+2.5 

5f. 

+4.5 

5<) 

59 

+3.8 

ti2 

+3.2 

62 

+0.S6 
+6.'66 


-1.42 
-0.  09 
-1.18 

-O'.il 
-0.64 
—1.30 

-0^54 


-0.45 
— 1.  22 
-0.  99 
—1.47 
-0.  32 
-0.  OS 
-0.47 
-0.46 
—I.  85 
-0.82 
—0.67 


L.  L.  Leonard 
Conn.,  Kiver  Power  Co. 
Ullman  W.  Ford  HI 
Evil  K.  Uouhleday 
N.  E.  Power  Co. 
E.  T.  Sutton  lit 
Oleott  FaU.s  Co. 
Walter  Adams  1 1 1 
Benton  S.  Pinuey 


N.  E.  Power  Co. 
Mass.  Ajir.  Exp.  Sta. 
Met.  Water  Works 
.•^tate  Dept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  Loring  H.  Ueed 
City  Engineer 
State  Deyit.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Met.  Water  Works 
Fred  A.  Tower 
Joseph  L.  Kelley 
Richard  C.  Brigham 
Herbert  B.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  M.  Barker 
Bureau  of  Entomology 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  Kiigiueer 
State  Dept.  Public  Health 
A.  W.Ladd 
N.  E.  Power  Co. 
State  Dept.  Public  Health 
Stiite  Teacher's  (Jollege 
State  Dept.  Public  Health 
E.  P.  Mitchell 
Met.  Water  Works 
Essex  Company 
Props.  Locks  ii  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  R.  Hoelzel 
State  Dept.  Public  Health 
N.  E.  Power  Co. 
Charlotte  A.  Biaun 
U.  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
Comr.  of  Publie^Works. 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Met.  Water  Works 
Irving  H.  McNayr 
U.  S.  C.  G.  Station 
N.E.Power  Co. 
State  Dept.  Public  Hea  th 
State  Dept.  Public  Health 
Met.  Waterworks 
U.  S.  Armory 
Met.  Water  Works 
NesbitH.  Bungs 
Weston  K.  Lewis 
Water  Works 
Turners  Falls  P  <fe  E   Co. 
State  Dept.  Pub   ceath 
.State  Dept.  Public  Hea Uh 
State  Dept.  Public  Health 
Weston  College       „  ^,.. 
State  Dept.  Public  Health 
Met.  Water  Works 
Williams  College 
State  Dept.  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Kxp.  Station 
Agr.  Exp.  Station 
U.S. Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


I  page  70  for  explanation  of  re(«reDoe  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Decembeb,  19' 


Olimatological 

Data  for  December,  1940 

CD 

Temperature,  indegrreea  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

k 

i^ 
-? 

»» 

ci 

a 
0^ 

s 

=s 

?^S 

t>> 

stations 

Counties 

C8 

5 

gg 

ii 

22 

■SS 

?! 

Observers 

1 

ll 

i 

P 

1 

w 

2 

5 

3 

2 

11 

1 

1 

3a 

P 

9 

00 

il 

1 

« 
£ 

1 
0 

Connecticut  Cont'd 

New  London.... 

Hartford    

Litchfield 

420 

300 

1,300 

52 
0 
44 

32.6 

+2.2 

59 

25 

-  6 

4 

41 

49 
11 
44 

2.29 
3.03 
2.35 

-2.07 
'-i.'25' 

0.44 

1.23 
0.70 

3.2 

2.0 
4.3 

9 
9 
10 

13 
12 
9 

9 

7 
8 

9 
12 
14 

Stedman  Storrs 
Edwin  R.  Wilder 
T.  S.  Gold 

Collinsville 

sw. 

Cream  Hiim 

.SO.  ft 

+4.1 

55 

2ftt 

_  3 

30 

Fairfield 

Hartford 

Litchfield  

390 

1.220 

585 

0 
24 

1 

24 

2.59 
2.52 
2.35 

'-i.'24' 
—0.96 

0.89 
1.08 
0  76 

3.5 
3.0 
5.0 

9 
9 
11 

9 

9 

13 

uw. 

Thomas  F.  Hanlon 
D.  N.  Gaines 
Conn.  Power  Co. 

East  Hartland  .... 

Falls  Villagei 

31.6 

+3.7 

53 

2ft 

-  5 

39 

16 

3 

12 

Hartford 

NewLoiidon.... 

63 

178 
200 

53 
0 
4 

32.6 

+2.8 

56 

25 

3 

39 

79 
55 
4 

2.67 
2.94 

1.17 
0.65 
0.95 

14 

7 

16 

U.  S.  Weather  Bureau, 
New  Lond  on  Water  Wo 
B.  W.  McFarland          , 
U.  S.  Weather  Bnreatfi 

Lake  Konomoclt-. 

-1.29 

n. 

Mt.  Carmel.....:.. 

.S2.  ft 

60 

25 

0 

3ft 

4.3 

10 

12 

8 

j]^ 

23 
20 
116 

161 

70 
47 

35.6 

+3.1 

60 

25 

7 

15 

New  Loudon  — 
Fairfield 

69 

48 

Norwalk  

34.0 

+  4.1 

61 

25 

Y 

39 

2.81 

-1.48 

0.70 

5.0 

9 

14 

7 

10 

L.M.Corastock 

458 

1,015 

640 

340 

4 
6 
49 

31.4 
29.0 
31.6 
34  2 

60 
50 
58 
62 

25 
25t 
25 
2ft 

-I 

2 

9 
10 
11 
10 

0 

13 
6 
4 

7 

18 
14 
17 
9 

sw. 
w. 
nw. 
se. 

Civil  Aeronautics  Autl 
P.  Hurliman 
Agr.  Exp.  Station 
William  J.  Pape 
James  Rintoul 

Litchfield 

Tolland 

New  Haven  ..  . 

33 
86 

38 

0.91 
1  00 

4.0 
3.5 
4.0 

+3.0 
+3.9 

50 

3  33 

0  81 

10 
1ft 

Waterbury  

53 

2.46 

-1.32 

0.78 

Westhrook 

Middlesex 

40 

n 

33  7 

57 

2ft 

—  4 

43 

0 

2.60 

0.79 

2.5 

10 

10 

10 

11 

n. 

West  Hartland 

Hartford  . 

0 

16 

2.60 
2.60 

-0.50 
-1.15 

1.00 
1.26 

"'s.'e' 

6 
10 

Water  Bureau,  Hartf 01 

For  State 

32.6 

+2.4 

62 

25 

i 

44 

11 

7 

13 

nw. 



I 

Jxplan 

ation 

ofR 

efere 

nee  Marks  Used  on  Pag-es  68, 

1 

69.  and  70. 

— 



The  departures  from  the  normal  temperature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  lo  or  more  years  of 

record.    Departures  of  ]!- 

cipitation  with  is  years  or  more  of  record  are  computed  from  a  normal  or  "standard  mean",  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  the  me  i 

for  the  period  of  record  are  used                  Reference  letters,  a,i>,c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  1)  represents  two  days,  etc.        t  ^i 

on  other  dates.    §  Thermometers  not  supplied  by  Weather  Bureau,    tit  Observer  for  New  England  Power  Co.      '1'. 

Precipitation  is  less  than  0.01 

inch  rain  or  melted  sno« 

JJ  Post-office  addresses  of  these  stations  are  as  follows:  Maine-Aziscohos  Dam,  Wilson  Mills;  Brassua  Dam,  Kockwood; Hiram,  Wes 

t  Baldwin;  RipogenusDi 

Millinocket;  Wiuslow,  Waterville;-New  Hampshire-First  Conn.  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkhan 

1  Notch,  Gorhani ;  York  Pond 

Berlin  ;-Vermont—Blo.i- 

field,  North  Stratford,  N.  H.;  Cornwall,  Middlebury;  Mays  Mills,  Colrain,  Mass.;  Searsburg  Sta.,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Ma. 

—Massachusetts-  Ashland,  Framingham;  Blue  Hill,  Milton;  Lake  Coohituate,  Framingham;  — Connecticut-C 

earn  Hill,  West  Cornwall;  Lake  Konomoc,  New  Lonca 

•  Record  furnished  by  Massachusetts  Department  of  Public  Health. 

I  Not  included  in  summaries. 

Explanation  of  Reference  Marks  Used  on  Page  71 . 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precif 
observations.         *•*  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24  hour  period,  midnight  to  midnig 

itation  recorded  is  for  the  24  hours  ending  at  the  tirarf 

It.        **  Precipitation  measured  in  the  morning ;  amcii 

recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  that  of  next  measurement.        T.  Precipitation  is  less  than  0.01  inch  rain 

or  melted  snow. 

§  Record  fur 

nished  by  Massac 

uisetts 

Depa 

rtmei 

t  of  Put 

lie  H 

>alth. 

.„ 

L 

Explanation  of  Reference  Marks  Used  on  Pag-e  72. 
II  Observations  are  taken  in  the  morning;  the  maximum  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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PRESSURE,  WIND,  HUMIDITY.  AND  SUNSHINE 


Amherst 

Block  Island 
Blue  Hill.... 

Boston  

BurliiiRton  . 

Caribou 

Concord  — 

Eastport 

Greenville.. 
Hanover — 
Hartford  . . . 
Nantucket-. 
New  Haven. 
Northfleld.. 
Portland.... 
Providence . 


Atmospheric  Pressure 
(reduced  to  sea  level) 


30.06  30.64 
30.10  30.63 
30.10  30.65 
30.09   30.64 

30.09  30.61 

30.05  30.56 

30.10  30.63 

30.06  30.66 
30.65 
30. 64 
30.65 
80.62 

30.12:  30.67 
80.09;  30.60 
30.061  30.62 
30.04   30.64 


29.44 
29.45 
29.40 
29.44 
29.  39 
29.  41 
29.  44 
29.  43 
29.45 
29.42 
29.48 
29.47 
29.42 
29.45 
29.44 
29.45 


Relative 
Humidity 


[Continued  from  page  67] 

I 

recorded  in  the  Section.     During  the  remainder  of  the  moib, 
the  temperature  was  relatively  mild,  particularly  the  closfig 
week  which  was  more  than  10°  warmer  than  normal,  so  thatHe 
month  as  a  whole  was  slightly  warmer  than  normal,  PrecipB- 
tion  in  the  northern  division  was  slightly  above  normal,  whillD 
the  southern  division  it  was  more  than  20  percent  below  nortil. 
Snowfall  over  the  Section  did  not  attain  its  normal  volume,  it 
the  southern  division,  the  average  total,  4.2  inches,  was  (Sf 
slightly   more  than  half  the  normal;   in  the  northern  divisB, 
the  average  snowfall,   13.7  inches,  compared  with  a  norinaj^f 
14.7  inches.  Earthquakes  of  light  to  moderate  intensity  were 
perieiiced  over  the  entire  Section  on  the  20th  and  24th,  and  ' 
again  reported  from  a  limited  area  of  the  northern  divisior 
the  27tli.  Other  elements  of  weather  did  not  vary  greatly  f^ 
those  commonly  experienced  during  December,  and  on  the  wl 
the  month  made  a  rather  mild  entry  into  the  more  rigoj 
season  of  the  year. 


Dbcember,  1940 


CLIMATOLOGICAL  DATA:  KEW  ENGLAND  SECTION 
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Daily 

Precipitation  for   December. 

1940 

Drainage  basiu 

Day  of  month 

1 

' 

' 

3l     4|     5|     6 

7  1     8  1     9  1  10 

11 

12      13 

14 

IS 

.6 

" 

18 

19 

20 

21 

22 

28     24 

26     26  1  27 

28 

29 

80     31 

BMtport***      .  ... 

Coast     

.55 
.55 
.46 
.62 
.11 
.54 
.28 
.30 
.35 
.55 
.05 

■r: 

.68 
.27 
.58 
.19 

■.'40 
.22 

f." 
f  ■ 

oJo. 

.33 
.62 
.12 
.21 

Vss 

.10 
.45 
.23 
.2t 

1 
.27 
.31 
.09 
.07 

'.'65 
.02 

12.... 

... 

.01 

.03 
■.■69 

'.'os 

.07 
.06 

:::: 

.... 

.20  .35 

.07  .33 

.14   .40 
.21    .37 
...      .21 
.10    .40 
.60   .02 
.10   .34 
.06   .45 
.18    .29 
.  82  .  - . . 

.33 

.84 
.20 
.24 
.40 
.03 

■.i 
.80 
.44 
.40 
.41 

".is 

.04 

.69 
.10 

'.'63 

'.'80 
.47 

■.'99 
.65 

'.'65 
.70 
.82 

i.'is 

.02 

.02 
.02 
.12 
.13 

".'i? 

.16 
.08 
.12 
.13 
.12 
.21 

'.'i? 

.04 
.03 
T 

'.'08 

'■i2 

.10 

T. 
T. 

.11 
t'.' 

T 
.01 

.48 
.32 
.24 

.20 
.49 
.40 
.40 
.63 
.65 
.59 
.00 
.48 
.14 
.42 
■1. 
.74 
.58 

'.'48 
.04 

■r. 

.52 
.43 
.04 
.61 
.44 
.65 

'.'ei 

T. 

.13 
.62 

.27 

.Of 
.81 
.63 
.54 
.'(. 
.12 
.64 
.48 
.47 
.4C 
.4- 
.21 
.01 
.68 

l.OC 
.4(- 
.6f 
.60 

.67 
.01 
.85 
.45 
.02 
.56 
.56 
1.36 
.52 
.61 
.55 
.68 
.67 
1.09 
1.04 
.64 
.62 
.60 

.16 
.11 

.4\ 

'.bi 
.61 
.24 
.24 
.31 
.25 
.48 
.32 
.19 
.84 
.48 

.  2r. 

.41 
.32 
.40 

.30 
.32 
.65 

'.5 
.41 

.7C 
.2- 

;4c 

.2- 

.7C 
.6 
.4 
.5 

.7f 
.4' 

.X 
.5.' 
.5t 

'.62 
.6C 
.52 

.33 
It 
.24 
.22 

.3C 
1.29 
.25 
.2f 

.78 
.47 

.44 

.18 
.17 
.38 
.21 
.67 
.69 
.70 
.45 
.33 
.40 
.38 
.35 
.62 
.34 
.29 
.44 
.67 
.24 
.35 
.73 
.58 

.25 
.26 
.44 
.41 
.24 
.15 
.15 
.36 
.23 
.11 
.57 
.19 

.30 
.52 
.10 
.09 
.20 
.74 
T. 
.18 
.14 
T. 
.06 
.29 
.50 
.72 
.14 

.06 
.30 
.28 
']•. 
.97 
.27 
.07 
.24 

'.'62 
.08 

■'63 

.01 
■.'62 

'lis 

■.'54 

.35 

'.'08 
.65 

'.'65 
.18 

f. 

.02 

f. 
t. 

.04 

'.'04 
.23 

■f.' 

'.'64 

8  28 

flUsworUi 

....do 

Kennebec... 

...do 

St.  John 

Kennebec 

....do 

St.  John 

Kennebec 

AndroscoKKiu 
Kennebec... 
Penobscot  ... 

....do 

Presuiupscot 
Peuobscat   .. 

.03 

tv 
tv 

.01 

:::: 

.01 

"'^ 

T. 

'.'62 
.26 
.33 

'.'67 

'.'06 

'.'20 
.29 

'!66 

■%   -^^ 

2.63 

■Farmington 

Fort  Kent 

T. 
.40 

'.'67 
.18 
.24 

t'.' 

;::: 

T. 

.19 

"."oi 

T. 

;•;; 

■.'69 

'.'ii 

3.09 

Gre'^nville 

•r. 

3  22 

3  76 

11     ill 

JftCBlliau  .. 

"'"'''      

".'03 
■.'09 

T 
.09 

'.'6i 
'.'ii 

.03 

.04 
.12 

■.'65 
T. 

'.'63 

.06 

2.96 

set 

.lidgton... 

.57 

'.'ii 

.04 

.29 

'.'47 

:6s 
■.'22 

.18 

■.'25 
.32 
.12 

'.'27 

■f.' 
.37 
.51 

'.V. 
.37 
.05 
.45 

'."so 

.30 
.33 
.05 
.10 
.23 

.■37 

•f.' 

'.'63 

t'.' 
t'.' 

'.'is 

'.'08 
.19 

■.'69 

'.'65 

.16 

t'.' 

■v.' 

T 

.15 

.14 

'1'. 

.35 

.08 

.21 

.02 

'.'26 
.39 
T 

T. 

.2 
.01 
.31 
.02 

3.01 
1.86 
8.73 

i,1-" 

■  is'.e 

St.  John 

Penobscot  ... 
Androscoggin 
Kenneliec  .. 
do 

2.62 

nusDam... 

f.' 

3.32 
2.76 

;k=- 

.04 

T. 

.06 

']•. 

2  60 
2.78 

.ud-    

l.mpslUre 

St  Croix  .... 

.84 

.25 
.50 

.03 

.04 

.30 

.19 
.14 
.07 
.07 
.18 
.OE 

!l7 
.08 

.28 

.12 
.21 
.06 
.10 
.07 

.03 

'.'ii 

.05 
'.'64 

"4} 

T. 
.06 
T. 
T. 

.09 

tv 

.12 

.04 

T 

.60 
.11 
.25 

.14 
.2V 

'.'62 

■f. 

.61 
.05 
.61 
.67 
.18 
.01 
.26 

'.'87 
.80 
.34 

.19 
1.12 
.01 
.2 

;o5 
■f. 

T. 
.26 

.17 
.22 

1.85 

'.'28 
.02 

't 

.21 
1.02 

.46 

'.'9? 
'.'54 
.'80 

f.' 

.75 
.08 
.15 
.60 
.85 

't'.' 

.02 

.12 

■r. 

'.'io 

3.24 

.... 

Merriuiac 

8  42 

..iiQ.La'ke.. 

Connecticut 
Merriraac  .  . . 

.32 

.68 
.51 
.53 

.70 

'i'.' 

.05 
Voi 

"ii 

T, 

'.'6i 
".'12 

'.'62 
•i'. 

.02 
".62 

'.'oi 

.09 

.'6i 

.07 

"4' 

.07 

'.'si 

.02 

.03 

T 

".6i 

.08 

'1'. 

.03 
.01 

.23 

'.'io 

'.'28 

3.2s, 
3  48. 

• 

.,e»r) 

....do 

Merrimac  .  . . 
do. 

3.76 
4.29 

.< 

3.03 

■liam** 

do 

1.00 
.58 
.65 

.42 
.62 
.27 
.57 
.42 

.02 

tv 

T. 

.01 

.02 
.01 
.02 
.07 

4.25 

Connecticut . 

'.'37 

.12 

■y. 

.25 
.16 
.14 
.30 
.30 
.43 
.23 
.14 
.14 
.21 
.03 

'.'47 

.16 
T. 
T. 
.26 

.13 

'.'36 
.14 

".20 
.06 
.08 
.37 

'.'22 

■'^' 

r. 

.27 

!4( 

^49 
.lb 
.16 
.19 

!06 
.02 
.08 
.30 
.45 
.52 
1.59 
.70 

.08 

.04 

.08 

'!• 

.23 

.'67 
.05 

'.'45 
.11 

■;i7 

.62 
.31 
.9- 
.97 
.32 
.25 
.30 
.17 
.23 

.87 
.7C 
1.02 
.95 

'.64 

.03 

■f.' 

f. 

.02 
.62 
T 
T 

t, 

'.'62 
T. 
.04 

3.49 

inont 
.Id 

Connecticut 

.10 

'.'62 

.06 
.05 
.01 

.73 
.31 
.09 
.12 
.32 

.05 

T. 

f.' 
.01 

t'.' 

■f 

.01 
t'.' 

T. 
t. 

•  . 

:;.n:i"::::: 

....do 

t. 

2.50f 
3.40 
2.66 
3.53 
3.48 
3.02 
2.25 
2.82 
3  24 

.11 

Connecticut. 
...do 

r-  Falls.... 

do 

St.  Lawrence 

.18 
.31 
.26 
.46 
.5t 

'.d 

.44 
.57 

.07 

T. 

".oi 

T. 

tV 

.02 
.01 

.06 

'.'oi 

.04 
.04 
.04 
.08 
.02 

tv 

T. 

.06 
.18 
.03 

'.'oi 

■■?' 
.12 
.20 

t.' 

'."6i 

.25 

'.'08 
.35 
.16 

.08 
.02 
.03 
.10 
.07 
.07 
.22 
.14 
.13 

.19 
.32 
.13 
.02 
.29 
.28 

.44 
.07 
.26 
.12 
.07 
.42 
.26 
.26 
.21 
.17 
.36 
.15 
.33 
.18 

■1 

f.' 
T. 

.02 

f. 

■f. 

.02 
.01 
T. 

f.' 
T. 
.21 

.oc 

T. 

.05 
.09 
.02 

'.'ie 

.04 

■f. 
•J'. 
T. 

.01 

T. 

'.'o-i 

.06 

....do ....;: 

....do 

Connecticut . 

....do 

....do 

....do 

Connecticut . 

Coast 

....do 

Connecticut . 
Merrimac  . 

■f. 
T. 

T. 
f. 

lis  (near). 

;o8 

'.'69 
.07 

.i3 

.'63 

'.'62 

>bnry 

T. 

.33 

.10 

.02 
.01 
.01 

.28 

.03 
.18 
.12 
.02 

!oi 
.11 

.01 
.01 
.06 
.15 
.03 

'.'i4 

.10 
.26 

.12 
.16 

3.29 

.-Ice*' 

.62 

t. 

T. 

.02 
.02 

f. 
T. 

'.'06 

■.'62 
.04 
T. 

t 

.03 
.12 

f. 
1". 

'.'61 

f. 
T. 

.06 

f. 
.24 

3.71 
3.48 

3  01 
2.60 
2  76 
2.92 
2  67 

■hutselts 
t  

r    (rd§.. 

'.'si 

'iV 

'.'35 

f 

.07 

T. 

f.' 
T. 

.15 

';i2 

.17 
.08 
.32 
.31 

'.'28 

'.'68 
.10 
T. 

t'.' 

.06 

.0' 

'.'63 
.02 
T. 
.02 

"■■60 

t'.' 
T. 
.03 

.02 

T. 

.05 

f.' 

'.'67 
.17 
.06 

■.'i2 

'.'04 

.06 

'.'6i 
f.' 

, 

do 

iOc 
.05 

■'iV 

.14 

.07 
.13 

290 
3.35 
3  12 

.reham"':: 

Coast 

....do 

.51 
1.10 

.93 
1.04 

1.23 
.55 
.93 
.40 
.97 

1.17 
.50 
.92 
.62 
.22 
.34 

.61 

...do 

T. 

2.75 
2.48 
2  72 

T. 
T. 

Coast 

T. 

tV 

.04 
T. 

■.'22 

'.'6i 

.13 
.21 
.2b 
.78 
.16 
.6b 
.13 
.]( 
.09 
.19 
.33 

'.'27 

•f.' 

3.84 
3  09 

dston§ 

Connecticut . 

Coast 

...do 

Merrimac 

Coast 

....do 

Housatonic... 

Coast   

....do 

do 

f." 
T. 
.01 

'.'03 

'.'25 
T 

f.' 

.25 

".n 

t" 

.04 
.16 

f.' 

'.'65 

.12 

f  ■ 
.09 

■f.' 
.25 

2.86 
4.05 

.03 

T. 

.28 

i^M.::::::::: 

liwfll 

.\a;'.t..cket«« 

.  aford  .... 
!•• 

th 

.05 

f.' 

't'.' 
T. 
.02 

T. 

.07 
T. 
T. 
.03 
.03 

T. 

f. 
T. 

3.36 
3.29 
2.80 
3.00 
2  42 

.17 
.09 

'.'06 
.10 

'.'i-i 

.04 
.04 

t^ 

T 

.05 
.20 

T. 

:nges:;:,:: 

,'remout§  . 
Id 

I* 

Tharans 

.03 
.10 

'.'io 

.16 

:.:: 

.18 
.18 
.12 
.14 
.22 
T. 

.05 

T. 
T. 

.10 

■.■35 
.30 
.18 
.06 
.20 
.12 
.22 

..38 
.28 
.22 

.35 
.32 
.13 
.10 
.16 
.32 

';34 
.11 
.30 
.37 

:::: 
.... 

.24 

'.'65 
.04 

.02 

t" 

.07 

.03 

T. 

'.'16 
.10 

'.'ii 

'.'.'.'. 

T. 

.02 
'.'08 

.20 

'.'67 
.19 
.16 
.35 

T. 
f.' 

■f.' 

.08 
'.'26 
'.'56 
'.'25 

.12 
'.'69 

.20 
.14 
.09 
.12 

i 

.14 

.... 

;75 

.99 
.84 

1.12 
.90 
.65 

1.26 
.66 

.97 
.39 
.65 

.52 
.14 
.60 

i.'i? 

.76 
.47 

't'.' 

'.'i.5 

.02 
.27 

.04 
.78 
.03 

.38 
.43 
.31 

.06 

'.'79 
,06 

T. 
.06 

'.'65 

.02 
.18 

T. 

'.'is 
■r. 

.03 

.04 
.14 

.16 

.25 
.12 
.01 

.03 
■f  ■ 

.03 

t^^ 
"4* 

.06 
.40 
.04 
.02 

■.'24 

.09 
.05 

.12 
.09 
.12 

.02 

'.'6i 
.02 

'f.' 

06 

.65 
.65 

■.'7i 

'.41 
.51 
.64 
.57 

1.03 
.07 
.56 

.65 
.44 
.70 
.10 
.56 
.71 

'.'70 
.68 
.64 
.51 

.27 
.18 
.66 
.43 
.41 
.21 
.21 
.27 
.31 

.20 
.29 
.23 

.22 
.34 
.25 
.16 
.26 
.22 

■.'22 
.36 
.34 

.16 

2  68 

Connecticut . . 

.QrZ 

•f.- 

T. 
.03 
.01 

f.' 

.24 

2.32 
2.72 

■  Falls 

Connecticut., 
do 

T. 

.01 

.04 

T 

.07 

.05 

.03 
.12 

.03 

'.'is 
'.'oi 

3.25 
2.50 

.30 

.03 

.03 

3. 05 

•  iidong  • 

.... 

:::: 

T. 
.... 

3.48 

Wuro'Ster 

Jlhtxle  Idand 
BlooV  Ixland*** 

Blackstone  . . . 
Coast 

.28 

T. 

.02 
t'.' 

T. 

T 
T. 

.27 
.11 

'.'oi 

'.■46 
.06 
.06 
.01 
.08 

.... 

f.' 

T. 

■.'62 

T. 

.02 
f.' 

\^ 
.04 

■1-. 

.01 
T. 
.01 

'.'65 
.08 

% 

T. 

.04 

■J'. 

2.94 
3.10 

Ki'i;  ton 

Providence"* 

Cnnnecticut 
"  "     T<on 

I'T    

Hill 

.inland" 

....do 

....do 

Coast 

T. 
.04 

T. 
T. 
.10 

tv 
:::: 

2.04 
2.15 

2.42 

Housatonic... 

.01 

T 

■.'25 

2.36 
2.52 

Xe°tt';iaven»";;;; 

New  I-ondon 

Norwalk 

....do 

Coast 

....do... 

do 





.04 

T. 
T. 

t'.' 

f.' 
f.' 

.14 
.06 

t'.' 
T. 

2.67 
2.46 

"i'si 

Pntnam . 

A::. 

T.  1  T 

.15 
.19 
77 

:::: 

T. 

'.'io 

.... 

.02 
.07 

1.92 

Btorrs 

Waterbury 

Willimantic 

Pnnat 

.42:1.00 
.78)  .23 

3.33 

.  02; . . . . 

.03 

2.46 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December,  1940 


Daily  Temperatures  for  December,   1940 


1      12      13      14      15      1 


22     23      24      25      26      27 


iiftive 

Kar  Harbor  (near) 1  Mf/i'/.^X"'.:: 

«'^^tpon  j  utnimuZr. '. 

^-'i^-' !t}f=S\::; 

«— "'e i^is^^=::: 

Houiton l^^ZZ.::: 

L--toM USu^::: 

Mi>""o^-' i^ll^^^^^^::: 

owtown USum.::: 

Portland iMh^'Z"'::: 

Kumford iMhfi".::: 

an.,  I     „  S  Maximum  ... 

Neiv  Hampshire 
„    ,..     ,,  j  Maximum.  .. 

_           ,  S  Maximum . .  • 

Concord i  Minimum.... 

!>-"- \^:=^-:: 

First  conn.  Lake l^^IZZ'.:: 

,r          /         \  \  Maximum .  •  ■ 

Keeiie(near) i  Minimum.... 

P'yn'O''^" iMrninur.::: 

Vermoiit 
„      ,.      .  )  Maximum  ... 

Bi'i-lmgton i  Minimum.... 

S  Maximum  .  . . 
Newport  i  Minimum.... 

Nortl.field UEum.':: 

„     ,       ,  (Maximum... 

^"'■'''""    iMininuim.... 

St.  Albans 1  MrnimumV.:: 

8t-Johnslmry  j  Mfnimum.;:: 

i.i     j_i_„i.  i  Maximum... 

Woodstock  j  Minimun-.... 

Mafsacli  iiselts 
.     ,       ,  IMaxinmm... 

Amlierst )  Minimum 

„     .  )  Maximum  .  -. 

l^o^'o" !  Minimum.... 

,,       ,  ^  )  Maxinumi  .  .• 

'^-'O'^l'to" i  Minimum... 

,  (  Maxinumi .  .. 

'^"'"•"■■'l 1  Minimum.... 

east  Warehamll iMfn/Zm.".:: 

„„„  ,,:,.„_  Maximum  ... 

*^"  1^'^^"^ I  Minimum.... 

Pitchburg  iMSSmV.:; 

Lawrence 1  Mhfiraum.::: 

Nantucket }  Mhfi'Zm.-.:: 

8tock„nd.e    l^^^- 

wniiamstown l^^^ 

Wni-ppstPr  (Maximum... 

Woice.ster (Minimum.... 

Rhode  hlmid 

Kincif  1^1 « 11,1  (Maximum... 

Blo(k  island f  Minimum.... 

Kingston i  Minimum.'.:: 

Pi.,^v!.iPi><-B  Maxinuim.  .. 

Fiovidence (Minimum.... 

ComiecticKt 

cream  Hill |Jl?,^3u.::; 

Hartford !  ^f,^lZ^;:: 
New  Haven iMfnImumV.:: 

NewLondon i^S^;:: 

Norwaik !S1?^~::: 

p"t-- iMfi^\zr:; 
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U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU 

CLIMATOLOGICAL    DATA 


THE  LIBRARY  OF  THE 
APR  24  1941 


NEW    ENGLAND    SECTION 


G.  H.  NOTES 


LII. 


Boston,  >Mass.,  Annual,  1940. 


No.  13. 


GENERAL    SUMMARY. 

I'  weather  in  New  England  during  IS.'40  was  considerably 
w  normal  with  regard  to  temperature,  and  about  normal  with 
(i  to  pi'ecipitation.    Ten  months  were  colder  tlian  normal 
;  live  were  drier.   In  the  southern  division,  the  mean  annual 
iLiiiperature  (46.6°)  was  one  of  the  lowest  ever  recorded,  there 
being  but  two  years   (1888  and  1917)  of  lower  record;   in  t!ie 
■  "t'nern  division,  it  was  the  coldest  year  since  1926.    Weather 
lies  during  the  year,  in  clironological  order  of  occurrence, 
as  follows:   The  severely  cold  and  dry  January;   the  heavy 
'  -torm  and  northeast  gales  of  February   14th  and  15th;  the 
and  rainj-  spring  and  cold  early  summer  with  resultant  re- 
gion of  the  growing  season ;  the  driest  August  of  record  and 
arly  occurrence  of  widespread  lieavy  to  killing  frosts  on  Aug- 
:")th;  the  near  approach,  off  the  coast,  of  two  fully  developed 
I'anes  in  Septeml)er ;  the  heavest  November  snowstorm  since 
-  on  the  26th  and  27th;  and  the  severely  cold  opening  week 
■v-ember.  Other  notable  weather  events  were  the  remarkal)le 
i>'\i,  isal  of  the  normal  temperature  trend  in  June  when  the  lat- 
tt  r  half  of  the  month  was  actually  cooler  than  the  first,  and  the 
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The  average  annual  teniperature  for  the  Section  was  44.1°, 
which  is  1.8°  below  the  mean  for  the  past  53  years.  The  aver- 
age temperature  for  the  northern  division  was  41.7°;  for  the 
aouthern  division,  46.6°.  The  highesf  annual  mean  temperature 
was 49.4°  atChestnut  Hill,  Massachusetts;  the  lowest  was  35.1° 
at  First  Connecticut  Lake,  New  Hampshire.  The  highest  temper- 
ature reported  was  98°  at  Brockton,  Massachusetts,  on  .July 
27th ;  the  lowest  was  -34°  at  Enosburg  Falls,  Vermont  on  Dec- 
ember 4th.  The  annual  range  for  New  P^ngland  was  182°; 
the  greatest  local  annual  range  was  128°  at  Enosburg  Falls, 
Vermont;  the  least  local  annual  range  was  75°  at  Nantvicket, 
Massachusetts.  The  greatest  daily  local  range  was  58°  at  Chelsea, 
Vermont  on  February  22th. 

The  average  annual  precipitation  for  the  Section,  was  42.93 

inches,  which  is  1.08  inches  above  the  mean  for  the  past  53  years. 

The  average  precipitation  for  the  northern  division  was  41.49; 

for  the  southern  division,  44.44  inches.     The  average  annual 

snowfall  fort  lie  northern  division  was  91 .7  inches;  forthesouth- 

ilivision,  52.7  inches;  for  the  Section,  73.0  inches,  which  is 

.  i aches  above  the  mean  for  the  past  53  years.      The  greatest 

annual  jjrecipitation  was  60.50  inches  at  Somerset,  Vermont; 

the  least  annual  amount  was  80.26  inches  at  Eastport,  Maine. 

The  greatest  local  monthly  amount  vras  9.64  inches  at  Mt.  Car- 

mel,  Connecticut  in  May;     the  least  local  monthly  amount  was 

0.28  inch  at  New  Durham,  New  Hampshire  in  October.  The 

r- -'test  amount  in  any  24  hours  was  5.23  inches  at  Mt.  Carmel, 

:.<cticut  on  May  31st.     The  average  number  of  days  with 

inch  or  more  of  precii)itation  w'as  131,  which  is  9  above 

I  the  mean  for  the  past  53  years. 

The  prevailing  direction  of  the  wind  was  northwest ;  the  aver- 
age velocity  was  9.4  miles  per  hour,  which  is  1.0  mile  per  hour 
below  the  mean ;  the  maximum  velocity  recorded  during  the 
year  was  71  miles  per  hour  from  the  northeast. 

,  The  sunshine  averaged  53  percent  of  the  possible  amount,  which 
i*  the  mean  for  the  past  47  years.     The  cloudiness   was   above 
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the  mean;     the  average  for  the  Section  was  132  clear,  95  partly 
cloudy,  and  139  cloudv  davs. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.  ) 


41.5 

99 

45.5 

97 

43.0 

98 

44.  S 

101 

iX  3 

98 

41.5 

102 

43.  C 

9fi 

43.5 

100 

43.1 

100 

43.fi 

102 

45.4 

101 

43.  9 

101 

44.1 

99 

43.5 

101 

43.4 

9t; 

43.4 

100 

40.  2 

1)7 

41.8 

li6 

43.1 

102 

43.6 

lOfi 

43.!) 

100 

43.9 

100 

43.9 

99 

43.7 

105 

42.6 

101 

45.3 

102 

41.8 

99 

44.7 

96 

42.9 

104 

.  40.4 

100 

42.2 

102 

43.4 

10-2 

42.0 

102 

44.7 

lOI 

42.8 

94 

4!.  5 

9H 

41.7 

42.4 

99 

40.4 

102 

43.5 

95 

43.  2 

97 

43.1 

!)8 

44.2 

95 

45.  3 

98 

44.4 

9H 

43.5 

100 

42.2 

96 

42.4 

104 

42.9 

99 

44.9 

100 

44.6 

98 

42.4 

100 

41.7 

96 

43.2 

106 

50     48.5  I  106 


rrceipitation 


51.44 
43. 50 
48.66 
40.21 
38.35 
38-79 


4.5.  40 
43. 20 
46. 32 
37. 00 


43.  08 
38.  26 
38.36 
34.34 


67.10 
52.  71 
49.  75 
47.  23 

39. 20 
46.64 
38.03 
38.36 
12.89 
60.19 
55.65 
40.27 
45.53 
52.  84 
16.  65 
46.71 
42.  97 

39.  29 

45.  07 

46.  33 
38.  40 

40.  13 
36.86 
38.  82 
42. 15 

43. 21 
37.67 
44.64 
41.03 
39.81 
38.48 


41.92 
41.45 
48.84 
42,  55 
41.49 
34.  02 
42.  14 
46.  95 
48. 25 
45.24 
38  21 
51.70 


No.  Of  .lays  (all 
New  KiiBlaiid) 


157| 


131  126 

11.5  146 

123  135 

121  128 

110  132 

113  12G 

114  129 

115  lao 

112,  13* 

100  134'. 

102  133. 

98  114 

H«:  110' 

90  131. 
9H|  124' 
891  119 

95  118 

96  112 

91  120 
1021  126 

93    102 

99  113 
114 
11$ 


87  115 
95  123 
94    130 


MONTHLY  AVERAGES  AND  EXTREMES,  1940. 


Jan.... 
Feb.... 
March . 
April  . . 
.May  . . . 
June. .. 
July ,  . . 
Aug  . . . 
Sept . . . 
Oct . . . . 
Nov  . . . 
Dec... 

Annual 


Temperature. 


Precipitation. 


£2 


as 


!£S| 


9.6 
21.4 
15.0 


22i     4.71  +1.36 


1.311-2.20  0.4 
5.871+2.411  9.8 
3.  11-0.22|    9.0 

42.931  +  1.08'  73.0 


8 

14 

7 

9 

11 

12 

10 

'.» 

H 

14 

10 
12 

10 
11 

16 

10 

12 

14 

R 

14 

7 

n 

9 

■a. 

132 

J 

10  57 
111  51 
13'  54 


I0|  58 

9;  59 

17  34 

16|  39 

1391  S3 


2" 
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Climatologrical  Data  for  the  Year  1940. 


Temperature  (degrees  Fahrenheit). 


Precipitation  (inches).    ^ 


Maine 
Bar  Harbor  (near) 

Eastport 

Karmington 

Fort  Kent , 

Gardiner 

<jireenville  

Hoiilton 

Lewiston  

Madison  § 

Millinockelg 

North  Bridgton 

Oldtown 

Portland 

Presque  Isle    

Ripogenus  Dam§.. 

Runi?ord§ 

Winslow  § 

Woodland  § 

For  State  t  ■  ■ 
New  Hampshire 

Berlin 

Bethlehem 

Concord 

purhani .... 
First  Conn.,  Lake. 

Franklin 

«lenolifl 

Hanover  § 

Keene  ('near)§ 

Nashua  § 

Pinkham  Notch... 

Plymonth 

For  State  J  . . 


Vermont 

Bennington 

Blooiiitield 

Brattleboro  § 

Burlington 

Cavendish 

Chelsea 

Cornwall 

Enosburg  Falls  . . 

Newport 

Nortlifleld 

Rutland 

•St.  Albans 

St.  Johnsbury.  .. 

Somerset  

Woodstock  

For  State  t  ■ 


Massnchiiselts 

Amherst  § 

Blue  Hill  § 

Boston 

Brockton 

Chestnut  Hill §.... 

Clinton  § 

Concord  § 

East  Wareham 

Fall  River 

Fitchburg  § 

Framingham  § 

Haverhill 

Hyannis 

Lake  Cochituate . . 

Lawrence  § 

Lowell  § 

Nantucket 

New  Bedford 

Pittstield 

Provincetown 

Taunton 

Williamstown  § . . . 

Worcester  § 

For  State  t   ■ 

Rhode  Island 

Block  Island 

Kingston  § 

I'ortsmouth   

Providence 

For  State  % . . 
Connecticut 


Bridgeport 

Cream  Hill  

Falls  Village 

Hartford . 

New  Haven  

New  London  

Norwalk 

Putnam 

Storrs  X  

Waterburv 

For  State  t  ■ 


Hancock 

■Washington 

Franklin 

Aroostook... 

Kennebec 

Piscataquis  . 
Aroostook  .. 
Androscoggii 

Somerset 

Penobscot  .. 
Cumberland 

Penobscot 

Cumberland 
Aroo.stook  . . 
Piscataquis . 

Oxford 

Kennebec  . . . 
Washington. 


Coos 

Grafton 

Merrimack 
Strafford  .. 

Coos 

Merrimack 

Grafton 

....do 

Cheshire    . . 
Hillsboro . . . 

Coos 

Grafton 


Bennington . 

Essex 

Windham ... 
Chittenden  . 

Windsor 

Orange 

Addison 

Franklin  .... 

Orleans 

Washington 
Rutland   


ikli: 


Caledonia. 
Windham  . 
Windsor  .. 


Hampshire . 
Norfolk  ... 

Suffolk 

Plymouth   . 

Suffolk 

Worcester  . 
Middlesex  . 
Plymouth . . 

Bristol 

Worcester  . 
Middlesex  . 

Essex 

Barnstable . 
Middlesex  . 

Essex  

Middlesex  . 
Nantucket . 

Bristol 

Berkshire . . 
Barnstable 

Bristol 

Berkshire . . 
Worcester  . 


Newport  — 
Washington 

Newport 

Providence  . 


Hartford 

New  Haven  .  . 
New  London . 

Fairfield 

Windham  . . . . 

Tolland 

New  Haven  . . 


1,110 

1,440 

277 

83 

'390 
1,650 


125 

2,000 

500 


40.8 

flO 

4S.3 

9fi 

4n  1 

45 

35.1 

85 

43.7 

40  7 

87 

42.6 

92 

43.fi 

93 

4.5.3 

95 

Aug.  17 
Juiy  26 
Aug.  16 
do  18 
July  26 
do  27 
do  71 
do  26 
Aug.  18 
July  26 
do  7i 
do  8t 
do  26 
do  27 
Ausf.  17 
July  261 


July  26 

Aug.  18 

.July  26 

do  26 

Aug.  19 

July  26 

do  26 

do  26 

do  26 

do  26 

do  26 

do  7 

July  26 


July  29 

Aug.  18 

July  26 

do     26 

do     26 

do     26 

do     26 

Aug.  18 

July    26 

do     26 

do     26 

do     26 


do     29 
July    29 


July  26 

do  27 

do  26 

do  27 

do  25 1 

do  27t 

do  26 

do  27 

do  27 

do  26 

do  30 

do  27 

do  27 

do  26t 

do  26  i 

do  27 

do  27 

do  27 

do  27 

do  31 

do  27 

do  26t 

do  261 

July  27 


July  27 

do  27 

do  27 

do  27 

July  27 


July 

do  26t 

do  26 

do  26 

do  26 


July  26 

do  27 

do  26t 

do  27+ 

July 


Jan.  17 
Dec.  4 
Feb.  10 
Dec.     4 


do  4 

do  4 

do  4 

Jan.  18 

Dec  4 

do  4 

do  4 

Jan  17 

Dec.  4 

do  4 

do  4 

Feb.  101 


Dec.  4 
do  4 
do  4 
do  4 
Feb.  27 
Dec.  4 
do  4 
do  4 
Feb.  27 
Dec.  3 
do  4 
do  4 
Feb.  27 


Feb.  27 

do  27t 

Dec.  4 

do  4 

do  4 

do  4 

do  4 


do  4 
Jan.  17 
Dec.  4 
Mar .  2 
Dec.  4 
Dec.     i 


Dec. 
do 
do 
do 
do 

Feb. 

Dec. 

Jan. 

Dec. 
do 

Jan. 

Dec. 

Jan 


Dec. 
Feb. 
Jan. 
do 
Feb. 
Dec. 
Dec. 


Dec.  4 
Jan.  20 
Dec.  4 
do  2 
Jan.    20 


Jan.   20 

do     20  i 

Feb.   27 

Jan.    10 

do    20 


Jan.  20 

Dec.  4 

do  4 

Jan.  101 

Feb.  27 


40.  30 
30. 25 
43.  65 
37.08 
45.31 
38.66 
36.78 
44.58 
37.60 
44.02 


34.60 
40. 03 
42  96 
40.21 


41.24 
38.02 
43.21 
43.  80 
42.12 
39.48 
44.90 
37.26 

38]  68 
56  49 
40.09 
42.62 


60.50 
45.32 
42.00 


43.57 
45. 00 
36,05 
38. 15 

45^67 
40.03 
48.78 
46.48 
44  50 
45.56 
41.25 
47.02 
49.45 

42!  92 
38.69 
43.88 
35.02 
44.02 
47.51 
41.75 
43.10 
43.78 


41.64 
44.09 
39.04 
40.26 


52.21 
45.54 
42.41 
47.36 


5.  .39 
6.85 
8.45 
6.97 
8.23 
5.73 
5.60 
7.67 
6.49 


7.13 
9.08 
9.09 


5.90 
6.29 
7.18 
6.92 
6.66 
6.20 
7.56 
5.19 
5. 62 
6  86 


6.94 
5.77 
5.67 
6.11 
5.36 
6  53 
5.69 
6.03 
4.95 
7.54 
8.02 

6'.36 
8.28 
6.32 
8.88 


6.36 
7.20 
6.07 
7.15 
7.26 
7.29 
6.90 
6.19 
6.86 
7.49 
6.19 
7.19 
5.23 
6.76 
4.97 
6.72 
8  11 


6.51 
7.04 
6.97 


7.05 
6.52 
7.94 
6.13 
9.84 


Mar. 
Nov. 
May 

do 

do 
June 
May 
Sept. 
May 
May 


do 

do 
May 
June 
Oct. 
Aug. 

do 
Oct. 

do 
Aug, 


Bold  face  type  gives  state  values.    +  All  complete  records  used  In  determining  state  values,     t  Also  on  other  dates.     §  Thermometers  not  supplied  by  Weather  Bureau. 
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Monthly  and  annual  precipitation  for  the  year  1940,  with  departures  from  the  normal. 

January. 

February. 

March. 

April. 

May. 

June. 

July. 

August. 

September.    October. 

November. 

December 

Annual. 

Statious. 

1 

i 

1 

3 

i 

t 

} 

£ 

s 

3 

0. 

£ 

1 

s 

0. 

£ 

§ 
1 

s 

1 
0, 

£ 
1 

1 

B 

•s. 

£ 
2 

c 

1 
i 

£ 

a 
t. 

U 

1 

1 

I 

1 

a 
s 

1 

1 

1 

1 

a 

1 

s 

£ 

£ 

a 

1 

1 

1 

.1 

a 

1 
p.. 

a 

1 

Maine. 

1           1 

1 

' 

' 

3arHnrl)or(uear)  .... 

2.5oi-2.29 

2.79 

-L20   3,99 

-1.05!  5  39! +1.29   4.38 

+1.10 

4.67 

+  1.63 

3.26 

+0.05!  1.15 

-1.87 

4.80 

+0.90 

0.67 

-3.93 

2.90 

-1.18 

3.86 

-0.31 

40,30 

-6,86 

iaalport  

0.56-3.36 

1.77-1.72   2.70 

-1.13;  2.,35l-0.49:  1.20 

-1.81 

2.20 

-0,77 

1.67 

-1.411  2.84 

-0.66 

6.85 

+4.071  0.97 

-2.58 

4.37 

+  1.06 

3.28 

-0.46 

30.26 

-9.27 

1  93—1  27 

1.99-0.93   4.36   +0.62,8.45+5.0113.10 
1.12 2.23! 3.86 3.16 

-0.49 

4.71 

,  n    nc\    r.     .1 

-3.06 

6.05 
5.06 

+2.54 

3.18 
3.09 

-0.21 

43.65 

37.08 

+  1.50 

•"t.Kent 

i;83t...;.. 

6;  97 

^}.!^.    Ul 

~" ''  'i.'Ba. .;■/' 

3.88      ru.  uu,    K. -li 

2.94| 1.76 

iardiiier 

2.82-0.7U 

2. 72  -0. 53   4.  OS  ]  +0. 12'  8 .23!  +4. 72   3, 73 

+6:55 

2.86 

-0,31,  2.9S 

-o.'sa  i;66-i.'7i 

5.95+2.45!  0.53 

-^3;23 

6,30 

+3.'66 

3.45 

+6;  06 

45  31 

+3;83 

>r«enYille  

1.97; -0.91 

1.  •27 -1.47,  4.32  1  +  1.32    5.73+2.72   2,40 

-0.94 

3.96 

+0.13,  2.83 

-1.38   2,09-1.38 

4.41+0.551  0.95 

-2.69 

5.61 

+2. 24 

3  22 

+0.07 

38.66 

-1.94 

Houlton    

0.65t-2.09 

I  83-0.  IS   3,42|  +  1.08   4, 61|+2. 17,  2.83 

+0.63 

3.89 

+0,86    1.91 

-0.89    1.29-1.49 

5.K0;+2.51    1.7.5-1.71 

5.25 

+2.74 

3.75 

+  1.34  36,78 

+4.  97 

Uwistou 

2.96-0.72 

2,  851  -0. 65    4.  72  1  +0. 69    7. 67  +4,  lOj  3  59 

+0.36 

3.(11 

-0.36   4  38 

+0.93,  1.801-1  23 

4.54 

+  1.04   0.26-3,10 

6.67 

+2.37 

3.14 

-0,44^44.58 

+4.11 

Madison    

1.44-1.96 

L92-1, 14   3,88  1+0.181  6,49+2,89   8.67 

+0.03 

8.50 

-0.08    1.69 

-2.17    2.081-1,90 

3,66 

-0,  12,  0.61  -3.01 

5.80 

+2.36 

2.96 

-0,30  37.60 

-5.22 

Hlllinocket  

1.081-2.50 

1.63-0.96    4.13  1+0,54    7,76+4.52'  3,47 

+0.30 

4.72 

+  1.04   2.46 

-1.53   2,36|-1,39 

5,28 

+  1.23;   1.47  -2.68 

6,65 

+2.71 

;!.(_)! 

-0.,50'4  1.(12 

+  0,72 

torth  Bridgton 

2.00,-1.61 

2.68-0.62   5.18+1,36   6,55+3.06   3.61 

+0.17 

4.20 

+0.75   4.13 

+  0.24    l,79'-l,.sn 

3,87 

+  0, 13l  0,42  -2  SI 

6.03 

+2,  (■„'■, 

■  n,  1,-,  !1.  19 

+  1.78 

Hdtowu 

0.91,-2.76 

2.  17  -0. 44    3. 31    t-0.  63    7. 16'  +4. 38 

1.90 

-1.14 

5.20 

+2.33    2.45 

-1.74    1.34'-2.-J,S 

5,69    +1,73'  1.021-3.18 

6.02 

+2,  rr. 

1   "    "'..sS 

-0.84 

"ortland  

3.69-0.28 

4.57+0,41    5  34  H.  48    7.12+3.74 

5.81 

+  2,41 

3. 13 

-0.15    3.18 

-0.(16    l.l.j- 1,>)!I 

3,92    +0.821  0,32,— 2.82 

5.50 

+  2.(iJ 

+  4.74 

Presquelsle   

1.03; -1,31 

1 ,02  -0,  90|  2.  83  ,  +0. 68    3.  18  +0.  60 

2.07 

-0  6h 

7.51 

+3,91    3.41 

-0.21    1, 07,-1, 3U 

4.3;    +1,051   1.88—1.45 

5.38 

+2.  N. 

J..  ^~ 

+3.43 

Ripogenus  Dam 

0.60-1.95 

0.73-1.04    4.88 

+2,37    6. 99, +3. 83 
+  1.50   5.  Ill +L  82 

3.30 

-0.48 

7.53 

+3.34 

2.44 

-1.21 

1.62-2,15 

4.87    +0.31!   1.621-2.91 

6.75 

+3,  U2 

.;. :;.' 

.  u..-..;  11.05 

+  3.98 

ttumford 

1.85i-1.05 

1.79-1.04    4.71 

3.51 

+0.28 

2. 72 

-0,83 

1.74 

-1.83 

2.79 

-0,79 

2.73 

-l.OOi  0.33 

-2.96 

4.57 

+  1.36 

2.  7,j 

-0.07  34.60 

-4.  51 

Vanceboro  

0.92 

2.09 3.29 

4.62 

2.76 

6.68 

2.01 

1  96 



7.66 

1   1.33 

6.35 

3.09 

41.76 

Winslow  

2.17-0.67 

2,00-0.38   2.68 

-6;  60 

7. 13' +4. 21 

3.78 

+6;  69 

3.52 

+6;4i 

1.37 

-2;26 

3.34 

-0,07 

5.12 

+  1.02,  0.56 

-2.91 

5, 59 

+2;  53 

2.7» 

—6;  03 

40.03 

+2;  48 

Woodland 

0.93,-2.87 

1.82-0.56   4.39 

+  1.03 

5.92 

+2.39 

2.06 

-0.93 

3.33 

+0,45 

2.70 

-0.30 

1.61 

-1.91 

9,08 

+5.38    1.12 

-3.60 

6.76 

+3.16 

3.24 

+  0.24 

42,96 

+  1.74 

,\nc  Hampshire. 

Berlin 

2.13-0.73 

1.991-0.57 

5.90 

+2.83 

3.69 

+0.96 

2.82 

+0.11 

3,40 

+0.08 

4,96 

+1.78 

2.19 

- 1. 52 

5.77 

+2.59 

1.03 

-1.78 

4.46 

+1.56 

2.90 

+0.32 

41.24 

+6.  ,53 

Jetlilt^hem 

1.34-0,86 
2.33-0,67 
3.  lll-0,13 

0.93-1  31 
2.77-0.23 
2.78-0.05 

2.73 
3.40 
4.35 

+0.06 
+0.37 
H.37 

3.23 
4. 95 
4.75 

+0.61 
+2. 17 
+ 1.  42 

3.43 
6,24 

2,38 

+0. 62 
+3.23 

-0,48 

2  26 

-1.30 
-1.71 
+1. 13 

7.18 
5,43 

6,29 
3,73 

4.82 

+2.63 
+0.28 
+  1,30 

2,16 
0.24 

-0.80 
-2.20 
-2.86 

5.42 
5.93 
6  92 

+2.  81 
+2.85 
+3.97 

2  50 
3,42 
3.61 

+0.20 
+0.29 
+0.24 

38.02 
43.21 
43.80 

+2,86 
+5.59 

+5,79 

Concord  

Darham 

i;48 
4,48 

+  3; 62   T."\l 
+  2,26    0.93 

-2;  41 
-2.  38 

Krrol 

1.02-1.74 

1,75-0.78 

3.52 

+0.70 

3.30 

'+0.57 

7.  4.-) 

t-4.  42 

3,84 

+0  07;  2..I1 

-1,!)5    2,10 

-1.77 

4.24 

+0,50 

0.91 

-2.38 

6.44 

+2.47 

3.44 

+  0.69139.42 

+  1,20 

First  Conu.,Lake  .... 

1.79-1.21 

1.65-0.87 

4.54 

+  1.48   3.23 

+0.37 

3,05 

-0,  93 

4.21 

-0  29 

4  58 

-0,11 

2,93 

-1.29 

4.26 

-0.42 

1.95 

-2.15 

6.66 

+3.  29 

3.28 

+  0.22  42.12 

-1.91 

franklin 

1,34,-1.66 

2.061-0.78 

2.86 

+0.59   4.74 

+  1.40 

4.7,i 

+  1.65 

4.24 

+0.  62 

4,36 

+  0.60 

1.81 

-1,88 

3.18 

-0.64 

0.48 

-2.52 

6,20 

+2. 90 

3.48 

+  0.52  39.48 

-0.38 

Jlenclill   

1. 85,-0, 65 
I.OOI-I.35 

2.  58, +  0.07 

3.85 

+0.55 

3.82 

+0.43 

6.09 

+2.6<.l 

2.71 

-0.93 

4.26 

+0,02 

2,63 

-1.45 

7.  .56 

+  3.63 

1.14 

-2.62 

5.69 

+2. 39 

2.  72 

+  0.12  44.90 

+4. 25 

Hanover  

2.85+0  61 

3.90 

-fl.lS 

3.47 

+  0,60 

4.60 

+  1.51 

1.82  -1.48 

5,19 

+  1.59 

1.42 

-1,89 

4.65 

+  1.09 

0.84 

-1.99 

4.51 

+1.83 

3.01 

+0.  67  37.  26 

+2. 37 

ieenediear^   . 

3.67 

+0.54 
-0.60 

5.38 
5.  •2-2 

7.38 

+2.53 
+  1.78 

5.62 
5.44 

8.58 

+  2.52 
-^2  65 

3,00 
2  86 

-0.82 
-0.46 

2.  31' 
0  98 

-1,63 
-2.61 

2.40 
2,90 
5.98 

-1.03 
-0.24 

0,87 
0  96 

-2.  86 
-2.79 

.5.36 
6.86 
7.  68 

f2.35 
+3.82 

3.76 
3  03 

+0. 80  39. 19 
— 0. 16:^x  fix 

+1,60 
+0.48 

'Liuli^:. ::::;: 

2;  44 

— n  rx 

2  98 

—0.26 

i;93 

-i;07 

Pinkh.-im  Notch   

2.10 

■ 

3.29 

6;  12 

4.67 

3,52 

3,19 

0,  58 

3.40 

56.49 

Plymouth   

Vpinont. 
iennin^^ton  

1.52 

-i;39 

2.46 

-o.'os 

3.64 

+6;  43 

4.53 

+i."45 

4.98 

+2.' 06 

3.70 
4.20 

+6;i9 

3,56 

-6.' 36 

1,63 

-i;73 

4,64 

+  6.'95 

0,37 

-•i'os 

5  50 

+2;  44 

3.57 

+6;  79 

40.09 

+ii3 

Jloonilield  

1.17 

—1.03 

2.65 

+0.67 

5.40 

+2.63 

5.05 

+  2.44 

5,40 

+2.15 

+1,22 

4.78 

+0.59 

1.  78 

—1.76 

6,94 

+3, 22 

1.28-i.(ib 

4.59 

+  1.67 

3.00 

+  0,74 

46. 24 

+9. 75 

0,58 

-1.70 

1.48 

-0.40  3,67 

+1.18 

2.94 

+  0.32 

5.48 

+2  50 

4.17 

+0,31 

4.86 

+0.26 

2.44 

-1.67 

4,07 

-0.22 

1.421-2,13 

5.77 

+2.97 

2.71 

+0.38 

39.59 

+  1.80 

Jrattlehoro    

2.99 
0.77 

-0.07 
-0.99 

3,48 
1.48 

+0.471  4.74 
-0.15!  3.22 

+  1.38 
+  1.18 

4,30 
1.88 

+  1.12 
-0.27 

4.03 
4.78 

+  0,81 
+  1.93 

5,41 
3.32 

+2. 18 
-0.116 

2.54 
6.11 

-0.58 
+2. 61 

2.74 
2,11 

-0.66 
-1.26 

3.58 
2.54 

+  0.14 
-0,  94 

0.85 
2.70 

-2.17 

-0.27 

5,67 
2,67 

+2,43 
+  0.01 

4.67 
2.50 

+  1.52 
+0,62 

45.00 
34.08 

+6.57 
+2.41 

JnrlinKton    . 

Chelsea  .......'.'.'..'.'.'. 

2.06 
0.77 

-0.82 

3  87 
1.85 

+  1.321  4.33:-f  1.17 

4.81 

+  1-5? 

5.36 
6.54 

+2.  02 
+3,84 

■l.Oi   +0.29 

4.07 
2,37 

-0,03 

1,34 
1,89 

3.26 
4.36 

-O.JO 

0.82 

•ira 

-2,31 

4, 29 

+  1.03 
+1,69 

3,40 
2.66 

+  0.60 
+  0.29 

41.66 
34.87 

+2.81 
-fO.53 

-1.75 

—0.49    3. 27  1+0,  41    i:,  »z-t-u.  us 

-u.  on 

—0.77 

+0.  94 

-1,  62 

4,47 

Cornwall 

1.85 

-0.04,  5.69 

+3.60 

3.31  +0.99 

5.17 

+  2,48 

2.  92 

-0.45 

5.43 

+  1.96 

1.21 

-i;72 

4.16 

■tO.93 

-0.32 

3.49 

+0.99 

3,53 

+  1.62 

Enosburg  Falls    

6;9i 

-1.60 

1.43 

-0.80   3.89 

+  1.07 

2,87 

+  0,09 

3.64 

+  0,23 

4.54 

+0.35 

3,28 

-1.27 

2.23 

-1.32 

5:  34 

+  1.20 

2.70 

-1.26 

6.03 

+  2.78 

3.48 

+0.87 

46,' 34 

+6.' 34 

Newport   

Horthfleld   

Rotland 

0.64 

1.34 

3.89 

2.37 

4.95 



4.47 

1.91 

1.64 

.3.80 

1,81 

4.25 
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CLIMATOLOGICAL  REPORT:  NEW  ENGLAND  SECTION. 


Year,  1940 


Monthly  and  annual  mean  temperatures  for  the  Year  1940,  with  departures  from  the  normal. 
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4.  3i40.  6 
5.2  41.4 


■  5.6  43.8 

■  5.  9  40.  5 
•  6.  5'40.  7 

3.8,43.7 

■  2.7  44.9 
2.8i44.6 

4.  4  43.  2 
....42.0 

5.  6I42.  0 
5.6j44.5 


2.2 


57.2 
54.6 
56.2 
59.0 
55.1 
2.  6  55. 7 
....  55.0 
3.3  55.6 
.3.0  57.4 
3  1  58. 1 
....  52.6 
3.5  54.6 
3.5  55.9 
3.4 


57.6 
54.7 
55.8 
53.2 
59.9 
56.0 
3.8  51.4 
3.  3  5.").  e 
3.6  67.2 


+  2.4 
+  1.1 
-0.6 


July.         August.    September    October.    November  December.    Annual. 


65. 1  + 
61. 1  + 
65.0- 
64.3  - 

64. 1  + 

64.3  + 

63.2  + 

67.4  -  I 


-  0.2 
+  2.  2 

-  2.2 

+  0.4 
-  0.1 

-  L9 

-  0.4 

+  1.0 
+   0.6 

i;2. 2 . 


60.8 
62.6 
63.0 
66.0!-  2.3 


58.1 
56.2 

64.  0 


+  1  2 


70.6 
70.2 
71.4;+  2.5 
67.  6  -  0. 2 
7a.  51  f  0.  9 
68.0  ..'.... 
67.2  +  0.4 
(19.  9 
70.8  - 
09. 4  +  0.  7 
70.6 


64.  9|  H 


-  2.4 
-0.3 

-2.7 
-1.7 
0.0 
-0.2 
+  0. 
-1.9 


1.6   63.9 
1  0   60.9 


-  1.31  70.0 


+  0.4 

+ 

-'2.2 
+  1.5 

+  0.5 
+  0.1 
+  0.5 
+  1.2 
-  1.2 
+  1.8 


+  0.1 
+  0.2 

+  0,1 


+  0.6 

i.o 


35.2+  1.1 
2+  0.8 
0.5 


0.1 
2.5 
+  2. 


+  0.6 
3.5 
+  1.2 
+  2.4 
+  2.0 

+'6.'i 


21.6+  1.2 

27.2+  3.7 
24.7 
21.1+  0.4 


+  3.9 
+  3. 
+  3.6 


5:7  I 

To  I 
6.2 


Reference  letters  indicate  number  of  days  missing ;  •  one  day,  b  two  days,  etc. 
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CLIMATOLOGICAL  REPORT:  NEW  ENGLAND  SECTION. 


SUPPLEMENTAL   RAINFALL   DATA,    1940. 


Bangor 

Bra-ssiia  Dam 

Caribou 

^LSt  Winthrop  ... 

Klliworth 

Eustis 

Ft.  Fairfield  (near; 

Hiram 

Jacliman 

Marhias 

MiiWleDam 

Milo 

Mouseliead 

Oroiu) 

Kocklaiid 

Squa  Fan  Dam.. 

The  Forks 

Upper  Dam  

iNVic  Hnmpshire 

Cannon  Mt 

Dixville  Notcli  . 

FitzwiUiam 

Hampton  Beach 


0.85 


1.67 
-.-_,  2.5:3 
0.75  1.20 
SI   3.01 

2.80 


1. 73'  2. ' 
2.481  3.1 
1.62  3.96 
4.161  6.04 
3.42  4.55 
3. 14|  6. 38 
3.33 
3  56 


2J'  2. 


7. 811  2.18 
5.  15[  1.88 
3.  94  2. 44 
6. 91 1  3.69; 
8.09!  4.15; 
3.  43|  2. 00! 
3.531  2.42 
7.  I9I  4. 02 
3.36'  0.93 
7.261  2.34 
3 
7. 


I. J.J. .J 


3. 42 
4.34!  2. 131 
7.111  4.51 
3.41  1.91 
4.  13  3. 7S! 
5.00  2.65! 
7.  62  4.  19' 
3.43[  3.151 
5.79  3.32; 
3.  44'  2  60: 
6.04  5.39I 
4.53,  1.30] 
4.66  2.67, 
2. 12I  1.42' 
3.90  3.44' 
7.78  1.62 
3.70'  2.37 
4.21I  2.S9 


6.82  5.70 
3.3S 

5.18'  5.34 
5. 451  2. 19 
5.101 
6.231  3.09 
4.54  3.65 
5.59  7.91 
2.87  3.59 
6.67  8. 
6.S»|  5. 
4.74  4.34 
3.09   6. 

4.60 
2.71 


3.32 


3.43;  4.81 
2.98  4.95 
2.19i  4.83 
2. 65'  5. 19 
3.61  5.58 
2.90,  4.3s 
1.56  2.59 
2.57'  3.24 
3. 09,  3. 8S 
2.73I  4.81 
2.36i  3.48  3.62 
4.99,  5.70 


2.73  5.51 
5.821  3.83 
2.47  4.87 
4.94  4.31 
3.65  5.12 
3.88  5.42 
4.43  2.84 
2.881  3.99 
3.45  3. 
17   5.24 


5.31,  4.88   3.17 
5.67;  3.41I  4.23 
2.82   2.311 
2.3U,  3.SS   0.92 
4  82   4.  041  2.  18 
4. 84|  6. 45   3. 06' 
3.71    3.58   2.04! 
2.13'  3.70   1.03J 
4.041  2.64'  1.98' 
9.76  7.16|  6.5 
2.66:  3.94!  1.5 
4.651  3.58'  0.9( 
2.82    4.6I!  1.6: 
3.30I  3.50]   ... 
3.51   3.34   2.2i 


3.96 


2.89 
3.52 


2.43   5.29 
2. 291  2. 74! 
2. 791  4. 13] 
5.53'  3. 
2  10'  4. 
3.281  3.  Hi  1.37 


2.02 


6.27   4.75 
4.20   5.33 
3.33!  5  33 
4.371  4 
2. 691  3 
5-311  4.66 
5. 63j  4. 84 
3.01   4.16 
5.41;  4 
5.711  4  03 
4.23'  4.02 

4.14  3.47 
4.  23'  3.  76 
3.54;  4.  .53 
4.78' 
5  41] 
3.92  6.88 
4.21!  5.57 
2. 68,  6  40 
3.83  5.03 
4.64 
4.921  4.90 
2. 581  4.  .52 
5.59|  4 
3.901  4 
3.55  3.67 
3. 60   3.  75 

3.15  4.90 
3.59,  3.62 
2.55! 
3. 62;  4.  45 
3.35 


5.21 

3.14 

5.91 

6.00 

5.75 

1.80 

2.45 

3.12   3.82 

5.50   4.53 

2.47    5.1 

5.80   3.8 


4-751  3.45 
4  101  1.64 
4.01  2.14 
3. 54  2. 29 
2.691  0.92 
2. 98 


5.2: 


2.97 
4.07 
5.44 
3.39 
4.34 

2. 15i  4. 99 

3.56,  2.56 

2.07]  4.86 

3.28, 

2. 1-1 

1.57 

2.03 

3.93 


4.91 

4.64 

5.81 

6.36 

ft.4i 

4.14 

4.77 

7  10 

5.8? 

5  4.5 

5.71 

5.81 

1.69  4.17 
3.40|  3.04 
2.47  4,09] 
3. 73  3. 361 
2.45  6-08 
4.98|  5.38 
3.46;  4.65! 
3.90  2.76] 
2.45  4.02 
2.41   3.27! 


2.82  2.41' 
2.23|  3.54 
4.33;  2.8O! 
2.18  3.45 
2. 58   2. 55 


6.45   0 

3.77  1. 
3.89  2 
5.92  0.47| 
8.27i  0.64 
4.00'  0.72 
4.51  2.56 
4. 09!  0. 24 
3.51!  1.23! 
9.09  1.00 
5.02  1.16 
5.49!  1.17 
4.49!  1.28 
5. 091  0. 58l 
6.45,  0.67] 
4.02  1.81 
3.56  0. 
4.13   0.83 


9.09   1 

1.90 
2.391  1... 
4.40  0.50 
2. 76  0. 74 
4.53  0.54 
6.22'  0.8 
2.29|  0.6; 
4. 07  0. 85 
0.21'  3  53 
5.48]  0.23 
~  80   0.72 

1. 


I 
4.85   2.22'36. 15 
5.75   3.59  34.99 

4  96   3. 48] 

5.12  2.77140.46 
5.63'  2.63  47.06 
4.7.51  2.7S:a.41 
6.03'  3.0iV-l'i.0S 


5.64,  3.20106. 16 

5.101    .... 

6.76   3.83  47.60 

5.59J 

5.29   2.60  33. 

4.43  2.84  34.10 


SUPPLEMENTAL    BAINFALL    DATA,     1940.     (Continued) 


Conneclicul. 

Haltic 

Barkhamstead  . 

Burlington 

Colchester 

Collinsville  .... 

Danbury 

Ea.<t  Hnrtland  . 
!.;iK-.'  Kimomoc 

N,'v.   ll.,itlord  ! 


39.96 
42. 73 
51.05 
42.00 
42.  68 
34.53 
78.04 
46.79 
42.39 
40.  28 

33.'98 
44.97 
42.48 


43.99 


m.  16 


33.53 


5.50  3.4; 

4.64  3.8 

4.67  2.55 

4. 19l  2.  61 

5.33!  2  61 

6.20!  4.  57;  49. 94 

5.22!  2.57;37.93 

5.  73  3.  4U;45.  12 
5.82;  4.00  48.83 
4.62]  4. 
6.741  4-.,« 

6.  59]  5.  52 
5. 58( 


.10   3-71 
.33   3.03 


3.56.51.06 
2.54J44.25 


.72 


7.11  2.86 
6.85  2.87 
7.44I  2.87 


5.43|  2- 


i;44. 


2-  28 

1.20    3.17'  1.621 

1.88  2.00  1.261 
1.0.5!  3.51  0-97' 
!.33   2.75   1.67] 

1.80;  1.24 

1.89  2.35    1.14 


6.8O1  3.3148.15 
5-69]  3  98  47.73 
6. ,521  2.S3I49.39 
4.95!  2.o8!41.11 
6.79!  2.76  4:3.01 
7.15;  2.74!42.S3 

5.43;  2.92I 

6.27;  2.  24  41.  .55 


6.  I5I  2. .52 
6  751  3.21 
4.91  2.50 
6.59;  2.78 
6.19   3.48 


42. 56 


s!  6. 24 1 
6]  8  97; 
4   6.381 

9    8.56] 


9.641 

4.86 

5.63 

5.61 


4.41  1.93 
2.65  2.44 
3.291  2.32 
4.43!  1.66 
3.01  2.69 
:5.80  l.SO 
3.88  3.29 
7.39  2.06 
3.59;  2.47 
2.80;  2.65 
3  56!  4.06 
2.77;  2.70 


2.991  2.361  6.77 
2.28  2.94!  5.18 
3.82]  3.04!  5.93 
2-971  2.06  6.61 
3.41!  2.71I  5.46; 
1.74!  1.87!  4-89 
2.61  1.79'  6.61 
3.51  2.03]  .... 
3.12  2.04  6.82 
2.36  3.161  5.06 
5. 19  2. 26!  4. 96 
3.03   2.37j  6.10 


2.  -22  45. 99 
2.59  43  33 
3  07 147.90 

2.291 

3. 03  50. 76 
2  59;44.22 
2. 5250. 95 

2.93 

2.9l' 

2. 49  46. 28 
2.96  47.72 
2.60!46.40 


KILLING  FROSTS. 


Bangor 

Bar  Harbor  (near)  . 

Caribou 

Eastport 

Farmington 

Fort  Kent 

Gardiner 

Greenville 

Iloulton 

Lewis  ton 

Madison 

Millinocket 

North  Bridgton  . . . 

Oldtown 

Orono 

Portland 

Presque  Isle 

Ripotrenus  Dam  .... 

Kumf  ord 

Vanceboro 

Winslow 

Woodland 

jVew  Hampshire. 

Berlin . 

Bethlehem 

Concord  

Durham 

Errol 

First  Conn.  Lake... 

Franklin 

Glencliff 

Hanover 

Hillsboro 

Keene  (neari 

.Manchester 

Nashua 

Pinkliam  Notch . . . . 

Plymouth 

Vermont. 

Kenninffton 

Bloomtield 

HrattlL'boro 

Burlington 

Cavendish 

Chelsea 

Cornwall 

Craftsbury  Coram. . 

East  Barnet 

Enosburg  Falls 

Newport 

Northfield 

Rutland  

St.  Albans 

St.  Johnsbury 

Somerset 

Woodstock 


Last  in     First  in 
spring,     autumn. 


do 

do 

do 

do 

do 

do 
Apr. 
May 


May  13* 

June  2\i* 
May  13* 
do  13* 
June  22* 
do  23* 
Apr.  27* 
May  i;3* 
do  13* 
do  13* 
do  13* 
June  22* 
May  13* 
do  n* 
do  13* 
do  30* 
June  22* 


Aug.  27«, 
Sept.  26* 


Oct. 

19 

sept 

27 

do 

3n* 

do 

do 

26' 

do 

27* 

Oct. 

16* 

Sept 

27 

do 

■/fi' 

do 

Oct. 

ft* 

do 

4* 

do  19 

Sept.  26* 

do  -27* 

do  26 

do  27 

do  27 » 

do  27 


do  27 
do  27 
Oct.  1* 
Aug.  28* 
Sept.  27 
do  26 
do  27 
do  27 
Aug.  25 
Oct.  17 
Aug.  24* 
Sept.  12 
Aug.  27 


Aug.  24 
Sept.  26  i 

do  27'" 
Oct.  16* 
Aug.  25 

do  25 
Oct.  16 
Sept.  2C* 
Oct.  4* 
Sept.  26* 
Oct.  10* 

do  4 
Aug.  25 
Oct.    16 

do  1* 
Aug.  25 

do     25 


Mafsacliimetts. 

Adams  

Amherst   

BlueHilL 

Boston 

Brockton 

Chestnut  Hill..   . 

Clinton 

Concord 

East  Wareham. .. 

Fall  River 

Fitchburg 

Framingham 

Gloucester 

Haverhill 

Hoosac  Tunnel... 

Hyannis 

Lake  Cochituale 

Lawrence '. 

Lowell 

Nantucket   

New  Bedford  . . . . 

Pitlsficld 

Plymouth 

Province  town 

Shelbunie  Falls.. 
Springfield . 
Stockbridge....   .' 

Swamiiscott 

Taunton 

Turner's  Falls  ... 
Westfield         .    .. 

Weston 

Williamstown . .. 
Worcester 


Rhode  Island. 

Block  Island 

Kingston 

Portsmouth  

Providence 


Connecticut. 

Bridgeport 

Colchester 

Cream  Hill 

Danbury 

Fall's  Village... 

Hartford 

Mt.  Carmel 

New  Haven 

New  London.  .. . 

Norwalk    

Putnam 

Salisbury 

Storrs 

Waterbury 

"Westbrook 


Last  in 
spring. 


May 
Apr. 


do 
do 
May 
Apr. 
May 

do 
do 
do 
do 
do 
May 
Apr. 
May 
Apr. 
May 
do 

May 


Aug.  25 

sept.  27 

Oct.    16 

do     16 

do     16* 

do     17* 

do     16* 

Sept.  27 

do     27* 

Oct.    19 

sept.  27* 

do     27* 

Oct.   22 

do     17 

Sept.  27* 

Oct.    19'* 

sept.  27* 

Got.    17 

do     17* 

do     22 

do    22* 

do      5* 

do     19* 

do     19* 

Sopt.  27* 

Oct.    17* 

I  Aug.  25 

Oct.     16* 

Sept.  27* 

do     26 

Sept.' 27' 
Oct.  17 
do    22 


Apr.  15*,  Nov.  26 
May  30*  Sept.  27 
Apr.  22*  Oct.  19* 
do     15       do     19 


Apr.  15* 

do  29* 

do  28* 

do  23* 

May  i,;« 

Apr.  28* 

do  29* 

do  15 


do  26 
Oct.  17 
Aug.  25 
Sept.  27 

do  27 
Oct.    22 


Sept.  26* 
Aug.  25* 
do  25 
Fept.  27 
do  27 
do     27 


[Continued  from  Jiage  73] 

late  occurrence  of  light  to  heavy  frosts  on  the  22d  and  23d  of  that 
month;  a  tornado  at  Morgan,  Vt.  on  June  19th,  which  demol- 
ished a  house  and  barn ;  a  verj'  severe  hailstorm  at  Cornwall ,  Vt. 
on  July  10th  which  severely  damaged  corn  and  potatoes;  the  cold 
and  dry  October ;  and  the  heavy  rains  of  Noveml)er  12th  through 
the  15th  which  brought  adequate  relief  to  dry  soil.  At  the  close 
of  the  year,  river  ice  and  a  measurable  snow-cover  were  limited  to 
extreme  northern  sections. 


Erratum 

In  October,  1940  publication  of  Climatolngical  Data  for  New 
England  Section,  on  page  73  under  heading  Temperature,  seventh 
line  oi  paragraph  should  le&d"' at  Farmington,  Me. 


md. 


As  no  frost  was  recorded  the  date  given  is  of  the  last  freezing  temperature  in  spring  or  the  first  In  autumn.       t  Summit. 


if  ^'^ 


W.  B.  Bon()n-i-2l-41-1500. 


U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU 
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NKW     ENGLAND     SECTIO: 


G.  H.  NOTES 


Vol..  LIll. 


Boston,  Mas.?.,  JANUARY,   1941. 


No.  1, 


GENERAL  SUMMARY 

New  England's  weather  during  January,  1941  was  featured 
by  two  heavy  snowstorms  and  by  several  rather  severe  cold  spells. 
The  first  heavy  snow  of  the  month  occurred  over  nearly  all  of  the 
Section  on  the  3d  and  4th  with  amounts  ranging  from  about  4  to 
10  inches.  The  second  snowstorm  was  on  the  24th  and  2oth,its 
full  severity  being  limited  to  southern  and  central  portions  of 
the  Section.  Snow  depths  from  this  storm  ranged  up  to  15  inch- 
es. As  a  consequence  of  these  two  storms,  there  was  a  snow  cover 
Liver  most  of  the  Section  for  nearly  the  entire  month  with  the 
exception  of  the  first  few  days,  contributing  to  winter  sports  and 
3ther  sea.sonal  activities.  While  tlie  volume  of  snowfall  in  the 
southern  divi.sionswas  more  than  50  percent  above  the  normal, 
precipitation    was  nearly  20  percent   below   normal  due  to  a 

[Continued  on  page  76] 


TEMPERATtTKE 

The  average  monthly  temperature  for  the  Section,  based  on 
107  records,  wa.''  19.3°,  wliicli  is  3.2°  below  the  mean  for  the 
past  54  years.  The  average  temperature  for  the  northern  division 
(vas  14.9°;  for  the  southern  division,  23.9°.  The  highest  month- 
ly mean  was  30.8°  at  Nantucket,  Mass. ;  the  lowest  was  6.0°  at 
First  Connecticut  Lake  N.H.  The  liighest  recorded  was  51°  at 
East  Wareham,  Mass.  and  We-stbrook,  Conn,  on  tl)e  23d;  the 
lowest  was -30°  at  First  Connecticut  Lake,  N.H.  on  the  27th. 
rhe  greatest  monthly  range  was  72°  at  Chelsea,  Vt.;  the  least 
.vas  38°  at  Provincetown,  Mass.  and  Block  Island,  R.I.  The 
jreatcst  daily  range  was  52°  at  First  Connecticut  Lake,  N.H.  on 
he  24th. 


PRECIPITATION 


Tlie  average  monthly  precipitation  for  the  Section,  based  on 
89  records,  was  2.47  inches,  which  is  0.99  inch  below  the 
nean  for  the  past  54  years.  The  average  precipitation  for  the 
lorthern  division  was  1.91  inches;  for  the  southern  division, 
).0o  inches.  The  greatest  monthly  amount  reported  was  6.11 
nches  at  Provincetown,  Mass. ;  the  least  was  0.77  inch  at  Roches- 
er,  Vt.  The  greatest  amount  in  24  hours  was  2.78  inches  at  Pro- 
■incctown,  Mass.  on  the  17th.  The  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  9,  which  is  2  below  the 
nean  for  the  past  54  years. 

WIND,  STJNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  117  records, 
■•as  Northwest.  The  average  velocity,  based  on  the  records  at 
6  stations,  was  10.8  miles  an  hour,  which  is  0.9  mile  an  hour 
-elow  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  48 
■ercent  of  the  possible  amount,  which  is  1  percent  above  the 
lean . 

The  cloudiness  was  at  the  mean.  The  average  for  the  Section, 
ased  on  132  records,  was  11  clear,  7  partly  cloudy  and  13  cloudy 
ays. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
:30  p.m.  observations  at  14  stations,  was  77  percent,  which 
I  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.—  l-3d,  8-9th,  12th,  16th,  20th,  23-29th. 

Hnlos,  lunar.—  3d,  6th,  8-9th,  10-1 1th. 

Ilalos,  solar.-  2d,  5-7th,  9th,  15th,  22-27th,  30th. 

Hail. —   (dates  and  general  location)  -  None 

Tlmnderstorms. —  None 

Fog,  dense.—  3d,  7-8th,   10th.  17-19th,  23d,  26th. 

Sleet. — (dates  and  general  location)  -3-4th,  Gloucester  Mass., 
Hartford,  Conn.;  lotli,  Millbury,  Mass.;  Kitli,  scattered  South- 
ern N.H.,  general  southern  division;  17th,  general  northern 
division  and  eastern  Mass.,  scattered  elsewhere;  18th,  Lewiston 
and  Vancel)oro,  Me. ;  19th,  Chelsea  Vt. ;  23d,  Lewiston  and  Old- 
town,  Me.,  Wolfboro  Falls,  N.H.  and  Newfane,  Vt. ;  24th,  scat- 
tered southeast  coast  and  southern  Conn.;  25th,  Nantucket, 
Mass.,  and  Blo.ik  Island,  R.I. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


Temperati: 


South 


Piecipitatiou 


North 


No.of  dayF(all 
New  Englaiul) 


11     11 


IF 


•V^.-.'X 


u,':^ 
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Climatological  Data  for  January,  1941 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


05 


Mni,ie 

BanpTortt   

Bar  JIarbor  (near 
Brassua  Uanif.  ■• 

Bruiiswiclc  

Caribou' 

Eastpo 


li-a.. 


East  Wiuthrop. 

Euslis  

FaniiiMRtwu--.. 
Ft.Kairliel.l2(n 

Fort  Kent 

Gariliuer 

Greenvillftt  ••• 

Hiranit 

HouUou 

JacUnian 

Lewistdn 

Macliias'J 

Madison-! 

Mi.hUedam.-.. 
Millinockel3  .. 

Milo 

Moosehen(12... 
North  Hridgton 

Oldtowu 

Orono. 

Portlandi. 

Presq\ie  isle- 
Riposenus  Dii 
Rockland  .  .. 
Runifoni  ■  ■  •  ■ 
The  l''orks  •- 
Upper  Darn.. 
Vancebori)  . . 
Winslow-fS... 
Woodland^  .. 
For  Stale 
New  n. 

Berlin  II 

Bethlelieni   ........ 

Cannon  Mt.2 

Concord' 

Dixville  Notch  .... 

DurlKun    

ErroUi-  ....■■■•.-. 
First  Conn.  Lalcet 

Fitzwilliam** 

Franklin 

Glenclili   

Hampton 

Hanover^ 

HilL-ibin'o 

Keonc-!  .• 

Lakepovt. 

Liuocibr.; 


Penobscot . . . 

Hancock 

Somerset 

Cumberland. 
Aroostook  -.  • 
Washington  . 
Kennebec  . .  ■ 
Hancock 


.\l■oo^iook 

Aroostook 

ICennebec 

Piscataquis  . .  • 
Cumberland.  • 

Aroostook 

Somerset 

Androscoggin 
Washington  -. 


Oxford.. 

I'enobscot . . . 
I'iscataqnis... 
Somerset  ■ . . . 
Cumberland. 
I'euLibscot... 


cot. 


Vi 

Cumberland. 
Aroostook  .. . 
i'iscataiiuis... 


Washington  . 
Kennebec — 
Washington  ■ 


iipfhin 


Jlerrimack  — 

Coos 

Strallord 

Coos 

do 

Cheshire 

Merrimack...- 

Grafton   •. 

Rockingham.. 

Grafton  

Ilillsborousli 


Newport   

Noith  sti-atfo 
PiukluimNotc 
Plymouth  .. 
W.  .Stewartstc 
Wolfboro  Fal 
York  I'ond  • 
For  State 


Mt.  Wasliington-fi- 

Verinoiit 
Bellows  Falls 


Chelsea 

Cornv.alit 

Craftsbury  Cora.. 

Dorset 

Ea<t  liarnet^ 

East  Ryegate 

Enosburg  l^alls- .. 

Gilman 

MaysMillt 

Newfane 

Newport  tt 

Norlhlieldl 

ReadsboroS  

Rochester^ 

Rutland 

St.  Albans 

9t.  Johnshury 

Searsburg  Mt.2  ... 
SearshurgSla-t^.. 


OnuiKe 
Addiso 
Orleans 


Orleans 

Washington. 
Bpi\iungton. 


sor 


Rutland 

Franklin.... 
Caledonia... 
Bennington 
Bennington 


530 

139 

1,057 


-2.7 
'-0.'4 
'+2.' 2' 


+  0.3 


-0.95 
-1.69 
— 0.  CO 
-1.65 
-0.99 


-1.84 


-1.90 
-0.6S 


-1.45 
-  0.  83 

-6.' 80' 


-0.  m 

-0.79 
-0.31 


See  page  4  for  esplanation  of  reference  marke. 


Civil  Aeronautics  Auth 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric C' 
Mrs.  Jlaniial)  I.  Hatch 
State  Normal  School 

0.  W.  Norsworthy 

W.  B.  Clark 

Samuel  D.  Soule 

U.  S.  Weather  Bureau 

C.C  P.  &L.  Co. 

William  H.  Cummine 

p.  M.  Tripp 

Union  Water  I'ovver  Co    ' 

Bangor  Hydio  Electric  c] 

Great  Northern  Paper  Coi 

Union  Water  Power  Co.  ; 

Great  Northern  Paper  Co' 

June  Fowler  i 

N.  W.Roberts 

C.  L.  Cliadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Nortliern  Paper  C( 
George  J.  Cumniing 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  A  Whiti 
St.  Croix  Paper  (.'o- 


Edveard  Fenn 
George  ii.  Tucker 
Kenneth  Bootliroyd 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
Univ.  of  N.  H. 
Union  Waler  I'owerCiJ- 
Conn.  Valley  Lumber C 
Mass.  Dept.  Public  Hei 
F.  J.Southmayd 
State  Sanatorium 
Frank  E.Leavitt 
D'.irhr.oulli  College 
N.  11   Research  Forest. 
(^  F.  Rol.bins 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Wor 
E.E.Tobey 
H.P.Shepard 
F.  A.  Smith 
J.  B.  Dodge 
Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisherli 


U.  S.  Weather  Bureau 


B.  F.  H.vdro-Elc<'tricCi 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Ceu.Vt  P.  S.  Corp. 
Mrs.  Theo.  G.  Taplii 
Sarah  E.  I.ane 
Miys  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
.J.  F.  Devins  t1t 
L.  II.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t1t 
Mr.s.  John  J.  Herety 
Rev.  A    B   Crichlon 
V.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  11.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
Oeovt'eBrifrgsitt 
N.  E.  Power  Co. 


ean 

i'in  1   . 
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Vermont  Cont'd 

lomersett- 

veriiout^ 

iVestUurke^ 

rte»t  Hartford !!■•• 
iVhitoKiver  Jc. 2. 

.Vhitiiwrbaiu- 

.Vilder2 

iViliniugtoii^ 

.Vootistock 

For  State     •  ■  • 
Mattaehvielli 


Vil»m»i|2 

\inherstJ3 

\shla11dt2     

t)eeuh\vi«od  *• 

ihlltS 


xk^l  Warehamll 

r'all  River 

•'Itcliburg^'  — 
r-ranilnghaiU'* . 
.'ranklin**.... 

Sarduer'" 

Sloucester*  — 
iret-iUieid  .... 


4oiyoke2 

Iloosac  Tunnel .. 
flubbardston*'.-. 

KyuM.iis 

pswith** 

lellersoii 

Uke  CochUnatet^ 
!  Airrence" 


\(ilioid" 

Mlllbnry2 

Montague  City2. 

Saiitucket '  

Sew  Bedford  ■-.. 
Sorthbridfre'*. .. 
Pembroke** 


Petersham^ 

Pittsfield||2 

Plalufield** 

Plymouth 

Princeton 

Provincetowu  — 

Rockport 

Shelburiie  Fftlls||2 

3ootbbridge** 

South  Egremont" 

Spot  Pond  

Springfield 

aterliiig'^ 

Stock  bridge 

Swampsoott 

TanntonS 

Tnmers  Falls 

Ware" 

Webster  •» 

Westaeld"3 

WertonS 

West  Otis** 

West  Rutland  •  .. 
WllllamstownS  ... 
Wlnchendon**.... 
fforcestortaji 

ForStiite  .... 

Rhoile  Ttland 

Block  Island  I 

Kingston 

Portsmouth 

Providencei 

For  State 

Ominectieiil 

Baltic2 

Barkhamsl.?ad2  . . 
Bridgeport^... .... 

Bnrlingtona 


Windham... 
Windham... 
Caledonia. .. 

Windsor 

Windsor  — 
Windham  .. 
Windsor  — 
Windham  .. 
Windsor  — 


Berkshire  ■ . 
Hampshire  ■ 
Middlesex  . . 
Norfolk  — 
.  .   .  do  . . . . 

Suflolk 

Worcester  .. 
Plymouth  •. 
Hampden  ■• 
Hampshire. 

Suffolk 

Worcester  • . 
Middlesex  .. 
Plymouth  .. 

Bristol 

Worcester  •  • 
Middlesex-. 
Norfolk  .... 
Worcester . . 

Essex 

Franklin  ..., 
Middlesex.. 
Worcester  . . 
Barnstable.. 

Kssox 

Franklin — 
Hampden  .. 
Berkshire  .. 
Worcester  •  ■ 
Barnstable. 


Worcester  . . 
Middlesex  .■ 

E!»e.x  

Middlesex  . . 

Brl-stol 

Plymouth  .. 

Essex 

Worcester  • . 
Worcester  .. 
Franklin  ... 
Nantucket  •  • 

Bristol 

Worcester  . . 
Plymouth  •• 
Berkshire  .. 
Worcester  . 
Berkshire  .. 
Hampshire. 
Plymouth  • . 
Worcester  .  • 
Barnstable .. 

Essex  

Franklin  ... 
Worcester  .  ■ 
Berkshire . . . 
Middlesex  . . 
Hampden  . . 
Worcester  .. 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
Worcf  sler . . 
Hampden  .. 
Middlesex  • . 
Berkshire  •. 
Worcester  .. 
Berkshire  .■ 
Worcester  .. 
Worcester  . . 


Newport 

Washington 
Newport-.. 
Providence 


New  London 
Litchfield  ... 

Fair/ield 

Hartford 


172 

240 

1,110 


920 
1.037 
1,650 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


-0.06 


-0.09 
+  0.60 
■f  0.  02 
-0.12 
-0.55 
-1.53 
-0.  92 
+  0.16 
+0.25 


-0.84 
+0.28 
+  0.36 


-0.49 
+  0.62 
+  0.01 
-0.50 
-0.96 

-6."  84' 
+  0.78 
-0.07 
+  0.47 
+0.25 
-1.01 
-0.18 


L.  L.  Leonard 
Conn.,Kiver  Power  I 
Oilman  W.  Foid  111 
Eva  li.  Doublciluy 
N.  E.  Power  Co. 
E.  T.  Sulton  111 
Olcott  l''all.-<('(). 
Walter  Adams  III 
Benlou  .S.  plnuey 


N-  li.  Power  fo. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

State  Dept.  Public  Health 

Blue  Hill  observatory 

U.  S.  Wenther  Bnrean 

Mrs.  Loring  H.  Ueed 

City  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Wuter  Works 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Kelley 

Richard  C.  Brigham 

Herbert  B.  Allen 

Jlet.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Knlpli  M.  Barker 

Bureau  of  Entomology 

State  Dept    Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  \V.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

St  lite  Teacher's  College 

State  Dept.  Public  Health 

E.  P.  Mitchell 

Met.  Water  Works 

Essex  Company 

Props.  Locks  Ai  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  U.  Iloel^el 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Chailotte  A    Biaun 

U.  S.  Weather  Bureau 

Citv  Engineer 

State  Dept.  Public  Health 

state  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Comr.  of  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Works 

Irving  H.  McNiiyr 

II.  S.  C.G.  Station 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Neshit  H.  Bangs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P. ,fe  E.Co. 

State  Dept.  Pnhlio  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met  Waterworks 

Williams  College 

State  Dept.  Public  Health 

Clififord  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp  Station 
Agr.  Kxp.  Station 
U.  S.  W'eather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


8e«  page  4  for  explanation  of  reference  marks. 
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OlimatoloKical  Data  for  January,  1941 


Temperature,  iu degrees  Fahrenheit 


Precipitation,  in  inches 


Connecticut  Cont'd 

Colchester. 

Collinsville^ 

Cream  Hill  t 

Daubury 

EastHartlandii.... 

Falls  Villages 

Hartfordl 

Lake  Kononioct-  •■ 

Mt.  Carmel 

New  Haven'. .. . 
New  London  .. . 

Norwalk  

Putnam 

Salisbury , 

Storrs" 

VVaterbury  

WestbrooU 

West  nartlaud2 
For  .State- ■ 


New  London. 
Hartford  .  • . 
Litchfield  . . . 

Fairfield 

Hartford 

Litchfield  ••. 
Hartford  •  •  • . 
New  London. 
New  Haven  . 


300 
1,300 

390 
\,-2M 


do 


NewLondon. 

Fairlii-ld 

Windham.. .. 
Litchfield  ... 

Tolland  

New  Haven  . 
Middlesex  . . 
Hart  lord  .... 


+0.07 
-1.25 


Stores 
Edwin  R.  Wilder 
T.  S.  Gold 
Thomas  F.  Hanlon 
1).  N.  Gaines 
Conn.  Power  Co. 
U.  S.  Weather  Bureau 
New  London  Water Worl 
B.  W.  McFarland 
U.  S.  Weather  Bureau 

ti.M.  Com  stock 

Civil  Aeronautics  Auth. 

P.  Hurlimau 

Agr  Exp.  Station 

William  .1.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 


PICESSUKE.  WIND.  HUMIDITY.  AND  SUNSHINE 


Amherst.... 
Block  Island 
Blue  Hill.... 

Boston  

Bnrlingtoii  . 

Caribou 

Concord  — 
Eastport  — 
Greenville.. 

Hanover 

Hartford  . . . 
Nantucket  ■• 
New  Haven. 
Northfield  .. 
Portland  — 
Providence. 


Atmospheric  Pressuie 
(reduced  to  sea  level) 


30.16 
30.01 
30. 09: 

30.02! 


30.12 
30.15 
30.07 
30.09 


30.57 
30.54 
30.56 
30.68 
30.67 
30.63 
30.  62 
30.67 


30.68 
30.65 
30.56 


29.50 
29.48 
29.  45 
29.  46 
29.  52 
29.21 
29.43 
29.16 
29.34 
29,  45 
29.51 
29.  32 
29.54 
29.48 
29. 37 
29.47 


Relative 
Humidity 


[Continued  from  page  i) 

considerable  deficiency  of  rain.  Cold  spells  of  note  occurred  or 
the  IHth  through  the  loth,  and  on  the  30th;  sub-zero  tempera- 
ture readings  were  widespread  on  the  14th  and  30th.  Durinj 
the  last  eight  days  of  the  month,  the  temperature  did  not  r'm 
above  the  freezing  point  except  in  extreme  southern  sections,  anc 
for  the  month  as  a  whole,  the  temperature  averaged  more  than 
3°  below  normal.  At  the  close  of  tlie  month,  the  snow  deptn 
ranged  from  about  3  inches  in  the  extreme  south  to  more  than 
20  inches  in  northern  portions  of  Maine  and  New  Hampshire; 
ice  thickness  ranged  from  8  to  20  inches.  E.S; 

SNOWFAIiI, 

The  average  snowfall  for  the  northern  division,  based  or 
85  records,  was  19.9  inches;  for  the  southern  division,  based  or 
84:  records,  19.5  inches;  for  the  Section,  based  on  169  records 
19.7  inches,  which  is  4.2  inches  above  the  mean  for  the  pasi 
54  years.  I 

Erratum: 
In  the  1940  annual  Climatological  Data  for  New  England  Sec! 
tion,  in  Comparative  Data  table,  on  page  73  highest  temperatur 
in  southern  division  in  1914  should  be  97° . 


EXPLANATION  OF  KEFERENCE  MARKS 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature  are  computed  from  the  averages  of  the  entire  period  lor  stations  having  10  or  more  years  of  record.  Dcpartuies  of  precipitation  with  15  years  or  more  of  record  are, 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 1 
ence  letters  *,'','',  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example, '  represents  two  days,  etc.  ! 

t  Post-office  addresses  of  these  stations  are  as  follows:  Maine  —  Brassau  Dam,  Rockwond;  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville;  — | 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkhatn  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  —  Bloomfiold,  North  Stratford,  N.  H.;i 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington ;  Somerset.  Wilmington ;  Vernon,  .Sliclburne  Falls,  Mass. ;  —  Massachusetts  —  Ashland,  Fram- 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framingham;  —  Connecticut  —  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London.  | 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.     Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow.  ; 

*    Precipitation  included  in  that  of  next  measurement.  •*    Record  finished  by  Massacliusetts  Department  of  Public  Health;  precipitation  measured  in  morning, 

recorded  as  of  preceding  day.  +    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  sUtion ;  precipitation  and  temperature  is  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount 
recorded  is  for  preceding  24  hours.                    3    Themometers  not  supplied  by  Weather  Bureau.                    §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily   Precipitation  for   January.  1941 

Drainage  basin 

Day  of  month 

' 

' 

'   '   M'l 

7 

8 

9  1  10  1  11 

12|l3 

1^ 

15|l6il7| 

18 

19  1  20  1 

21 

22     23  1  24  1  25  1 

- 

27 

28 

29 

30 

31 

H 

Maine 

Eastportl 

ElUworth 

1 

Const 1.... 

....do t.... 

Kennebec 

T.     .29 
.02    .65 
.OS   .26 
.14   .64 

.oel... 

•^r.>4 

T. 

.01  .... 

.14 

tv 

.03 

.1 

.37 
.67 
.32 
.80 
.47 

9(1 

T. 

.02 
.15 
.01 
.hZ 
■1-. 
.10 
.51 
.16 
.01 
.04 
.45 

.'.^^ 
.05 

.30 
'.'35 

1 

:11 

.14 
.08 
.64 
.07 

;53 

.26 
.07 
.04 

■Xi 

.28 
.47 
.40 
.06 
.09 

T. 
.02 

.08 

.J 

.04 
.22 
.12 

1 

.16 
.25 
.04 

'."26 

'.'26 
.01 
.21 
.44 

.'04 

.06 
.23 

.06 

1.21 
1.84 
1  64 

Fanningtou 

....do !.... 

St  John                 .  1 

.17 

::::.... 

.12 

'.'06 

'f.' 
.06 
.01 

1  59 

r  "^ri  npr 

.08   .35 

t"    iff? 
10     25 

.42 
.05 
.38 
11 

■.'62 

T. 

.01 
.15 
.04 

.01 

Vo'i 

'.'is 
V68 

.05 

:'ii 

f 

.... 

.85 

'.■2i 

.85 
T. 

t'.' 

:::: 
'.'64 

T. 

■f. 

GrJenvilleii 

.... 

T. 

St.  John 

Kennebec 

1  46 

■.'62 
.01 

.03 

tv 

04 
.02 
T. 

tv 

V62 

.07 
.08 

T. 
.02 
.03 
.80 

■f 

".ii 

.... 

27 

I^\\i>ton 

.08 

.10    .71 
.07    .33 

T. 

.'46 
.20 
.47 

1  81 

Mil'.ii'iocket 

.07   .48 
.35 

T. 

do 

1  60 

NonhBriilgtou... 

.12   .47 
.02   .04 

'.'ii 

■a 
1 

'.'i2 

T. 
.26 

".'ii 

'.'66 
.04 

.32 

.00 
.30 

.... 

'.'ii 

.... 

■f.' 

T. 

1  84 

T 
■f.' 

Ptesu.ie  isle   ...... 

RipogeiiusDamT.. 

St  John 

T. 

•1. 

.03 
.56 
.11 

.35 

.50 

T. 

3.17 

.42    .101... 

2.23 

.12 
.07 

T. 

.38 

.... 

t.' 

.05 
.04 

1  35 

■:'^.::::- 

... 

T. 

T. 

T. 

1.72 

do 

.:.. 

T. 

.04 
.13 

.12 
.11 
.22 
.16 

12 
.90 
.3S 

'.'49 

;4a 
i.^i 

T. 
.35 
.38 

.09 

1 

30 

'.'.'. 

T. 

.14 

tv 

.07 

■r. 

■.'26 

.68 

.23 
.31 
.44 
.09 
.45 
.41 

i?^ 

.3: 

.02 

t!° 

:;:: 

.20 
t'.' 

.18 
T. 

'.'43 

T. 

.13 
.22 
.44 
.24 

.47 
.32 
.50 
.10 

.02 

.04 

.02 
T. 

T. 

llnmpsliire 

;,fi:::::::::: 

Androscoggin 

Merrimac 

C08«t                

•i'V 

.65 
■.'64 

.01 
T. 
.28 

.08 

'."oi 

1.72 
2.23 
1.34 

rona.LaWet. 

Connecticut 

T. 

.05 

.20 

■7' 

T. 

Voi 

.02 

.03 

.09 

T. 

■,}^ 

.35 

.02 

.11 

T 

T. 

.33 

.10 

.09 

T. 

T. 

2.32 

'IT 

".i4 

.03 
.02 
.02 

.01 
.04 

.01 

.07 

'.'56 
.75 

... 

.... 

.02 
.02 
.11 
•9" 

.13 
.07 

.02 
.01 

.05 
.02 

'.'('is 

.11 
.21 
.24 

.07 
.25 

T. 

T 

.02 

t! 

.01 

1.5.5' 

....do 

.16 
.01 

".'is 
.37 

.24 
.52 
.22 

.47 
.40 
.05 
.48 
.40 
.28 
.53 
.31 
.31 
.61 
.17 
T. 

.,3f 
1.03 
.83 
.08 

.02 

.10 

.04 

\ 

.09 

V  V  Diirham^t.... 

::::do::::::::::::: 

33 

1.... 

tv 

■f.' 

•f.' 

.03 
T. 
.18 
T. 

•r. 

T. 

'.'io 

.17 

■r. 

■^' 

.23 

.1^ 
.32 
.02 

t'.' 

.04 
'f ' 

■r. 

.01 

'.'oi 
■r. 

■,■,,•  ■ 

T. 

.05 
■  U 

T. 

'.'63 

'.'6s 

.01 

■.'i( 

.17 
.03 

'.'67 

1.05 
.31 
.83 
.66 

'.'is 
'."i8 

1.36 
1.50 

1  24 
.26 

.17 
1.00 
OS 
.61 
•26 
.3' 
.05 
.13 
.08 
.21 
.15 
.10 
.92 
.18 
.36 

i.'26 
1.03 

i."54 
.98 
.58 
.64 

■f 

't'. 

.02 

'.'64 
T 

t. 

.02 

■r. 

.01 

■f. 
'1' 
■Y 

f: 

T. 
T. 

.04 
.01 
T. 

.04 

3.32 

Connecticut 

Connecticut 

....do 

Chaniplain 

Connecticut 

...do 

T. 

;;;; 

'.'05 

T 

.12 

.08 
.23 
.04 
.16 
.10 
.15 
.07 
.15 
.04 
.04 
.04 

1  31 

;,      '?,itli 

:o4''f.' 

..ieldt 

:2c 

.04 

.02 
ni 

.09 

'.'6i 

Vij 
.01 

T. 

.30 

V67 
.05 
.19 
.08 
.04 

.01 
T. 
.01 

tv 

Voi 

.02 
■r 

T 

1.46 
2.27 
1.45 
1  63 

boro2  

i£tU)ul 

lijh  

... 

•tv 

'.'65 

tv 

■.'62 

T 

T. 
.01 
.01 
.03 

t.' 

.01 
T 

.02 
.04 
.01 

... 

■.'63 
.01 

1.34 
1.48 
2.00 
1.79 
1.15 
1.66 

.  Ult 

201     IS 

'.'Ofi 

'.'62 
T. 
.05 
.03 
.04 
.14 

t. 

.04 

.Ob 

... 

tv 
t. 

'.'61 

'f. 

t. 

'.'62 

.05 
•V. 
T. 
T, 
.05 
T. 
T. 

"on 

■f. 

T. 
.01 

t. 

';io 

a ig  Falls.... 

N     .:...rtj} 

Ni'Mlield'   

....do 

St.  L.iwrence 

Champlain 

T. 

.01 

.30 
.29 
.24 
.25 
.18 
.14 
.19 

[34 

.25 
1.08 

.56 
.11 
.05 
.10 
.21 
.12 
.17 
.48 

f.' 

T. 

::::do.":::::::::::: 

■v.' 

;o7 

T,  i  .22 

lU.rke3 

-lock 

1.29 
2.70 
1.55 
1  87 

....do 

....do 

....do 

.17 

.15 
.08 
.31 

.13 
.04 
.07 
.25 

'.'46 

.22 

.15 
.55 
.57 

.03 

'P. 
T. 

.87 

.(.2 
.0^ 
.10 

T. 
T. 
T 
T. 

<iachiisseUs 
i^tX  

T. 

t." 

'.'6i 

.01 
.02 

T. 

.01 
T. 
.03 

t. 

f. 

T. 
't. 

'f 

f. 

.0 

2  21 

....do. 

.03 
.10 

.01 

■r. 

'.01 
.02 

.04 
.04 

4.21 

.    rlield" 

.03 
1.43 
1.07 
1.20 
.75 
.70 
1.34 
.22 
.12 
.08 
91 
.27 
1.17 
.50 
.77 
.51 

T. 

;,1 

do 

.OS 
.07 
.07 
.61 
.06 
.50 
.36 
.97 
.05 
.22 
T. 
.53 
.18 
.26 

;i3 

.03 
.01 

'.'ie 

'.'.'.'. 

.05 

'!42 
.65 

1.07 
2.7( 
1.00 

V^ 

.59 

T 

.95 

3  45 

T. 

■.'62 

.19 
.09 

■f.' 
t 

•r. 

T. 

:iver 

....do 

.04 
.15 

•r. 
■02 

Vos 

tv 

.13 

3  28 

'.'oi 

3.47 

....do 

violi" 

.21 
.06 

.03 

2.18 
T. 
.51 

T. 
T. 

tV 

... 

.06 
.38 

'.'06 

■■46 

'.'62 

1.10 
.79 

'.'58 

i.'.35 
1.34 
.13 

.20 

.70 

t.- 
1.01 

'.'84 

'.'so 

.31 

•f. 

■f. 
t 

T. 
T. 

■f. 
T. 

t. 

'.'O' 

9  5) 

ille" 

4  46 

;iiill  

Merrimac 

.04 

'.'is 

... 

.03 

T. 

T. 
■f. 

t. 

't 
t.' 

t. 

.01 

.0? 

"t. 

•i-. 

■f. 
".k 

T. 

'.'6 
t. 

2.9') 

nKston".... 

Connecticut 

.13 

1.78 

...do 

.0.3 
.Of 

tv 

.02 

Vol 

.03 
.02 

T. 
T 
.01 

'tv 

1  31 

."' 

T 

T. 
'1'. 

tv 

'1'. 

T. 

3  75 

• 

'f.' 

3  31 

(kctl 

Coast 

....do 

Honsatouic 

Coast 

....do 

,83|  .61 
67''   ■'''■• 

n. 

3  45 

'.'■ilfortl 

'.'oi 

t. 

.or 

3.75 
1  87 

1'  t-iielrt^.            .    . 

.03 
1.50 
1.91 

.08 

.34 
T. 
.01 

'1'. 
1.94 
2.78 

Pr  >viiicetowii 

T. 

.04 

.02 

1'. 

1.18 

T. 

6.11 

iridge** 

.22 
.46 
.23 
.03 
.12 
.36 
.03 
.13 

.46 
.14 

'.'49 
.12 
.20 
.16 
.25 
.15 

.07 
.10 
.07 

lis 

;'47 
.06 
.06 

.15 

'.'ie 

.14 
.31 
.02 
.20 
.42 
.90 

.46 
.73 
.65 

.03 

.08 
.25 

iois 

.03 
.05 
.06 

.01 
TV 

.02 

tv 

.04 

.05 

V6.3 
.04 
.01 

T. 
■V. 
.03 

"tv 

.94 
.48 
.71 
1.96 
.30 

;o4 

.38 
.10 

1.45 
.08 
.65 

.98 
T. 
.15 

T. 

t,' 

.43 

■.'65 
.01 
.63 

.65 
1.99 
.90 

.55 
1.50 
.60 
.90 
.12 
.21 

■f.' 

.04 
■.OS 

■■:.: 

1.24 
1.14 

.... 

.84 

T. 

.05 

.02 

;o2 

t 

.08 
T. 

t'. 

3.14 

2.45 

J^::-:^:: 

Connecticut 

2.23 

--Falls 

'.'03 
T. 

'f.' 

tv 

V62 

.02 
.01 
.01 

.01 
T. 
.10 

t°^ 

.... 

t  " 

T. 

.04 

".m 
'.'06 

.33 

.8- 
.80 
.55 
1.04 
.4:> 

.50 

.18 

'.'61 

.19 
84 
.61 

.26 
.55 
.40 
1.36 
.05 
.20 

'.'62 

T. 

.01 

•r. 

'.'62 
.06 
.02 
T. 

•r. 

".'62 
.01 

■r. 

T. 

2.41 

.)ris»« 

do . .     . . 

2.18 

Hudson 

1.29 

'■ii.lon** 

.06 

2.41 

.... 

2.81 

.  Islandl 

.14 

.10 

3.93 

do 

T. 

3.75 

lonce' 

"mediciU 
/.I  port 

....do 

Coast 

.04 
.13 

T. 

'.'io 

T. 
T 

.01 

T. 
t. 

.01 

.13 
'.'6.5 

.60 

.41 
T. 
.20 

T 

.20 

.15 
.18 

T. 
't'.' 

T. 

T. 
.05 
.10 

3.57 
3.05 

'     '■iipster  

'r.>amnillt 

F.i-t  Hartland2 

....do 

Hotisatonic 

.... 

.10 
.15 
.30 
.59 
.26 

■f.' 

'.'io 

2.64 
2.84 
3.08 

....do 

.20 
.30 

.01 

T. 

T.' 

.56 
1.50 

T. 
T. 

T. 
T. 

T. 
T. 

.01 
.01 

.31 
.47 

t'.' 

.04 
.17 

T. 
T. 

T. 
T. 

■f.' 

T. 
T. 

1.95 

.KewHavenl 

T. 

3.21 

do 

Norwalk 

do 

.22 

'.'13 
15 

.28 
.31 
97 

.06 

tv 

T. 

'.'54 

.07 
.04 

1.58 
.15 

1.23 
.90 

t. 

r. 

■f.' 

.... 

'.'65 

t^'^ 

.85 
t'.' 

t" 
T. 
.72 

3.37 

Pntiiam 

.09 
.05 
T. 

T. 
T. 

.44 
.36 
.51 

.... 

T. 
T. 

T. 

T. 

1.71 

Willimantic 

2.17 

Waterburr 

.04 

3.71 

See  page  4  for  explanation  of  reference  marks 
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CLIMATOLOGIOAL  DATA:  NEW  ENGLAND  SECTION 


January,  1941 


13  ally  Temperatures  for  January,   1941 


Day  of  Month 


U      12     13  I  U      15      16 


18      19     20     21      22      23      24      25 


Maine 
Bar  Harbor  (near) j  Maximum  , 

if„o,r,„rf  I  Maximum , 

*''^^^^"^^  iMiuimum. 

Fort  Kent i  Maximum  . 

'  Miniuium- 
Groeiiville    j  Maximum 

'  Minimum. 
HoiiUoii    J  Maximum 

<  Minimum. 
Lewiston j  Maximum 

'  Miiiuiiuni- 
MiUii.ocket Maximum. 

'  Miiumuiii. 

OldtowM   j  Maximum. 

Minimum. 
Portland  j  Maximum 

'  Minimum. 
Rumford  Maximum. 

'  Miiuraum. 
Winslow  !  Maximum 

'  Minimum. 

New  IIwiii)shi.}e 
„     ,.     |,  j  Maximum 

""'""  " I  Minimum. 

,  )  Maximum 

^""™''l iMiuimum. 

n„ri,a,.,  i  Maximum 

""'^"*"' I  Minimum. 

Fir.st  Conn.  Lake j  Mfnimum'. 

«■„„„„  S  Maximum 

'^<"""' i  Minimum 

PIvmoutU iMhJ^mum. 

]'ernioiil 
„      ,.      .  i  MaxiiMum 

Bi"""gtou i  Minimum. 

.,             .  )  Maximum 

Newport  iMiuimum. 

NoHl.lield LMrnimum. 

n    ,,      ,  S  JIaximum 

^""'""'    !  Minimum. 

St.  Albans j  jjf/^",'",'"'. 

8t.Jolinsl)ury  1  llfniVnum' 

Woodstock  ]  jlfifi',"","" . . 

M(tfsiic!i  Udells 
,     ,        .  )  Maximum . 

A"'''"''*' (Minimum.. 

„     ,  S  Maximum  . 

Boston iMiuimum., 

„       ,  .  )  Maximum  . 

B'°ckton i  Minimum.. 

Concord !  MfnimunT.: 

East  Warel.amI' 1  sSum.: 

fa"  River JSlfnimnm.; 

Fitchburg  iKmum.: 

,             „„  )  Maximum . 

Lawrence iMiuimum.. 

NB,,t,iMr,.t  (Maximum. 

Nantucltet iMiuimum.. 

oi     ,,    J, (Maximum. 

StocUbridge    iMiuimum.. 

Wniiainstown !  Jif.fiiZ'n'.: 

Worcester U!=m'.- 

WiO'Je  hliwd 

Ri,„.i,  f<\-A,y,f  \  J'axinuim. 

Blocli  IbUnd iMiuimum. 

Ki'>S-^ton iMhfimum.: 

„       .  ,,  .„„  )  Maximum . 

P-^^vidence 1  Minimum. 

Co}uiecliciit 

rro»m  Hill  i  Maximum. 

Cream  Hill iMiuimum. 

Hartford i  Mhfimum.' 

New  Haven j  Mfnimum.' 

New  London iMU^imum' 

Norwalk l^^^^^Z. 

p-'-« \^:^z^: 


26  31 
]8[  24 
18      16 


24.6 
13.4 
14.7 
-2  0 
18.6 


28.6 
5.6 

26.4' 

7.5' 

•27. 6 

•7.9' 


28. 5' 
12.0' 
33.0 


?1 


See  page  4  for  explanation  of  reference  marks. 
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Phice;  5  cesTs  A  copr;  25  cbnts  a  vkai::   (hot  stamps). 

CI   PATABLK  TO   SDPBRINTENDKNT  OF    l)oCCMKNT!>,    WaSHINOTON,   D.  C. 

LIII. 


Boston,  iMass..  FEBRUARY,   1941. 


No.  2. 


GENERAL,  SUMMARY 

The  nortlieast  storm  of  the  7th  was  probably  the  only  note- 
worthy weather  event  m  New  England  during  February,  1941. 
Advancing  northeast  ward  along  the  coast,  the  storm  reached  the 
Section  during  the  morning  of  the  7th,  and  produced  heavy  rains, 
mixed  with  snow  in  extreme  northern  districts,  over  nearly  the 
entire  area.  Amounts  of  precipitation  were  generally  more  than 
an  inch,  and  reached  above  three  inches  in  a  few  localities.  This 
was  the  only  precipitation  of  consequence  in  an  otherwise  dry 
month,  the  average  precipitation  being  about  a  third  less  than 

[Coutinued  on  page  lo] 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
106  records,  was  24.0°,  which  is  1.3°  above  the  mean  for  the 
past  54  years.  The  average  temperature  for  the  northern  division 
was  21.0°;  for  the  southern  division,  27.1°.  The  highest  month- 
ly mean  was  31 .5°  at  Nantucket,  Mass. ;  the  lowest  was  10.8°  at 
First  Connecticut  Lake,  N.H.  The  highest  recorded  was  50°  at 
Taunton,  ^lass.  on  the  8th,  and  at  Hartford  and  NewPlaven, 
Ponn.  on  the  7th  ;  the  lowest  was-20°  at  First  Connecticut  Lake, 
' .  on  the  nth.  Tiie  greatest  monthly  range  was  63°  at  Bloom- 
.  and  Enosburg  Falls,  Vt. ;  the  least  was  31°  at  Nantucket, 
-.  The  greatest  daily  range  was  50°  at  Bennington,  \'t.  on  the 
nd  at  Enosburg  Falls,  Vt.  on  the  5th. 

PRECIPITATION 

riie  average  monthly  precipitation  for  the  Section,  based  on 

18S  records,   was  2.02  inches,    which   is   1 .08  inches  below  the 

mean  for  the  past  54  years.     The  average  precipitation  for  the 

northern  division  was   1.82  inches;   for  the  southern  division, 

inches.    The  greatest  monthly  amount  reported  was  4.03 

.  -  at  Maj-s  Mill,  Vt. ;  the  least  was  0.33  inch  at  East  Barnet, 
>  I.  rhe  greatest  amount  in  24  hours  was  3.83  inches  at  Burling- 
ton, Conn,  on  the  7th.  The  average  number  of  days  with  .01  inch 
or  more  of  precipitation  was  5,  which  is  4  below  the  mean  for  the 
past  54  years. 

The  average  snowfall  for  the  northern  division,  based  on 
87  records,  was  3.7  inches;  for  the  southern  division,  based  on 
87  records,  2.3  inches;  for  the  Section,  based  on  174  records, 
3.0  inches,  wiiich  is  13.5  inches  below  the  mean  for  the  past 
54  years.  

WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
was  Northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  11.8  miles  an  hour,  which  is  1.6  miles  an  hour 
below  the  mean 

The  sunshine,  l)ased  on  the  records  at  14  stations,  averaged  Gl 
percent  of  the  possible  amount,  which  is  10  percent  above  the 
mean. 

The  cloudiness  was  slightly  below  the  mean.  The  average  for 
the  Section,  based  on  128  records,  was  12 clear,  7  partly  cloudy 
and  9  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  14  stations,  was  72  percent,  which 
is  3  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.—  2d,  4-6th,  lO-llth,  17-28th. 

Hdlos.  lunar.—  1st,  6-7th,  11-1  2th,  14th,  I7th,  19th. 

Halos.  solar.—  i)ih,  12th,  14-15th,  17-I8th,  25th. 

I  fail.—   (dates  and  general  location)  -  None 

Thunderstoiins. —  8th,  Lewiston,  Me. 

Fog,  dense. —  3d,  5th,  7- 15th. 

Sleet. — (dates  and  general  location)  -  Maine:  Caribou,  8th, 
15th;  New  Hampshire:  First  Connecticut  Lake,  9th,  15th;  Han- 
over, 7th,  15th;  Lakeport,  7th,  28th;  Pinkham  Notch,  8th; 
Vermont;  Northfield,  14th;  Massachusetts;  Hoosac Tunnel,  7th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1889     ■ . . 

1890 

1891 

1892 

1893 

1894 

1895  

18% 

1897 

1898 

1900  

1901 

1902 

1903 

904 

1905 

1906 

907 

908  

1909 

1910  

1911  

1912 

1913 

1914   

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928   .... 

1929 

1930 

1931 

1932 

1933 

1931 

1935 

1938'   '•' 

1940 

1941 

Period 


Temperature 


North 


20.  6       56  I  -32 


17.fi 

53 

13.8 

48 

24.  9 

61 

21.5 

53 

iq.7 

59 

19.6 

56 

21.0 

49 

18.4 

66 

South 


Precipitation 


NorUl 


2.56 
-15  ;  3.67 
-20  1.81 
-20  1.38 
-11  2.09 
-24  1.67 
-18  3.85 
-14  4.53 
-24  3.77 
-14  !  2.41 
-16  ■  2.40 
-10  !  2.08 
-20  I  1.73 
-  3  I  3.  84 
-22  1  3.  31 
-19  !  1.93 


2.38  ,  19.2 
2  85  '  11.5 
2.44  I  13.3 
2.96  !  17.8 
2. 36  !  20. 2 
1  82       3.7 


No.of  daysCall 
New  England) 


5.69 
2.66 
4.  82 
4. 63     28. 5 


2.8a  I     6.1 

2.  46  !  22. 
4.68  I  14.: 

3.  96  I  10.  i 
4.24  I  13.: 
2.  65  1  15. 1 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 
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Climatolog-ical  Data  for  February,  1941 


Temperature,  in  degrees  Fahrenheit 


Bcipitation,  in  inches 


Mnine 


BangoiJt 

Bar  Harbor  (near ) 

Brassua  Damt 

Brunswick 

Caribou' 

Eastport' 

East  Wiuthrop.  ■■■ 

Ellsworth  

Eustis 

Farminston 

Ft.  Fairtield2(ne'r) 

Fort  Kent 

Gardiner 

GreenviUeJl 

Hiraint 

Houlton 

Jaclcman 

Lewi.-ton 

Macliiiis; 

Madisoii^ 

MiddltHlain. 

Milliiiockel-'  


Moosuhuiul^ 

NoiUi  liiklgton..-- 

Oldtown 

Oroiio. 

Porthuuli. 

Pres(!ue  Isle---- •■•• 
Ripoi?enusDaniT''-' 

Rockland 

Rumi'oid 

The  t'orks 

Upper  Dam 

Vanceboro  

Winslowt" 

WoodlaiKiS 

For  Stale     ■  •  •  ■ 
Netii  Hampshire 

Berlin  II 

Bethlehem  ....•••• 

Cannon  Mt.2 

Concord' 

Dixville  Notch  .... 

Durham    — 

ErrolF ■■■r 

Ifirst  Conn.  I.aket. 
Fitznilliani«» 


Penobscot •  • 
Hancock  .••. 

Someri^et  •■•• 
Cumberland 
Aroostook  . . . 
Washington 


.\]'OClSt00li 

Aroo.-took 

Kennebec 

l^iscataquis  .■■ 
Cumberhind-- 

Aroostook 

.Somerset 

Androscoggin  . 
Washington  ... 
Somerset  ■•. — 

Oxford.. 

I'enobseot 

riscataqiiis 


mers 


borland. 
Penobscot  •  • . 
Penobscot  ■•  • 
Cumberland. 
Aroostook  .. . 
Piscataquis-.. 

Knox 

Oxford 

Somerset 

Oxford 

Washington  . 

Kennebec 

Wasliington  • 


Glonclirt 
Hampton 
Hanover- 


Keene>'  ■• 

Lake  port 

Lincoln^ 

Mancliester 

Milan..   

Nashua^ ,■■•• 

Now  Dnrhumf-  ■  • 

Newport  

North  stratforcia 
PiiikhamNolcht. 

Plymouth 

W.  Slewartstown 
Wolfljoro  Falls.- 

York  Pond 

For  State      •• 


Grafton  

do 

Merrimack — 

Coos 

StralTord 

Coos 

do 

Cheshire 

Merrimack  — 

Grafton   •• 

Rockingliara.. 

Grafton   

Hillsborough 

Chesliire 

Belknap....  •■ 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Sli-altord 

Sullivan 

Coos 

do 

Grafton 

Coos 

Carroll 


Mt.  Washingtonti- 


:nout 


Bellows  Falls.- •• 

Bennington 

Bloomtieldt 

Brattleboroll-'  •  •• 

Burlington  1 

Cavendish 

Chelsea 

Corn  want 

Craftsbury  Com. 

Dorset 

East  Barnet- 

East  Ilyegate.... 
Enosburg  l-'alls.. 

Oilman  

Mays  Mint 

Nevvfane 

Newport  It 

Northlieldl 

Readsboro2  

Rochester^ 

Rutland 

St.  Albans 

St.  Johnsbury...- 
Searsburg  Mt.2  . . 
Searsbiirg  .Sta.fs. 


lam. 


Win 
Win 
Orlu 
Washington. 
Bennington- 
Windsor  .  .- 

Rutland 

Franklin..  •- 
Caledonia... 
Bennington 
Bentiington 


7.50 

504 

1,244 


+  5.3 
+  '6.'2 


-0.99 
-0.99 
-0.58 
-0.66 


+  7.2 
+  '4.0 

+  3.0 
+  2.4 

+  '2.'4 

+  '2.'4 


-0.93 
-0.58 
+0.30 

-6.' 82' 
-1.20 
-0.68 


+  2.7 


+  2.6 
+  '2.'7 


— ] .  58 

-0.78 
—0.65 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.  S.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District.     ■ 
Bangor  Hydro  Electric  Co  1 
Mrs.  Hannah  I.  Hatch    '    i 
State  Normal  School  I 
C-  W.  Norsworthy 

W.  B.  Clark 

Samuel  1).  Soule  1 

U.  S.  Weather  Bureaa       i 

C.  C-  P.  &  L.  Co.  I 
W'illiam  H.  Cummine-  I 
P-  M.  Tripp  : 
Union  Water  Power  Co  ' 
Bangor  Hydro  Electric  Co 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Groat  Northern  Paper  Co. 
June  Fowler 

N.  W.  Roberts 
C.  L.  Chadbourne 
Thomas  W.  (;lark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  (0.  ' 
George  J.  Cumming 
Charles  A.  Mixer 
Ruth  Durgin  ; 

Union  Water  Power  Co. 
Guy  W.  Butler 
Ilollingsworth  &  Wliifuoyi 
St.  Croix  Paper  Co. 


Edward  Feiin  j 

George  E- Tucker 
Kenneth  Boothroyd 
U-S.  Weather  Bureau 
Sarah  H.  Gleasou 
Univ.  ol  N.  H. 
Union  Water  Power  Co. 
Conn.  Valley  Lumber  Co.- 
Mass.  Dept-  Public  Uealti 
F.  J-Southmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  n.  Researcii  X^orest. 
C.  F.  Bobbins 
Fred  Wiggin 
Edward  A.  (;arr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Work* 

E.  E.Tobey 
H.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow  I 

Claude  Baker  [ 

Kenneth  Berry 
U-  S.  Bureau  of  Fisheries.  | 


U.S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO. 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  TJiovyn 
U.  S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  tit 
Sarah  E.  Lane 
Mi.?s  E.  M.  Dnstin 
Ruins  S.  Gilbert 
N.  E.  Power  Co. 
J.  F.  Devins  tt1 
L.  H .  Pomeroy 
Gilman  Paper'Co. 
Fred  May  lit 
Mrs.  John  J.  Gerety 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau    I 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B.  W.  Fisher 
Fairbanks  Museum 
George  Briggs  1 1 1 
N.  E.  Power  Co. 


See  page  10  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Climatologrical  Data  for  February,  1941 

Counties 

1 
1 

Temperature 

.  in  degrees  Fahrenheit          |      Precipitotion,  in  inches 

No.  of  days 

1-2 

0-, 

stations 

■2_; 

f 

a 
t 
S 

|| 

1 

2 

OS 

0 

1 
1 

0 

1 

& 

1" 

ll 
0 

11 
1-^ 

11 

CO 

, 

1 

0 

IX 

1 

5 

Observers 

Yermonl  ConlU 

Somerselt- 

Veiuout^ 

Windham 

Windham 

Caledonia 

2.080 
2-28 

29 
0 
0 
0 
3 
0 
0 
0 

50 

16.0 

-  0.1 

40 

8 

-15 

10 

49 

29 
43 
11 
11 
27 
18 
21 
20 
73 

19 

106 
61 
57 
55 

124 
45 
48 
28 
21 
68 
64 
53 
15 
69 
77 
G6 
19 
•23 

2.30 
1.78 
0.83 
1.04 
^•26 
•2.85 
1.19 
2.88 

L73 

1.86 
1.69 
•2.30 

-1.56 
-0.89 

-i.'otV 

'  -6.' 68' 
-0.66 

lit 

0.30 
0.S2 
1.03 
2.68 
1.02 
■2.67 

8.1 
1.0 
2.0 
T. 
2.0 
1.5 
1.2 
1.5 
2.0 
8.8 

2.3 
2.2 
3.9 

12 

4 

4 

6 
5 
5 
4 
4 
6 

7 
6 
6 

12 

2 

8 
8 

15 
9 

8 

nw. 

L.  L.  Lcon»rd 

Conn    Kiver  Power  Co. 

We<t  Burke- 

Windsor 

Windsor 

Windlmiu 

Windsor 

Windham 

Windsor 

400 

490 
1,450 

370 
1.640 

700 

KVH  K.  Uoubleday 
N.  E.  I'owerCo 

White  Kiver  Jv  -■• 





i 

15 
11 

7 
•20 

14 
4 
2 
6 
8 

9 
5 

6 

13 

7 
9 

12 
3 

w. 

sw.' 
nw. 
nw. 

nw. 
uw. 

Olcott  Falls  Co. 
Walter  Adams  1 1 1 

WiliniuBton2 

WoMstock        . 

20.7 
20.0 

•22.1 
25.8 

+  2.6 
+  2.0 

■+  2;i' 

40 
47 

44 

46 

7 
7 

-  8 
-16 

-  6 
2 

6 
6 

5S 

40 
SO 

38 
38 

Benton  S.  I'inney 

ilassachmetlt 

Adamsll^ 

Amherstjs  

Ashlaiidt-'    ^j 

Berksliire  ...... 

Hampshire 

Middlesex 

NorXolk  

760 
217 
227 
70 
640 

540 
110 
600 
1.360 
124 
398 
139 
18 
190 
402 
172 
240 
1,110 
15 
165 
325 
950 
60 
50 
1.660 
90 
800 
1.030 
30 
30 
820 
148 
57 
85 
190 
53 
97 
275 
330 
100 
35 
63 
350 
65 
1.700 
920 
1.037 
1,660 

"i.oso' 

40 
25 
400 
720 
970 
160 
199 
655 
850 
20 
20 
200 
520 
450 
1,205 
210 
224 
1.400 
900 
711 
960 
626 

19 
56 
0 
0 
56 
101 
0 
48 
0 
0 
56 
41 
52 
18 
61 
55 
56 
0 
0 
11 
12 
0 
0 
0 
41 
0 
0 
11 
0 
34 
0 
0 
53 
56 
55 
0 
0 
0 
0 
0 
0 
55 

0 
0 
0 
0 

23 
0 

51 

5? 

10 
0 
0 

<i 

28 
55 
46 
0 
0 
0 
15 
22 
0 
0 
54 
0 
48 

■-i.'74' 

-1.45 

1.44 
1.39 
1.72 

N.  E.  Power  Co. 
Mass.  A(;r.  Exp.  Sta. 
Met.  Wiiter  Works 

State  Dopt.  Public  Health 
Blue  Hill  Observatory 

Blue  Hint's 

26.6 
29.4 

+  1.8 
+  0.6 

47 
46 

8 
11 

4 

8 

10 
10 

26 
25 

1.61 
1.70 
2. '23 
1.47 
•2.73 
•2.88 
1.66 
2.12 
1.59 
'2.06 
2.05 
2.18 
1.83 
2.53 
•2.22 
•2.11 

-2.32 
-1.67 
-1.67 
-1.71 
-0.37 
-0.38 
—2.48 
-1.76 
-1. 63 

-i.'si' 

-0.95 
-1.96 

-i.io' 

-1.86 

0.72 
1.30 
1.81 
1.10 
2.61 
•2.70 

\-M 

1.31 
1.49 
1.36 
1.81 
1.49 
2.10 
1.93 
1.76 

1.6 
1.9 
1.7 
0.4 
T. 
1.7 
•2.8 
2.2 
1.1 
2.0 
3.3 
•2.0 
•2.0 
5.6 
•2.7 
2.2 
1.8 
T. 
4.0 
T. 
0.8 

7 
6 
5 
5 
4 
4 

6 
6 
6 
6 
4 
5 
5 
4 

"5' 
5 

7 
5 

10 
10 

8 

8 

10 
10 

w. 
uw. 

5°*,°"    i 

Worcester 

Plymouth 

Hampden  

Hampshire 

Sullolk           

Mrs.  Lorliig  11.  Keed 
Clly  EuKineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met    Water  Works 

Brockton^  

29.9 

+  1.9 

49 

8 

8 

10 

29 

16 

5 

7 

u». 

Chestorlleld'" 

Chestnut  Hillll3.... 

29.9 
26.2 
26.1 
28.3 
28.6 
26.8 
28.0 

+  3.2 
+  2.0 
+  •2.3 

■+ O.'i' 
+  ^2.6 
+  '2.0 

47 
44 
45 
49 
47 
45 
44 

7 

7§ 
7 

7§ 
11 

lis 

9 

-  1 

-  1 

-  1 
0 
4 
5 

10 

G 

6 

6 
10 

6§ 
10 

36 

39 
43 
27 
37 
31 

Worcester 

Middlesex 

Plymouth 

18 
11 
13 

14 
12 

3 

8 
8 
5 
9 

9 

7 
9 

7 

sw. 
uw 
uw. 

Met  Water  Works 

'ni'icnnlS 

Kast  W8rehaml|2  •  ■ 

>all  River 

Fitch  burgS 

Framingham» 

Franklin" 

.loseph  1..  Kelley 
Richard  C.  Brieham 
Herbert  li.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  M.  Barker 
Bureau  of  Entomology 
State  Dept   Public  Health 
State  Dept.  Public  Health 

Worcester 

Middlesex 

Norfolk  

Worcester 

Glo.icesterS 

Greeulield 

Qroton** 

Hardvvi.k" 

28.0 
25.6 

43 
45 

7§ 
8 

7 
—  1 

10 
5 

•20 
38 

25 
15 
34 
30 

9 
13 

13 
6 

6 
9 

nw 
w. 

Franklin 

Middlesex 

Worcester 

Barnstable 

Essex  • 

1.93 
1.97 
1.86 
1.90 

-1.70 
-1.01 
-1.54 
-0.74 

L63 
1.10 
1.60 

Hatchville" 

Haverhilis 

■29.'2" 

"+i'.2 

"45  " 

'"k" 

...... 

"io" 

'•26' 

46 
21 
43 
12 
21 
47 
30 
43 
90 
81 

116 
30 
55 
15 
26 
12 
38 
68 

128 
69 
24 
21 

^? 
22 
55 
52 
51 
37 
27 
30 
35 
42 
44 
44 
21 
13 
68 
46 
21 
60 
0 
35 
52 
29 
14 
54 
47 
99 

64 

52 

7 

109 

29 
19 
47 
34 

12 

6 

io 

State  Dept.  Public  Health 
Cltv  Knginecv 
State  Dept.  Public  Health 
A    W   I  add 

Franklin 

Hampden 

Berkshire  

Worcester 

Barnstable 

Essex 

Worcester 

Middlesex 

Kssex 

Holyoke2 

Hoosac Tunnel..  • 
Hubbardston".... 
Hyannis. 

1.83 
2.31 
2.02 
1.50 
•2.07 
2  76 
■2.23 
•2.45 
•2. -22 
•2.45 
2.38 
1.74 
2.38 
'2.12 
2.04 
1.81 
2.U4 
3.01 
1.84 
2.79 
2.12 
1.92 
•2.03 
l.UO 
•2.61 
2.11 

-1.80 

-6!38 
-1.21 
-1.86 
-1.3.0 
-1.66 
-0.94 
-1.60 
-1.58 
-1.42 

-6.'74' 

-i.'se' 

-1.80 
-0.74 
-1.24 

-l'l8 
-1.25 
-0..53 
-2/24 
—0.  U4 
-1.^22 

1.71 
2.04 

0;76 
1.71 
2. 42 
1.92 
2.08 
1.77 
1.75 
1.64 
1.42 
2.01 
1.86 
1.81 
0.87 
1.17 
2.30 

2129 

L45 
2.40 

2^25 
1.14 

0.8 
1.0 
0.2 
2.0 
2.0 
3.0 
1.4 
1.6 
1.7 
T. 
6.0 
2.2 
4.3 
2.0 
1.2 
3.9 
4.5 
5.0 

■r. 

1.0 

5.6 
6.5 
0.5 
2.0 
2.0 
1.5 

4 
5 

6 
5 
6 
6 
5 

10 

22.0 

44 

11 

—  2 

10 

41 

12 

3 

13 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Teacher's  College 

30.2 

+  1.4 

47 

14 

12 

10 

24 

12 

8 

8 

nw. 

Ipswich'* 

State  Dept.  Public  Health 

Lake  Coclittnatets. 

26.0 
26.6 
26.1 

0.0 
+  2.4 
+  1.0 

45 
47 
41 

11 

7 
5§ 

2 

6 
6, 

40 
36 
37 

Met.  Water  Works 
Essex  Company 
Props.  I,ocks  Si  Canals 
State  Dept.  Public  Health 
State  Dept.  I'ublic  Health 
William  It   Iloelzel 

11 

10 

7 

nw. 

Lowells 

Mansfield" 

Middlehoro" 

Middlesex...... 

Bristol 

I'lymouth 

Essex 

20 

1 

7 

Worcester 

^r°aXlr,^::;;;. 

Nantucket 

Bristol 

Worcester 

Plymouth 

Berkshire 

Worcester    

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Kssex  

State  Dept.  Public  Health 
N   E  Power  Co. 

10 

4 

8 

w. 

MontaBne(;ityi!... 

Nantucket  1  

New  Bedford 

NorthbridBe" 

&.""«" 

Charlotte  A    Braun 

31.5 
30.0 

+  0.8 
+  1.6 

49 
45 

7§ 

18 

10 
10 

16 
18 

12 
16 

5 

10 

uw. 

U.  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met  Waterworks 

Peter^hama 

Pitt3lield||2 

■■7' 

"6 

■i5 

■«;.-■ 

24.2 

+  1.1 

46 

7 

1 

6 

37 

Conir.  of  Public  Works. 

Plaintield" 

State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Met   Water  Works 

29.2 
30.9 
30.9 

+  1.8 

■+i.'6' 

47 
■■46" 

8 
...... 

7 

10 

"io" 

31 
■•24' 

14 

5 

9 

nw. 

Provincetown 

Rock  port 

9 

9 

10 

nw. 

Irviufr  II.  McNi.yr 
U    S    C  G.  Station 

Shelburiie  FallsP. 

Southbridge" 

Sonth  Egremont". 

Spot  Pond  

SpringHeld 

Sterling' 

Franklin   

Worcester  ..... 

Berkshire 

Middlesex 

Hampden  

Worcester  .... 
Berkshire 

23.6 

44 

7 

0 

in§ 

40 

3.92 
3.18 
1.87 
1.83 
1.43 
2.22 
1.95 
1.34 
2.32 
1.82 
1.96 

+  1.10 
-0.16 
-1.01 
-2.10 
-2.23 
-1.48 
-0.91 
-1.73 
-1.51 
-1.96 
-0.85 

3.70 

I'.Sl 
1.^28 
1.90 
1.47 
1.07 
1.93 
1.43 
1.60 

0.6 
4.0 
2  0 
2.7 
0.2 
1.8 
5.0 
1.6 
5.0 
1.0 
T. 

6 
6 
5 
6 

13 

7 

« 

u. 

N.E.Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

N.'Sbit  n.  Biiugs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  E.Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbroad 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  CoUewe 

State  Dept  Public  Health 

Clifford  h.  Davis 

29.8 

+  3.5 

48 

8 

6 

10 

31 

14 

14 

11 
8 

5 

7 
14 

7 

8 
9 
10 
6 

nw. 

nw. 
nw. 

Stockbiidge 

Snampscott 

TanntonS 

Turners  Falls 

fe"rv; 

22  6 
26.6 
27.4 
23.4 

■  +  '0.'2' 
+  0.5 
+  0.3 

44 
42 
50 
42 

12 

7§ 
8 
7 

-  8 
4 

-  4 

-  2 

10 

5 

43 
28 
43 
30 

Franklin    

Hampshire 

Worci^ster 

Hampshire 

Hampden 

Middlesex 

Berkshire  

Worcester 

Berkshire  

Worcester 

Worcester 



Weston3    . 

■•27.' 7' 
27.6 

■■48' 
46 

11§ 

0 

'■■<j§" 
10 

33 

'3.32 

2.' 20 
'2.22 
1.92 
1.84 
2.  ^28 
2.14 

1.44 
1.56 
1.03 
2.34 
1.69 

2.37 
3.04 
3.10 
3.97 

'-6.'69' 
-1.79 
-0.70 

■-6.' 38' 
-1.16 
-0.50 
-1.29 

-2.  '22 

-i.'so' 

-2.01 

-0.04 
+0.49 
-0.74 
+  1.66 

"s.'o'i" 

1.87 
1.87 
1.79 
1.'20 
1.49 
1.30 
3.70 

1.03 
0.67 
1.81 
1.81 

1.37 
•2.87 
2.69 
3.83 

1.0 
4.6 
4.2 
4.3 
3.0 
2.0 
2.3 

2.3 
0.2 
T. 
4.2 
1.7 

"2.5 

"'5' 
2 

6 
4 
5 
S 

4 
4 
6 
6 

4 
2 
6 
3 

'ii' 

13 

"2 

■9 
9 

uw. 

West  Otis" 

West  Rutland 

WllliamstownS.... 

Wlnchendon" 

Worce3ter(  a  )3 

22.8 

+  1.1 

44 

8 

-  1 

6 

34 

10 

7 

11 

uw. 

2.5.9 
21.0 

30.3 
•28.6 
28.2 
30.2 
29.4 

+  0.9 
+  0.8 

-  0  1 

"+"\.2 
+  0.6 

46 
SO 

47 

4t; 

46 
49 
49 

11 
8 

7 
8 
8 
7 
7 

-   S 

13 

7 
9 
5 

10 

0 

10 
0 
10 
10 
6 

36 
43 

14 
32 
28 
26 
32 

13 
12 

13 
14 
18 
14 
15 

7 
7 

7 
4 
8 
5 

8 
9 

8 
10 
2 
9 

7 

uw. 

nw. 

nw. 
uw. 
nw. 

RiKule  Hand 
Block  Islandl 

Newport 

Washington  .... 

Newport 

Providence   ..-■ 

33 

100 

225 

8 

61 
52 
7 
71 

U.S.  Weather  Bureau 
Agr.  Exp.  Stat  ion 

Portsmouth  

Providence  1 

For  State 

Agr.  Exp.  Station 

U.  S.  Weather  Bureau 

Conneclienl 

LlTJl.eeld°°"" 

140 

0 
0 
46 
0 

The  Baltic  Mills  Co. 

Barkbamstpad2 

Water  Bureau,  Hartford 

Brldgeports........ 

Bnrlingtou2 

Fairfield 

Hartford 

144 
262 

29.1 

0.0 

48 

' 

9 

10 

27 

16 

7 

6 

nw. 

Bridgeport  Hydraulic 
Water  Bureau,  Hartford 

1 

_ 

_ 

See  page  lofor  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,  1941 


Olim.atolog'ical  Data  for  February,  1841 


Tomperature,  in  degrees  Fahrenheit 


Precipitation,  in  Inches 


CoiiuecUciU  Cont'd 

Colchester 

Collinsville- 

Cream  Hill  t 

Uanbuiy 

East  Uartland-.... 

Falls  Village^ 

Hartford' 

Lake  Ivonoraoct-  • 

Mt.  (;armel  

Now  Haven' 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrs-^ 

Waterhiiry  

Westbrook 

West  Hartlanil-  . . 
For  State..    •• 


New  London- 
Hartford  •  •  ■ 
Litchtield  ••. 

Kairlield 

Hartford...-. 
Litchllt'ld  ■-- 
Hartford  -  -  -  - 
New  London - 
New  Jiaven  - 


do 


NewLondon- 

Fairliold 

Windham 

Litchfield  -  -  - 

Tolland 

New  Haven  - 
Middlesex  . . 
Hartford 


-2.CB 
-1.27 
- 1.(14 
-1.13 


Stedman  Storrs 
Edwin  R.  Wilder 
T.  S.Gold 
Thomas  F-  Hanlon 
D.  N.  Gaines 
Conn.  Power  Co- 
ll. S.  Weather  Bureau 
New  London  Water Worki 
B.  W.  McFarland 
U.  S,  Weather  Bureau 

ii.M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

James  Eintoul 

Water  Bureau,  Hartford 


PKICSSUKE.  WIND.  HUMIDITV.  ANI>  SUNSHINE 


Amherst 

lilock  Island 
Blue  Hill.... 

Boston   

Burlinsrton  . 

Caribou 

Concord  — 

Eastport 

Greenville.. 

Hanover 

Hartford  ... 
Nantucket-. 
New  Haven. 
North  field  .- 
Portlmui.... 
I'l-ovidence . 


Atmospheric  Pressure 
{reduced  to  sea  level) 


29.87  30.38 
29.83,  30.35 

29.83  30.38 
29.  82,  30.  39 
29.8Ki  30.3.5 
29.72;  30.  JU 

29.84  30.39 
29.73  30.41 
29.78!  30.39 
29.8fi  30-37 
29.86;  30. 3G 
29.81  30.36 
29.87  30.36 
29.87    30.34 


28.  91 

29.  1 1 
29.  00 
28,  93 
28.  87 
28.96 
29.88 
28.  9C 
28.91 
28.89 


Kelative 
Humidity 


[Continued  from  page  7] 

normal.  As  is  usually  the  case  in  winter,  the  southern  division 
on  account  of  its  proximity  to  the  ocean,  received  more  precipi; 
tation  than  the  northern  division.  The  average  monthly  tempeij 
ature  was  slightly  higher  than  normal,  the  range  being  som(J 
what  less  than  usual,  and  extremes,  well  within  the  limit! 
ordinarily  experienced  during  this  month.  The  combination  c 
deficient  precipitation  and  above  normal  warmth  resulted  in  th; 
least  average  total  snowfall  (8.7  inches)  ever  recorded  in  tl^ 
northern  division  since  records  were  tSrst  compiled  in  1 888 ;  snov\l 
fall  in  the  southern  division  (2.3  inches)  was  likewise  very  dt 
ficient,  there  being  but  three  months  of  record  when  less  snowfa 
was  recorded  in  February.  The  favorable  conditions  for  winte 
sports  pstal'lished  during  the  preceding  month  were  less  adversf; 
ly  affected  tlian  they  might  have  been,  due  to  the  absence  of  an 
prolonged  thawing  period;  also  because  of  the  increased  snov| 
fall  in  elevated  winter  sports  regions.  Other  elements  of  weath(i 
were  le.'^s  noteworthy,  and  on  the  whole,  the  month  was  less  rj 
gorous  than  usual,  and  may  be  considered  as  favorable  to  affecl 
ed  interests  and  activities.  E.i 


EXPLANATION  OF  REFERENCE  MARKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sun.set,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem^ 
perature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  rfcurd.  Departuies  of  precipitation  with  15  years  or  more  of  record  art 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer, 
ence  letters  s,"",",  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  "=  represents  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  asfollows:  Maine  —  Brassau  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripo^enus  Dam,  Millinocket;  Winslow,  Waterville 
New  Hampshire  —  First  Connecticut  Lake.  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  -  Vermont  -  Bloomfield,  North  Stratford,  N. : 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington;  Somerset,  Wilmington ;  Vernon,  Shelbnrne  Falls,  Mass. ;  —  Massachusetts  —  Ashland,  Fram 
ingham;  Blue  Hill.  Milton;  Lake  Cochituate,  Fraraingham ;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Kononioc,  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.     Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

'    Precipitation  included  in  that  of  next  measurement.  "    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  mornini 

recorded  as  of  preceding  day.  i    Precipitation  measured  with  recording  gau'e.  it    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  is  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amoun 
recorded  is  for  preceding  24  hours.                     ^    Themomcters  not  supplied  by  Weather  Bureau.                     §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily   Precipitation  for   February. 

1941 

Drainage  basin 

Day  of  month 

•s 

I 

2 

s|. 

« 

• 

,|. 

9 

.0 

11 

.2 

13 

•^ 

.5 

16  1  17 

13 

19 

20 

21 

22 

28 

24 

« 

26 

27 

28 

., 

30 

31 

s 

Maine 

rt' 

rth 

F-'aruunKtoii 

.07 
.02 

.08 
.06 

J 

T.     .08 
.31  1.08 
.lOil.  10 

T. 

.16 
.86 
.80 

.41 
.83 
.48 
.4s 
.04 
.31 
.39 
.31 
.25 
.51 
.34 
.31 
.41 
.15 
.34 
.31 
.24 
.24 
.27 

.10 
.30 
.35 
.14 

01 

T. 

T. 

•1'. 

.... 

T. 

T. 

.... 

i 

....do 

,03 

1.80 

.04 

T. 

tv 

■.17 
.02 

;;; 

.... 
.... 

T. 

:t 

■v: 

.01 
T 

.... 

....do 

St  John 

t 

1.62 
.51 

1.73 
.53 
.36 
.96 

1.55 
.02 
.03 
.66 

2.04 
.77 
.94 
.45 

1.25 
.86 
.94 

2  m 

1.01 

2.29 

"^  i    !or 

T. 

.04 
.07 
.15 

.06 
.02 

.04 

.... 

.... 

^""'     villeU 

....do 

St  John 

r. 

■V. 

T. 

.... 

.04 
.37 
1.84 

;58 

.14 

T. 
T. 

'.'62 

T. 

.06 
T. 

.01 
.06 

T. 

.01 

T. 

•1'. 

T. 
T. 

0.48 
1.39 
2.41 
2.48 
1.16 
1.07 
2.60 
1.30 
3.07 
1  34 

T. 

.01 

.16 
.24 

T. 

>i;',',;"iol'ket:::""; 

Kennebec 

I 

r. 

fenobscot  

.051.... 

... 

T. 

T. 

s''','i':i  BVidgtoii... 

.OS 
.05 
.01 

"."OT 
.04 

.08 

.02 
.05 
.02 

•r. 

Penobscot 

.04 
T. 

.13 

'20 
.41 

T. 

1.70 

■77 
.09 
1.02 
.67 

.01 
1.42 
.09 
.09 

■| 

.25 
2'.  70 

T. 

.01 

tv 

Vos 

't. 

V20 

■.■■26 

f.' 

■I. 

T. 

>■  Isle 

«^    .I.->hn        

T. 

:::. 

.... 
T.' 

■.'67 

:uis  Uamt..l  I'euobstot  

f.- 

■f. 
T. 

2  07 

iks 

T. 

T. 

do 

.23 

... 

1  57 

T^ 

T 

2.45 
.09 

2.50 
.45 

T 

T. 
T. 

T. 

.04 

T. 
'f.' 

//niiips/iire 

T. 

.08 

T. 

.03 
T. 

2.81 

T. 

■•1?^ 

Vi9 

2.96 

.  oiin.  Laket. 

Connecticut 

.10 
.03 

T. 

.09 

.12 

... 

"iV 

.02 

.02 

.40 

.15 

.03 

.18 

.20 

T. 

.33 

ir 

Connecticut 

do 

.06 
.06 

1.06 

<»7 

.12 
.12 
.25 
.07 
•22 
.13 
.16 

.11) 
.10 
.04 

!l8 
.35 

',02 
.13 
.18 
.16 
.28 
.30 
.14 

.1! 
.23 
.23 
.07 

.34 

tv 

r 

■I-. 

T. 

T. 

T. 

1  53 



1  48 

0' 

2.32 

.02 

.02 

.03 

2.01 
2  30 

do 

05 

.23 

Mrham2t.... 

.10 

.05 

.02 
.01 
T. 
T. 
T. 
T. 

'.'06 
T. 

2.22 
1.40 

2.40 
2  16 

•  h       ' 

Merrimac 

Connecticut 

.02 

.05 

.06 
.02 
.13 
.03 
.04 
.09 

.04 
.11 
.13 
.06 
.02 

T. 

.53 
.08 

T, 

.05 

:,.I<Jt 

T. 

■V. 

V62 

T. 

T. 

.04 

.01 

T. 

.03 
■1' 

2.64 
0.88 
2.37 
1  69 

•t^lM  1 

iiiamplain 

Connecticut 

...do 

Champlnin 

sV.Liwrence  .'!;!] 

Champlain 

do 

I: 

tV 

".'62 

.01 
•V 

.07 

tv 

.61 
.32 
.10 
.10 
.03 
.99 
.15 
.09 
.07 
.08 
.22 
1.35 

1.39 
L27 

.13 
1.55 
1.02 

i.as 

.18 

.11 

.28 
1.45 

.39 

.21 
1.70 

.22 

.... 

::: 

tv 

.10 
.02 

.03 

■.'23 
.20 
.07 
.01 

■r. 

T. 

T. 

T. 

.02 

■r. 

T. 

".hi 

.02 
T. 
.... 
.07 

'.'62 

T. 
T, 
■J'. 

.'of. 

T. 
.01 
T. 

■r. 

T. 

'.'62 

T. 

T. 
T. 

■J 

T. 

;l,h  

T. 

;iit :;■ 

'tv 

tv 

t. 

T. 

T. 

'.'64 

t. 
T. 
T. 
T 

.'62 
.03 

■f.' 

t. 
■V. 

1.89 

0.82 
0  74 

rg  Falls.... 
•  IX      

f." 

:::: 

•f 

■.■  ld> 

T. 

1.41 
1  86 

....do 

Connecticut 

....do 

TV 

.... 

T. 

T. 
.06 
.02 

.04 

T. 

:'o4 

.03 

V-62 

T. 
.02 
.01 

,ike2 

.02 

.01 

.02 

2.30 

.  ;,ck    

do. 

.08 

.03 
.06 
.06 
.02 
.10 
.06 

.02 

T 

.01 
.04 

1.59 

>,,   ..r^it 

tv 

T. 

.02 

'.■72 
.03 

.02 
■f ' 

V02 
.02 

.05 
.06 

.04 
T. 

.07 
.09 

1  50 

.  uiiif     

I  61 

Connecticut 

Merrimac 

.... 
.... 

.... 

2!  12 

V56 

1.72 

.... 

.03 

.03 

■r 

1.49 

.08 

VC2 

'.'24 
04 

2,06 
2.05 

ver 

....do 

.03 
.11 
.15 
.05 

.08 
0? 

1.49 

T. 
.22 

ciiam 

:i.nl 

i.lston".... 

do 

T. 

T. 

i'io 

.11 
.02 
.15 
.04 
.22 
T 

.06 

4' 
.04 
.03 

1  83 

.07 

.29 
.17 
.44 

T. 

1.53 
1.10 

.23 

1  97 

T. 

T. 

If. 
.04 
16 

T. 

Merrimac 

..   . 

.04 
.07 
.10 

;o5 

t 

1.37 

r. 

1.67 

■i.5 

.02 

.01 
.10 
.45 

2  02 

.30 
1.71 
1.77 

.84 
1.17 

T. 

T. 

.05 

.15 
.24 
.01 
T. 
.19 

.12 
.06 
.14 
.55 

2  22 

ikeii:::::::: 
':^?±:\\. 

. -ih 

•ttown 

I'iJge".'.'"; 
l-remont" 
-r,.-ld 

'l2 

.03 
T. 
T. 

T.' 

.16 
.01 

.03 

T. 

.... 

.06 
.01 
.08 

.06 
.05 

05 

....do 

f.- 

t 

.02 

T. 

if* 
T. 

1  92 

.03 
.70 

[■.11 

.27 
.22 

"o 

.... 

.... 

2.11 

.04 

■;62 

.01 

OS 

.02 
T. 

l:^ 

.16 
.20 
.12 
.10 

.02 

.?^ 

.01 
.01 
.06 

■r. 

T. 

T. 

.05 
V62 

.09 

.23 
.05 

3.18 

Honsatonic 

.14 

i.'28 

tv 

.03 

'.'oi 

T. 
T. 

'tv 

t' 

1  87 

1.43 

Coast 

T. 

1.93 

.2i 
1.87 
.39 

.07 
.10 

.20 
T. 
.12 

2.32 

-Falls 

Otis" 

i-town   .... 

■ndon".... 
••er 

'eMwid 
IMandi 

■iieei 

•  necticil 
-  vort 

■ter  

Ilillt 

IirtlandS.... 

;di 

;.i>ndoii 

1.43 

.04 
.03 
.10 

Voi 

.04 
.01 
03 

1.82 

....do 

m 

■.'65 
T.' 

T. 

■v. 

T. 

.06 
T. 

.02 
T 

f.' 

tv 

f.' 

't'.' 
t.- 

■f.' 

2.20 

.15 

.03 

1  9f 

T. 

1.92 

1.49:..; 

.75'l.30 

Vis 

.12 

1.84 

:o4  tV 

2.28 

■r 

.04 
T. 

T. 

.93 
.40 
1.81 

2.69 

T. 
1.03 

.12 

.23 

...: 

.  12I . . . . 

.15' 

1..56 

do 

T. 
T. 

'1'. 

T. 

TO 

....|.... 

2.34 

.07 

.03 

.10 

3.10 

.01 

'.'oi 

T. 

T. 
.47 
•1'. 
T. 

T. 

tv 

T. 

.84 

i.'go 

2.32 

1.27 

tv 

T 

.05 

.15 

V22 

T 

.03 

.03 

.09 

'.65 
.05 
T. 

.02 

T 

T. 

T. 

2.59 

Connecticut 

....do 

.05 

1.42 

•V. 
.01 

.12 
.08 

T. 

f.' 

T. 
T. 

.08 
.16 

:::. 

2.19 

2.66 

^""do 

do 

2.70 

.06 
'1'. 
■]'. 

Vii 

.15 
T. 

.11 
.04 
T. 
.03 

t.' 
.OS 

.13 

.02 

3.00 

Quinebaug 

Willimantic 

03 

ra 

1.29' 

1.51 

i,i-       '^ 

.04!.... 

.0^|.... 

T. 

3.02 

Waterbnry 

tv 

1.70  1.53 

3.29 

J 

1 

See  pat'e  10  for  explanation  of  refe 

rence  marks 

^^^^^^HH|Hpp|P^;-^||^''v 

1 

1 

1 
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1 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February, 194 


Daily  Temperatures  for  February,   1941 


Bar  Harbor  (near). 


iiMa 

I  Mi 


'  Minimum  — 
\  Maximum .  • 
(  Minimum- •• 
)  Maximum  .  • 
(  Minimum- •• 
j  Maximum  .• 
I  Minimum- •• 
)  Maximum  ■  - 
I  Minimum- -■ 
\  Maximum  -  - 
(  Minimum-  •• 
\  Maximum .  - 
'  Minimum- -- 


Minimum-. 
Maximum  - 
Minimum  ■  • 
Maximum  - 
inimum-- 


Day  of  Mouth 


8       9     10     U 


41     34  301    30 

15       "  ''    " 

32| 

201    20  22| 
25| 
15 

24     21!  2fi] 


1m 


Berlin  II 

Concord 

Durham 

First  Conn.  Lake. 


Maximum. 
Minimum.. 
Maximum  - 
Minimum -- 
Maximum . 
Minimum -- 


Minlmum.• 
\  Maximum . 

Keene )  Minimum  ■  ■ 

S  Maximum  . 

PlyinouUi j  Minimum- 


Burlington 
Newport  -. 
Northfield. 


8t.  Alban3 

St- Johnsbury  ... 
Woodstoclc  j  Mini 


\  Mttxinuim  -. 
I  Mininuun... 
\  Maximum .  . 
i  Minimum... 
Maximum  . . 
■  I  Minimum.  . 
aximum .  . 
inimum- .  ■ 
Maxinuim .  . 
Minimum- •• 
Maximum .  . 
Minimum... 


iliissachiisells 


Auiliersl.  . 
Boston  — 
Brockton 


\  Maximum . 
(  Minimum.. 
S  Maximum  . 
!  Minimum. - 
\  Maximum  - 
I  Minimum.. 
nnun  . 


Concord j  jji 

I  Maximum 


East  Wareliaml! 

Fall  River 

Filcliburg  

Lawrence 


)  Maxi: 
I  Minii 


Nantucket 

Stockliridge  .. 
wniiamstown. 
Worco.ster 


Block  Islai 
Kingston  . 
Providenci 


lilwile  Idniiil 

)  Maximum  . 
' i  Minimum. 

S  Maximum , 
I  Minimum. 

S  Maximum 
(  Minimum. 


Coiiveclicid 


24 


16-  4 

36     23|     33: 

14|     141     2l|     20 
26 


j  Maximum . . 
I  Minimum... 
\  Maxinunn.. 
)  Minimum. •- 
\  Maximum .  - 
I  Mininuim... 
i  Maximum.  - 
!  Minimum- -- 
j  Maxinunn.  - 
I  Mi 

i  JIaxir 
(Minin 


laximum  -  - 


Cream  Hill )  mj 

„     ..     ,  j  Maximum .  . 

Hartiord \  Minimum... 

S  Maxinunn.  • 
NewHaveu (Minimum... 

(  Maximum.  - 
New  London  ...  ' 

Norwalk 


(  Minimum 

(  Maximum  .  .- 
I  Minimum  — 
(  Maximum  .  -  • 
I  Minimum-.  - - 


13  I  11  I  15  I  16  I  17  I  18  I  19  I  20  I  21  I  22  |  23  |  24  | 


25     26     27     28     29     30     3 


36  37 

15  18 

29  34 
21 

23|  32 
-13-10 

27  30 

0  5 

32  34 


13 


37  35 
26  10 
40     30 


37 

44 

19 

21 

4^ 

3! 

2( 

A' 

42 

21 

25 

42 

"ii 

17 

4- 

4b 

U 

12 

31 

27 

30     28 


7 
25 
12     16| 


W.  B.  Boston-5-13-41- » 


Seepage  10  for  explanation  of  reference  marks 
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Vol.  LIII. 


Boston,  Mass.,  MARCH,   1941. 


No.  3. 


QENEKAL,  SUMMARY 

on  the  8th  featured  New  England's  weather 


A  heavv  snowstorn.  V, -^ 

durhi'-  Marcli,  1941 .  Snow-deptlis  deposited  l.y  the  storm  ranged 
from  about  6  to  more  than  12  inches  over  the  entire  Section . 
SuVv^eouent  snowfalls  failed  to  increase  materially  the  snow-cover 
in  the  southern  division  (except  the  Berkshires  ) ,  so  that  early 
in  tlie  last  decade  the  ground  was  bare  over  much  of  that  portion 
of  the  Section.  Other  heavy  snowstorms  of  lesser  mngnitude  oc- 
corred  on  the  11-1 2th  in  the  northern  division  and  the  Berkshires, 
18th  in  extreme  northern  sections,  and  on  the  2o-2bth 

[Continued  on  page  16] 


on  the  17- 


TEMPESATURE 

The  average  monthlv  temperature  for  the  Section,  based  on 

105  records.  wa.s  28.0°,  whieii  is  4.1°  l)elow  the  mean  for  the 

oast  54  years.  The  average  temperature  for  the  northern  division 

was  -^5  6°  •  for  the  southern  division,  81.1°.  The  Inghest  month^- 

lymean  was  34. B°  at  Provincetown,  Mass. ;  the  lowest  was  15.6^ 

■  at  Fir^t  Connecticut  Lake,  N.H.  The  highest  recorded  was  o8 

iat  E'l^t  Warehain,  ^lass.  on  the  23d,  and  Bar  Harbor,  Me.  on 

Ion  the2  ith;  the  lowest  was-21°at  Fir.<t  Connecticut  Lake,  N  PI. 

-  *•--  13th  and  14th.    The  greatest  montiily  range  was  71     at 

I  Vt  •  the  least  was  32°  at  Hyannis  and  Nantucket,  Mass. 

_re'atest  daily  range  was  56°  at  Chelsea,  Vt.  on  the  13th. 

I  PRECIPITATION 

The  average  monthlv  precipitation  for  the  Section,  based  on 
M-ords,  was  2.32  inches,   which  is  1 .05  inches  below  tlie 

for  the  past  54  years.  The  average  precipitation  for  the 
•  rn  division  was  2.31  inches;  for  the  southern  division, 
inches  The  greatest  monthly  amount  reported  was  6.89 
-  at  Bar  Harbor,  Me. ;  the  least  wasO.81  inch  at  Bethlehem, 

The  greatest  amount  in  24  hours  was  2.26  inches  at  INIach- 
i|..  on  the  26th.   The  average  number  of  days  with  .01  inch 
Ve  of  precipitation  was  9,  which  is  2  below  the  mean  for  the 
'4  years. 
i'ae  average  snowfall  for  the  northern  division,  based  on 

ords,  was  23.7  inches;  for  the  southern  division,  based  on 

ords,  15.8  inches;  for  the  Section,  based  on  172  record_s, 
\'.}M  inches,  which  is  8.7  inches  above  the  mean  for  the  past  54 


'years. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras—    ]-7th,  10th,  12-I4th,  20-24th,  27-31st. 

I lalos,  I an.ir  —  G-Hih,  ll-13th,  15-I6th. 

Hidos,  solar  —  7th,  ll-13th,  15th,  19th,  24th,  2Sth,  80th. 

Hail.—   (dates  and  general  location)  -  None 

Thunderstorms. —   1st,  Dorchester,  Mass. 

Fog,  dense.—  5th,  8-9th,  13-15th,  17th,  24-26th. 

S7ee<.— (dates  and  general  location)  -Maine,  general,  9th; 
scattered,  8th,  16th,  17th,  24th,  26th,  29lh;  New  Hampshire, 
scattered,  1st,  3d,  8-9th,  11th,  24th;  Vermont,  scattered,  3d, 
4th,  17th;  Massachusetts,  general,  4th,  8lh;  general  (east),  3d, 
11th;  scattered,  9th,  12th,  25th,  29th;  Rhode  Island,  general, 
8th,  11th;  Connecticut,  general,  8th,  Uth;  scattered,  4th,  9th. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

I     The  prevailing  direction  of  the  wind,  based  on  121   records, 
'Las  Northwest.    The  average  velocity,  based  on  the  records  at 
:!lo  stations,  was  12.2  miles  an  hour,  which  is  0.2  mile  an  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged  bl 
Ipercent  of  the  possible  amount,  which  is  9  percent  above  the 
JEQean. 

I  The  cloudiness  was  near  the  mean.  The  average  for  the  Sec- 
tion, based  on  129  records,  was  13  clear,  6  partly  cloudy  and  12 
|Cloudy  days. 

'  The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  70  percent,  which 
is  4  percent  below  the  mean . 


1890... 
1891... 
1892-.- 
1893- ■• 
1894.  . 
1895- •• 
1896- ■■ 
1897  .. 
1898... 
1899- •• 
1900... 
1901.  ■  • 
1902..- 
I90a... 
IB04... 
1905... 
1906... 
1907... 
1908. . . 
1909  .. 
1910... 
1911... 
1912... 
1913... 


25.  .'i 
25.9 
33.0 
29.6 
■28.0 
22.4 
28. 2 
27.6 
32.2 
30.3 
36.4 


■  7  I  5.06 
7  2.74 

■13  4.81 
■10  3.83 
•  1  1  2.28 

■  fi  I  2.16 

4  I  1.50 
■4   1.80 

-  8   6.40 

-  6  3.43 
9   1.27 

5  5. 67 

-  9  '  5.  15 
-8  4.60 

3  6.16 
-13  5. 36 

-  9  2.59 
-3  1.87 
-12  3.77 

-  6  1  2.07 
3  I  2. 16 

1  2. 97 

5  1.11 
-10  !  3.67 

-  3  I  4.  10 
-10  I  5.  32 
-213.  70 

6  ;  0.28 
-612.  38 

-  2  I  3.  09 

-  8  1.72 

2  4. 08 
-8  3.  58 


;9.  9  a.  t 

9.  1  2.  £ 
!6.2  7.1 


No.of  daysCaU 
New  England) 


4.9 

12 

5.2 

10  1 

1.0 

6  1 

8.7 

10 

1,5 

13 

7.6 

10 

0.9 

3 

31  1 

It 

13.1 

12 

9.8 

8 

3  2 

8.  8 

10 

T. 

13 

H   6 

11 

8.8 

11 

8.2 

6 

0.6 

13 

in 

13 

7! 

15 

11) 

6 

11 

12 

7 

11 

12 

6 

13 

7 

12 

10 

8 

9 

13 

" 

12 

7 

ii|i 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March,   1941 


Climatological  Data  for  March,  1941 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangortt ' 

Bar  Harbor  (near ) 
Brassua  i)auit- 

Brunswick  

Caribou'. 

Eastporti 

East  Winthrop 

KUsworth  

Eustis 

Farmington"-. 
Ft.Fairtieki2(ne'r) 

Fort  Ivent 

Gardiner 

Qreenvillett 

Hiramt 

Houlton 

Jackman 

Lewiston 

Machias2 

Madison^ 

Middledain 

MiUinocketii 

Mllo • 

Moosehoad  2 

North  Bridgton.. 

Oldtown 

Orono. 

Portland! 

Presque  Isle--- •• 
RipogeuusDaint'' 

Rockland 

Ruin  ford 

The  Forks 

Upper  Dam 

Vanceboro 

WinslowfS 

Woodlands 

For  State     ■•• 


New  liaiapsliire 

Berlin  II 

Bethlehem  ........ 

Cannon  Mt.2 

Concord' 

Dixville  Notch  .... 

Durham    

ErroiP •■ 

First  Conn.  Lakef. 

Fitznilliani** ■ 

Franklin 

Glenclilt   

Hampton 

Hanover^ 

Hlllsboro 

Keene^ 

Lakeport 

LincolnS 

Manchester 

Milan 

NashuaS 

NewDurhamT^... 

Newport  

Nortli  Stratford^.. 
PiiikhaniNotoht.-' 

Plymouth  — 

W.  Stewarts(,own2. 
Wolfboro  Falls.. •■ 

York  Fond 

For  State     — 


Mt.  Washingtontt 


Bellows  Falls 

Bennington 

Bloomfieldt 

Brattleborolia  .... 

Burlington  ' 

Cavendish 

Chelsea 

Cornwallt 

Craftsbury  Com.. 

Dorset 

EastBarnel^ 

East  Hyegate 

Enosbnrg  Falls-. 

Oilman 

Mays  Mint 

Newfane 

Newport  tt 

Northfieldl 

Readsboro^  

Rochester2 

Rutland 

St.  Albans 

St.  Johnsbury 

Searsbnrg  Mt^  ... 
Searsbnrg  Sta.t^-- 


Penobscot .  •  • 

Hancock 

Somerset 

Cumberland. 
Aroostook  . . . 
Washington  . 
Kennebec  •  ■  • 

Hancock 

Franklin 

Franklin 

Aroostook  ... 
Aroostook  .. . 

Kennebec 

Piscataquis  .• 
Cumberland- 
Aroostook  ■  •  - 
Somerset  -  •  - 
Androscoggin 
Washington  ■ 
Somerset  •..-. 

Oxford.. 

Penobscot .-  • 
Piscataquis-.  ■ 

Somerset 

Cumberland- 
Penobscot  -•- 
Penobscot  — 
Cumberland - 
Aroostook  — 
Piscataquis- - 

Knox 

Oxford 

Sonier.set 

Oxford ., 

Washington  . . 

Kennebec 

Washington  - . 


Coos 

Grafton  

do 

Merrimack — 

Coos 

Strafford 

Coos 

do 

Cheshire 

Merrimack  — 

Grafton  •  - 

Rockingham  •- 

Grafton  

Hillsborough 

Cheshire 

Belknap 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Strafford 

Sullivan 

Coos - 

do 

Grafton 

Coos 

Cnrroll 

Coos   


Wiiidhan\ 

Bennington  — 

Essex 

Windham 

Chittenden 

Windsor 

Orange 

Addison 

Orleans 

Bennington 

Caledonia 

Caledonia 

Franklin 

Essex 

Windham 

Windham. 

Orleans 

Washington 

Bennington 

Windsor  

Rutland 

Franklin.. 

Caledonia 

Bennington  .... 
Bennington  — 


965 
40 
505 
570 
1.484 


+  0.2 
-'6.'4 


-  4.7 

-  5.5 

-  4.3 


+  0.91 
-0.i)3 
-1.51 
+  2.51 
-1.68 
-0.65 
-0.31 
+0.45 


-1.37 
+1.37 
+0.  62 


-1.49 
+  0.12 
-0.70 


,50.1 

17  5 

13.0 

27.0 

21.6 

22.  0 

15.5 

20.4 

17.1 

Civil  Aeronautics  Auth. 

B.  L-  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.  8.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C-  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  H.  Cummine 
P.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Electric  Co., 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
June  l<owler 
N.  W.  Roberts 
C.  L.  Chadbourne 
Thomas  W.  Clark  i 

Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experimeiit  Station 
Great  Northern  Piippr  (  o. 
George  J.  Cummiug 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  &  Whitney 
St.  Croix  Paper  Co. 


Edward  Feiin 

George  K.  Tucker 

Kenneth  Boothroyd 

U.S.  Weather  Bureau 

Sarah  H.  Gleason 

Univ.  of  N.  H. 

Union  Water  Power  Co. 

Conn   Valley  Lumber  Co. 

Mass.  Dept.  Public  Healtl 

F.J.Southmayd 

State  Sanatorium 

Frank  E.  Leavitt 

Dartmouth  College 

N.  II.  Research  Forest. 

C.  F.  Robbins 

Fred  Wiggin 

Edward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res.  Co. 

Pennichnck  Water  Work* 

E.E.Tobey 

H.P.Shepard 

F.  A.  Smith 

J.  B.  Dodge 

Mrs.  Hattie  G.  Ttovt 

Claude  Baker 

Kenneth  Berry 

U.  S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  CO. 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mi«s  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  F. Devins  tit 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  til 
Mrs.  John  .T.  Gerety 
Rev.  A.  B.  Crichton; 
U.  S.  \VeatherBure 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B.  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  16  for  explanation  of  reference  marks . 
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Climatolofflcal  Data  for  March,,  1941 


Vermont  Cont'd 

domcrsett^ 

Vonioiit^ 

West  UiirkoS 

Westllurltord-  •  • 
Wliite  River  Ic.--- 

Whitiiieliaiu- 

WlKleri...... 

WlImiiigtou2 

Wooiistock 

Kor  Slate 
Slusanchiititli 

Adaiusll^ 

AmIiorslJS 

AshlamltS     

Beech  wood  *• 

BlnoHilH» 

U03t01ll 

BoylstouS 

BrotktoiiS  

Ghest«r*' 

Chester  fleld'* 

CliBstmitHilllia... 

Cllntoua 

Coiicord-* 

Kast  Wareliumll-  ■ 

Fall  River 

FltohlmrgS 

FramiiiglianiS  — 

Franklin*" 

Gariliier*" 

Qloiioester^ 

QreHuMold 

Qrotoii" 

Hardwirk** 

HatchviUe" 

HaverhillS 

Heatli** 

Holyoke2 

Hoosac  Tunnel  •• 
Hubbardston*'--- 

Hyannis 

Ipswioli** 

JelTerson •• 

Lake  (JocliitiiatetS 

Lawrence* 

Lowell* 

Man.-tleld" 

aildiileboro" 

Middleton  

Milford" 

Mlllbnry2 

MonCikkSue  Cit;2.. 

Nantucket  1  

New  Bedford 

NorlhbridKH** 

Peinbroko** 

Peru" 

Peterslmni- 

Plttslioldlis 

PlalnHeld" 

Plyinontli 

Princeton 

ProTincetovvii  — 

Rockport 

aiielbnrne  FallsH'-^ 

Sontli  bridge*  • 

South  Egremout". 


Po.i 


Springtield-... 

aterling2  

Stookl.ridge  . 
Bwainpscott... 

Tanuton* 

Turners  Falls. 

Ware  " 

Webster**... 
West  Cuinmingtou 
Westlleld*'*... 

Weston* 

West  Otis** 

West  Rutland.. 
Wllllamstown*  . 
Wincliendon**.. 
Worecster(a)*... 

For  State  • . 

Rhoile  r^nnd 
Block  Island!... 

Kingston 

Portsmouth 

Providence'. .. . 

For  State... 


Contiecticiil 

Baltlc2 

BarkhamsleadS  . 
Bridgeport*...... 

Bnrlingtoui! 


Windham. 
Windham. 
Caledonia. 
Windsor.. 
Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor.. 


Berkshire  .. 
Hampshire  • 
Middlesex  . . 
Norfolk  .... 
..  do  .... 

Suilolk 

Worcester  .  • 
Plymouth  .• 
Hampden  . . 
Hampshire. 

Suffolk 

Worcester  .• 
Middlesex  .. 
Plymouth  .. 

Bristol 

Worcester  . . 
Middlesex  •  • 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  .... 
Middlesex  . . 
Worcester  . . 
Barnstable.. 

Kssex 

Franklin — 
Hampden  .. 
Berkshire  .. 
Worcester  .  ■ 
Rivriistable.. 

Essex 

Worcester  . . 
Middlesex  .. 

Es.sex 

Middlesex  . . 

Bristol 

Plymouth  .. 

Essex 

Worcester  . . 
Worcester  .. 
Franklin  ... 
Nantucket . . 

Bristol 

Worcester  . . 
Plymouth  •  ■ 
Berkshire  .  • 
Worcester  . 
Berkshire  .• 
Hampshire. 
Plymouth  .. 
Worcester  . . 
Barnstable.. 

Es.sex  

Franklin  ... 
Worcester  .. 
Berkshire.. - 
Middlesex  .  • 
Hampden  . . 
Worcester  .. 
Berkshire... 

Essex  

Bristol 

Franklin  .. 
Hampshire . 
Worcester . . 
"Hampshire.. 
Hampden  .. 
Middlesex  .. 
Berlf.shir6  .. 
Worcester  . . 
Berkshire  .. 
Worcester  . . 
Worcester  .. 


Newport 

Washington 
Newport...  • 
Providence 


New  London ■ 
Litchfield  .... 

Fairfield 

Hartford 


1,360 
39» 


9i0 
1,037 
1,650 


210 
224 
1.400 
900 
711 
900 
625 


Temperature,  iu  degrees  Fahrenheit 


Precipitation,  in  inches 


22  64 
31  52 
33  I  7 
3-2  '109 


-2.50 
-3.17 
-0.85 
-1.26 
-0.42 


0.42 


islo 


L.  L.  Leonard 
Conn.,  River  Power  Co. 
Gilnian  W.  Ford  Ml 
EVH  K.  Doubleday 
N.  E.  Power  Co. 
E.  T.  Sutton  Iff 
Olcott  Falls  Co. 
Walter  Adams  til 
Benton  3.  Pinney 


N.  E.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Mot.  Water  Works 

■State  Dept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loring  H.  Reed 

City  Engineer 

State  Dept.  Public  Health 

.State  Dept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tower 

.Joseph  L.  Kelley 

Ilichard  C.  Brigham 

Herbert  B.  Allen 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W. Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Teacher's  College 

State  Dept.  Public  Health 

E.  P.Mitchell 

Met.  Water  Work.s 

Essex  Company 

Proi)s.  Locks  it  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  It.  Iloelzel 

State  Dept.  Public  Health 


N.  E.  P( 

Charlotte  A.  Braun 

U.  S.  Weather  Bureau 

City  Enpineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Couir.  of  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Works 

Irvin;,'  H.  MoNiiyr 

U.  S.  C.Q.  Station 

N.  E.Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

N.sblt  H.  Baiig.s 

Weston  IC.  Lewis 

Water  Works 

Turners  Falls  T.&.E.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbread  ,  ^ 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  College 

State  Dept.  Public  Health 

ClIfTord  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  W'eather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 
Water  Bureau,  Hartford 


8e«  page  lo  for  explanation  of  reference  marks. 
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Olimatoloirical  Data  for  March,  1941 


Temperature,  in  degrees  Fahrenheit 


ma 


Precipitation,  in  inches 


ConiiecUad  Cont'd 

Colchester 

Colliusville^ 

Cream  Hill  t 

Uanbury 

Kast  Ilarthiiul'-i.... 

Falls  Village" 

Hartford' 

Lake  ICouoiuoct.  ■- 

Mt.  Carmel 

New  Haven' 

New  London  

Norwalk  

Pulnani  

Salisbury 

SlorrsS 

Waterbury  

U'estbrook 

West  Hartlancia  ... 
For  State 


New  London- 
Hartford  .  • . 
Litchfield  ... 

Fairfield 

Hartford.... . 
Litchfield  ... 
Hartford  .  ■  ■  . 
New  London. 
New  Haven  . 

do  

New  London. 

Fairfield 

Windham 

Litchfield  . . . 

Tolland 

New  Haven  . 
Middlesex  . . 
Hartford.... 


Stedman  Storrs 

fid  win  K.  Wilder 

T.  S,  Gold 

Thoma.s  F.  Hanlon 

D.  N.  Gaiuos 

Conn.  Power  Co. 

U.  S.  Weather  Hiiroau 

New  London  ^Vater  Work 

B  W.  McFarland 

U.S.  Weather  Bureau 

L.  M.Conistock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr   Exp.  Station 

William  -T.  Pape 

James  Rlntoul 

Water  Bureau,  Hartford 


PKKSSnRE.  WIND.  HUMIDITY,  AND  SUNHHINK 


Amheret... 

Block  lshin( 
Blue  Hill... 
Uo.ston  .... 
BnrliuRtoii 
Caribou.  • . . 
Concord  ... 
Kastport  ... 
Greenville. 
Hanover. .. 
Hartford  .. 
Nantucket- 
New  H;i,ven 
Norllilield  . 
Portland... 
Providence 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29.  92 
29. 87 
29.87 
29. 85 
29.  92 
29.  76 
29.  8: 
29.77 
29.  82 
29. 
29- 
29.84 
29.  91 
29.89 
29.  82 
29.  88 


30.46 
30.44 
30.50 
30.36 
30.45 
30.39 
30.40 
30-48 
30-49 
30-43 
30.50 
30.47 


29.36 
29.  33 
29.14 
29.  35 
29.41 
29. 13 
29.35 
29.05 
29.28 
29.38 
29.36 
29.28 
29.33 
29.41 
29.27 
29.33 


Relative 
Humidity 


[Continued  from  page  is] 

in  central  and  eastern  Maine.  The  last  mentioned  storm  depos 
ited  about  12  inches  of  snow  at  Greenville,  Maine  and  brongh 
the  total  snow-depth  there  to  42  inches.  While  the  average 
monthly  snowfall  for  the  entire  Section  was  considerably  al)0v 
normal,  precipitation  averaged  about  30  percent  below  noniia 
due    to    the    greatly    reduced    rainfall.  Another    notabl 

weather  feature  was  the  sustained  cold  and  windy  period  fron 
the  17th  through  the  20th.  At  Boston,  Massachusetts  on  the  18t] 
a  cold  westnorthwest  wind  held  the  temperature  range  to  4 
despite  sunny  weather,  and  resulted  in  the  coldest  day  of  th 
winter  with  a  mean  temperature  of  14°.  For  the  Section  as 
whole,  the  month  was  more  than  4°  colder  than  normal.  Th 
cold  weather  and  lack  of  rain  were  determining  factors  in  prf 
venting  flood  conditions,  despite  the  potential  danger  from  th 
deep  snow  cover  in  the  drainage  areas.  E.& 


EXPLANATION  OF  REFERENCE  MARKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  ob.serJ 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer, 
ence  letters  a,''.",  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days,  etc. 

t  Post-office  addresses  of  those  stations  are  asfollows:  Maine  —  Brassau  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pjnkhara  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  —  Bloomfield,  North  Stratford,  N.  H,, 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington;  Somerset,  Wilmington ;  Vernon,  Shelburne  Falls,  Mass. ;  —  Massachusetts  —  Ashland,  Fram- 
iiigham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framiughain ;  —  Connecticut-  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow.  i 

*    Precipitation  included  in  tliat  of  next  measurement.  •*    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  morninsj 

recorded  as  of  preceding  day.  t    Precipitation  measured  with  recording  gage.  XX    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 


'    Regular  Weather  Bureau  station;   precipitation  and  temperature  is  for  24  hour  period,  midnight  to  midnight, 
recorded  is  for  preceding  24  hour-;.  "    Tflemometers  not  supplied  by  Weather  Bureau.  §    Also  on  other  dates 

II    Observations  taken  In  mcjrning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 


2    Pi-ecipitation  measured  in  morning;  amoun^ 
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Daily   Precipitation  for   March,   1941 


Drainage  basin 


Day  of  month 


lA 


Jii 


13  I  14     is  j  16 


"I 


I  21      2J      23  I  24  I  25  |  26 


27      28  I  29  I  30  I  31 


»stport> 

Ilsworth 

ustis  

irmiiigtou 

art  Keut 

urdiiier 

reenvUleU 

oultou    

iCkiiian 

swiston 

*dlsou 

ilUuocket 

Uo  

orth  Briaglon.. 


ortlftiid'  

resaue  Isle  ...... 

ipogeiuis  DamT.. 

QUiforil  

heFork^ 

luslowT 

rooillanil 

Jleic  Uampsliire 

BTliu- 

Mieord' 

arhani   •••.•••,••;• 
Irst  Conn.  Laket. 

ranklin 

aiiover 

eene..^ 

lucoln-  

•sluia  .■•.. 

ew  Durham-T-.. 

ewport  

lymoiitli 

yeniiont 

loom  lielilt 

r»Ulet)oro2  

urliiiKtoii ' 

ivenilisli  


lavfilii'.l 

[Hbliard.^ton".. 

[yanni.i 

pswich" 

owell 

lantuckfti 

few  Bedford 

IttsfieldS 

IjBioutli 

tovincetown.  .. 

lockpoi't 

ontliliri.lge".  .. 
onth  Ft'remont' 


■  ,.Jls.... 

-town   .. 

l-iiicht'iidon"  .. 
forcester 

SliiKte  Island 
Hock  Islandi... 

Ungston 

'rovidencei 

Connecliciit 

Iridgeport 

lolche.ster  

•ream  Uillt 

■•>■•  "--tlandS.. 


Coast 

....do 

Kennebec 

....do 

St.  John 

Kennebec 

....do 

St.  John 

Kennebec 

Androscoggin 

Kennebec 

Penobscot   

....do 

Presumpscot  .. 

Penobscot  

Coast 

St.  John 

Penobscot  

Androscoggin 

Kennebec 

....do 

St  Croix  


Androscoggni. 

Merriiuac 

Coast 

Connecticut  .. 

Merrimac 

Connecticut ... 

....do 

Merrimac 

....do 


.do. 


.do. 


Cham  plain... 

...do 

St.  L^iwrence . 
Champlain... 

....do 

...do 

Connecticut. . 

....do 

....do 

...do 


Connecticut. 

Coast 

....do 

Connecticut . 
Merrimac  . . . 

...do 

Coast 

....do 

Merrimac  ... 

....do 

Charles 

Connecticut. 

Coast 

Merrimac  .  . . 
Connecticut . 

Coast 

....do 

Merrimac  . . . 

Coast 

....do 

Housatonic. 

Coast 

....do 

....do 

Thames 

Housatonic. 
Connecticut. 

Coast 

Connecticut. 

...do 

Hudson 

Connecticut . 
Blackstone  . . 


Coa.'t . . , 
....do., 
....do., 


'utiiam  .  . . . 

itorrs 

Vatcrbury  . 


Coast 

....do 

Housatonic. 
Connecticut . 

....do 

Coast 

....do 

...do 

Quinebaug  .. 
Willimantic. 
Coast 


I'.iel  !l3 
1.60  .07 


1.10  . 

.87  .02 

1.14  .04 

1.35  .11 


1.79 
2.44 
2.76 
2.62 
3.38 
3.25 
1.73 
2.52 
2.02 
8.27 
2.66 
2.45 
4.03 
2.24 
1.72 
2.35 
2.03 
2.25 
1.79 
3.48 


2.  72 
].44 
1.95 


2.03 
1.42 
2.04 
1.39 
2.99 
1.9& 
1.46 


1.92 
2.81 
2.25 
1.95 


2.72 
2  16 
3.48 
2.77 


2.97 
1.48 
1.55 
2.88 
2.54 


3.01 
1.49 
3.61 


2.55 
1.63 
2.83 
2.15 
1.82 
2.07 


2.25 
3.27 
3.54 


8.44 
2.17 
2.10 
2.70 


Seepage  leforexf 


latlon  of  reference  marks 
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ti^. 


J3aily  Temperature 

s  for  March, 

1941 

Stations 

Day  of  Month 



Meao 

_J_ 

2 

3 

i 

5 

6 

" 

8 

9 

10 

12 

ii 

14 

15 

_^ 

17 

18 

19 

Ji 

^ 

22 

23 

24 

25 

26 

27 

28 

29 

^ 

31 

Maine 

Bar  Harbor  (■'""'•l     i  Maxiuium  .  . . 

38 

40 

38 

40 

37 

37 

33 

35 

39 

35 

85 

88 

87 

43 

48 

45 

48 

47 

47 

30 

3£ 

39 

49 

58 

42 

38 

45 

47 

44 

45 

42 

41.0 

<  Minimum  — 

14 

12 

9 

U 

6 

7 

7 

10 

15 

15 

13 

17 

10 

13 

19 

11 

12 

7 

-  2 

6 

9 

24 

3b 

39 

29 

27 

26 

37 

10 

19 

15  6 

F  istnort 

j  Maximum... 

35 
30 

40 
27 

41 

28 

1( 

80 
11 

28 
14 

31 

14 

31 
22 

2< 

27 
20 

32 
1£ 

28 
Ifa 

31 
12 

43 
22 

38 
28 

37 
30 

36 
lb 

17 
2 

14 
3 

25 

8 

17 

37 

23 

48 

45 
30 

35 
32 

31 

45 
31 

44 
31 

33 
2b 

22 

'i 

34.2 
21.4 

J  Minimum--. - 

Fort  Kent  .. 

Maximum... 

3-2 
23 

34 
21 

33 
15 

21 
4 

20 
0 

19 
-11 

25 
-  4 

31 
-10 

27 
-10 

28 

—12 

23 
9 

25 
-  9 

36 
2 

45 
4 

44 
18 

43 
26 

34 
4 

15 
0 

22 
-  2 

32 

38 
21 

37 
23 

40 
18 

40 
26 

■Si 
29 

36 

28 

39 
18 

40 
10 

41 
13 

40 
12 

32.3 
8.6 

Minimum 

GroenviUe  . 

Maximum... 

35 
22 

32 

18 

31 

22 

1 

24 
8 

22 
-  2 

32 
-  2 

2f 

25 
16 

24 
9 

36 
—  3 

26 
2 

31 
-10 

38 
20 

47 
10 

41 
27 

34 
8 

9 
—  3 

10 
-  1 

23 
4 

28 

32 

15 

41 

20 

47 
16 

36 
3! 

28 

44 
23 

4b 
16 

32 
20 

29 
13 

3;; 
17 

31.4 

11.5 

Minimum-... 

Eloviltoii  ... 

Maximum  ... 

35 
28 

35 
27 

32 
25 

27 
5 

34 
2 

24 
5 

28 
5 

2( 

20 
12 

28 
10 

31 

-  5 

22 
8 

25 

44 
14 

47 
13 

45 
9 

35 
27 

27 
4 

14 
-  4 

24 
4 

36 
13 

38 
27 

^^ 

47 
27 

40 
29 

40 
29 

42 
28 

50 
29 

88 
26 

35 
28 

40 
22 

34.0 
15.6 

1  Minimum.... 

Lewistoii  . . . 

1  Maximum... 

38 

39 

42 

33 

32 

30 

36 

26 

27 

32 

34 

26 

36 

42 

46 

15 

20 

28 

34 

36 

50 

45 

35 

42 

48 

50 

40 

32 

40 

35.9 

J  Minimum-... 

29 

27 

31 

17 

16 

12 

15 

19 

23 

19 

9 

5 

—  1 

23 

17 

32 

15 

6 

9 

15 

19 

25 

29 

26 

33 

32 

28 

24 

30 

24 

26 

iO.6 

Milliiiooket. 

Maximum-.. 

36 

37 

34 

34 

28 

25 

33 

80 

28 

28 

37 

29 

42 

48 

47 

38 

17 

12 

28 

33 

48 

50 

42 

37 

43 

62 

44 

32 

35 

35.4 

'  Minimum 

30 

25 

25 

l-J 

12 

9 

11 

4 

20 

18 

12 

15 

1 

20 

22 

28 

17 

2 

-  2 

8 

15 

21 

27 

28 

32 

30 

29 

19 

30 

21 

20 

18.2 

n\  It 

i  Maximum.  .. 

37 
30 

38 
25 

40 
28 

15 

11 

'I 

34 
10 

34 
11 

31 
22 

32 
19 

35 

4 

34 
15 

34 
—  9 

44 
20 

46 
19 

46 
31 

34 

34 
9 

17 
2 

80 
11 

34 
16 

49 

49 
24 

45 
32 

38 
31 

45 
29 

48 
23 

47 

36 
23 

40 
23 

38.0 
19.8 

'  Minimum.. -- 

Porthmcl 

i  Maximum  .  -  ■ 

40 

40 

39 

34 

36 

34 

32 

29 

28 

35 

30 

27 

40 

48 

45 

87 

39 

13 

22 

30 

38 

39 

50 

42 

87 

46 

47 

45 

43 

88 

44 

37.0 

'  Minimum-. -- 

30 

25 

32 

9 

5 

13 

8 

21 

25 

10 

5 

3 

0 

10 

10 

31 

13 

4 

6 

IG 

10 

14 

23 

25 

32 

30 

28 

23 

33 

22 

22 

17.4 

Riiraford 

!  Maximum --- 

39 

38 

42 

33 

29 

28 

37 

26 

27 

33 

36 

30 

80 

46 

51 

43 

40 

12 

17 

26 

30 

35 

46 

44 

38 

39 

45 

47 

40 

31 

40 

35.6 

'  Minimum.. - 

28 

29 

13 

15 

13 

14 

22 

15 

6 

5 

-  2 

24 

19 

24 

11 

2 

6 

11 

18 

20 

27 

25 

31 

32 

27 

21 

28 

22 

24 

18.1 

W       1 

S  Maximum... 

41 

40 

40 

39 

32 

32 

36 

36 

34 

31 

40 

35 

39 

43 

47 

46 

43 

20 

18 

30 

36 

40 

50 

6J 

45 

40 

45 

50 

50 

46 

43 

39.3 

1  Minimum -... 

80 

26 

29 

23 

5 

12 

6 

15 

23 

20 

* 

19 

-  3 

19 

15 

30 

20 

5 

4 

12 

17 

23 

29 

24 

33 

33 

30 

23 

34 

26 

24 

19.8 

A 

ew  Ilampsliiie 

Berlin  II 

iMaxinun.i.-- 

36 

37 

37 

23 

26 

25 

34 

28 

25 

26 

33 

29 

34 

41 

48 

41 

34 

5 

15 

22 

25 

31 

44 

39 

42 

36 

43 

49 

41 

28 

37 

32.7 

*  Minimnni..-. 

2 

23 

23 

18 

9 

3 

-  5 

5 

12 

15 

—  4 

5 

—  17 

-  3 

9 

25 

5 

2 

-  2 

b 

17 

17 

26 

30 

28 

16 

28 

21 

18 

11.1 

Concord  .... 

JMiixiiimm... 

41 
32 

41 

43 

43 
15 

33 
15 

11 

IS 

28 
25 

30 
26 

34 
21 

81 

31 

40 

tn 

48 

40 

35 

13 

27 

27 

38 

49 

47 

40 

t 

49 

52 

47 

37 

47 

38.5 

27 

32 

10 

15 

0 

lb 

17 

31 

IS 

6 

9 

18 

18 

24 

27 

34 

a 

30 

24 

32 

25 

25 

21.2 

DurhaiTi  .... 

)  Maximum.  -• 

43 

43 

40 

30 

35 

9 

37 

7 

6 

35 

21 

30 
23 

3b 

36 

31 

45 

48 

51 

43 

38 

27 

26 

29 

f? 

53 

61 

40 

^, 

51 

51 

48 

42 

47 

40.6 

(  Minimum -.. - 

29 

25 

25 

20 

5 

22 

—  7 

10 

10 

27 

28 

4 

17 

15 

19 

24 

23 

81 

83 

25 

19 

32 

25 

21 

18.9 

^'-'«--i-'^« ]^^=^:.:: 

32 

33 

26 

30 

20 

13 

19 

20 

25 

22 

21 

31 

21 

27 

34 

45 

40 

32 

3 

10 

15 

18 

24 

38 

44 

40 

29 

37 

40 

35 

16 

27.1 

-10 

15 

16 

10 

1 

—  4 

-19 

-20 

0 

10 

10 

11 

-21 

0 

6 

27 

—  6 

—10 

-10 

2 

9 

14 

9 

15 

24 

22 

10 

17 

9 

11 

4.1 

Keotie 

(  Maximum. -- 

36 

41 

39 

41 

33 

35 

87 

30 

31 

39 

33 

37 

40 

45 

50 

41 

37 

16 

28 

30 

39 

40 

52 

46 

42 

46 

47 

50 

48 

38 

47 

39.2 

1  Mininuim  — 

20 

21 

20 

13 

12 

s 

25 

26 

10 

11 

24 

-  4 

3 

11 

31 

16 

7 

10 

19 

11 

15 

18 

27 

84 

33 

26 

2) 

29 

2d 

22 

18.4 

Plymontli... 

S  Maximum. -- 

39 

37 

39 

35 

28 

29 

3a 

31 

30 

37 

35 

43 

48 

43 

19 

20 

23 

32 

34 

44 

45 

40 

44 

49 

45 

40 

41 

36.6 

(Minimum-... 

19 

22 

19 

11 

9 

^ 

* 

14 

25 

17 

"' 

13 

-15 

20 

14 

24 

15 

0 

2 

12 

8 

18 

24 

22 

30 

29 

25 

19 

25 

19 

Is 

15.1 

BiirliiiKloii 

Veiiiioiil 
1  Slinimum  — 

26 
16 

37 

18 

34 
19 

19 

12 

25 
10 

30 
2 

26 
12 

27 
20 

12 

30 

26 
10 

31 

43 
18 

41 
21 

44 
36 

39 
10 

10 
-  3 

21 

21 

10 

27 
11 

30 

40 
12 

36 
24 

39 
31 

39 
30 

43 

43 

2(. 

83 
26 

28 
18 

41 
23 

31.7 
15.6 

( 

11 

81 

)  Maximum... 

30 

31 

33 

15 

21 

22 

24 

26 

28 

25 

32 

25 

27 

30 

42 

43 

34 

9 

16 

23 

27 

36 

38 

38 

35 

39 

40 

35 

24 

34 

29.2 

Newport  ... 

(Minimum-... 

16 

20 

19 

7 

8 

5 

-  2 

4 

IS 

14 

10 

-  5 

-13 

11 

34 

—  3 

4 

g 

7 

1 

6 

li 

32 

29 

30 

23 

26 

17 

20 

12.1 

(  Maxinuiui  .-. 

34 

37 

27 

26 

26 

83 

26 

29 

28 

27 

27 

32 

46 

45 

44 

36 

10 

19 

19 

25 

31 

42 

41 

39 

42 

44 

39 

27 

40 

32.4 

North  field.  . 

iMmimui,,.  .. 

18 

19 

27 

U 

6 

-  2 

12 

21 

-14 

6 

8 

36 

10 

-2 

6 

2 

2 

6 

21 

32 

29 

28 

18 

21 

16 

21 

11.9 

)  Maximum  .  -- 

28 

39 

38 

44 

32 

31 

33 

31 

81 

34 

31 

84 

34 

43 

45 

48 

43 

17 

22 

26 

33 

34 

47 

41 

42 

43 

45 

47 

41 

35 

47 

36.7 

Rutland  .  . 

(  .Minimuiii--- 

13 

21 

34 

12 

6 

18 

6 

18 

22 

19 

22 

-  3 

4 

16 

33 

10 

0 

10 

16 

8 

11 

16 

27 

34 

31 

23 

24 

21 

22 

17.4 

j  Maximum... 

26 

35 

34 

27 

21 

23 

29 

31 

29 

27 

35 

27 

35 

43 

43 

44 

42 

16 

IS 

22 

29 

31 

42 

42 

37 

47 

48 

41 

36 

31 

S3. 2 

3t.  Albans.  . 

1  Minimum 

15 

15 

22 

5 

11 

14 

9 

12 

21 

15 

12 

14 

11 

20 

24 

35 

14 

-  4 

7 

12 

15 

16 

22 

27 

32 

27 

30 

29 

26 

15 

19 

17.6 

St-  Joliusbiiry 

Maximum... 

35 
17 

34 

22 

37 

33 

26 

27 
7 

34 

29 
8 

32 
25 

31 
IS 

31 
0 

33 

20 

42 
—  3 

49 

46 

44 

18 
0 

15 

4 

1 

30 

2 

33 
0 

47 
5 

41 
20 

41 
32 

39 
29 

43 
27 

44 
18 

43 

36 
19 

37 

20 

35.2 
13.4 

(  Minimum 

—11 

*  Maximum.  .- 

34 

37 

38 

35 

28 

31 

33 

29 

32 

33 

2S 

31 

43 

48 

44 

38 

18 

2.3 

24 

36 

36 

49 

40 

42 

43 

49 

44 

45 

35 

30 

35.9 

Woodstock  . 

(  Minimum. --- 

ilassacliHgelU 

15 

25 

32 

20 

10 

15 

0 

16 

23 

' 

-  2 

21 

-14 

-  2 

2 

23 

15 

1 

7 

16 

7 

0 

22 

32 

32 

23 

" 

22 

12 

14 

13.6 

Amlier.-it.... 

j  Maximum.-. 

33 

40 

44 

41 

32 

35 

35 

31 

31 

37 

32 

33 

41 

43 

47 

39 

40 

16 

26 

34 

39 

42 

54 

42 

43 

44 

48 

51 

49 

35 

48 

39.0 

(  Minimum-... 

22 

27 

31 

IS 

17 

20 

14 

25 

25 

19 

17 

21 

9 

9 

13 

33 

14 

15 

21 

17 

21 

24 

29 

33 

33 

31 

26 

33 

25 

24 

21.6 

P  , 

i  Maximum  --. 

39 

43 

48 

51 

36 

36 

33 

33 

33 

38 

34 

33 

41 

45 

45 

43 

42 

16 

30 

31 

42 

44 

56 

44 

40 

47 

51 

46 

46 

42 

49 

40.6 

1  Minimum---. 

31 

29 

36 

18 

18 

24 

19 

29 

28 

24 

22 

22 

16 

24 

28 

34 

16 

12 

16 

23 

22 

26 

31 

35 

36 

36 

33 

33 

36 

28 

27 

26.2 

Brockton  ... 

)  Maximum  ... 

35 

43 

45 

51 

38 

38 

37 

35 

45 

87 

35 

42 

47 

51 

46 

44 

25 

30 

44 

46 

56 

54 

40 

48 

53 

53 

48 

44 

50 

42.9 

(  Minimum. ..- 

29 

34 

27 

17 

21 

17 

27 

28 

22 

22 

24 

16 

23 

28 

28 

25 

13 

13 

22 

19 

24 

28 

31 

37 

36 

80 

30 

35 

36 

25 

25.6 

Concord .... 

)  Jlaximum  .  -- 

40 

42 

46 

46 

35 

37 

39 

31 

29 

38 

83 

38 

41 

45 

46 

40 

39 

11 

29 

31 

42 

43 

55 

50 

38 

46 

51 

50 

48 

39 

48 

40.2 

(Miniinnm.-.- 

30 

28 

33 

18 

16 

19 

13 

27 

26 

20 

13 

11 

-3 

14 

30 

12 

12 

18 

14 

20 

22 

24 

34 

32 

29 

23 

34 

26 

23 

20.6 

East  Wareha 

■>"• \^S=:.:: 

35 

42 

45 

42 

39 

37 

36 

40 

40 

40 

80 

41 

48 

50 

47 

41 

82 

32 

85 

45 

47 

58 

48 

41 

51 

51 

60 

50 

47 

62 

42.9 

27 

24 

29 

35 

15 

19 

13 

23 

30 

21 

21 

28 

19 

21 

24 

29 

32 

14 

14 

22 

13 

21 

24 

20 

37 

35 

28 

23 

35 

30 

25 

24.4 

Fall  River.  . 

)  Jlaximum  .-. 

33 

42 

41 

46 

37 

38 

35 

34 

34 

86 

37 

40 

45 

47 

45 

41 

18 

31 

37 

42 

46 

56 

50 

41 

48 

51 

50 

51 

43 

50 

41.4 

(  Minimum-. .- 

26 

24 

30 

24 

16 

20 

15 

25 

25 

20 

21 

20 

13 

20 

23 

30 

16 

11 

14 

20 

19 

22 

26 

34 

34 

34 

30 

27 

31 

26 

23 

23.2 

Fitclibiirg  .. 

i  Maximum... 

39 

43 

40 

47 

34 

37 

34 

33 

30 

36 

82 

30 

41 

45 

48 

43 

38 

18 

28 

32 

42 

42 

54 

48 

39 

45 

50 

48 

49 

40 

48 

40.0 

1  Minimum.... 

29 

26 

33 

22 

16 

17 

13 

25 

25 

21 

18 

23 

5 

19 

23 

82 

16 

11 

20 

18 

22 

28 

29 

33 

34 

29 

23 

84 

26 

24 

22.5 

Lawrence... 

37 

47 

44 

34 

37 

37 

37 

31 

37 

32 

31 

42 

46 

47 

38 

39 

16 

30 

41 

41 

54 

48 

39 

46 

48 

48 

47 

39 

49 

39.8 

(Miuinuun.".!; 

30 

22 

33 

17 

15 

19 

15 

23 

25 

20 

18 

20   5 

12 

17 

30 

15 

8 

11 

18 

18 

28 

27 

26 

33 

34 

30 

24 

35 

27 

24 

21.9 

Nanlncket.  . 

j  Maximum  .  .  - 

35 

39 

40 

41 

36 

37 

34 

42 

42 

37 

43 

38 

86 

44 

44 

44 

42 

21 

84 

35 

40 

42 

48 

45 

46 

44 

45 

42 

45 

43 

42 

40.2 

(Minimum---. 

30 

30 

32 

26 

22 

26 

24 

30 

30 

28 

80 

28 

29 

28 

32 

32 

20 

16 

19 

25 

25 

30 

33 

35 

34 

31 

32 

32 

28 

28 

■28.1 

Btockbridge 

i  Maximum... 

34 

38 

44 

45 

29 

33 

32 

31 

31 

87 

27 

32 

35 

39 

47 

44 

39 

13 

24 

31 

34 

37 

46 

42 

36 

40 

45 

47 

43 

32 

45 

36.5 

i  Minimum.--. 

16 

19 

28 

11 

10 

19 

5 

22 

25 

15 

9 

15 

-  8 

7 

16 

32 

11 

2 

18 

14 

23 

18 

25 

30 

2S 

27 

18 

25 

21 

20 

17-2 

Williainstow 

(Maximum... 

30 

35 

40 

42 

27 

31 

31 

31 

?t 

30 

31 

30 

85 

41 

44 

39 

18 

22 

30 

32 

38 

45 

46 

38 

89 

42 

45 

43 

34 
24 

42 

35.4 
19.4 

(  Minimum  .... 

14 

20 

28 

15 

8 

20 

24 

19 

14 

20 

—  3 

15 

14 

4 

12 

20 

14 

23 

28 

30 

33 

30 

30 

23 

27 

22 

Worcester  .  . 

\  Maximum  .  - . 

38 

41 

46 

48 

32 

34 
13 

35 

29 
23 

28 

37 

30 

40 

43 

49 

37 

12 

26 

81 

41 

41 

54 

46 
27 

87 

43 

47 
29 

47 
23 

47 
32 

36 
25 

46 
21 

38.5 
21.0 

1  Minimum.... 

27 

25 

31 

20 

14 

12 

25 

19 

12 

92 
22 

4 

23 

20 

31 

12 

6 

^ 

18 

14 

22 

28 

33 

liho'le  hlaiid 

Block  Island 

j  Maximum... 

35 

38 

42 

43 

34 

36 

32 

35 

35 

86 

42 

32 

34 

39 

42 

46 

41 

?? 

33 

21 

35 

39 

44 

46 

44 

43 
36 

43 
84 

45 
32 

44 
32 

48 

40 
29 

46 
29 

39.2 
27.8 

(  Minimum  — 

30 

30 

33 

21 

20 

26 

22 

29 

27 

30 

26 

23 

28 

31 

35 

19 

15 

26 

24 

28 

28 

34 

33 

Kingston  .. . 

(  Maximum... 

^^ 

40 

il 

49 

36 

37 

18 

36 

34 
27 

34 

38 
24 

37 

18 

B    f. 

42 

45 

44 

41 
23 

2S 
14 

16 

21 

41 

18 

46 
21 

55 
24 

50 
27 

42 
37 

49 
35 

49 
27 

49 
25 

tl 

43 

30 

51 

25 

41-5 
24.5 

(  Minimum-... 

27 

27 

32 

28 

18 

33 

27|  1, 

19 

25 

29 

S  Maximum .  -- 

35 

42 

47 

52 

37 

39 

38 

83 

S3 

40 

37 

33  42 

46 

49 

44 

42 

18 

31 

36 

44 

47 

57 

51 

41 

48 

54 

50 

51 

43 

52 

42.3 

Providence  . 

!  Minimum.... 

Coniiecliciil 

30 

35 

20 

18 

23 

18 

27 

28 

24 

22 

21 

18 

24 

33 

18 

11 

17 

23 

22 

25 

29 

86 

37 

35 

31 

30 

36 

26 

26 

25.8 

Cream  Hill 

(Maximum... 

31 

35 

41 

45 

29 

33 

30 

30 

30 

37 

28 

33 

36 

37 

50 

45 

40 

13 

25 

30 

34 

39 

46 

43 

40 

40 

46 

48 

45 

36 

46 

36.8 
18.9 

1  Minimum.... 

12 

17 

26 

18 

9 

15 

10 

24 

15 

20 

20 

10 

14 

21 

30 

13 

3 

14 

22 

21 

31 

27 

24 

25 

25 

18 

Hartford..  . 

jMaxinmm... 

39 

42 

46 

50 

36 

38 

34 

34 

31 

40 

35 

34 

38 

42 

46 

43 

39 

20 

32 

35 

40 

44 

55 

44 

44 

48 

52 

50 

48 

38 

53 

41.0 

(  Minimum.--. 

25 

27 

30 

16 

20 

25 

0^ 

20 

14 

23 

5 

7 

13 

33 

15 

11 

19 

24 

20 

27 

27 

30 

36 

33 

26 

26 

28 

27 

24 

22.3 

New  Haven. 
New  London 
Norwalk.... 

i  Maximum... 

40 

43 

49 

49 

35 

37 

32 

34 

43 

36 

39 

44 

46 

44 

40 

23 

34 

39 

40 

46 

54 

41 

46 

50 

50 

50 

49 

41 

53 

41.8 

'  Minimum..-. 

j  Maximum... 

27 

.... 

27 

..^^ 

17 

17 

23 

20 

25 

31 

22 

27 

27 

21 

..■^^ 

30 

35 

15 

.... 

.." 

21 

23 

22 

28 

..f 

35 

87 

35 

82 

.^^. 

34 

27 

26 

26.  si 

(  Minimum.- -- 

(Maximum.-- 

"36 

"45 

"hi 

"50 

■"38 

"36 

"32 

"33 

"34 

"45 

"36 

"3.5 

"40 

"46 

"50 

"48 

"46 

"25 

34 

39 

42 

"49 

"56 

"50 

"47 

"48 

"53 

"60 

"48 

"42 

"57 

"43:1 

iMinimum.-.. 

18 

25 

28 

25 

16 

15 

17 

25 

31 

12 

17 

21 

17 

11 

12 

Hf 

20 

13 

20 

20 

15 

21 

26 

26 

37 

32 

23 

24 

30 

28 

23 

21.8 

Putnam 

(  Maximum. -- 

.S8 

41 

47 

49 

35 

37 

36 

31 

30 

36 

36 

34 

39 

43 

46 

87 

29 

34 

41 

60 

46 

40 
33 

44 

48 
24 

48 
23 

47 
29 

26 

47 
25 

39.7 
21.0 

(  Mininiuni.... 

29 

26 

31 

24 

14 

15 

11 

24 

27 

18 

12 

22 

7 

9 

14 

29 

12 

17 

11 

19 

15 

21 

26 

27 

32 

Seepage  16  for  explanation  of  rete 

renc 

e  m 

irka 
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U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU 


JUi^  24  1941 


CLIMATOLOGICAL    DATA 


UNIVtKbiiy  of  iLiiNUIS 


23 


NEW    ENGLAND    SECTION 


a.  H.  NOTES 


Vol.  LIII. 


Boston,  Mass..  APRIL,  1941. 


No.  4. 


GENERAL  SUMMARY 

New  Enghind's  weather  during  April,  1941  was  very  warm 
and  very  dry.  In  on\y  one  year  (1921)  since  1888  when  records 
were  first  compiled  was  the  average  April  temperature  higher, 
and  in  the  northern  division  it  was  the  driest  April  of  record. 
The  period  from  the  13th  through  the  21st  was  extraordinarily 
warm,  accounting  for  much  of  the  above  normal  warmth  of  the 
month,  and  at  Boston,  Mass.  during  this  period  the  temperature 
averaged  about  15°  higlier  than  normal.  The  warm  spell  readi- 
ed its  climax  on  the  20th  when  temperatures  rose  to  near  or 
slightly  above  90°  over  nearly  all  sections  except  i\Iaine  and  those 

[Continued  on  page  221 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
103  records,  was  48.6°,  which  is  4.9°  above  the  mean  for  the 
past  54  years.  The  average  temperature  for  the  northern  division 
was  4G.5° ;  for  the  southern  division,  50.7°.  The  highest  month- 
ly mean  was  55.0°  at  Springfield,  Mass. ;  the  lowest  was  38.4°  at 
Caribou,  Me.  The  highest  recorded  was  95°  at  Durham,  N.H.  on 
the  20th;  the  lowest  was  7°  at  Bloomfield,  Vt.  on  the  1st.  The 
greatest  monthly  range  was  82°  at  Dorset,  Vt. ;  the  least  was  40° 
at  Block  Island,  R.I.  The  greatest  daily  range  was  56°  at  Ply- 
mouth, N.H.  on  the  29th. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
185  records,  was  1.06  inches,  which  is  2.29  inches  below  the 
mean  for  the  past  54  years.  The  average  precipitation  for  the 
northern  division  was  0.76  inch;  for  the  southern  division,  1.36 
inches.  The  greatest  monthly  amount  reported  was  4.79  inches 
at  Nantucket,  Mass.;  the  least  was  0.21  inch  at  Williamstown, 
Mass.  The  greatest  amount  in  24  hours  was  1.71  inches  at  Nan- 
tucket, Mass.  on  the  2-3d.  The  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  6,  which  is  4  below  the  mean 
for  the  past  54  years. 

The  average  snowfall  for  the  northern  division,  based  on 
94  records,  was  a  trace;  for  the  southern  division,  based  on  92 
records,  a  trace;  for  the  Section,  based  on  186  records,  a  trace, 
which  is  4.1  inches  below  the  mean  for  the  past  54  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  118  records, 
was  Northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  10.2  miles  an  hour,  which  is  1.2  miles  an  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged  69 
percent  of  the  possible  amount,  which  is  15  percent  above  the 
mean. 

Cloudiness  was  considerably  below  the  mean.  The  average  for 
the  Section,  based  on  128  records,  was  15  clear,  8  partly  cloudy 
and  7  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  14  stations,  was  67  percent,  which 
is  the  mean . 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.—    ]-6th,  S-Tith,  IGth,  18-29th. 

Halos,  lunar.—  3d,  G-7th,  9-1 1th. 

Halos,  soZar.— l-2d,4-7th,  13th,  15-16th,  18th,  23-24th,  28th. 

Hail. —  (dates  and  general  location)  -  20th,  Jackman,  Me.; 
24th,  Glencliff,  N.H. 

Tfmnderstorms.—   13-15th,    l7-21st,  24-25th,  30th. 

Fog,  dense.—  5-6th,  ll-22d,  24-26th. 

Frosts. —  (dates  and  general  locations)  "  Dates  of  last  killing 
during  month :  Early  in  month  (before  8th)  in  southern  Conn., 
R.I.  and  southeastern  Mass.  coast;  occurring  progressively  later, 
northward;  widespread  occurrences  in  interior  of  central  and 
northern  sections  on  26th,  and  scattered  occurrences  in  northern 
interior  sections  on  29th  and  30th. 

6Vee<.- (dates  and  general  location)  -  2d,  New  Bedford,  Mass. ; 
22d,  Williamstown,  Mass.;  29th,  Caribou,  Me. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


898.. 
899-. 
900.. 
901- • 
902.. 
903-. 
904,. 
905.. 
906.. 
907.. 
908.. 

909  . 

910  . 
9n.. 
912.. 
913.. 
914.. 
915.. 
916.. 
917.. 
918.. 
919.. 
920.. 
921.. 
922.. 
923.. 
924.. 
925.. 
926  . 
927.. 
923.. 
929.. 
930.. 
931 . . 
932.. 
933.. 
934-. 
935.. 
936.. 
937.. 

940.. 

941  •• 


45.6 
45.4 
50.2 
43.4 
4.5.9 
47.5 
43.6 
49.5 
44.2 
43.4 
5  i  46.2 

-13  I  45.4 
2  43.6 

-  3  I  51.0 
46.5 
46.3 
44.8 
47.9 


-10  ,  44.2 
1  ;  46.2 
-  2  !  45.3 
11  1  47.6 
1  1  45.0 
10  I  45.6 
5  I  46. 9 


10 


12  2.69 
16  4.42 
4.92 


4.9 
3.3 
13.9 


No.  of  days  (all 
NewKiigland) 


20 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,   1941 


Climatological  Data  for  April,  1941 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 

BangorU   

Bar  liarbor  (near 
Brassua  Damf.  ••- 

Brunswick  

Caribou'. 

Eastport' 

East  VViuthrop... 

Ellswoith  

EusMs  

Fanninstoii 

Ft.Fiiiitieia-'(no'r) 

Fort  Kent 

Gardiner 

GreeuvilleU 

Hiramt 

HoultoM 

Jaoknian 

Lewiston 

Macliias2 

Madison-* 

Middledam 

MillinockolS  

Milo ; 

Moosehead  '-^ 

North  iiridglon.-- 

Oldtown 

Orono. 

Fortliin<li. 

Presqne  Isle----  •■• 
Kipogi'iuisDaniT^- 

Rockland 

Rumford 

The  Forks 

Upper  Dam 

Vanceboro 

Winslowt^ 

WoodlaiHlS 

For  State     ••■ 
New  Hamvshire 

Berlin  II 

Bethlehem     ...... 

Cannon  Mt.2 

Concord  1 

Dixville  Notch  ... 

Durham    

Errolll^ ••-■■ 

First  Conn.  Lakef. 

Fitzwilliam** 

Franklin ■- 

Glenclill'  

Hampton , 

Hanover^ 

Hillsboro 

Keene^ 

Lakeport 

Lincoln^. 

Manchester 

Milan 

Nasluia-' 

New  Durhanit^  .... 

Newport  

Noi til  Stratford 2.. 
PinkhaniNotc.lit--' 

Plymouth 

W.  Stewartstown2. 
Wolfboro  I'^alls... 

York  Pond 

For  State     -  -  •  • 


Mt.  Washingtonft 


lont 


Bellows  Falls 

Bennington 

BloomHeldt 

Brattlehorol|3 

Burlington' 

Cavendish 

Chelsea 

Cornwallt 

Craftsbury  Com... 

Dorset 

EastBarnet^ 

East  Ryegate 

Enosbnrg  Falls.... 

Gilmaii 

MaysMillt 

Newfane 

Newport  Xt 

North  iieldl 

Readsboro^  

RochesterS 

Rutland 

8t.  Albans 

St.  Johnsbury 

8earsburgMt.2  . ... 
Searsburg  Sta.t^.-- 


Penobscot  — 

Hancock 

Somerset 

Cumberland.. 

Aroostook 

Washington  .. 
Kennebec  — 

Hancock 

Franklin 

Franklin 

Aroostook.... 

.Aroostook 

l-;eniiebec 

I'iscataquis  ... 
Cumberland- • 

Aroostook 

Somerset 

Androscoggin 
Wasliington  ■• 
Somerset  ...■■• 

Oxford.. 

I'eiiobscot 

Piscataquis — 

Somerset 

Cumberland-. 
Penobscot 


Cnniberlaud . .  ■ 

Aroostook 

riscata<iuis 

Knox 

Oxford 

Somerset 

Oxford 

Washington  ... 

Kennebec 

Wasliington  ... 


Merrimack- 

Coos 

Stratford  ... 
Coos 


do 

Cheshire 

Meirimack  — 
Grafton  ...... 

Rockingham.. 

Grafton  

Hillsborough 

Cheshire 

Belknap 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Strairord 

Sullivan 

Coos 

do 

Giafton 

Coos 

Carroll 

Coos   


Windham  .. 
Bennington 

Essex 

Windham  .. 
Chiltendeu.. 
Windsor.... 

Orange 

Aildison  ---- 

C>rieans 

Bennington 
Caledonia  .- 
Caledonia  .. 
Franklin.... 

Essex 

Windham... 
Win.dham... 

Orleans 

Washington. 
Bennington. 
W^iridsor  ... 

Rutland 

Franklin..  .. 
Caledonia... 
Bennington 
Bennington 


5-M 

139 

1,057 


1.110 

1.440 

4,100 

277 


880 
2,000 

500 
1.050 


See  page  22  tor  explanation  of  reference  marks. 


+  7.9 

+  '5.'6 
+  4.9 


+  4.4 
+  '5.'5 
+  '7.'5 
+  '6.'6 


+  7.8 
+  '6.'5 
+  '4.'4 
+  '6.'6 


+  7.0 
+  '6.'4' 


+  8.9 
+  '6.' 3 


IS 

13 

9 

13 

l.S 

1(1 

Ifi 

11 

18 

7 

11 

1,'S 

11 

14 

12 

24 

2 

Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Han  nail  I.  Hatch 
State  Normal  Scliool 

C  W.  Norsvvortliy 
W.  B.  Clark 
Samuel  D.Sonle 
U.  S.  Weather  Bureau 

C.  C  1'.  &  L.  Co. 
William  H.  Gumming 
p.  M.  Tripp 

Union  Water  Power  (^o 
Bangor  Hydro  Electric  CO' 
Great  Northern  Paper  Co 
Union  Water  Power  Co. 
Great  Northern  Paper  Co 
June  Jowler 
N.  W.  Roberts 
C.  L.  ('hadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station     , 
Great  Northern  Paper  Co. 
George  J.  Gumming 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler  I 

llollingsworth  Si.  Whitneyl 
St.  Croix  Paper  Co.  ' 


Edward  Fenn 

George  E.  Tucker 

Kenneth  Boothroyd 

U.S.  Weather  Bureau 

Sarah  H.  Gleason 

Univ.  of  N.H. 

Union  Water  I'ower  Co. 

Conn.  Valley  Lumber  Co. 

Mass.  Dept.  Public  Healt 

F.J.  Soutlimayd 

State  Sanatorium 

Frank  E.  Leavitt 

Dartmouth  College 

N.  II.  Research  Forest. 

C.  F.  Robbins 

Fred  Wiggin 

Edward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res.  Co. 

Peunichuck  Water  Work! 

E.E.Tobey 

IT.  1'.  Shepard 

F.  A.  smith 

J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Konueth  Berry 

U-  S.  Bureau  of  Fisheriea 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  Co, 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.S.Corp. 
Mrs.  Theo.  G.  Taplin  ttr 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  F.  DevinsHt 
L.  11.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttl 
Mrs.  .Tohn  J.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  W^eather  Bureaa 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  II.  Ross 
B.  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 
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Cllmatoloeical 

Data  for  April, 

1941 

Counties 

1 
1 

Temperature,  in  degrees  Fahrenheit          |      Precipitation,  in  inches 

No.  of  days 

f 

Stations 

L 

1 

11 

I 

w 

IS 

1 

1 

5 

if 

li 

1 

II 
Cl 

c 
■"2 

II 

2 
0 

'Z'S 
52! 

"S 

as 

% 

5 

Ix 

1 

1 

0 

Observers 

Vermunt  Cont'd 

Somersott^ 

Vernout!* 

Windham 

Windham 

Caledonia 

2.080 
228 

29 
0 
0 
0 
3 
0 
0 
0 

50 

43.4 

+  7.1 

86 

21 

18 

9§ 

44 

29 
43 
11 

27 
18 
21 
20 
73 

19 
106 
51 

57 
55 

124 
45 
48 
28 
21 
08 
54 
53 
15 
69 
77 
66 
19 

0.43 
0.42 
0.86 
0.29 
0  45 
0.80 
0.52 
0.58 
0.36 

..» 

0.90 
0.65 
1.27 

-3.65 
-2.70 

-2.' 35 

■-2.'22' 
-2. 93 
-2. 70 
-2.21 

■-2.'9i' 
-2.52 

0.14 
0.15 
0.37 
0.09 
0.18 
0.20 
0. 16 
0.13 
0.18 
0.48 

0.26 
0.26 
0.70 

T. 
0 
0 

T." 
T. 

0 
0.5 

T. 

0 
0 
0 

8 
4 
6 
5 
5 
6 
5 
7 
3 
6 

7 
5 
5 

15 
16 
20 

5 
8 
4 

10 
6 
6 

uw. 

L.  L.  Leonard 

West  Burke- 

Oilman  W.  Fordltl 
EVH  K.  Ooubleday 

West  Hartford-  -■ 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

400 

4U0 
1,450 

370 
1.640 

700 

White  Kiver  Jc.'^.. 

19 
8 
15 
20 
20 
15 

15 
23 

3 
12 

6 

4 
10 

9 

8 
6 

8 
10 
9 
6 
0 
6 

7 

uw. 

Wilmington- 

Waller  Adnnis  1 1 1 

49  1 
47.7 

47.8 
52.1 

+  7.4 
+  6.2 

■+6.5 

93 
93 

88 
90 

20 
SO 

20 
20 

id 
7 

21 

28 

4§ 
IS 

51 
68 

40 
44 

Benton  S.  Pinney 

MtuKtichmetti 

Adamsll-' 

Auiii»rstJ3 

Asblandt*.  

Beech  wood  *• 

Berkshire  ■•.... 

Hampshire 

Middlesex 

Norfolk  

750 
217 
227 
70 
640 

510 
110 

Coo 

1.3C0 
124 
398 
139 
18 
190 
402 
172 
240 
1.110 
15 
165 
325 
950 
60 
50 
1.C50 
90 

8iin 

1.030 
30 
30 
820 
148 
57 
85 
190 
53 
97 
275 
330 
100 
35 
63 
35U 
65 
1.  700 
920 
1.037 
1.G50 

"i.0.TO' 
40 
25 
400 
720 
970 
160 
199 
556 
8,'iO 
20 
20 
200 
520 
450 
1.205 
210 
224 
1.400 
900 
711 
960 
625 

19 
56 
0 
0 
56 

48 
0 
0 
56 
41 
52 
18 

11 
56 
0 
0 

N.  E.  Power  Co. 
Mass.  Agr.  Exp.  Sta. 

... 

State  Dcpt.  Public  Health 

Blue  Hill  Observatory 

0.  S.  Weuthor  Bureau 

Mrs.  Loring  H.  Ueed 

CilylSngiiicer 

State  Dept.  Public  Health 

State  Uept   Public  Health 

50.0 
61.6 

+  5.5 
+  5.2 

87 
89 

20 
20 

29 
32 

7 
7 

41 
39 

1.72 

1.70 
0.85 
1  91 
0.76 
0.77 
1.64 
0.92 
0.97 
3.21 
1.93 
0.88 
1. 24 
1.26 
0.52 
2.03 

-2.  35 
—  1.04 
-3.01 
-1.51 
-2  82 
-3.29 
-2.  48 
-3.00 
-2.60 

■-■i'os' 

—2.  40 
-2.  ,55 

'-3!54' 
-2.20 

0.75 
0.72 

"lj.'75' 
0.37 
0.26 

o.'ii' 

0.52 
0.90 
0.71 

0170 
0.68 
0.19 
0.76 

T 
0 
0 
0 
0 

0 
0 
0 

r. 

0.6 
0 
0 
0 
0 

T. 

0 
0 
0 
0 
0 
0 
0 
0 
0 
T. 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 

■r 
0 
0 

T. 

7 
8 
4 
5 
5 
6 
6 
4 
7 
7 

10 
4 

4 
5 

5 
8 
7 
6 
5 
7 
6 
11 
9 
4 
6 
8 
6 
8 
8 
6 

2 
6 
11 
10 
5 
8 
7 
5 

7 

9 
10 

10 
8 

11 
12 

w. 

Suffolk 

Worcester 

Plymouth 

Hampden 

Hampshire.  .... 

52.4 

+  5.5 

84 

20§ 

30 

12 

37 

19 

3 

8 

ue. 

-fold**  

,L  UillHS.... 
tail  Wnrehamlis  ■■ 

53.3 
52.5 
51.2 
48.6 
50.5 
52.0 
52.7 

+  6.4 
+  8.5 
+  6.2 

■  +  '4.'2' 
+  6.3 
+  5.9 

90 
87 
92 
84 
84 
92 
88 

19 
20 
20 
30 
30 
20 
20§ 

26 
25 
27 
27 
27 
24 
29 

12 

7 

7§ 
9 

7 
1§ 

41 
35 
47 
42 
38 
49 
41 

17 
22 
9 
12 
15 
15 

0 
2 
11 
13 

13 
6 

10 
5 

7 
8 

sw. 

Met.  Water  Works 
Met.  Water  Worku 
Fred  A.  Tower 
Joseph  L,.  Kelley 
Richard  C.  Brlgham 
Herbert  B.  Allen 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
HalphM.  Barker 
Bureau  of  Entomology 
State  Dept   Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  Engineer 
fitateDept.  Public  Health 

Worcester 

Middlesex 

Plymouth 

Bristol-. 

FitchburgS 

KraminghaniS 

Franklin** 

Worcester 

Middlesex 

Norfolk  

Worcester 

tiloucester   

'\-'i 

"si" 

90 

'36" 
20 

■'36" 
23 

4 

'38' 
39 

25 
15 
34 
30 
23 
46 
21 
43 
12 
21 
47 
30 
43 
90 
81 

116 
30 
55 
15 
26 
12 
38 
68 

128 
69 
24 
21 
25 
47 

21 

is' 

2 

7 

ue. 
n. 

Franklin 

Middlesex 

Worcester 

Barnstable 

Kssex  • 

12  '  ■'^l  * 

Orntml  •• 

1.07 
0.70 
3  27 
0.67 
1.35 
0.77 
1.06 
1.01 
3.48 
1. 87 
0.89 
1.43 
0.80 
0.97 
1.94 
2.15 
1.91 
1.27 
1.01 
0.72 
4.79 
1.67 
1.40 
2.71 
1.17 
0.82 
0.63 
0.84 
2.87 
0.71 
3.48 

-3!  69 
-0.89 
-2.83 
-2.81 
-2.95 

-2.09 
-0.06 
-2.05 
-3.11 
-2. 36 
-2.77 
-3.01 
-2.04 
-1.46 

-2.' 26' 

+  1.83 
-2.18 
—2.36 
-1.21 
-2.54 
-2.  46 
-2.72 
-2.82 
-1.44 
-3.04 
+0. 12 

0.34 
0.  29 
0.72 
0.33 
0.44 
0.37 
0.30 
0.40 
1.10 
0.  62 
0.41 
0.74 
0.39 
0.38 
0.72 
0.70 
0..58 
0.70 
0.66 
0.23 
1.71 
0.43 
0.85 
0.72 
0.29 
0.26 
0.21 
0.27 
0.90 
0.30 
1.41 

Har(lwl.-k*« 

0 
0 
41 
0 
0 
11 
0 
34 
0 
0 
53 
56 
55 
0 
0 
0 
0 
0 
0 
55 
58 
0 
0 
0 
0 
23 
0 
51 
0 
51 
36 
10 
0 
0 
0 
44 
0 

28 
55 
46 
0 
0 
0 
15 
22 
0 
0 
54 
0 
48 

Haverhilis 

54.3 

+  6.9 

92 

20 

29 

7 

38 

12 

9 

9 

Franklin 

Hampden 

Berkshire  

Worcester 

Barnstable 

Ussex 

Holyolie2 

HoosHC  Tunnel  ■•   ■ 
Hublmrdston".... 

49.8 

91 

20 

24 

7 

43 

20 

5 

5 

w. 

N,  15.  Power  Co. 

State  Dept.  Public  Health 

Stiite Teacher's  College 

47.4 

+  2.3 

76 

30 

28 

5 

28 

14 

7 

9 

ue. 

Ipstvicli'* 

State  Dept.  Public  Health 
E    i>  Mitchell 

Worcester 

Middlesex 

Lake  CochitiititetS- 

49.6 
51.3 
52.6 

+  3.2 

+  5.8 
+  6.6 

88 
90 

20 
20 
20 

22 
28 
27 

4§ 

7!! 
7 

40 
42 
36 

Met    Waterworks 

14 

9 

7 

w. 

Essex  Company 
Props.  Looks  ciii  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  It    Hoelzel 

Middlesex...... 

Bristol 

I'lymonth 

Essex 

M" 

'»ro" 

'ii' 

"2' 

"7 

,j'i'  

Worcester 

^^i^^'ninr,'-.::;;;. 

Nantucket 

State  Dept.  Public  Health 

18 

6 

' 

w. 

Montague  City 2  . 

Nantucket '  

New  Bedford 

Northbridgt!** 

Pembroke" 

Charlotte  A   Braun 

46.6 
50.4 

+  32 
+  4.5 

73 
84 

30 
30 

32 
33 

5 

7 

29 
34 

19 

8 
3 

8 

sw. 

U.  S.  Weather  Bureau 

&^'f^r!>\.b,ic  Health 
State  Dept,  Public  Health 
State  Dept.  Public  Health 
Met,  Waterworks 
Conir.  of  Public  Works, 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 

Worcester 

Plymouth 

Berkshire  

Worcester    

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

'si.'s' 

■  +  '7.'6' 

'gi 

"26" 

•26' ■ 

"4' 

'39 

Plttslield||2 

Plainfleld" 

Plymouth 

18 

7 

5 

w. 

49:4- 

+  4.9 

83 

30 

28 

5§ 

38 

55 

.52 

37 
27 
30 
35 
42 
44 
44 
21 
13 
68 
46 

m 

0 
35 
52 
29 
14 
54 
47 
99 

64 

.'•)2 

7 

loy 

29 
19 
47 
34 

10 

10 

10 

ne. 

Provlncetown 

49.6 

+  5.6 

81 

30 
20 

33 

2§ 

34 

14 

10 

6 

nu. 

IrviufT  11.  McNi.yr 

Shelbnrne  Falls||2 

8oatlibrldge*» 

South  Egremont**. 

Spot  Pond  

8prii.g(kld 

Franklin  

Worcester  ...... 

Berkshire 

Middlesex 

Hampden  

W'or(«stflr 

Berkshire 

Kssex   

50.8 

93 

24 

7 

40 

0.85 
1.37 
0.90 
1.63 

0  51 
0.83 
0.82 
2  00 
2.45 
0.57 
0.71 
1.20 
1.19 
1.07 
1.27 
0.80 
0.  52 
0.21 
1.02 
0.8.5 
1.37 

1.81 
1.99 
1.86 
1.53 

1  80 

1.21 
0.93 

1.88 
0.87 

-2.63 
-2.56 
-2.65 
—2.41 
-2,  82 
-2.  92 
-2.90 
-2.  47 
-1.83 
-2.55 
-2.43 
-2.45 

■-3.' 05 
-2.83 
-2,70 

-2.' 66' 
-2.38 
-2.  43 
-2.21 

-1.72 
-2.  62 

-i.'tjs' 

-2.06 

-2.43 
-3.  15 
-2.21 
-3.23 

0.17 
0..57 
0.48 
0.71 
0.25 
0.42 
0.28 
0,78 
0,76 
0.25 
0.38 
0.70 
0.41 

0!70 
0.34 
0.38 
0.15 
0.32 
0.44 
1.71 

0.97 
0.82 
0.  ■'iO 
0.71 
0.97 

0.65 
0.62 
0.80 
0.45 

0 
0 
0 
0 
0 
0 
0 
0 
T. 

0 
0 

T 
0 
0 
0 
0 

T. 
0 
0 

T. 

0 

0 
0 

0 
0 
0 
0 

6 
4 
3 
6 
4 
4 
5 
9 

5 
5 

6 
4 
5 
6 
6 
2 

4 
6 

11 

6 
7 
9 
8 

4 
3 

7 
4 

18 

7 

5 

uw. 

N.  E.Power  Co. 

State  Dei)t   Public  Health 

state  Dept.  Public  Health 
Met.  Waterworks 
U.  S.  Armory 

55.0 

+  7.7 

88 

1,5§ 

30 

3S 

36 

22 

1 

7 

ne. 

Stock  bridge 

Swampscott 

49.1 
46  0 
49.5 
50.6 

■47.'6' 
53. 8« 
52.2 

■  +  -3.-2 
+  4.2 
+  5.0 

88 
80 

87 

"m" 

92" 
92 

20 

30 
20 

'26' 
15 
20 

21 
25 
24 
25 

i'j 
27" 
26 

4 

12 
5 
4 

■■'ir 

6 
12 

48 
37 
44 
43 

'4S' 
40» 
43 

18 
18 
13 
8 

is' 

19 
14 

8 
4 
8 
16 

■7 
5 
7 

4 
8 
9 
6 

"s 

6 
9 

nw. 
se. 
sw. 

w. 

ne. 

Ncsbit  H.  Bnngs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  .feK.  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whilbrcad 

State  Dept.  Public  Health 

Tnrnera  Falls 

Ware" 

Webster  •• 

WestonS 

Franklin    

Hampshire 

Worcester 

Hampshire 

Hampden 

Middlesex 

Berkshire 

Worcester 

Berkshire  

Worcester 

Worcester 

West  Otis'* 

West  Rutland 

VVilllamstownS.... 

Wlnchendon" 

Worcester(a)3 

State  Dept.  Public  Health 
Mot.  Water  Works 
Williams  College 
State  Dept.  Public  Health 
Clifford  L.  Davis 

50.8 

+  6.8 

88 

20 

25 

4§ 

37 

13 

10 

7 

nw. 

51.2 
50.5 

47.0 
49.4 
46  2 
52.6 
48.8 

+  5.5 
+  5.3 

+  3.0 
+  5  0 

+  6.0 
+  3.3 

9! 
93 

73 
83 
71 
85 
85 

20 
20 

30 
30 
29 
30 
30 

23 
19 

33 
25 
2« 
32 
25 

4§ 

7 
8 
7 

8 

45 
49 

29 
42 
29 
39 
58 

18 
16 

16 

14 
14 
14 

8 
7 

7 
4 
15 
6 
8 

4 
7 

7 
14 

I 
10 
8 

n. 
ne. 

sw. 

uw. 

sw. 

Block  Island  1 

Kinifston 

Portsmouth 

Providence  1 

For  State 

Newport 

Washington 

Newport 

Providence   .... 

33 
100 
225 

8 

61 
52 

7 
71 

U.S.  Weather  Bureau 
Agr.  Kxp.  Station 
Agr.  Kxp.  Station 
U.  S.  Weather  Bureau 

ConnecUoil 
Baltics 

Utohfield""" 

140 

0 
0 
46 
0 

The  Baltic  Mills  Co. 

Water  Bureau,  Hartford 

Bridgeports........ 

Bnrlington2 

Fairfield 

Hartford 

144 
262 

53.4 

+  5.6 

86 

15 

31 

75 

39 

18 

11 

1 

nw. 

Bridgeport  Hydranllo 
Water  Bureau,  Hartford 

8ee  page  22  for  explanatioD  of  reference  marks . 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


April,  194 


Olimatolog'ical  Data  for  April,  1841 


Temperature,  iudegreea  Falireiiheit 


Precipitation,  in  inches 


Coiiiiedicnt  Co 


rwui 


rutiiani  

Salisbury 

8torrS''. 

Waterbnry  

Westhrook 

West  Hiirtlan.-12  . 
For  State- •   ■ 


New  London. 
Hartford  ... 
Litchlield  ... 


l.SUO 

450 

1.'220 


do 


New  Loudon. 

Kairtii'ld 

Wiiidlmm.... 
Litcbtield  ... 
Tolhuid  


+  '5.i 


Kdward  Bartmau 

Kdwiu  K.  Wilder 

T.  S.  Gold 

Danbury  Flying  Service 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bnrnau    , 

New  London  Water  Wor 

B.  W.  MoFarland 

U.S.  Weather  Bureau 

L.  M.Conistouk 

Civil  Aeronautics  Auth 

F.  Hurliraan 

Agr.  Exp.  Station 

William  .T.  Pape 

James  Rintoul 

Water  Bureau,  Hartfori 


PRR.SSUItli;.  WIND.  HUMIDITY,  AND  SUNSHINE 


Amlierst 

liloclt  Islaml 

Bine  Hill 

Uostou   

Binlinsiton  . . 

Caribou 

Concord  

Eiistport 

Greenville... 

Hanover 

Hartford 

Niintu<'lcet  ■  •• 
New  Haven.. 
North  field  ... 

Porthuid 

Providence . . 


Atmosphi 
(reduced 


ric  Pressure 
to  sea  level) 


30.43 
30.47 

811.45 


30.0ti  30.46 

30.04  30.4(i 

30.07  30.47 

30.08  30. 4C 
30.04  30.40 
30.07  30.47 


29.  45 

l:' 

•29.  58 

29.  fiO 

■■.T 

29.  54 

];'. 

29.  50 

12 

29.  65 

U 

29.07 

29.  03 

■Ih 

29.  48 

■J5 

29.57 

12 

29.69 

Kelative 
Humidity 


27  j  67 


[Continued  from  page  19] 

areas  southerly  exposed  to  the  0<;ean.  Many  stations  report 
record  high  April  temperatures  on  that  date.  Witli  the  exce 
tion  of  April,  1892,  the  month  was  the  driest  April  of  record  f 
the  Section  as  a  whole.  In  the  northern  division,  hardly  a  mes 
urable  amount  of  precipitation  fell  during  the  first  12  days, 
the  average  monthly  total  there  was  but  25  percent  of  norms 
Despite  this  lack  of  precipitation,  agriculture  made  an  early  ; 
rapid  advance,  ground  moisture  having  been  adequately  stor 
by  earlier  soil  absorption.  Maple  sugaring  was  brought  to 
abrupt  end  shortly  after  the  middle  of  tlie  month  by  the  adve 
of  the  warm  spell.  At  the  close  of  the  month,  rivers  and  streai 
were  settling  toward  a  medium  low  flow  without  having  reach 
the  seasonal  freshet  stage.  Reservoirs  were  generally  less  than 
full,  and  springs  and  ponds  were  deficient.  E. 


EXPLANATION  OF  EEFERENCE  MARKS 

Except  as  othcrwi.se  indicated  observations  arc  generally  made  late  in  tlir>  aftornoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obse 
vations.  Maximum  and  minimum  temperatures  reciu-ded  at  this  time  are  nearly  always  correct  for  tlie  date  on  which  they  are  recorded.  The  departures  from  the  normal  ten 
perature  are  computed  from  the  averages  of  the  entire  period  for  stations  liaving  10  or  more  years  of  record.  Dcpartuies  of  preciiiitation  with  15  years  or  more  of  record  i 
computed  from  a  normal  nr  ".standard  mean''  adjusted  to  a  uniform  3.5-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refe 
ence  letters  »,'','',  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  asfollows:  Maine  —  Brassau  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville; 
New  Hampshire  —First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  -  Bloomfield,  North  Stratford,  N.  1 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington ;  Somerset,  Wilmington ;  Vernon,  Shelburne  Falls,  Mass. ;  -  Massachusetts  -  Ashland, 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framiughani;  —  Connecticut-  Cream  Hill,  West  Cornwall;  Lake  Kouomoe,  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.     Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

•    Precipitation  included  in  that  of  next  measurement.  **    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  mornin 

recorded  as  of  preceding  day.  X    Precipitation  measured  with  recording  gage.  tt    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;   precipitation  and  temperature  is  for  24  hour  period,  midnight  to  midnight.  '^    Precipitatiou  measured  in  morning;  amoui 
rocoriled  is  for  preceding  24  hours.                     ^    Tnemometers  not  supplied  by  Weather  Bureau.                     §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily 

Pre 

cip 

itat 

ion 

for   April 

1941 

Drainage  basin 

Day  of  montli 

1 

1  1     2  1     3  1     4 

S 

6 

7|     8 

9 

10 

11 

12 

IS 

14  1  15 

16  1  17  1  18 

19 

20 

., 

22 

23 

24 

25 

26 

27 

28 

29 

80 

31 

ilmne 

1 

T. 

.03 

tv 

".ii 

.06 
T. 
.01 
.10 
.20 

4i 

.01 
■"26 

tv 

.20 

r\ 

T. 
.08 
.04 

T. 
.02 

.03 
.13 
.40 
.10 

.22 
.70 

.12 
.02 

0.46 
1.18 
1.06 

gj^"!'.::::::::: 

....do 

Kennebec 

....do 

•;;; 

Vio 

.06 
.12 

■.'28 
.12 

".in 

.19 

"Ai 

■:. 

■f.' 

.18 
.34 
.26 

"nc 

.... 

rwmiiiBtoii 

T. 

'.■i2 

T. 

I 

.04 

■:6i 

.04 

.87 
■.■36 

.81 
■.'06 

•.■io 

1.90 
0.62 

Kennebec 

.... 

Ktueji::::::- 

....do 

St.  John 

'.'.'.'. 

'.'.'.'. 

'.'.'.'. 

.39   .oi 

.26 

.... 

1.21 
1.34 
0.42 
0  78 

85 

.32 
.19 

!05 
.20 
.39 
.12 
.24 
.30 

.50 

.12 

.07 
.04 

.01 
.12 

tv 

.80 

■.02 
.13 

.01 

.... 

T. 

Kennebec 

igiou... 
-  Dftint.. 

Penobscot  

.05 
.12 

.44 
.05 

.18 

.03 

0.36 
0.53 
0.63 
0.78 
0.71 
1  22 

•r. 

.03 

T. 

.... 

.05 
.20 

■.■62 
.28 
.07 
.78 

■.i() 

'.■i4 

.... 
.04 

T. 
T. 
'1'. 

.Ob 

Penobscot  

■."05 
.14 

Vis 

.35 

■.'20 

.08 
.01 

•f. 
.12 
.08 

f.' 

Coast             

T 

.18 

St.  John 

i'enobscot  

1  31 

i,„irniiT,foin 

T. 

T 

.16 

.30 
.03 
.19 

.08 

120 
.21 
.08 
.20 
.10 

T. 
T. 

0  48 

.... 

'J-. 

.11 

T. 
.40 

St  Croix         

T 

.07 

■r 

.08 

r. 

.03 
.04 
.08 
.10 
.04 
.04 
.08 
.04 

0  63 

jpWiire 

.11 

•.•io 

T. 
.01 

f. 

.31 

T. 

T. 

:::: 

.... 

.■.';. 

.02 
.02 
.29 

.OS 

'.'2s 

■'io 

.15 

.05 

... 

Coast..... 

....|.... 

.01 

n.Laket. 

.08 

T. 

T. 

.57 

Merriniac 

T. 
.01 

% 

0  41 

.02 
.02 
12 

.... 

T. 

T. 

....do 

T. 

T. 

T. 

0.35 

.12 

.04 

0  42 

.11 

-s 

.16 

..mn.... 

.  .  do 

.17 

0.25 

.09 
.13 

.32 

T 

.21 

.03 

.27 

.12 

.48 

.16 

.19 

.05 

.33 

.08 

.06 

.20 

.10 
.07 

■.li 

.12 
.20 

T. 

.02 

.13 
.14 

.41 
.11 
.01 
.08 
.13 

0  40 

T. 

.03 

'1'. 

..lit 

Coniiecticnt 

.02 
'.'23 

.01 
.02 
.02 

.09 
.09 
.05 
.08 
.03 

■f 

.02 
T. 
.11 
.07 
.01 
.14 
.10 
.18 

.04 
f. 

■."31 

.40 
.10 

.Ob 

■."oi 

.01 

1  08 

....do 

.01 

,  1 

Chaniplain 

.12 

.01 

T. 

T. 
■.■64 

0  70 

Connecticut 

.... 

T. 

T. 

:2o 

.02 

0.26 

Chaniplain 

.06 

lalls.... 

.12 
.18 
.05 
.06 
T. 
.24 
.09 
.03 

1  14 

V69 
.10 

:g^ 

.08 
.12 
.11 

.11 
.05 
.03 
T. 

.08 
T. 

■.'64 

t. 

.13 
.19 
.09 

■f.' 

t. 

T. 

.14 

Champlaiu  

0  CO 

.  (near). 

...do 

■.'62 

"tv 

.16 

0.95 

;;ry 

T. 

0  49 

.01 

.01 

.03 

,.2 

do 

.37 

0.86 

do 

■V. 

T. 

.02 
.05 
.05 

.07 
■.■62 

0.36 

uSHttS 

Connecticut 

.14 
.01 
.17 
.27 

't'.' 

.04 

■.■62 
.26 

.22 
.75 

.70 

■r. 
.44 
.52 

■.■71 

.19 
.70 

T 

.06 

.48 

T. 

T. 
T. 
.05 

0.55 

Coast               

T. 
T 

T. 
T 

T. 

.44 
.22 

T. 
.03 

'.'12 

t^.^ 

1.72 

....do 

Connecticut 

T. 

1.70 

;•• 

0.77 

T. 

.40 
.25 
.59 
.08 

T. 

T. 

.03 

.05 
.04 

T. 

T. 

■.■67 
■.■38 

T. 

0.92 

.03 

.03 

.03 

«st  w  aieiiBin^ . 

Coast          

T. 
.11 

.62 

.01 

■.'62 

.56 

T. 
.12 

.49 
T. 

.90 

3.21 

^^Br""' 

....do 

.01 

.45 
.37 
.37 

.03 

■■.is 

.02 

1.93 

^Knn. 

... 

.17 

^^C»li<m> 

do 

T. 

'.'6i 

.03 
'f. 

.01 

.04 

.01 

.08 

.14 

1.24 

^^Bin** 

.43 

.68 
.■35 

^^Llnk** 

Connecticut 

.24 

.69 

T. 
T. 

.10 

.... 
.02 

'tv 

.05 
.05 

■.■is 
■.■i4 

.19 

.04 
T. 
.11 

.29 
.06 

'.0\ 
.3b 
.69 
.37 

0.70 

^HLiiio** 

Coast              

.19 
T. 

.65 

.17 
.04 

■.'62 

.72 

.45 

!0] 
1.10 
.46 

:7i 

.21 

■.■64 
".20 

3.27 

^Khiii 

0.67 

^Hta^Qt'nn** 

.40 
.12 
.2-2 
.25 
.39 
.43 

T. 

■.'64 

.07 
03 

.02 

.25 
■.'62 

.15 
.05 

1.01 

^^Kl- 

.06 

■,•,.-• 

0" 

.10 

.70 

.60 

.05 

tv 

.15 
.07 

".'78 
.16 

^HL«* 

do 

.26 

1.87 

^^B 

^^ELvoti 

Coast 

1    RR 

.05 

.33 
.16 

n? 

t. 
.13 

.11 

.01 

4.79 

^^E^n.^ 

....do 

1.67 

^^Em« 

... 

.14 

tv 

T. 

.21 

.05 

.01 
T. 

^^El*«. 

Coast 

T. 
T 

.06 
.19 

oq 

.59 
.51 

T. 

.09 

.70 
.55 

T. 

.90 
1.41 

.33 
.47 

2.87 

■■ 

T. 

3.48 

^^kS  ;■_«•* 

T. 

T. 

"on 

.46 

.01 
.22 

T. 

.57 
.20 

1.37 

^^■B«.«w^r.nV'«'• 

.43 

0.90 

^^KXlil 

Coniiecticnt 

Coast 

T. 
.01 

.12 

.13 

.06 
.06 
.08 
.02 
'1'. 
.03 
.03 

.03 

T. 

OS 

T. 
.38 

0.51 

^^^M 

.10 

.57 
34 

.05 
.04 

.76 
.25 

.38 

.14 

2. 45 

0.  57 

do 

.04 
T. 
T. 
T. 

.02 

.12 

.22 

.23 
■.■22 

(1.80 

^^^^■n>.n 

.15 

tV 

.03 

T. 

.14 
.03 
.06 

.03 

T 
.06 

.59 
.20 
.40 

.86 

T. 
'.'36 

.38 

.82 

T. 

.04 
.02 

.02 
.05 
.01 

.05 

T. 

:-:°^ 

T. 

.06 
.44 

.08 

f. 

.14 
.27 

T. 

.32 

(1.21 

Coniiecticnt 

Blackstone 

tV 

.07 
T. 

1.02 
0.85 

JW'We  Mand 

1.81 

do 

.021 

1.99 

.1 

■    :■       ,.„1 

'■■m  ...... 

....do 

T. 
T. 

.01 
.03 

.03 
.03 

T. 

T. 

.03 

1..53 

.18 

.70 

1.88 

■■ 

.15 

.35 
.76 
.03 
.13 

T. 
.05 
T. 
.06 

.10 
.04 
.19 
.02 

.30 
.41 
.47 
.66 

0.90 

1.26 

....do 

Coast 

T. 
.02 

T. 
T. 

.31 

.80 

i?' 

T. 

.';. 

T. 

.01 
.06 

T. 

T. 

1.04 

1.75 

do 

•••• 
.12 
.13 
.26 

1.25 
.02 
.09 
.06 

... 

.07 
t. 

.03 

.70 
.68 
.71 
.54 

2.6.5 

Qninebaug 

Willimantic 

T. 
T 

T. 

.02 

.05 
.15 
T. 

:':. 

:::: 

T 
T. 

1.06 
1.25 

'aterbury 

0.86 

See  page  22  for  expIanatioD  of  reference  marks. 

^^^ff 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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April,  1\ 


Daily  Temperatures  for  April,  1941 

Day  of  Mouth                                                                                                         | 

Stations 







Mei 

J_ 

_2_ 

3 

4 

_L 

_i 

_!. 

Jl 

J. 

10 

^ 

12 

-ii 

ii. 

15 

2L 

_^ 

19 

20 

^ 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Maine 

Bar  Harbor  (near) 

5  Maximum... 
'  Minimum 

49 
25 

47 
24 

53 

54 
30 

57 

32 

54 
29 

49 
20 

49 
33 

57 
30 

68 
35 

5S 

57 
34 

58 

60 
29 

62 

38 

67 
39 

65 
38 

73 
37 

30 

73 

52 
35 

53 
35 

68 
39 

53 
27 

71 
35 

71 

56 
34 

....  Co^. 
C35 

Eastport  

;  Maximum... 

50 

39 

4S 

49 

46 

37 

43 

44 

49 

49 

4S 

51 

At 

44 

47 

57 

5S 

"5a 

"44 

"52 

69 

48 

43 

46 

47 

63 

48 

48 

....     Ai 

Minimum  — 

32 

29 

30 

34 

31 

27 

24 

36 

33 

34 

.34 

32 

35 

38 

39 

38 

38 

39 

42 

41 

32 

36 

34 

37 

38 

34 

....      34 

Fort  Kent 

1  Maximum.  ■• 

47 

45 

41 

45 

41 

43 

47 

50 

50 

54 

65 

61 

59 

57 

56 

51 

54 

54 

61 

62 

49 

50 

50 

47 

60 

61 

62 

53 

49 

....      52 

'  Minimum 

2C 

20 

22 

27 

11 

22 

b 

29 

23 

27 

19 

22 

28 

26 

34 

37 

25 

32 

35 

39 

40 

29 

26 

29 

33 

26 

24 

23 

28 

32 

....      2f 

Greenville   

j  Maximum.  ■• 

47 

47 

47 

51 

56 

42 

42 

52 

55 

57 

54 

62 

45 

67 

60 

51 

60 

59 

80 

65 

42 

58 

43 

47 

60 

54 

66 

74 

50 

....      64 

!  Minimum  — 

17 

24 

26 

19 

14 

21 

20 

23 

20 

31 

24 

23 

26 

36 

28 

27 

39 

40 

40 

37 

30 

26 

34 

27 

24 

30 

34 

29 

29 

....      27 

Houlton    

40 

48 

52 

49 

49 

37 

40 

40 

59 

54 

55 

50 

45 

48 

57 

48 

48 

56 

51 

75 

69 

57 

50 

45 

48 

50 

53 

60 

55 

47 

....      5! 

i  Minimum. •■• 

24 

24 

28 

33 

28 

26 

24 

29 

34 

33 

24 

28 

29 

34 

33 

40 

39 

40 

37 

47 

54 

32 

25 

37 

40 

34 

34 

28 

....      3c 

Lewistoii 

S  Maximum... 

49 
25 

48 
28 

53 
32 

53 
29 

55 
26 

45 
30 

50 
27 

58 
30 

60 

62 
33 

56 
31 

66 
28 

56 
32 

68 

74 

6b 

54 

64 

60 
43 

78 

71 

51 

54 

49 

52 

38 

.56 
33 

52 

72 

64 

69 

....      bi 

(  Minimum 

27 

45 

50 

41 

37 

43 

43 

50 

33 

42 

41 

46 

38 

40 

3f 

MiUiiiocket 

1  Maximum .  •• 

48 

47 

53 

52 

58 

53 

49 

55 

63 

61 

55 

65 

63 

56 

63 

64 

63 

59 

57 

79 

68 

62 

56 

54 

54 

61 

59 

71 

66 

62 

....     5J 

'  Miniunnn 

25 

26 

27 

33 

20 

29 

25 

35 

25 

30 

33 

23 

27 

39 

35 

44 

26 

42 

38 

40 

51 

34 

35 

38 

39 

31 

46 

46 

28 

36 

....     3c 

OUUown   

5  Maximum... 

50 
27 

49 
25 

53 
29 

53 
29 

65 
25 

50 
32 

49 
23 

51 
36 

59 
27 

59 
36 

58 

63 
27 

63 
31 

58 

61 

62 

62 
32 

5b 
43 

58 
42 

76 

74 

68 

56 

53 

53 

55 
32 

55 

70 

69 

59 

....     5S 

Miiiimuni-  •  •  • 

34 

40 

42 

41 

50 

39 

38 

41 

40 

44 

37 

39 

3.' 

Porllaiid  

)  Maximum... 

4b 
23 

46 
28 

56 
35 

55 
29 

52 
24 

47 
32 

53 
27 

58 
28 

60 
26 

60 
32 

51 
28 

57 
25 

55 
34 

77 
43 

75 
49 

71 
36 

56 
32 

70 
44 

56 

45 

72 
45 

72 
45 

56 
33 

51 
25 

48 
36 

51 
31 

47 
27 

^f, 

76 

44 

.59 
35 

76 

....     5> 

42 

3- 

Runiford 

i  Maximum  . .  • 

50 

49 

54 

54 

56 

50 

51 

59 

61 

64 

68 

66 

66 

80 

69 

54 

65 

70 

74 

50 

57 

48 

50 

58 

57 

74 

78 

....     6 

'  Minimum  • .  •  ■ 

25 

27 

27 

27 

24 

29 

25 

31 

27 

30 

32 

29 

29 

43 

46 

38 

33 

4b 

43 

43 

47 

35 

29 

38 

40 

35 

48 

4.3 

1  Maximum  .  •  • 

53 

53 

57 

56 

57 

54 

5J 

58 

63 

64 

64 

67 

67 

72 

72 

70 

69 

68 

80 

82 

70 

57 

66 

50 

62 

59 

75 

75 

65 

'.'.'.'.     6: 

Winslow  

1  Minimum.... 

27 

28 

32 

24 

33 

27 

3b 

28 

33 

40 

29 

32 

43 

43 

51 

34 

44 

45 

42 

52 

39 

27 

41 

41 

31 

40 

46 

38 

45 

....     31 

New  Hampshire 

Berlin  II 

S  Maximum.  .. 
1  Minimum.... 

47 
14 

45 
24 

50 
21 

52 
21 

59 
19 

53 
26 

46 
20 

54 
26 

58 
23 

63 
26 

58 
27 

66 

2i 

28 

69 

40 

78 
46 

66 

46 

64 
30 

66 
43 

75 
46 

87 
43 

64 

53 

56 
30 

59 

27 

54 
38 

56 

57 
29 

57 

69 
39 

76 
29 

68 
38 

....     & 

i  Maximum  ... 

47 

48 

56 

58 

53 

52 

52 

60 

63 

62 

67 

73 

86 

74 

76 

74 

82 

92 

67 

55 

62 

60 

56 

54 

60 

77 

81 

81 

....     6 

Concord 

I  Minimum 

27 

27 

32 

28 

27 

31 

22 

32 

23 

3( 

30 

2t 

31 

48 

52 

46 

40 

51 

50 

52 

51 

3b 

28 

41 

35 

39 

40 

51 

36 

42 

....      3 

)  Maximum... 

50 

47 

59 

63 

49 

54 

6b 

62 

60 

67 

70 

75 

88 

86 

72 

73 

74 

92 

59 

54 

57 

54 

55 

78 

76 

80 

....      6 

Durliara 

i  Minimum.... 

22 

30 

24 

20 

35 

18 

27 

24 

29 

25 

22 

25 

44 

47 

53 

30 

46 

47 

45 

38 

23 

39 

29 

30 

36 

39 

26 

44 

....      3. 

First  Conn.  Lake 

j  Maximum  .  ■. 

30 

36 

42 

40 

39 

40 

49 

40 

48 

51 

54 

54 

59 

53 

51 

67 

56 

61 

59 

73 

82 

54 

37 

51 

50 

47 

59 

55 

60 

70 

....      ol 

)  Minimum.... 

12 

15 

15 

18 

12 

21 

19 

18 

20 

21 

25 

23 

26 

32 

36 

35 

29 

3b 

37 

43 

4; 

25 

19 

27 

32 

29 

30 

33 

25 

33 

....      21 

j  Maxinumi... 

42 

48 

55 

58 

52 

56 

51 

60 

G3 

66 

63 

6b 

6j 

71 

86 

74 

75 

75 

83 

91 

56 

61 

57 

58 

54 

60 

78 

82 

....      6i 

Keens 

i  Minimum  — 

28 

26 

26 

25 

25 

37 

25 

25 

25 

25 

25 

27 

43 

44 

53 

42 

44 

4b 

52 

50 

24 

41 

33 

31 

35 

50 

32 

4-2 

....      3J 

(  Maximum  . .. 

4b 

47 

42 

51 

54 

55 

48 

57 

60 

65 

62 

6b 

65 

65 

82 

73 

60 

68 

7b 

91 

78 

5f 

61 

57 

65 

60 

65 

75 

82 

7b 

..        t>J 

Plymouth 

i  Minimum.... 

23 

16 

28 

23 

19 

29 

28 

30 

20 

25 

20 

22 

22 

40 

42 

50 

30 

45 

45 

40 

53 

21 

35 

30 

32 

48 

26 

43 

...       3» 

Vefi-monl 

j  Maximum  ... 

42 

36 

45 

49 

51 

45 

43 

52 

56 

67 

60 

66 

58 

62 

76 

59 

72 

64 

81 

86 

62 

48 

58 

5c 

53 

59 

63 

70 

77 

70 

...       bl 

Burlington 

\  Minimum 

23 

24 

29 

27 

28 

30 

25 

29 

28 

30 

81 

33 

46 

52 

55 

39 

40 

46 

55 

61 

41 

34 

27 

38 

36 

42 

41 

34 

46 

...        31 

(  Jilaximum .  .. 

37 

38 

40 

44 

47 

48 

37 

45 

50 

63 

52 

59 

56 

5b 

72 

55 

64 

60 

75 

84 

61 

43 

54 

5£ 

4b 

60 

62 

62 

75 

65 

...        5i 

Newport  

1  Minimum.... 

17 

25 

24 

25 

26 

27 

23 

24 

26 

28 

2? 

30 

35 

47 

50 

36 

36 

43 

46 

34 

29 

40 

35 

35 

40 

39 

34 

41 

...        3) 

Maximum  . .. 

45 

44 

49 

49 

52 

44 

52 

68 

59 

60 

65 

65 

62 

78 

62 

73 

66 

81 

8S 

64 

46 

59 

55 

59 

61 

63 

70 

78 

73 

....      68 

North  field 

\  Minimum.  .. 
tlaximum .  •  • 

23 
45 

22 
54 

62 

27 
55 

21 
45 

22 
56 

23 

63 

25 
61 

25 
64 

25 
66 

30 
65 

47 
68 

47 
83 

35 
65 

34 
72 

46 

70 

54 
81 

63 

8h 

40 

2! 
60 

23 
61 

39 

36 
61 

31 
63 

32 
62 

35 
72 

29 

78 

51 

;:::  % 

47 

46 

Rutland    

30 
41 

23 
36 

25 
45 

23 
49 

26 
53 

39 
52 

24 
45 

24 
52 

25 
57 

28 
59 

27 
60 

27 

32 

58 

50 
62 

49 

45 
6b 

39 

71 

46 
64 

54 
81 

56 
87 

52 
81 

37 

47 

26 
60 

45 
56 

37 
55 

35 
67 

64 

39 

78 

48 
69 

....     31 

...     et) 

Minimum...- 
Maximum.  .. 

8t.  Albans 

Minimum 

26 

25 

28 

28 

30 

30 

22 

31 

36 

33 

3S 

48 

51 

58 

38 

43 

48 

50 

64 

46 

31 

30 

37 

^\ 

39 

39 

40 

50 

....    s)» 

Maximum .  . . 

45 

42 

46 

50 

54 

55 

46 

53 

59 

60 

61 

66 

63 

59 

79 

76 

6b 

70 

80 

89 

61 

5b 

57 

57 

64 

71 

78 

76 

StJohnsbury  

Jlinimum.'. .. 

16 

22 

26 

24 

22 

32 

25 

24 

24 

25 

25 

27 

27 

46 

46 

43 

31 

44 

49 

60 

52 

23 

42 

39 

3C 

34 

29 

55 

...  .    s5 

Maximum . . . 

48 

44 

50 

55 

50 

57 

48 

57 

?.• 

64 

6fi 

70 

68 

73 

81 

77 

78 

73 

85 

93 

84 

C-J 

61 

63 

63 

6C 

64 

75 

80 

82 

....    f 1 

Woodstock 

Mininuim.... 

16 

17 

25 

22 

22 

32 

21 

23 

25 

25 

24 

25 

26 

44 

52 

33 

46 

47 

53 

53 

35 

21 

41 

36 

29 

30 

43 

29 

48 

....     £p 

Massachnsetls 

I 

Amherst 

Maximum... 

47 

49 

57 

60 

50 

56 

55 

62 

65 

66 

65 

67 

64 

75 

86 

74 

74 

76 

83 

90 

67 

56 

61 

67 

62 

56 

60 

77 

81 

82 

f\. 

Minimum.... 

28 

33 

31 

29 

29 

34 

30 

30 

28 

32 

31 

31 

34 

45 

53 

53 

49 

48 

52 

53 

50 

37 

23 

38 

32 

34 

37 

52 

37 

48 

i- 

Boston 

Maximim!  ... 

44 

42 

50 

50 

44 

43 

49 

55 

63 

59 

52 

57 

64 

77 

7b 

73 

65 

74 

74 

8£ 

73 

59 

59 

50 

52 

46 

60 

78 

71 

82 

....      i' 

Miuimum.... 

38 

35 

36 

36 

36 

36 

32 

39 

44 

36 

38 

49 

•51 

50 

46 

52 

52 

54 

44 

43 

40 

38 

39 

48 

49 

44 

J  J 

Brockton 

Maxinuim  ... 

55 

49 

55 

57 

51 

42 

51 

58 

6J 

61 

59 

67 

65 

80 

76 

64 

78 

76 

8^ 

75 

72 

59 

68 

55 

49 

45 

75 

84 

....      (" 

Minimum.... 

34 

35 

35 

34 

31 

35 

31 

36 

35 

39 

40 

30 

34 

45 

k 

61 

38 

48 

49 

50 

57 

43 

36 

42 

39 

38 

35 

44 

52 

50 

'i; 

Concord 

Maximum... 

50 

44 

60 

60 

50 

47 

57 

62 

64 

66 

59 

66 

65 

79 

76 

69 

77 

80 

92 

71 

59 

61 

58 

57 

50 

56 

77 

80 

82 

....        *i 

Miinmum.... 

29 

34 

34 

28 

28 

31 

27 

31 

23 

31 

29 

28 

48 

52 

49 

43 

47 

49 

53 

47 

40 

27 

41 

32 

32 

44 

33 

45 

ci 

Kast  Warehamll 

Maximum .  .. 

52 

42 

50 

56 

50 

40 

50 

53 

CO 

62 

59 

58 

52 

81 

68 

73 

60 

72 

66 

66 

77 

61 

56 

55 

54 

47 

50 

75 

68 

84 

....    ;!♦ 

Minimum.... 

29 

37 

32 

28 

40 

40 

30 

30 

27 

35 

38 

29 

34 

42 

46 

45 

39 

43 

48 

50 

40 

30 

44 

37 

34 

36 

36 

40 

42 

....     t3 

Fall  River 

Maximum  ... 

,57 

44 

55 

59 

47 

44 

54 

60 

60 

65 

63 

59 

54 

79 

74 

76 
49 

65 

7^ 

70 

75 

75 

70 

56 

56 

58 

46 

47 

78 

77 

84 

36 

33 

32 

30 

29 

36 

27 

33 

31 

39 

28 

32 

4S 

53 

43 

47 

46 

47 

52 

40 

3c 

41 

33 

34 

43 

41 

4  b 

Fltchburg  

iMaxinnuu"."". 

42 

45 

58 

62 

50 

49 

54 

62 

66 

68 

59 

69 

58 

75 

85 

75 

76 

77 

69 

92 

80 

60 

6£ 

61 

55 

51 

59 

80 

82 

84 

....    '  ■'" 

'  Minimum 

28 

34 

34 

30 

26 

34 

24 

35 

32 

38 

30 

28 

39 

49 

55 

45 

49 

5? 

57 

28 

40 

35 

30 

38 

47 

54  ...1     ■  ' 

j  Maximum... 

49 

44 

58 

53 

52 

46 

54 

60 

64 

61 

63 

65 

64 

76 

86 

74 

69 

76 

77 

72 

58 

58 

52 

55 

51 

55 

79 

80 

bS|....l    ^■" 

Lawrence 

\  Minimum.... 

30 

33 

31 

30 

35 

28 

35 

30 

36 

32 

28 

35 

47 

52 

50 

43 

48 

49 

52 

55 

42 

34 

41 

37 

34 

39 

46 

38 

4o 

.1 

Nantucket 

J  Maximum... 

52 

41 

42 

46 

45 

43 

43 

47 

56 

57 

55 

52 

47 

60 

61 

65 

54 

66 

58 

62 

6b 

56 

51 

48 

51 

43 

44 

66 

57 

7b 

Minimum.... 

35 

32 

34 

32 

34 

35 

37 

36 

40 

36 

34 

34 

44 

46 

4£ 

41 

42 

46 

46 

46 

44 

44 

42 

40 

38 

39 

42 

45 

44 

■■■■     :5 

StocUbridge    

Maxinnim .  . . 

45 

46 

53 

57 

45 

55 

51 

59 

62 

64 

66 

65 

71 
46 

83 

42 

76 

75 

83 

88 

73 

51 

60 
23 

53 

63 

58 
29 

59 

73 

79 
31 

79 

";:  ;o 

25 

28 

26 

30 

23 

23 

23 

27 

26 

27 

2£ 

44 

41 

46 

49 

5C 

50 

34 

37 

28 

38 

46 

44 

Williamstown 

Maximum... 

47 
27 

47 

46 

54 
25 

49 
30 

55 

47 
26 

56 
25 

58 
26 

61 
30 

63 
30 

65 

6f 

69 
50 

81 
49 

71 
53 

75 
43 

69 

81 
52 

62 

79 
51 

54 
36 

61 

28 

55 
44 

62 
34 

57 
36 

59 
41 

75 
43 

75 

79 
54 

'I 

Minimum.... 

28 

28 

48 

jraximum .  . . 

50 

44 

57 

60 

48 

49 

51 

60 

62 

63 

59 

6f 

63 

75 

85 

78 

71 

77 

80 

91 

73 

58 

60 

5f 

55 

49 

57 

77 

79 

82 

Worcester 

(Minimum.... 

26 

32 

32 

29 

26 

33 

23 

35 

26 

36 

30 

28 

39 

46 

55 

56 

42 

48 

53 

63 

56 

26 

32 

32 

37 

49 

34 

48 

....  -•■> 

Rhode  Isla-' 

id 

Block  Island 

Maximum... 

f. 

41 
35 

49 

49 
34 

41 
34 

42 
35 

45 

54 

52 

57 

53 

47 
34 

46 
34 

67 
43 

46 

43 

54 
42 

65 

58 
44 

61 

4f 

66 

48 

62 

50 
39 

53 
43 

61 
40 

44 

37 

60 
37 

68 

44 

69 
46 

73 
44 

Minimum.... 

38 

36 

33 

34 

44 

41 

Maximum . .. 

57 

53 

55 

55 

46 

39 

52 

59 

55 

62 

d 

56 

51 

81 

76 

74 

60 

71 

66 

69 

75 

68 

56 

58 

67 

51 

62 

76 

77 

83 

'.'.'.'.       8 

Kingston 

Minimum 

31 

37 

35 

30 

28 

44 

30 

25 

26 

35 

29 

27 

34 

44 

47 

52 

40 

44 

43 

46 

52 

39 

29 

43 

37 

37 

42 

35 

38 

Providence 

1  Maximum... 

57 

44 

37 

6C 

61 
36 

49 
33 

46 
35 

54 
32 

63 
37 

63 
35 

65 
44 

61 

59 
35 

64 
35 

81 
48 

81 
58 

78 
49 

58 
46 

78 
50 

64 

51 

70 
49 

76 
54 

60 
43 

56 
37 

61 

57 

46 
36 

64 
40 

79 
49 

72 

47 

85 
4b 

'  Minimum.... 

34 

38 

39 

Conneetici 

I 

Cream  Hill 

(Maximum... 

50 

48 

55 

60 

58 

67 

51 

59 

61 

66 

67 

63 

6J 

78 

82 

80 

73 

73 

80 

76 

54 

67 

55 

63 

55 

58 

72 

76 

78 

'  Minimum.... 

35 

32 

28 

27 

33 

2b 

30 

31 

35 

34 

4S 

6( 

52 

47 

45 

53 

67 

50 

32 

28 

3b 

30 

35 

36 

46 

45 

47 

Hartford 

1  Maximum.  .. 

52 

48 

60 

59 

46 

54 

57 

63 

61 

66 

65 

63 

61 

75 

72 

79 

79 

85 

74 

68 

59 

61 

63 

54 

61 

78 

72 

84 

'  Minimum 

31 

36 

34 

28 

30 

32 

26 

29 

29 

36 

33 

33 

35 

47 

52 

51 

49 

45 

52 

52 

53 

41 

32 

41 

36 

38 

41 

56 

39 

44 

!!!! 

New  Haven 

New  London  

1  Maxinunn.  •. 

57 

52 

59 

55 

45 

55 

57 

64 

55 

65 

67 

56 

55 

83 

86 

74 

64 

69 

73 

72 

57 

5( 

61 

5i 

54 

62 

78 

67 

84 

!!!! 

'  Minimum 

1  Maximum.  .. 

41 

39 

36 

37 

40 

35 

38 

35 

40 

40 

45 

55 

52 

50 

5; 

50 

49 

54 

43 

43 

39 

42 

56 

50 

53 

Norwalk 

)  Minimum.... 
S  Maximum... 

"60 

■■53 

"61 

"57 

"46 

"56 

"57 

"62 

"60 

"65 

"65 

"59 

"59 

"84 

"88 

"80 

"7i 

"76 

"72 

"78 

"73 

"64 

"64 

"62 

"58 

"54 

"65 

"78 

'  74 

"85 

(Minimum.... 

40 

35 

26 

28 

41 

25 

27 

28 

30 

29 

29 

31 

43 

50 

52 

48 

41 

46 

60 

56 

40 

28 

42 

35 

41 

54 

38 

45 

_   i_-_, 

1  Maximum... 

55 

48 

57 

59 

4S 

46 

52 

62 

62 

62 

59 

63 

62 

77 

83 

79 

67 

76 

74 

87 

81 

55 

58 

59 

58 

51 

55 

75 

73 

82 



I  Minimum 

30 

33 

29 

37 

28 

30 

23 

34 

29 

30 

31 

45 

60 

57 

39 

46 

48 

61 

54 

26 

26 

40 

32 

33 

38 

48 

34 

44 

;.  8 

See  page  22  for  explanation  of  ref e 
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U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA 


U»,,V'..l!wl  \    >' 


GLAND    SECTIO: 


Q. 

H. 

NOYES 

-     Be* 

p 

ITTANOK 

IUCE:  5  CENTS  A  COPV 
PATABI.E  TO  SUPBRIN 

;  25 

TEN 

CBNTS  A  YRAR; 
DKNT  OP   UOCUM 

(NOT  STAMPS). 
RNTS,   \\  ASHINOTON 

D.C. 

Vol.. 

LIII. 

B0.ST(1N', 

.M 

\3^. 

MAY 

11)41. 

No. 

5. 

GENERAL  SUBUMARY 

Wnnn  and  dry  conditions  which  prt'vailed  in  New  England 

■     '    4  April,  in  general,  continued  liirongh  May,  althoin:h  de- 

.  -;  from  normal  were  mucli  kv-s  marked.    Ol"  sigiiiticancc, 

ath  continued  the  series  of  sub-normal  precipitations  re- 

[Continued  on  p-.ifre  28  ] 
TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
105  records,  was  56.1°,  which  is  1.0°  above  the  mean  for  the 
'1  years.  The  average  temperature  for  the  northern  division 
.•i°;  for  the  southern  division,  -38.1°.  The  higliest  month- 
.  in  was  62.5°  at  Springfield,  3Iass. ;  the  lowest  was  --16.4°  at 
bTrr-t,  Connecticut  Lake,  N.H.  The  highest  recorded  was  96°  at 
Plymouth,  N.H.  on  the21st,and  Manchester,  N.H.  oiithe'22d; 
:he  lowest  was  20°  at  Somer.«et,  Vt.  on  the  3d.  The  greatest 
Monthly  range  was  74°  at  Plymouth,  N.H.;  the  lea.st  was  41° 
it  Eastport,  Me.  The  greatest  daily  range  was  60°  at  Plymouth, 
S'.H.  on  the  16th  and    21st^ 

PRECIPITATION 

Tlie  average  monthly  precipitation  for  the  Section,  based  on 
190  records,  was  2.67  inches,  which  is  0.67  inch  below  the 
aean  for  the  past  54  years.  The  average  precipitation  for  the 
^tliern  division  was  2.59  inches;  for  the  southern  division, 
I.'^o  inches.  The  greatest  monthly  amount  reported  was  5.14 
nches  at  West  Cummington,  Mass.;  the  least  was  0.92  inch  at 
Block  Island,  R.I.  The  greatest  amount  in  24  hours  was  3.51 
.nchfs  at  West  Cummington,  Mass.  on  the  9- 1 0th.  The  average 
lumber  of  days  with  .01  inch  or  more  of  precipitation  was  10, 
Thich  is  1  below  the  mean  for  the  past  54  years. 

The  average  snowfall  for  the  northern  division,  based  on 
)7 records,  was  0.3  inch;  for  the  southern  division,  based  on  93 
•ecords,  a  trace;  for  the  Section,  based  on  190  records,  0.2  inch, 
;?hich  is  the  mean  for  the  past  54  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevniling  direction  of  the  wind,  based  on  123  records, 
fas  Northwe.-t.  The  average  velocity,  based  on  the  records  at 
.0  stations,  was  9.4  miles  an  hour,  which  is  0.8  mile  an  hour 
)el()w  the  mean. 

The  sunshine,  based  on  the  records  at  13  .stations,  averaged  66 
)ercent  of  the  possible  amount,  which  is  10  percent  above  the 
nean. 

Cloudiness  was  slightly  below  the  mean.  The  average  for  the 
iection,  based  on  132  records,  was  13  clear,  9  partly  cloudy  and 
I  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
': SO  p.m.  observations  at  13  stations,  was  67  percent,  which 
3 9  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras  —  2-6th,  15-1  Sth,  20-24th,  26-30th. 

H'llos,  bmar.—  6th,  10-1 2th,  3L«t. 

Hahs,  solar.  — 7ih,  14th,  19-20th,  22d,  25-26th,  31st. 

Hail.—  (dates  and  general  location) —  Light:  Sth,  Boston, 
lass,  and  Salisbury,  Conn.;  9th,  Amherst,  Mass.,  Nantucket, 
ilass.  and  Portsmouth,  R.I.;  23d,  Hartford,  Conn.;  24th,  Am- 


herst, ]>lue  Hill,  lloosac  'I'unnel,  Springlield,  West  Cumming- 
ton, and  Williamstown,  Mass.;  28th,  Collinsville,  U)nn.  Mod- 
crate:  9th,  North  Bridgton,  Me.,  East  Harlhind,  Conn.;  24th, 
Mays  Mill.  Vt.;  28th,  Keene,  N.  H.,  Collinsville,  Conn.  Heavy: 
9th,  West  Cunnnington,  Mass.,  ]\It.  Carmel,  Conn. 

T/nir,dcr.'<tonn^.—  l-Hd,  7-lOth,  12-14th,  17-]8th,  22-24th, 
26-30th. 

Foff,  dense.— 2-4[]\,  6-l(Hh,  12-15th,  l7th,  20th,  22-23d,  27- 
28th,  30th. 

Fro-<:(s. —  (dates  and  general  location) — Last  killing:  On  3d 
in  southeast  (except  along  imniedi:ite  coast  where  last  killing 
occurred  in  April)  advancing  progressively  north  and  north- 
westward, or  occurring  in  favorable  places  in  south,  most  fre- 
quently on  13-15th  in  southern  division,  and  lo-15th,  30-31s(  in 
northern  division. 

.S/^fcf.- (dates  and  general  location)  -  Caribou,  Me.,  2d,  I  Sth; 
Williamstown,  Mass.,  2d. 

Tornado. —  In  Corey  Hill  district  of  Brookline,  Mass.  on  tlie 
24th,  at  12:37  p.m.  K.S.T. ;  weakly  developed,  duration  2-3 
minutes. 

COMPARATIVE  DATA    (  Northern:  Maine,  Now  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1910 

isni 

1912 

1913 

1911 

191.5 

191G 

1917 

1918 

1919 

19'20 

1921 

1922 

192.3 

1924 

192.5 

1926 

1927 

192S 

1929 


1930 

54.6 

1931 

.54.7 

19.S2 

64.2 

1933 

55.0 

1934 

55  7 

1935 

49.9 

19.36 

55.  6 

1937 

55.  6 

19:38 

1939 

.53.0 

1940 

53.9 

1941 

54.2 

Period 

53.4 

59.6 
5fi.  1 
53.3 
,51.9 
6:3.1 
64.5 
55.1 

59.4 

58.1  , 

58.0 

59.fi 

,59.  5 

54.9 

59.5 

.58.8 

55.2 

57.7 

66.0 

68.1 


No.  of  (lays  (all. 
New  England  > 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May,   19' 


Climatologrical  Data  for  May,  1941 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


Maine 


Bangortt 

Bar  Harbor  (near 
Brassuu  Daint.  ■  •• 

Bruiisw'icli  

Cariboui 

iiastporl' 

EastWiiithrop.  •• 

Ellswortii  

Kustis  

Fariniiigton 

Pt.lf'airtieia2(ne'r) 

Fort  Kent 

Gardiner 

Greonvilletl  •  •  • 

Uirauit 

Houlton 

Jacknian 

Lewiston 


Madison^ 

Uiddle.lain 

Minino(il;el3 

Milo 

Mooseh«ad2 

North  Uridgton... 

Oldtowu 

Orono. 


Portland'. 

Prosque  Isle 

KipogennsIJamt^. 

Rockland 

Rniaford 

The  Forks 

Upuer  Dam 

Vanceboro  

Winslowt^ 

Woodlands 

For  .State     ... 
New  Ihwwsliire 

Berlin  II 

Bethlehem     ...... 

Cannon  Mt.2 

Concord  1 

Dixville  Notch  ... 

Durham    

Errol||3....  ••■••■■■ 
ffirst  Conn.  Laket. 

Fitzwilliam'* 

Franklin 

GlenclilY   

Hampton 

HanoverS 

BllUboro 

KeeneS 

iiakeport 

LincolnS 

Mancliester 

Milan 

NaslumS 

Nevvl)nrhamt2.-. 

Newport  

Noith  strattord2. 
PinklKun.N'otcht-- 

Plymouth 

W,  Steuarlstown2. 
Wolfboro  Falls... 

York  Pond    

For  State     .  •  ■ 


Mt.  Washingtontt 
Vermont 

Bellows  Falls 

Bennington 

Bloonitieldt 

Brattleborolis 

Burlington  l 

Cavendish 

Chelsea 

Cornwallt 

Craftsbury  Com... 

Dorset 

EastBarnet2 

East  Uyegate 

Enosburg  Falls  — 

Gilman 

Mays  Mint 

Newfane 

Newport  tX 

Northfieldl 

Readsboro^  

Rocliester^ 

Rutland 

St.  Albans 

St.  .Tolmsbury 

Soarsbnrg  Mt.2 

Searsburg  Sta.f^.-. 


Penobscot 

Hancock 

Somerset 

Cumberland... 

Aroostook 

Washington  ■ . . 

Keniiebec 

Hancock 

Franklin 

Franklin 

Aroostook 

Aroostook 

Kennebec 

Piscataquis  . . . 
Cumberland.  •• 

Aroostook 

Somerset 

Androscoggin  . 
Washington  ... 

Somerset .- 

Oxford.. 

Penobscot 

Piscataqiiis 

Somerset 

Cumberland. .. 

['enobscot 

Penobscot 

Cumberland. .. 

Aroostook 

Piscataquis 

Knox 

Oxford 

Sonii'jset 

Oxr(,rd 

Washington  ... 

Kennebec 

Washington  ... 


Merrimack. 

Coos 

Stralford  ... 
Coos 


Cheshire 

Merrimack 

Grafton  .. 

Rockingham.. 

Grafton  

IHIlsborough 

Cheshire 

Belknap ■■ 

Grafton  

Hillsboro 

Coos 

Hillsboro 

Stratford 

Sullivan 

Coos ■ 

do 

Grafton 

Coos 

Carroll 

Coos   


Windham  .. 
Bennington 

Essex 

Windham  .- 
Chittenden.. 
Windsor .... 

Orange 

Addison  — 

Orleans 

Bennington 
Caledonia  .. 
Caledonia  .. 
Franklin  .... 

Essex 

Windham... 
Windham.. . 
Orleans.  .  . 
Washington. 
Bennington- 
Windsor  .  . . 

Rutland 

Franklin..  •• 
Caledonia... 
Bennington 
Bennington 


61 

460 

1,100 


I.IIO 

1.440 

4,100 

277 


2.000 

500 

1,050 


+  0.9 

+  '2.'5 


+  1. 


+  0.9 
+  '2'7' 

-'i.'e' 


+  2.6 


+  3.3 

+  'i.'i' 


+  2.9 
+  '6.'8' 


-0.  02 
+0.50 
-1.16 
+0.9U 


+  0.98 
-0.87 
-1.24 
+  0.10 
-1  78 
—0.42 
-0.75 
-1.71 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  C 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsworthv 

W.  B.  Clark 

Samuel  D.  Sonle 

U.  S.  Weather  Bureau 

0.  C.  P.  &  L.  Co. 

William  H.  Camming 

P-  M.  Tripp 

Union  Water  Power  Co 

Bangor  Hydro  Klei  trie  ( 

Great  Northern  Paper  Ci 

Union  Water  Po\ver  Co. 

Great  NorthiTii  rarer  0^ 

June  fowler 

N.W.  Roberts 

C.  L. Chadbourne 
Thomas  W.  (;iark 
Uuiv.  of  Maine 

U.  S   Weather  Bureau 
Me.  ICxperiment  Statiou 
Great  Northern  l^aperC 
Oliver  W.  Holmes 
Charles  A.  Mixer 
Kuth  Durgin 
Union  Water  Power  Co. 
Guy  \V.  Butler 
HoUingsuorlh  Si.  Whitm 
St.  Croix  Paper  Co. 


Edwar.!  Fenn 
George  K-  Tu<'ker 
Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  H.  Gleason 
Univ.  ofN.H. 
Union  Water  Power  Co. 
Conn    Valley  Lumber  C 
Mass.  Uept.  Public  Heali 
F.  J.Southmayd 
State  Siuiatorium 
Frank  IC.  Leavitt 
Dartmouth  College 
N.  H.  Research  Forest. 
C.  F.  Bobbins 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Ponnichnck  Water  Wo: " 

E.  E.  To bey 
H.  P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  HatlieG.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisherl 


U.  S.  Weather  Bureau 


B.  F.  irydro-ElectricC 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  tt 
Sarah  E.  Lane 
Migs  E.  M.  Dustin 
Rufus  S.  Gilbert  . 

N.  E.  Power  Co.  ■ 

J.  F.  Devins  ttt  I 

L.  IT .  Pomeroy  ■ 

Gilman  Paper  Co.         I 
Fred  May  ttt 
Mrs.  John  J.  Gerety 
Rev.  A.  B.  Criohton 
U.  S.  Weather  Bureau 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum      i 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page2S  for  explanation  of  reference  marks. 
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Cllmatoiog^ical  Data  for  Hay,  1941 


Temperature,  in  •legrrees  Fahrenheit 


Frecipittttlou.  in  Inches 


Windham. 
Wiiidham. 
Caledonia. 
Windsor.. 
Windsor.. 
Windliam 
Windsor.. 
VViudlinm 
Windsor.. 


ig 


Berkshire  • . . 
Hiimpsliire  ■• 
Middlesex  — 

Norfolk  

do 

Suffolk 

Worcester  . .  • 
Plymouth  .. . 
Hampden  ■•  ■ 
Hitnipshire . . 

Suffolk 

Worcester  ••. 
Middlesex  .•  • 
Plymouth  ... 

Bristol 

Worcester  . . . 
Middlesex  ■ . . 

Norfolk  

Worcester  . . . 

Kssex 

Franklin 

Middlesex  ■  ■  • 
Worcester  ■  •  • 
Baniii  table... 

Kssex 

Franklin 

Hampden  ... 
Berkshire  . . . 
Worcester  ■  • . 
Barnstable. •■ 

Essex 

Worcester  •  ■  ■ 
Middlesex... 

Ksses  

Middlesex  -. . 

Bristol 

I'lymonth  .  •  • 

Essex 

Worcester  ■  • 
Worcester  ..  ■ 
Franklin  .... 
Nantucket..  ■ 

Bristol 

Worcester  .  ■  ■ 
Plymouth  •  •  - 
Berkshire  ■ .  • 
Worcester  • . 
Berkshire  .•  ■ 
Hampshire.  ■ 
Plymouth  ■•  • 
Worcester  . . . 
Barnstable  ••. 

Essex   

Franklin  ... 
Worci^ster  . . . 
Berkshire  — 
Middlesex  ... 
Hampden  . . . 
Worcester  .. 
Berkshire.... 

Kssex   

Bristol 

Franklin  ... 
Hampshire . . 
Worctsler... 
Hampshire.. . 
Hampden  ... 
Middlesex  •  ■  ■ 
Berkshire  •■  • 
Worcester  . .  ■ 
Berkshire  •  •  • 
Worcester  •  • 
Worcester  •■ . 


Newport 

WashiiigCon  . 
Newport...  • 
Providence   ■ 


New  London 
Litchfield  ... 

Fairtield 

Hartford  .... 


I        I 


1.6G0 

90 

800 

l.OSO 


520 

450 

1.205 


+  0.2 
+  2.1 
+  2.1 


+  0.5 
+  '3.'7 
+  '5.'2 


54  2 
61.50 
.^9.0 


g 

s; 

is 

iE 

11 

2.^ 

S^ 

5 

S      OS 


2. 4-> 

-2.04 

1.59 

-1.73 

2.fi,i 

2.  27 

2.17 

-0.56 

2.  -A 

2.27 

-0.53 

2. 2;i 

-2. 30 

2  n 

—1.01 

2.36 

-0.81 

3.98 

2.S7 

-0.69 

2.39 

-0.61 

2.S9 

—0.  OS 

2  4:i 

-0.75 

2.7h 

-0.46 

2.  U6 

-1.01 

4.13 

+  0.63 

:i.  43 

-0.92 

2.  27 

-0.91 

•2.  28 

-1.09 

2.  12 

-0.94 

3.  15 

1.92 

-1.42 

2.fil 

-0.49 

2.23 

-0.  82 

3.  Oh 

4,09 

+  0.93 

3.79 

+  0.26 

2.38 

-0.85 

2.17 

-1.05 

1.13 

-2.74 

2,78 

-0.0,5 

■;.  83 

-0.75 

■/.  (ft 

—1.58 

3  50 

3  48 

+  0  10 

1.70 

-1.70 

+0.21 

2.  04 

-1.30 

2.  32 

-0.  C6 

2.  35 

-0  48 

2.  ,54 

-0.  52 

2.  28 

-1.04 

3.18 

+  0.24 

2.  42 

■Afi8 

-0.12 

1.98 

2  03 

1,9'-; 

-  0.  93 

2,  03 

-1.33 

3.  17 

-0.06 

■n(\ 

-0.21 

3.  70 

+  0.34 

2.  22 

-0.82 

2.59 

-0.97 

3  81) 

—0.  40 

4  (11 

+  0.74 

2.  51 

-0.76 

2.7« 

-0.22 

3.81 

+  0,88 

2.19 

-1.37 

3.87 

+  0.21 

2  08 

-1.52 

2,  02 

-0.64 

2,31! 

-0  80 

2.41 

-0.74 

1.91 

-1.81 

2.  49 

-0.33 

■?  01 

-1  49 

1.90 

-1.53 

2.  a 

-0.55 

3.  (i7 

+0.61 

.5.14 

2,01 

-1.29 

2.24 

-1.25 

2.18 

-1.32 

2.94 

■?.  .55 

-0..52 

2  17 

-0.97 

2  m 

-0  95 

2.69 

-0.68 

0.92 

-2.50 

2.48 

-1.38 

1..5fi 

3,10 

+0.  14 

a.  02 

-1.84 

3,48 

+  0.40 

2.98 

-0.82 

2.  37 

-1.24 

3.19 

-1.05 

1.14  I 
0.85  I 
1.04  1 


L.  L.  Leonurd 
C'ODU.,  Uiver  Power  Co. 
Oilman  W.  Ford  111 
Kvii  li.  Doubleday 
N .  E    Power  Co. 
K.  T.  Sutton  tit 
Olcoti  FalUCo. 
Walter  Adams  til 
Benton  8.  Pinuey 


N.  E.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Mot.  Water  Works 

State  Uept.  Public  Health 

Blue  IIllU)l].servat(iry 

U.  S.  Weiillier  linreau 

Mrs   Loring  U.  Heed 

City  EiiKiueor 

.State  Dept.  Public  Health 

State  Uept.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

.loseph  {,.  Kelley 

Kichard  C.  BrlgUani 

Herbert  B.  Allen 

Met.  Water  WorUs 

.State  Uept.  Public  Health 

State  Uept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

Cilv  Engineer 

State  Uept.  Public  Health 

A.  W.  l.add 

N.  E.  Power  Co. 

State  Uept.  Public  Health 

Sl^te  Teacher's  College 

State  Uept.  Public  Health 

E.  P.  Mitchell 

Jlet.  Water  Works 

Essex  Company 

Props.  L()(^ks  .t  Canals 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

William  K.  lloelzel 

State  Uept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A   Brann 

U.  S.  Weather  Bureau 

City  Engineer 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

Met.  Waterworks 

Conir.  of  Public  Works. 

State  Uept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Waterworks 

Irving  H.  McNayr 

U.  S.  C.G.  Station 

N.  E.  Power  Co. 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

Met.  Waterworks 

U.  S.  Armory 

Met.  Water  Works 

Ncsblt  H.  BiingH 

Weslon  IC.  Lewis 

Waterworks 

Turners  Falls  P.  A  R.Co 

State  Uept.  T'ubllc  Health 

State  Uept.  Public  Health 

T.  F.  Whitbrcad 

State  Uept..  Public  Health 

Weston  College 

State  Uept.  Public  Health 

Met.  Water  Works 

Williams  College 

State  Uept.  Public  Health 

Clifford  L.  Uavis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Kx p.  Station 
U.S.  Weather  Bureau 


See  page  2S  for  oxplanatlon  of  reference  marke. 
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May,  n 


Olimatolcgical  X>ata  for  May,  1B41 


Temperature,  iu degrees  Fahrenheit  [       Precipitation.  In  iuches 


Connecticut  Cont'd 

Colcliester 

Collinsville2 

Cream  Hill  t 

Danbury 

East  Hartlaud2.... 

Falls  Villages 

Hartford' 

Lake  Konomocj.  • 

Mt.  Carmel 

New  Haven' 

New  London  

Norwalk  

Putnam  , 

Saii.sbury 

StorrsS 

Waterbnry  

Westbrook 

West  HartlandS.. 
For  State..   ■• 


New  Loudon. 
Hartford  . . . 
Litchfield  ••• 

Fairfield 

Hartford..... 
Litchfield  ... 
Hartford  ■  • . 
NewLondon. 
New  Haven  . 

do  

NewLondon. 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Middlesex  .. 
naitlord 


+  2.] 
+  '2.i 


4.70    I   +0.95 

3.18    I 

3.fil 
2.22 
3.16 

3!  14 
3.42 
3.26 
2.26 


it  I  2.94 
5  1  3. 48 
7  I  4.04 
'  5.08 
1.'.16 
2.44 


Edward  Bartman 

Edwin  K.  Wilder 

T.  S  Gold 

Danbury  Flying-  Servlo 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Unreal 

New  London  Water MK 

B.  W.  McFarlaud 

U.  S.  Weatlier  Bnrew 

ti.  M.Comstock 
Civil  Aeronautics  Au 
P.  Hurliman  1 

Agr.  Exp.  Station 
William  J.  Pape 
James  Rintoul 
Water  Bureau,  Hartfl 


PRK.SSIIR1C,  WIND.  HUMIDITY.  AND  SllNSHlNK 


Amherst . . . 
Block  IslaiK 
Blue  Hill... 

Boston 

Burlington 
Caribou.  ■ . . 
Concord  ... 
Eastport  ... 
Greenville. 
Hanover... 
Hartford  . . 
Nantucket  ■ 
New  Haven 
Northfield  . 
Portland... 
Providence 


Atmospheric  Pre 
(reduced  to  sea  1 


29. 90 
29. 
29.  86 
29.  9(1 
29.  84 
29.  89 
29.  84 
•29.  8 
29.  87 
29.90 


30.25 
30.19 
30.  20 
30.  24 
30.21 
30.20 
30. 27 


30.24 
30.22 
30.  22 
30.23 


29.  36 
29.  35 
29.31 
29.  38 
29.39 
29.  42 
29.40 
29.45 
29.45 
29.31 
29.42 


Relative 
Humidity 


[Continued  from  page  25] 

corded  in  eveiy  montli  of  1941  thus  far,  the  ac<;umulated  del:i 
eiicj'  for  the  Section  since  January  Int  being  6.08  inches  (irr 
than  35  percent).  The  continued  lack  of  adequate  precipitabi 
during  the  month  considerably  retarded  the  growth  of  en: 
which  had  made  early  progress  in  April.  Soil  moisture  de 
ency,  however,  had  not  readied  the  critical  point  at  tlieclo.^ 
the  month,  and,  in  general,  the  agricultural  advance  was  m 
mal  or  even  ahead  of  normal.  Average  temperature  for  the  k 
tion  was  slightly  above  normal,  the  warmest  period  oceurn 
from  the  2 1st  through  the  23d  when  readings  over  nearly  aic 
the  region  rose  to  the  80'"s  and  the  lower  90's.  A  tornado  occi 
ed  in  the  Corey  Hill  district  of  Brookline,  Mass.  during  a  peoi 
of  ejirly  iifternoon  thunderstorm  activity  on  the '24th,  and  a 
of  iinu.sal  interest,  although  weakly  developed  and  not  extens'e 
Other  weather  details  of  the  month  were  less  noteworthy,  t 
the  month  on  the  whole  was  especially  favorable  to  all  it 
Spring  out-door  activities,  due  to  the  combination  of  sub-nona 
precipitation  and  above  normal  warmth.  1^ 


EXPLANATION  OF  REFERENCE  MASKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  thi»  aftt'rnoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  olj 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  t 
porature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.     Departures  ot  precipitation  with  15  years  or  more  of  recon 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period ;  for  stations  of  10  to  14  years  of  recoid  tlie  means  for  the  period  of  record  are  used, 
ence  letters  ",'',",  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example, "  represents  two  days,  etc. 

t    Post-office  addres.ses  ot  these  stations  are  as  follows:  Maiue  -  Brassau  Dam,  Rockwond;  Hiram,  West  Baldwin;  Ripoprenus  Dam.  Millinocket;  Winslow,  Watervi 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  -  Vermont  -  Bloomfield,  North  Stratford.  NiJ 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. :  Searsburg  Station,  Wilmington ;  Somerset,  Wilmington ;  Vernon,  Shelburne  Palls,  Mass. ;  —  Massachusetts  —  Ashland, 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framingham;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

tt    Not  included  in  summaries  t+t    Observer  for  New  England  Power  Co.  T.     Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

*    Precipitation  included  in  that  of  next  measurement.  *'    Record  furnished  by  Massachii.setts  Department  of  Public  Health;  precipitation  measnred  in  n 

recorded  as  of  preceding  day.  +    Precipitation  measured  with  recording  gage.  ti    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station ;   precipitation  and  temperature  aie  for  24  iiour  period,  midnight  to  midnight.  -'    Precipitation  measured  in  morning; 
recorded  is  for  preceding  24  hours.                     ^    Tnemometcrs  not  supplied  by  Weather  Bureau.                     §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 


1941 
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Daily 

Precipitation  for   May 

1941 

Drainage  basin 

Day  of  month 

1 

1 

2       3 

4 

M'hI'l' 

10  1  11  1  12  1  13 

14  1  15  1  16 

17 

18  1  19 

20 

21  1  22  1  23 

24 

25 

26  1  27  1  28  1  29  1  30  1  31 

MiUne 

.01    T. 
.39.... 

.lOl... 
.03.... 

!}^J!!!! 

.091.... 

.3 
.0 
.0- 
.0 

■.'6' 

>   .Oc 

T. 

J,. 

'.'2. 

.01 
.21 
.92 
.15 

■.'is 

.36 

.28 
.57 

'.'ii 

.41 
.28 

.'ii 

.17 

.03 
.02 
.06 
.06 
1.29 
.05 
.04 
.64 
.15 
.34 
.06 
T. 
.28 

'.'49 
.02 
1.20 
1.06 
.01 
.54 

1.0 
.4 
.5 
.7( 

.a 

.6( 
.5( 
.9 
.5i 
.7 
.5J 
.0* 

.V 

... 

.1 

.07 
.0^2 
.12 
.02 

'.'io 

.18 

'!66 

■r 
.34 

.28 
.32 
.30 
.37 
.18 
.42 
.16 
.20 
.28 
.30 

3.19 
2.23 
S.46 

....do 

".ix 

".20 

tv 

.02 
.63 

'.'07 
'.01 

T. 

.29 
.01 
.0« 
T. 
.41 
.02 

.3-J 
'f. 

".bi 
r. 

T 

.08 

.3- 

.08 

".k 

Kenneoec 

...do 

St.  John 

Kennebec 

...do 

St.  John 

Kennebec 

Androscoggin   

Kennebec 

!!■ 

.32 

... 
... 
.OS 

... 

■!2a 

!!! 

... 

.03 

T. 

'.'6i 
.02 
.02 

T. 
.01 

... 
... 

:-:^ 

.8. 
.0 
.0! 

.01 
... 
.... 

T. 

'.'is 

.8( 
.6' 

.4* 
.3 

'.■5 
.3- 
.5 
T. 

•;oil 

T. 

2.03 
1.96 

--■U 

T. 

.0« 

3.18 
2.80 
1  99 

1.93 

3.08 
2.74 
1.46 
2.66 
2.58 
2.90 
2.11 
1.73 
2.64 

3.43 

J 

.0 
.04 
.2-i 
.50 
.10 
.25 
.01 
.08 

!08 
.14 

|:. 

•}^S 

.03 

T. 

^>"' 

Penobscot  

....do 

't. 

.9 

.24 

li>lgtOU... 

Presumpscot 

.Ob 

.10 

.50 

.6 
.4' 
.0. 

'.'67 

'f. 

.0^ 

.se 

.7 
.5c 
.6« 
.2t 
.2v 

'.'i 
■!it 

'.'i( 

'.'o-i 

.4i 

.14 

.08 

.45 
.19 
.03 

,ii 

ule  ...... 

usDamt.. 

Coast 

St.  John 

Penobscot  

Androscoggin   .... 
Kennebec 

.09 

.01 

'.'08 

T. 

.02 

.05 
.07 

■.'22 

.21 

'.'oe 

.03 
.19 
.10 

.17 

.05 

.0« 

.10 
.14 

.06 

.3f 

.Ii 

'.'61 
'.'25 

.0- 

.4' 
.6{ 

'.'i 

.3r 
.0 

'.'42 
.07 
.42 
■J'. 

.20 
.35 
.03 
.24 
.10 
.30 
.94 
.20 
.31 

'.'61 
.04 

.34 
•f.' 

'.'■ii 

.70 
.27 

'!67 

!o! 
.20 

.49 

T. 
.02 

.37 

■.'69 
.04 
.07 
.03 

.28 
.41 
.34 

T. 

.0" 

T. 

T 

.20 

....do 

.03 

T. 

.28 
.14 

.6. 

T. 

1.0 

.4t 
.3^ 
.6 
.2 
.7. 
.2C 
.2- 
.1 
.0 

.uui 

.Yfu  llampiliire 

T. 

.02 
.25 
.18 
.15 
.32 
.12 
.48 

■.■i2 

.5£ 

.0- 

.6C 
1.3£ 

.'55 

.23 
.67 

.08 
.29 
1.32 
.18 
.22 

'.'20 

T. 

.46 

.... 

.11 

T. 

.44 

.26 

.92 
.01 
.33 

.12 
.28 
.19 
.36 

.80 

'.'is 
.45 

.24 

.91 
.13 

.05 
.64 
.22 
.25 

Androscoggin 

Merriuiac 

Coast 

Connecticut 

Merrimac 

.02 

.2S 

!l6 
.40 
.28 
.35 
.02 
.16 
.27 
.49 

.01 

.48 
.11 

.33 
.03 

■fV:  ■ 

.19 
.09 
.03 

'."26 
.49 
.15 
.08 
.07 

.13 
.38 

■.'32 
.07 
.13 
.53 
.47 
.79 

T. 

'.'6 

'.'6. 

.0- 
!o- 

f. 

.3. 

.25 
T. 

T. 

■f." 

.06 

T. 

.05 
.05 
.03 

't'.' 

.06 

'.'64 
.32 
.01 

i.'so 
'.'ii 

■.'62 

'.'io 

2.38 

rint  Uoun.  Lakef. 

.11 
■i'. 
.01 

'.'20 

.5 
.0- 
.1 
.0 

'.'6' 
.0. 

.K 
.5« 

.'i 

.04 

!i2 
.5- 

.2C 
.U 
.IC 

.52 
.24 

".k 

.0' 

T. 

.06 
.01 
.02 

^^! 
■f. 
'.'64 

3  36 

r»ukliu 

imovei 

Cwiie  .;, 

2.78 

Connecticut 

....do 

Merrimac 

T. 

3.80 
2.80 
2.26 
2.29 
1.73 
2.00 

3.05 
1  52 

.13 

■.'63 

.18 

.2 

.61 

liamn.... 

....do 

Connecticut 

Merrimac  . 

.05 
.45 

.01 

.15 
.14 

.10 

'.03 
f." 

't.' 

.02 
'.'06 

T. 
T. 

.12 

■.'62 
.01 

.19 
.22 

.18 
.18 
.37 
.28 
.38 
.36 
.36 
.10 
.51 
.52 
.46 
.28 
.22 

'!5i 

.31 

.58 
.38 
.3i 
.30 
.22 

.05 
T. 

'.'12 

'.'61 
.38 
.36 

■f." 

.17 
.45 

t'. 

.30 
.72 
63 

T. 

.08 

r.' 

.3C 

.IC 
.OV 
.Ot 
.Ot 
.52 

.oc 

T. 
T. 

'.'6 
■r 

.05 

f.' 

.45 

■.■32 

-'■?' 
.02 

•ITIIl'Ullll 

IViinoiU 

JloomlieUlt 

!r,.i.iH!,„ro2 

1-  kalis!!!; 

Connecticut 

....do 

Champlain 

Connecticut 

....do 

.... 

T. 

".6-i 

.2c 

9  14 

1.88 
2  24 

.06 
.23 

'.■63 
.03 

■.'62 
.10 

2.14 

1 

.13 

T. 
.17 
.36 
.07 
.25 
.17 
.04 

!l9 

!22 
.28 
.12 
.09 
.34 
.24 
.09 
.12 
.09 
.08 
.01 
.46 
.34 
.02 
.26 

!26 
.07 
.01 
.02 
.22 
.50 

.07 
.20 
.20 

.26 

•r. 

■r. 

.03 
T. 

.5f 
.2 
.3 
.0£ 
.3C 

.2e 
'.'oa 

.14 

.24 
.6> 
.19 

.18 

!2( 
1.63 
.20 
.03 
.34 
.12 
T. 
.15 
.48 
.01 
.22 
.12 

'.'i4 
.11 
.46 

1.18 
.48 
.95 
.06 

St.  Lawrence 

Champlain  

....do 

....do 

Connecticut 

....do 

....do 

....do 

Connecticut 

Coast 

T. 
T. 

.37 

'.19 

:ii 

.17 
.16 
.23 
T. 
.13 
.21 
T. 

!67 

.'ie 

.'02 
.30 

^' 

.07 

T. 

'!6i 

.76 

.'j2 
.42 
.42 
.68 
.54 

'.'64 

.05 
.45 
.23 

T. 

'.'64 
■.'i7 

.Of 
.08 

't' 

.OC 

'.'67 

.04 

't  " 

.06 
.48 
.42 
.15 
.31 
.23 
.11 

'.'is 

.1£ 
.08 

t. 

.01 

.0- 

.08 

.47 
.09 
.02 
.12 
.15 

■.'31 

■r. 

.08 
.05 

.48 
1.72 

i!o; 

.46 

2.97 

11 

1-  ^ae'ar). 
•i'iiry 

.ou.-.-iock 

'.'is 

T. 
f." 

T. 

.01 

.02 
.01 
.31 
.16 

1.28 
.02 
.01 

2.05 

.03 
.13 
.12 
1.25 

i.'oi 

1.26 
.12 
.11 

2.01 
.48 
.73 
.62 
.62 
.08 

i.'ii 

'.'37 

.27 
.57 
.71 
T. 
.76 
.59 
.22 
.36 
.11 
.64 
.30 

2.14 
2.42 
2.  65 
2.  22 

i:np   llillt 

! ! ! ! 

T. 
T. 

.09 
.07 
.05 
.02 
.10 

.06 

'!65 

'.'25 

.08 
.01 

T. 
T. 

.03 

c 

!ij 

!08 

2  89 

la".'!!!! 

....do 

Connecticut 

.06 

.44 
.43 

'.'06 
.20 
.25 

^' 
.21 
.74 

■.■62 

.is 

t. 

.'23 

■f.' 

2  28 

r.  Im'ms'.'!! 

...do 

Coast 

....do 

iig 

■f .' 

.27 

::'.. 

.26 

3.15 

.11 
.24 
.34 

.56 
.17 

!05 
.06 
.13 
.27 
.27 
.47 
.15 

•.°' 

2  61 

.im 

,,••' !!!!!! 
-ton"!!!! 

...do 

2  23 

3  05 

Connecticut 

.01 
T. 

'f." 

.01 
.12 
T. 
.01 

.01 

.21 

't" 

.23 
.72 

.05 

1.13 

■r. 
f.' 

t.' 

T. 
.02 
.18 

•f- 
T. 

'.'22 

■  Ot 

.06 
'.'26 

•r. 

.11 

■.'21 

.04 
.01 
T. 

T. 
.01 
.01 

T. 

T. 
.05 

'.'6i 

.23 

■.'20 

.03 
.38 
.04 
.27 
.42 
.43 
.31 
.16 

T. 
.12 

.08 
.50 

'.'65 
.12 

.29 

'."ie 
.01 

Connecticut 

Coast 

.04 
.03 
T. 

T.' 

.06 

.24 
l!02 

.18 
.67 
.18 
T. 
.02 

1.70 

....do 

.'64 

'69 

.16 

.59 

.52 

3.33 

t' 

lord 

Coa.st 

....do 

1.92 

'.'32 

2.59 

.14 
.15 
.46 
.09 

tv 

.08 
.15 
.04 
.11 
.05 
.07 

•1. 

.'io 

T 
.02 
.01 
.01 

.08 
.10 
.03 
.32 
.30 
.26 
.01 
.29 
.10 
.32 
.20 
.30 

.15 
.31 
.20 

.68 

1.63 
1.15 
.69 
.80 
.63 
1  15 

.90 
.51 
1.70 
.05 

T. 

.82 

.16 
.15 
.42 

.10 

'.'08 

.04 

.22 

.23 
.12 

'.'03 
.20 

4.01 

tnvii 

t 

:ge" 

r.  moilt** 

....do 

...do 

Thames 

Housatonic 

Connecticut 

•::: 

f.' 
T. 

.'oi 

'.'08 
.18 

2.76 
3.81 

.32 
.02 
.13 

.28 

!05 

■.'65 

.30 

'.'88 

.47 

3.87 

T. 
.02 

.44 
.14 
.34 

!l4 
'1". 

.03 
.12 

.06 
.02 
.39 

■.'i7 

T. 
.41 
.06 

T. 

2.01 

r^Us 

Connecticut 

do 

'.'62 

1.90 

'.'07 

.'62 

.01 
.05 

.15 

■.'is 

2.18 

town    .... 

.UH-uelllion"   .... 

.orceaier 

J»o./e  Idand 

■lock  Islandi 

Kingston..   

Tovideiicei 

Comif  client 

ritlgeport 

olchester  

ream  Hint 

MtHartland2.... 

lartrordi 

ew  Haven! 

ew  London 

orwalk 

1.02 
1.16 
.14 

T. 

.08 
.89 

.04 
■.■59 

.28 
1.06 
.41 

.30 
.50 

L91 
.30 

.10 
.05 
.02 

.06 
T. 
.12 

.10 
30 

.06 
.25 
.10 

.03 

'.'oi 

T. 

.05 

2.55 

Connecticut 

Blackstone 

Coast 

-■•do 

....do 

Coast 

....do 

.... 

2.17 

.01 
T. 

0.92 

.04 

2.48 

.01 

.02 
f." 

3.10 

.33 

.36 

.24    .20 
.291.31 
.71    .19 

1.60 
.02 
.12 

T. 

4.70 
3.61 
3.16 

Connecticut 

....do 

Coast 

.'30 

.06 

r.' 

.11 

■!64 

f. 
T. 

.29 
T. 

.10 

.11 

T. 
T. 

.43 
.08 

T. 

.08 

.65 
.61 

3.14 

2.26 

do 

.21 
.11 
.15 
.16 

.05 
T. 
T. 

.49     • 
.371.58 
1.001.91 

42      13| 

1.43 
.12 
.51 
.46 

.09 
.46 
.64 
.19 

T. 

.35 
.44 

f.' 

t.' 
.59 
.11 

t. 

.03 

.32 
.30 
.12 
.22 

•IV 

T. 

2.94 

utnam 

Quinebaug  

Williraantic 

.10 

'.'oi 

.07 

T 

3.48 

torn 

'aterbury 

.07 
.03 

'.'17 

5.08 

Coast 

1.96 

8««  page  28  for  e 

zplanatioD  of  refer 

eno« 

1 

ma 

1 

rks. 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

30 


OLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  Blay,  1941 

station 

Day 

of  Month 

s 

:h 

J_ 

4 

5 

6 

z 

8 

_± 

10 

^ 

_^ 

14 

15 

_!i 

17 

18 

19 

20 

21 

22 

_23_ 

24 

25 

26 

27 

28 

29 

30 

31 

Men 

Maine 
Bar  Harbor  (near) 

S  Maximum.  .. 
'  Minimuni.... 
!  Maximum... 

73!     61 

1 

57 

52 

65     61 

7( 

71 

67 

6S 

69 

57 

69 

65 

SO 

81 

72 

75 

69 

71 

77 

72 

64 

67 

69 

63 

66 

64 

~" 

": 

67. 

Eastport  

47 

43 

"55 

"50 

"59 

"6h 

"50 

"si 

"59    "46i   "47 

"53 

"47 

"53 

"56 

"73 

5S 

"56 

"02 

"64 

"59 

"56 

"53 

"53 

"60 

69 

"57 

"57 

"57 

"58 

"os 

'55, 

1  Miniiiunn.... 

32 

35 

37 

35 

40 

40 

41 

42 

40 

38 

34 

37 

3i 

39 

44 

4f 

40 

44 

44 

45 

42 

42 

42 

44 

43 

4b 

43 

42 

42 

40 

43 

40 

Fort  Kent 

Maximum... 

55 

5f 

5n 

55 

5J 

67 

69 

70 

67 

59 

57 

62 

69 

66 

75 

75 

01 

00 

73i    SO 

86 

60 

61 

62 

73 

72 

65 

60 

68 

66. 

Minimum...- 

22 

31 

29 

26 

2- 

29 

37 

0. 

4fa 

37 

31 

30 

39 

38 

37 

3f 

46 

34 

38 

35 

38 

55 

49 

45 

25 

32 

36 

41 

35 

26 

32 

35. 

Greenville   

Jiaximmn... 

52 

49 

58 

54 

61 

72 

77 

62 

73 

54 

60 

61 

65 

60 

76 

70 

50 

03 

7b 

86 

68 

58 

69 

69 

70 

63 

00 

64 

76 

64 

■  '  Minimum... 

31 

3( 

•27 

2- 

29 

2r 

43 

45 

4( 

"< 

29 

26 

(13 

3b 

38 

45 

4( 

34 

32 

35 

50 

49 

40 

42 

4b 

39 

37 

3e 

34 

32 

36 

Hoi.lton    

i  Maximum  ... 

57 

S^.b 

60 

65 

59 

65 

76 

69 

75 

7! 

45 

65 

60 

65 

6( 

77 

73 

55 

67 

71 

83 

87 

66 

52 

70 

72 

67 

02 

60 

67 

65. 

'Minimum.... 

22 

29 

3( 

35 

34 

31 

36 

5fa 

5< 

4'. 

32 

25 

36 

29 

46 

4t 

45 

37 

37 

33 

42 

57 

52 

45 

44 

3fa 

43 

41 

44 

44 

34 

3'J 

Lewistoii 

)  Maximum... 

63 

f 

61 

61 

71 

78 

7  b 

66 

76 

59 

64 

65 

64 

68 

82 

78 

68 

78 

78 

90 

78 

02 

61 

71 

57 

55 

07 

68 

75 

67. 

Mininnnn.... 

■i( 

38 

39 

33 

4; 

3b 

51 

£3 

48 

4.0 

39 

3.' 

41 

■if 

46 

48 

6u 

40 

41 

45 

4s 

55 

66 

47 

47 

53 

53 

48 

49 

45 

43 

45. 

Millinocket 

S  Maximum... 

5b 

54 

61 

66 

63 

73 

74 

72 

75 

70 

52 

61 

6'' 

66 

68 

8C 

78 

Ob 

6b 

7b 

86 

85 

01 

70 

70 

68 

58 

74 

'  Minimum 

23 

32 

32 

29 

45 

32 

4( 

51 

45 

4( 

37 

27 

34 

4b 

44 

48 

4! 

46 

37 

50 

53 

44 

4; 

39 

47 

41 

4b 

3f 

35 

40 

Oldtown   

!  Maxiuuun... 

53 

62 

57 

63 

64 

72 

78 

72 

75 

74 

57 

5i 

61 

6-J 

6S 

80 

80 

75 

68 

73 

78 

8; 

82 

67 

71 

69 

03 

60 

69 

75 

68. 

'.Minimum.... 

30 

32 

34 

31 

42 

34 

46 

5( 

4; 

49 

41 

37 

39 

34 

46 

47 

48 

4.: 

43 

43 

44 

49 

48 

48 

42 

43 

51 

45 

47 

41 

39 

42 

Portland  

)  .Niaximum... 

4y 

47 

6( 

68 

68 

70 

71 

67 

7t 

61 

(io 

6( 

55 

62 

76 

85 

74 

62 

72 

72 

74 

83 

78 

02 

63 

75 

5b 

53 

69 

70 

73 

66. 

'  Minimum 

40 

38 

36 

31 

46 

35 

49 

5C 

43 

4.! 

38 

35 

3h 

36 

44 

41 

48 

4' 

41 

45 

48 

55 

54 

45 

42 

44 

61 

48 

49 

40 

41 

43. 

Ruinforil  

!  Maximum  . .  ■ 

56 

47 

61 

62 

69 

79 

79 

68 

7. 

59 

61 

61 

62 

67 

73 

82 

80 

55 

70 

80 

85 

9( 

77 

60 

00 

68 

66 

55 

65 

66 

75 

'  Minimum- ■• 

41 

36 

33 

31 

41 

32 

52 

51 

44 

4!) 

35 

29 

39 

35 

39 

40 

48 

42 

42 

39 

42 

55 

52 

45 

45 

51 

50 

61 

45 

37 

42. 

Winslow   

!  Maximum  ... 

60 

56 

61 

64 

70 

78 

82 

74 

8( 

77 

73 

68 

64 

71 

84 

85 

8( 

78 

81 

9C 

72 

69 

68 

67 

01 

05 

07 

76 

72. 

f  Minimum.... 

40 

37 

35 

32 

45 

33 

49 

54 

5( 

54 

42 

34 

40 

33 

4b 

43 

49 

46 

41 

45 

51 

52 

50 

44 

51 

46 

48 

40 

39 

43. 

New  lUwiv 

"hire 

Berlin  II 

S  Maxinnim.  .. 

60 

41 
35 

58 
26 

61 

28 

67 
37 

79 

28 

4f 

55 

74 

58 
58 

59 

01 

62 

0: 
30 

71 

80 

76 

62 

60 

78 

90 

89 

83 

54 

54 

68 

57 

58 

62 

64 

72 

66, 

(  Minimum.... 

40 

5b 

3ft 

41 

25 

31 

31 

34 

44 

3H 

35 

33 

37 

54 

49 

48 

38 

44 

53 

51 

51 

31 

39. 

Concoril 

4  Maximum... 

49 

46 

64 

71 

71 

8( 

85 

77 

64 

65 

63 

64 

69 

75 

84 

83 

63 

73 

79 

90 

90 

86 

03 

01 

76 

70 

64 

69 

68 

75 

1  Minimum.... 

3i) 

32 

27 

25 

38 

29 

54 

52 

43 

41 

3.5 

28 

31 

29 

29 

33 

45 

45 

34 

35 

40 

57 

54 

42 

41 

39 

61 

54 

44 

33 

34 

3s! 

Durham 

J  Maximum... 

54 

48 

59 

70 

70 

80 

85 

84 

77 

70 

66 

67 

61 

64 

75 

84 

85 

75 

74 

73 

89 

91 

8G 

75 

63 

79 

7b 

05 

72 

7b 

73. 

f  Minimum.... 

Sb 

40 

33 

26 

49 

30 

49 

57 

4-5 

61 

3e 

29 

36 

34 

35 

35 

43 

44 

35 

37 

3b 

55 

54 

53 

41 

38 

51 

50 

47 

3C 

3^ 

41. 

First  Conn.  Lake 

)  Moximum... 

49 

50 

40 

50 

63 

60 

70 

76 

61 

68 

49 

51 

61 

52 

02 

64 

74 

44 

40 

60 

7( 

81 

78 

75 

62 

51 

52 

54 

62 

56 

47 

67 

i  Minimum.... 

29 

31 

22 

25 

28 

27 

34 

50 

40 

40 

■2b 

26 

30 

32 

29 

33 

40 

32 

30 

33 

40 

44 

48 

42 

36 

41 

44 

50 

46 

27 

31.; 

Keeno 

J  Maximum... 

64 

54 

62 

65 

47 

32 

82 

74 

70 

64 

65 

63 
31 

65 

73 
33 

76 

83 

79 

6b 

75 

81 

89 

70 

70 

77 

77 

80 

71 

69 

76 

73.1 

)  Minimum.... 

44 

37 

28 
28 

56 

5! 

51 

33 

30 

33 

36 

46 

44 

31 

36 

4-J 

55 

57 

48 

31 

43 

48 

56 

5S 

35 

.34 

41.. 

Plymouth 

j  Maximum... 

60 

52 

67 

69 

73 

83 

83 

68 

74 

60 

69 

64 

65 

74 

77 

81 

80 

65 

75 

88 

96 

91 

84 

6S 

7f 

70 

70 

68 

60 

(  Minimum.... 

40 

30 

22 

2;-; 

47 

26 

45 

50 

40 

47 

33 

22 

25 

26 

27 

29 

38 

39 

27 

30 

36 

49 

48 

39 

30 

35 

50 

50 

50 

32 

28 

i| 

Vermoul 
„      ,.      .                              S  jMaxtniuin  .. . 

57 

47 

59 

65 

62 

76 

83 

7t 

66 

57 

57 

61 

64 

69 

71 

79 

60 

60 

69 

75 

87 

84 

74 

55 

69 

70 

59 

76 

62 

64 

71 

66 

Burlington 

(  Minimum.... 

40 

34 

29 

30 

43 

3b 

64 

57 

48 

45 

37 

30 

42 

38 

42 

43 

40 

36 

44 

52 

55 

43 

46 

65 

54 

56 

42 

37 

40 

4sy 

\  Jiaxnnum.  .. 

57 

47 

66 

58 

61 

72 

82 

66 

68 

52 

65 

67 

60 

64 

67 

77 

00 

05 

71 

84 

83 

74 

52 

57 

62 

61 

60 

70 

u 

Newport  

(Minimum.... 

37 

34 

30 

33 

38 

35 

58 

54 

48 

44 

3;; 

33 

33 

37 

3- 

40 

43 

39 

41 

42 

4S 

68 

52 

45 

43 

4£ 

44 

60 

42 

38 

38 

Northllelcl 

)  Maxiumm... 

6(1 
41 

46 

58 
24 

64 

63 
36 

78 
29 

66 

69 
53 

68 
44 

59 

58 
30 

60 
25 

62 
28 

30 

30 

33 

41 

68 
39 

67 
32 

77 
35 

89 
44 

84 
56 

53 

54 

55 
42 

60 

62 

71 

71 

62 

72 

(  Minimum.   •  • 

2b 

57 

39 

32 

32 

Rutlancl 

5Ma.ximum... 

66 

56 
37 

59 

26 

66 
32 

49 

77 
33 

56 

58 

67 
48 

58 
45 

59 
33 

62 

1^ 

74 
34 

72 
36 

80 

78 
51 

^i 

72 
34 

If 

87 
47 

85 
60 

60 

60 

46 

61 

72 
54 

74 

82 

70 

63 

72 

1  Minimum... - 

44 

39 

34 

52 

60 

51 

36 

36 

8t.  Alhans 

S  Maxinnim.  .. 

57 

51 

61 

63 

64 

84 

74 

65 

60 

57 

61 

64 

69 

76 

80 

09 

61 

70 

77 

90 

80 

73 

68 

65 

69 

63 

75 

70 

65 

69 

f  Jlinimum.... 

36 

31 

30 

46 

48 

46 

61 

61 

50 

41 

36 

37 

38 

43 

41 

52 

44 

37 

41 

51 

63 

67 

57 

41 

42 

62 

54 

57 

54 

41 

47 

i\laximura.  .. 

62 

58 

61 

66 

78 

83 

82 

73 

68 

59 

60 

65 

70 

72 

82 

79 

57 

69 

79 

91 

90 

®o 

73 

56 

72 

70 

67 

67 

05 

74 

8t- Johnsbury  

l  Minimum.... 

41 

37 

25 

28 

60 

29 

b.i 

57 

46 

45 

35 

20 

30 

31 

33 

34 

43 

41 

30 

36 

40 

51 

43 

37 

46 

54 

55 

61 

32 

34 

Woodstoek  

)  Maximum.  .. 

64 

64 

63 

69 

70 

80 

81 

77 

68 

61 

63 

64 

72 

72 

75 

85 

81 

65 

74 

84 

92 

91 

73 

62 

73 

74 

77 

72 

76 

(  Minimum.... 

45 

25 

27 

47 

3'J 

51 

55 

45 

45 

30 

26 

29 

32 

33 

44 

41 

30 

33 

41 

56 

67 

47 

36 

4b 

48 

67 

62 

33 

32 

MMfwhnselh 

Amherst 

iMhfinmm''' 

58 

56 

61 

72 

66 

79 

79 

74 

66 

66 

64 

64 

OS 

75 

82 

7s 

05 

75 

83 

86 

89 

87 

64 

66 

79 

81 

79 

72 

69 

75 

12 

44 

32 

31 

30 

45 

35 

56 

58 

52 

42 

36 

33 

32 

36 

40 

39 

52 

45 

38 

40 

48 

55 

59 

40 

37 

53 

55 

53 

60 

38 

37 

Boston 

j  Maximum'.'" 

46 
41 

44 

54 
36 

71 
42 

65 
54 

67 

48 

76 
58 

74 
56 

64 
63 

61 
60 

67 
48 

66 
47 

55 
49 

57 
43 

76 
46 

84 
54 

82 
56 

67 

48 

75 
49 

67 
54 

85 
53 

92 
64 

90 
62 

63 
49 

48 

76 

77 
53 

59 
53 

73 
50 

71 
50 

73 
51 

Brockton 

(iiaximum'ii'. 

54 

42 

55 

73 

69 

81 

75 

71 

70 

61 

67 

66 

68 

61 

76 

80 

81 

75 

76 

77 

94 

93 

91 

68 

79 

81 

73 

72 

72 

77 

*  Minimum  ... 

4(1 

39 

36 

40 

55 

47 

54 

55 

62 

52 

45 

40 

42 

44 

48 

52 

46 

48 

62 

47 

66 

65 

64 

49 

43 

56 

51 

54 

48 

48 

Concord 

)  Maximum.  .. 

45 

44 

58 

70 

66 

79 

83 

74 

73 

62 

66 

66 

64 

67 

76 

84 

82 

67 

75 

75 

85 

90 

89 

65 

67 

76 

76 

69 

72 

71 

76 

(Minimum.... 

41 

38 

32 

33 

48 

41 

69 

69 

54 

47 

41 

34 

36 

37 

33 

62 

45 

44 

40 

46 

57 

61 

48 

41 

51 

52 

52 

44 

30 

36 

East  Warehainli 

S  Maximum... 

57 

45 

55 

68 

66 

71 

67 

59 

61 

65 

62 

60 

58 

74 

77 

67 

69 

77 

70 

68 

7^ 

80 

63 

67 

77 

79 

72 

70 

6B 

73 

Uiinimum.... 

40 

40 

38 

35 

53 

49 

60 

51 

48 

42 

36 

36 

44 

38 

39 

51 

46 

39 

42 

43 

55 

53 

50 

39 

65 

55 

50 

61 

41 

40 

Fall  River 

(.Maximum  ... 

53 

46 

56 

70 

66 

■75 

70 

66 

68 

64 

66 

67 

63 

76 

79 

76 

OS 

76 

75 

72 

91 

90 

66 

66 

78 

70 

70 

74 

72 

73 

(Minimum.... 

37 

35 

32 

37 

53 

45 

52 

52 

49 

49 

42 

41 

40 

46 

38 

46 

63 

46 

46 

47 

49 

66 

64 

48 

43 

53 

54 

48 

52 

45 

43 

Fltchbiirg  

j  Maximum... 

55 

47 

59 

73 

69 

81 

78 

75 

67 

69 

68 

67 

7b 

85 

82 

77 

79 

89 

90 

90 

85 

07 

79 

74 

79 

(Minimum.... 

34 

33 

36 

51 

38 

60 

58 

50 

62 

43 

34 

40 

34 

35 

43 

57 

44 

43 

45 

49 

61 

67 

49 

41 

54 

49 

62 

6'6 

43 

42 

T 

Lawrence 

j  Maximum... 

46 

43 

60 

69 

63 

78 

80 

69 

72 

58 

66 

68 

63 

63 

77 

84 

80 

67 

76 

74 

87 

88 

66 

05 

77 

75 

66 

73 

71 

76 

(Minimum.... 

40 

38 

35 

36 

51 

45 

59 

59 

64 

52 

45 

40 

42 

39 

39 

44 

54 

47 

44 

40 

46 

00 

66 

48 

43 

51 

55 

51 

57 

46 

44 

Nantucket 

i  Maximum... 

48 

43 

49 

63 

60 

64 

62 

56 

03 

62 

60 

01 

63 

53 

67 

73 

63 

03 

67 

68 

63 

70 

82 

64 

05 

65 

74 

66 

70 

64 

72 

(  Minimum.... 

38 

39 

40 

43 

48 

45 

48 

50 

48 

46 

45 

44 

44 

47 

48 

46 

5! 

61 

46 

48 

48 

52 

56 

48 

48 

54 

54 

51 

47 

47 

47 

Stockbridse    

piaxiimnn... 

68 

59 

61 

70 

62 

77 

81 

74 

63 

64 

61 

60 

65 

69 

74 

78 

74 

63 

70 

81 

80 

84 

63 

66 

76 

78 

84 

70 

72 

(  Minimum 

40 

33 

24 

26 

43 

31 

52 

54 

49 

46 

31 

27 

26 

28 

31 

32 

46 

41 

27 

35 

40 

52 

55 

3S 

33 

46 

48 

56 

65 

32 

30 

W'illiamstown 

S  Maximum... 

70 

57 

68 

62 

76 

81 

73 

73 

66 

61 

59 

63 

68 

71 

76 

72 

6' 

69 

77 

85 

85 

82 

71 

63 

75 

76 

81 

71 

66 

71 

i  Minimum.... 

50 

40 

29 

32 

50 

34 

60 

46 

48 

34 

32 

31 

36 

39 

64 

44 

37 

40 

52 

62 

48 

39 

50 

50 

59 

56 

37 

37 

Worcester 

Ulaximum... 

48 

48 

55 

73 

64 

78 

79 

71 

72 

66 

64 

63 

66 

67 

74 

81 

79 

66 

74 

77 

86 

88 

88 

08 

66 

74 

79 

74 

72 

71 

75 

(Minimum.... 

39 

34 

33 

35 

51 

41 

57 

58 

51 

51 

45 

32 

37 

34 

32 

43 

54 

44 

46 

45 

51 

61 

64 

47 

43 

54 

52 

50 

69 

46 

41 

Rho<le  hl( 

lUl 

•'■m: 

\i}r\n\'    Iclan.T 

(Maximum... 

48 

44 

51 

61 

59 

64 

62 

59 

00 

58 

58 

59 

59 

58 

65 

71 

69 

62 

68 

72 

03 

80 

84 

66 

62 

68 

74 

60 

70 

67 

67 

DIOCK  ifslAlKl 

(  Minimum.... 

41 

36 

38 

42 

48 

48 

48 

48 

48 

47 

44 

44 

44 

46 

45 

51 

50 

48 

48 

50 

49 

53 

58 

49 

47 

52 

62 

51 

51 

48 

60 

Kingston 

(Maximum... 

80 

50 

54 

72 

68 

70 

66 

70 

69 

59 

62 

65 

64 

61 

78 

76 

75 

67 

75 

75 

70 

90 

90 

82 

07 

76 

79 

79 

77 

73 

72 

iMinim.nn.... 

40 

37 

35 

34 

52 

36 

36 

50 

53 

51 

37 

32 

32 

39 

35 

37 

49 

44 

37 

40 

37 

61 

56 

67 

38 

53 

53 

52 

52 

35 

34 

Providence 

(  Maximum.  .. 

52 

46 

56 

73 

66 

76 

69 

65 

67 

67 

68 

65 

61 

.78 

81 

7» 

69 

77 

81 

94 

92 

66 

09 

82 

81 

70 

75 

73 

76 

(Btinimum.... 

42 

37 

36 

41 

55 

52 

55 

57 

54 

51 

47 

44 

44 

45 

42 

51 

56 

48 

49 

52 

61 

60 

66 

49 

47 

59 

56 

52 

57 

47 

48 

Coimecticnl 

M 

Cream  Hill 

(Maximum... 

(  Minimum.... 

72 
44 

58 
37 

61 
29 

68 
35 

63 
49 

75 
42 

79 
52 

73 
65 

70 
50 

64 
45 

60 

59 
35 

63 

67 
40 

45 

75 
50 

73 

55 

67 
41 

41 

80 
45 

84 
59 

87 
61 

81 
69 

61 

47 

64 

75 

47 

77 
58 

83 
55 

70 
67 

70 
41 

mM 

Hartford 

j  Maximum... 

62 

52 

62 

74 

66 

77 

79 

71 

63 

67 

65 

65 

67 

69 

77 

79 

77 

67 

76 

82 

81 

91 

90 

09 

70 

78 

85 

79 

75 

73 

Tw^^t 

(  Minimum 

44 

36 

32 

35 

46 

37 

55 

57 

53 

51 

40 

37 

37 

38 

41 

44 

54 

48 

43 

44 

46 

66 

61 

43 

46 

54 

57 

57 

54 

44 

^m^^l 

New  Haven 

JIaximum.  .. 
(Minimum.... 

57 
46 

64 

61 
35 

73 
41 

65 
54 

74 
50 

70 
54 

67 
54 

71 
54 

67 
52 

66 
47 

65 
44 

64 
41 

65 

45 

70 
51 

74 
50 

75 
54 

69 
49 

76 

48 

75 
52 

74 
51 

87 
5S 

87 
63 

68 

48 

70 

47 

82 
56 

84 
00 

69 
57 

78 
57 

73 
51 

iB 

New  London  

j  Maximum  .  . . 

q 

(  Minimum 

Norwalk 

"68 

'65 

"ei 

"75 

"67 

■  '73 

"72 

■73 

"66 

"67 

"67 

"64 

'65 

"69 

"77 

"73 

"79 

"ii 

"75 

"83 

"80 

'  '93 

"89 

"69 

"71 

"82 

"84 

"75 

"so 

"75 

"75 

(  Jlinimum.... 

41 

41 

30 

52 

38 

47 

55 

48 

52 

41 

33 

30 

33 

38 

43 

60 

40 

32 

43 

43 

52 

60 

53 

41 

43 

50 

56 

58 

43 

■is'm 

Putnam 

(  Maximum  .  .  ■ 
(Minimum.... 

54 
39 

47 
36 

55 
32 

72 
31 

68 
53 

42 

75 
52 

51 

67 
51 

62 
52 

61 
52 

62 
32 

67 
31 

66 
32 

74 
34 

80 
36 

78 
48 

62 
46 

73 
37 

78 
38 

80 
40 

88 

48 

87 
57 

81 
66 

64 
41 

76 
53 

80 
51 

: 

72 
53 

70 
35 

11  ™ 

39 

J 

Seepage  28  for  explanation  of  reference  marks. 
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NEW     ENGLAND    SECTION 


Q.  H.  NOYES 


Vol.  LIII. 


Boston,  iMass.,  JUNE,   lt)41. 


No.  6. 


GENERAL  SUMMARY 

Soil  moisture  was  adeqnatel}'  restored  over  ino.^t  of  soutlieni 
New  Eiiglaiul  during  June,  ])eing  the  tirst  month  in  19-11  with 
above  normal  precipitation  in  this  region.  The  ngrioulture  ad- 
vance was  favoral^le  and  an  alauidant  early  crop  yield  was  real- 
ized. In  the  northern  division,  the  month  continued  the  series 
of  dry  months  which  hegan  with  January  of  this  year.  Only 
scattered  sections  reeieved  sustaining  showers,  and  much  of  the 
region  suffered  some  drought  losses.  Near  the  close  of  the 
nn)nlh,  general  showers  brought  temporarj*  relief  from  the 
drought  danger,  but  in  general,  crops  and  vegetation  were  back- 
ward. Cool  weather  during  the  first  half  of  the  month  was  fol- 
lowed by  a  reaction  to  much  warmer  from  the  17th  through  the 
29tli,  except  for  the  period  23-2oth,  and  temperature  readings 
rose  frequently  to  the  90"s.  The  monthly  maximum  tempera- 
ture, 98'^,  was  recorded  at  many  stations  on  the  '27th  and  28th. 
There  were  a  few  widely  scattered  occurrences  of  frost  damage  to 

[ConHnued  on  page  34] 
TEMPERATURE 

The  average  montlily  temperature  for  tlie  Section,  based  on 
105  records,  wa.s  65.0°,  wliieh  is  1.0°  ahove  the  mean  for  the 
past  51  years.  The  average  temperature  for  the  northern  division 
was  63.8°;  for  the  southern  division,  66.2°.  The  higliest  month- 
ly mean  was  70.8°  at  Haverhill,  Mass. ;  the  lowest  was  54.8°  at 
Easiport,  Maine.  The  highest  recorded  was  98°  at  9  stations 
oil  the  27th  and  28th;  the  lowest  was  30°  at  First  Connecticut 
Lake,  N.  H.  on  the  1st  and  12th,  and  at  Plymouth,  N.  H., 
Chelsea,  Vt.  and  West  Cummington,  Mass.  on  the  12th.  The 
greatest  monthly  range  was  66°  at  Plymouth,  N.H.;  the  lea.st 
was  34°  at  Block  Island,  R.  I.  The  greatest  daily  range  was  50° 
at  Durham,  N.  H.,  Franklin,  N.  H.,  and  Plymouth,  N.  H.  on 
the  7th.  

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
192  rei'ords,  was  3.42  inches,  which  is  0.01  inch  below  the 
mean  for  the  past  54  years.  The  average  precipitation  for  the 
northern  division  was  2.57  inches;  for  the  soutliern  division, 
4.31  inches.  Tlie  greatest  monthly  amount  reported  was  7.82 
inches  at  Hatchville,  Mass. ;  the  least  was  0.52  inch  at  Eastport, 
Me.  The  greatest  amount  in  24  hours  was  3.43  inches  at  Hatch- 
ville, Mass.  on  the  5th.  The  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  10,  which  is  tlie  mean  for  the 
past  54  j-ears.  

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  118  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  w-as  9.3  miles  an  hour,  which  is  0.1  mile  an  hour 
above  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
34  percent  of  the  possible  amount,  which  is  5  percent  above 
the  mean. 

Cloudiness  was  near  the  mean.  The  average  for  the  Section, 
aased  on  129  records,  was  13  clear,  8  partly  cloudy,  and  9  cloudy 
iays. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 


m  '^ 


7:30  p.m.  observations  at  12  stations,  was  74  percen't,  Wliieii  18 '^:*3 
1  percent  l)elow  the  mean. 


Kith, 


DATES  OF  MISCELLANEOUS  PHENOMENA 

.4 Kroms.— 1st,  12-13lh,  17-20th,  22-26th,  29-30th. 

Hal  OS,  himir. —  3d. 

Halos,  sold,-.— 4ih,  8th,  12th,  17lh,  23d. 

Hail.  — {dates  and  general  location) — 2d,  (iilman,  Vt. 
Falls  Village   and    Ilarlford,  Coim. ;    17th,    Keene   and    Man- 
chester, N.  II.;  18th,  Knosburg  Falls,  Searsburg  INIountain  and 
Wilder,  Vt.  and  Bridgeport,  Conn.;  29th,  ^^'oodstock,  Vt. 

Thuudersiorms.—  l-3d,  5th,  8-9th,  14-25th,  27-30th. 

Fog,  dense.—  l-7th,  10-19th,  24-30th. 

Frosts. —  (dates  and  general  location) — Killing:  12th,  First 
Connecticut  Lake  and  Plymouth,  N.  H.,  Chelsea,  Vt.  and  West 
Cummington,  Mass. 

Sleet. — (dates  and  general  location)— 9l]i,  Caribou,  Me. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  MHSsachusatts,  Rhode  Island,  and  Connecticut.) 


1918 


1SS9 

ISflO 

18'Jl 


1803... 
1891.... 
1895 ■ • • • 
18%.... 


1910 


1912 

1913 

1914 

191.5 

1916 

1917 


19-24 ' 

1925 

1926 1 

1927 1 


1.83 

2.78 
3.26 

I'.U 
I.  00 
2.92 
2.12 

3.64  I 
2.20  ( 


2.37 

0 

3.41 

0 

2.90 

0 

3.  13 

0 

2.93 

2.86 

0 

1.03 

0 

2.72 

0 

3.21 

0 

3.96 

0 

2.  02 

0 

:!.  42 

0 

2.  68 

0 

1.44 

0 

3.75 

0 

V.84 

0 

3.63 

0 

4  94 

0 

:h.vo 

0 

0 

1  70 

0 

2  44 

0 

3.95 

0 

2.74 

0 

U.  62 

0 

1.51 

0 

1.84 

0 

2.03 

0 

5.12 

0 

4.77 

0 

3.  82 

0 

2  26 

0 

6  29 

0 

3.  (r2 

•  0 

7.  .')2 

0 

3.18 

0 

1.88 

0 

3.54 

0 

2.00 

0 

3  17 

0 

5.35 

1  96 

;i.2i 

5.83 

2.84 

2  38 

4.03 

5.V3 

3.35 

4.68 

7.27 

.S.28 

3.08 

4.31 

3.43 

0 

No.  of  (lays  (all 
New  Kiiglaud) 


I    9 


13 

9 

13 

g 

13 

7 

12 

9 

13 

10 

12 

10 

9 

9 

13 

H 

10 

g 

12 

9 

12 

9 

10 

10 

13 

12 

' 
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Climatolo^ical  Data  for  June,  1941 


Maine 

BangoilJ   

Bar  ilaibor  (near) 

Brassuai)amt 

Brunswick  

Caribou! 

Eastporli 

Easl  Wiiitlirop.  ••  ■ 

Ellsworth  

Eustis 

Faniiiiigton 

Ft.l''airllekl2(ne'r) 

Fort  Kent 

Gardiner 

GreiMivilleU 

Hiraiiit 

Houltoii 

Jackiiian 

Lewistou 

Macliias2 

Madison"' 

Middl.Mian, 

Millinockel-'   

MiU) 

Moosi'head  2 

Noiln  liridgton... 

Oldtowii 

Orono. 

Porlla.nll. 

Presque  IsIp----  ,•■ 
RiposrennsDaniT'- 

Rockland 

Bum  ford 

Tlie  l-'orUs 

Upper  Uain 

Vanceboi-o 

Winslowta 

WoodUuidlll 


■  Stal 


New  Ih 

Berlin  11 

Bethlehem  .. 
Caiiiion  Ml. 2 


vshire 


Coi 


DixvilleNot 
Durham    ••■ 

Erroll|3 

First  Oonu. 
Fitzniiliam* 


HanovHV 

Hilloboro 

KecneS  •■ 

Lakeport 

Lincoln2. 

Manchester 

Milan   

NashuaS 

New  l)urhar.it2.- 

NewDort   

Noilli  Stratford2. 
PiiikhamNotoht-- 

Plymouth ■ 

W    Slewartstown^ 
Wolfboro  Falls--- 

York  Pond    

For  State     •  ■  - 


Mt.  Washiiigtonft 

Vermont 
Bellows  l''all?i 


s'loii 


Cavendish 

Chelsea 

Cornwallt 

Craftsbury  Com. 

Dors<'t 

EastBaniel2 

East  Ryegate  — 
Euosburg  Falls- - 

Gilmaii 

Mays  Mint 

Newfane 

Newport  tt 

Northfieldl 

Readsboro2  

Rocliester2 

Rutland 

St.  Albans 

St,  Johiisbury  ..-■ 
Searsburg  Mt.2  ■  - 
Searsburg  Sta.+2. 


Temperature,  in  degrees  Fahrenheit  |       Precipitation,  in  inches 


I'enobscol  --  - 
Hancock  --•.■ 

Somerset 

Cumberland. 
Aroostook  -  -  - 
Washington  ■ 
Kennebec  •  -- 
Hancock 


Franklin 

Aroostook  --- 
Aroostook  . . . 
Kennebec — 
Piscata(iuis  .  - 
Cumberland- 
Aroostook  -- . 
Somerset  •  •  - 
Androscoggin 
VVashinglon  . 
.Somcis.'t...-. 
O.xfonl.. 


I'lscatiu 


Cumberland- 
Penobscot -• - 
Penobs(•<)t-.• 


Knox 


Oxloi-d 

Somerset--- 

Oxford 

Washington 
Ivennebec. 
Washington 


Graf  to 
Merrii 


Kockiiiffham- 


Hillsboro 
Cheshire - 
Belknap. 
Grafton   - 


Hillsboro. 
.StralVord  . 
Sullivan. 


do.. 

Grafton 

Coos 

Carroll 

Coos   


Benninglo 

K.sspx 

Windham 


liltei 


isor . 


Orange 

Addison 

Orleans 

Bennington  . . 

Caledonia 

Caledonia 

Franklin 

Essex 

Windham 

Windham 

Orleans 

Washington... 
Bennington--- 

Windsor 

Rutland 

Franklin-. 

Caledonia 

Bennington  -. 
Bennington  .. 


3-2 
■257 
1500 


505 

570 

1.484 

391 


+  2.7 
+•2.6 


+  1.4 

+3.r 

+4. '6' 
+2"2' 


+  4.9 
+  i-'7' 


+  2.4 
+2.'5' 

-o-'s' 


+2.5 
+2.'4' 


+3.0 
+2.4 
+  3.0 


+2.4 
+  2.' 4 


Sc 


-0.41 
-2. 25 
-2. 59 
-3.22 
-2.42 
-1. 12 
-1.94 
-2.44 


-2.06 
-1.07 
-2.  12 
-2.5S 
+0. 12 
-2  12 


—0.60 
-0. 12 
-1.98 
-0.64 
-1.86 
-0.73 
-0.77 
-0.25 


3 


Civil  Aeronautics  Autb. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.S.  Weather  Bureau      3 
Augusta  Water  District  J 
Bangor  Hydro  Electricf 
Mrs.  Hannah  1-  Hatch 
Slate  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  1).  Soule 
U.  S.  Weather  Bureau 

C.  C  P.&L.  C(j. 
William  H.  Cutcming 
P-  M.Tripp 

Union  Water  I'owerCo 
Bangor  Hydro  IClectric< 
Great  Northern  Paper  Co 
Union  Water  l'ov\erCo. 
Great  Northern  Paper  Oil 
June  Howler 
Ralph  F.  Webber 
C.  L-  Chadbonrne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  P« 
Oliver  W.  Holmes 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Powe 
Guy  W.  Butlor 
Hollingsworth  ,k  WI 
St-  (Jroix  Paiier  f:o- 


Co- 


Bdward  Fenu 
George  E.  Tucker 
Kenneth  Boothroyd 
U- S.  Weather  Bureau 
Sarali  H-  Gleason 
Univ.  of  N.  H. 
Union  Water  I'ower  Co- 
Cuan.  Valley  Lumber  C< 
Mass.  Uept.  Public  Heal 
F..l.Sonthmay<l 


;o!lcge 


Dart 

N.  11   Research  Forests 
C.  F.  Robbins 
Fred  Wiggin 
Edward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Peunichuck  Water  Wt 

E.  E.Tobey 
H.P.Shepard 

F.  A.  smith 
J.  B.  Dodge 

Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Keimoth  Berry 
U-  S.  Bureau  of  Fisherh 


U.S.  Weathi 


B.  F.  Hydro-Electric < 
Slate  Fish  Hatchery 
Geol'ge  L-  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen-Vt  P-  S.  Corp. 
Mrs.  Thco.  G,  Taplin 
Sarah  E.  Lane 
Miss  E,  M.  Dustin 
Rufus  P.  Gilbert 
N.  E.  Power  Co. 
J.  F.  Devinstit         , 
I,.  U .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Mrs.  John  .T.  Gerety 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.E.Power  Co. 
E.  E.  Ordway 
George  II.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Povs'er  Co. 


See  page  34  for  explanation  of  reference  marks 
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i'erini>/i(  Co««  <i 
)iiierM'lt- 


iliiiaiirtoii'- 
ror  swte 


Windham  — 
Wiiiillmiu-..- 
Oalettonia.  ■.- 

Wiiirtsor 

VViii.lsor.... 
Wioaiiain  ... 

Windsor 

Windham  ... 
VVinds(>r...   • 


:iilllllr- 
^  11)3  '.  . 


ilfor.i" 

illbiiry-' 

i.iitau'ue  City2. 

aiitiiok>-l  >  

ewIV.K.Td.... 
orlhlirjilB«»». .. 

einlir.ki'* 

•rn" 


K..ns||2 

lilOIlt**. 


For  State  ... 

fthn.ii  hlnnil 

lidl.... 


For  .State... 
C'onneclictit 


khanigi'-ail-  . 
■li1iteport3...  .., 
irhOKioii'!  .  — 


Koricshire  .. 
Hampshire  • 
MiddlesHX  .. 
Norfolk  .... 
do  .... 

SuKolk 

Worct'stiT  .. 
Plymouth  .. 
Ilaiiipdeu  .. 
Hampslure. 

SulToik 

Wor<i-ster  .• 
Middlesex  .. 
Plymouth  .. 

Bristol 

Worcester  . 
Middle.sex  •  • 
Norfoll£  ..■■ 
Woroester  . . 

Ksse.t 

Franlslin  .... 
Middlesex  . . 
Worcester  ■ . 
Barnstable.. 

Kssex 

Kraukliii  — 
Ifiimpdfu  .. 
Uerk.shire  •• 
Worcester  .. 
l{:iriistuble.. 

Kssf X  

Worci-ster  . . 
Middlesex.. 

KssHX  

Middlesex  .. 

Bristol 

I'lymouth  .. 

Kssex 

Worcester  . 
Worcester  .. 
I<"ranklin  ... 
Nantucket.. 

Bristol 

Worcester  .  • 
Plymouth  .• 
Berkshire  .. 
Worcester  • 
Berkshire  .• 
Hampshire. 
Plymouth  .. 
Won'ester  ■ . 
Barnstable.. 


Bristol 

Franklin  ... 
Worcester  • . 
Berkshire... 
Middlesex  .. 
liiimpden  .. 
Worcester  .. 
Berkshire. .. 

15ssex   

Bristol 

KranUlii.  .. 
Hampshire. 
Worcsit-r.. 
Hampshire-. 
Hampden  •. 
Middlesex  •  • 
Berkshire  ■  • 
Worcester  .. 
Berkshire 
Worcester  .  • 
Worcester  •  • 


Newport.... 
Washington 
Newport... 
I'rovideiue 


Nf  w  London 
r.itcbfield  ... 

Fairfield 

Hartford  .... 


Temperature,  in  degrees  Fahrenheit  |      Precipitation.  In  inches      I     No-  of  days 


+0.9 
+  2.8 

+  2.5 


+0.6 
+  1.9 
+2.2 


+  1.3 
+  1.0 
+  1.2 


+  1.67 
Tl.40 
-1.55 
+0  21 
+2.90 
+  2.40 
+  0.81 


-0.93 


+-i.2:i 

+  3.49 
+  0.31 
+  0.6)S 
-0.  7(1 
-^0.8S 
-1.04 
-1.06 
+  1.42 
-0  17 
+0.79 
-0.K9 


+  0.90 

\.r-,o 

+  1.00 

1  33 

+  0.61 

1.06 

-1.34 

0  94 

+  0.  14 

L.  L.  Lecnnrd 
Conn.,  Kiver  Power  Co. 
Ullniau  VV.  Ford  HI 
Bvii  K.  Uoubleday 
N.  E.  Power  Co. 
E,  T.  Sutton  Ml 
Olcoll  Falls  Co. 
Walter  AdaTns  til 
Beuton  8.  Pinney 


N.  E.  Power  Co. 
Alass.  Ai;r.  Kxp.  Sta. 
Met.  Water  Work.s 
.^itate  Dept.  I'lihlu!  Healtli 
Blue  llillOliserviitory 
U.  S.  Weiither  Bureau 
Mrs.  l.oriiiK  II.  Ueed 


Oeiit. 
Dfpt. 


illh 


lealt 


Mel.  Wiiter  \\(nks 

Met.  Water  Works 

Fred  A.  Tower 

Joseph  L   Keiley 

Richard  C.  Bri-lniin 

Herbert  B.  Alien 

Met.  Water  \V<nks 

State  Dept.  I'uhlic  Health 

State  Dept.  Public  Health 

Kaliih  M.  Barker 

Bureau  of  Entoraolofry 

State  Dept   Public  Health 

State  l)ei)t.  Public  Healtli 

state  Dept.  I'ublic  Health 

Citv  Engineer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stnte  Teacher's  Colleco 

State  Dept.  Public  Health 

K.  P.Mitchell 

.Met.  Water  Works 

Essex  Coniiiiiii.v 

Props.  Locks  ,V;  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  It.  Iloelzel 

State  Dept.  Public  Health 

N.  B.I'owerCo. 

Charlotte  A   Braun 

U.  S.  Weather  Bureau 

Citv  Rngiueer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Cotnr.  of  Put)lio  Works. 

State  Dept.  Public  Health 

Plymouth  Cordiiee  Co. 

Met.  Water  Works 

IrvinK  H.  McN;'yr 

IT.  S.  C  (}.  Station 

Bristol  Co.  Agr.  School 

N    E.  Power  Co. 

Stale  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Waler  Works 

U.  S.  Armory 

Met.  Water  Works 

Ni'sbit  H.  Bmuks 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  IS   Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbrcad 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  I'ublic  Health 

MetWater  Works 

Williams  (;olle«e 

State  Dept.  Public  Health 

Clifford  L.  Davis 


U.S  Weather  Bureau 
Aki-.  Exp.  Station 
Affr.Fxp.  Station 
U.S.  Weather  Bnrean 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
BridReport  Hydraulic 
Water  Bureau,  Hartford 


!>ee  page 34  for  explanation  of  reference  marks. 


84 

■ 

■ 
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■ 

June,  194 

Olimatologrical  Data  for  Jane,  1941 

Temperature,  in  degrees  Fahrenheit 

Precipitation,  in  inches 

No.  of  days 

6 

a 

s-< 

a 

S 

_ 

i£ 

P» 

Statloui 

Counties 

1 

11 

1 

1 

f 

to  a 

-5 
II 

1 

D  a 
II 

ll 

5a 

S 

9 

.So 

p 

Observers 

M 

►4 

« 

iJ 

o 

^ 

CB 

H 

is-:3 

o 

&H 

o 

Pi 

Connecticut  Cont'd 

Colchester 

NewLondoii 

420 

300 

1  300 

53 
0 
45 

63.9 

-1.6 

92" 

21§ 

40' 

12 

40« 

50 
12 
45 

4.25 
5.47 
4  47 

+0.66 
+6  45 

1.90 
2.09 
1  19 

0 
0 
0 

7 
10 

nw. 
nw. 
nw. 

Edward  Bartman 
Edwin  K.  Wilder 
X  S  Gold 

Hartford    . 

T  itnViflBlfl    . 

21 
18 

2 

J 

Cream  Hint 

65  4 

+  1  4 

88 

22§ 

22§ 

45 

i^ol 

si 

D'Wafne'H"^'"'''^ 

Har 

I  itc 

1.220 
585 

0 
25 

25 
40 

7.44 
6  78 

+3.48 
+2  76 

2.05 

0 
0 

,^ 

Falls  Village^ 

,«q1,1 

64  1 

1  2 

98 

27 

37 

lOS 

46 

14 

3 

54 

27 

12 

33 

80 

4.00 

+0.92 

U.  S.  Weather  Bureau 

Lake  Kononiocf.  •■ 

NewLondoii     .. 

178 

0 

56 

5.10 

+1.96 

1.87 

0 

10 

New  Haven  .... 

200 

5 
162 

65.1 

93 

22§ 
22 

39 
50 

10 
12 

29 

5 
123 

4.04 
4.98 

■+i.88' 

2.07 
2.21 

10 

13 
13 

10 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

+  1.8 

New  London.... 
Fairfield 

20 

116 

48 

70 

49 

8 

Norwalk  

67.4 

+0.4 

93 

22 

42 

jl 

37 

5.22 

+  1.93 

2.00 

18 

8 

nw. 

L.  M.Corastock 

Windham.. 
Litchfield  . 

458 
1,015 

5 
7 

65  0 

92 

89 

27 
21§ 

41 
34 

7 

42 

5 

7 

4.48 
5.37 

1.79 
1.63 

11 
11 

8 
18 

7 

8. 

Civil  Aeronautics  Auth 
F  Hurliman 

Salisbury 

Tolland 

640 

50 

66  4 

+2  0 

92 

27 

40 

12 

38 

51 

4.46 

+  1  24 

2.20 

12 

5 

nw 

Agr.  Exp.  Station 
William  J.  Pape 

Waterbiiry  

New  Haven  ■•   . 

340 

53 

68.0 

+  0.5 

96 

22 

42 

12 

41 

54 

+0.89 

1.32 

y 

IS 

fi 

nw. 

91" 

20§ 

3H« 

12 

40'' 

1 

4.35 

1.67 

5 

Hart  lord.. 

1,180 

0 

17 

5.30 
6.12 

+1.58 
+1.60 

2.42 
2.56 

6 

Water  Bureau,  Hartfor 

j 
1 

For  State- ■   •• 

66.2 

+  0  1 

98 

27 

34 

1 

46 

15 

5 

10 

P 

KKSSURK,  WIND 

,  HUM 

Dia 

Y,  AN 

1 
1 

1)  SUNS 

HINK 

— 

— 

!    1  I 

[Continued  from 

page  31) 

of  the  month,  the 

Atmospheric  Pressure 

Wind 

Relative 

tender  plant.s  on  th 

e  12th.     At  the  close 

(reduced  to  sea  level) 

Humidity 

was  a  general  need  of  soaking  rains  over  n 
England,  although    in  Aroostook  County 

uch  of  northern  Ni/ 

£; 

,  heavy  showers  aii 

Statloiia 

§ 

° 

cool  weather  were  retarding  the  normal  advance  of  the  potn 

i 

1 

» 

S 

^ 

s 

ii 

a  t-. 

c 

S 

a 

a 

a 

2S 

il 

crop. 

E. 

:g 

td 

O 

J 

o 

<  > 

a> 

t- 

'- 

cux 

1 

29.95 

30.21 
30.24 

^ 

Block  Island  .... 

12 

29.56 

5 

15,8 

40 

ne. 

5 

81 

74 

81 

70 

Blue  Hill  

29.94 
•?M  93 

30.23 
30.  23 

13 
13 

29. 62 
29.60 

8 
8 

14.8 
10.8 

49 
38 

w. 

9 
5 

^8 

58 
54 

VI 
67 

57 
57 

Boston  

Burlinprton 

29.  92 

30.19 

12 

29  68 

8 

7.7 

21 

w. 

9 

47 

70 

Caribou 

29.87 

30.21 

12 

29.35 

8 

10  7 

M 

66 

Concord 

29  93 

30  24 

13 

29  59 

7  0 

75 

48 

(!7 

56 

13 

29.40 

g 

8.3 

30 

5 

73 

84 

56 

Greenville 

?9.  92 

30.  23 

12 

29. 49 

8 

6.1 

32 

9 

75 

51 

66 

29.  91 

30  20 

12 

29  56 

4  8 

25 

Hartford 

12 

f< 

8.5 

26 

10 

75 

55 

68 

64 

Nantucket 

29  94 

13 

29.54 

5 

12.3 

44 

6 

79 

70 

86 

66 

29,97 

30.23 

2fi 

29.58 

5 

9.U 

ne. 

North  Held 

29.  94 

30.23 

12 

29.59 

8 

6.8 

2V 

n. 

73 

59 

Portland 

29.91 

30. 21 

13 

29.53 

8 

7  (t 

28 

w. 

9 

M 

68 

711 

Providence 

29.95 

30.24 

13 

29.64 

5 

9.4 

42 

nw 

10 

58 

EXPLANATION  OF  REFERENCE  MARKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obse 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  teil 
perature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  al 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Ref«| 
enee  letters  ».'',°.  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example.  ^  represents  two  days,  etc.  j 

t  Post-off  ice  addresses  of  these  stations  are  as  follows :  Maine  -  Brassau  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville;  | 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Piukham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  -  Bloomfield,  North  Stratford,  N.  H 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington ;  Somerset,  Wilmington ;  Vernon,  Shelburne  Falls,  Mass. ;  -  Massachusetts  —  Ashland ,  Frai 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framingham;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konoraoc,  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.     Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

•    Precipitation  included  in  that  of  next  measurement.  **    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  mornit 

recorded  as  of  preceding  day.  t    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station ;  precipitation  iind  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amoii 
recorded  is  for  preceding  24  hours.                    ^    Themometers  not  supplied  by  Weather  Bureau.                    §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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i 

Daily   Precipitation  for   June,   194X 

'       Slutioiis 

Drainage  busin 

Day  of  month 

1 

•h|3 

4 

5|     6|    -|    8|    9 

|.o 

11 

12 

13 

14  1  15  j   16  1  17  1  18  1  19 

20  \n 

22 

23 

•24|26 

26 

27 

28 

29 

30 

81 

■/"' 

1        1        1 

1 

f  1 

.. 

h- 

1 

.19i.... 
.531  .02 

.14    .01 
.44   .02 
.29   .01 

.ostl.... 

1 

01 

■."is  ".'64 

.■"!|'.'28 

.01  .ii 

... 

'.'06 

■.'62 

.07  .  . 
.09  T. 

■W" 

.02 

'.'38 

.06 
■.04 
.46 

'.io 

.O'i 

'.'ic 

-r, 
:oc 

.01 

".is 

'.M 

■.■i4 

'.'64 
.48 

■'69 

'.'06 

T. 

■■'r. 

1.17 

■.■45 

.50 
.35 
.08 
.'pOS 

.07 

'.'6i 

1.36 
.16 
.69 

'.'69 

■v. 

'.'63 

.16 
.03 
.60 
.17 
T. 
.17 
.02 
.04 

'.'67 
.17 
.19 
.86 
.14 
51 
.10 
.21 
- 
.59 
.36 
.25 

.71 

i.'40 
.16 
.36 

i'45 

".'u 

.77 
.90 

.41 
T. 
.59 
.17 
.47 
.60 
.22 
.01 
.50 

1.18 
.17 
.74 
.13 
.61 

■2.30 

.ii 

1.08 
.19 

0.62 
0  64 

1 

....do 

Kennebec 

....do 

St. John 

Kunnebec 

....do 

St.  John 

Kennebec 

Aiidioscoggiu    .... 

Kennebec 

Penobscot  

f. 

•iV 
.02 

f.- 

't. 

06 

.04 

.oa 
■.'oa 

■."63 

■.'io 

■r 
.2- 

.26 

.0: 

.01 
.37 

■v. 

.93 

•:65 

r. 
•r. 

.68 
T. 

■.08 

a 

.01 
.01 

i'. 

.04 

.28 

■.■6 

.0( 

.1 
".'6 

".2-. 
.04 

■.ii 

T. 
T. 
.U 

■.07 
.08 
.12 

•r. 

T. 

■f. 

.32 

1:25 

4.05 
0.90 
2  '22 

.07!...  1  .16 

.09 
.42 
.20 
.14 

1  .14 

■.'40 
.05 

.16 

.15 

■.'66 

.03 
■.'06 

.48 
.01 

.05 
.03 
.31 
.21 
T. 
.22 

... 
... 

"■■t 

1.65 
0.78 
1.16 
1.74 
1.82 
1.49 

....do 

•  Igtou... 

PresuniDSCot 

Penobscot   

.09 

.02 

.... 

iV 

T. 

■.03 

.72 
.61 

.sa 
.49 

.64 
.09 
.12 
.27 

.18 
.16 
.30 
.15 
.77 
.64 
.40 
.76 
.13 
.46 
.68 
1.40 

.19 

.76 
.25 
.62 
.49 
.20 
.93 

^47 
.29 
20 
.20 
.72 
.24 
.50 

.37 
.12 
.  13 
.57 
.13 
.15 
.23 
.24 
.22 
.20 
.13 
.12 
.05 
.09 

.18 

Coast 

St.  John 

.08 

•r. 
.21 

T 
.09 

.02 
T. 

.01 

01 

T. 
.24 

■f. 

■;i?i"' 

0  70 

^le   

.02 
.10 

■.■54 

T. 
.01 

.02 

.38 

■.■2! 

■v. 

i.'oi 

.03 
.08 
.98 
.08 
22 

■."os 

.03 
.01 

,•,?« 

.0.T 

.97 
.02 
.18 
11 

.04 
.12 

■.■65 
.15 
.45 

••;^ 
.03 
.60 

'I' 
1.75 

■.■6i 

2.1b 
.51 

.13 

.08 

■f. 

■.'61 

■.■■24 
.02 

.20 

.'64 

"^' 
■.■63 

•i" 

3  72 

„l)amt  : 

I'onobscot  

■'K' 

''62 

.07 
.6C 
.41 

.3C 

'.'32 

2  07 

Androscoggin   .... 

Kennebec 

....do 

St  tUoix 

.08 

■.'os 

•f.- 

T 

.02 
■."oi 

if 

■      1  .0.^ 

1.94 

.46 

.45 

2.15 

,1  PC/lire 

Androscoggin 

•'i-V 

T." 

'.oi 

.09 

'.'io 

.02 
.24 

.02 
.'12 

't. 

.■36 
.37 

.■62 

.02 
."63 
■.■62 

T. 

■.■32 

.01 
.06 

i'S8 
.04 
.36 
.20 
.01 
.20 
.62 
.26 

.03 
T 
T. 
1.30 
T. 
.57 
.58 
.08 
.07 
.02 

.■62 
.91 

".20 
.16 

.07 

f. 

■.06 
■.■74 

■.■33 

.09 

'!i4 

.03 

T 

.2'- 

.19 

.30 

.12 

.24 

.30 

.22 

120 
.46 
.13 

■.■65 

.'64 
.39 

■."20 

'-i- 

.20 
■.'22 

.80 

.68 

T^^ 
.35 
.31 
.05 
.54 
.21 

'.'48 
.12 

.61 

■.■i3 

.01 

■.■i6 

■.■63 
■I' 

.03 
.09 
.23 

".\» 
1.02 
T 
.07 
.14 

'.'is 

:68 

'■■7i 
'.'oi 

.34 

■w 

.!( 

".02 
.  12 
.14 
.16 

■■i\ 
'.02 

.01 

2. -25 
1.00 

Coast 

Connecticut 

Merrimae 

a   Laket. 

.06 

.02 

T. 

.10 

■.■63 
.16 

4.31 
4.09 

....do 

Merrimac 

...do 

...do 

Connecticnt 

.03 
'.02 

.60 
■.■77 

.03 

■.■64 
■.■'io 

'.'52 

T. 

f.' 

■.■31 

'.'ic 
■f. 

.6 

4.00 

.00 

■."64 
T 

.Ob 

■.is 

.05 

T. 

lOl    n" 



.01 
.12 

.'18 

.23 

.20 
T. 
.03 
.26 
.31' 

-.11 

■.\l 

:tl 

T. 
2.70 
.07 
.05 
.04 
.22 
.03 

".k 

.27 
.12 
.02 

.13 
.18 

.06 
.07 

.■ie 

.15 

.22 

.78 
.06 
1.66 
.37 

■.'06 
1.21 
.01 
.05 

.27 
1.31 
.7t 
.13 
.07 
.11 
.18 
.33 
.04 
.55 
.44 
.36 
T 
.03 

'2.09 

uim*t... 

.02 

'tV 

.12 

.02 

T.' 

3.67 
3  ')0 

.Ob 

'.0'. 

.52 

■42 

■.'32 

1.93 
1.73 
.73 
.05 
1.18 
1.27 

;:"' 

■  11- 

....do 

.20 

.36 

.03 
01 
.04 

.02 
.06 
.09 

f. 
.02 

'.\o 

T. 

.92 

■iv 

2.  59 

1 

T. 

.02 
.03 

T. 
T. 

'.'os 
■■r'. 

".is 

".21 
■.■32 
"'r.' 

Connecticnt 

.   .  do 

.01 
.04 

.'.';. 

T. 

.01 

3.03 
2.49 

T 

.21 
.08 
.04 

'.'7i 

".01 
.05 

■.'67 

".9' 
.■54 

'.'is 

"'.'. 

3  12 

-•  falls.... 

St.  L.iwrence 

CUamplain 

....do 

...do 

.51 

'."6i 

■.■'io 

.04 

.'os 

.02 

:^ 
■.•67 

r. 
■f." 

T. 
.01 

■v.' 

.25 
.03 
.13 
1.10 

'.'an 
'.■53 
2 '79 

f. 

.14 
T.^ 

.91 
1.43 
1.10 
1.32 
3.43 

.77 

■."46 

'oi 

■.■06 

.06 
.02 

5.58 
2.47 
3.9f. 
2.33 

;-  (oear;. 

f. 

■v. 

2.31 

I.0( 

....do 

...do 

....do 

Connecticut 

Coast 

....do 

Connecticnt 

i'. 

.12 
.08 

6.43 

,L-'- 

.01 
T. 

T. 

.01 
.'65 

2.07 

stetu 

6  13 

..:.•••■.•:::: 

.32 
.04 

5.40 
4.'2<> 
6.67 

....do 

Coast 

...do .■ 

Merrimac 

...do 

Charlp.'i 

.10 

".21 
.19 

'.'i4 
.06 

.07 
3.27 
.61 

f. 

■.■52 

■.■38 

■.03 
T. 
T. 
.06 
.01 

2.58 

:"!'.'".'.'.:: 

'.'.'.. 

6  62 
4.65 

'.'.'.. 

.... 

.'22 

.51 
T. 

'.■39 

.03 

4.06 
4  65 

Connecticut 

Coast 

■■.03 
.11 

.07 
.Oi 

.'.^^ 

■Jis 

■.'07 

\% 

1.72 

(,,,»• 

.35 
'63 

.04 

■.09 
.02 
.03 
T. 

T. 

".54 
1.22 
.57 
.02 

3.40 
.43 
.91 
1.91 
2.30 
.  13 

T. 

T. 

.32 

T. 

.06 
.13 
.91 

.4*5 

.06 
.10 

t 

1 

.24 
.14 

1.29 

'.04 

.13 
.19 

■.'06 

.08 

■'12 

■.■i3 

.61 
.41 

.08 

■'26 
.04 

1  Vt 

r. 

.05 
.05 
.3:i 
.20 
1.14 
.18 
.26 

.40 
.15 
.16 
.40 
..57 
.2!: 

[63 

30 

T. 
.05 

i  68 

...do 

Merrimac 

.07 
.11 
.54 

■.tt 
.16 
.14 

■.■36 

■.'67 

■!•■ 

.01 

■.09 
■.'12 

:::: 

.22... 

.22 
.12 

.20 

.05 

1.85 

i.'io 
.95 

1.99 

.  1 

Coast 

....do 

Housatonic 

■.'65 

'.'24 

.01 

■.■27 
.16 
.02 

.■io 

".06 
.06 
.04 

5.90 

I'd 

T. 

6.63 

3.17 

)wn 

....do 

1.62 
.60 
.70 
^27 

2.03 
.65 
.64 
.18 
.45 

1.50 

1.29 
2.09 
1.75 

1.46 
1.90 
1.19 
2,05 
1.10 
1.43 

1.06 
.37 

3  61 

i.'so 

1^06 

1.54 
.10 

1.20 
.02 
.40 
.09 

1.02 
.19 

.97 
T. 
.52 

.03 
.02 

".15 
.53 
.06 
.15 
.22 
.93 
.09 
.26 
.06 

.!(' 
.02 
.04 

1.02 

■.■46 

■.■20 
.90 

2.34 

4  62 

•  mout" 

.12 
.68 
T 
.20 
1.40 
.63 
.24 
68 

.02 
.48 
.23 

.40 
.50 
.27 
.09 
.20 
.24 

1.04 

■.■76 
.05 
.11 

■.■50 

.25 

■.'65 
T. 
.10 
.74 
.09 
■1'. 

'.'68 

1.70 
..30 
.03 
.09 
.02 

'.'23 

'.'64 
'.'ie 

.71 
.39 
.48 
.15 
.19 
.23 
.15 
.64 

.36 
1.16 
.37 

.16 

4.66 

1 

Connecticut 

Coast 

Connecticut 

...do 

.43 
.27 
.21 
.17 
.17 
.19 
.05 

.28 
.46 

.10 
.50 
.26 
.55 
.48 
.76 

T 

■.'65 

T. 

03 
.02 

'.bk 

1.57 

3.55 

T. 
.04 
T. 

5.40 

ilis 

.... 



T. 

■t.' 

.08 
.76 
T 

2.39 
6.78 

•  >un 

T. 

2.52 

,, 

Connecticnt 

B1ack.stone 

Ixlnnd 

.06 

.25 
1.62 
.09 

T. 

■ 

'.'62 

:::: 

'i'. 
T. 

.02 
.20 

.41 

■.■31 
.01 

■'!■■. 

T. 

■.'62 
'.'63 

3.21 
5.90 

do 

.53    .2.51 

6.83 

rovidenre) 

....do 

Coast 

.01 

.15 

.63 
.40 
.43 

!07 

.04 

'.■34 
T. 

4.01 

Cfineclicnt 

7.30 

:^S:::; 

...do 

Honsatonic 

Connecticut 

....do 

Coast 

do 

.04 

l'55 

■f. 
t. 

.45 

■.'68 

■.'34 
.16 

'.'si 

.... 

4. '25 
4.47 
7.44 

T. 

s 

::.... 

4.00 

-111 



'£'. 

4.98 



.12 

;4i2 
.41 

■tv 

■i 

2.00 

2^20 
1.32 

1.70 
.24 
.19 

.48 

.23 
.49 
.03 

.29 
.28 
.52 

r 
.02 

.68 

.01 

5.22 

torrs 

Vaterbury ; 

Quinebang 

Willimautic 

■r 

.01 

.20 

f.^ 

.41 
.07 

•v.' 

.41 
.37 
.41 

... 

4.48 
4.46 

4.39 

1 

See  page  34  for  sxplanatlon  of  reference  markg. 
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OLIMATOLOGICAL  DATA:  NEW  ENGLAND  S|:CTION 


June,  H: 


Daily  Tempei-atures  for  June,  1941 


I  H  H  H 


:|    si 


7  I  18      19  I  'iO  I  21      n 


■23     24      25     26     27  I  2S     29 


iUdne. 

Bar  Harbor  u.ear) 1  *Jf,^- ; 

Kastport  j  Maximum  . 

Port  Kent j  Maximum. 

Greenville    J  ilaximum  . 

Houltou    )  Maxiinum  . 

Lewistoii {  Waximmi.  . 

MillinocUel j  Maximum. 

oidiowii  !  j{;';fj',5J',",',"  ■ 

forlland  \  Mi'.ximum  . 

'  Minimum.. 
Bumford  !  Maximum. 

'  Minimum. . 
Winslow   i  Maximum. 

'  Miniiiuim.. 

New  Hinnpfhire 

B«.Mall liSum': 

<^oni:on\ j  ji'l";"";',',"  ; 

r,.,.,i )  Jlaximum  . 

"""'""" i  Minimum.. 

First  Conn.  Lake )  J{f,f|'/,;'/,',j"  ". 

„  Ma.x'imum .' 

"••^^"^ )  Minimum.. 

Pi,..,>,>,,n.  '  Maxinunn  . 

"^'^ '""""' (  Minimiun.. 

"•"•li"«t"" (Mhi^mum'.: 

Newport   !  MhHmun"  I 

NortlUield 1  Mini  mum'.' 

HiiHh,.,i  !  ^'iiximum. 

'^""'*''''    I  Minimum.. 

o-    , ,,  ...,  i  JIa  ximuiii . 

•^'■'^""'"^ I  Minimum.. 

lat    i.,i.iwUi.rv  !  Ma.Kinnim  . 

at.JohiiMmry   i  Minimum.. 

^V<>o"^'-<  ;JlSm.: 

MafSKchiisetl!: 
.,„,,.,,„  )  Maximum. 

*"""  "^'' (  Minimum.. 

„     ,  )  Maximum  . 

»"«t"" I  Minimum.. 

B-"ton \^=Z: 

.  )  Maximum . 

^""<'<'«' (Minimum.. 

k-^»t  \v.,rHl,«n.'i  !  Maximum. 

h,rtst  Wareliam,' j  Minimum.. 

(T.^ii  HivB.-  !  Jliiximum  . 

^''"  "'^'" i  Minimum.. 

^'t>="''"'-8  iMhdmZ':: 

f'^^""'"^^ iMhSm'.:: 

Na.-.-Uet IJSir;: 

8tocUt.rid.e    l^SuX:; 

W'"i'""«^"-' iMhUmun":: 

^— '" IS;r.;: 


Block  Island 


j  Maximum  .  . 
/Minimum... 

j  Maximum . . 
(  Minimum. .. 

j  Maximum .  . 
(  Minimum... 


Norwalk. 
Putnam  . 


S  Maximum  . 
(  Minimum.. 
\  Maximum . 
I  Minimum. . 
)  Maxinunn . 
I  Minimum., 
j  Maximum  . 
(  Minimum.. 
Kimuni . 


)  Maxii 
i  Miniii 


J  J  ..! 


57     68*     67     65 


46 
..„  75 
39     42 


781    75 
45|    37 

771    78 


45      45!     45     44      47| 
77     841    76|    471    58 


56J    54 


45  42| 
76  78 1 
44      541 


80|     G4' 
30j     40l 


70      75      79i 


78     72 

45|    47 


421     44i     44|     40 


79i     82]     76 


63; 

55I 

52 

81 1 

77' 

r,ti 

5ttl 

48l 

43 

83l 

8U| 

67 

G0|     71 


56 

54 

44 

72|    59l     60 

M)    SO 

45 

6SI     65 

73 

48 

48 

40 

62 

54 

5rt 

59|     4' 


82  7r 

58  "54'' 

45  45: 

83|  SOJ 


37  50 

83  75 

45i  53; 

731  58 

511  52 

781  73 

40  52 

76  73 

45  51 

70j  58 

42  511 

70  611: 

46|  52, 


2     82     84     97 


66     82!    88 


53I    55     54I 
-•     75     sol 

57     56 


5ii|  S9i 

80!  85l 

50  531 

86  8S| 


68 

57 

56 

631     77,     74 

5l|     53!     51 

7;- 

821    79 

58 

541     57 

7;- 

83 

57 

54 

73 

80 

52 

5,' 

55 

83      82      is8 


oil  61 
83  94 
6II    65 


87      91      89 


87J    9l|    90 


89,  03 

49|  58      58 

90  93!     93 

59  64 

94i  95 

59|  68 

76  79 

54I  ■'■:6 


58!    6fi     '^ 


56 

r- 

57 

5t 

60 

74 

77 

77 

7f 

85 

57 

5S 

57 

5f 

6(1 

6a 

76 

7^ 

8< 

79 

h;^ 

h!i 

67     56 

57 

73 

76 

75     82 

82 

52 

57 

56 

.52 

56 

50     40 
67     " 


55j    53 


56     59!    59 


52     53 

75!    92 
58'    59 


B 


56]  56 

80;  74 

57  50 

93  81 

571  .58 

90]  76 
53; 


90 

52j    61 


.52|     59 


77 

92 

4H 

66 

fir 

8C 

4(: 

4h 

lie 

97 

5f 

68 

6,s 

93 

40 

53 

75 

48 

65 

91 

97 

46 

88 

66 
95 

5l|    50 
62 


96 
63 

90i    97 


67      65 


Seepage  34  for  explanation  of  reference  marki. 
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NEW    ENGLAND    SECTION 


G-  H.  NOYES 


Vol..   LHI. 


Boston,  Mass..  JULY.    li)41. 


GENERAL  SUMMAKY 

The  series  of  months  witli  pubnoiuuil  precipitation,  which  had 
begun  in  January,  1941,  wns  l)roken  in  July.  Monthly  rainfall 
iras  above  normal  in  all  .sections,  averaging  about  25  pcreont  in 
?xce.-«.  Agriculture  responded  with  a  nearly  normal  advance, 
ilthough  early  crops  were  too  matured  to  be  materially  benefit- 
;ed.  The  first  hay  crop  was  poor,  and  much  of  the  early  corn 
ailed  to  attain  its  normal  size.  Frequent  thunderstorm  activi- 
y  wa.s,  in  some  instances,  attended  by  damaging  hail,  the  most 
loteworlhj'  occurrence  being  at  Hartford,  Conn,  and  its  vicinity 
m  the  ■i4th;  hailstones  ranging  to  1  3-4  inches  diameter  fell 
)ver  a  wide  area.  At  Stougliton,  iNfass.  on  the  23d,  a  violent 
vind-.-^torra,  attending  a  heavy  thundershower,  damaged  200 
rees  and  other  structures  and  disrupted  communication.^'.  It 
vas  reported  to  have  been  of  tornadic  type. 

The  average  monthly  temperature  was  near  normal.  T!ie 
varniest  days  were  generally  the  2d  and  2.5t]i,  and  the  highest 
ecorded  was  100°  at  Durliatn,  X.  H.  on  the  latter  date.  Rivers 
iiul  lakes  were  somewhat  liigher  towards  the  end  of  the  month, 
ilthough  they  continued  low  for  the  season.  Generally  speak- 
ng,  the  weather  this  July  was  particularly  favorable  to  agrieul- 
nre.  and  somewhat  so  to  other  seasonal  activities.  e.  s. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
.08  records,  was  69.5°,  wliieh  is  0.4°  above  tlie  mean  for  the 
)a8t  54  years.  The  average  temperature  for  thenorthern  division 
vas68.4°;  for  the  southern  division,  70.6°.  The  highest  monlh- 
y  mean  was  73.7°  at  Lowell,  Mass.;  the  lowest  was  59.6°  at 
ilastport,  Maine.  The  liighest  recorded  was  100°  at  Durham, 
s\  H.  on  the  25th;  the  lowest  was  87°  at  Enosbnrg  Falls,  Vt. 
"Q  the  3d.  The  greatest  monthly  range  was  56°  at  Durham, 
^.  H.  and  Enosburg  Falls,  Vt. ;  the  least  was  23°  at  Nantucket, 
•lass,  and  Block  Lsland,  R.  I.  The  greatest  daily  range  was  47° 
t  Durliam,  N.  H.  on  the  3d. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
;89  recrords,  was  4.67  inches,  Vvdiich  is  0.93  inch  above  the 
aean  for  tiie  past  54  years.  The  average  precipitation  for  the 
orthern  division  was  4.71  inches;  for  the  southern  division, 

.64  inches.  The  greatest  montldy  amount  reported  was  9.85 
nches  at  Fitzwilliam,  N.  H. ;  the  least  was  1 .56  inches  at  Orono, 
,Ie.  The  greatest  amount  in  24  hours  was  4.60  inches  at  Fit?:- 
."illiam,  N.  H.  on  the  12th.  The  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  12,  which  is  1  above  the 
..lean  for  the  past  54  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
las  southwest.  The  average  velocity,  based  on  the  records  at 
5  stations,  was  8.0  miles  an  hour,  which  is  0.3  mile  an  hour 
elow  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
S  percent  of  the  possible  amount,  which  is  3  percent  below 
lemean. 


THE  LIBRARV  or  thf 


Ihe  cloudiness  was  above  the  mean.  The  average  for  the  Sec- 
tion, based  on   132  records,  was  12  clear,  9  pa UAJtVeflSllP^y.  «pl||  i  mnio 
10  cloudy  days.  "-LINUI6 

Tlie  monthly  relative  humidity,  based  on  the  7:;'0  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  SO  percent,  which  is 
2  percent  al>ove  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^»ror«s  —  3-5th,  7th,  10-lltii,  ln-25th,  2Slh,  80th. 

Hnlos,  lunar. —  oth,  11th. 

llalos.  .9o/ar. —  3-6tli,  11th,  14-15th,  23d,  29th. 

Hail.  —  (dates  and  general  location) — 1st,  (heavy)  and  2oth 
(light),  Danbury,  Conn.;  24th,  (heavy)  Plymouth,  Mass.  and 
Hartford,  Conn. ;  26th,  (heavy)  ICnosburg  Falls,  Vt. 

TliundcrMorms.—  l-5th,  7-14lh,  17th,  19-20th,  22-30th. 

Fog,  dtnse. —  l-3d,  5-31st. 

Frosts. —  (dates  and  general  location) —  None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1X90. . 
I'.IOO.. 


'remneiatuie 


1901 

lOO'i 

1903 

1904 

1W5 

1906 

1907 


1913 

19U 

I91.T 

1216 

1917 

1918 

1919 

19'20 

1921 

1922 

19-23 

1921 

1925 

1926 

1927 

1928 

1929 

1930 

I9:!l 

1932 

19:j3 

1931 

1935 

1-3G 

1937 

19.38 

1939 

1940 

1941 


02 

30 

9.=; 

34 

96 

34 

9S 

33 

3S 

OS 

41 

92 

34 

9R 

36 

96 

25 

99 

35 

99 

30 

9S 

39 

94 

38 

00 

35 

96 

34 

00 

37 

Ofi 

29 

93  I 


42 

9.  05 

41 

4.01 

48 

2.88 

39 

3.71 

41 

2.  62 

35 

4.  05 

40 

3.49 

42 

2.46 

40 

3.42 

39 

2.  96 

39 

4  51 

41 

3.  45 

4.4S 

43 

3  60 

40 

2.  18 

44 

:i.87 

48 

.5.37 

40 

4.66 

40 

.3.31 

42 

3.88 

37 

3.92 

37  3.14 

43  1  3.25 

43  1  6.  49 

40  1  2.91 

39  3. 54 

,3U  1  4.71 

32 

3.77 

2.17 

0 

5.  43 

0 

3.  37 

0 

4.34 

0 

2.66 

0 

2.64 

0 

2.70 

0 

3,31 

0 

3.90 

0 

7.51 

0 

2.  12 

0 

4.89 

0 

3.13 

c 

4.20 

0 

3.74 

0 

4.1V 

0 

3.16 

0 

4.31 

0 

4.11 

0 

4.12 

0 

3.19 

0 

2. 55 

0 

2.49 

0 

4.22 

0 

3.  12 

0 

3.06 

0 

3.23 

0 

9.  (15 

0 

4,01 

0 

2.88 

» 

3.62 
3. :« 
2.07 
3. 96 
6.77 
6.61 
2.13 
3.  IS 
4.37 
3.:38 
6.25 
4.33 
2.  72 


0  I  5.  29 

0  I  1.56 

0  I  3.34 

0  I  3,  ;)6 

0  3.4C 

0  2.27 

0  2.  17 

0  3.94 

0  2. 19 

0  2. 35 

0  8.91 

0  1.63 


No.o/  days  (all 
New  England) 
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Climatological  Data  for  July,  1941 


M 


Maine 

BangoiJJ   

Bar  llaibor  (near 
Brassiia  Daint-  ■•  • 

Bmiiswick  

Caribou' 

Kastporl' 

Easl  VViiitlirop.  •■ 

Ellswoi-tli  

Eiistis 

FarmiiiKloii 

Ft.  Fiurlield''i(iie'r) 

Fort  KiMit 

Gardiner 

GreeiiviUeJt 

Hiraiiit 

Hoiiltoi) 

JaoUiiuiu 

LewbU.ii 

Macbiar,^ 

Madis.u.y 

Mi.UlUHlaiu 

MilliuucUel^  

Mill) ;, 

Mooseliead  - 

Noi-tli  liriiigton.-- 

Oldlowii 

Oroiio. 

PorlliUKii. 

Pres.nie  I. !«•.•••  ;,■ 
Rip.,-,',lUsl)alnt•'• 

Rockland 

Riii.ifoi.l 

The  l''uri;s 

Upper  iMin 

Vaiu'i'boro 

Wiiislout'^ 

Woodlaudlll 

For  State     ••• 
New  Ildiimiihire 

Berlin  11 

Betbleliein  ...... 

Cannon  Mt.'^ 

Couoordl 

DixvilluNotcb  •■■ 

Dun.an.    

Errolll'! • 

Fir.st  Conn.  Lakef, 

FilzwilliaMi"* 

Franklin 

Glenclili    

Hainpion..-. 

HauovtrS 

Hiilsboro 

Keen.i3 

Lakeport 

Lincoln'^. 

Manchester 

Milan   

NasliuaS 

Newl)urha.nt2... 
Newport  ■■■■■■■■■ 
Noith  Stratford^. 
PinkhaniNotclit.- 

Plynuaith 

W  8teuart,.touii2 
Wolfhoro  Falls- •■ 
York  Pond 

For  Slate     ■•■ 


Mt.  Washingtontj- 
Vermont 

Bellows  Falls 

Bennington 

Bloom  liuldt 

Braltlcborolia 

Bnrlinslon  1 

Cavendisli 

Chelsea 

Cornuallt 

Craltsbnry  Coin... 

Dorset 

East  Barneti! 

East  Kyegate 

Enobbiirg  Falls-... 

Gilniaii  

MaysMillt 

Newfane 

Newport  tJ 

NorUitieldl 

Readsboro^  

Rochester^ 

Rutland 

St.  Albans 

St.  Johnsbury 

8earshnrgMt.2  .... 
Searsbnrg  Sta.f^... 


Penobscot 

Hancock  ..•.-. 

Somerset 

Cumberland.. 

Aroostook 

Washington  .. 
Kennebec  — 

Hancock 

Franklin 

Franklin 

Aroostook 

Aroostook.... 

Kennebec 

Piscataquis  .-. 
Cmnberland.. 

.Aroostook 

Somerset 

Androscoggin 
VVashin!,'lon  .. 
Soni,-r.sia...... 

Oxford 

t't-nobscot .  •  .. 
I'iscataQuis.... 
Soiiu-rsct 


Oxford 

Washington  .. 

Kennebec 

Washington  .. 


Coos 

Slrairord 

<'oos 

Merrimack  — 
Grafton   ...... 

Rockiiigiiam .. 

Grafton  

[lillsborough 

Cheshire 

Belknap...... 

Grafton   

Hillsboro 


Hillfbor 
StralYori 
Snllivan 


Windham  .. 
Bennington 

Kssex 

Windliani  ■ . 
Chittenden.. 

\\'indsor 

Orange 


Orleans 

Bennington 
(;alcdonia  .. 
Caledonia  .. 
Franklin.... 

Essex 

Windham... 


Windliam.... 
Orleans..  .. 
Washington.. 
Bennington.. 
Windsor  .... 

Rutland 

Franklin..... 
(Jaledonia... 
Bennington 
Bennington  . 


505 

67U 

1.4H4 

d91 


1650 

83 

1,260 

1.660 

1150 

390 

1,650 

10 

603 


Temperature,  in  degrees  Fahrenheit  |      Precipitation,  in  inches 


SI 


+2.1 
"+2.'6 


+  1.4 

■+i.'i 


39  !  16 
57 
12 


5.53 
9.49 
3.93 
,  6.95 
6.2J 

1    H    SA 


SI 


+  1.42 

+  6.10 
-0,35 
+  0.52 

-0.29 
+0. 82 
+  1.52 
-0.  .53 
+0.25 


+2.15 
~1.«4 
-2.08 
-0.89 
-0.32 
+0.28 


-0. 54 
+4.10 
+0  44 


■  fi.'-is' 

+  0.55 
+  0.55 
+2.43 
+  1.23 



■+4.'86' 
+  0.-J9 

'  +  i.'37' 


j  o!84 


+  0.81 
+  2.85 
+1.89 
+2.  82 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Tluirston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  C 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Sonle 

0.  S.  Weather  Bureau 
C.  C  P.  A  L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  C 
tireat  Northern  Paper  C( 
Union  Water  Power  Co. 
Great  Northern  Paper  C< 
June  Bowler 
Ealph  F.  Webber 
C.  L- Chadbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Mo.  Experiment  Station 
Great  Northern  I'aper  C' 
Oliver  W.  Holmes 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  A  Whltm 
St- Croix  Paper  Co. 


Edward  Fcnn 
George  ICTiickc'r 
Kenneth  Boothroj'd 
U.S.  Weather  Bureau 
Sarah  H-  Oleason 
Univ.  of  N.H. 


,  Wii 


'ower  (/'o. 


C.  iU  n   Val  1  ey  Lu  m  ber  0 
Mass.  Dept.  Public  Hea 
F.J.Soiithmayd 
Stale  Sanatorium 
Frank  E.  I.eavilt 
Dartmouth  College 
N.  11.  Kesearch  Forest. 
C.  F.  Bobbins 
Fred  Wiggin 
Edward  A.  c;arr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Peiniiclnick  Water  Woi 

E.  E.  Tobey 
Il.P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 

Mrs.  Hattie  0.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisherle 


U.  S.  Weather  Bureau 


B.F.  Hydro-Electric  < 
State  Fish  Hatchery 
(reorge  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  8.  Corp. 
Mrs.  Theo.  G.  Taplin 
Sarah  B.  Lane 
Mies  E.  M.  Dustln 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  P.Devins  t1t 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  tt1 
Mrs.  .John  J.  Gerety 
Rev.  A.  B.  Crlchton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  II.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  40  for  explanation  of  reference  marba . 
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Climatoloffical  Data  for  July,  1941 


CooQties 

j 

t 
2 

Temperature 

.  ill  degrees  Fuhreuheit 

Precipittttiou.  iu  inches 

N 

0.  of  days 

i 
r 

dtatiooa 

1 

1 

ll 

3  C 

II 

a- 

1 

1 

9 

1 

.2 

1 

t-. 

P 

II 

t 
0 

11 

ii 
II 

.=« 

-5 

*-2 

a 

1 

h 

Observers 

ouier.-fit-- 

Wiudham 

Wimlliara 

Caledonia 

Windsor 

Windsor 

Wiudhaiu 

Windsor 

Windham 

Windsor 

■2.080 
■22^ 
■22$ 
400 
490 

1.45U 
370 

1.640 
TOO 

•29 
I 

0 
0 
0 
50 

... 

1 

-1.2  1    86 

2 

39 

., 

83 

29  1  5.54 
43     6  77 

+  1.14 
+3.73 

+3.' si 

+  4.' 69 
+  3.99 
+  1.59 
+  1.63 

Vo.'^iV 

+  1.'24 

-0.'8,3 
-0.  69 
-•2.05 
-0. 16 

+  1.10 
(-0.31 
-  0  25 
-1.51 
-0.97 

+0.72 
+  U.01 
-0.  43 

'-o.si' 

-1.07 

l.OJ 

X  ii> 

'•2.06' 
1  01 
3.38 
1.51 
1.90 
4.32 

lioo 

1.86 

o.'g.V 

1.38 
1.32 
1.67 
1.48 
1.15 
1.10 
1.17 
1.35 
1.68 
1.84 
1.69 
l.'2> 
1.76 
1.^2:-i 
0.79 

1 

0  1  15 
0  1  15 
0  1   10 
■■■■••i|2 
0  1   15 
0  1  10 
0  '   18 
0  1    11 
0jl2 

0  i   16 
0      10 
0  111 

18 
15 
15 

ii' 

1 

10 
16 
15 
18 

11 
16 

6 
9 
■•4- 
21 
6 
3 
11 
9 

11 
10 

12 
10 

io' 

12 

9 
5 

s. 

8W. 

sw. 
s. 

se. 

s. 

L.  L.  Lfoni.rd 

Conn.,  Kiver  Power  Co. 

Veal  Uiir^c*'- 

.. 

11 
11 
■27 
18 
21 
■20 
73 

19 
106 
51 
57 
55 
r24 
45 
48 
•28 
21 
68 
54 
53 
15 
69 

66 
19 
23 
25 
15 
34 
30 
23 
46 
21 
43 
12 
21 
47 
30 
43 
90 
81 
116 
30 
55 
15 
26 
12 
38 
68 

r28 

69 
24 
21 
25 
47 
22 

52 
51 
37 
0 

30 
35 
42 
44 
44 
21 
13 
68 
46 
■21 
60 

35 
52 
29 
14 
54 
47 
99 

64 

52 

1(.9 

29 
19 
47 
.34 

3.94 

■6.'9G' 
4. -29 
8.45 
7.20 
5.4ti 
5.41 

6.48 
4.04 
4.68 

■k'-io' 

2.90 
1.83 
3.  .52 
4.92 
4.51 
3  35 
•2.41 
•2.71 
4.05 
4.07 
3.84 
•2.96 
3.83 
3.07 
2.17 

1 

Kv»  Iv.  Dunbleday 
N.  E.  Power  t.o. 
Ii.  T.  Sutton  111 
t)icolt  I'alN  Co 

Vlilie  Kivcr  Jc. -•■ 

VhltiMeham- 

Vililei-  

Vllaiii.Klon- 

Vowlsunk 

'.'.'.'.'.'.'.'. 



.     .. 

Walter  Adams  111 
Beulou  S.  Pinney 

69.4 
68.8 

09.0 
71.2 

+  1.8 
+  1.1 

"+6.'7' 

94 

96 

94 
93 

i 

25 

1§ 
2 

^5 

48 
49 

21 
3 

15§ 
21 

40 
46 

33 

a»iuf:- 

iiilier»t:' 

iriiiii- "• 

.ii.-t  Wurelibiiili- 
■»1IK'^>T, 

:tci::^  r..;-! 

nilM\'..". 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk  

Suffolk..! 

Worcester 

Plymouth 

Hampden 

Hampshire.      .- 
Suffolk           

750 
217 
■227 
70 
640 

540 
110 
600 
1.360 
124 
39S 
139 
18 
190 
402 
172 
240 
1,110 
15 
165 
325 
i.50 
60 
50 
1.650 
90 
800 
1.030 
30 
30 
«20 
14rt 
57 
8ft 
190 
.53 
97 
275 
3S0 
100 
35 

h3 

350 
65 

1.700 
920 

1.037 

1.650 
■21 

1.050 
40 
25 

400 
720 
970 
160 
199 
555 
850 
20 
2(1 
200 
520 
450 

1,205 
210 
'224 

1.400 
900 
711 
960 
625 

19 
56 
0 

0 
56 
101 
0 
4b 
0 
0 
56 
41 
62 
IS 
51 
55 
56 
0 
0 
11 
12 
0 
0 
0 
41 
0 
0 
11 

34 

53 
56 
55 
0 
0 
0 
0 
0 
0 
Eo 
58 
0 
0 
0 

0 

1 

10 
0 
0 

n 

44 
0 

28 
55 
46 
0 
0 
n 
15 
22 
0 

5? 

'o 

4H 

N.  Ii.  Power  Co. 
MasM.  Agr.  Kxp.  Sla. 
Met   Water  WOrks 

IS 
2 

"'6 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 

ii 

0 
0 

0 
0 
0 
0 

13 
14 
6 
10 
15 
17 
13 

11 
13 

12 

7 

13 
12 
10 

"12 
12 
13 
10 
14 
17 
16 
16 
11 
12 

10 
11 

9 
12 
13 
10 
13 
16 
14 
17 
15 
11 
16 
15 

9 
15 
14 

8 

9 
12 

3 
3 

■is- 

15 

"n 

13 

w. 

State  Uept.  Public  Health 
Blue  Hill  Ohaervalory 
U.  b.  Wenther  Bureau 
Mrs.  Loring  H.  Kee.! 
City  Engineer 
t^tate  Uept.  Public  Health 
.^tateDept.  Public  Health 
Met.  W«ter  Works 
Met.  Water  Works 
Fred  A.  Tower 
.Joseph  L.  Kelley 
Richard  C.  Brlgham 
Herbert  B.  Allen 
Met.  Waterworks 
Stiite  Dept.  Public  Health 

69.7 
71.4 

6.6 
-0.3 

92 
96 

55 
57 

16 
15 

30 
26 

ra.o 

+12 

98 

2 

52 

21 

35 

1 

14 

16 

sw. 

■r3.'4 

71.6 

mu 

70.7 
72  8 
73.1 

■  +  i.'5' 

•HI 
■H.3 

-6.3 ' 
-fl.9 
+1.5 

11 
96 
91 
93 
95 
96 

14 

4 
6 
10 
ti 

6 
itV 

17 
11 
9 

i7 
ii 

8 
10 
16 

s. 

sw. 
sw. 
sw. 

2 

4 

2 

57 
52 
48 
51 
52 
53 
52 

15 
15 
21 
15 
15 

15 

33 
27 

36 
■26 
27 
30 
31 

Worcester 

Middlesex 

Plymouth 

Worcester 

Middlesex 

Norfolk  

Worcester 

66.8 
71.6 

94 
96 

2 
3 

52 
46 

15S 
21 

30 
41 

0 
15 

2) 
6 

10 

1: 

lialph  M.  Barker 

Bureau  of  Entomolofry 

.mate  Dept    Public  Health 

State  Uept.  Public  Health 

.State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W. Ludd 

N.  E.Power  Co. 

State  Dept.  Public  Health 

StMte  Teacher's  College 

State  Dept.  Public  Health 

E    P   Mitchell 

Franklin 

Middlesex 

Worcester 

Barnstable 

Essex 

Franklin 

Hampden 

Berkshire  .... 

Worcester 

Barustiible 

3  23 
5.98 

4.71 
4.^24 

5.  73 
.5. 13 

4  31 
4.33 
4.27 
3.71 
2.87 
4.60 
2.70 
5.20 
4.03 
3.43 
4  72 
4.70 
3. 31 
5.46 
4.22 
.5.28 
3.89 
4.  •22 
4.18 
6. '21 
4  87 
5.44 
5.10 
3.  '26 

3.91 
.5.28 
7  20 
4.52 
2;  62 
5.31 
4  ■20 
4.48 
3.  35 
5.12 
4  24 
8.49 
4.67 
3.40 

6.  CS 
2.41 
5. '24 
5. -16 
5.80 
4.61 
•2.40 
4.30 

4.55 
4.15 

5.6K 
4.59 

5.36 
.5.91 
5.80 

-0.  17 
+  1  08 
+0.  '29 

+0.10 
+  1.82 

"o.2i 

+  1.19 
+  0.85 

-0:54 
+  1.46 
-0.  82 
+  1.74 
+0.  43 

+  \.U 

+-2'59 
+0.74 
+  1.43 

-  0.^23 
-0.77 
t  0.  25 
+  1.7,s 

t  (1.  02 
+  1.81 
+  1.10 
+0.20 

'+1.'89 
+3.65 

-i  0,  It; 

0.89 
+  1.50 
+  0.47 
+  0  2fi 
+  0.  03 
+  0.97 

-rO.  8(i 

+  4.33 
+  1.23 

+  2  83 
-1.41 
+0.98 

(■0:49 

-  1.10 
+  0  80 

+  1.47 
+  0.96 

i  -2.  41 
+  1.53 

•^1.54 
+2.22 
+  1.82 
+  1.40 

0.97 
1.47 
1.  84 
1  92 
0.89 
0.98 
0.88 
1.34 
1.50 
1.^28 
1.19 
1.17 
1.91 
1.46 

1.  78 
•2.11 
1  92 
184 
l.SO 
0.76 
1.'27 
1.67 

2.  .JO 
1.84 
1.43 
1.18 
1.42 
1.611 
1.8fi 
1.40 
L40 

0:90 
•2.45 
1   15 
1  •ifi 
L08 

'i.'34 
1.18 
2.62 
1.33 
1.80 
l.f-6 
0  93 
1.59 
0.  .M 
1.21 
■2.00 
1.44 
1.60 
0.  7.'> 
2.62 

0. 90 
1.03 
1.19 
2.  42 
2.42 

1.86 
1.42 
1.67 
1.07 

,; 

74.6 
'69'3 

+  1.5 

"98" 
"93" 

"■2% 

25 

"57" 
"47" 

IB 
21 

37 
38 

9 

16 

io 

"5 

9 

n 

sw. 

68.3 

-2.3 

83 

^ 

55 

15 

21 

Worcester 

Middlesex 

Kssex  

Middlesex 

Bristol 

21 

"\b 

10 

w. 

aitnatet^- 

70.2 
72.4 
73.7 

-0.6 
+  0.6 

+  1.6 

92 
97 
98 

1 
2 
2 

47 
55 
57 

15S 
If 

33 
33 
26 

Met.  Water  Work.s 
Essex  Conn)any 
Props.  Locks  cVCaiiH'.s 
.state  Dept.  Public  Health 
State  Dept.  Public  Health 

ro 

Plymouth 

KsseK 

3 

7 

.. 

Worce.ster 
Worcester  .■■• 

Franklin 

Nantucket 

Bristol 

Worcester 

Ply  month 

Berkshire  

Worcester    

Berkshire  

Hampshire 

i'lymoiilh 

Worcester 

Barnstable 

Br^swl' ;■■.!!'.] 

Franklin   

Worcester  ..... 

Berkshire 

Middlesex    ... 

Hampden  

Worcester  .. 

Berkshire 

Kssex    

Bristol 

Franklin     

Hampshire 

VVorc-atfr 

Hampshire. 

Hampden  

Middlesex 

Berkshire  

W  orcester 

Berksliire    

Worcester 

Worcester 

State  Dept.  Public  Health 
N    E.Power  Co. 

t>  

■r.rd 

Ur-** 

13 

6 

18 

10 

"% 
2 

11 

sw. 
sw. 

'66.' 8' 
7^2.6 

■-i.'o' 
+  1.9 

■79 
90 

'  '•26' ' 
2 

"kk' 

60 

"fi 
16 

'if 

20 

Charlotte  A    Braun 
(T.  S.  Weather  Bureau 
City  Engineer 

State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Comr.  ..f  I'ubti(  Works. 
State  Dept.  Public  Health 
Plymouth  Cordagi' Co. 
Met   Water  Wiu-k» 

■" 

,il:i:    -I" 

'■    .r'^et:::;::: 

-  -  kbil-i:- 

:  !-'H*» 

•'•  cilOIlt**. 

,1. v.' .■;.'; 

■76:6 

+0.7 



+2.3 

■  in 

"9s" 

"25" 
■.2' 

■is 
"fti 

"21" 
15 

37 
•34- 

"9 

'16 

i4 

ii' 

's 

8 

11 
is 
■9' 

nw. 
sw. 

8. 

70.7 
67.8 

mi' 

+1.8 
0.0 

■• 

89 
96 

"94" 

24 
2 

■24 

57 

48 
'■i'j' 

l.T 

14 

"is" 

24 
32 

■33 

... 

Irving  H.  McN.iyr 
tl    8  f  G   Station 

10 
16 
11 
10 
11 
12 

1" 
16 
12 
14 
13 
13 
17 
12 
13 
14 
10 
14 

\l 

15 
1^ 
IS 

8 
12 
15 
14 

20 

5 

■' 

10 

15 

Bristol  Co.  Agr.  School 
N    E.  Power  Co 
State  Dept.  Pnbli.' Health 
State  Dept.  Public  Health 
Met    Waterworks 

33 

70.8 

—1.8 

92 

2 

51 

5§ 

15 

ii 
10 
2 
3 

is 

i-i 

8 
18 
15 

8 

6 
13 
11 
13 

10 

SW. 

s. 
se. 
sw. 

U.  S.  Armory 
Met  Water  W'orks 

It 

nils 

i  uningtoii 

■     -ti'w'|i3  .... 

■  Ion" 

■  ■••'»)» 

fi8.2 
66.2 
70  5 
71.5 

67'0 

■-6.7 

-0.5 
+0.5 

91 
92 
95 

92 

"96" 
96 
96 

1§ 
2 

"'is 

24 
■2§ 

42 
51 
45 
.50 

'.39' 
51 
45 

21 
15 
15 
18§ 

"■21" 
21 
15§ 

39 
27 
36 
34 

■44 
'36 

Npsbit  H.  Bungs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  K.  Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  W^hitbread 

State  Dept.  Public  Health 

Western  College 

State  Dept.  Public  Health 

7'2.0 

::::•: 

3 

20 

« 

sw. 

90 

94 
98 

80 
93 

T 

'io 

14 
10 

13 
11 
13 
7 
11 

"Y 

10 

9 
10 

8 
2 
14 
13 
9 

n 

71. -2 

706 
70.6 

67.9 
69.4 

72,8 
70.0 

72.5 

+2.5 

■■-0.0 

+0.8 

-0.5 
+0.4 

■■-o.'e 

-0.1 

1§ 
...... 

2 

26 
2 

"2' 
2 

50 

"45" 
39 

57 
49 
54 
.^5 
49 

21 

i.5 

21 

3 
15 
1.5§ 
13 
IS 

31 

34 
44 

16 
■29 

20 
29 

11 

"8 
11 

10 
18 
4 

11 

12 

8. 
8W. 

SW. 
SW. 

8. 
SW. 



SW. 

Williams  College 

State  Dept  Public  Health 

Clifford  L.  Dayls 

-  Irinml 
•ndl 

Ill 

■e' 

Newport 

Washington  .... 

Newport 

Providence    — 

33 
100 
•228 

8 

61 
52 

_7 

U.S.  W'eather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 

■f'Jictt 

rid(report3........ 

nrliDgioii2 

Ne»  London  ... 

Litchfield 

Fairfield 

Hartford 

140 
420 
144 
262 

0 
46 
0 

The  Baltic  Millh  Co. 
Water  Bureau,  Hartford 

-0.3 

94 

2 

54 

« 

29 

Bridgeport  Hydranlh' 
Water  Bureau,  Hartford 

1 
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July,  1941 


Olimatological  Data  for  July,  1941 


Temperature,  indegrees  Fahrenheit 


Precipitation,  in  inclies 


g  S 

*e  2-5 

o*  si 

r  I  r 


ii 


Connecticnt  Cont'd 

Colchester 

CoUiusyille^ 

Cream  Hill  f 

Danbury 

EastHartland^.. 
Falls  Village^  .  . . 

Hartfordi 

Lake  Konomoct. 

Mt.  Carmel 

New  Haven' 

New  London  — 

Norwalk  

Putnam 

Salisbury 

StorrsS 

Waterbury  

Westbrook 

West  Hartlan(i2  . 
For  State-.   • 


New  London. 
Hartford  ... 
Litchfield  ... 

Fairfield 

Hartford 

Litchfield  . . . 
Hartford  .... 
NewLoiidoii. 
New  Haven  . 

do  

NewLoiidon. 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Middlesex  . . 
Hartford 


+2.36 
+  1.87 
+2.16 

+  1.94 


■+i.'4i' 

+  1.39 

+4.0T 

+1.90 

PRKSStTRE.  WINI;,  HUMIDITY.  ANDSUNSHINK 


Atmospheric  Pressure 
(reduced  to  sen  level! 


Amherst 

Block  Island  ... 

Blue  Hill 

Boston  

Burlington 

Caribou 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket ■ 

New  Haven 

Northfield  .... 

Portland 

Providence. .- 


29.94 

29.97 

29.95 

29.94 

29.91 

29.  89 

29.' 

29.  941 

29.94 

29.911 

29.95 

29.97 

29.96 

29.  93! 

29.93: 

29.  96, 


30. 24 
30.  24 
30.24 


30.  26 
30.26 
30.24 
30.24 
30.24 
30.27 
30.  'b 
30.23 


29.  62 
29.56 
29.  72 
29.71 
29.  .55 
29.59 
29.  69 
29.70 
29.66 
29.63 
29.  60 
29.62 
29.  59 
29.64 
29.  63 
29.66 


Relative 
Humidity 


Edward  Bartman 

Edwin  U.  Wilder 

T.  S  Gold 

Danbury  Flving  Service 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

L.M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Agr.  Exp.  Station 

William  .T.  Pare 

James  Rintoul 

Water  Bureau,  HarttonI 


EXPLANATION  OF  REFEEENCE  MARKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser-  | 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem-  j 
perature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are  j 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer-  ' 
ence  letters  »,'',°,  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •■  represents  two  days,  etc.  i 

t  Post-office  addresses  of  these  stations  are  as  follows:  Maine  -  Bnissau  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Wuterville;  —  ; 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  -  Vermont  -  Bloomfield,  North  Stratford,  N.  H.;  j 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass.;  Searsburg  Station,  Wilmington;  Somerset.  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  -  Massachusetts-  Ashland,  Fram- 1 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framingham;  —  Connecticut-  Cream  Hill,  West  Cornwall ;  Lake  Konomoc,  New  London.  j 

tt    Not  included  in  summaries  ttt    Observer  for  New  Kngland  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow.  j 

•    Precipitation  included  in  that  of  next  measurement.  '*    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  morning  j 

recorded  as  of  preceding  day.  t    Precipitation  measured  with  recording  gage.  tJ    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station ;  pre<'ipitatioii  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount 
recorded  is  for  preceding  24  hours.                    3    Themometers  not  supplied  by  Weather  Bureau.                    §    Also  on  other  dates  I 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily  Precipitation  for  July,  1941 

Draiiiage  basin 

Day  of  month 

^ 

' 

2 

« 

* 

5|     6 

7  !«  1    9  1  10 

" 

12 

IS 

'^ 

16 

16 

17 

18 

19 

20 

2. 

22 

28 

24 

25 

26 

27 

28 

29|S0 

31 

^ 

Maine 

Eastport' 

.Ellswortli 

Coast 

.12 
'■2'i 

i 

1 

!     i 

.66'   .041  .01 

.31 
.60 
.35 

■.'88 

.83 
.6t, 
.34 
1.18 

.09 
.07 
.08 
.06 

.02 
'."24 

.65 
.06 
1. 10 
.48 
.05 

T. 
■.■36 

'.'os 

■.'38 
.05 

.86 
.46 
.64 
.10 
.64 

.29 
.06 

'.02 

".'67 

.06 

T. 

3.57 

....do 

.63  1.361  .8:11  .06 

r.  2.13...  '1.51 

.;>(■.;  .771  .681  .03 

■■'r.' 

5.96 
5  55 

Faniuiigtoii 

....do 

St.  John 

.m 

.5»;.... 

.04 

■f 

4.68 
2.91 

.01 
.2'. 
.07 
.05 
04 

(irienvilleU 

....do 

.19 

.08 

.21 

.34 

.66 
.13 
.02 

81 

.60 

1  .30 

.45 

.i( 

l'6 

.46 

Jai'kimii 

Kennubec 

Androscoggin   .... 

.50 

■.     1:77!  .34 

.62 
,17 

.01 
1  26 

.... 

.19 

.44 

20 

.10 

.02 

05 

3  34 

.021... 

.04'  .85 

83 

15 

3.97 

Keniu'bcc 

.22 

T. 

.4^11.22 

.5^ 

■r. 

.65 

.W 

.m 

T. 

.51 

.80 

,15 

4.56 

lUUiiiockot 

north' BViaKtou.'!! 

Penobscot   

....do 

Presumpscot 

.•i2 
.05 
T. 

■.09 

.13 
i.08 

1.13 
.85 
1.17 

0' 

.25 

.42 
.45 

.05 
.17 

•V. 
.04 

.14 
.35 

.85 

T. 

tV 

".'98 
.35 

1.03 

3  46 

.50 
.14 

•;63 

3  57 

.42|1.69 

........ 

.60 

.04 

.04 

6.04 

Peuol>scat   

i?^ 

-.•,.• 

.52 

T' 

■r. 

.01 

•J'. 

.37 

ggUudV^ 

St.  John 

70 

13 

.19 

•r. 

1   41 

13 

T 

42 

,0/ 

•r. 

30 

3.30 

iSSreiiusDamt.. 

IVnobscot 

lij 

\i 

6( 

R.> 

0.| 

28 

18 

OH 

6j 

90 

3.93 

.Androscoggin   .... 

Kennebec 

do 

T 

SJT  Knrk  ■ 

.49 

40 

:46ii:88i:s7 

.20 
91 

.33;    ... 
03 

.11 

.17 
03 

.2! 

.33 

"14 

.13 

■r. 

.12 

4  .69 

'Wiii.-lowt 

22 

1    1 

.72 

.07 

.50 

liool  •■■ 

.06 

.09 

3.00 

.80 

.24 

\,.i   //.imps/lire 

Androscoggin 

.Uerriiuac 

Coast 

06 

09 

T 

1  24 

60 

03 

10 

82 

04 

33 

S3 

34 

.71 

02 

61 

1  R2 

■f 

.13 

.52 

.08 
.1) 

.56 
.0" 

.13 
07 

.45 

T 

.04 
0'; 

.06 

.17 

1.78 
74 

■.,.•  • 

3.92 
2.47 

.49 

,02 

1. 

46 

■r 

16 

.,:,u.  Lakei 

Connecticut 

Merriinac 

.09 

.04 

.03 

.07 

77 

.70 

05 

.4& 
22 

.09 
65 

24 

.69 

.20 

.6( 

.06 

.60 
06 

1  5( 

.10 
27 

61 

07 

4.04 
9.17 

.[. 

Connecticut 

•1" 

1  5? 

2  ?0 

.01 

59 

1  on 

,25 

1.64 

.01 

O',' 

S3 

1  4H 

02 

....(to 

W 

15 

,07 

1  5f 

3;-. 

.Ih 

01 

H 

T. 

f\f\ 

5; 

04 

6.27 

10 

.a 

05 

j'^ 

89 

1  00 

10 

77 

6.06 

4  e& 

rhamn:::' 

....do 

do 

.... 

.01 

.... 

.18 
.29 

1.15 

.24 

.74 
.07 

.31 

.52 

.08 

'.'io 

.05 

■.'29 

■.'65 

.Ot 

1.58 

.84 

.10 

.02 

2  7ft 

Merriiuac 

.06 

■04 

1  00 

1  8f 

T. 

23 

I  35 

.77 

1.32 

T. 

1  98 

10 

T 

8.71 

■    nioilt 
•l.it 

Con;.ectiiut 

T. 

.88 

.02 

.05 

.69 

.48 

.05 

.81 

.01 

1.62 

'1'. 

.4f 

5  07 

iro-  

...do 

.2( 

.m 

.01 

T. 

.2> 

.06 

.0;: 

.(K- 

.01 

.4i 

.0( 

.8h 

.0;- 

1  22 

,01 

.Ot 

3.93 

-^Ii   .'.'.'.'.'.'.'. 

Chaniplain 

Connecticut 

.19 

t'.' 

.... 

.27 
.25 

.81 
1.33 

;S 

.51 

.14 
.81 

T. 

.50 

:::: 

.08 
.36 

.42 
1.17 

■r. 

•f.' 

2.37 

'■v: 

.31 

1.24 

.73 

■r. 

■V. 

5.99 

.03 

5.96 
4  11 

[■t;  Jaiu" 

Clianipliiin 

do 

.21 

1.25,  .151... 

■.■32 

.Of 

.71 

■.■53 
.73 

.75 

.03 
.01 

■.■22 

.1.; 

.42 
.31 

.01 
.46 
.09 

.36 

.01 

■.02 
r. 

.10 
.72 
.92 
.04 

■.07 
!38 

.48 
.52 
.30 
1.76 

.27 
■  .02 

.22 
.64 
l,Ofl 

,ib'    (u 

3.32 

Uk'.'.'.'.'.'.' 

St.  Uiwrence 

Ciiamplain 

T. 

.01 
T 

.63 
.53 

"tV 

6.27 

,;is'(near). 
<\)uis 

....do 

...do 

Connecticnt 

.05 

.13 
T. 

1.02 
.33 
,03 

4.32 

.14 

.01 

.03 
3.4S 

.85 
'.'2,5 

':^ 

.21 

■.'i4 

■.'ni 

1.07 
.24 
.49 

.06 
.01 
T. 

T. 

■.'ifi 

■r 

..53 
•V. 

\.-6: 

1.41 
.04 

.at 

,06 
.12 

.63 

.12 

T. 

.04 
.03 

::::i;..: 

1.971  .16 

.07 

6.95 

-t-'t 

...do 

,o;i 

.0^ 

.15 

.15  1.051  .K 

.2! 

.75 

.... 

.05 

1.05 

.b'. 

.01 

.17 

1.0: 

.0( 

5.54 

:;ke2 

-    -ek 

...do 

■  <1" 



■.64 

'.'26 

1.00'.... 
1  .90;  • . .  ■ 

■.'65 

1.45 
.44 

.20 
.11 

.02 
.19 

.20 

1:38 

.bl 

.02 
.03 

'tv 

.06 

t. 

.12 
.93 

.27 
.19 

3  94 

5.46 

:!  <-:wl,ustetls 

Aioherstt 

.0? 

T. 

T. 

.04 

01 

.32 

.6;t 

.01 

.50 

T. 

T. 

T 

.44 

1.9( 

,17 

4.04 

Bine  Hillt 

Coast 

.Ofi 

'1'. 

.05].... 

.01 

15 

.95 

.Oil  T 



.12 

1'. 

.41 

.01 

■1'. 

T. 

.42 

67 

35 

,0( 

3. 30 

...do 

.lii 

T. 

.02.... 

.02 

.02 

.82 

.OS 

T. 

.01 

.02 

T. 

.11 

.05 

1.37 

.()] 

.11 

.06 

2.90 

lield".... 

.06 

.12 

.Oh 

.01.... 
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.4.'i 

.65 
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■1-. 

.ot 

.35 

.05 

.75 

l.li 

.1! 
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4.61 
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.m 

.03 

31 

.... 

.06 

.04 

.11 

.17 
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.01 

.31 

2.41 
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...do 
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37 
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.01 

.11 
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T. 
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■r. 
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1.68 
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.05 
.31 

.02 

.95 

4.06 
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...do 
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.13 

42 

.55 
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.17 
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T. 

.0-. 

.0; 

T. 

1.7! 

,05 

52 

0. 

4.07 
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.06 
T. 
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.01 
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.02 

2.96 
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.■K 

! 

.15 
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.0:- 

1.76 
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3.83 

!;•• 
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.10 
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1.2f 
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5.98 
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- 
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.89 

■r. 

.18 

1.60 
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...do 

.06 

.07 

.03 

.05 

.02 

.30 

1.22 

.40 

T. 

.15 

.01 

.02 

.01 

.02 

.b'l 

'1. 

....2.42 

.88 

6.68 

CuiineciieiU 

1 

CroTi  unit 

Coast 

do 

1.67 

.02 

.79 

.21 

.23 

.26 

.31 

.44 

.05 

.34 

.06 

.20 

.29 

.89 

.04 

6.80 

?  34 

,51 

.36 

.06 

1,85 

.23 

.37 

.57 

.OS 

T. 

.16 

.IC 

.32 

.3C 

.21 

7.41 

K.I-'.  iiaTt1and2.... 

H«rt(ord> 

Sew  ilaveni 

New  London 

Connecticut 

....do 

Coast 

....do 

r 

.10 
.05 

16 

11 

02 

SI 

16 

1.07 
.33 

.31 

■f  ■ 

74 

■f' 

20 

T 

14 

T 

T 

.01 

7  44 

T 

.89 

'1' 

54 

06 

6.63 

09 

T, 

T 

T. 
.60 

Norwalk 

....do 

Qninebang 

Willimantic 

\:^ 

.34 

.18 
.67 

.Vb 
.06 
.27 

.01 

::•• 

.36 
.52 
.75 

".(Si 

•^ 

■.'09 

.13 
.21 

.'62 

■."63 

T 
T. 

'.'65 

:::; 

.21 

.82 
1.17 

.10 
.1\ 

5.10 

K"-.:::::::::: 

-■,?* 

.04.... 

•S5'?1 

5.72 

Waterbury 

Coast 

.31 

.13 

.54 

' 

1.12 

,.  ..j..,. 

.... 

.2.') 

■■'v 

.... 

.... 

.05 

.... 

.y, 

.96 

8.46 

See  page  40  for 

sxplanatloD  of  refe 

reDoe  marks. 

^M 

■1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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OLIMATOLOGIOAL  DATA:    NKW   ENGLAND  SECTION 


I 


Daily  Temperaturp.s  for  July 

,   1941. 

s 



~ 

Day 

of  Month 

St-.itioi 

Meai 

1 

2 

3 

4 

_±_ 

6 

8 

9 

Ji 

_!i 

13 

14 

^ 

16 

17 

i!_ 

19 

^ 

21 

22 

23 

_!i 

25 

ii 

JL 

2S 

29 

30 

Ji 

Miiiiie 
Bar  Harbor  (iieiir) 

Maximuu, 

J« 

1? 

78 

80 

79 

81 

75 

77 

91 

„ 

81 

68 

77 

75 

75 

70 

85 

81 

81 

81 

89 

88 

801    80 

80 

82 

,. 

.^ 

'  Miuimuci 

50 

60 

5b 

57 

56 

55 

59 

56 

60 

59 

61 

53 

50 

68 

■17 

63 

53 

64 

50 

56 

•55 

58 

541    54 

54 

55 

54 

55]    '^l 

Eastuort   

)  Maximum... 

53 

75 

7£ 

73 

72 

70 

61 

64 

55 

721     64 

62 

57 

72 

74 

69 

57 

70 

61 

70 

73 

70 

67 

65 

71 

70 

75 

69 

77 

85 

68 

mi 

•Ulinimum.... 

47 

4.S 

54 

55 

53 

49 

48 

51 

4- 

47 

48 

50 

50 

51 

50 

48 

48l     60 

50 

52 

51 

51 

63 

.52 

571     .56 

51 

51 

53 

52 

m 

Fort  Kont 

)  Maximum... 

bb 

83 

70 

85 

83 

85 

80 

79 

75 

82 

83!     72 

81 

83 

89 

8b 

851    80 

79 

SO 

83 

87 

93 

95 

94 

83:    81 

78 

79 

84 

87 

m 

■  (  Minimum 

5H 

63 

46 

40 

43 

55 

.52 

62 

61 

55i     57 

55 

52 

60 

49 

53 

54 

54 

54 

5! 

52 

5b 

64 

66 

65l     641     47 

44 

44 

50 

521   JH 

Greenville    

t  Maximum  .  .- 

7f 

8fa 

74 

75 

88 

85 

It 

78 

72 

82 

if 

66 

72 

S'i 

82 

80 

I', 

80 

70 

I^ 

5!.' 

82 

87 

91 

85 

"^ 

S 

73 

80 

!* 

78 

m 

'  '  Minimum... 

60 

60 

52 

50 

44 

53 

52 

64 

59 

64 

521     .")b 

48 

43 

46 

43 

■53 

62 

56 

48 

46 

42 

58 

62 

n2 

60 

46 

46 

53 

521   ,t^ 

Houltou    

j  Maximum  ... 

83 

88 

80 

80 

85 

89 

83 

75 

l°J     ^'^ 

88 

75 

64 

85 

87 

87 

78 

84 

78 

15 

82 

84 

91 

94 

85 

78 

78 

80 

80 

86 

85 

■  1  JMinimum.... 

59 

61 

.55 

49 

69 

55 

59 

62 

60 

59 

59 

•54 

50 

4b 

60 

57 

5b 

56 

59 

54 

54 

63 

66 

68 

64 

62 

64 

46 

50 

49 

54 

)  Maximum... 

83 

94 

79 

80 

86 

90 

83 

82 

8- 

84 

87 

78 

76 

86 

83 

77 

66 

80 

74 

78 

79 

62 

8b 

94 

96 

86 

81 

77 

82 

86 

76 

■  '  Minimum.... 

57 

61 

57 

60 

57 

57 

59 

65 

631     62 

60 

63 

61 

57 

55 
85 

56 

57 

63 

66 

69 

65 

57 

63 

68 

67 

66 

61 

57 

81 

64 

Millinocket 

j  Maximum  . . . 

80 

84 

79 

77 

84 

89 

8] 

78 

72 

83 

87 

82 

68 

85 

83 
49 

82 

75 

81 

84 

90 

93 

91 

80 

81 

78 

83 

84 

'  Minimum 

59 

61 

54 

54 

59 

54 

56 

65 

64 

60 

55 

GO 

57 

45 

51 

5£ 

58 

.59 

59 

52 

60 

60 

65 

65 

61 

48 

48 

49 

5J 

55 

OliUowii   

)  Maximum... 

77 

8> 

85 
53 

78 
57 

84 

8b 
57 

It 

77 

74 
61 

81 
58 

85 
57 

^l 

75 

80 

83 

.•<2 

78 

S 

7^ 

77 

80 

tt 

85 

92 

92 

J5 

80 

78 

S3 

11 

84 

'  Minimum .... 

5b 

57 

35 

65 

57 

51 

63 

75 

52 

64 

60 

60 

66 

62 

65 

60 

62 

68 

64 

64 

56 

5;i 

58 

62 

t'orlliiiid   

)  Maximum  . . . 

71 
56 

98 

78 
51 

75 

81 

51 

85 
66 

82 
62 

80 
58 

82 
58 

81 
65 

77 
59 

78 

77 

72 

67 

11 

1& 

78 

82 

SO 

86 

9!; 

89 

ii 

81 

72 

?f 

81 

68 

■  )  Minimum.... 

58 

54 

49 

52 

49 

55 

57 

60 

63 

63 

62 

49 

69 

60 

66 

66 

5c 

60 

51 

66 

62 

Umiilord  

\  Maximum  . .  ■ 

85 

91 

78 

SI 

.H5 

>'S 

81 

83 

70 

83 

89 

82 

77 

81 

81 

79 

70 

79 

74 

76 

82 

80 

86 

92 

90 

86 

77 

84 

86 

74 

■  '  Minimum... 

61 

60 

61 

57 

,)1 

50 

OS 

68 

63i    59 

54 
88 

64 

58 

50 

54 

85 

50 

57 

56 

60 

64 

49 

51 

62 

64 

64 

60 

52 

67 

50 

5c 

60 

VViiisloir    

\  .Maxinuun  .•■ 

90 

94 

90 

79 

a6 

88 

88 

84 

83 

84 

87 

82 

82 

H4 

81 

81 

81 

77 

81 

84 

94 

88 

90 

84 

85 

88 

88 

\  Minimum.... 

60 

57 

54 

58 

54 

55 

56 

66 

65j    61 

71 

60 

62 

53 

51 

51 

61 

64 

64 

60 

53 

61 

64 

66 

66 

56 

61 

53 

58 

64 

AV.T  Haoivshbe. 

)  Maximum.  -• 

90 

89 

74 

77 

79 

86 

82 

81 

69 

S3 

86 

78 

76 

84 

SI 

82 

71 

83 

76 

78 

79 

81 

85 

90 

11 

81 

78 

71 

81 

87 

76 

Berlin  11 

•i  Minimum.... 

63 

67 

45 

53 

46 

47 

56 

58 

59 

55 

52 

64 

60 

45 

48 

49 

55 

50 

61 

66 

44 

47 

56 

57 

61 

49 

60 

64 

.50 

53 

Concord 

\  Maximum  ... 

9-1 

96 

80 

75 

87 

90 

86 

87 

76 

88 

89 

83 

80 

82 

80 

78 

7t: 

82 

84 

75 

82 

84 

85 

93 

96 

88 

84 

67 

82 

68 

74 

1  Minimum-. .. 

62 

64 

52 

54 

49 

53 

62 

65 

60|     55 

51 

67 

63 

54 

51 

50 

58 

50 

64 

52 

47 

48 

62 

67 

61 

61 

55 

61 

.53 

5b 

64 
70 

Durliam 

i  Maximum... 

93 
57 

98 

94 
47 

84 
58 

75 

92 

51 

89 

58 

88 
63 

90 

55 

91 

90 
65 

82 
61 

in 

56 

79 

76 
66 

75 
56 

82 
53 

87 
68 

87 
55 

86 
44 

89 

92 
62 

96 

1(!0 

61 

6^ 

84 
58 

76 

80 

It 

8( 

/  Mininuim 

65 

49 

58 

53 

46 

46 

60 

61 

56) 

First  Conn.  Lake 

S  Maximum  . . . 

78 

78 

59 

67 

71 

78 

76 

75 

74 

72 

72 

78 

68 

65 

71 

75 

75 

68 

71 

72 

61 

71 

72 

80 

84 

81 

76 

71 

61 

74 

7b 

-'i 

i  Minimum.... 

53 

58 

45 

45 

44 

51 

5G 

56 

56 

55 

66 

58 

56 

40 

41 

48 

52 

48 

51 

46 

41 

48 

52 

58 

5* 

51 

45 

55 

46 

44 
76 

52 

8(J4 

\  Maximum. . . 

94 

95 

80 

7S 

85 

86 

82 

85 

77 

85 

83 

83 

82 

83 

82 

80 

73 

82 

83 

75 

81 

83 

84 

92 

81 

74 

82 

78 

84' 

Keeiie 

■  (  Mininuim 

67 

61 

52 

59 

52 

53 

63 

65 

67 

53 

54 

68 

68 

53 

52 

50 

64 

48 

85 

54 

46 

49 

62 

61 

6S 

52 

61 

54 

54 

57j 

Plviiioiilli 

j  Maxinuun  ... 

94 
60 

90 
64 

77 
46 

81 
52 

44 

89 
46 

77 
50 

82 
62 

76 
56 

i 

4S 

86 
62 

80 
69 

88 
49 

88 
48 

79 
49 

81 
50 

SO 
62 

76 

4S 

8! 
48 

81 
45 

80 

90 
60 

91 

84 
.59 

78 
48 

s 

^ 

75 
59 

^1 

1  Mininuiin-... 

66 

58 

51 

58{ 

Venno., 

)  Maxinui-.ii  ... 

92 

85 

73 

_. 

85 

87 

82 

81 

69 

84 

84 

72 

76 

82 

83 

78 

79 

81 

75 

80 

76 

89 

92 

90 

80 

71 

66 

80 

80 

84 

Biirlii.Klon  

(  Miiiiii.inii.... 

73 

50 

56 

56 

65 

64 

64 

61 

60 

66 

61 

59 

53 

56 

59 

64 

54 

59 

60 

58 

64 

65 

65 

68 

62 

58 

60 

56 

60 

61 

)  Alaxinuini.  .. 

87 

82 

72 

75 

84 

84 

78 

79 

71 

81 

82 

70 

76 

81 

83 
63 

82 

74 

77 

■79 

72 

78 

75 

89 

00 

90 

81 

71 

86 

81 

86 

81 

N(nvi>oit    

)  Minimum.... 

62 

50 

46 

53 

^o 

59 

64 

63 

56 

54 

64 

61 

54 

50 

5i 

57 

54 

57 

52 

52 

60 

65 

66 

65 

67 

55 

55 

58 

60 

j  Maximum  ... 

91 

86 

72 

76 

85 

80 

79 

71 

82 

86 

77 

76 

82 

82 

60 

80 

79 

74 

79 

83 

88 

92 

91 

80 

74 

66 

56 

79 

78 

Nortlitielil 

(  Minimum-   •• 

68 

52 

45 

52 

48 

49 

64 

61 

56 

53 

5.5 

63 

53 

47 

.50 

50 

58 

48 

56 

•50 

48 

53 

62 

60 

62 

55 

51 

60 

51 

59 

]  Maximum.  •■ 

89 

76 

76 

82 

85 

83 

82 

72 

82 

80 

78 

82 

81 

80 

80 

79 

76 

77 

78 

86 

90 

89 

83 

79 

73 

77 

79 

■mB 

RutUiud     

(  Minimum  — 

72 

68 

50 

58 

54 

57 

65 

61 

56 

66 

68 

64 

51 

63 

85 

65 

66 

48 

66 

54 

49 

62 

62 

62 

65 

65 

53 

63 

60 

55 

(  Maximum.  -. 

93 

82 

74 

80 

87 

88 

83 

82 

72 

SO 

73 

•77 

84 

87 

78 

81 

80 

SO 

75 

SO 

76 

91 

94 

91 

80 

74 

68 

81 

84 

"86 

St.  Albiins 

(  Minimum 

74 

69 

51 

58 

58 

66 

65 

65 

60 

67 

58 

57 

56 

60 

61 

65 

68 

56 

64 

68 

59 

62 

69 

72 

69 

61 

61 

55 

66 

62 

\  Maximum    . . 

91 

89 

76 

79 

86 

83 

79 

75 

83 

88 

85 

78 

85 

85 

84 

81 

81 

79 

73 

81 

78 

88 

92 

93 

85 

68 

82 

86 

83 

til.  .loliiisib.iry  

(  Miniminii.', .. 

69 

65 

46 

55 

49 

51 

64 

64 

57 

65 

64 

66 

50 

r,2 

49 

61 

52 

67 

50 

46 

53 

64 

62 

65 

63 

62 

63 

55 

60 

94 

92 

87 

88 

89 

89 

88 

76 

87 

84 

83 

85 

S7 

76 

82 

80 

84 

80 

91 

93 

92 

85 

84 

73 

82 

78 

85 

VVod.islock   

1  Minimum. '-- - 

70 

65 

47 

55 

50 

49 

59 

63 

57 

53 

49 

61 

48 

49 

1 

62 

47 

50 

50 

45 

47 

61 

59 

CO 

61 

60 

59 

52 

51 

61 

Maffac.linsetls 

-ij 

Aiulier.st 

iJIttximum... 

91 

93 

79 

69 

83 

83 

82 

85 

76 

8(i 

S-'J 

83 

81 

82 

82 

82 

73 

SI 

83 

76 

82 

84 

86 

92 

91 

86 

84 

73 

82 

72 

78 

t  Minimum..  - - 

69 

6:i 

59 

61 

59 

57 

68 

66 

61 

57 

61 

69 

63 

66 

52 

53 

63 

52 

65 

56 

49 

54 

62 

67 

64 

62 

55 

61 

59 

61 

67 

„     ,, 

|Ma.ximum... 

87 

96 

74 

72 

81 

84 

83 

78 

77 

87 

85 

77 

71 

73 

71 

67 

70 

78 

81 

85 

86 

84 

69 

92 

80 

78 

71 

67 

(  Miuimum 

ea 

62 

63 

64 

63 

70 

67 

65 

66 

65 

62 

58 

57 

58 

61 

64 

70 

66 

61 

65 

68 

66 

85 

63 

60 

61 

61 

61 

erocUton 

\  Maximum  ... 

92 

98 

96 

83 

83 

82 

82 

79 

78 

88 

86 

79 

81 

81 

77 

80 

78 

82 

76 

86 

87 

86 

91 

91 

90 

88 

86 

84 

S3 

83 

68 

(Minimum  ... 

63 

70 

64 

59 

57 

58 

62 

68 

65 

61 

61 

65 

62 

68 

54 

57 

61 

62 

68 

64 

52 

57 

65 

66 

65 

69 

62 

64 

61 

62 

CoiKord 

j  Maximum.  .. 

95 

96 

83 

70 

82 

85 

83 

83 

77 

87 

85 

76 

81 

81 

79 

70 

80 

84 

81 

84 

84 

90 

93 

92 

89 

86 

71 

82 

69 

70 

i  Minimum.... 

64 

70 

60 

60 

56 

58 

61 

69 

64 

6u 

.59 

66 

64 

55 

50 

57 

60 

54 

69 

58 

48 

62 

65 

67 

66 

64 

.57 

61 

68 

61 

64 

East  Wurobauill 

j  Maximum... 

78 

85 

69 

91 

74 

75 

81 

70 

79 

84 

78 

75 

75 

75 

73 

7.3 

70 

78 

73 

81 

83 

80 

80 

87 

87 

80 

85 

76 

81 

72 

69 

(Minimum.... 

62 

66 

64 

77 

56 

55 

64 

67 

65 

69 

63 

67 

61 

58 

51 

58 

61 

59 

70 

66 

54 

•53 

68 

67 

66 

69 

57 

63 

.59 

60 

Fall  lUver 

j  Maximum... 

89 

9.i 

80 

69 

79 

76 

80 

70 

78 

85 

80 

80 

74 

78 

74 

79 

69 

75 

76 

82 

82 

83 

87 

86 

86 

86 

82 

74 

81 

70 

69 

(Miniinum...- 

62 

70 

62 

61 

60 

58 

62 

65 

63 

62 

63 

68 

64 

58 

62 

65 

60 

63 

69 

62 

57 

59 

65 

67 

67 

68 

63 

62 

58 

64 

61 

fitcliburg  

j  Maximum  . . . 

93 

95 

80 

76 

88 

89 

84 

86 

78 

89 

86 

83 

84 

81 

80 

80 

73 

S3 

85 

81 

84 

86 

94 

95 

94 

92 

84 

73 

84 

70 

73 

(Minimum.... 

64 

71 

57 

'^i 

59 

60 

62 

67 

61 

60 

6! 

66 

64 

61 

61 

63 

^f 

53 

70 

61 

54 

57 

66 

70 

68 

67 

60 

61 

56 

69 

64 

Lawrence..   

S  Maximum... 

93 

97 

S3 

86 

86 

82 

83 

78 

87 

78 

82 

SO 

77 

80 

SI 

83 

79 

82 

92 

95 

95 

85 

69 

83 

74 

68 

(  Minimum..-. 

60 

70 

61 

63 

59 

60 

66 

70 

65 

61 

60 

67 

63 

66 

55 

69 

58 

70 

64 

55 

56 

65 

68 

55 

67 

63 

61 

60 

62 

64 

Nantucket 

j  Maximum.  .. 

72 

74 

72 

60 

68 

71 

71 

69 

75 

78 

74 

75 

70 

69 

66 

68 

66 

72 

72 

79 

77 

77 

75 

76 

76 

78 

71 

75 

68 

72 

/  Minimum-.-. 

61 

64 

58 

57 

57 

56 

64 

62 

62 

63 

65 

60 

57 

56 

57 
82 

57 

64 

66 

64 

61 

60 

63 

66 

65 

64 

59 

58 

62 

61 

Stock  bridge    

j  Jiaxinuim  .  • . 

91 

91 

78 

67 

84 

80 

78 

71 

82 

79 

82 

82 

81 

81 

80 

82 

73 

78 

86 

91 

SO 

88 

76 

72 

71 

)  Minimum-... 

67 

65 

55 

55 

53 

48 

63 

63 

64 

49 

52 

68 

63 

47 

48 

49 

57 

45 

67 

49 

42 

46 

67 

58 

58 

60 

49 

82 

58 

66 

65 

Wtl]i'(tti«fn\vii 

j  Maximum... 

90 

80 

73 

81 

83 

83 

84 

73 

82 

83 

82 

80 

81 

80 

82 

77 

81 

71 

77 

78 

86 

90 

84 

85 

82 

77 

73 

80 

wiiiuini.MU\^  11 

(Minimum.... 

71 

68 

55 

67 

55 

56 

68 

69 

63 

59 

59 

72 

67 

54 

53 

54 

65 

51 

70 

55 

50 

64 

63 

63 

65 

68 

54 

67 

62 

58 

65 

Worcester 

\  Maximum... 

93 

94 

82 

69 

83 

83 

79 

83 

74 

86 

81 

77 

81 

81 

76 

1? 

71 

79 

83 

77 

82 

85 

90 

93 

93 

91 

86 

74 

81 

68 

73 

i  Minimum.... 

06 

57 

60 

55 

53 

60 

68 

61 

60 

57 

64 

63 

56 

45 

59 

52 

63 

67 

56 

51 

62 

65 

66 

65 

58 

60 

66 

60 

62 

Rhode  I»l 

lid 

Block  Island 

j  Maximum  .  . . 

74 

78 

73 

62 

71 

70 

74 

68 

72 

77 

73 

74 

72 

71 

68 

68 

69 

72 

74 

77 

75 

75 

79 

76 

77 

80 

78 

74 

72 

69 

72 

(  Minimum.... 

61 

64 

57 

58 

59 

58 

63 

63 

62 

62 

64 

67 

63 

62 

60 

59 

61 

64 

66 

64 

61 

62 

67 

66 

67 

66 

63 

62 

64 

66 

Kingston 

85 

93 

91 

67 

75 

73 

77 

83 

76 

82 

79 

74 

78 

75 

76 

76 

70 

75 

73 

78 

80 

79 

85 

84 

83 

84 

82 

77 

80 

80 

73 

(  Minimum  — 

62 

69 

64 

58 

55 

52 

61 

65 

56 

56 

65 

65 

66 

49 

57 

61 

69 

61 

50 

65 

65 

62 

66 

68 

62 

60 

59 

69 

Providence 

(  Maximum  .  . . 

94 

98 

79 

70 

78 

81 

82 

75 

78 

85 

75 

81 

79 

75 

77 

70 

77 

78 

86 

87 

88 

93 

91 

87 

88 

74 

82 

71 

70 

8K 

65 

75 

63 

60 

61 

63 

68 

66 

64 

65 

68 

67 

6« 

55 

67 

62 

65 

69 

63 

59 

64 

68 

71 

69 

70 

68 

60 

80 

66 

64 

ea 

Coiniedic 

nt 

Cream  Hill 

i  Maximum... 

90 

89 

80 

66 

80 

76 

76 

80 

76 

80 

77 

78 

78 

79 

78 

78 

72 

78 

77 

75 

76 

81 

87 

88 

87 

87 

86 

80 

78 

74 

70 

'  Minimum  — 

68 

68 

55 

56 

54 

57 

.59 

64 

54 

65 

62 

65 

64 

57 

63 

56 

60 

54 

67 

56 

62 

66 

66 

64 

5S 

66 

68 

62 

63 

Hartford 

i  Maximum  .  . . 

95 

94 

78 

67 

82 

80 

82 

80 

79 

84 

78 

84 

82 

80 

80 

75 

80 

83 

80 

82 

86 

91 

90 

89 

90 

79 

72 

77 

(  Minimum 

68 

73 

62 

61 

57 

57 

65 

69 

63 

61 

65 

70 

67 

69 

55 

58 

65 

60 

69 

68 

53 

56 

66 

67 

66 

69 

6C 

63 

62 

66 

67 

New  Haven 

j  Maximum.  •. 

92 

95 

79 

65 

77 

75 

79 

76 

85 

76 

83 

76 

74 

73 

75 

76 

80 

82 

86 

87 

87 

87 

90 

82 

81 

71 

78 

S  Maximum  .  .  • 

66 

70 

62 

61 

60 

60 

67 

70 

65 

64 

70 

68 

64 

58 

59 

65 

64 

3. 

65 

58 

61 

68 

69 

68 

71 

67 

64 

67 

68 

New  London  

(  Minimum .... 

Norwalk 

i  Maximum  ... 

"92 

'"95 

"86 

"79 

"78 

"79 

"si 

"si 

"85 

"82 

"83 

"78 

"76 

"77 

"75 

"77 

"82 

"so 

"si 

"86 

"89 

"88 

"87 

"90 

"89 

"85 

"so 

"72 

"77 

"si." 

Si- 

( Minimum.... 

67 

63 

65 

51 

64 

69 

56 

55 

67 

66 

67 

66 

57 

.57 

65 

61 

70 

59 

47 

51 

60 

68 

61 

66 

61 

65 

62 

5£ 

67 

Piitnam 

91 

92 

78 

81 

78 

78 

80 

76 

82 

81 

72 

78 

77 

78 

78 

71 

77 

79 

79 

80 

82 

90 

87 

86 

8b 

84 

71 

81 

7i 

ll: 

(  Minimum. ... 

62 

68 

60 

57 

56 

52 

61 

66 

60 

57 

56 

66 

62 

48 

54 

58 

56 

. 

48 

47 

60 

65 

60 

70 

58 

56 

58 

57 

63 

Seepage  40  tor  explanation  of  reference  marlii. 


.  B.  Boston-10-9-41-1250. 
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U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA 


NEW    ENGLAND    SECTION 


a.  H.  NOYES 

, 

PmcB:  5  c«NT9  A  corr;  25  cents  a  yk\r:  (not  stamps). 

IMITTANCK  PATABLB  TO  SCPEBINTENDKNT  OP  UOCUMKNTS,   WaSIIINOTON 

D.C. 

^01 

.  LIII.        Boston,   Mass..  AUGUST,   1941. 

No.  8. 

GENERAL  SUMMARY 

i'reoipitation  ill  New  England  during  August,  1941  averaged 
ipproxiinately  20  percent  below  normal  and  the  month  was  the 
■ixtli  of  the  first  seven  months  of  1941  with  subnormal  precipi- 
ation.  The  average  total  precipitation  for  the  Section  from  Jan- 
lary  through  August  has  been  21. GG  inclies  as  compared  with  a 
lormal  of  27. G3  inches  for  the  same  period.  At  variance  with 
lie  remainder  of  the  Section  during  August,  Maine  received 
•ainfall  in  excess  of  normal  and  soil  moisture  conditions  tliere 
vere  substantially  more  favorable.  During  the  latter  half  of  the 
uonth,  the  occurrence  of  more  frequent  showers  over  large  areas 
.f  the  Section  brought  some  relief  from  the  dry  conditions  pre- 

[Contimied  on  page  46] 


TEMPEKATTJBE 

The  average  monthly  temperature  for  the  Section,  based  on 
02  records.  wa.s  65.3°,  which  is  1.7°  below  the  mean  for  the 
)ast  54  year.'i.  The  average  temperature  for  the  northern  division 
va9  63.0°;  for  the  southern  division,  67.7°.  The  liighest  month- 
y  mean  was  72.2°  at  New  Bedford,  Mass. ;  the  lowest  was  55. (i° 
it  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  96° 
it  Brockton,  Mass.  on  the  8th;  the  lowest  was  29°  at  Plymouth, 
^.  H.  on  the  29th.  The  greatest  monthly  range  was  61°  at 
vhelsea,  Vt.;  the  least  was  29°  at  Nantucket,  Mass.  and  Block 
~lfin<l,  R.  I.  The  greatest  daily  range  was  48°  at  Rutland,  Vt. 
-8th.  ' 

PBECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
88  records,  was  3.03  inches,  which  is  0.78  inch  below  the 
iiean  for  the  past  54  years.  The  average  precipitation  for  the 
lorthern  division  was  3.03  inches;  for  llie  southern  division, 
1.03  inches.  The  greatest  monthly  amount  reported  wa.^-  5.97 
nches  at  Hatchville,  Mass. ;  the  least  was  1.11  inches  at  Bellows 
'alls,  Vt.  The  greatest  amount  in  24  hours  was  3.17  inches  at 
'eru,  !Mass.  on  the  31st.  The  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  10,  which  is  the  mean 
or  the  past  54  years. 

:  Note:  Moderate  to  heavy  precipitation  winch  occurred  dur- 
ng  the  evening  of  the  31st  over  nearly  all  of  the  Section,  after 
he  regular  hour  of  observation  at  most  cooperative  stations, 
vas  not  included  in  the  monthly  sums  and  means  for  individu- 
il  stations,  or  sectional  divisions,  except  those  of  the  Mass. 
)ept.  of  Public  Health,  but  will  be  included  in  the  September 
iummaries.  

WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  116  records, 
vns  northwest.  The  average  velocity,  based  on  the  records  at 
5  stations,  was  8.5  miles  an  hour,  which  is  0.6  mile  an  hour 
ibove  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
i9  percent  of  the  possible  amount,  which  is  9  percent  above 
■he  mean . 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
ion,  based  on  126  records,  was  15  clear,  9  partly  cloudy,  and 
'  cloudy  days. 


The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:80  p.m.  observations  at  14  stations,  was  76  percent,  which  is 
5  percent  below  the  mean. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

.•li(nm.s.  — 2-4th,  9-lOth,  13th,  16-19th,  24th,  26-30lh. 

Halos,  Iwnnr. —  5-6th,  13th. 

Hiilos.  solar— Aih,  11th,  14-15th,  17-18th,  20th. 

H(ti1. —  (dates  and  general  location) —  3d,  Rumford,  lAe.; 
5th,  Bethlehem,  N.  H.;  IGth,  Barre,  Vt.,  Chelsea,  Vt.  and 
Northfield,  Vt. ;  23d,  Gloucester,  Mass. 

numierdorms. —  l-m^,  9-IOth,  13th,  15-17th,  I9th,  21-23d, 
25-27tli,  30-3 1st. 

Fog,  dense.—  l-4th,  6-Uth,  15-3lst. 

Frosts. —  (dates  and  general  location) —  13-14th,  Caribou, 
Me.  (light) ;  2S-30th,  light  to  heavy  in  favorable  spots  of  cen- 
tral and  northern  portions  of  northern  New  England. 


Temperature 


1890 

1891 

1S92 

1894.'"" 

1S95 

1896..-. 

1897 

1898 

1899 

1900 

1901 

1902 

icua 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919  •••• 

1920 

1921  •■•• 
19'22  •••• 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

19S1 

1932  .... 

1933 

1934 

1935 

1936 

1937 

1938 

1939  ..  . 

19J0 

1941 


66.2   104 


70.0 
71.5 
70.4 
fifi. 4   92 


rrecipitatiou 


4.IG 
4.85  I 
3.20  ! 


2.30 


32 

i^si  I 

37     3.2'   , 
37     4. 52  i 
-  '  4.63  ' 
2.87 
2.78 
3.28 
4.01 
4.95 
2.09 
2.33 
3.61 
3  08 
3  62 
3.46 


No.of  dByp(all 
New  Uiiglaiid) 


0  j   13 
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Olimatolog-ical  Data  for  August,  1941 


Maine 

BaiiKorU   

Bar  lIart)or(neari 
Brassua  liauit- ■•• 

Brunswick  

Caribou' 

Eiistpoil' 

EaslWiiithrop.  ■• 

EUswortii  

Ell^tis 


Greeuvillctt--- 

Hinunt 

Houlloii 


Mi 


North  liniigton. 

01<ilo,vn 

Oroi.c. 

PortU.iull. 

Presquel»lo..--- 


Penobscot •  •  •  • 

Hancock 

Somerset 

Cumberlami.. 

Aroostook 

VVasliington  •• 
Kennebec    ■   • 

HaiicocU 

Krankliu 


Aiulrobcuggii) 
\V«shin}?ton  . 

Somerset 

Oxloni.. 

I'onobscot  •  •  • 
Piscataijuis-.. 
Souifrsft  . 
CnniberlanQ. 
I'enobscot  •  •  • 


Rockl: 


BetllU'li'-nl 
Cannon  Mc 
Concoi-.ll 
DixviiU'No 
Dull  111  ni  .. 
En-(,1||3  . 
First  Ooun. 
Fitzwilliam' 
Franklin  ■  ■ 
Gl^nclilV  .. 
HaniDlon-- 
Hanovfia. 
Hill-i^oro  . 


rge 


rlinBtc 


Caveniiish 

Cbelseii 

Corinvallt 

Craftsbury  Com. 

Dorset 

East  Harnel." 

East  KyeKiile  .. 
EnostinrB  [•'alls-. 

Oilman 

Mays  Mint 

Newfane 

Newport  tt   

Northlieldl 

Renlsboroli       ... 

RocbesterS ■■ 

Rutland 

St.  .Albans.  ... 
8t.  .lohnsbm-y..  ■ 
Searsburcr  Mt.2  •. 
Searsbnrg  Rtat^ 


I'Ot  • 


tlKi. 


Merrimack — 

(Joos 

Slrartord  ...  •• 


Lake  port 

Lincoln2. 

Manchester.... 

Milan         

NashuiiS 

New  iM.rhiunT- 
Newimrt 
Noitli  scrat.tur. 
Pin!cl.ainN,.trh 
Plying. uth  ■  •■ 
W  Stewaiislov 
Wolflioro  Faih 
York  fond 
For  .Stale 

Mt.  Wasliingtoiift 

Vennovl 
Bellows  Kails.. 
Benninjrton.. 
Bloomliehlt  ■    ■ 
Brattleboroll-  . 


idscir 

Gramme.. 

itiscni 

Orleans. 


Kntlanii. 
Franklin 
Caledoni! 


5110 

1.0.50 

514 

i.oon 


Temperature,  in  degrees  Fahrenlieit 


Precipitation,  in  inches 


I  pBtfe  46  for  explanat 


refnrenee  markf 


-2.2 
-1.3 

'-3.'3 

"-o.i 
-5.'i 

'—1.7 


-2.0 


+0.09 
-0.32 
+0.B7 


+  0.-U 

0.  72 

0  56 

-0.50 

1.1b 

+  0.52 

0.79 

-0.31 

0.75 

0.91 

+  1.73 

2.43 

-0.56 

0  53 

+0.44 

S.43 

-0.99 

0. 77 

+0.6» 

1.49 

1.86 

-1.67 

0.78 



1.34 

-1.98 

0.35 

-0.46 

1.12 

—0.  b'i 

1.60 

+  1.27 

2  »a 

-1.90 

0.54 

— 0.  U6 

1.05 

0.67 

-0.23 

0.73 



0.45 

0.90 

-2.  28 

0.31 

- 1.  27 

0.82 

+0.:!1 

1.38 

-2.06 

0.  59 

-1.13 

0.91 

-1.28 

1  54 

0.58 

0.38 

1.47 

0.80 

-1.39 

0  45 

ti  23 

0  90 

-0.71 

2.85 

1.95 

-?..  21 

0.48 

0.47 

-1.02 

0.97 

-1.89 

0.47 

-1.26 

0.58 

-l.bO 

0.30 

-0.31 

0.67 

-0.87 

0.50 

0.  53 

0.92 

1  21 

O.CO 

1.22 

-1.24 

0.  50 

1.08 

-1.75 

0.80 

-1.72 

0.49 

0  67 

-0.14 

0.72 

-2.41 

0.93 

1.22 

-1.90 

0.72 

0.71 

+0.64 

1.18 

-1  83 

0.  97 

-1.93 

1  07 

0 

1 

12 

0 

9 

IV 
15 

0 

(1 

18 

0 

17 

0 

14 

0 

12 

0 

15 

0 

13 

11 

10 

0 

14 

0 

12 

0 

18 

0 

n 

0 

15 

0 

19 

0 

0 

0 

8 
12 

0 

0 

12 

0 

16 

0 

1(1 

0 

18 

0 

13 

0 

0 

12 

0 

14 

0 

13 

0 

14 

0 

10 

0 

1,5 

0 

15 

1) 

11 

0 

11 

0 

10 

u 

13 

0 

13 

0 

0 

10 

1) 

9 

« 

12 

0 

10 

(1 

13 

0 

15 

0 

12 

0 

10 

0 

0 

8 

:i 

10 

0 

10 

0 

12 

0 

11 

0 

6 

0 

9 

0 

8 

0 

6 

0 

n 

«H 

n 

9 

0 

14 

0 

9 

0 

14 

0 

10 

0 

9 

0 

10 

n 

8 

0 

13 

0 

14 

0 

11 

0 

12 

0 

10 

0 

11 

0 

9 

0 

10 

10 

0 

9 

0 

8 

0 

8 

0 

7 

0 

12 

(I 

10 

0 

14 

0 

12 

0 

0 

6 

0 

9 

0 

12 

0 

10 

0 

12 

0 

11 

Civil  Aeronautics  Auth. 

B.  ],.  llaiiley 
Walter  Thurston 
Samuel  E.  Kanierliug 
U.  8.  Weather  Bureau 
U.  S.  WealbL-r  liuieau 
Augusta  Water  District. 
Bangor  Hydro  iilectrici; 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsworthy 

W.  B.  Clark 

Samuel  D.  Soule 

U.  S.  Weather  Bureau 

(;.  C  P.  &  L.  Co. 

William  li.  Gumming 

p.  M.  Iripp 

Union  Wiiter  Power  Co 

Bangor  Hydro  ICIectricO 

Ureat  Northern  Paper  Co 

Union  Water  Power  Co. 

Great  Northern  I'aper  Co 

June  I'owler 

Ralph  P,  Webber 

C.  L-  (Jliadbourne 
Thomas  W.  Clark 
Univ.  ot  Maine 
U.S.  Weather  Uurei 
Me.  ICxperiment  atatiou 
Great  Northern  I'aper  Co 
Oliver  W.  Holmes 
Chiirles  A.Mixer 
Ruth  iJurgin 
Union  Water  Power  Co, 
Guy  W.  Butler 
Ilollingsworth  A  Wliitne 
.St.  Croi,\  Paper  ('o. 


Edward  Fenn 
George  IC.  Tucker 
Kenneth  Bootliroyd 
U..S.  Weather  Bureau 
Sarah  H.  Glcasou 
Univ.  ofN.H. 
Union  Waler  Power  Co 
Ci.uu    Valley  Lumber  Ck 
Mass   Uept.  Public  Heall 
l<'..l.Soiithmayd 
Stale  Sanatorium 
Frank  K.  Leavitl 
Dartmouth  College 


rest. 


N.  il    Resear 
Wendell  Lees 
C.  K.  Kolibins 
Fred  Wiggin 
l''.(lwavd  A.  Carr 
Public  Service  (^ 
Androscoggin  Res.  Co. 
Pennicluick  Water  Work 

E.  E.Tobey 
H.  P.Shepard 

F.  A.  Smith 
J.  B.  Dodge 
Mrs.  llatlie  G.  Trow 
Claude  Baker 
ICenneth  Berry 
U.  S.  liineau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.  F.  Hydro- ICIcclrie  Co 
State  Fish  Hatcliery 
(i.orHi-  L.  Coopir 
Raymoiul  L.  Brown 
V  S.  Weather  IJureau 
Caa.Vt  P.  S   Corp. 
Mrs.  Theo.  G.  Taplin  tt 
Sarah  E.  Lane 
Mi  s  E  M.  Dustin 
RufnsS.  Gilbeit 
N    E.  Power  (.'o. 
J     F.  Oevinstn 
L.  n.  Pomeroy 
Gilmaii  Paper  (Jo. 
Fred  May  ttt 
Mrs.  John  .T.  Gerety 
Rev.  A    B    Criehlon 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E    E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Mnsenm 
George  Briggs  ttt 
N.  E.  Power  Co. 


! 
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Climatolo«ioal  Data  for  AuS'-iBt,  1941 


Temperature,  in  detrrees  Fahrenheit 


PrecipitatiuD,  iu  inches      |     No-  of  days 


L.  I..  Leonard 
Conn..  Kiver  Power  Co. 
N.  K.  I'owi'i  Co. 
Glluiau  W.  Fonl  1  tl 
iiVi.  Iv    Doubledtiy 
N.  K.  I'owei  Co. 
K.  T.  Siilluii  III 
Ulcotl  Falls  Co. 
Walter  Adams  HI 
Benloii  8.  Piiiuey 


I'owor  Co. 
Mass.  Afii.  Exp.  Sta. 
.Vet.  Water  Works 
.-^tate  Dept.  Public  Health 
liiue  llili  Observatory 
V.  a.  WfatlKH'  Bureau 
Mrs.  l.oriii(j  II.  Heed 
t'ity  Engineer 
.mate  Dept.  Public  Health 
tateDept.  Public  Uealtli 
Mot.  Water  Worlis 
Mel.  Water  Work.s 
Fred  A.  Tower 
.Josei)h  li.  Kelley 
llichurd  C.  IJrigliani 
Herbert  IS.  Allen 
Met.  Waterworks 
.t^tate  Dept.  Public  Health 
."Jtate  Uept.  Publio  Health 
lialpli  M.  narker 
Bureau  of  EutomolOKy 
State  Dept   Public  Health 
.State  Kept.  Public  Health 
stale  Dept.  Public  Health 
CItv  EuKiiieer 
State  Dept.  Public  Health 

A.  W.  I,add 
N.  E.  Power  Co. 
State  Dept.  Public  Health 
Sli.te  Teachn  's  College 

tate  Depi.  Public  Health 

B.  P.Mitchell 
Met.  Water  Works 
Essex  CompaiiT 
Props.  I,ock.s  it  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  K.  Hoelzel 

to  Dept.  Public  Health 
N.  K.  Povvor  Co. 
Charlotte  A    Hiaun 
V.  a.  Weather  Bureau 
Citv  li:n;;iiu'er 
State  Dopt.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Comr.  (if  Public  Woiks. 
State  Dept.  Public  Health 
I'lvinoulh  Cordagfl  Co. 
Met.  Water  W'orks 

nir  II.  McNMvr 
(I.  S.  V.G.  Station 
Bristol  Co.  Agr.  School 
N    E.  Power  Co. 
Slate  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
U.  S.  Armory 
Met.  Water  Works 
N.-Hl>lt  II.  BMng.s 
Wesiou  IC.  Lewis 
Waterworks 
Turners  Falls  P.  A  K   <:o. 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
T.  F.  Whitbroad 
State  Dept.  Public  Health 
Weston  Colle^'e 
State  Dept.  Public  Health 
ML't  Water  Works 
Williams  College 
State  Dept  Public  Health 
Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr  Exp.  Station 
Agr.  Kxp.  station 
U.S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 


See  page  4G  for  explanation  of  reference  marks . 
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Olimatolo^ical 

Data  for  AugTist,  1841 

j 

Temperature,  in  degrees  Fahreuheil 

Precipitation,  in  inclie^ 

No.  of  days 

CD 

s 

k 

S 

1             1 

1 1» 

ci 

S 

s 

= 

iii 

>• 

stations 

Countleu 

I 

li 

is 

1 

2 

1 

S 

II 

~ 

ii 
II 

Z^ 

1 

II 

s 

i 

1 

1'^ 

Observers 

H 

>3 

J 

ej 

H 

o 

0 

d. 

Connecticut  Cont'd 

i 

1 

Burlington'^ 

Hart 

2P2 

420 

300 

1.300 

0 

53 
0 
45 

1 

34 

50 
12 

45 

2.61 

-1.28     0.96 

0 

7 

i  

Hartford    

Litchfield 

1 

2.  46 

6.92 

-2.08  !  0.59 

0 
0 

5 
11 

21 
14 

5 
12 

5 
5 

nw. 

nw. 

Edv?iu  R.  wilder 
T.  S.Gold 

Cream  Hillt 

66  n 

-0.7 

86 

8S 

43 

Kl 

30 

Fair 
ilar 
Lite! 

450 
1.  220 

0 

25 

65.5 

37 

37 

7 
25 
40 

2  82 

j  1.02 

0 

10 

15 

9 

7 

nw. 

Danbury  Flying  Service 
D.  N.  Gaines 
Conn.  Power  Co. 

EH^t  Hartlaiui- 

ford    

Falls  Villase- 

ifield  

-5.8 

89 

26 

33 

14 

40 

i.4.5 

-2.82 

0.51 

0 

9 

19 

g 

w 

Hiirtford' 

Hartford 

fi'4 

54 

69  1        -|-0  2 

91 

9 

44 

29 

32 

80 

3.27 

—  1.02 

1.35 

0 

10 

10 

s. 

U.  S.  Weather  Bureau 

0 
5 

1 
123 

?,.  18 
5.46 
3  63 

-0.95 
—0.63 

0.80 
1.34 
1  22 

0 
0 
0 

10 

'is' 

17 

-g- 

■■4 

nw. 

New  London  Water  Work 

B  W.  McParland 

U  S    Weather  Bureau 

New  Haven  .... 
do 

200 

67.  G 

93 
91 

9 
9fi 

43 

52 

28g 
28 

41 
26 

New  Haven  1 

+0  7 

NewLondon.... 
Fairfield 

20 
116 

71 
4H 

70 
49 

■i'eo' 

'  -6.' 05' 

'i.'se' 

"6 

"8 

25 

"4" 

"9' 

nw. 

Norwalk  

69.0 

-0.7 

92 

41 

14S 

38 

L.M.Comstock 

458 

1,015 

640 

340 

5 
7 
50 
53 

66.2 
64.6 
67.2 
69  2 

89 
89 

88 
92 

12 
31 
9. 

36 
42 
39 

29 
29 
29 
14 

42 
40 
32 
38 

5 
7 

51 
54 

2.21 
2.15 
3.00 

■-6'96' 

-0.23 

0.80 

o!89 
1.20 

0 
0 

0 
0 

7 

10 
9 

in 

5 
25 
15 
20 

10 
3 
9 
9 

16 
3 

7 
2 

nw 

nw. 
n. 

Civil  Aeronautics  Auth. 
F.  Hurliman 
Agr.  Exp.  Station 
William  J.  Pape 

■i'ol! 
New 

iiid 

-0.'2 

VVaterbury  

Havfln   ..    . 

1.1^2 

1 
0 

67.2 

88' 

9 

35" 

14 

42" 

1 
17 

2.60 
2.71 
3.19 

-2.'4i' 
-0.97 

0.77 
0.87 
1.56 

0 
0 
0 

8 

19 

6 
8 

2 
■■5' 

sw. 

James  Eintoul 

Water  Bureau,  Hartford 

For  Statu- .    ■• 

6T.0 

1     -2.6 

1 

93 

9 

33 

14 

42 

P 

RK.SSURE.  VVINI 

,  HUM 

lUIl 

1 

y.  AND  SUNS 

HINK 





— 

Mill 

[Continued  from  page  43) 

Atmosplierie  Pressuiv 

Kel 

ative 

vailing  earlier,    in  general,  agriculture  was  not  too  adversel 

(reduced  to  sea  level) 

Humidity 

affected  b}'  the  accumulated  precipitation  deficiency,    but  th 
drought  was  markedly  apparent  in  nearly  all  rivers,  lakes,  resei 

1 

>; 

1 

StatlODH 

S 

d 

voirs  and  other  storage  basins.    In  many  central  and  souther 

d 

c 

a 

a 

fl 

et  i 

sections  transportation  of  water  for  live  stock  became  necessary 

p 

s 

?" 

=■? 

s 

a 

C'S 

A  noteworthy  storm  occurred  at  Barre,  Vt.  and  its  vicinity  dui 

S 

£ 

a 

9 

1 

<  S 

5> 

(5 

1 

i 

^ 

n 

£S 

ing  the  afternoon  of  the  16th,  being  attended  by  hail,  thundei 
squalls  and  heavy  rain.    Very  severe  damage  was  wrought  t 

apple  orchards,  matured  crops  and  flower  gardens.  The  mont 
was  relatively  cool,  the  only  sustained  period  of  excessive  warmtl' 

Block  Island  ... 
Bine  Hill 

29.  94 
29.92 

30. 37 
30. H5 

29 
29 

29.51 
29.  46 

12 
12 

13.  3 
14.2 

31 

48 

tiw. 

12 
26 

80 

77 

65 
51 

78 
69 

78 
69 

Boston   

29.911  30.35 

29 

29.46 

12 

10.0 

26 

sw 

19 

68 

49 

62 

being  from  the  7th  through  the  9th.  On  the  29th,  several  station 
in  the  extrrme  north  experienced  subfreezing  temperatures,  bu 
without  material  frost  damage.             e.  s. 

Burlington 

29.  91    30.  37 

29 

29.47 

12 

26 

s. 

20 

51 

VI 

63 

Concord  

Eastport 

29.911  30.37 
29.89   30.20 

29 

29.  44 
29.  40 

12 

6.8 
8.3 

28 
94 

nw. 

17 
28 

80 

88 

73 

66 
84 

66 

52 

Greenville 

29.88!  30.27 

29 

29.  40 

12 

6.2 

20 

28 

79 

57 

73 

Hartford 

29-93   30.36 

29 

29.51 

V 

7.7 

26 

svv. 

15 

sn 

49 

67 

78 

Nantucket 

29.921  30.35 

29 

29.51 

12 

9.5 

27 

16 

78 

67 

SO 

New  Haven 

29.951  30.39 

29 

29.53 

12 

H.fi 

28 

se. 

2:1 

72 

59 

78 

82 

1 

North  Held 

29.93'  30.40 

24 

29.46 

12 

6.6 

22 

sw. 

11 

V7 

64 

k 

29.89,  30.32 
29.  93.  30. 36 

Providence 

29 

29.50 

12 

6.1 

25 

sw. 

9 

76 

50 

71 

72 

1 

EXPLANATION  OF  REFER.ENCS  MAKES 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  thp  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser-  f 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  3.5-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  ».'',",  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  "i  represents  two  days,  etc. 

t  Postoffice  addresses  of  these  stations  are  as  follows:  Maine  -  Brassau  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripo^enus  Dam,  Millinocket;  Winslow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch.  Gorham;  York  Pond,  Berlin;  —  Vermont  -  Bloomfield,  North  Stratford,  N.  H.;: 
Cornwall,  Middlebury;  Mays  Mill,  Colrain,  Mass.;  Searsburg  Station,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Fall.s.  Mass.;  -  Massachusetts -Ashland,  Fram- 
ingham;  Blue  Hill.  Milton;  Lake  Cochituate,  Framiugham;  —  Connecticut  -  Cream  Hill.  West  Cornwall;  Lake  Konomoe.  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

*    Precipitation  included  in  that  of  next  measurement.  **    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  morning| 

recorded  as  of  preceding  date.  t    Precipitation  measured  with  recording  gage.  tt    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day.  [ 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  perioii,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount, 
recorded  is  for  preceding  24  hours,  (ending  on  date  entered. )                    3    Themometers  not  supplied  by  Weather  Bureau.  §    Also  on  other  dales 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily 

Precipitation 

for 

Augrust, 

941 

Drainage  basin 

Day  of  month 

"^ 

'1    ^1    H    M    n    n    ' 

« 

« 

10  |u 

12  1  13  1  14  1  18  1   16  1  17  1  18 

19 

20 1 2. 

22 

23 

24 

25  1  26 

27 

28 

29 

80 

81 

^ 

Maine 

i       1 

1 

1    1    1    i    M 

1 

1 

■iaptpoit' 

Coast 

.21'  .05'  T.     T. 

.04 

.05 

.50.... 

.51|....|....|  .24!  .57;  .65!.... 

,17 

.J 

■r. 

.01 

.06   .26 

,03 

,11 

Wi 

3.53 

ilKu.Hiu 

1  .21    .331  .971.... 

Oil  .29   .60;  .401.   .. 

:,^.5 

:?^i-" 

.15    .20 
50 

3.09 
2.99 

Keiiuebec 

.■.""i;."" 

.031.... 

.27 

.4S 

.... 

•.ii 

.06 

.01 

.04 

.05 

...1)0 

.OS.... 

.62 

.2i 

I.,.. 

.02 

.24 

34 

.21  .'jii... 

.4f 

.02,.... 

T. 

T      .95 

.01 

'V. 

•     ^    ■''  

.35I.... 
.21!  .22 

"■\n 

.03 

.03 
26 

09 

■t^ 

45 

'.■i7 

.53 

i". 

.•23    .31 
.05   ..'(3 

.05 

.61 

.14 

3.44 
2.87 
4.V6 
4.79 
4  46 

Keiiuebee 

•(• 

— 

.av.:-i:=o;J 

■  isl. 

T 

1.89 

-V    '.SB 

in 

.06 

".ii 

T. 

.03 
.09 
.09 

.02 

.08 

'.■62 
07 

St.  Juliii 

Keuiiebtjc 

Aiiiiroscoggin   — 

.54!.... 

.os:.... 

tv 

;;;; 

.11 

;::; 

.28 
.09 
.21 

.09    .02... 
.02;  .041  .61 

.3b 

.51 

12 

.78 
.86 
.57 

.07 
.10 
.11 

■.06 

.14    .20 
.05   .49 
.25    .02 

.70 
.10 

'atkuuiu 

_^>Vl^tilU 

T. 



T. 

.-.» 

1.72 

4a(l!-m 

Koi.iiebec 

.-/a 

T. 

.OS 

.80.... 

.07 

.05 

.45 

.81 

.3A 

.01 

1.0'  .... 

T 

,  35 

4.07 

dilii'-'oiket 

Villi)  

feuob.scot   

....do 

las 

't.' 

.■W 

:.J? 

.07 

•^'i; 

.13 

.01 

.05 

.75 
.96 

.01 

.42 

.24 

4  62 

.^2 

.77 

.■X 

Fiesiiinpscot 



.14 

.0* 

.06   .05 

.16 

.20    .18 

].()£ 

.15 

.05   .40 

.05 

2.61 

Penobscot    

.le 

1'. 

.70 

.Ub 

.10    .05 

.IS 

01 

.45 

.7( 

.16 

02 

47 

01 

1     

Coast      

.... 

.15 

.22 

.101  .01 

.24 

.3f 

.47 

.25 

.22 

T. 

.16.. 

.12 

•r. 

3- 

2.61 

isle  ...... 

ot.Jolni 

.t)i 

.77 

.5y 

(W 

.12 

.39 

.1( 

.04 

.02 

.12 

.m 

T.   l.OC 

T. 

.67 

.17 

4.53 

sDamt.. 

I'euobscot   

AiidrosooKgin   .... 

.'25 

iV 

■1^.' 

.21 

.... 

.10 
.12 

r 

■.■56 

.72 
1.18 

.68 
.06 

'.'23 

.10 

'i'.' 

.22 

.04    .60 

.06 

.72 

.01 

.24 

,11 

4.18 
3.08 

Kennebec 

....do 

'.6i'.'.'.' 

■.'•io 

.37 

".'io 

■z 

.79 

•.-28 

.13 

.06 

.02 

■.■862'.43 

.46 

Mi 

.10 

'.OS 

.13 

".u 

.07 

.48 

.07 

.02 

.05 
.61 

3.78 

5.14 

,l 

St  Croix 

.42 

•1'. 

r 

.on 

.06 

.50 

.45 

.48 

... 

.22 

.05 

.53 

.17 

2.06 

.,,ips/ij.e 

Androscoggin 

Mcrriuiac 

2.72 
1.87 

T. 

.... 

T. 

•I'. 

.25 

T. 

.21 

.10 

.17 

.09 
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T 
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.05 

T. 

.58 
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.io 
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.12 
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T 
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1.60 

.80 

.... 
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.01 
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.21 
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T. 

■.'65 
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T. 
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.07 
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T. 

.10 

3.69 

Meiiiniuc 

.O'J 

■^1 

1( 

U 
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.06 

n 

06 

16 

1.79 

,  ,.      ,  [■    

Connecticut 



.Osl  .69 

.07 

.41) 

.25 

.03 

.07 

.1:.   .24 

T. 

73 

3.08 

.do 

Merrimac 

■  'vr. 
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.10 
4' 
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.05 
.18 
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.31 
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.02 
04 
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01 

67 
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1.02 
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2.75 
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T. 
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1.81 
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.21 

T 

.05 

1.98 

1.55 

,  la*' 

Connecticut 

.06 

'.'6i 

.01 
.06 
.06 

.5b 

.12 
.11 

i88 

.12 
.01 
.01 

.62 

.03 
.41 
.36 
.06 

.03 

.41 

.73 
.92 

']'. 

'r. 

2  90 
1  38 
.06 

do 

Coa,st 

.06 
.OH 

.20 

.;:. 

.09 

f. 

... 

.02 

'."58 

".\b 

.05 

1  63 

uliain*... 

3.42 

.07 

.49 

"64 

.11 

.08 
,15 

.75 
05 

'20 

.35 
1? 

.20 

.24 
.41 

.12 

.22 
1  81 

..^ 

Merrimac 

04 

0? 

2.84 

am 

,■.        lli".    ... 

do 

Charles 

Connecticut 

... 

.20 
T. 

.01 
.17 

tv 

.02 
.11 

■.■79 

.4f 

■.■32 

.02 

.60 

'.'69 

1.01 
.63 
.61 

.07 
.01 
.01 

.94 

1.90 
1.2s 

8.08 
3. 66 
3.82 

.Ki 

.17 

l.'AS 

\.hh 

.31 

.1(, 

1.61 

5.97 

Merrimac 

Connecticut.     ... 

M 

l-loli**    ... 

.08 

.29 

.18 

.20 

.21 

.36 

.02 

.03 

1.64 

3.01 

.0« 

■I'. 
.12 

.06 

.0!) 
.01 

■•«■ 

.60 

T. 

.07 

.34 
.21 

'.'22 
.45 

1.30 
.09 

'."62 

'.'v8 
2.10 

.26 
'.V. 

1.75 
■.'28 

'1'. 

'.'6.5 

T. 

.28 
.69 
.56 
.22 

'Y. 

.10 
'.'61 

't'. 

.96 
1.26 

.03 

2.65 

Merrimac 

3.52 

ll 

4.17 

..do 

Housatonic 

Coast                

do. 

■ 

■ 

^ 

T. 

r 

1<) 

.11; 
1 

.48 
19 

.12 
I? 

T. 

.70 
1  ?1 

.13 
,11 

.10 

or< 

.03 

.01 

.15 

08 

.01 
.01 

t' 

2  00 

1,)WI1 

1.97 

.l«e".'   ■■■ 

d.i 

.15 

.21 

.0? 

'.'6? 

.21 

'.'46 

T. 

'.'io 

.32 
.89 

.09 
.46 

.09 
.82 

.73 

i.'s-' 

4  60 

1, -100111" 

Konsatonic  .... 
Conneelicnt 

.02 

1.40 

.18 

•r 

.30 
.06 

.04 

'oi 

.21 
"65 

'!84 
.51 

.32 

■.'06 
04 

.34 
1.39 

.,50 

■.■(•5 

■.'01 

2.  ir 
.43 

1  12 

.01 

3.33 

1 

3  67 

!  alls 

.27 

.17 

.02 

24 

.27 

.62 

.01 

.28 

.04 

.1.; 

.06 

2.07 

do     

T 

.18 

.32 

.02 

.32 

V^o 

.60 

f 

'f  ■ 

.06 

2.  2( 

3.88 

Hudson 

Connivticnt 

1.62 

Ion*'    .. 

1' 

?3 

If 

09 

36 

33 

,0,'i 

26 

'19 

06 

■>  79 

4.42 

Blackstone    ... 

.02 

T. 

T. 

.02 

.04 

.03 

.04 

1.0.5 

T. 

.07 

.81 

■1'. 

.1! 

2.22 

.  Istwtd 

.1.(11 

Coast 

.14 

.i'3 
.01 

T 

T. 

01 

T 

.22 
".01 

T. 
T. 

.18 

.78 
.60 
.33 

.53 
.3( 
.32 

.19 
.20 
.04 

.04 

.30 
.31 
.02 

.02 

.26 

.38 
'.06 

2.61 

....do 

do 

.90 

.13|.... 
.0.1j    ,. 

;S!.::. 

1.87 

T. 

T. 

2.4.5 

■  client 

iimt.;;'::' 

;tland2.... 

Coast   

do. 
Honsatonic... 
Connecticut   

do.            

Coast 

.45 
.52 

.05 
.2< 

.12 

.08 

1.22 

.42 

1.35 

.95 

.19 

.02 

4.85 

T 

T. 

.06 

2.46 

.18 
IS 

02 

.07 

.86 
.37 

r 

s-M„  iiin'Wl 

■r 

0? 

04 

04 

.58 

.90 

.88 

1.22 

3.03 

s'ew  l,oiirlon 

Sonvrtlk  

Pi"  '  nil  . 

do 

do            
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.09 
T 

.04 
.52 

1.16 

•■n« 

T. 

.40 

.87 
.32 

l.,56 
.80 

.82 

■."61 

4.60 

.in|  .or. 

2.21 

^tons 

Willimantic ...     . 

.07]  .03 

.4:- 

•r. 

..57:..,, 

.6: 

.ii 

.21 

.89 

Waterbnrj- 

Coast                

r 

.51 

.01 

.03 

07    .35 

! 

T 

.... 

■ 

Se«paBe46for 

expianaiii.i.  Ill    i-fe 

1 

1 

arKs 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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Daily  Temperatures  for  August,  1941 


SUitions 


Day  of  Month 


13     14     15     16     I 


Mmne 
Bar  Harbor  (near) \^^^:, 

«-'^-' \^S^:. 

FortKeut 1  Mh^^u  ™  ' 

^■jrpftiiviUp  {  Maximum  . 

^''""'""''    (Minimum.. 

Houlton    Maximum  . 

<  Minimum.- 
i.awistnii  i  Maximum  . 

*'^"'""" (Minimum.. 

MiUinocket j  JJf.fi^^JV. 

Ol.Uovvn   1  Ji'fifi^^V. 

forUand  j  Maximum  . 

(  Minimum.. 
Rumfoni  S  Maximum  . 

(  Minimum  • . 
Wiuslow   (Maximum. 

(  Minimum.. 


A'ew  HampKliire 
„     ,-     11  j  Maximum. 

*""""  " (Minimum.. 

„  ,  j  Maximum  . 

^°'"^""^ (Minimum.. 

O.irl.am 1  Mfnimum .". 

First  Conn.  Laue j  SlfSm.! 

„  \  Maximum . 

** (  Minimum. 

v>i,..„,„,n.  S  -Maximum  . 

^'*  ""'""' *  MiMimum-. 


Ve<-mo„l 

o, ,,,.,, _,,,,,,  j  Maximum. 

oiuiiiiKiiMi (Minimum.. 

.,  ,  S  Maximum . 

*'«"'^o''  i  Minimum.. 

.,,,„,,  i  Maximum  . 

f^"'"'''*''^ i  Minimum. 

u ,  i  Maximum. 

"'"■"*""    (Minimum-. 

^,    . ,,  ,.,„  )  Maximum  . 

*''"'^""*"* (Minimum.. 

«'-Jo'-"-^ iMfi^Zr: 

iVomUtook  1  Mfnimum.". 

U<(ss(tcli  iiseiis 
,      ,        ,  i  Maximum. 

*""'*^''^^ I  Minimum.. 

„     ,  )  Maximum  . 

"O''"" )  Jlinimum.. 

Brockton US^ . ! 

Co.Koni iMruimumV. 

EH.t  VVarel.amll 1  Muf/ZmV. 

„,,,,.  i  Maximum  . 

P»"  l^'ver (Minimum.. 

„.,..„,_  Maximum. 

P"<''''"« I  Minimum.. 

(  Blaximiim. 
I-'^^vrence I  Minimum.. 

Nantucket 1  Mfnimum. '. 

StoM,vU\ge    !  Mfnimum. '. 

iji-ii: ...  ..„.„..  )  Maximum. 

Willi.imbtowu j  Minimum.. 

w"— t- \^!^Z- 

RhmJe  hUuid 

B>ock..uu,d \^^^:. 

Ki"««to" iSlfS^.: 

Providence !  MhUmuin.: 

Con;ieHicnl 

,,       „  uiii  S  Maximum  , 

Cream  Hill (Minimum.. 

Tiortfnr,^  (Maximum. 

»*'"°'^« (Minimum.. 

New  Haven 1  Mfnimum.". 

New  London i  ^f.fi™.". 

Norwalk I  Mfnimum.: 

P"*"-"" lMfnim.r.". 


821     81 


57      60 

90 

571 


65 

5: 

70     6a 
55      44 
75i 
55 


521  47 
82!  71 
64      57 


75 

54i  48 
7S  78 
57  52 
78     74 


78      76 
40     40 


58 

76|    89 


Setpage  46  (or  explanation  of  reference  marka. 
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GENERAL  SUMMART 

The  water  supply  situation  in  Xe\Y  England  was  further  ag- 
gravated in  September,  1941  by  the  continued  lack  of  normal 
precipitation.  Rainfall  averaged  less  than  45  percent  of  normal 
over  the  Section  as  a  whole,  and  less  than  30  percent  over  the 
southern  division  where,  with  one  exception  in  1914,  it  was  the 
driest  September  of  record.  The  month  marked  the  eighth  of 
the  first  nine  months  with  deficient  precipitation.  Natural 
water  supplies  were  reported  to  be  the  lowest  in  a  half  century, 
and  transportation  of  water  for  livestock,  inangurated  during 
the  preceding  month,  was  necessarily  continued  to  an  even 
greater  extent.  Despite  the  drought,  top  soil  moisture  had  been 
fairly  well  maintained  by  occasional  light  showers  during  the 
growing  season  so  that  a  good  harvest  was  being  realized.     The 

[Continued  on  page  52] 


TEMPERATURE 


Tlie  average  monthly  temperature  for  the  Section,  based  on 
108  records,  was  60.8°,  wliich  is  0.6°  above  the  mean  for  the 
past  54  years.  The  average  temperature  for  the  northern  division 
wa358.4°;  for  the  southern  division,  63.4°.  The  highest  month- 
ly mean  was  67.9°  at  Chestnut  Hill,  Mass. ;  the  lowest  was  52.8° 
at  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  96° 
at  Brockton,  Mass.  on  the  16th;  the  lowest  was  17°  at  Kearsarge, 
N.  H.  on  the  30th.  The  greatest  monthly  range  was  74°  at 
Durliam,  N.  H. ;  the  least  was  34°  at  Block  Island,  R.  I.  The 
greatest  daily  range  was  56°  at  Durham,  N.  H.  on  the  15th. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
193  records,  was  1.61  inches,  which  is  2.18  inches  below  the 
mean  for  the  past  54  years.  The  average  precipitation  for  the 
northern  division  was  2.14  inches;  for  the  southern  division, 
1.05  inches.  The  greatest  monthly  amount  reported  was  5.48 
inches  at  Somerset,  Vt.;  the  least  was  none  at  Baltic,  Conn. 
The  greatest  amount  in  24  hours  was  4.05  inches  at  Somerset, 
Vt.  on  August  31-September  Ist.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  4,  which  is  5  below 
the  mean  for  the  past  54  years. 


WIND,  SUNSHINE,  CliOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  120  records, 
i^aa  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  9.3  miles  an  hour,  which  is  0.7  mile  an  hour 
\bove  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
'3  percent  of  the  possible  amount,  which  is  15  percent  above 
ihe  mean. 

The  cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
:ion,  based  on  134  records,  was  18  clear,  7  partly  cloudy,  and 
5  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  14  stations,  was  75  percent,  which  is 
8  percent  below  the  mean . 


EVAPORATION 

Total  monthly  evaporation  at  Massabesic  Lake,  Manchester, 


N.  H.:   July,   1941,  6.09  inches;   August,    1941,  5.55  inches; 
September,  1941,  5.37  inches. 


DATES  OF  MISCELLANEOUS  PHENOMENA 

^uronis.— 7th,  9th,  13-1 5th,  17-30th. 

Hnlos,  lunar.— M,  9th. 

Halos,  solar— 2-M,  8-9th,  14th,  29-30th. 

Hail. —  (dates  and  general  location) —  12th,  Lewiston,  Me. 
(light). 

Thunderstorms.—  1st,  5-6th,  10-1 1th,  13th,  27-28th,  30th. 

Fog,  dense.—  1-1 4th,  17th,  19-30th. 

Frosts. —  (dates  and  general  location) —  Northern  Division: 
First  killing  frost  in  favorable  locations  of  extreme  north  on 
r2th,  advancing  progressively  southward  and  penetrating  coast- 
al and  extreme  southern  sections  on  30th.  Southern  Division: 
First  killing  frost  in  favorable  locations  of  Mass.  on  20th;  gen- 
eral over  division  except  along  imiriediate  coast  on  30th. 

Sleet. — (dates  and  general  location) — None. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  iBland,  and  Connecticut.) 


888 

889 

890 

891 

892 

894 

895 

896 

897 

898  

899 

900 

901 

902  

904 

905 

906 

907 

908 

909 

910 

911 

912 

913 

914 

915 

916 

917 

918 

919 

920 

921 

922  

923 

924 

925  

926 

927 

928 

929 

930 

931 

932 

933 

934 

935 

936 

937 

9.38 

939 

940 


Temperature 


18 

58.7 

17 

62.  3 

20 

62.  0 

30 

6ft.  3 

27 

60.5 

2ft 

57.8 

22 

24 

63.9 

24 

60.8 

24 

61.5 

Precipitation 


No.  of  (lays  (all 
New  England) 
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September,   194] 


Maine 

Bangortt   

Bar  Harbor  (iiear) 

Brassua  Damt 

Brunswick  

Cariboui 

Easlyorl' 

East  Wiiithrop.  •• 

Ellsworth  

Eustis 

Fariuiiigtoii 

Ft.Fairlielcl2(ne  r 

Fort  Kent 

Gardiner 

QreenvilleU 

Hiranit 

Houlton 

Jackman 

Lowiston 

Machias^ 

MadisoiiS 

MiddleiVani 

MillinocUel'* 

Milo.. ..•■••• 

Mooseheacl  ^ 

North  Bridgton..- 

Oldtowii 

OroMO.  •■■ 

Portland!. 

Presiine  Isle-----,- 

Ripogeniis  UainT'* 

Rockland 

B\unlord 

The  Forks 

Upper  Uan> 

Vanceboro 

Winslowt'' 

Woodlandlll 

For  State     -  • 
Hew  llaiiiwldre 

Berlin  II 


Penobscot 

Hancock 

Somerset 

Cumberland.. 
Aroostook  — 
Washington  ■  - 
Kennebec  — 

Hancock 

Franklin 

Franklin 

Aroostook  — 

Aroostook 

Kennebec 

Piscataquis  .-• 
Cumberland- • 

Aroostook 

Somerset 

Androscoggin 
Washington  ■■ 

Somerset 

Oxford.. 

Penobscot 

Piacataiinis 

Somerset 

Cumberland- -- 

Penobscot 

Penobscot 

Cumberland  — 

Aroostook 

Piscataquis 

Knox 

Oxford 

Somerset 

Oxford .--- 

Washington  .... 

Kennebec 

Wasliington  ---■ 


Concordl ----- 

Dixville  Notch  -•-- 

Durham    

Errol||3 

First  Conn.  Laket. 

Fitzwilliam** ■ 

Franklin 

Glenclill   

Hampton 

HanoverS 

HiUsboro  

Kearsarge  

Keene^ 

Lakeport 

Lincoln^. 

Manchester 

Milan... 

Nashua^ ••••• 

New  Dinliamt''-- 
Newport  -••■•■•;• 
Noith  strattord2. 
PitikhamNotcht-- 

Ply  mouth ; 

W  Stewartstowu' 
Wolfl)oro  Falls--- 

York  Pond 

For  State     -  -  ■ 


Coos 

Grafton  — 

do  ... 

Merrimack-. 

(Joos 

StralVord  ... 
Coos 


do- 


Cheshire 

Merrimack  — 

Grafton  -• 

Rockingham - 

Grafton  

Hillsborough 

Carroll 

Cheshire 

Belknap 

Grafton  

Hillsboro 

Coos 

Hillsboro 

StralTord 

Sullivan 

Coos 

do-.   .. 

Grafton 

Coos 

Carroll 

Coos   


Mt.  Washingtontt 

Verniont 
Bellows  Falls- 
Bennington--- 
Bloom tieldt  -,- 
Brattleboroll-J 
Burlington  1-- 

Cavendish 

Chelsea 

Comwallt----- 
Craftsbury  Com... 

Dorset - 

EastBarnet-' 

East  Ryegate- 

Enosburg  Falls- ••• 

Gilmati    -• 

MaysMillt 

Newfane 

Newport  tt 

Northfieldi 

Keadsboro^  

Rochester^ 

Rutland 

8t-  Albans 

St.  Johnsbury 

Searsburg  Mt.2  • . . 

BearsburgSta.t^.- 


Windham 
Bennington 

Essex 

Windham  • - 
Chittenden 
Windsor  •■-■ 

Orange 

Addison  --- 
Orleans. -.- 
Beiniington 
Caledonia 
Caledonia 
Franklin  ■•-- 

Essex 

Windham- •- 

Windham.- - 

Orleans.  ■     - 

Washington 

Bennington 

Windsor  .•- 

Rutland 

Franklin 

Caledonia 

Bennington 

Bennington 


CUmatological  Data  for  September,  1941 


Civil  Aeronautics  Autta, 

L-  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.S.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  Disirict. 
Bangor  Hydro  Electric  Ct 
Mrs.  Hannah  I-  Hatch 
State  Normal  School 
C-  W.  Norsworthy 

W.  B.  Clark 
Samuel  U-  Soule 

U .  S.  Weather  Bureau 

C.  C-  P-<fe  L.  Co. 

William  H.  Cumming 

p.  M.  Tripp  ' 

Union  Water  Power  Co 

Bangor  Hydro  Electric C( 

Great  Northern  Paper  Col_ 

Union  Water  Power  Co, 

Great  Northern  Paper  09 

June  Fowler 

Ralph  F.Webber 

C.  L- Chadbourne 

Thomas  W.  Clark 

Univ.  of  Maine 

S   Weather  Bureau 

Me.  Experiment  Statiou 

Great  Northern  Paper  T 

Oliver  W.  Holmes 

Charles  A-  Mixer 

Ruth  Dnrgin 

Union  Water  Power  Co;- 

Guy  W.  Butler 
Hollingsworth  &  Whit: 

St-  Croix  I'iiper  Co- 


Edward  Fenu 
George  K-  Tucker 
Kenneth  Boothroyd 
U-  S-  Weatlier  Bureau 
Sarah  H-  Glcasou 
Univ.  ofN.H- 
Uniou  Water  Power  Coj. 
Cimn.  Valley  Lumber 0 
Mass.  Dept-  Public  Heal 
F.J-  Southmayd 
State  Sanatorium 

Frank  E.Leavitt 

Dartmouth  College 

N.  U   Research  Poresti 

Wendell  Lees 

C.  F.  Bobbins 

Fred  Wiggin 

Edward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res-  Co, . 

Peunichuck  Water  WoB 

E.  E.  Tobey 
H .  P .  Shepard 

F.  A-  Smith 
J.  B-  Dodge 
Mrs-  Hattio  G-  Trow 
Claude  Baker 
Kenneth  Berry 
U- S.Bureau  of  FisheS 


U.  S.  Weather  Bure 


B.F.Hydro-Klectrio^ 
State  Fish  Hatchery 
George  L-  Cooper 
Raymond  L.  Brown  -r 
U  S.  "Weathei'  Burea» 
Can. Vt. P.  8.  Corp.  j 
Mrs.  Theo.  G.  TapUn  T 
Sarah  B.  Lane 
Mies  E.  M.  Dustin 
Rufus  S.  Gilbert 
N  E.  Power  Co. 
J.  F.  Devins  t+t 
L.  H.Pomeroy 
Gilman  Paper  Co.  .. 
Fred  May  tit 

Mrs.  John  J.  Gerety 

Rev.  A.  B.  Crichton' 

U.S.  Weather  Bureau 

N.E.Power  Co. 

B   E.  Ordway 

George  H.  Boss 

B  W.  Fisher 

Fairbanks  Museum 

George  Briggs  ttt 

N.  E.  Power  Co. 


See  page 52  for  explanation  of  reference  marks. 


:ptembek,  1941 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


51 


ClimatoIoKical  Data  for  September,  1941 

stations 

Counties 

I 
1 

Temperature,  iu  degrees 

Fahrenheit 

Precipitation,  in  inches 

No,  of  days 

s 

~  c 

1° 

1 

i-. 

IS 

p 

1 

s 

5 

1 

,3 

1 

si 
0 

1° 

1 

a 

2-5 

It 

ll 

5 

Si 

If 
11 

^■2 

1 

° 

■0 

1 
0 

Observers 

■trmoiti  Cont'd 

uersett^ 

riioiit^ 

iterbury  (near) 

itBurke'-i 

St  Hartford^  ... 
.ite  River  Jc.^.. 

litincliam- 

M«- 

lmiii»tou2 

Windham 

Windham 

Washington.... 

Caledonia 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

2.080 
228 
432 
228 
400 
490 

L450 
370 

1.640 
700 

29 
0 
0 
0 
0 

0 
0 
0 
50 

54.1 

-0.4 

84 

10 

21 

30 

48 

29 
43 
0 

27 
18 
21 
20 
73 

19 
106 
51 

57 
55 
124 
45 

48 
28 
21 
68 
54 
53 
15 

77 
66 
19 
23 
25 
15 
34 
30 
23 
46 
21 
43 
12 
21 
47 
30 
43 
90 
81 
116 
30 
55 
15 
26 
12 

68 
128 

24 
21 
25 
47 
22 
55 
52 
51 

0 
27 
30 
35 
42 
44 
44 
21 
13 
68 
46 
21 
60 

0 
35 
52 
29 
14 
54 
47 
99 

64 

52 

7 

109 

29 
19 
47 

.5.48 
3.25 
1.14 
2.01 
1.39 
1.86 
3.54 
1.75 
3.87 
2.05 
2.59 

3.56 
2.88 
0.42 
0.34 
0.84 
1.18 
0.69 
0.74 
l.Ol 
1.20 
0.47 
0.53 
1.98 

L25 
0.49 
0,48 
0.26 
0.90 

+1.64 
-0.21 

'-i.'47^ 

'-L67' 
-0.04 
-1.57 
-1.16 

■-o.'sV 

-3.08 

■-2.^9i' 
-1.96 
—3. 03 
-2.62 
-2.53 
-3.64 
-3.05 
-3.09 
-1.51 

■-i.^92' 
-3  05 
-2.84 

■-i^M 

-2.04 

4.05 

2.65 
0..35 
1.03 
0.86 
1.14 
2.52 
1.00 
3.09 
1.20 
4.06 

2.25 
2.04 
0.-23 
0.30 
0.82 
1.24 
0.38 
0.72 

o!62 
0.36 
0.30 
1.43 
1.05 
1.19 
0.32 
0.28 
0.20 
0.60 
1.04 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 

4 
8 

4 

3 
5 
3 
4 
4 
6 
6 

4 

5 
3 
2 
3 
3 
2 
2 
2 
2 
2 
2 
3 
3 

3 

2 
2 
3 

"2 

2 
3 
4 
4 
3 

3 
2 
3 
5 
2 
3 
2 
3 
3 
3 
2 
3 
2 
2 
2 
3 

I 
3 
2 
2 
1 
2 
2 
4 
2 
3 
3 
2 
2 
6 

1 
4 
2 
2 
4 
2 
2 
2 
2 
2 
3 
2 
3 

2 
4 
2 

0 
2 
2 

17 
23 
7 
17 

5 
5 

6 

8 
2 
20 

w. 

iiw'.' 

L.  L.  Leonard 

Conn.,  River  Power  Co. 

N.  K.  i'owoi  Co. 

60.2 

87 

23 

21 

30 

43 

Kvu  K.   Donbleilay 
N    K    Power  Co 

12 
15 
18 
24 
24 
16 

16 
23 

10 
13 
5 
3 
4 
9 

10 
4 

8 
2 

3 
2 
5 

4 

3 

w. 
s. 
sw. 

8W. 

SW. 

nw. 
nw. 

E   'r   Sutton  tt  1 



Walter  Adams  1  tl 

59.8 
69.0 

60.2 
62.5 

+2.5 
+0.9 

'■  +  1.3' 

90 
94 

91 
91 

10 
10 

22 

19 

26 

11 

30 
30 

50 
64 

52 
46 

Benton  S.  Pinney 

XdfiKKhuteUi 

amti- 

iiier,tl3 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk 

.do  

Suffolk 

760 

217 
227 

70 
640 

17 
640 

no 

600 
1.360 
124 
39S 
139 
18 
190 
402 
172 
240 
1,110 
15 
165 
325 
950 
60 
5U 
1.660 
90 
800 
1.030 
30 
30 
820 
148 
57 
85 
190 
63 
97 
275 
330 
100 
35 
63 
350 
65 
1.700 
920 
1.037 
1,650 
21 
1.050 
40 
25 
35 
400 
720 
970 
160 
199 
555 
850 
20 

z 

520 
450 

1.205 
210 
224 

1.400 
900 
711 
960 
625 

19 

56 
0 
0 

56 

101 

0 

48 

56 
41 
52 
IS 
51 
55 
56 
0 
0 

12 
0 
0 
0 

41 
0 
0 

0 
34 
0 
0 
53 
56 
55 
0 
0 
0 
0 
0 
0 
55 
58 
0 
0 
0 
0 
23 

5? 
0 
51 
36 
0 
10 
0 
0 
0 
44 
0 
11 
23 
55 
46 
0 
0 

n 

15 

0 
0 

54 
0 
48 

N.  E.  Power  Co. 
Mass.  Agr.  Exi>.  Sta. 
Met.  Water  Works 

64.0 
66.0 

+3.0 
+2.8 

91 
94 

It 

38 
40 

30 
30 

31 
32 

14 
12 

10 
13 

6 
5 

sw. 

Blue  Hill  Observatory 
U.  8.  Weather  Bureau 
Mrs.  Loriiig  II.  Heed 
City  EnKineer 
State  Dept.  Public  Health 
,StateDept.  Public  Health 
Mel.  Witter  Works 
Met.  Water  Works 

-i-t 

Worcester 

Plymouth  

Hampden 

Hampshire.  .... 

JCktonS   

66.6 

+3.1 

96 

16 

38 

30 

37 

14 

15 

1 

sterSeld** 

-     -t  II111U3.... 

68  .0 
64.8 

62!  9 
64.6 
64.9 
65.6 

+4.9 
+3.5 
+  1.9 

■"+i.'5' 

+3.1 
+3.2 

94 
91 
93 
89 
91 
94 
91 

17 
16 

^?^ 
16 
16§ 
16 

35 
31 
24 
30 
35 
28 
30 

30 
30 
30 
30 
30 
30 
30 

34 

37 
43 
38 
34 
42 
37 

27 
24 
13 
17 
19 
20 

0 

4 
14 

11 
7 
8 

2 
3 
2 
4 
2 

s. 
sw. 

sw. 

Worcester 

Middlesex 

Plymouth 

Bristol     



...ohamlis  .. 

imiiighamS 

mklin** 

.loseph  L.  Kelley 
Kichard  C.  Brlghara 
Herbert  B.Allen 
Met   Water  Works 

Worcester 

Middlesex 

Norfolk  

Worcester 

.state  Dept.  Public  Health 
.state  Dept.  Public  Health 
Kalph  M.  Barker 
Bureau  of  Entomology 

lucesterS  

jentield 

JtOll" 

r.)wirk»« 

■   :;ie" 

-       lunnel  ..   . 
ar>istOM".... 

'  iiitnatefs. 

lo" 

inrat,-!ie  6ity2... 

ntucketi  

w  Bedford  

rthbridfife" 

mbroke** 

61.0 
62.2 

85 
91 

1§ 
17 

35 
26 

30 
30 

29 
43 

7 
21 

21 

7 

2 
2 

sw. 

Franklin 

Middlesex 

Worcester 

Barnstable 

0.44 
1.27 
0.05 
1.28 
1.03 
2.02 
3  02 
0.94 
0.06 
0.48 
0.72 
0.60 
1.55 
0.58 
0.30 
0.14 
0.34 
0.42 
1.81 
1.85 
0.49 
0,76 
0.58 
0.25 
1.73 
0.89 
1.21 
1.51 
0.87 
0.78 
0.65 
1.00 
1.57 
2.08 
0.65 
1.26 
0.50 
1.78 
0.65 
2.96 
1.90 
0.02 
1.89 
1.28 
0.5S 

b;73 

1.27 
1.02 
0.72 
2.81 
0.77 
1.11 
1.11 

.... 

0.35 
0.  ,55 
1.03 
0.60 

0.00 
2.14 
0.09 

-3.02 
-3.65 
-3.  89 
-1.82 
-3.12 
-1.28 

-3.^29 
-2.  94 
-2.88 
-3.08 
-2  91 
-1  61 
-2.94 
-3.26 
-2.95 

■-3'i6^ 

-2'.3i) 
-3.01 
-3.01 
-2.15 
-2. 84 
-2. 82 
-3.29 
-2.41 
-2.81 
-1.99 
-2. 26 

'-1.'72' 
-3.23 
-2.30 
-2.96 
-1.48 
-2.80 
-1.78 
-2.09 
-3.66 
-1.69 
-2.60 
-2.99 

■-3.26' 
-2.90 
-2.  67 

'-6:.57' 
-2.96 
-2.22 
-2.70 

-2.  ,58 
-3.34 

'-2.'i.V 
-3.00 

-3.92 
—1.24 
-3.38 

0.28 
0.67 
0.05 
1.06 
0.65 
1.51 
2.08 
0.51 
0.06 
0.25 
0.42 
0.37 
1.05 
0.42 
0.16 
0.11 
0  23 
0.25 

1^30 
0.41 
0.75 
0.32 
0.15 
0.95 
0  53 
0.56 
0.69 
0.77 
0.42 
0.05 
0.87 
1.43 
1.30 
0.36 
0.95 
0.28 
1.37 

L75 
1.79 
0.02 
1.33 
0.80 
0.29 
2.95 
0.51 
1.13 
0.56 
0.46 
1.61 
0. 5G 

2!  95 

0.42 
0.35 
0.  .53 
1.00 
1.00 

0.00 
1.61 
0.07 

State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  Engineer 
State  Dept.  Public  Health 
A    W   Ladd 

66.7 

+3.1 

90 

IS 

35 

30 

33 

19 

8 

3 

Franklin 

Hampden  

Berkshire  ...... 

Worcester 

Barnstable 

60.2 

90 

16 

29 

30 

42 

22 

3 

5 

w 

N.  E.  Power  Co. 
State  Dept.  Public  Health 
Stiite  Teacher's  t.'ol lege 
State  Dept.  Public  Health 

64.2 

+  1.0 

81 

1§ 

38 

30 

29 

23 

3 

4 

sw. 

Worcester 

Middlesex 

62.4 
64.4 
65.0 

+0.2 
+  2.2 
+2.1 

90 
92 
91 

1§ 
16 
16 

25 
32 

30 
30 
30 

43 
38 
35 

18 

9 

3 

w. 

Essex  Company 
Props.  Locks  it  Canals 
State  Dept.  Public  Health 
.State  Dept.  Public  Health 

Middlesex...... 

Bristol 

Plymouth 

29 

0 

1 

Worcester 

Worcester 

Franklin 

Nantucket 

State  Dept.  Public  Health 

23 

5 

2 

w. 

63.7 
67.3 

+0.9 
+4.5 

81 

6 
16 

45 
44 

29 
30 

24 
27 

15 
21 

11 
3 

4 
6 

sw. 

sw. 

U.  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
St.ateDept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 

Worcester 

Plymouth 

Berkshire 

Worcester    

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

Ksspx   

tersham^ 

■tsfielfi||2 

60.4 

0.0 

89 

10 

30 

iO 

35 

20 

2 

8 

w. 

Comr.  of  Public  Works. 

ilnfleld" 

State  Dept.  Public  Health 
Plymouth  Cordage  Co. 

6-5.0 

+  4.5 

94 

ie 

36 

30 

32 

15 

10 

5 

sw. 

inCHtn  ! 

Met.  Water  Worls 

oviiicf'town 

66.8 

+  4.7 

89 

16 

40 

30 

34 

22 
19 

7 

7 

1 
4 

sw. 
I. 

Irving  H.  McNiiyr 
IT   8    C  G.  Station 

?regaiiset 

elhuriie  Fallsl!^. 

athbridge" 

ath  E gremont". 

Ot  I'OMd   

ringfipld 

Bristol :.. 

Bristol  Co.  Agr.  School 

Franklin  

Worcester  ...... 

Berkshire 

Middlesex 

Hampden  

Worcester 

Berksliire 

61.2 

90 

10 

30 

30 

41 

26 

1 

3 

N.E.Power  Co. 

State  Dept.  Public.  Health 

State  Dept.  Public  Health 

66.8 

+4.2 

92 

i§ 

33 

30 

38 

27 

1 

2 

nw. 

U.  S.  Armory 

lokl, ridge 

amp^cott 

nntoiiS 

raers  Falls 

59.6 
61.2 
63.0 
61.9 

"+o.k' 
+o!i 

90 
88 
91 
90 

10 

16 
16 

10§ 

24 
35 
24 

28 

30 

30 
30 
30 

49 
33 

44 
40 

24 
16 
12 
12 

4 
9 
13 
17 

2 
5 
5 

nw. 

nw 
sw. 

Ni-sbit  H.  Bungs 

Bristol 

Franklin    

Hampshire 

Worcfstur 

Hampshire 

Hampden  

Middlesex 

Berltshire  

Worcester 

Berkshire 

Worcester 

Worcester 

Turners  Falls  P.  .t  K.Co. 

''"'■■*mii^n: 

'58.'2' 
64.0 
65.1 

'eo.'s' 

'(,2.6 
63.5 

64.2 
62.8 
6.5.0 
66  1 
64.5 

■■+i.'5' 

'"+6.'3' 
+1.4 

+0.8 
+0.9 

■■+2.'9' 
+1.3 

89' 
92 
95 

■■87" 

■gi" 

96 

82 
89 
90 
92 
92 

16 

lo' 
"ie" 

16 

23 
16 
16§ 
16 
16 

■■■2.3 
30 
24 

■■■so^ 

■■■'is' 

23 

48 
26 
37 
37 
37 

■so' 

30 

.so 
■'so^ 

■■36" 
30 

29 
30 
30 

46 
39 
45 

35 

42 
62 

24 
41 
38 
34 
41 

.State  Dept.  Public  Health 
T.  F.  Whitbroad 
State  Dept.  Public  Health 
Weston  College 

21 
23 
18 

1 
9 

2 
6 
3 

nw. 
w. 

•:and!j'": 
f.wnS.... 

Ion" 

•   rfa)3 

State  Dept.  Public  Health 
Met.  Water  Works 
Williams  (College 
State  Dept.  Public  Health 
Clifford  L.  Davis 

21 

19 

20 
18 
16 
15 
17 

6 

8 

9 
5 

13 
10 
9 

3 

4 
3 

7 
1 
5 
4 

sw. 

sw. 
sw. 
sw. 

8W. 

sw. 

Rhofle  Tiiand 
ook  Island' 

Nth 

Newport 

Washington  .... 

Newport 

Providence   .... 

33 
100 
225 

8 

61 
52 
7 
71 

U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Kxp.  Station 
U.  S.  Weather  Bureau 

'oniiectioit 
iltie^ 

New  London  •.. 

Litchfield 

Fairfield 

140 
420 
144 

0 
0 
46 

The  Baltic  Mills  Co. 

.rkhamstcadZ  ... 
■idgeports........ 

Water  Bureau,  Hartford 

64.4 

+0.2 

90 

1 

36 

30 

40 

23 

3 

4 

8W. 

Bridgeport  Hydraulic 

See  page  52  for 

explanation  of  re 

f erenoe  n 

■ 

lark 

1 

8. 

1 

■ 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

Hi 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


September,  194] 


Olimatological  Data  for  September,  1941 


lemperature.  indeffreea  Fahrenheit 


°^0i 


Conneeticut  Cont'd 

BiirlingtOQ-' 

Colchester 

CoUiusville^ 

Cream  Hillt 

Danbury 

East  Hartland-.... 

Falls  Villagea 

Hartfordl 

Lake  Konoraoct-  • 

Mt.  Carmel , 

Now  Haven' 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbnry  

Westbrook 

West  HiirilanJS  . . 
For  State- •    •• 


Hartford 

New  London. 
Hartlord  .  ■  ■ 
Litchlield  •  • . 

Fairlield 

Hartford 

Litchfield  ... 
Hartford  . .  ■  ■ 
NewLondoii. 
New  Haven  . 


do 


NewLondou. 

Fairfield 

Wiiidh.'vm 

Litchfield  ... 

Tolland 

Ni'vv  Haven  . 
Middlesex  . . 
Hartford  — 


+2.5 
■+0'.7 


+0.7 

'+6.'i 


Water  Bureau,  Hartfor 

Edward  Bartman 

Kdwin  H.  Wilder 

T.  S  Gold 

Danbury  Flying  Service 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  Loudon  Water  Work; 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

L.  M.Comstock 

Civil  Aeronautics  Auth, 

F.  Hurliman 

Agr   Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 


PRKSSURK,  WIN)),  HUMIDITY.  AND  SUNSHINK 


Amherst 

Block  Island 
Blue  Hill.... 

Boston  

Burliuffton  . 

Caribou 

Concord  — 

Eastport 

Greenville.. 
Hanover  — 
Hartford  ... 
Nantucket  . 
New  Haven. 
Nortlifield  .. 
Portliind.... 
Providence. 


Atmospheric  Pressure 
(reduced  to  sea  level) 


1.09  30.43 
30.09  30.43 
30.07  30.44 
30.44 

30.04  30.40 

30.061  30'45 
30.02,  30.40 
30.02  30.42 
30.05!  30.43 
30.09'  30.43 

30. 05  30.45 
30.10,  30  43 
30.08'  30.44 
30.04,  30.42 
30.09!  30.43 


29.  58 
29.67 
29.48 
29.  57 
29.51 
29.  42 
29.  56 
29.  49 
29.54 
29.  53 
29.59 
29.  64 
29.61 
29.  54 
29.55 
29.  61 


Relative 
Humidity 


[Continued  from  page  49] 

condition  of  fields  and  pastures,  however,  was  such  as  to  pre 
elude  the  possibility  of  a  late  recovery.  The  temperature  avei 
aged  slightly  above  normal  with  periods  of  sustained  warmth  0: 
the  15-l7thand  the  22-23d.  The  first  widespread  damagin 
frosts  occurred  on  the  20th  over  the  northern  division,  and, 
the  30th,  killing  frosts  ended  the  growing  season  over  nearly  a 
of  the  Section  except  south  and  central  coast  sections.  Out 
door  activities  were  particularly  favored  by  the  infrequent  0( 
curence  of  rain  and  an  abundance  of  bright  weather. 


Erratum: 

August,    1941,   3d   line   of   GENERAL  SUMMARY  shod 
read  ^'seventh  of  the  first  eight  months  of  1941 ". 


EXPLANATION  OF  KEFEKENCE  MAKKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  ol 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  depart\ires  from  the  normal  tem- 
perature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departuies  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standard  mean"  ad,iusfed  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  a,*-,",  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •■  represents  two  days,  etc. 

t    Post-office  addresses  of  these  stations  are  asfollows:  Maine  —  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin:   Ripogenus  Dam,  Millinocket;  Win.slow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont—  Bloomfield,  North  Stratford,  N. 
Cornwall,  Middlebury;  Mays  Mill,  Colrain,  Mass.;  S^^arsburg  Station,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  —  Massachusetts  —  Ashland,  Fram- 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framiugham;  —  Connecticut-  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.     Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  .snow. 

•    Precipitation  included  in  that  of  next  measurement.  •*    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  tt    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

1    Regular  Weather  Bureau  station;   precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.    ^  2    Precipitation  measured  in  morning;  amount 

recordedisfor  preceding  24  hours  (ending  on  date  entered).  ^    Themometers  not  supplied  by  Weather  Bureau.  §    Also  on  other  dates 

II    Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 


i 


I 


,EFTEMBER,    1941 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


53 


Qaily   Precipitation  for   September 

1841 

Draiiirtge  basin 

Day  of  month 

i 

11    ^ 

3 

4|     5|     aj     7|     S|     9 

10 

•' 

12 

13 

'^ 

15 

.6 

- 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

80 

., 

Maine 

Coast 

,J 

.02 

.01 
.46 

.28 

.03 

.01 

.03 
.01 

.02 

1.26 
1.86 
1.44 

...-. 

.41 
.18 

.63 

.20 
•OJ 

.3b 
.40 
.43 
.44 
.28 
.26 
.60 
.29 
.41 
.47 
.08 
.84 
.29 
.46 
.64 
.4> 
.13 
.42 
.61 
.10 
.62 

.40 
.08 

..      __. 

Kennebec 

.6i'  .6s;  .6i 

.40 
1.39 
.05 

01 

b'tOll 

....do 

St  John 

.661... 

■."06 

■r. 

.07 

.61 

■"oe'Vm 

.15 

4.71 
0  82 
2  49 
2.28 

lit 
1.69 
2.38 
2.70 
1.67 
1.59 
1.42 

Itl 
2.10 

.38 
.14 
81 

illejl 

....do 

St.  John 

.98 
.41 
.5b 
T. 
.03 
1.68 
.93 

'.'46 
.03 
.21 

1.82 
T. 
.32 
.22 
.36 

T. 

.80 
.16 
.37 
.06 
.04 
.26 

T. 
.30 
.44 
.20 
.81 

T. 
.03 
.04 

T. 

'."28 
.02 

".'oi 

".'29 

;:;■ 

".02 

.31 

Ill  " 

Kennebec 

Androscoggin   

.09 
.25 

.02 

.03 

•tv 

r. 

:::: 

:::; 

■f 

.24 
.29 
.93 

-ion 

dilUuotket 

Feuobscot  

....do 

.01 

•r. 

.02 

.01 

;  irtii  Britlgton  . .. 

Presuinpscot 

Penobscot  

.52 
.37 
.41 
.89 

.11 

.56 
.12 

:% 

.48 
.38 
.34 

1.65 
T. 

.43 
.69 
.70 
.15 

.10 
.12 
•I'. 
.04 

.07 

'.'oi 

'.'20 

.,  I 

T. 

.12 
.10 

■  Isle  

St.  John 

T. 

.81 

.09 
.04 

.58 

T. 

05 

T. 

.02 

.28 
.12 

Androscoggin   .... 

.17 

T 
.04 

.01 

1.00 
.10 
.18 
.14 

■."52 

rtiS--"'-"--- 

T. 
.02 

.06 
•1'. 

'."is 

.28 

0.78 
1.55 

2  28 

St.  Croix 

.26 

.12 

.20 
S8 

.11 

.16 

T. 

.05 

Hampshire 

Androscoggin 

Merrimac 

T 

T. 

•r. 

■'J'. 

■\[l 

.11 

0.91 

Coast 

Connecticut 

Morriniac 

Connecticut 

,. 

.01 
.21 

i'. 

'67 

'.'ii 

■.'i2 

„uu.  Lak'ef 

.25 
1.08 

.80 
2.00 

.60 

T. 

.70 
.2-2 
.15 
.23 
.15 

.07 

.07 

::: 

f. 

T. 

'.■35 

.'io 

.32 
.65 

2.44 
2.03 

.■r 

.01 

02 

.02 
T. 

2.94 
1  80 

Merrimac.      ..     . 

.02 

.03 

do 

.01 

.05 

0  38 

Tlmran... 

...do 

.30 

.... 

0  95 

Connecticut 

1.21 
1.02 

.10 
2.88 

ilei 

.37 
.35 
.43 

r. 

!    .. 

.44 
.13 

.78 
21 
.07 
.25 
.27 

■34 
.36 
.09 
.11 

•3- 

'i 

.53 
.95 

.90 
.52 
.03 
.62 
21 

2  18 

.03 

.01 
".a 
■.'67 

.08 

T. 

.16 
T. 
.5(1 
.15 
.2J 

T. 

1  rnnoiit 

)l,,o,iiiieiat 

Connecticut 

....do 

Champlaiu 

Connecticut 

....do 

.... 

.... 

.01 

■.02 
.05 
T. 
.18 

.6i 

.06 
.17 
T. 
T. 

T. 

T.' 
T 

T. 

T. 
T. 

'f.' 

f. 

f. 

f. 
.01 

'.'is 

.01 
T. 
T. 

;r,i!.,-..-l.i.ro2 

.... 

T. 

'.'62 

3.61 
0.93 
2.60 

.;;. 

T. 

T 

.,nt 

Champlaiu 

sV.'Liiwrence  .;!!; 

lijKttlla.... 

.87!  .48 

■1'. 

T. 

;;: 

■r. 

'.'oi 

.04 
.04 
T. 

:::: 

T. 
.04 

.24 
.04 

'.'oi 

.32 
.15 
.18 
T. 

2  08 

■  Kll 

.22 

.14 

.96 

T. 

1.40 
.18 
.97 
1.36 
1.03 
.64 

.01 
.01 
.02 

1.70 
.11 

•n 

MIS  (uear). 

....do 

Counecticut 

....do 

do. 

.... 

.... 

.01 
T. 

T. 

1  40 

■r 

.01 

.06 
.03 
.00 

-.in.  

■ 

.... 

.rke« 

.isi    ■' 

•1. 

T. 

2.01 

::::do::::::::::::: 

1.20 

2.04 
.82 
1.09 

.04 

'oi 

T. 

.06 

T. 

.78 

■.'67 
62 

T. 

.02 

.04 
T. 
T. 
.68 

),  tffachuueits 

A.m,ei>t:. 

ri.„.    Millt 

Connecticut 

Coast 

....do 

.01 

■v.' 

tV 

2.88 
0.84 
1.18 

ield*' 

1.20 

T. 
.02 

T. 

1 

.06 

1    

do 

1.43 
1.05 
1.19 

1.98 

.rehk.n2... 

.01 

.05 

„ 

Merrimac 

.02 

.32 

.18 
.06 
.60 

.15 
.28 
.20 
.67 
.05 

0.49 

.02 

0.48 

T. 

lUiauifk'* 

T. 

1.27 

T. 
,22 

0.05 

Haverhill 

Merrimac 

1.06 

tV 

".01 

T. 

1.28 

Hut..,ardSton".... 

Connecticut 

.01 

.51 

■.'25 
.42 

■.'56 

TV 

.... 

.42 
.06 
.16 
.16 

0.94 
0.06 

,•• 

T. 

f.' 
.19 

0.58 

koti:::::::: 

.41 
.75 

=1^' 

.07 
.01 

0.49 

..iford    ... 

do 

0.76 

.46 

1.21 

.77 
.65 

.87 

T. 

0.87 

do 

0  65 

1.00 

T. 
T. 

.29 
.95 

.36 

.26 

0.66 

Rnn«^nii  if" 

.05 

1.26 

^^fifd™°°V. 

Connecticut 

1.37 

T. 

.02 
.05 

.41 
T. 
.60 

T. 

1.78 

WKmrxi 

0.02 

^TnrnPT'f  Falls 

Connecticut 

1.33 

■■ 

.01 
.16 

1.89 

.66 

1.02 

Hlldsnn 

1.61 

1.20 

T. 

2.81 

.05 
T. 

.66 

0.77 

Blackstone 

.93 

.04 
.35 
.94 

.07 

■."eo 

■.43 
.26 

"Ai 

1.29 
.81 

T. 

.18 

.02 
T. 
.01 

.02 
'.'67 

■f. 

T. 

1.11 

Sho>le  Itlwul 

T 

.02 

T. 

T 

0.08 

do 

0.35 

....do 

Coast 

....do 

Housatonic 

Connecticut 

.07 

T. 

.01 

T. 

1.03 

Connedicnl 
"  ■■-•port 

■ilit::::::: 
;^r':::;: 

T. 

T.' 

T.- 
T. 

■.'32 

f.- 

.01 

0.09 

f.' 

■f" 
T. 

■.'27 
.06 

■'67 

.... 

"iii? 

T.' 

T.- 

.... 

'tV 

"6.' 70 

New  Haveni  

New  London 

Coast 

....do 

■r. 

0.32 

.... 

"6.' 61 

Quinebaug 

Willimantic 

.•20 

.31 

Storrs 

1.18 

Waterbury 

.02 

.26 

See  page  52  for 

sxplanationof  refe 

reno 

1 

ema 

1 

rks 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

■ 
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CLIMATOLOGICAL  DATA 

:  NEW  ENGLAND  SECTION 

1 

1 

1 

1 

September, 

1 

1941 

Daily  Temperatures  for  September, 

1941 

Day 

of  Month 

Mean 

Stations 

^ 

2 

-1 

4 

A 

6 

JL 

8 

_L 

10 

12 

_^ 

14 

_ii 

_^ 

JL 

J^ 

^ 

20 

21 

22 

_23_ 

Z 

_!L 

26 

27 

n_ 

29 

30 

31 

Maine 

Bar  Harbor  (near) 

Maximum... 

71 

70 

75 

76 

72 

72 

75 

73 

66 

62 

72 

68 

60 

73 

78 

79 

79 

77 

67 

60 

75 

82 

80 

75 

61 

75 

75 

66 

68 

68 

71.3 

'  iSiiuiraum.... 

52 

52 

52 

64 

52 

52 

54 

61 

48 

60 

62 

45 

40 

47 

73 

62 

58 

56 

42 

35 

54 

60 

51 

44 

37 

37 

37 

37 

39 

33 

48.2 

Eastport  

S  Maximum... 

67 

65 

75 

73 

54 

62 

75 

67 

63 

66 

73 

61 

66 

63 

78 

69 

05 

58 

61 

70 

82 

70 

58 

55 

72 

59 

6.'- 

62 

67 

64.  B 

Minimum.... 

50 

53 

52 

54 

52 

51 

54 

49 

50 

61 

62 

46 

43 

45 

58 

53 

62 

45 

40 

41 

51 

62 

52 

45 

44 

51 

48 

48 

43 

36 

48.7 

Fort  Kent 

)  Maximum  .  •• 
*  Minimum.... 

61 
50 

64 

61 

73 
39 

71 
49 

69 
44 

68 
50 

67 
46 

65 

46 

69 

71 
49 

62 
54 

59 
35 

.35 
37 

72 
41 

73 
39 

70 
60 

70 
52 

08 

4S 

58 
34 

60 
29 

84 
5(1 

84 
49 

81 
53 

34 

75 
35 

70 
46 

64 
27 

74 
34 

64 
26 

57 
26 

68.4 
42.1 

Greenville   

S  Maximum... 

65 

65 

76 

79 

58 

81 

64 

67 

58 

64 

56 

59 

74 

83 

71 

78 

04 

60 

67 

82 

85 

73 

07 

68 

05 

64 

72 

64 

57 

68.2 

*  Minimum.... 

51 

50 

4» 

44 

63 

48 

45 

46 

41 

50 

42 

38 

34 

42 

60 

58 

54 

40 

29 

27 

42 

47 

40 

32 

35 

36 

29 

30 

29 

28 

41.6 

Houltou    

S  Maximum  ... 

60 

64 

74 

77 

60 

65 

67 

67 

69 

64 

66 

57 

62 

73 

77 

6!) 

08 

62 

65 

83 

87 

68 

72 

72 

06 

72 

60 

64 

68.1 

'  Minimum.... 

50 

53 

47 

46 

44 

50 

55 

44 

40 

42 

43 

36 

33 

38 

60 

67 

4E 

44 

33 

29 

.57 

60 

34 

32 

41 

49 

29 

37 

36 

26 

43.3 

Lewistoii 

S  Maximum... 

74 

71 

82 

80 

70 

84 

73 

64 

60 

04 

68 

03 

65 

79 

88 

84 

86 

70 

65 

72 

86 

92 

80 

71 

71 

75 

68 

78 

68 

59 

73.9 

'  Minimum.... 

54 

55 

53 

52 

59 

59 

57 

47 

43 

54 

52 

46 

43 

46 

64 

60 

55 

.50 

42 

37 

46 

49 

51 

49 

47 

50 

43 

40 

30 

49  0 

Milliiiocket 

j  Maximum  .  •  ■ 
1  Minimum.... 

60 
52 

70 
56 

77 

79 
49 

76 
53 

73 
51 

75 
62 

66 
48 

70 
45 

66 
53 

70 
55 

61 
42 

60 
35 

73 

45 

84 

58 

83 
57 

79 
55 

73 
51 

62 

40 

66 
30 

83 
49 

86 

48 

83 
47 

34 

71 

68 
47 

66 
32 

7C 

60 
27 

71.6 
45.7 

OliUown 

j  Maximum. .. 

60 

70 

75 

78 

76 

75 

75 

66 

6a 

64 

69 

65 

60 

72 

82 

82 

81 

79 

66 

04 

81 

84 

84 

70 

68 

71 

70 

69 

67 

69 

71.  S 

'  Minimum.... 

52 

57 

48 

52 

56 

54 

54 

48 

44 

54 

65 

42 

30 

46 

61 

58 

53 

38 

33 

50 

48 

00 

42 

38 

51 

3S 

42 

30 

47.7 

Portland  

j  Maximum  ... 

SO 

74 

75 

7; 

70 

83 

76 

70 

61 

68 

74 

67 

63 

80 

87 

90 

88 

75 

62 

04 

81 

80 

60 

59 

80 

6t 

72 

71 

53 

73.0 

(  Minimum 

55 

47 

42 

49 

58 

69 

68 

44 

40 

55 

52 

39 

36 

39 

67 

56 

50 

52 

31 

40 

41 

43 

42 

48 

40 

37 

35 

28 

23 

44.6 

Rumford  

J  Maximum  . .  ■ 

7S 

69 

80 

81 

63 

83 

71 

61 

68 

62 

68 

63 

04 

76 

86 

83 

69 

69 

83 

80 

71 

71 

72 

07 

75 

71 

59 

72.6 

*  Minimum... 

52 

53 

43 

r:, 

5, 

.6') 

5.i 

50 

41 

61 

47 

41 

31 

40 

58 

62 

61 

43 

34 

46 

46 

47 

39 

39 

46 

30 

30 

30 

26 

44  8 

Winslow   

1  Maximum  .•• 

66 

60 

^0 

81 

80 

71 
55 

83 
54 

78 

67 

67 
52 

70 

68 

03 

76 

84 

88 

84 

84 

72 

81 

87 

89 

78 

70 

71 

74 

74 

60 

°75.4 

1  Minimum.... 

54 

43 

61 

56 

50 

46 

58 

39 

39 

45 

60 

68 

54 

51 

40 

35 

47 

45 

51 

44 

44 

35 

35 

44 

27 

M7.7 

New  Hampsliiie 

Berlin  11 

S  Maximum .  .. 

82 
53 

62 

36 

83 
39 

74 
45 

80 

66 
66 

56 

66 
44 

73 
49 

66 
51 

58 

63 

29 

75 
37 

83 
39 

80 

81 

66 

66 

74 

86 

88 

76 

76 

72 
36 

64 

76 

54 

64 

72.1 

60 

47 

36 

58 

68 

52 

29 

28 

30 

40 

44 

33 

40 

29 

31 

32 

21 

41. 1 

Concord 

Ma.ximuni  ... 

90 

72 

81 

81 

80 

84 

76 

67 

69 

80 

68 

66 

65 

80 

90 

85 

74 

67 

74 

86 

90 

84 

74 

71 

76 

70 

81 

71 

58 

76.6 

55 

48 

36 

40 

63 

61 

53 

41 

37 

66 

48 

41 

34 

34 

50 

05 

61 

43 

31 

29 

35 

38 

42 

45 

47 

47 

36 

32 

28 

20 

43.2 

D  1  1  am 

Maximum... 

93 
53 

88 
54 

85 
34 

85 
39 

81 

89 

88 
56 

77 

73 

46 

83 
59 

72 

71 

83 

89 

93 

93 

87 

77 

72 

88 

95 

94 

85 

67 

79 

79 

85 

76 

64 

82.5 

(  Minimum.... 

58 

60 

52 

36 

32 

34 

34 

33 

64 

60 

53 

34 

26 

34 

41 

41 

49 

44 

44 

38 

29 

42 

21 

43.0 

First  Conn.  Lake 

67 

69 

67 

74 

79 

69 

67 

61 

48 

65 

75 

57 

64 

65 

72 

77 

72 

72 

09 

60 

68 

72 

80 

05 

67 

73 

63 

60 

70 

45 

66.4 

'  Minimum.'... 

49 

47 

34 

44 

47 

56 

56 

41 

38 

42 

52 

30 

24 

25 

41 

59 

46 

25 

25 

40 

40 

31 

37 

39 

32 

35 

31 

20 

39.1 

Keene 

S  Maximum... 

88 
55 

74 

48 

79 

72 
43 

64 

83 
63 

78 
51 

70 
53 

70 
43 

89 
62 

80 
55 

67 
37 

sii 

76 
37 

85 
61 

91 

83 

70 

70 
35 

72 
31 

81 

87 

84 
42 

77 

76 
40 

73 

55 

71 
37 

76 

69 

55 

76.9 

)  Minimum.... 

00 

56 

49 

37 

41 

45 

37 

45 

25 

45. 6 

\  Maxinuim  ... 

82 

68 

7b 

78 

75 

82 

79 

65 

65 

73 

70 

66 

63 

76 

82 

84 

81 

74 

03 

08 

78 

84 

77 

69 

65 

75 

67 

58 

72.9 

Plymoutli 

(  Minimum ...• 

68 

62 

38 

38 

59 

60 

45 

47 

34 

45 

50 

36 

36 

30 

40 

04 

58 

50 

29 

29 

36 

33 

32 

40 

35 

38 

18 

41.0 

]'ennoiil 
Burlington 

\  Maximum... 
(Minimum.... 

80 

tl 

77 
42 

77 

48 

8' 
65 

82 

69 

56 

68 
43 

73 
42 

85 
64 

65 
49 

62 
40 

62 
33 

76 
.55 

02 

85 
69 

78 
60 

64 
44 

59 

70 

78 
52 

83 
47 

68 
47 

70 
40 

77 
54 

69 
51 

64 

48 

74 

48 

51 
31 

56 
28 

71.3 

48.9 

N 

}  Maximum.  .. 

79 
54 

63 
43 

77 
41 

81 
44 

78 
62 

80 
64 

67 

4S 

52 
46 

62 
44 

79 

02 
44 

38 

5K 
30 

74 
44 

81 
58 

76 
58 

76 
56 

61 

en 

34 

70 
35 

80 
52 

85 

60 
41 

72 
34 

74 
48 

67 
40 

64 

40 

74 
39 

50 
29 

58 
27 

69.6 

(  Minimum.... 

41 

48 

44.7 

Nortlilield 

Maximum... 

82 

66 

76 

77 

82 

81 

71 

59 

69 

82 

03 

61 

63 

74 

83 

84 

81 

64 

02 

74 

82 

87 

69 

74 

74 

64 

66 

76 

66 

55 

72.5 

(  Minimum.   •• 

57 

44 

38 

40 

65 

62 

54 

39 

38 

66 

45 

38 

29 

36 

57 

64 

61 

31 

30 

39 

38 

40 

32 

43 

40 

37 

34 

26 

22 

42.4 

Rutland    

j  Maximum... 

84 
61 

69 
49 

77 
39 

77 
44 

84 
69 

83 
62 

79 
49 

75 

79 
45 

86 
61 

85 
53 

t^ 

65 
34 

74 
41 

81 

58 

88 

85 

78 
50 

67 
36 

72 
36 

77 
41 

84 
43 

79 

48 

71 
38 

79 
44 

82 
54 

74 
40 

76 
38 

68 

60 
27 

76.8 

1  Minimum  — 

09 

00 

46.6 

St.  Albans 

)  Maximum.  .. 

79 

66 

79 

78 

83 

83 

73 

59 

67 

87 

71 

62 

62 

73 

81 

82 

80 

07 

64 

72 

81 

84 

72 

73 

79 

72 

67 

75 

72 

59 

73,4 

(  Minimum.... 

62 

48 

49 

54 

64 

64 

58 

46 

44 

63 

53 

43 

35 

49 

00 

09 

06 

51 

4: 

55 

58 

55 

42 

55 

53 

48 

51 

36 

35 

51.3 

1  Maximum .  .. 

83 

70 

79 

80 

79 

83 

80 

61 

62 

80 

78 

63 

64 

77 

84 

81 

83 

75 

67 

72 

82 

85 

79 

76 

75 

70 

60 

75 

71 

58 

74.6 

St- Jolmsbury  

1  Minimum 

55 

51 

40 

42 

60 

62 

52 

49 

41 

50 

52 

36 

30 

36 

53 

08 

60 

48 

32 

32 

40 

43 

46 

36 

38 

58 

37 

38 

22 

44.8 

Woodstock 

j  Maximum.  .. 

85 

75 

82 

78 

86 

78 

68 

76 

90 

85 

65 

68 

77 

84 

88 

84 

74 

67 

72 

70 

85 

74 

73 

75 

72 

68 

77 

76 

54 

76.2 

!  Minimum.... 

56 

49 

36 

39 

63 

61 

54 

48 

56 

52 

34 

30 

35 

52 

67 

60 

45 

32 

28 

33 

36 

42 

36 

38 

65 

33 

33 

41 

22 

43.4 

Mnssuchitaetts 

Amherst 

j  Maximum... 

89 

74 

78 

76 

83 

79 

72 

75 

91 

70 

68 

71 

79 

80 

91 

84 

78 

70 

71 

80 

86 

86 

78 

74 

71 

71 

75 

59 

60 

77.0 

(  Minimum.... 

60 

50 

44 

46 

64 

64 

55 

51 

48 

66 

62 

42 

42 

55 

65 

64 

54 

42 

34 

34 

49 

46 

60 

42 

48 

37 

38 

33 

28 

48.0 

Boston 

i  Maximum... 

92 

77 

79 

79 

77 

87 

82 

74 

65 

88 

73 

69 

65 

78 

85 

94 

88 

78 

59 

62 

82 

88 

04 

62 

78 

63 

77 

71 

60 

76.2 

(Minimum.... 

60 

68 

53 

58 

63 

70 

62 

56 

51 

63 

56 

49 

50 

55 

60 

70 

68 

57 

50 

45 

.52 

57 

60 

52 

48 

00 

63 

52 

46 

40 

55.8 

Brockton 

j  Maximum  ... 

91 

88 

79 

79 

76 

87 

86 

80 

75 

83 

81 

73 

71 

76 

84 

96 

92 

84 

78 

71 

78 

84 

90 

83 

71 

80 

77 

76 

67 

64 

80.0 

(  Minimum.... 

59 

56 

50 

53 

68 

60 

53 

50 

63 

66 

46 

45 

48 

58 

63 

59 

49 

40 

44 

53 

53 

55 

48 

53 

60 

43 

49 

38 

53.1 

Concord 

1  Maximum... 

91 

77 

78 

80 

77 

87 

81 

75 

90 

72 

68 

70 

77 

86 

93 

78 

67 

72 

82 

88 

73 

71 

78 

71 

77 

71 

61 

77.9 

(  Minimum.... 

68 

49 

39 

46 

62 

65 

58 

48 

43 

68 

48 

37 

34 

44 

53 

05 

61 

50 

35 

29 

43 

6C 

50 

45 

49 

50 

43 

38 

30 

24 

46.9 

fiast  Warehamll 

(Maximum... 

89 

75 

75 

75 

75 

85 

83 

72 

72 

76 

74 

69 

68 

73 

79 

89 

85 

78 

59 

58 

73 

75 

86 

08 

71 

80 

71 

75 

56 

68 

74.4 

(Minimum.... 

61 

55 

44 

48 

60 

67 

60 

51 

49 

S2 

66 

42 

40 

52 

60 

62 

62 

53 

51 

34 

38 

64 

49 

55 

43 

50 

52 

40 

54 

30 

51.4 

Fall  River 

j  Maximum  ... 
(Minimum.... 

86 
64 

76 
56 

75 
47 

76 
56 

76 
61 

85 
67 

82 
63 

75 
52 

73 
49 

y. 

75 
57 

44 

70 
44 

73 
53 

79 
62 

91 
65 

88 
64 

80 
55 

68 
45 

36 

77 
49 

79 
55 

90 
50 

51 

75 
45 

77 
50 

73 
60 

75 
49 

68 

11 

76.3 

63.0 

Fltchburg 

j  Maximum  . .  ■ 

92 

82 

83 

83 

88 

80 

77 

76 

93 

80 

69 

73 

80 

86 

94 

88 

80 

68 

74 

86 

94 

90 

74 

76 

77 

75 

78 

71 

60 

80.2 

(  Minimum 

56 

52 

42 

63 

63 

56 

49 

43 

57 

57 

41 

38 

42 

56 

63 

66 

50 

40 

32 

47 

54 

54 

51 

48 

65 

42 

42 

42 

28 

49.6 

Lawrence 

S  Maximum... 

90 

76 

80 

81 

80 

87 

79 

72 

68 

91 

78 

69 

70 

78 

84 

92 

86 

76 

62 

70 

83 

86 

87 

71 

68 

77 

08 

77 

71 

59 

77.2 

(Minimum.... 

58 

55 

48 

51 

68 

61 

56 

46 

58 

59 

45 

43 

46 

57 

68 

64 

60 

43 

37 

45 

50 

51 

52 

49 

52 

47 

43 

46 

32 

51.7 

Nantucket 

(Maximum... 

76 

72 

72 

72 

74 

81 

77 

68 

70 

74 

72 

66 

62 

69 

73 

77 

75 

72 

62 

03 

70 

73 

81 

64 

62 

78 

65 

71 

66 

62 

70.6 

(  Minimum  — 

61 

61 

58 

58 

62 

66 

65 

56 

66 

65 

61 

56 

51 

53 

62 

64 

65 

57 

50 

47 

50 

66 

57 

56 

53 

61 

53 

53 

45 

45 

56.8 

Stockbridge    

j  Maximum.  .. 
i  Minimum.... 

87 
65 

70 
47 

77 
38 

71 
41 

82 
63 

84 
60 

78 
58 

70 
47 

80 
44 

58 

68 

48 

34 

09 
35 

75 
36 

54 

87 
55 

62 

75 

48 

70 
34 

70 
31 

77 
36 

36 

82 
38 

77 
45 

74 
40 

08 
47 

67 
30 

78 

71 
29 

69 
24 

75.7 
43.6 

Williamstowu 

j  Maximimi .  . . 
(Minimum.... 

82 
63 

68 
53 

75 
44 

75 
45 

81 
65 

81 
66 

73 
63 

66 
49 

77 
51 

87 
67 

09 

58 

64 
40 

63 

40 

73 
43 

78 
60 

84 
64 

78 
60 

78 
51 

65 
37 

00 
38 

73 
41 

78 
43 

70 
47 

71 
44 

73 
46 

65 
53 

39 

78 

72 
40 

56 
30 

72.7 
48.9 

Worcester 

1  Maximum.  .. 
(  Minimum .... 

89 
56 

74 
49 

78 

78 
46 

75 
61 

85 
66 

80 
51 

73 

48 

72 
42 

89 
58 

75 
65 

^^ 

70 
37 

41 

84 
55 

91 
61 

85 
63 

79 
47 

65 
42 

71 
29 

82 
47 

89 
47 

90 
52 

74 
52 

73 
44 

75 
57 

72 
42 

75 
40 

66 

45 

59 

28 

77.1 
48.1 

Rhode  Islaml 

Rlrtflr  TQlA.ii(i 

(Maximum... 

77 

70 

70 

72 

75 

77 

78 

71 

76 

70 

65 

65 

71 

71 

77 

76 

75 

62 

62 

68 

73 

82 

67 

64 

74 

68 

69 

68 

62 

70.8 

JDlUt^U.  JoittUU 

(Minimum.... 

65 

58 

55 

68 

64 

67 

63 

58 

57 

65 

57 

62 

54 

57 

61 

62 

64 

59 

53 

52 

63 

57 

58 

56 

64 

58 

65 

67 

48 

49 

57.5 

Kingston 

1  Maximum... 

86 

75 

73 

75 

74 

85 

80 

72 

77 

70 

70 

68 

73 

88 

89 

85 

82 

74 

64 

74 

75 

86 

81 

80 

77 

75 

72 

68 

60 

76.6 

'  Minimum.... 

61 

49 

41 

47 

59 

67 

61 

47 

50 

60 

62 

34 

34 

59 

61 

59 

48 

46 

36 

33 

47 

66 

51 

54 

52 

37 

54 

26 

49.1 

Providence 

[Maximum... 

92 

76 

77 

80 

77 

87 

85 

76 

73 

87 

74 

70 

72 

78 

85 

92 

90 

80 

62 

69 

79 

80 

90 

69 

74 

77 

75 

75 

70 

61 

77.7 

(  Minimum.... 

62 

57 

51 

66 

65 

70 

60 

54 

51 

65 

54 

47 

47 

55 

61 

70 

07 

68 

46 

39 

48 

56 

50 

53 

50 

56 

52 

49 

42 

87 

64.5 

Conveclicut 

Cream  Hill 

(  Maximum... 
(  Minimum.... 

86 
64 

71 

50 

75 
44 

52 

80 
60 

83 
63 

78 
66 

70 
45 

78 
50 

87 
63 

75 
54 

67 
39 

69 
43 

74 
47 

80 
62 

87 
61 

82 
00 

75 
60 

72 
43 

11 

78 
44 

84 
50 

82 
52 

77 
53 

73 
45 

71 
52 

68 
37 

74 
42 

69 
43 

55 
80 

75.3. 
49.4 

Hartford 

1  Maximum .  ■■ 

92 

76 

77 

76 

80 

87 

85 

73 

75 

88 

71 

72 

77 

85 

92 

88 

79 

68 

71 

78 

85 

77 

76 

76 

71 

75 

72 

63 

78.1 

(  Minimum.... 

62 

52 

45 

51 

65 

68 

60 

52 

51 

63 

52 

43 

41 

49 

56 

63 

60 

62 

46 

38 

43 

49 

49 

51 

46 

52 

47 

43 

36 

32 

50.6 

New  Haven 

(Maximum... 
1  Minimum  — 

92 
66 

75 
58 

73 
51 

11 

80 
68 

87 
71 

85 
61 

74 
57 

76 
54 

11 

72 
55 

69 
49 

71 
49 

76 
66 

83 
60 

90 
65 

89 
65 

78 
60 

5^^ 

64 
44 

75 
48 

76 
53 

89 
54 

77 
58 

68 
49 

76 
54 

71 
62 

73 
50 

69 
45 

65 
40 

76.6 
66.8 

New  London 

(  Maximum  .  . . 

.... 

Norwalk 

(  Minimum.... 
(  Maximum  ... 
(Minimum.... 

66 

"82 

48 

"■■78 
43 

"n 

48 

"83 
64 

"87 
65 

"85 
55 

"77 
44 

"so 

61 

"87 
60 

"75 

"73 
43 

"73 
40 

"76 
44 

"83 
60 

"96 
59 

"88 
65 

"79 
60 

"76 
48 

"7i 

39 

"78 
37 

"83 
43 

"96 
44 

"79 

58 

"73 
43 

"79 
54 

"74 

45 

"76 
41 

"67 
48 

"64 
30 

"m? 

49.8 

Patnam 

(  Maximum... 

88 

75 

76 

78 

75 

84 

80 

74 

70 

85 

76 

68 

68 

75 

81 

89 

86 

76 

69 

68 

78 

83 

86 

79 

74 

75 

71 

71 

66 

69 

76.1 

(  Minimum.... 

57 

49 

41 

41 

59 

67 

66 

47 

45 

59 

62 

39 

35 

43 

66 

68 

57 

48 

39 

81 

35 

45 

42 

53 

46 

62 

44 

35 

52 

28 

47.7 

8e«pag«  52  (or  explanation  o(  refe 

reae 

em 

^ 

vi 

tTb. 

B^ 

ton^ 
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-41 
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GENERAL,  SUMMARY 

Precipitation  in  New  England  during  October,  1941  was  sub- 
normal for  the  Section  as  a  whole,  and  the  month  marked  the 
9th  of  the  first  10  months  of  the  3'ear  with  deficient  precipitation. 
The  minus  departure  was  largely  accounted  for  in  that  portion  of 
central  and  southern  New  England  which  lies  to  the  east  of  the 
Connecticut  River,  embracing  most  of  southern  New  England. 
Here,  total  monthly  precipitation  was  near  or  below  2  inches. 
Records  of  ground  water  wells  indicated  that  levels  receded  stead- 
ily throughout  the  month,  while  river  flow  showed  scarcelj^any 
improvement  over  that  of  the  preceding  month.  In  other  portions 
jf  the  Section  covering  most  of  northern  and  western  New  Eng- 
land, where  precipitation  had  approached  or  exceeded  normal 
amounts,  a  slight  improvement  in  the  water  supply  situation 
was  noted.  It  was  warmer  than  normal  in  the  southern  division, 
ivith  monthly  maxima  generally  reaching  close  to  90°  on  the  otli. 
[n  northern  New  England  the  temperature  averaged  slightly  be- 
ow  normal.  Killing  frosts  overspread  the  entire  south  coast  (ex- 
cept the  Islands)  on  the  26th,  having  occurred  in  other  portions 
)f  the  Section  during  the  preceditig  month.  At  the  close  of  the 
month,  the  water  supply  situation  was  still  critical  and  agricul- 
ture was  facing  the  probability  of  the  ground  freezing  with  en- 
tirely inadequate  soil  moisture.  e.s. 


TEMPEBATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
109  records,  was  49.6°,  whicli  is  0.2°  above  the  mean  for  the 
past  54  years.  The  average  temperature  for  the  northern  division 
was  46.1°;  for  the  southern  division,  53.4°.  The  highest  month- 
ly mean  was  57.4°  at  New  Haven,  Conn. ;  the  lowest  was  38.6° 
at  First  Connecticut  Lake,  N.  H.  The  highest  recorded  was  90° 
at  5  stations  in  Mass.  and  Conn,  on  the  5th ;  the  lowest  was  9°  at 
First  Connecticut  Lake,  N.  H.  on  the  26th.  The  greatest  monthly 
range  was  71°  at  Bennington,  Vt.;  the  least  was  43°  at  Block 
Island,  R.  I.  The  greatest  daily  range  was  51°  at  Enosburg 
Fall.-.  Vt.  on  the  17th. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
192  records,  was  2.99  inches,  which  is  0.51  inch  below  the 
mean  for  the  past  54  years.  The  average  precipitation  for  the 
northern  division  was  3.63  inches;  for  the  southern  division, 
2.32  inches.  The  greatest  monthly  amount  reported  was  6.68 
inches  at  vSearsburg  iMountain,  Vt.;  the  least  was  1.07  inches  at 
Providence,  R.  I.  The  greatest  amount  in  24  liours  was  1.62 
inches  at  Somerset,  Vt.  on  the4th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  13,  whicli  is  4  above 
the  mean  for  the  past  54  years. 

The  average  snowfall  for  the  northern  division,  based  on  98 
records,  was  0.6  inch;  for  the  southern  division,  based  on  94 
records,  none;  for  the  Section,  based  on  192  records,  0.3  inch, 
which  is  0.1  inch  above  the  mean  for  the  past  54  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

Tile  prevailing  direction  of  tlie  wind,  based  on  124  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  10.4  miles  an  hour,  which  is  0.3  mile  an  hour 
above  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
50  percent  of  the  possible  amount,  which  is  4  percent  below  the 
mean . 

The  cloudiness  was  above  the  mean.  The  average  for  the  Sec- 
tion, based  on  135  records,  was  10  clear,  7  partly  cloudy,  and 
14  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  77  percent,  which  is 
2  percent  below  the  mean . 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


4fi.6 
5-2.  6 
47.1 
4.5. 0  i 
47.5  I 


18     52.0 


49.  C 


54. 
53.7 
57.3 
62.3 
53.0 
16  m.  4 
52.  2 


Precipitation 


No.  of  days  (all 
North  South         New  England) 


22  I  4.92 


5.  29 
2.30 
4.  58  ! 
1.09  '< 
3.63 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,   1941 


Climatologrical  Data  for  October,  1941 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  incln 


Maine 

Bangoitt   

Bar  Hiiibor  (iiei 
Brassmi  Uamt- 

Brunswick  

Carihou' 

iiastiiort' 

East  Wiiithrop. 


Ells 


EustU  

FariiiiiigtoH 

Ft.KaiilinUl^Uie 

Fort  Kent 

Qardiner 

Qreenvilli'U 

Hiranit 

Houlton 

JacUman 

Lewiston 

Machias2 

MadisonS 

Midilledani.... 
Millinoc.ketS  ... 

Milo •■••■ 

Moosehead  2. .. . 
Nortli  Urid«ton, 

Oldtown 

Orono. 

Portlandi. 

Presdue  Isle 

RipogeniisDaniT''-- 

Rockland  . 

Runil'oKl 

The  Korks 

Cpper  Dam 

Vanceboro  

Winslouta 

Woodhindlll 

Fur  State     ■-.. 
Nti«  Hiuiioslnre 

Berlin  II 

Bethleljeni       ...... 

Cannon  Mt.2  

Concord' 

Dixville  Notch 

Durham    

Krrol||3 

First  Conn.  Laket 

Fitznillianr^  

FrankHn 

QlenclilY   

HamiitiHi 

HanoverS 

ITlUsboro 

Kearsarge  

Keene^ 

Lakeport 

Liucohi2. 

Mancliester 

Milan 

New  Durlianit-'.... 

Newport 

North  st.ratford2.. 
PinUhamiXotclit... 

Plymouth ■■ 

W    ,Stewartsfown2. 
Wolfhoro  Fa  lis...  ■ 

York  Pond    

For  State      ■■■■ 


Penobscot 

Hancock 

Somerset 

Cumberland. . 

Aroostook 

Washington  .. 

Kennebec 

Hancock 

Krauklin 

Frank Un 

.Aroostook 

Aroostook 

Kennebec 

I'iscalaauis  .• . 
Cumberland- • 

Aroostook 

Somerset 

Androscoggin  • 
Washington  ... 


Strallord 

Coos 

do 

Cheshire 

Merrimack  — 

Grafton   . 

Rockingliani . 

Grafton   

Hlllsborougli 

Carroll 

Cheshire 

Helknap 


Mt.  WashinKtontt 
Vennniil 

Bellciws  Falls 

Bennington 

Bloomlieldt 

Brattleboroll'i 

Burlington  l 

Cavendish 

Chelsea 

Connvallt 

Craftsbnry  Com. .. 

Dorset 

East  Barnct- 

East  Ryegate 

Enosbnrg  Falls  — 

Gtlman 

Mays  Mill! 

Newfane 

Newport  Jt 

North  field  1 

Readsboro^  

Rochester^ 

Rutland 

St.  Albans 

8t.  Johushnry 

Searsbnrg  Mt.2 

8earsburgSla.t2.. 


I,2G0 
l.CfiO 
1200 


Wiiidhrtm  .. 
Cliiltenden.. 
Windsor... 
Onmgi' 

Orleans 

Bennington 

Caledonia  ■• 
Franklin  .... 

Es^ex 

Winrtliam..  ■ 
Windham... 
Orlaiius..  . 
Wasliingtnn. 
Bennington. 
Windsor  ... 

Rutland 

Franklin.... 
Cah'donia... 
Bennington 
Bennington 


-1.9 


-0.9 

■+i.'5 


0.  74 
-0. 12 
-0.01 


+  1.01 
+  1.00 
-0.21 


-0.51 
+0.  43 
+2.27 
-1.17 


-0. 98 
-0.  IZ 
hO.  56 
-0.43 


+0.  .S3 
+2.69 
+  2  00 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Tlinrston 
Samuel  E.  Kamerling 
U.S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 

U.  S.  Weather  Bureau 
C.C  1'.  JtL.  Co. 
William  H.  Camming 
p.  M.  Tripp 
Union  Water  I'owerCo 
Bangor  Hydro  KlectricOo 
Great  Nortiieni  Paper  Co- 
Union  Water  Power  Co. 
Great  Nortliern  Paper  Co. 
June  Fowler 
Ralph  F.  Webber 
C.  L.  (;hadl)Ourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Static 
Great  Northern  Paper  (-'o. 
Oliver  W.  Holmes 
Charles  A.  Mixer 
Ruth  Durgin 
Union  Water  Powe 
Guy  W.  Butler 
Hollingsvvorth  &  Whitney 
St.  Croix  Paper  C< 


■Co. 


Edward  Feiin 

(ieorge  K.  Tucker 

Kenneth  Boothroyd 

U.S.  Wen  tiler  Bureau 

Sarah  H.  Gleason 

Univ.  of  N.H. 

Union  Waler  Power  Co. 

Conn   Valley  Lumber  Co. 

R.  R.  RicUer 

F.J.Sonthmayd 

Sta(e  Sanatorium 

[''rank  K.  l.eavitt 

DartnuHilli  (lollege 

N.  II    Uosearcli  Forest. 

Wendell  Lees 

C.  F.  Bobbins 

Fred  Wiggin 

Edward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res.  Co. 

Pennichuck  Water  Worki 

E.  E.Tobey 
H.P.Shepard 

F.  A.  smith 
J.  1$.  Dodge 
Mrs.  (laltie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U-S.  Bureau  of  Fisheriei 


U.  S.  Weather  Bureau 


B.  F.  Hydro-EleclrieCO. 
State  Fish  Hatchery 
George  L.  Cooper 
Raymond  L.  Brown 
U.S.  Wealliev  Bureau 
Cen.Vt  P.  S   Corp. 
Mrs.  Theo.  G.  Taplin  Iff 
Sarah  E.  Lane 
IiH^s  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  P.  Devins  ttt 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttt 
Harold  P.  Grant 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page5S  for  explanation  of  reference  marss. 
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Climatolosric 

al  Data  for  October, 

1941,  (Continued) 

Counties 

1 

a 

1 
till 

Temperature,  in  dt 

grees 

Fahre 

iheit 

1      Precipitation,  in  inches 

No.  of  days 

ii 

a, 

Stfttiona 

I. 

1^ 

a 

1 

h 

P 

1 

a 

1 

f 

S 

S 

5 

|i 

5 

CO 

1 

h 
If 
1= 

P 
0 

ii 
I-' 

2I 

11 

^.2 

, 

1 

2 

1 
0 

Olisorvers 

Vermon! 

)merselt2 

eruouT^ 

Windham 

Washington!;!! 

Caledonia 

Windsor 

Windsor 

Windham 

Windsor 

Windham 

Windsor 

2.0S0 
22(t 
432 
22S 
400 
490 

1,450 
370 

1.640 
700 

29 
0 
0 
0 
0 
3 
0 
0 
0 

50 

44.6 
47.1 

-0.8 

80 

6 

14 

26 

33 

29 
43 
0 
11 
11 
27 
18 
21 
20 
73 

19 
106 
51 
57 
55 
124 
45 
48 
28 
21 

54 
53 
15 
69 
77 
66 
19 
23 
25 
15 
34 
30 
23 
46 
21 
43 
12 
21 
47 
30 
43 
90 
81 

116 
30 
55 
15 
26 
12 
38 
68 

128 

24 
21 

25 
47 
22 
55 
52 
51 

0 
27 
30 
35 
42 
44 
44 
21 
13 
68 
46 
21 
60 

0 
35 
52 
29 
14 
54 
47 
99 

64 

7 
09 

29 
10 
47 

6.55 
1.88 
4.62 
4.00 
2.38 
3.12 
4,&5 
2.41 
5.19 
3.41 
8.71 

3.78 
2.13 
1.63 
2. 02 
1.66 
1.92 
2.24 
1.37 
3.03 
3.25 
2.00 
1.88 
1.77 
1.77 
2.60 
1.68 
1.64 
1.40 
2.35 
2.62 

+1.99 
-1.10 

+6.' 32 

'-6.' 33 
+  1.59 
+0.44 
+0.46 

-i.'oe 

-1.51 

'-i.'97' 
—1. 23 
-1.03 
-1.95 
-0.49 
-0.75 
-1.33 
-1.48 
-1.27 

■-i.04 

-1.43 
-1.45 

■-o.'so' 

-0.69 

1.62 
0.40 
1.25 
0.80 
0  45 
0.64 
1.15 
0.65 
1.20 
0.77 
1.62 

1.05 
0.72 

0. 5.1 

0.63 
0.47 
0.47 
0.78 
0.43 
0.59 
0.87 
0.56 
0.66 
0.60 
0.64 
0.86 
0.67 
0.56 
0.56 
0.63 
0.85 

T. 

0 

0 

0 
T 
T. 

0 
T. 

0 
T 
0.1 

T. 

0 
0 

0 

r. 

•V. 

0 
0 
0 
0 
0 
0 

T. 
0 
0 
0 
0 
0 
0 
0 

18 
13 

17 
16 
15 
17 
15 
16 
17 
20 
17 

1 

10 
9 

12 

16 
13 

8 
8 
9 

7 

] 

13 

9 
12 
2 

8 

6 

5 
10 
13 

8 

8 

13 

io' 
9 

16 

4 
6 
6 
3 

10 
4 

i 

10 
4 

6 
16 

18 
13 
23 
20 

24 
16 
17 
17 
8 
16 

14 
14 

■i4' 

16 
'5' 

w. 

sw. 
sw. 

w. 
n. 
gw. 
sw. 

w. 

nw. 

sw. 

L.  L.  Leonard 

Conn.,  KiTer  Power  Co. 

N.  E.  Power  Co. 

atcrbury  (near) 

80 

5 

19 

30 

41 

estHartiord^  ■■• 
hiteKiver  Jc.2.. 
hitiuKham* 

KVH  K.  Uonbleday 
N    E    Power  Co 

Olcott  Falls  Co. 
Walter  Adams  lit 
Beutou  S.  Pliiuey 

UmingtonS 

oo«lsiock 

47.1 
46.5 

49.4 
52.4 

'"+2."3 

78 
88 

34 
88 

4 
6 

5 
5 

16 
11 

21 
24 

26 
26 

26 
29 

44 
61 

40 
37 

tl<iMnchitsett$ 

Berkshire  ...... 

Hampshire 

Middlesex 

Norfolk  

do  

750 

217 

227 

70 

640 

17 

540 

110 

600 

1.360 

124 

398 

139 

18 

190 

402 

172 

240 

1,110 

15 

165 

325 

950 

50 

50 

1.650 

90 

800 

1.030 

30 

30 

820 

148 

57 

85 

190 

53 

97 

275 

330 

100 

35 

63 

350 

65 

1.700 

920 

1.037 

1,650 

21 

1.050 

10 

25 

35 

400 

720 

970 

160 

199 

565 

850 

20 

20 

200 

520 

450 

1.205 

251 

224 

1.400 

900 

711 

960 

625 

19 

0 

56 

101 

0 

48 
0 
0 
56 
41 
52 
18 
51 

11 
0 
0 
11 
12 
0 

0 

41 
0 
0 

11 
0 

34 
0 
0 

53 

56 

55 
0 
0 
0 
0 
0 
0 

55 

58 
0 
0 
0 
0 

23 
0 

51 
0 

51 

36 
0 

10 
0 
0 
0 

44 
0 

11 

28 

55 

46 
0 

0 

0 

15 
22 

0 

0 

54 

0 

48 

N.  E.  power  Co. 
Mass.  A«r.  Exi..  Sta. 
Met.  Water  Woiks 

atier:,tj3 

,\  *< 

State  Dept.  Public  Health 
Blue  Hill  Observatory 
V.  S.  Weather  Biiroaii 
Mrs.  LorlHK  11.  Ueod 
CUyEiiKiiioor 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 

53.1 
55.9 

+1.9 
+2.3 

84 
84 

5 
4 

29 

26 
26 

34 
31 

Worcester 

Plymouth 

Hampden  

Hampshire 

Suffolk           

56.0 

+2.7 

85 

4 

30 

29 

35 

,)•• 

.„ ^iiiiins-- 

iuloii'    

56.4 
54.6 
52.4 
54.6 
55.0 
52.8 
54.4 

+3.9 
+3.2 
+2.5 

"  +  i.'9' 
+2.4 
+28 

85 
84 
87 
86 
84 
86 

5 
5 
5 
4 
6 
5 
5 

31 
26 
24 
27 
28 
23 
26 

30 
26 
17 

26 
26 

34 
31 
41 
40 
35 
39 
35 

19 

1 

11 

Worcester 

Middlesex 

Plymouth 

Bristol 

9 
16 
14 

9 

10 
7 
6 

12 

12 
8 
U 
10 

s. 

sw. 
nw. 
nw. 

ist  Warehamlia  •  ■ 

.Toseph  L.  Kelley 
Richard  ('  Brlghani 
Herbert  U.  Allen 
Mot.  Waterworks 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  M.  Marker 
Bureau  of  EiitomolOKV 
State  Dept   Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
City  Engineer 
State  Dept.  Public  Health 
A.  W. Ladd 
N.  E.  Power  ('o. 
StateDept.  Public  Health 
StMte  Teacher's  College 
StateDept.  Public  Health 
E.  P  Mitchell 

tchburgS.     

"amiiisliani'' 

rankllii" 

Worcester 

Middlesex 

Norfolk  

W'orcesler 

51.0 
52.8 

loucesterS 

peentteld 

Meri.illS 

....:::: 

SO 

4 
6 

27 
21 

26 
29 

27 

5 
12 

17 
9 

9 
10 

sw. 

Franklin 

Middlesex 

Worcester 

Barnstable 

Essex 

Franklin 

Hampden 

Berkshire  

Worcester 

Barnstable 

Kssex 

Worcester 

Middlesex 

Ks-sex 

Middlesex...... 

2.25 
2.64 
2.  ,50 
2.42 
2.66 
1.85 
3  11 
2  60 
2.  ,50 
2.29 
2.29 

2.  33 
2.36 

1  64 
2.63 

2  01 
1.90 
1.75 
1.79 
3.80 
2.07 
1.90 
1.87 
2.70 
2.12 
2.90 

3  ,53 
2.96 
2.23 
2.33 

-0.93 
-0.35 
-1.46 
-0.58 
-1.15 
-1.59 

■-i.'oi' 

-0.97 
-0.85 
- 1. 25 

-o!e4 

-0.71 
-1.61 
-0.91 

'-i.'25 

'+6.'4i 
-1.67 
— 1.4'.l 
-1  65 
-0.60 
-1.30 
-0.74 
-0.  37 
-0.89 
-1.20 
-0.90 

0.60 
0.67 
0.66 
0.61 

0.46 
0  83 
0.68 
0.,58 
0.74 
0.79 
0.59 
0.64 
0.64 
0.53 
0.87 
0.68 
0.64 
0.48 
0.49 
1.34 
0.63 
0.62 
0.53 
0.68 
0.73 

o!36 

o!75 
1.32 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

10 
10 

12 
15 
12 
15 

6 

14 

8 
7 
8 
9 
10 

9 

11 
9 
11 

8 
13 
10 

5 
7 

55.4 

+2.1 

86 

4 

28 

26 

33 

13 

8 

10 

olyokc^ 

oosBc  Tunnel.  -  . 
obbardston".... 

r»""is 

•wich'* 

Iterson 

ikoCochltuftletS- 

iwreiice* 

)well^  

•nsfield" 

Iddlel.oro" 

ddleton   

Iford" 

Ilbiiry2 

ontai.'ueClty2... 

lUturk.'tl   

9W  Bedford  

jrtlil.ridire" 

mbroUe" 

'so.'o' 

85 

"5" 

■••24- 

"ii" 

36' 

■9 

•3 

'i9' 

w.- 

54.7 

52.8 
53.5 

+1.4 

"+6.'2' 
+1.8 
+1  8 

80 

"84" 
83 

"5" 
4 
4 

34 

'■■24' 
26 
27 

26§ 
26 

24 

■46' 
34 
30 

9 

8 

14 

sw. 

9 

12 

10 

nw. 

Essex  Compauy 
Props.  Look.s  A  Canals 
StateDept.  Public  Health 
State  Dept.  Public  Health 

Plymouth 

15 

7 
"5' 

9 
9 

nw! 

Worcester 

Worcester 

Franklin 

Nantucket 

StateDept.  Public  Health 
N.  E.  Power  Co. 

5.5.8 
57.3 

+1.5 
+4.9 

82 
86 

6 
4 

33 

26 
26 

29 

28 

12 

15 

8 
4 

11 
12 

sw. 
sw. 

IJ.  S.  Weather  Binean 
City  Engineer 
State  Dept.  Public  Health 
StateDept.  Public  Health 
State  Dept.  Public  Health 

Worcester 

Plymouth 

Berkshire  

Worcester    

Berkshire  

Hampshire 

Plymouth 

Worcester 

Barnstable 

tershnm- 

ItotlH.lllS 

aluHeM" 

49.8 

+1.1 

85 

5 

25 

29 

31 

14 
13 

4 
5 

13 

nw. 

Coinr.  nf  Public  Works. 
State  Dept.  Public  Health 

55.0 

+3.6 

85 

4 

28 

26§ 

37 

13 

15 

sw. 
nw. 

•OTinnetowii 

wkport 

greiiansct 

elbnrne  Falls||2. 

nthbridge** 

nth  Egremont". 

ot  roiid  

rinftlipld 

11 

5 

Bristol 

Bristol  Co.  Agr.  School 

Franklin  

Worcester  ...... 

Berkshire 

Middlesex 

Hampdon 

Worcester 

Berkshire 

F^sex 

51.6 

90 

5 

24 

26 

^^ 

2.20 
2.08 
2,02 
1.86 
1.32 
2.12 
3.61 
2.00 
2.26 
1.93 
2.01 
1.83 

i;.56 

1.88 

V27 
2.  38 
2  64 
2,42 
2.28 

2.56 
2.19 
1.85 
1.07 
1.92 

1.72 
1.95 
3.25 

-1.44 
-1.48 
-1..54 
-1.32 
-1.98 
-1.18 
+0.20 
-1.28 
-1.G5 
-1.95 

-1.2:^ 

-2.' 46' 
-1.18 
-0.15 

-6.65 
-0.55 
-0.55 
-1.18 

-1.00 
-1.75 

■-2.05' 
-1.61 

-1.43 
-1.43 
-0.62 

0.48 
0.70 
0.45 
0.62 
0.43 
0  58 
1.15 
0.,54 
0.78 
0.53 
0.,53 
0.71 
0  72 
0.44 
0..56 
0.83 
0.77 
0.59 
0.80 
0.80 
1.34 

0.70 
0.84 
X  62 
0.48 
0.84 

0.61 
O..59 
0.76 

6 

0 
T. 
0 
0 
0 
0 

0 
0 
0 
0 

'I'. 

0 

0 
0 

a? 

0 
T° 

0 
0 
0 
0 
0 

0 
0 
0 

13 

8 
9 

8 
14 
11 

9 
11 
12 

9 
16 

9 
11 
14 

12 
11 
10 
10 

13 
9 

8 

10 

9 
13 

10 

8 

13 

N.  E.  Power  Co. 
StateDept.  Public  Health 
StateDept.  Public  Health 

56.4 

+4.5 

89 

5§ 

30 

29 

33 

16 

3 

12 

nw. 

V.  8.  Armory 
Met.  Water  Works 

Bckbridtte 

ainp?(ott 

unions 

mer>  Falls 

50.0 
51.4 
.53.0 
50.7 

■+6.'i' 
-o!2 

87 
82 
83 
84 

5 
4 
4 

5 

22 
25 
22 
23 

29 
26 
17 
29 

38 

39 
32 

12 

5 

11 
7 
11 
17 

9 
12 

12 

nw. 
nw. 
sw. 

Ni'sbit  H.  BMngs 
Weston  K.  Lewis 

Franklin    

Hampshire 

Hampden 

Middlesex 

Berkshire 

Worcester 

Berkshire  

Worcester 

Worcester 

Turners  Falls  P.  A  E.Co. 

StateDept.  Public  Health 

StateDept.  Public  Health 

T.  F.  Whitbread 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met  Water  Works 

eb-t-r" 

liiingrton. 

48.5 
55.2 
54.2 

84 
90 

89 

5 
5 
5 

20 
22 
23 

26§ 
29 
26§ 

40 
39 
40 

11 

16 
10 

10 

4 

10 
11 
12 

nw. 
nw. 

■ 

10 

'e' 
12 

14 
17 
15 
10 
14 

■g' 
i4' 

8 

n 
3 

8 
8 
6 

i2 
ii 

n 

8 
13 
11 

11  w. 

nw. 
nw. 

sw. 
sw. 
lie 
sw. 
sw. 

,Tll3  .... 

50.8 

+2.3 

83 

5 

25 

26 

29 

Williams  College 

State  Dept  Public  Health 

:    rt)3 

.52.3 
53.1 

56.5 
54.0 
.55.8 
56.4 
55.7 

+0.8 
+1.6 

+1.6 
+2.2 

■+4.2 
+2.6 

85 
90 

79 
84 
87 
85 
87 

5 
S 

6 
6 
6 

6 

22 
20 

23 
29 
31 
23 

26 
26 

29 
26 
26 
26 
26 

41 
41 

22 
35 
31 
31 
35 

ClilTorrt  L.  Davis 

Khn.le  Hnrui 
ock  Island' 

Newport 

WashiiiKton  .... 

Newport 

Providence   .... 

33 

100 

225 

8 

61 
52 
7 
71 

U.S.  Weather  Bureau 
Agr.  Exp. Station 

rtsmouth 

ovidencei 

Agr.  Exp.  Station 
U.  S.  Weather  Bureau 

Conneelicitt 
Itic2 

New  London  •.. 

LItcbfield 

Fairfield 

140 
420 
144 

0 
0 
46 

The  Baltic  Mills  Co. 

10 

sw. 

Water  Bureau,  Hartford 

idtteporis........ 

56.0 

+  1.7 

87 

5 

30 

17§ 

30 

15 

6 

Bridgeport  Hydraullo 

Bee  page  58  for  explanation  oj  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1941 


OUmatologrical  Data  for  October,  1941,  (Continued) 


Temperaturo,  in  degrees  Fahrenheit 


Precipitation,  in  iuches 


Connecticid 

Biirliugtouli 

Colchester 

CoIliusville2 

Cream  Hillt 

Danbiny 

East  Hart!aiifi2..., 

Falls  Villages 

Hartford' 

Lake  Koiiomoct.  • 

Mt.  Cannel 

New  Haveni 

New  London  

Norwalk  

Putnam  

Salisbury 

8torrs3 

Waterbury  

Westbrook 

'Vest  nartlands  . . 

For  Ptftte-.   •• 


nartfoid.... 
New  Jjondon  • 
Hartford  ... 
Litohtield  ••. 

i'^airlield 

Hartford 

Liteli field  •■• 
Hartford  •■. 
New  London. 
New  Hiireu  . 


NewLondoii. 

Fairfield 

Windhnm.... 
Litchfield  ... 

Tolland 

New  7iaven  . 
Middlesex  . . 
Hartford.... 


+2.1 
'+i.'7 


' 


-0.92 
—1.57 
-0.21 


Water  Bureau,  Hartford 
Edward  Eartman 
Edwin  R.  Wilder 
T.  S  Gold 


Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work» 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

L.  M.Coinstock 

Civil  Aeronautics  Auth. 

F.  HuTliman 

Aer  Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  fiuveau,  Hartford 


■l-6tb,  9-lOth,  14-ir)th,  29-31st. 

l-3d,  9th,   13th,   15th,  17-I8th,  26th,  29th, 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Aiiroms  —  Sth,  ll-12th,  15-1 7th,  20th,  23cl,  26th,  28th, 
30-3 1st. 

Htjios.  liimir 

Hnlos,  soliir.- 
31st. 

H(vil. —  (dates  and  general  location) —  None. 

Thtmderstorms.—  1st,  5-8th,  21st,  27-28th. 

Fog,  dense.— l-5ih,  7-8th,  10th,  12-15th,  18-21st,  23d, 
26-28th,  31st. 

Sleet. — (dates and  generallocation) —  11th,  First  Connecticut 
Lake,  N.  H. ;  12th,  Blue  Hill,  Mass. 

Frosts. —  (dates  and  general  location) —  Killing  frosts  occur- 
red in  favorable  locations  of  southern  New  England  coast  on  1 7th , 
and  penetrated  entire  south  coast  (except  Islands)  on  26th. 
(Killing  frost  occurred  in  otlier  parts  of  New  England  during 
preceding  month.) 


Pressure,   Wind,  Humidity  and  Sunshine 


Anihfret 

Block  l.«la)id 

Blue  Hill 

Boston   

Burlinprton  . . 

Caribou 

Concord  

Eastport 

Greenville ... 

Hanover 

Hartford  .... 
Nanf.ickct  • 
New  Hiiven.. 
North  Held  ... 

Portland 

Providence .  ■ 


:W-07 
3f).05 
30.(14 
30.  03 
29.93 
30.  03 
29. 97 
29.98 


30.05 
30.01 
30.06 


30.  62 
30.  67 
30.66 
30.65 
30. 66 
30.  67 
30.63 
30.62 
30.60 
30  61 


29.48 
29.56 
29.52 
29.  45 
29.35 
29  20 
29.  37 
29.17 
29.  27 
29.39 
29.53 
29. 53 
29.57 
29  39 
29.31 
29.51 


Relative 
Humidity 


a 


EXPLANATION  OF  KEFERENCE  SIARKS 

Except  as  other  v.i.^p  indiffitcd  filsorvntions  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  auii  ininiinimi  l(  inpcr.itr.rps  reenrdcd  at  this  time  are  nearly  always  correct  for  the  date  on  wliich  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computiMl  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departuies  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  dr  "standard  mean"  ad.ju.'ited  to  a  uniform  3.5-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  a.'',",  etc.  appearing  in  the  table  indieate  number  of  days  missing;  for  example,  *  represents  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  as  folUnvs:  Maine  -  Brassua  Dam.  Roekwood;  liiratn,  West  Baldwin;  Ripo/^enus  Dam,  Millinoeket;  Win.slow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg:  New  Durham,  Alton;  Piukham  Nol'h,  Gorliam;  York  Pond,  Berlin;  —  Vermont  -  Bloomfield,  North  Stratford,  N.  H  ; 
Cornwall,  Middlebnry  ;  Mays  Mill,  Colrain,  Mass.;  Searsburg  Station,  Wilmington;  Somerset,  Wilmington ;  Vernon,  Slielburne  Falls,  Ma.ss. ;  —  Massachusetts  —  Ashland,  Pram- 
ingham;  Blue  Hill.  Jlilt.m;  Lake  Cochituate,  Framiugham;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konomoc.  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  pre'ipitation  is  less  than  .01  inch  rain  or  melted  snow. 

*    Precipitation  included  in  that  of  next  measurement.  *'    Record  furnished  by  Massachusetts  Department  of  Public  Health  ;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weatiier  Bureau  station ;  precipitation  and  temperature  are  for  24  iiour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount 
recorded  Is  for  preceding  24  hours  (ending  on  date  entered).                    s    Ttienrnmeters  not  supplied  by  Weather  Bureau.  §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily   Precipitation  for   October,   1941 


Drainage  basin 
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17 

18 
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.01 
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.OII....I 
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T. 
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".03 
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rV 
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■.06 
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.8* 

'!• 

r. 

.22 

.02 

.03 
T. 
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■r. 

T 

.11 

.12 
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.40 

r. 

.(U 

1:- 

.06 

V. 

■.'26 

.14 

T. 

■r 

.02 

.2;^ 

.(« 

.01 

.13 
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.14 
.10 
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.05 
.86 

.27 

.16 
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.19 

.16 

i' 

.13 
.43 
.17 

.12 

.11 

.05 
T. 

'os 

■.■2<i 

.21 

.01 

.■a 

T. 
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T. 

■42 
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.35 
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T. 
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.2(1 
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Penobscot 

Coast 

Kennebec 

Andioscosfgin. 

St.  John 

(;oast 

Kciineboc 

Coast 

Kennebec 

....do 

St.  Jolni 

...<io 

Kennebec 

....do 

Srco 

St.  John 

Kennebec 

Androscogffin . 

Coa.<t 

Kennebec 

Audo.^ioggin   . 

I'enobscot   

Presnmpscot  .. 

Kennebec 

Prefunipscot  .. 
Penobscot   .  . . 

....do 

Coast   

St.  John 

Penobscot   

Coast 

Androscoggin. 

Kennebec 

Androscoggin . 

Si  .  Croix 

Kennebec 

St  Croix 


Merrimac 

Androscoggin . 

Coa.st   

.\ndroscoggfn. 
Connecticut  .. 

...do 

Sferriinac 

Connecticut . . . 
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Conucctivnt.  .. 

Merriniac 

Saco  

Connecticut.  .. 

Merrimac 

....do 

...do 

Androscoggin. 

M.-rrimac 

..do 

Connecticut .  . . 

...  do 

Saco 

Merrimne 

Connecticut . . . 

Piscatatiuis 

Androscoggin . 


Connecticut.  . 

Hudson 

(Joiiiiectuut . . 

....do 

Olmni plain  . . . 
Connecticut.  . 

...do 

Champlsiin  .. 
St.  L'lwrence  , 
Champlain. .. 
Connecticut. 

...do 

Charaplain  ... 
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....do 

..do 
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Con\iectient. . 

...do 

Champlain  ... 

...do 
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...do , 

....do 

....do 

do , 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 
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See  page  5S  for  explanation  of  reference  1 
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, 

(Continued) 

Drainage  Basin 

Day  of  month 
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.20 

.15 
.62 
.65 
.35 

.'33 

r. 

.39 
.49 
.28 
.17 
.50 

'.41 
.56 
.45 
.27 
.59 
.18 
.09 
.41 

.74 

'.52 
.49 
.33 
.65 
.68 

!oi 

.52 
.23 
.35 

.45 
.68 

■."88 
1.00 
.30 
.50 
.14 

.07 

■.'oi 

T.' 

.02 
.02 

■2i 

.22 

.■qs 

■.■64 

■.■65 

■.'i6 

.64 

T. 

■.'72 
.05 

i''.' 

.... 
'.'62 

t'.' 

.18 

'.'25 
.14 
.52 
.18 

•.•i8 

'.'62 

.01 

.01 
■.'05 

■'!'. 

Cliiitouii 

Morrimac  . 

...do 

Coast 

...do 

.18 
.10 
.08 

East  Warehaini!... 

T. 

.01 

05 

.10 

...do 

T. 

."01 

t'  ■ 

.16 

■.'07 

.08 
T. 

f. 

i'V 
.02 

.'05 
.13 

•'is 

".69 

T. 
.17 
T. 
.01 
.29 

■f. 

.01 
.0< 

;o5 

.06 
.02 
.01 

;i2 

.08 

'oi 
■.'62 

■.'03 
.12 

.... 

.46 
.55 

::: 

T. 
T, 

'.03 
'!'■.■ 

t'.' 

.24 
.09 
.20 
T. 

.17 
.44 
■1'. 

.10 

.19 
.35 
.20 
.14 
.32 
.29 
.36 
.14 
.19 
.29 
.08 

■.'06 

T 
■."62 

■'i'.' 

.04 

T.' 
.02 

■.'61 
.01 
■1. 

'.'62 

tv 

■r 

r 

T 

.09 
.03 
.11 

'.'03 

'.'63 
.05 
.02 
.17 
.04 

f.' 

'.'06 

■f.' 

'.'26 
.34 

.'26 

.28 

'.'oe 

'.■32 
.02 

'."i'i 

■.■46 
.20 
1.34 

.'03 

.02 

t. 
.01 

'.'25 
.24 

'.■32 

'.'04 

.15 

'.'63 

]l4 
.17 
.22 

'.'6'2 

t. 

'f. 

'.01 

".'oi 
■r. 

■f.' 

Connecticut 

Coast 

'.'is 

'.o\ 

T. 

tV 

T. 
.03 

'.'69 
T. 

.08 
.11 

■i'V 

: 

Hardwick" 

Connecticut  . 

<;oast   

Merrimac  .  .. 
Connecticut 

HatclivillH**    .... 

Haverliiil 

Ileatli** . 

T. 
.09 

■.■34 

.17 

tv 

.15 

.m\     2,50 
.081     '2.42 
.30      2.66 
■1'         1.85 
.06]     3.11 
.38      2.00 
.45      '2.  ,50 
.111     •^■29 
.01:     2.29 
.IS      1.88 
.  05      2.  33 
.  08     2.  36 
.12      1.64 

Holyoke^ 

Hoosac  TiinneV^  .. 
Hubliardstdii**.... 

...do 

:::::t::::;:;::::; 

Coast 

...do 

jreniniac 

Charles 

Morrinwc 

....do 

Coast...; 

....do 

do 

.oi 

.03 

.08 

.04 

.06 

!oa 

.05 
.'.- 
•f.' 

'.'oi 
.01 

Ipswich" 

JofiPrsoM 

Lal£.- Corhit!lilt».     . 

LawreiKv 

Lo\\"l! 

'i'V 
'.'23 

.02 
.09 
.08 
.07 

MaiiM'i.-M" 

T. 

.03 
.04 

Mifldlpton 

.021.... 
02' 

't.' 
.01 

tv 

'.'64 

.12 
.22 
T. 
T. 
T. 

2.  01 
1.90 

1.75 
1.79 
3.80 

Milford** 

'.'48 
.49 

T  ' 

■.■53 
T. 

.11 
.02 

.... 
TV 

T. 

.01 

Montague  Clty^.. 

Connecticut 

Coast 

'^ 

Northbridgo**.     . 

Blackstone  .     .   . 

.01 

:?.! 

.29 
.02 

■.'33 

■.■03 

.'.  . 
t. 

:S! 

t 

.... 

.03 
.28 

■.'20 
.09 

.14 

.26     1.90 
.07      1   S7 

Coast 

Connecticut 

.28 

".k 

.... 

.06 

'io 

.07 

'.'•28 

T. 

.54 
.04 
.37 
.61 
.03 

2.70 
2.12 

2,  90 

3.  53 
2.96 
2.23 
2.  33 

.04 
.23 

t. 

.02 

PittsHeUl;:. 

■.'26 

.21 

1.09 
.51 
1.32 

.01 

.04 

Plainiield** 

Ply  month 

Connecticnt 

Coast   

.2i 

Provinci'lown 

Coast 

.02 

.02 

t. 

.47 

T. 

T. 

Segreganset 

.ShelburnoFalls^.. 
South  bridge**.  ..   , 

do 

Connecticut 

.23 

'.'62 

.17 

.03 
.37 
.33 
.46 
.25 

l.i5 
.40 
.37 
.41 

!30 
.47 

;i9 

.83 
.65 
.53 
.42 
.31 

'.47 
.41 
.24 

.19 
.06 
.62 
.02 

.07 

■.'21 
.51 

.20 

.10 

.  16 

.05 

.03 

T 

.57 

.03 

.15 

.05 

.21 
.06 
.25 

.16 
.16 
.12 
.02 

.31 

.47 
.32 
.38 

.09 

.37 

.05 

.04 

^60 

.08 
.57 
.45 
.62 
.43 
.58 
.86 
.54 
.78 
..53 
.48 
.48 
.72 
.44 
.56 

!77 
.56 
.80 

.70 

.84 
.02 
.48 

.61 

■.'■76 
.14 

.48 

.... 

f. 

■.'12 
T. 
T. 
T. 

■.'65 
.24 
.41 

■.'12 
T. 
.02 
.12 
.10 

f 

T. 
.10 
.09 
.05 
.28 
T. 

.23 

'.'62 
.03 

.15 

■f. 
.04 

'.'62 
.01 
.06 
.02 
.01 
.02 
.12 

;s 

T. 

.06 
.04 
.16 
.07 
.04 

.06 
.03 

T. 

.03 

'."oi 

.02 

.04 

.70 
.36 

.18 

■.'38 

".21 
.25 
.71 
.10 
.24 

.12 
.26 
.30 
T. 

.37 

'.04 
.20 

.23 

'."63 

■f.' 
T. 

t'.' 
.02 
T. 
T. 
T. 

■.'05 
T. 

■.'62 

.01 
.'27 
.33 
.10 
T. 
.05 

.09 
.02 

2. -20 
2.  08 
2.  02 
1.86 
1.32 
2.  12 
.■>.  04 
2.00 
■>.  26 

Tnusatonio 

.03 
■.'14 

T. 

f.' 
'.'62 

r.' 

'tV 

.12 
.02 
.33 
.16 
.01 

02 

'f.' 

T. 

tv 

.02 

■.'62 
t. 

T. 
t. 

■01 

.... 

Spot  Pond 

Coast 

.02 
.01 

1 

't. 

.04 

■.'62 
T. 
.0! 

t. 

.05 

.04 
.02 

T°' 

.01 
,01 
T. 

■.'05 
■.'04 

.'08 
.04 

'.'o-j 

.'12 
.07 

SpriuKiield 

Sterling 

Stockbridge 

Swainpseott 

Connecticut 

Morrimac  

Honsatonic 

Coast 

Connecticut 

do 

Blackstoue 

.20 

'.■42 
.22 

.16 
.27 

.15 
.01 

.13 
.06 

:::: 

.20 

.26 

.58 

'.'ii 
'.'20 
f.' 

T. 

".31 

.24 
.42 
.55 
.04 

.32 
.35 
.74 
.32 

.25 
02 

T. 

.14 

T. 

.01 
02 

■.'2! 

.01      1.93 

Webster" 

■.'oi 

T.' 
f.' 

T. 

.01 

■.'06 
T. 

r: 
:::: 

T. 

.10 
.02 

'.'ii 
.01 

.14 
T°^ 

T. 

T. 

.31 

■I'.' 
T 

■.'01 

■f.' 

f.' 

V.:: 

f  ■ 
f.' 

".i'i 

.21 
.02 
.37 
.03 
.60 

l.« 
3.  35 
1.56 
1.88 
3.33 

Connecticut 

...do 

Charles     

.61 

.26 

Westlield'* 

Weston 

'tV 

■.'35 

.'is 

'.'67 

.05 
.14 

■.'62 
.04 

.... 

West  Otis** 

Connecticut . 

...do 

Huri.,on 

West  Rutland 

WiUiamstown    .... 

.12 

■53 

.15 

.08 
.07 
.04 

.15 
.31 
.14 

.08 

:»< 

.■ii 
.05 
.01 

.02 

T. 

T. 

.3-21     2.27 
T.  I     2. 33 
.  30      2.  64 

Biackstone 

Coast 

...do 

....do 

...do 

T. 

T. 

'■'rV 

.03 

.01 

.01 
T. 

2.  42 

2.56 
■)   IQ 

I^lintle  fsland 

Klocklslandl 

Kingston 

'■■t 

.02      1.85 

Providence  1 

Connecticut 

T. 

T. 

■|' 

1.07 

1.72 
1.95 
3,25 
1,67 

Barkliamstcad-  . .. 

Briilseport 

Burlington^ 

Colcliester 

Connecticut. 

Coast 

Connecticut. 
Coast 

:^. 

.05 
T. 
.02 

.59 
.■56 

■f.' 

.07 
.49 
.01 

.01 

■.'05 

'.'05 

.05 

.02 

•^^ 

'.'01 

.03 

r. 

.03 

.02 

Collinsville^ 

Connecticut . 
Honsatonic. 

Connecticut 
nousatonic. 
Connecticut . 

Coast 

...do 

....do 

.06 
.21 
.16 

.36 
.65 

.48 

.12 

.83 

.51 
■f.' 

■.'oi 

f. 

'.'6i 

.06 
T. 

t'.' 

■.'04 
.02 

■.'69 
.13 

f. 

■.'65 

.05 

■.'69 
.01 

.40 
.24 
.98 

.04 
.06 
T. 

1.49 
2.52 
■2.79 

Cream  Hillt 

.14 

.07 

T. 
T. 

■.■qi 

f. 

T. 

East  JIartland'' 

Falls  Village 

.25 
.07 
.19 

.20 
.19 

.08 

;3c 

.36 
.56 

.65 

-60 
.58 
.23 

f 

■t.' 

■tV 

T. 
.02 

't'.' 
.01 

■.'62 

.65 
.52 
1.02 
.68 
.72 

■f.' 

'.'67 

■f.' 

't.' 
'r. 

T. 
T. 

r. 

.20 

T. 

.20 

'.'65 

■.'62 
.16 

.16 
T. 
.35 
.20 
.02 

t" 

.06 
'.'{2 

.05 
.01 

't' ' 
.01 

.05 
f.' 

'1?^ 

tv 

T. 
.15 

'.'65 

.25 

.55 
.65 
.35 
.53 

■f.' 

.07 
.62 

'.'03 

'.03 
.07 

2.48 
1.95 
3.53 

•2.57 
'2.77 

Lake  Konomoc... 

Mt.  Carmel 

NewHavenl 

.19 

.06 

f 

Norwalk  

...  do 

Thames 

Housatonic  . 
Willimantic. 

Coast 

....do. 

40 
.45 
.29 
.21 
.18 
.20 
.26 

.50 
.42 
.15 
.18 
.19 
.29 

.71 

'.'56 
.32 
.66 
.31 

.85 

.04 

.'02 
.15 

■.'62 

■f- 
.02 
.02 

.76 
.62 
.78 
.74 
.76 
.82 

'.■72 

'.'oi 

'.'62 

.07 
T. 

i'". 

.25 

■'62 
.15 

.13 
T. 
.04 
'I'. 
.01 
T. 

.'62 
.26 
.10 
.01 
.22 
.10 

".12 

.02 
.02 
.07 
T. 
.07 
.08 

'.'ie 
■.'63 

T. 

[59 
.20 
.81 
1.00 
.44 
.35 

.03 
•t'.' 
f.' 

.211     3.85 

Putnamtt 

.02 
.08 
.01 
.01 
.04 

•2.18 

IS 

3.09 
2  79 
2.53 

'."io 

Waterbury 

Westbrook   ........ 

r.' 

'.'36 

■;6i 

See  page  58  for 

explanation  o 

refe 

renc 

e  tn 

irks 
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Daily  Temperatures  lor  October,   1941 

U.iyof  Month 

Stntious 

1 

.Moai) 

' 

h 

8 

* 

Li 

LL 

Li 

_i 

Li 

^ 

11 

12 

ii 

ii 

Ji 

16 

_11 

18 

.9 

20 

ii 

n 

23 

24 

ii 

26 

27 

28 

29 

30 

SI 

...                              )  Miiximum  ••■ 

1 
69     63 

1 
BO     71 

50 

57 

. 

66 

65 

48 

46 

« 

65 

55 

67 

1 

54 

~ 

85 

64 

64 

. 

. 

47 

48 

41 

•59 

69 

39 

39 

43 

54.7 



(Miiiimnii).... 

41 

1  37 

36     41 

41 

47 

47 

4b 

38 

42 

37 

82 

35 

33 

43 

3b 

30 

SO 

84 

31 

87 

85 

33 

31 

27 

24 

89 

2( 

15 

11 

33 

34.2 

.irl)or(iiear)  . 

)  Mn.ximuiu  .  ■• 

71 

6.S 

56 

73 

70!     61 

55 

68 

61 

47 

53 

511    56 

5 

67 

62 

53 

62 

68 

6-; 

63 

62 

62 

71 

46 

48 

60 

57 

40 

43 

59.0 

"  !  .Miiiiiimm.... 

47 

4( 

41 

53 

44 

49 

47 

47 

49 

40 

44      40 

41 

35 

41 

41 

36 

8C 

40 

48 

41 

36 

40 

32 

27 

34 

47 

28 

24 

88 

40.1 

,a;j 

\  Maximum... 

55 

54 

57 

58 

45 

50 

50 

61 

45 

43 

42 

47 

46 

51 

60 

43 

4> 

64 

46 

6\ 

55I    55 

51 

38 

40 

34 

69 

60 

38 

31 

34 

48.6 

■■  (  Minimum.... 

40 

35 

3-1 

38i     35 

4- 

41 

42 

32 

32 

33 

80 

32 

&3 

39 

34 

32 

31 

31 

28 

34 

37 

35 

29 

25 

23 

30 

2;i 

21 

17 

22 

32.1 

FT»'iiort ' 

j  Maximum  ... 

65 

1     62 

57 

70 

50 

54 

49 

65;    62     62 

521     54 

52 

5t 

66 

49 

51 

51 

62 

68 

68 

63 

42 

43 

40 

58 

58 

8« 

41 

42 

.58.6 

' 

!  Minimum.... 

-It 

,     ^■- 

45 

.5( 

4(1     49 

4( 

48 

441     42 

89 

38 

41 

41 

48 

39 

36 

si) 

39 

35 

421     43 

40 

36 

31 

28 

40 

32 

26 

29 

35 

39.8 

rtnt\ 

..  s  \laximum  ■•• 

71 

62 

56 

74 

57 

6b 

54 

62 

5t 

54 

48 

46 

62 

5'- 

69 

5J 

62 

70 

64 

62 
27 

61 

67 

63 

53 

43 

44 

62 

CO 

48 

36 

45 

87.2 

t  A  .  IMll^UOll 

'  '*(  .Minimum 

4.T 

38 

38 

50 

44 

49 

47 

.51 

41 

39 

42 

35 

34 

31 

36 

32 

27 

4S 

39 

38 

3.3 

33 

29 

2^2 

28 

35 

24 

18 

32 

36.1 

i^e.it 

..  )  Maximum  ■•• 

5-5 

57 

57 

58 

54 

56 

5( 

61 

,52 

45 

42 

51 

49 

621     61 

5J 

49 

68 

66 

63 

56 

.52 

47 

40 

48 

61 

68 

34 

32 

33 

51.1 

1  Minimum.... 

85i     33 

30 

48 

34 

31 

42 

47 

38 

2! 

35 

32 

2! 

80 

36 

33 

32 

S3 

32 

26 

32l    85 

85 

29 

28 

27 

23 

30 

20 

16 

26 

31.8 

(  .MiiNiiiium  ... 

75 

69 

60 

75 

66,     65 

55 

68 

62 

53 

52 

49 

60 

54 

69 

58 

57 

62 

58 

60 

64 

65 

68 

66 

44 

62 

61 

60 

41 

48 

69.0 

••  »  Minimum.... 

47 

35 

381    50 

42 

4b 

4b 

4; 

43 

39 

37 

34 

33 

33 

40 

35 

26 

2f 

40 

28 

30 

43 

30 

35 

2S 

22 

.50 

46 

26 

18 

33 

85.8 

v.Ueti 

.  )  Maximum  ... 

63 

60 

57 

6b 

62 

62i     62 

57 

52 

44 

42 

43 

50 

.5v 

63 

43 

49 

54 

60 

58 

59 

49 

40 

85 

S9 

6( 

60 

32 

34 

85 

.51.5 

1  .Miiiiimim 

35 

30 

35 

37 

37 

42 

43|     44 

82 

36 

37 

33 

29 

3( 

35 

32 

28 

2b 

38 

34 

40 

81 

30 

SO 

22 

19 

28 

26 

19 

14 

31 

31-7 

\    N1,1\!I11U11I  ... 

65 

63 

60 

65 

59 

63!     62 

67 

55 

44 

53 

54 

5b 

49 

48 

50 

47 

62 

51 

62 

66 

49 

40 

42 

62 

,55 

37 

35 

87 

68.4 



■■  (  Minimum.... 

40 

26 

34 

52 

36 

44 

4; 

47 

35 

33 

34 

30 

34 

47 

34 

30 

34 

Si 

29 

37 

40 

42 

29 

26 

24 

34 

34 

22 

16 

24 

84.2 

..  j  M.ixniuim    .. 

72 

69 

58 

76 

53 

66 

55 

64 

68 

51 

48 

45 

^c 

65 

69 

51 

60 

64 

59 

66 

64 

65 

65 

.50 

43 

42 

61 

61 

42 

40 

51 

07.2 

\  .Mininnun.... 

51 

46 

45 

52 

49 

51 

50 

63 

4b 

44 

45 

40 

37 

45 

41 

34 

33 

42 

34 

37 

39 

36 

36 

81 

26 

87 

35 

27 

25 

34 

40.0 

.M.n:ison 

..  )  .Maximum  ... 

68 

60 

56 

70 

60 

61 

54 

6£ 

57 

50 

4c 

48 

i 

53 

67 

66 

61 

66 

68 

61 

62 

65 

69 

52 

41 

40 

58 

61 

40 

38 

46 

66.1 

)  Jl illinium.... 

46 

34 

38 

51 

42 

49 

4t 

51 

45 

39 

43 

36 

31 

30 

37 

42 

28 

27 

40 

27 

2i 

48 

34 

34 

28 

21 

26 

31 

24 

15 

35.7 

i   cket 

..  j  .\i»ximum... 

65 

63 

60 

67 

61 

63 

62 

5r 

47 

43 

60 

44 

60 

65 

56 

52 

64 

57 

62 

61 

63 

64 

49 

42 

40 

67 

61 

41 

3b 

43 

.54.4 

(Minimum.... 

42 

32 

36 

50 

40 

45 

4^ 

47 

43 

35 

39 

33 

34 

21 

38 

37 

34 

28 

41 

33 

40 

40 

36 

33 

32 

24 

30 

3e 

26 

17 

33 

3,5.7 

Hiiiigton 

. .  j  Maximum  . .  ■ 

72 

70 

55 

75 

5C 

66 

54 

5! 

48 

47 

46 

55 

54 

68 

68 

59 

63 

.58 

65 

61 

66 

,54 

50 

44 

43 

66 

63 

43 

34 

61 

57.4 

(  Minimum--.. 

43 

40 

42 

50 

45 

49 

47 

48 

42 

38 

40 

32 

36 

34 

40 

3& 

30 

27 

42 

SO 

33 

43 

33 

32 

29 

20 

30 

35 

26 

20 

31 

36.4 

..  (Maximum... 

Oi 

64 

Ki 

70 

68 

56 

51 

64 

60 

52 

4>> 

49 

54 

65 

67 

62 

53 

64 

56 

64 

63 

62 

60 

52 

41 

39 

60 

.59      44 

39 

42 

66.6 

f  Minimum-... 

41" 

3fi 

38 

51 

41 

4(, 

47 

48 

46 

41 

40 

35 

37 

33 

40 

43 

33 

31 

44 

29 

3b 

41 

34 

35 

30 

25 

32 

44,     27 

19 

37.7 

,.,1  1 

..  j  Maximum... 

74 

75 

57 

82 

66 

70 

55 

68 

59 

55 

53 

48 

01 

,59 

72 

52 

58 

58 

60 

65 

61 

64 

59 

53 

46 

44 

60 

61 

46 

43 

52 

68.9 

)  Minimum  -.- 

46 

37 

45 

49 

46 

52 

50 

54 

44 

42 

36 

36 

34 

33 

46 

33 

26 

28 

39 

29 

30 

39 

4C 

35 

29 

22 

40 

34 

20 

26 

35 

37.5 

,  .  i.i..e  Island  .... 

. .  I  Maxiumm  .  -  - 

S( 

57 

68 

62 

57 

50 

49 

69 

55 

57 

43 

49 

46 

52 

61 

53 

51 

58 

55 

51 

65 

55 

bA 

59 

43 

38 

55 

65 

56 

33 

35 

53  1 

1  Minimum.... 

40 

35 

32 

49 

36 

43 

3^ 

35 

39 

31 

34 

30 

30 

32 

42 

36 

29 

33 

37 

28 

42 

37 

41 

20 

21 

30 

32 

20 

17 

28 

33.4 

Ri^>.^^'enusDam  ... 

. .  \  Maximum  .  • . 

60 

62 

60 

60 

70 

68 

68 

60 

64 

68 

60 

58 

68 

67 

60 

60 

45 

50 

60 

50 

60 

60 

62 

50 

40 

40 

40 

60 

51 

3b 

38 

66.3 

)  Minimum...- 

36 

32 

38 

40 

50 

45 

40 

40 

40 

38 

32 

36 

38 

36 

41 

35 

32 

30 

36 

30 

8f 

40 

42 

30 

29 

20 

25 

30 

22 

18 

24 

34,2 

Rockl.Tiul 

.,  s  Maximum... 

75 

6S 

58 

79 

69 

67 

5r 

71 

62 

53 

49 

60 

.55 

70 

55 

57 

59 

58 

65 

67 

65 

55 

55 

47 

43 

.59 

59 

48 

43 

,50 

69.0 

fMlmmum-... 

45 

34 

:i8 

60 

41 

41 

47 

48 

40 

37 

37 

33 

35 

32 

41 

35 

29 

29 

39 

30 

32 

42 

31 

33 

25 

19 

30 

43 

24 

25 

35 

36.5 

Boiuford     

.    )  Maximum  -  •  - 

6s 

64 

50 

70 

54 

69 

59 

63 

66 

50 

47 

42 

.59 

55 

67 

55 

56 

65 

60 

69 

62 

51 

48 

40 

42 

63 

63 

38 

35 

49 

66,1 

(Miuimum-... 

42 

38 

40 
.50 

46 

44 

49 

46 

48 

38 

38 

41 

33 

34 

32 

39 

38 

32 

29 

37 

32 

40 

37 

,'(5 

34 

26 

22 

26 

3 

24 

2( 

29 

35. 5 

VaiK-lioro    

. .  )  Maximum  . . . 

67 

65 

50 

55 

53 

63 

56 

45 

47 

.53 

51 

.53 

67 

50 

53 

64 

54 

64 

5< 

60 

6(; 

54 

4b 

41 

56 

60 

43 

33 

38 

54.4 

(Minimum-... 

41 

32 

35 

42 

35 

45 

43 

45 

39 

32 

35 

32 

30 

2f 

44 

38 

28 

26 

29 

26 

2! 

31 

28 

28 

24 

24 

24 

40 

21 

17 

30 

.32. 2 

. .  i  Maximum  . .  • 

70 

68 

61 

71 

73 

66 

60 

64 

62 

57 

4< 

54 

61 

61 

68 

66 

58 

60 

01 

67 

66 

65 

54 

55 

44 

60 

62 

49 

42 

48 

60.6 

(  Minimum.. .- 

48 

36 

41 

54 

43 

49 

48 

52 

45 

41 

44 

38 

35 

32 

45 

43 

32 

32 

45 

3() 

31 

45 

34 

36 

30 

25 

30 

48 

20 

20 

35 

38.5 

...iiidll 

. .  )  Maximum  . . . 

67 

62 

63 

72 

64 

5f 

58 

65 

51 

49 

55 

53 

54 

55 

69 

49 

53 

65 

5f 

63 

62 

60 

54 

44 

42 

48 

60 

59 

39 

39 

40 

65.7 

i  Minimum-... 

41 

.33 

34 

48 

38 

42 

45 

45 

43 

34 

38 

35 

35 

29 

44 

41 

31 

27 

30 

26 

3o 

41 

30 

34 

29 

30 

21 

41 

24 

17 

21 

34.2 

New  Hampshire 

•erlinll 

(Maximum  ... 

64 

63 

65 

69 

64 

56 

60 

58 

53 

48 

46 

44 

58 

58 

63 

40 

53 

64 

53 

62 

56 

62 

55 

43 

36 

43 

65 

62 

30 

3b 

42 

53.7 

•■  i  Minimum-. .- 

32 

36 

43 

38 

44 

70 

46 

48 

41 

32 

37 

28 

35 

34 

45 

37 

26 

25 

35 

25 

30 

34 

34 

30 

31 

18 

24 

34 

22 

lb 

23 

32.9 

Bethlehem 

. .  )  Maximum  . . . 

6,5 

67 

60 

69 

66 

57 

64 

50 

49 

48 

40 

.50 

48 

.50 

43 

51 

56 

53 

62 

Sb 

69 

49 

40 

46 

38 

52 

62 

42 

38 

44 

53.2 

1  .Minimum.... 

43 

42 

48 

49 

46 

50 

43 

41 

38 

36 

35 

30 

33 

42 

3S 

35 

23 

30 

38 

31 

32 

35 

39 

30 

28 

14 

32 

28 

26 

18 

30 

34.9 

noncortl' 

s  Maximum  . 

73 

75 

58 

81 

61 

71 

57 

05 

57 

51 

50 

50 

64 

64 

68 

50 

60 

61 

60 

65 

67 

67 

60 

52 

46 

47 

70 

6fa 

43 

42 

53 

59.9 

■■  >  .Minimum... 

47 

45 

52 

50 

,50 

50 

61 

41 

43 

38 

26 

29 

31 

36 

38 

29 

25 

34 

25 

27 

37 

35 

30 

18 

3f 

31 

25 

21 

37 

35.8 

Durham 

\  .Maximum  -  •  ■ 

75 

79 

71 

83 

79 

75 

65 

70 

65 

55 

54 

57 

65 

72 

64 

64 

65 

64 

68 

69 

6'J 

67 

62 

52 

48 

71 

63 

45 

56 

65.3 

■■  (  Minimum.... 

47 

35 

43 

52 

49 

56 

48 

62 

44 

39 

39 

28 

35 

21 

41 

40 

26 

25 

35 

25 

31 

39 

36 

34 

29 

30 

45 

4i 

26 

24 

38 

37.6 

{  Maximum  .-. 

.... 

Broi 

■  ■  \  Minimum  .  ■  - 
.  11  J  Maximum  - .  - 

■52 

"55 

'62 

62 

"65 

'49 

"60 

■52 

"kc, 

"4.5 

"33 

"•io 

',54 

"54 

"5.5 

■44 

"46 

"47 

"46 

56 

■50 

"i 

"37 

■37 

"29 

■42 

First  Con'ticQt  Lak 

"60 

44 

37 

"32 

"32 

"47' 8 

'"(Minimum-... 

2:! 

33 

36 

44 

37 

45 

42 

42 

35 

33 

33 

24 

29 

34 

44 

32 

21 

24 

29 

22 

23 

30 

33 

24 

22 

1) 

15 

37 

16 

15 

21 

29. 2 

Franklin 

)  Maximum  .  -  - 

70 

66 

5S 

78 

62 

68 

66 

55 

52 

48 

47 

42 

59 

63 

57 

.52 

56 

56 

64 

65 

63 

,59 

48 

44 

33 

67 

62 

38 

37 

51 

56.0 

(  -Minimum 

47 

311 

45 

52 

4<j 

5C 

51 

51 

43 

48 

38 

27 

30 

34 

39 

40 

32 

25 

45 

26 

28 

45 

35 

35 

30 

19 

25 

38 

26 

22 

35 

37.4 

Glencliff   

. .  s  .Maximum  - .  - 

6.5 

66 

56 

67 

60 

67 

56 

60 

49 

45 

45 

45 

54 

54 

61 

50 

5(1 

.59 

49 

57 

5! 

51 

44 

37 

39 

61 

60 

33 

35 

44 

,52.8 

(  Mininmm 

43 

43 

46 

53 

4!' 

47 

44 

48 

30 

35 

35 

29 

38 

41 

41 

30 

29 

35 

42 

35 

42 

42 

.35 

29 

27 

17 

34 

2p 

20 

21 

31 

36.6 

Hanover 

j  Maximum  ... 

70 

73 

57 

76 

63 

72 

59 

62 

55 

,5:> 

48 

4.5 

63 

60 

65 

56 

5.5 

54 

59 

62 

54 

64 

55 

47 

43 

43 

66 

62 

3» 

3f 

49 

56-9 

■ "  I  Minimum  ... 

44 

45 

54 

60 

48 

48 

54 

42 

36 

39 

28 

33 

35 

37 

37 

24 

26 

41 

26 

28 

44 

34 

32 

32 

20 

30 

31 

25 

22 

32 

35.9 

HUlsboroll 

. .  )  Maximum  . . . 

68 

72 

74 

80 

70 

72 

64 

64 

58 

56 

48 

50 

62 

60 

67 

52 

62 

68 

58 

67 

65 

59 

51 

48 

51 

67 

61 

43 

39 

53 

60.1 

'  Minimum  — 

45 

38 

45 

60 

51 

60 

48 

49 

43 

39 

39 

26 

.36 

34 

40 

41 

29 

26 

.35 

26 

31 

44 

43 

31 

33 

18 

32 

.52 

23 

21 

27 

37.3 

Kearsarge 

..  )  Maximum  ... 

72 

70 

55 

75 

51 

72 

53 

63 

60 

48 

49 

43 

59 

54 

70 

49 

62 

62 

61 

67 

62 

67 

55 

50 

43 

43 

03 

62 

48 

34 

55 

67.3 

(Minimum.... 

31 

35 

SG 

43 

40 

42 

41 

43 

43 

32 

3S 

26 

31 

29 

32 

34 

23 

28 

40 

18 

31 

40 

31 

33 

30 

14 

20 

35 

18 

18 

30 

32.0 

Keeoe 

(  Maximum  .   . 

70 

73 

58 

83 

81 

75 

60 

67 

61 

.59 

53 

ofi 

66 

62 

68 

59 

63 

55 

62 

66 

63 

69 

59 

53 

49 

48 

?1* 

64 

43 

42 

52 

61.7 

■■  '  Minimum-... 

50 

37 

48 

58 

56 

52 

55 

42 

44 

40 

28 

30 

35 

38 

39 

23 

43 

27 

30 

47 

35 

32 

31 

20 

38 

21 

24 

38 

38-6 

Mdncliester 

)^!;l:<imura... 

67 

70 

59 

67 

68 

58 

61 

57 

56 

50 

62 

61 

62 

66 

51 

56 

57 

58 

60 

65 

62 

60 

51 

46 

45 

67 

62 

42 

46 

62 

58.5 

(Miuimum-... 

52 

44 

50 

.54 

54 

53 

52 

57 

48 

49 

43 

37 

40 

38 

41 

42 

37 

34 

38 

34 

3.5 

49 

43 

37 

3(1 

27 

40 

30 

29 

31 

40 

41-9 

Haghua 

. .  S  Maximum  -  - . 

73 

72 

72 

85 

74 

78 

67 

70 

63 

58 

55 

65 

66 

62 

57 

05 

58 

65 

67 

69 

64 

56 

.50 

,52 

72 

65 

48 

43 

54 

64.1 

(Minimum-.-. 

35 

45 

5.= 

52 

59 

46 

54 

45 

44 

45 

28 

38 

33 

45 

42 

25 

27 

47 

26 

29 

42 

39 

34 

32 

23 

32 

57 

29 

25 

38 

37 

39  0 

Plnkham  Notch 

. .  S  Maximum  . .  ■ 

63 

62 

6:i 

68 

5;i 

67 

59 

64 

51 

47 

44 

41 

55 

57 

65 

52 

52 

63 

53 

59 

fit 

61 

52 

40 

30 

39 

,58 

62 

34 

30 

41 

53.1 

( Minimum -... 

SO 

41 

39 

45 

42 

41 

41 

46 

36 

33 

34 

28 

36 

32 

37 

31 

25 

26 

38 

28 

34 

38 

33 

25 

23 

14 

31 

28 

19 

16 

27 

32. 5 

Plymouth 

yei-mo 
Bennington 

..  j  Maximum  ... 

70 

70 

57 

74 

56 

65 

59 

49 

49 

56 

47 

60 

58 

65 

58 

65 

57 

57 

60 

60 

64 

68 

49 

45 

45 

65 

64 

38 

38 

48 

87.1 

(Minimum-... 

40 

31 

40 

44 

42 

45 

43 

43 

43 

33 

24 

30 

30 

35 

44 

28 

20 

40 

26 

29 

43 

29 

30 

29 

19 

19 

33 

23 

19 

29 

32.9 

.(Maximum--. 
(Minimum.... 

65 
49 

68 
33 

6,5 
44 

74 
61 

11 

75 
62 

71 
49 

72 
53 

57 
37 

53 
40 

53 

41 

55 
29 

63 
31 

61 
35 

63 
3!! 

56 
40 

55 
21 

.58 
27 

55 
47 

65 
23 

62 
32 

63 
46 

56 
34 

50 
26 

48 
34 

50 
18 

66 
38 

05 
40 

42 
17 

44 

20 

50 

40 

60.4 

37.5 

Bloomtield 

..  (Maximum    .. 

63 

64 

61 

65 

65 

67 

57 

61 

53 

48 

49 

43 

58 

57 

61 

57 

53 

62 

57 

60 

59 

62 

53 

42 

38 

38 

58 

62 

3b 

37 

40 

54.5 

(Minimum.... 

41 

34 

35 

32 

38 

47 

39 

50 

39 

31 

36 

26 

38 

33 

36 

21 

24 

37 

22 

27 

40 

29 

27 

11 

25 

3.J 

22 

14 

32 

31-6 

Brattleboro  !1 

. .  j  Maximum  .  •  ■ 

69 

72 

67 

82 

86 

76 

65 

66 

61 

69 

,53 

60 

65 

61 

67 

54 

62 

53 

61 

64 

65 

68 

60 

47 

47 

68 

60 

45 

40 

52 

61.9 

( Minimum -..- 

29 

37 

40 

67 

56 

60 

51 

51 

45 

46 

31 

36 

37 

45 

40 

25 

29 

35 

26 

28 

32 

40 

34 

21 

30 

45 

23 

22 

28 

37-3 

Burlington" 

..  S  Maximum    .. 
(Minimum--.. 

63 
52 

68 
48 

63 
50 

65 
49 

79 
49 

70 

45 

66 
44 

67 
49 

49 

40 

56 

41 

49 
36 

48 
31 

62 

40 

59 
51 

^? 

51 
27 

61 
36 

50 
35 

58 
30 

52 
34 

64 

47 

52 

38 

.35 

39 

26 

41 
19 

02 
44 

60 
28 

31 

24 

40 
24 

40 
32 

56-7 

38.  3 

Cavendish  

(  Maximum  . . . 

71 

58 

78 

73 

77 

68 

65 

67 

58 

.55 

.52 

62 

61 

65 

59 

55 

59 

61 

63 

65 

60 

52 

45 

69 

64 

44 

42 

50 

60.2 

f  Minimum.-.. 

44 

34 

44 

54 

51 

57 

46 

54 

37 

37 

40 

27 

32 

33 

37 

38 

21 

26 

42 

25 

28 

47 

36 

32 

32 

18 

26 

35 

22 

20 

34 

.35.8 

Chel-ei 

..  (Maximum  ... 

72 

5G 

75 

72 

59 

65 

56 

57 

.52 

47 

66 

61 

65 

62 

61 

61 

59 

67 

61 

68 

61 

53 

51 

48 

67 

67 

45 

43 

48 

60.1 

(Minimum-.. 

45 

42 

50 

47 

46 

44 

5(1 

41 

34 

40 

24 

31 

33 

35 

35 

21 

21 

2r, 

40 

31 

30 

15 

24 

30 

24 

19 

31 

33.2 

Cornwall   

. .  (  Maximum  .  -  - 

72 

77 

6.8 

73 

83 

79 

65 

64 

56 

60 

52 

49 

67 

61 

61 

57 

56 

59 

49 

63 

.57 

69 

62 

44 

44 

59 

62 

36 

39 

45 

59.8 

(Minimum.... 

44 

53 

55 

52 

44 

45 

54 

44 

40 

42 

32 

35 

47 

44 

40 

28 

34 

43 

35 

47 

43 

34 

IK 

26 

34 

22 

26 

35 

38.7 

Ctaftsbory  Com 

..(Maximum... 

61 

C,H 

57 

68 

70 

70 

67 

.50 

50 

44 

42 

57 

56 

.57 

53 

52 

57 

54 

57 

53 

60 

.52 

41 

34 

37 

57 

60 

32 

,36 

40 

52.9 

'Minimum-... 

41 

44 

44 

52 

42 

45 

41 

49 

36 

35 

,34 

30 

39 

43 

44 

34 

24 

32 

37 

36 

40 

35 

26 

14 

31 

29 

18 

17 

32 

34.9 

Dorset 

. .  (  Maximum  .  ■  ■ 

64 

611 

66 

76 

81 

70 

70 

71 

5:-. 

46 

53 

61 

60 

60 

53 

52 

60 

52 

57 

60 

62 

,54 

45 

39 

42 

62 

62 

35 

42 

47 

67.6 

(Minimum  ... 

44 

33 

45 

,52 

53 

40 

45 

40 

32 

31 

27 

29 

34 

34 

39 

19 

26 

31 

22 

29 

34 

38 

30 

33 

14 

32 

31 

24 

19 

31 

33.5 

Euosburx  Falls 

. .  (  Maximum  - .  - 

11 

67 

65 

69 

76 

76 

64 

49 

48 

50 

49 

68 

70 

58 

70 

50 

60 

52 

61 

61 

49 

47 

49 

63 

63 

37 

40 

42 

58.6 

(Minimum-... 

41 

44 

38 

41 

50 

43 

40 

40 

37 

35 

26 

38 

37 

.39 

37 

19 

28 

30 

25 

38 

31 

.33 

31 

30 

14 

38 

28 

19 

24 

;:o 

33.8 

.c  Jl 

(  Maximum  -  -. 

63 

63 

62 

66 

70 

64 

56 

50 

48 

44 

58 

58 

58 

48 

52 

61 

50 

53 

60 

51 

40 

34 

38 

61 

60 

32 

36 

37 

5.3.6 

(Minimum---. 

42 

41 

54 

.50 

43 

46 

45 

42 

38 

;i0 

30 

43 

46 

30 

24 

35 

31 

34 

42 

33 

31 

20 

16 

32 

24 

19 

18 

30 

34.6 

I>ldi 

..  (Maximum... 

67 

69 

70 

70 

80 

61 

71 

49 

55 

45 

46 

61 

62 

62 

53 

.52 

58 

53 

55 

65 

57 

45 

30 

42 

67 

67 

35 

36 

47 

66.9 

(Minimum-... 

45 

39 

43 

58 

47 

48 

47 

35 

36 

29 

28 

38 

38 

35 

24 

26 

29 

25 

30 

41 

36 

32 

25 

16 

41 

27 

23 

21 

30 

34.6 

Botland 

..  j  Maximum... 

70 

72 

68 

75 

82 

80 

61 

63 

57 

57 

55 

57 

66 

62 

65 

59 

52 

60 

55 

61 

62 

66 

57 

48 

42 

67 

62 

46 

42 

47 

60.0 

(Minimum.... 

42 

JO 

40 

57 

55 

59 

65 

43 

40 

43 

31 

36 

41 

45 

J!! 

^ 

30 

46 

_!! 

34 

48 

_^ 

29 

36 

J9 

30 

45 

^ 

_!! 

38 

39.2 

I  page  5S  for  explanation  of  reference  mai  fee 
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62 

CLIMATOLOGICAL 

DATA:  NEW 

ENGLAND 

SECTION 

October, 

194 

Daily  Temperature  for  October,  1941,     (Continued) 

Station 

s 

Day 

of  month 

1 

2 

4 

5 

6 

JL 

8 

9 

10 

11 

12 

ii 

14 

15 

16 

^ 

18 

J!. 

^ 

21 

ii. 

^ 

24 

25 

^ 

27 

Ji 

29 

30 

„ 

Ventio 
St.  Albans 

nt 
.  S  Maximum... 

63 

68 

61 

65 

77 

7.'i 

67 

"I 

55 

52 

48 

46 

63 

58 

60 

57 

55 

58 

51 

60 

53 

65 

58 

43 

40 

42 

59 

61 

35 

42 

«.. 

(Minimum  ... 

43 

48 

54 

54 

51 

47 

43 

52 

40 

40 

39 

35 

40 

50 

50 

38 

29 

41 

35 

37 

42 

45 

38 

32 

30 

20 

37 

32 

22 

25 

32     .39- 

St.  Johnsbury  .... 

i  Maximum... 

66 

68,     64 

68 

641     69 

56 

58 

55 

50 

51 

44 

60 

56 

62 

58 

55 

59 

55 

63 

57 

60 

44 

39 

39 

60 

62 

37 

37 

43     55. 

(Minimum-... 

45 

41 

39 

53 

44 

51 

41 

49 

41 

36 

37 

2i 

39 

34 

38 

38 

23     26 

41 

26 

29 

42 

32 

32 

32 

16 

34 

34 

24 

19 

33     35- 

Someisetll 

\  Maxinmm... 

57 

61 

64 

64 

71 

80 

68 

66 

55 

56 

51 

45 

50 

59 

56 

65 

461     6( 

,52 

55 

60 

58 

6( 

52 

41 

36 

49 

53 

40 

42     55. 

(  Minimum-... 

26 

31|     38 

48 

51 

59 

46 

48 

37 

35 

28 

30 

40 

23 

26 

38 

23 

25 

37 

42 

29 

14 

23 

48 

19 

19 

26l     33. 

Wootlstock 

j  .Maximum  ... 

70 

69 

55 

78 

72 

59 

63 

56 

55 

57 

46 

62 

61 

64 

57 

58 

55 

69 

63 

65 

57 

4t 

47 

45 

69 

66 

66 

50 

54. 

■  (  Minimum  .. - 

43 

34 

44 

54 

4b 

53 

46 

51 

42 

30 

39 

26 

30 

33 

36 

85 

20 

24 

39 

25 

27 

44 

35 

32 

16 

26 

36 

22 

20 

33 

34. 

Uassachii  setts 

Amherst 

.jMa-ximum... 

70 

73 

67 

82 

88 

77 

60 

68 

65 

60 

54 

64 

69 

67 

69 

56 

65'    58 

63 

67 

70 

70 

61 

64 

47 

50 

69 

64 

47 

41 

54 

63. 

(  Minimum.... 

51 

41 

49 

62 

59 

58 

53 

60 

41 

46 

38 

37 

41 

41 

48 

28      28 

44 

82 

35 

46 

43 

34 

35 

26 

44 

33 

24 

29 

38     41- 

Blue  nill 

J  Maximum  ... 

73 

72 

65 

84 

79 

60 

71 

60 

57 

52 

64 

63 

63 

73 

61 

57      58 

01 

63 

68 

63 

52 

48 

45 

65 

45 

43 

49     62. 

■  (Minimum-... 

51 

50 

52 

64 

5b 

52 

49 

57 

46 

46 

41 

36 

43 

64 

42 

32      44 

39 

43 

48 

47 

-33 

36 

25 

35 

41 

28 

33 

41      43. 

.  j  Maximum  .•• 
(  Minimum ■•.. 

73 
59 

74 
53 

70 
55 

84 
64 

82 

79 
55 

68 
55 

72 
58 

60 
51 

61 

50 

54 

4h 

66 
42 

67 

47 

67 
60 

7-) 

4^3 

59     61 
38     46 

i 

66 

42 

70 
47 

69 
51 

66 
46 

56 
38 

50 
40 

49 
29 

71 
43 

% 

48 
32 

47 
33 

52     64. 
46     47- 

Brockton 

\  Maximum  . .. 

77 

761     68 

85 

82 

82 

63 

74 

66 

61 

66 

68 

68 

74 

67 

64     62 

63 

67 

76 

70 

68 

62 

53 

50 

70 

69 

52 

47 

50!    66- 

■■(Minimum-... 

54 

48 

52 

62 

59 

63 

49 

58 

49 

46 

47 

35 

45 

48 

56 

49 

33     40 

51 

39 

41 

50 

45 

35 

38 

28 

35 

52 

30 

43i    45. 

Clinton 

i  Maximum  ... 

71 

73 

72 

81 

84 

78 

70 

72 

62 

59 

5.=; 

64 

65 

66 

70 

.59 

60     51 

63 

64 

68 

67 

63 

53 

51 

56 

69 

63 

59 

49 

52     64. 

(  Minimum.... 

54 

46 

50 

56 

5S 

51 

57 

46 

47 

43 

3f 

44 

47 

55 

46 

34     39 

49 

35 

43 

45 

50 

33 

37 

26 

59 

28 

28 

i9     44. 

Concord 

)  Maximum  . .. 

78 

75|     69 

83 

87 

8C 

72 

64 

59 

55 

68 

65 

06 

74 

57 

65l     60 

6-) 

67 

70 

70 

64 

55 

50 

49 

72 

67 

51 

45 

54     65. 

■  /  Minimum-... 

50 

38'     47 

62 

56 

52 

4S 

56 

46 

47 

37 

31 

37 

42 

50 

29 

241     3S 

36 

28 

33 

44 

44 

30 

35 

26 

40 

34 

30 

26 

39     39. 

East  Warehamll 

.  S  Maximum  ... 

82 

73 

70 

86 

76 

72 

78 

73 

62 

58 

64 

65 

72 

62 

581     61 

61 

60 

67 

66 

58 

.53 

62 

68 

65 

64 

53 

53     66. 

(  Minimum  — 

f 

43!    48 

58 

57 

63 

48 

51 

43 

45 

48 

31 

43 

49 

56 

47 

27;    36 

64 

33 

48 

49 

33 

36 

27 

38 

54 

30 

29 

38     43. 

Fall  River 

j  Maximum  ... 

74 

72 

79 

83 

84 

68 

75 

66 

61 

58 

64 

68 

66 

71 

65 

60[     59 

65 

63 

68 

68 

64 

56 

52 

49 

68 

66 

5C 

49 

531    65.. 

(  Minimum- ■■ 

55 

54 

57 

64 

66 

49 

48 

52 

45 

48 

44 

39 

44 

4b 

56 

43 

33!     45 

44 

38 

47 

46 

46 

36 

38 

28 

38 

30 

411    44 

Fitchburg 

.  i  Maximum  ... 

72 

75 

57 

85 

80 

60 

70 

58 

54 

6(' 

69 

65 

70 

61 

69]     58 

65 

71 

72 

63 

54 

50 

50 

67 

54 

40 

56i     64. 

(  Minimum  — 

52 

41 

49 

56 

5S 

58 

58 

57 

44 

45 

42 

3( 

41 

38 

48 

41 

25      31 

47 

32 

37 

46 

44 

34 

36 

23 

33 

40 

27 

25 

40     41. 

Kramingham 

j  Maxiinuin  . 

74 

74 

72 

83 

86 

84 

6-i 

72 

65 

61 

67 

66 

64 

65 

71 

66 

60      60 

63 

63 

71 

69 

67 

62 

52 

47 

70 

68 

53 

47 

52 

66. 

■  (Minimum.... 

53 

43 

49 

57 

5H 

49 

58 

47 

47 

42 

34 

41 

41 

51 

47 

30     34 

51 

31 

40 

46 

44 

35 

26 

35 

52 

29 

41 

43. 

Gloucester 

(  Maximum  . .. 

72 

64 

58 

80 

66 

72 

56 

69 

60 

56 

52 

60 

59 

58 

6S 

49'     56 

60 

56 

60 

62 

48 

42 

65 

64 

44 

46 

48 

58. 

■  1  Minimum.... 

51 

44 

49 

53 

54 

54 

48 

55 

47 

48 

42 

35 

44 

48 

53 

46 

34 

38 

46 

35 

41 

46 

4-5 

35 

35 

27 

40 

40 

31 

29 

44 

43. 

Haverhill 

'  i  Minimum---- 

78 
54 

79 
48 

73 
51 

86 
56 

81 
54 

75 
61 

62 
52 

70 
58 

64 
49 

59 
45 

65 
38 

65 
46 

70 
46 

73 
50 

49 

61 

36 

61 
38 

64 
50 

66 
38 

42 

68 
49 

49 

64 

37 

50 
40 

47 
28 

11 

71 
47 

49 
32 

46 
32 

53 
44 

65. 
45. 

Ilvannis 

'  (  Minimum- ■- 

73 
57 

G& 
51 

67 

55 

59 

73 
59 

80 
56 

62 
51 

76 
62 

60 

61 

5t< 
46 

63 
39 

60 
52 

62 
51 

67 

58 

45 

46 

69 
45 

57 
45 

59 
42 

64 
50 

62 
51 

63 
64 

62 

53 
42 

43 
34 

61 

41 

62 
51 

51 
35 

t 

54 
40 

61. 
47. 

Lake  Cochituate 

Maximum  ... 

68 

71 

70 

80 

84 

80 

62 

62 

61 

58 

67 

65 

63 

62 

61 

60 

69 

64 

72 

69 

67 

60 

60 

48 

67 

66 

53 

45 

51 1    63. 

(Minimum-... 

53 

37 

39 

54 

46 

57 

46 

.57 

41 

47 

43 

29 

37 

36 

45 

44 

24     .30 

42 

26 

32 

41 

38 

29 

32 

24 

33 

51 

28 

25 

40     38. 

I  awrence 

(  Maximum  . .. 

71 

75 

60 

83 

73 

76 

71 

61 

58 

52 

64 

65 

66 

71 

57 

63      59 

68 

66 

69 

68 

63 

55 

49 

47 

71 

47 

46 

53     62. 



■  (Minimum-... 

52 

45 

51 

59 

56 

54 

57 

49 

44 

34 

44 

43 

52 

41 

33     34 

4.S 

35 

37 

46 

44 

34 

37 

37 

29 

30 

41      42. 

Lowell 

)  Maximum  . . . 

73 

69 

83 

74 

79 

09 

64 

58 

51 

6J 

65 

62 

68 

% 

62     55 

64 

65 

66 

67 

62 

53 

47 

49 

68 

50 

45 

52     62.' 

(  Minimum-. 

58 

47 

50 

57 

57 

62 

52 

56 

49 

49 

45 

37 

44 

45 

51 

33I     36 

49 

35 

40 

47 

48 

36 

38 

27 

38 

50 

30 

31 

42     44. 

Nantucket ' 

.  t  Maximum  . . . 

69 

70 

66 

73 

73 

82 

66 

76 

58 

61 

58 

62 

59 

64 

67 

61 

541     60 

60 

61 

60 

56 

56 

48 

66 

62 

47 

51 

56|     62-: 

(Minimum     -- 

60 

56 

54 

64 

59 

53 

51 

58 

47 

47 

49 

43 

49 

51 

59 

48 

43 

45 

48 

49 

55 

52 

49 

42 

44 

38 

48 

43 

39 

39 

461     49.; 
54!     65.. 

471     49. 

New  Bedford 

.  (  Maximum.. - 
(  -Minimum  — 

80 
61 

72 
56 

59 

86 
68 

79 
65 

85 
57 

1 

80 
59 

T. 

61 
53 

57 
45 

64 
42 

67 
49 

65 
53 

70 
58 

63 
43 

62 
39 

59 

49 

67 
46 

64 
42 

67 

6n 

70 
50 

63 
48 

67 
40 

54 
43 

50 
33 

67 
49 

64 
39 

52 
34 

52 
38 

ritcsfieldil 

i  Maximum  -  -  ■ 

66 

68 

68 

75 

S-'i 

71 

65 

58 

57 

56 

61 

61 

62 

50 

57 

58 

57 

59 

61 

65 

50 

41 

53 

64 

47 

41 

4H 

52     58  • 

•  !  Minimum  ... 

36 

42 

47 

53 

59 

61 

52 

52 

44 

47 

40 

36 

39 

39 

46 

45 

34 

35 

40 

30 

34 

42 

42 

33 

35 

26 

36 

47 

25 

29 

34 

40 

Plymouth 

(  Maximum  . . . 

80 

72 

85 

83 

81 

63 

75 

64 

60 

60 

67 

58 

65 

75 

66 

53 

62 

61 

64 

70 

64 

65 

63 

54 

45 

70 

66 

52 

48 

51 

64 

(  Minimum---- 

54 

46 

54 

64 

56 

58 

47 

61 

48 

48 

43 

35 

46 

47 

58 

48 

31 

42 

52 

35 

45 

49 

47 

33 

37 

28 

51 

31 

46 

45.' 

Provincetown 

)  Maximum  .  •  • 

74 

68 

63 

82 

75 

75 

61 

75 

64 

1  Minimum 

Maximum  . . . 

55 
73 

to 

74 

56 
73 

84 

60 

s 

57 
72 

52 
66 

.... 

"" 

:::::::: 

Springfield 

63 

62 

"66 

■76 

"69 

"68 

"65 

"6.5 

"ei 

"67 

"66 

■73 

72 

"69 

"62 

"44 

"si 

71 

67 

"55 

"48 

"54 

"m.: 

(  Minimum--.. 

55 

46 

53 

60 

61 

60 

54 

58 

48 

52 

44 

39 

45 

44 

51 

49 

35     41 

52 

34 

40 

.5'? 

43 

35 

38 

28 

41 

53 

31 

41 

45.' 

gtockbridge 

S  Maximum  . .  - 

72 

70 

69 

80 

87 

76 

64 

62 

56 

.57 

63 

62 

65 

51 

50      67 

61 

62 

66 

65 

58 

54 

48 

60 

65 

65 

45 

53 

61-: 

■  (  Minimum-... 

51 

37 

43 

61 

54 

57 

50 

52 

42 

41 

37 

30 

34 

34 

40 

39 

28     29 

41 

24 

31 

42 

32 

30 

34 

24 

42 

32 

25 

44 

38- 

fj 

(  Maximum  -  . . 
•  i  Minimum... - 

73 
54 

a 

62 
49 

g 

72 
57 

78 
51 

It 

70 

s 

58 
45 

56 

41 

37 

64 
39 

46 

70 
52 

60 
.35 

62      56 
31      40 

62 
40 

55 
35 

65 
41 

11 

% 

It 

52 
34 

46 
25 

65 
40 

63 
31 

28 

47 
30 

.52     61-1 
4l!    41.! 

'-I          

Taunton 

.  S  Maximum  . . . 

76 

72 

66 

83 

82 

82 

63 

74 

63 

56 

65 

67 

64 

73 

64 

61  i     60 

63 

65 

68 

69 

64 

61 

51 

48 

69 

68 

51 

47 

51}     64. 

(  Minimum -... 

53 

38 

46 

65 

56 

60 

46 

62 

40 

45 

43 

28 

35 

53 

48 

22      31 
63     66 

49 

28 

32 

41 

45 

32 

30 

25 

30 

51 

27 

27 

44     41.; 

West  Commington  . 

.  (  Maximum  . 

67 

59 

77 

84 

77 

63 

65 

61 

57 

51 

60 

64 

62 

62 

54 

60 

62 

67 

64 

69 

50 

45 

47 

64 

57 

47 

39 

51      60. 

(  Minimum---. 

49 

33 

42 

55 

52 

63 

49 

-52 

40 

41 

38 

29 

32 

31 

38 

25     28 

46 

22 

28 

45 

36 

30 

28 

20 

30 

40 

20 

28 

36     36.' 

Westfleld  || 

S  Maximum  .  -  - 
■  (Minimum--.. 

74 
41 

44 

5! 

84 
55 

90 
60 

81 
64 

76 
55 

75 
58 

67 
45 

Hi 

66 
45 

67 

42 

70 

70 
47 

SJ 

72|     62 
32 1    36 

g 

31 

73 
36 

69 
46 

68 
38 

67 
37 

55 
35 

60 
27 

72 
39 

67 
58 

61 
22 

45 
31 

54     67.' 
36     42.. 

Williamstown 

J  Maximum  .  -  - 

64 

7.i 

83 

72 

75 

62 

59 

54 

55 

61 

61 

62 

56 

55i     57 

55 

58 

62 

61 

57 

50 

50 

47 

65 

64 

37 

44 

51'    59. 

'  )  Minimum-... 

54 

41 

50 

63 

60 

60 

55 

43 

46 

43 

40 

38 

41 

47 

43 

29      34 

44 

29 

36 

47 

38 

32 

38 

25 

44 

36 

26 

28 

42i    42. 

Worcester 

(Maximum... 

72 

72 

62 

81 

79 

60 

69 

66 

58 

55 

65 

68 

64 

67 

59 

66     67 

65 

65 

70 

70 

54 

46 

49 

70 

65 

50 

42 

52     63. 

(Minimum.... 

52 

40 

47 

62 

57 

60 

50 

56 

42 

46 

41 

34 

39 

40 

53 

39 

25     33 

44 

29 

39 

46 

44 

32 

35 

22 

34 

38 

28 

28 

41 

41. 

Rhode  Mnnd 

Block  Island' 

S  Maximum  • .  • 

73 

67 

67 

76 

73 

79 

68 

71 

60 

62 

57 

63 

60 

65 

68 

60 

561     61 

62 

58 

63 

54 

63 

65 

55 

52 

66 

62 

47 

53 

55 

62. 

(  Minimum... 

59 

56 

55 

64 

64 

57 

56 

56 

52 

53 

48 

48 

51 

54 

58 

47 

45|    49 

48 

47 

53 

•18 

41 

43 

37 

52 

41 

36 

44 

471     50. 

„.        . 

S  Maximum  . .  - 
•  i  Minimum.... 

80 
66 

1 

66 
47 

82 
65 

77 
59 

It 

66 
52 

2 

65 

40 

61 

47 

60 
43 

63 
30 

64 
42 

66 

48 

68 
55 

It 

591     59 

24I    31 

66 
53 

64 
32 

67 
37 

67 
49 

64 
37 

34 

53 
37 

49 
23 

s 

66 
53 

54 
29 

49 
32 

54!    64. 
44     43. 

ivingsion 

Portsmouth 

S  Maximum  . .  - 

79 

74 

67 

86 

78 

f. 

65 

79 

67 

62 

59 

64 

66 

73 

67 

60|     60 

66 

63 

70 

68 

64 

64 

56 

50 

67 

67 

56 

49 

53 

66.; 

"  (  Minimum.... 

55 

47 

54 

63 

61 

50 

53 

47 

48 

43 

37 

45 

50 

57 

45 

32     42 

49 

36 

44 

47 

48 

35 

38 

29 

39 

49 

30 

33 

44 

45. 

Providence ' 

.  i  Maximum  . .  • 

77 

74 

69 

85 

85 

84 

76 

65 

62 

57 

66 

70 

66 

73 

61 

63'     61 

66 

66 

72 

71 

66 

57 

51 

50 

70 

68 

60 

49 

,54 

66. 1 

(  Minimum.... 

60 

51 

55 

64 

55 

53 

66 

60 

51 

41 

40 

48 

49 

57 

42 

35     46 

45 

39 

46 

50 

45 

37 

40 

31 

46 

37 

32 

33 

45 

46.! 

Comtert 

kid 

1 

Bridgeport 

\  Maximum  .  -  - 

80 

75 

68 

85 

87 

86 

66 

75 

66 

63 

59 

65 

66 

69 

70 

62 

60 

60 

68 

64 

69 

64 

58 

52 

52 

70 

65 

53 

54 

57 

66. 

■  (  Minimum-... 

60 

46 

55 

66 

63 

66 

57 

57 

44 

42 

43 

43 

51 

40 

30 

41 

52 

39 

43 

44 

41 

33 

37 

30 

48 

40 

30 

35 

47 

45.1 

Cream  Hill 

)  Maximum  - . . 

71 

74 

60 

80 

86 

81 

66 

69 

64 

58 

53 

61 

67 

62 

62 

.50 

61 

56 

61 

61 

67 

54 

53 

47 

50 

63 

61 

46 

44 

46 

61.' 

■  ■  f  Minimum  -  - . 

5C 

45 

5( 

59 

61 

60 

51 

54 

41 

43 

39 

34 

39 

45 

46 

41 

32 

42 

46 

32 

43 

43 

30 

32 

24 

38 

36 

26 

29 

41 

41,1 

Danbury 

)  Maximum  ... 

79 

75 

83 

90 

85 

71 

73 

65 

6a 

5b 

64 

fiC 

67 

67 

69 

63 

58 

64 

65 

68 

63 

57 

52 

54 

69 

64 

48 

50 

54;    65., 

'  (  Minimum---. 

55 

3. 

4'! 

61 

56 

68 

55 

5- 

40 

42 

2b 

32 

35 

.52 

3S 

26 

51 

26 

38 

46 

51 

27 

31 

24 

35 

45 

24 

27 

421  "41. 1 

Hartford' 

j  Maximum.. - 

79 

70 

84 

88 

83 

63 

75 

06 

62 

68 

66 

67 

67 

70 

59 

61 

"ei 

67 

67 

72 

70 

64 

58 

52 

53 

72 

64 

50 

50 

53;    66., 

■  (  Minimum---. 

54 

4' 

54 

62 

62 

58 

56 

55 

46 

46 

39 

37 

45 

42 

5C 

40 

29 

40 

39 

37 

42 

41 

36 

39 

33 

41 

35 

32 

33 

46     43. 

Mt.  Carmel 

(  Maximum  ... 

80 

77 

67 

83 

86 

87 

63 

74 

6b 

62 

44 

57 

63 

70 

66 

58 

60 

5b 

68 

65 

70 

70 

62 

57 

53 

52 

70 

63 

52 

50 

53I    65-! 

••  (Minimum  ... 

49 

42 

50 

62 

61 

57 

54 

54 

44 

33 

31 

4a 

46 

39 

26 

3! 

43 

35 

37 

43 

37 

35 

31 

26 

50 

35 

26 

30 

44|     41.; 

New  Haven  ' 

(  Maximum  . . . 

80 

74 

84 

85 

87 

75 

64 

69 

65 

68 

71 

69 

69 

62 

68 

63 

68 

65 

57 

52 

53 

69 

64 

63 

54 

5b!    66.1 

■■  (  Minimum--.. 

59 

52 

5i 

67 

60 

5S 

58 

51 

51 

47 

43 

50 

49 

52 

44 

38 

47 

48 

41 

50 

52 

47 

39 

40 

36 

63 

36 

34 

35 

47 

48.J 

)  Maximum  - . . 

New  London  

(  Minimum. . . . 

■■■■|  •■T"' 

••■•]•••• 

.... 

■■■"!■■■" 

Norwalk 

Maximum  ... 
•  (Minimum.... 

82 
60 

75 
40 

64 

52 

"85 

63 

"96 

62 

"89 
62 

73 

59 

76 
62 

4'i 

"63 

50 

"ei 

45 

"66 
32 

"69 
38 

37 

"76 
56 

63 

37 

2f 

"ei 
34 

"69 

30 

"i 

40 

"72 
42 

"64 
36 

"ei 

30 

"55 
36 

"56 
26 

"71 

"C5 

48 

"55 

27 

"55 

30 

"57 

"67.^ 

42,     12, 

Putnam 

\  Maximum  ... 

75 

73 

61 

86 

80 

64 

73 

64 

60 

56 

65 

68 

65 

71 

63 

59 

63 

65 

71 

70 

64 

56 

49 

49 

70 

66 

49 

45 

52     64.; 

■■  (  Minimum.... 

52 

39 

46 

62 

55 

67 

48 

58 

39 

45 

42 

31 

41 

B! 

52 

46 

22 

31 

44 

29 

32 

38 

34 

34 

25 

37 

49 

27 

26 

41     41., 

Salisbury 

S  Maximum  . . . 

72 

75 

65 

79 

88 

81 

67 

70 

57 

56 

61 

66 

64 

67 

62 

57 

61 

61 

67 

65 

56 

.53 

46 

54 

66 

62 

47 

4£ 

51     62.: 

•  (Minimum.... 

49 

46 

58 

55 

50 

51 

3f 

38 

29 

3" 

39 

271    34 

42 

26 

34 

40 

36 

28 

21 

37 

2-2 

40     37.' 

^       , 

S  Maximum  .  • . 

74 

72 

62 

78 

85 

78 

75 

58 

57 

64 

6^ 

68 

6£ 

60I    61 

62 

69 

67 

64 

59 

6C 

48 

69 

65 

50 

4b 

52,    63; 

■    (Minimum.... 

53 

46 

48 

60 

58 

68 

51 

5C 

4? 

46 

42 

34 

42 

36 

64 

44 

24)    32 

52 

3J 

40 

38 

37 

3' 

32 

23 

38 

48 

27 

30 

41|    42. 

Waterbury 

(Maximum... 

80 

77 

6f 

85 

90 

87 

73 

76 

70 

64 

59 

66 

73 

63 

71 

62 

67 

59 

75 

71 

70 

64 

53 

55 

70 

62 

56 

51 

56     67, 

(  Minimum.... 

56 

41 

51 

64 

60 

67 

55 

59 

45 

4i 

42 

32 

32 

39 

54 

38 

29 

36 

33 

32 

3< 

43 

35 

3' 

35 

28 

40 

40 

30 

3' 

44     42. 

Westbrook 

(  Maximum  ..- 

78 

73 

62 

84 

82 

88 

75 

78 

73 

61 

67 

69 

66 

72 

65 

60 

,11 

64 

7C 

6e 

oi 

57 

52 

68 

56 

51 

65     67; 

(  Minimum  — 

57 

36 

47 

_^ 

59 

61 

53 

62 

_!! 

44 

_^ 

L^ 

42 

34 

_! 

30 

29 

36 

43 

35 

l!! 

34 

24 

45 

51 

_! 

30 

46   Ml' 

:"" 

See  page  58  for  explanation  of  reft 
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RtMITTANri 

KICE:   5  CENTS   A   COIT 
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25  CKSTS  A  year;    (not  STA5IPS). 

■ENDKNT  or  Documents,  Washington,  D. 

c. 

Vol.  LIII. 

Boston, 

Mass. 

.   NOVI'IMBER, 

1941. 

No 

11. 

GENERAL  SUMMARY 

cipitation  in  New  England  during  November,  1941,  aver- 

.  approximately  85  percent  of  normal,  and  the  montli  was 

10th  of   tlie  first  11    of    1941  with  deficient  precipitation. 

1  lerate  to  heavy  rains  occurred  during  the    first    ten  days, 

u'ing  temporary  relief  to  ground  water  supplies  and  stream 

The  following  two  decades  were  distinctly  dry,  and  by 

,d  of  the  month  conditions  had  again  reached  the  critical 

Following  is  an  excei{)t  from  tlie  (rcological  Siirvct/  ro- 

1  the  mouth:  "Records  of  ground  water  wells  in  Massa- 

its  indicate  that  the  ground  water  table  started  to  rise  near 

■  iirst  of   November,  but  at  the  close  of   the  month  it  was 

^  'ically  stationary.     At  its  low  point,  it  was  not  so  low  as  in 

■nil  of  1939.     la  the  northern  portion  of  the  district,  the 

id  was  frozen  at  the  end  of  (he  month  and  many  of  the 

•;i^  were  frozen  over  creating  backwater  conditions.     With- 

.  iu.?nally  favorable  conditions,  ground  water  elevations  and 

11  discharges  will  be  abnormally  low  during  the  coming 

r."     The  jnonth  was  relatively  warm  in  all  portions  of  the 

n.     At    Boston,  Massachusetts  there  have  been  but    two 

;.M-  Novembers  (1927  and  1931)  since  1871.     At  the  close 

1.^  month,  there  was  a  snow  cover  over  interior  Maine  and 

ine  northern  portions  of   New  Hampshire  and  Vermont, 

:-iiig  in  depth  from  a  trace  to  about  3  inches.  e.s. 


TEMPERATURE 


he  average  monthly  temperature  for  the  Section,  based  on 

records.  wa.s  40.7°,  which  is  2.7°  above  the  mean  for  the 

')i  years.     The  average  temperature  for  the  northern  divi- 

was  37.4°;  for  the  southern  division,  44.5°.     The  highest 

ithly  mean  was  48.8°  at  New  Bedford,  Mass.  and  Block  Is- 

1,  R.  I.;  the  lowest  was  29.4°  at  Caribou,  Me.     The  highest 

".(led  was  78°  at  Adams,  Mass.  on  the  19th;  the  lowest  was 

•it  Caribou,  Me.  and  Greenville,  Me.  on  the  30th.      The 

■  v-t  monthly  range  was  73°  at  Enosburg  Falls,  Vt. ;  the  least 

29°  at  Nantucket,  Mass.     The  greatest  daily  range  was  51° 

idams,  Mass.  on  the  19th. 


PRECIPITATION 

Tiie  average  monthly  precipitation  for  the  Section,  based  on 
records,  was  2.94  inches,  which  is  0.51  inch  below  the 
I  for  the  past  54  years.  The  average  precipitation  for  the 
.orthern  division  was  2.93  inches;  for  the  southern  division, 
i^i.')  inches.  The  greatest  monthly  amount  reported  was  5.57 
nches  at  Rockland,  Me.;  the  least  was  1.16  inches  at  Province- 
own,  Mass.  The  greatest  amount  in  24  hours  was  3.75  inches 
it  Rockland,  Me.  on  the  1— 2d.  The  average  number  of  days 
vith  .01  inch  or  more  of  precipitation  was  9,  which  is  1  below 
lie  mean  for  the  past  54  years. 

The  average  snowfall  for  the  northern  division,  based  on  92 
ecords,  was  2.7  inches;  for  the  southern  division,  based  on  95 
■coords,  0.1  inch;  for  the  Section,  based  on  187  records,  1.4 
nches,  which  is  3.2  inches  below  the  mean  for  the  past  54  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  122  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  10. G  miles  an  hour,  which  is  0.9  mile  an  Jiour 
below  the  mean. 

The  .sunshine,  based  on  the  records  at  13  stations,  averaged 
57  percent  of  the  possible  amount,  which  is  13  percent  above 
the  mean. 

The  cloudiness  was  below  the  mean.  The  average  for  the 
Section,  based  on  135  records,  was  11  clear,  9  partly  cloudy, 
and  10  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  7G  percent,  which  is 
the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  M^tssachusetts,  Rhode  Island,  and  Connecticut.) 


Tempo 

rature 

Precipitation 

No 
Ne 

of* 
WE 

a.vf  (all 

North 

South 

North      1      SoiUh 

iglaiKl) 

^ 

Year 

.S 

•2 

■Su 

5 

f 

^ 

n 

^ 

■M 

S 

2^ 

'5.U 

Z 

^ 

f 

i 

? 

Z 

g 

■3 

S 

g 

m° 

a 

t 

1 

^ 

3 

- 

S 

X 

^ 

& 

^ 

CLi 

^ 

£0 

6 

£ 

1888 

36.4 

78 

-  9 

41.5 

80 

, 

5.51 

6.0 

6.83 

4.0 

14 

9 

7 

14 

1889 

88.2 

68 

-  3 

42.  9 

B7 

8 

5.27 

5.0 

6.43 

0.0 

14 

8 

8 

M 

1890 

34.0 

6b 

39.6 

71 

5 

2.13 

0.1 

1.  17 

0.0 

8 

10 

11 

9 

1891 

H5. 3 

67 

-14 

39.3 

63 

-  3 

2.57 

2.5 

2.77 

0.0 

10 

8 

11 

1892 

31.fi 

70 

39.6 

76 

3.97 

8  3 

5.62 

14 

8 

Ifi 

1H93 

34.2 

64 

—   1 

39.7 

72 

4 

1.79 

4.8 

2.35 

0.8 

7 

10 

10 

10 

1894 

30.  7 

03 

—  8 

36  2 

69 

5.05 

10.  -•> 

4.13 

7.2 

15 

11 

7 

12 

1895 

37.1 

74 

—  3 

42.8 

7H 

10 

5.75 

5  9 

3.58 

T. 

15 

g 

7 

1ft 

1896 

37.7 

72 

-11 

44.5 

74 

3.44 

4  ft 

3.08 

3.0 

12 

7 

8 

15 

1897 

33.  6 

ti7 

—  3 

40.5 

68 

1 

5.64 

8.4 

6.92 

6.6 

14 

7 

8 

15 

1898 

35.  4 

64 

_  3 

39.8 

67 

8 

4.29 

17  7 

fi.82 

19.0 

11 

10 

14 

IS99 

34.3 

70 

—  5 

39.9 

71 

12 

2.30 

4  7 

2.00 

0.9 

6 

10 

7 

13 

1000 

37.1 

72 

—  1 

43.3 

74 

9 

5.79 

10  4 

5.20 

1.6 

12 

1,7 

1901 

30. 1 

—  9 

35.4 

68 

2 

2.  09 

11,2 

2.32 

1.8 

7 

9 

13 

1902 

39.  0 

68 

—  1 

44.9 

71 

1.31 

2.8 

1.2G 

0.8 

V 

10 

12 

1903 

32.  5 

77 

—  9 

37.7 

78 

1.77 

5.9 

2.23 

2.0 

7 

1ft 

9 

1904 

29.  3 

62 

-10 

30.9 

67 

0 

1.41 

8.7  1  1.87 

3.0 

5 

13 

10 

1U05 

33.  1 

69 

—  6 

38.9 

68 

4 

2.95 

5  3 

2.  .30 

0.1 

K 

13 

10 

1906 

34,0 

64 

39.7 

VO 

10 

2.5s 

13  3 

2.54 

3.8 

9 

10 

13 

1U07 

34.6 

69 

411.5 

67 

12 

4  09 

4   1 

5.81 

1.0 

10 

10 

13 

1908 

3,').  2 

64 

—  4 

40.5 

69 

1.31 

ft.'/ 

1.05 

1.0 

8 

12 

11 

1909 

38.6 

75 

44. 0 

12 

2.88 

4.2 

3.05 

2.1 

9 

11 

11 

1910 

31.  5 

63 

38  6 

64 

9 

2.44 

8.7 

4.18 

3.8 

9 

8 

13 

1911 

34.1 

68 

39.2 

71 

10 

3.20 

7.V 

4.93 

1.6 

11 

10 

11 

1912 

36.  5 

70 

42.  5 

76 

9 

3.  .50 

5.0  i  3,69 

1.3 

8 

13 

a 

1913 

HK.  5 

75 

—  (i 

43.  7 

73 

12 

1.94 

3.  C  1  2  54 

1.8 

12 

11 

1914 

32.  9 

76 

-10 

40.4 

V4 

4 

2.47 

10.8  t  2.82 

3.2 

11 

JO 

1915 

70 

42.2 

73 

15 

2.  .51 

2.6 

2.  53 

0.3 

9 

13 

10 

1916 

33.  () 

71 

—  7 

40.2 

68 

2 

3.  34 

8.8 

2,56 

1.1 

y 

13 

11 

1917 

70 

-20 

36.7 

68 

—  8 

1,01 

5  7 

0,91 

1.9 

fi 

16 

8 

1918 

Sfi.l 

70 

42.1 

5 

2.90 

2.2 

2.55 

10 

10 

12 

1919 

34.  ft 

fiH 

41.1 

75 

ft 

4,17 

5.6 

4  94 

0.2 

12 

9 

15 

1920 

31   fi 

69 

39.4 

78 

3.99 

12.8 

4.96 

2.0 

7 

1921 

31.5 

75 

-10 

40.4 

74 

18 

5.  .30 

2.8 

6,  ,50 

2.5 

17 

6 

20 

1922 

3ft,  0 

fi6 

41.2 

76 

ft 

1.65 

3.  1 

1.21 

0.6 

8 

10 

13 

1923 

3(1.  0 

67 

41.3 

76 

10 

3.97 

3.0 

4.09 

1.0 

9 

12 

1924 

35  7 

76 

-12 

41.9 

-  2 

3.02 

8.4 

2.32 

2.6 

7 

11 

11 

1925 

34.4 

67 

-?0 

40.6 

08 

4.07 

4,9 

3  47 

0.5 

9 

13 

10 

1926 

35  ? 

70 

41.7 

72 

9 

4  62 

3.7 

5.12 

1.9 

9 

14 

1927 

39  4 

75 

46.3 

76 

16 

7.32 

5.3 

6.23 

0.4 

13 

7 

16 

1928  

34.9 

79 

42.1 

78 

2.  10 

5,9 

2  24 

1.6 

10 

9 

13 

1939 

35.5 

75 

—  7 

41.9 

80 

2 

2  47 

3  3 

2.  97 

1.6 

11 

8 

It) 

1930 

37  2 

-10 

41.fi 

72 

—  6 

2  87 

1.8 

4.18 

0.5 

10 

11 

13 

1931 

40.9 

77 

46.4 

80 

9 

1.50 

1.4 

1.18 

0.7 

9 

9 

14 

1932 

33.  3 

fi7 

—  9 

39.9 

70 

2 

4.93 

1.6 

5.81 

10 

12 

12 

1933 

2H.fi 

-20 

36.  7 

71 

-  5 

2.  13 

10,9 

1.40 

6.4 

11 

9 

7 

14 

1934 

38.1 

71 

44  2 

77 

14 

3  36 

3  2 

2.81 

0.9 

13 

1 

1935 

38.  7 

75 

45,0 

76 

6 

4.73 

4.8 

4  90 

4.1 

13 

7 

18 

30.  4 

7ft 

-14 

76 

1 

2.  .39 

8.  1 

1.  63 

3.5 

1(1 

9 

14 

1937 

36  1 

fifi 

41.5 

70 

10 

4  63 

3  5 

5  86 

2.4 

11 

8 

14 

1938 

37  4 

79 

—19 

43.6 

80 

—10 

2,75 

16,5 

3.  36 

12  3 

12 

11 

7 

12 

32  1 

63 

-  1 

38.1 

66 

7 

0,83 

1.2 

1.29 

0.5 

3 

14 

8 

8 

1940 

35  1 

74 

-10 

40.7 

74 

-  1 

5.53 

10.3 

6.24 

9.2 

14 

V 

6 

17 

1941 

37.4 

77 

-2 

44.5 

78 

12 

2.  93 

2.7 

2  95 

0.1 

9 

11 

10 
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34.9 

79 

-20 

40.9 

80 

-10 

3., 30 

6.1 

3.55 

2.5 

,. 

,. 

7 

13 
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CLIMATOLOGlCAL  DATA:  NEW  ENGLAND  SECTION 


November,   19' 


Climatologrical  Data  for  November,  1941 


ii 


BangorU   

Bar  iliuboi- (near) 

Briissua  l>aint 

Brunswick  

Caribou'. 

^ia^lpurl' 

East  Wiulhrop 

Ellswortli  

Eustis 

Faruiiiigtou 

Ft.Eairliold^(ue'r) 

Fort  Kent 

Gardiner 

QreenvilleU 

Huanit 

Houlton 

JacUmau 

Lewiston 

IMacliias'-J^ 

Madison^ 

MiiUiledani 

Milliuocl;el3 

Milo 

Mooseliead  1! 

Nortli  Uridfiton.--- 

Oldtown 

Orono. 

Portlaiidl. 

Presume  Jsle■••••••• 
RipoKenusDaIuT•*•• 
Rockhiiid 


Tlie  I'orUs 

Upper  Dam 

Vanceboro  

Winslowt^ 

Woodlan.illl 

For  State     

New  Uamvshire 

Berlin  II 

Bethleiieni     ....... 

Cannon  Mt.2 

Coucordi 

Dixville  Notch  .... 

Durham    

Errol||3............ 

Fir.st  Conn.  Laket. 

Fitzwilliaui^  

FrankUn  

QlenclilY   

Hampton 

HanoverS 

Hillsboro 

Kearsarge  

Keene*  ■■ 

Lakeport 

Liiicohi-. 

Manchester 

Milan 

Nasluu»3 

New  DnrhaniT^  •..  ■ 
Newport  .......... 

North  stratford2.. 
PinkhamNolcht..- 

Plymonth 

W  Stewartstown^. 
Wolfboro  Falls.... 
York  Pond  

For  State     .  ■  • 


Mt.  Washingtonft 


Vermont 
Bellows  Falls.. .. 

BenniiiK'ton 

Bloomliuldt 

Brattleborolia  ... 

Burlinslon  l 

Cavendisli 

Chelsea 

Cornwallt 

Craflsbury  Com. 

Dorset 

East  Barnet^ 

East  Ryegnte  — 
Enosbnrg  Falls- ■ 

Gilman 

Mays  Mint 

Newfane 

Newport  « 

Northlieldl 

Readsboro^  

Rochester^ 

Rutland 

8t.  All)ans  • 

St.  Jolnisbnry.... 
Searsburg  Mt.2  . . 
Searsburg  Sta.t^. 


Penobscot .  ■ 
Hancock .... 
Somerset  .•• . 
Cumberland 
Aroostook  .. 
VVasliington 
Kennebec  •. 
Hancock  — 


Franklin  .... 

Aroostook  • . 
Aroostook  . . 
Kennebec... 
Piscata(iuis  . 
Cumberland 
Aroostook .. 
Somerset .  •  •• 
Androscoggin 
Washington 
Somerset  ...■ 
Oxl'ord...... 

i'eiiobscot  .. 


^jomerset  .  ■ 
Cumberland 
I'enobscot  .• 
I'enobsrol-. 
(;umberland 
Aroostook  .. 
Piscataquis.. 

Knox 

Oxford 

Somerset.... 

Oxford 

Washington 
Ivennebec . 
Washington 


do 

Cheshire 

Merrimack  — 

Grafton  .. 

Rockingham.. 

Grafton  

Hillsborough 

Carroll 

Cheshire 

Belknap 

Grafton   

Uillsboro 

Coos 

Uillsboro 

Stralfoni 


Coos . .  ■ 

do 

Grafton. 
Coos  -  ■  ■ 
Carroll  ■ 
Coos   .  •  ■ 


B.Minii 
Kssex- 
Windh 


Orange. 


Addi 

Orleans 

Bennington 
C^aledonia  . . 
Caledonia  .. 
Franklin  — 

Essex 

Windham.. . 
Whidham... 
Orleans.  .  . 
Washington. 
Bennington. 
Windsor  . .. 

Rutland 

Franklin..  •• 
Caledonia.. - 
Bennington 
Bennington 


1,260 
1.660 
1200 


2,000 

500 

1,050 


Temperature,  In  degrees  Fahrenheit 


842 

1,122 

1460 

610 

470 

711 

2,360 

1,660 


+3.2 

■+4.'6 


+3.4 
+2.5 
-+I.9 


+3.3 
'+i.'6 


+  4.1 
'+2. 1 


+5.3 
'+3.' 2 


Precipitation,  in  inches 


-0.  59 
+0.55 
-0.54 
-0.11 


-0.13 
+  0.15 
-0.46 


+  0.27 
-0.07 
+0.45 
-1.09 


-0.11 

+  0.28 
-2.  21 


+  1.51 
-1.31 
+0.  42 
-0.  49 
-0.77 


-0.57 

-198 
-0.78 


Civil  Aeronautics  Autb. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weatlier  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District, 
Bangor  Hydro  Electric  C 
Mrs.  Hannah  I.  Hatch 
State  Normal  Scliool 

C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-  Soule 
U.  S.  Weather  Bureftu     ; 
0.  C  P.  &  L.  Co. 
William  U.  Cumming     i 
p.  M- Tripp  ' 

Union  Water  Power  Co 
Bangor  Hydro  KlectricC 
Great  Northern  Paper  C( 
Union  Water  Power  Co,  ' 
Great  Northern  Paper  C< 
June  towler 
Ralpli  P.  Webber 

C.  L-  Chadbourne 
Thomas  W.  Clark 
Uuiv.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station  ' 
Great  Northern  Paper  C<i 
Oliver  W.  Holmes 
Charles  A.  Mixer  ! 
Ruth  Durgin  I 
Union  Water  Power  Co.  ! 
Guy  W.  Butler  t 
Holllngsworth  A.  Whltnel 
St.  (;roix  PaperCo.  I 


Edward  Fenn 
George  E.  Tucker 
Kenneth  Boothroyd 
U.  S.  Weatlier  Bureau 
Sarah  H-  Gleasou  ! 

Univ.  ofN.H.  ! 

Union  Water  Power  Co.  : 
Conn   Valley  Lumber  C< 
R.  R.  Ricker 
F.J-Soutlimayd 
State  Sanatorium 
Frank  IC.  Leavitt 
Dartmouth  College 
N.  H   Research  Forest,  i 
Wendell  Lees  ' 

C.  F.  Robbins  i 

Fred  Wiggin 
Kdward  A.  Carr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Peunichnck  Water  Work: 
E.  E.Tobey  ' 

H.P.Shepard  I 


F.  A. 


lith 


J.  B.  Dodge 

Mrs.  Hattie  G,  Trow 

Claude  Baker 

Kenneth  Berry 

U.  S.  Bureau  of  Kisherie, 


U.  S.  Weather  Bureau 


B.  F.  njdro-Kk'CtricCo: 
State  Fish  Hatchery 
(Jeorge  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau   i 
Cea.Vt.P,  S.Corp. 
Mrs.Theo.  G.Taplin  tt' 
Sarah  E.  Lane 
Miss  E  M.  Dustin 
Rufus  S.  Gilbert  ( 

N.  E.  Power  Co. 
J.  F.  Devins  t1t 
L.  H .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  ttt 
Harold  P.  Grant  [ 

Uev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  U.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
Oeorge  Brings  ttt 
N.  E.  Power  Co. 


See  page  66  for  explanation  of  reference  marfe 
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Climatological  Data  for  November,    1941,  (Continued) 


VVinclliaiu...- 

Wiudlmm 

Washington. 
Caledonia.  •.. 

Windsor 

Windsor... 
Windlmm  ... 

Windsor 

Windham  ... 
Windsor 


Berkshire  •• 
Hampshire  • 
Middlesex  . . 
Norfolk  .... 
.  do  .... 

Suffolk 

Worcester  . . 
I'lymoutli  .. 
Uampden  .. 
Hampshire. 

Suffolk 

Worcester  .• 
Middlesex  .• 
Piynionth  .. 

Bristol 

Worcester  .. 
Middlesex  " 
Norfolk  .... 
Worcester  . . 

Essex 

Franklin  ... 
Middlesex  .. 
Worcester  .  • 
Barnstable. 


Frauklin.... 
Hampden  . 
Berkshire  .. 
Worcester  • 
Barnstable. 


W'orcester  • . 
Middlesex  .. 

Essex 

Middlesex  .. 

Bristol 

IMymouth  .. 

Essex 

Worcester  •  ■ 
Worcester  .. 
Franklin  ... 
Nantucket-. 

Bristol 

Worcester  . . 
Plymouth  .. 
Berkshire  .. 
Worcester  . 
Berkshire  •. 
Hampshire. 
Plymouth  . . 
Worcester  . . 
Barnstable.' 

Essex   

Bristol 

Franklin  •■ 
Worcester  .. 
Berkshire . .  • 
Middlesex  . . 
Hampden  .• 
Worc-ester  .. 
Berkshire... 


Bristol 

Franklin  .. 
ffampshire. 
Worcester.. 
Hampshire- 
Hampden  .. 
Middlesex  .. 
Berkshire  •. 
Worcester  . . 
Berksliire  ■. 
Worcester  .. 
Worcester  .. 


Newport  — 
Washington 
Newport- •• 
Providence 


New  London 
Litclifleld  ... 
Fairfield 


224 

1.400 

900 


Temperature,  in  degrees  Fahrenheit 


2-3 

li 


+1.8 
+5.0 
+3.9 


+4.0 
'+5.' 9 


Precipitation,  in  inches 


-0.97 
-0.93 
-0.41 
-1.06 
-0.21 
-0.41 
—0.78 
-0.26 


-2.23 
+0.17 
-2. 07 


+0.  7.5 
-0.27 
-0.99 
-0.59 
+  0.73 
-0.01 
—1.51 
-0.67 
-0.70 
+  0.94 
-0.08 
-0.16 


-1.09 
-0.33 
+0-29 
-0.  66 


No.  of  days 


L.  L.  Leonsird 
Conn.,  Itiver  Power  Co. 
N.  E.  Power  Co. 
Gilnian  W.  Ford  fit 
liva  K.  Doubleday 
N.  E-  Power  Co. 
E.  T.  Sutton  tit 
Olcott  Falls  Co- 
VValter  Adams  til 
Benton  S.  Pluney 


N.  E.  I'ower  Co. 
Mass.  Agr.  Exp.  8ta. 
Met.  Water  Works 
.state  Dept.  Public  Ileal tU 
Blue  Hill  Observatory 
U.  S.  W'oiither  Bureau 
Mrs.  Loring  11.  Heed 
City  Eiiftlneer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met,.  Waterworks 
Met.  W  liter  Works 
Fred  A-  Tower 
Joseph  \j.  Kclley 
Richard  (,'.  Brl^ham 
Herbert  B.  Allen 
Met.  SVater  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Ralph  M.  Barker 
Bureau  of  Entomology 
State  Dept   Public  Health 
State  Dept.  I'ubllc  Health 
State  Dept.  Public  Health 
City  Engineer 
State  Dept.  Public  Health 
A.  W.  r>a(ia 
N.  E.  Power  Co. 
State  Dept.  Piiblio  Health 
Stnte  Teacher's  College 
State  Dept.  Public  Health 
E.  P.Mitchell 
Met.  Water  Works 
Essex  (Company 
Props.  Locks  .(i  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  U.  Iloelzel 
State  Dept.  Public  Health 
N.  E.  I'ower  ("o. 
Chailotte  A    Braun 
U.  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Work.M 
Comr.  I. f  Public  Works. 
State  Dept.  Public  Health 


Met.  Water  Work 

.Tavan  D    Yo  k 

U.  S.  CO.  Station 

Bristol  Co.  Agr.  School 

N.  E.  Power  (Jo. 

State  Dept    Public  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

II.  8.  Armory 

Met-  Water  Works 

Nf'Sblt  H.  Bangs 

Weston  K.  Lewis 

Water  Works 

Turner.s  Falls  P.  Sl  E  .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbrfad 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met  Water  Works 

Williams  College 

State  Dept  I'ubllc  Health 

Clifford  L.  Davis 


U.S.  Weather  Bureau 
Agr.  Kxp.  Station 
Agr.  Exp.  Station 
t).  S.  Weather  Bureau 


The  Baltic  Mills  Co. 
Water  Bureau,  Hartford 
Bridgeport  Hydraulic 


Se«  page  66  for  explaoatlon  of  referenoe  marks. 
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aiimatologrical  Data  for  November,   1941,  (Continued) 


Temperature,  in  degrees  Fahrenheit 


g 

3  o 
a— 


Precipitation ,  in  inclies 


Comiecticitt 

Biirlingtoii^ 

Colchester 

CoUinsvil!e2 

Cream  Hillt 

Dan  bury 

East  Hartlan(12... 
Falls  VillHgeS  •  ... 

Hartford ' 

Lake  Ivonoraocf.  • 

Mt.  C'armel 

New  Haveni 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrs^ 

Watprbiiry  

Westbrook 

'Vest  llartlandS  . . 

For  State..    •• 


Hartford 

New  London. 
Hartford    . . . 


Iforil. 


H 

Litoblic-l(l   ... 

Hartford 

New  London. 
New  Haven  . 

do 

New  London. 

Fairfield 

Windham 

Litchfield  . . . 

Tolland 

New  Haven  . 
Middlesex  . . 
Hartford 


'+i.'7' 


Water  Bureau,  Hartfoi 

Edward  Bartman 

Edwin  K.  Wilder 

T.  S  Gold 

Danbury  Flying  Servict 

D.  N.  Gaines 

Conn.  Power  Co. 

U.  S.  Weather  bureau 

New  London  Water  Wo  i 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

L.it.Comstock 
Civil  Aeronautics  Aut 
P,  Hurliman 
Agr.  Exp.  Station 
William  J.  Pape 
James  Hintoul 
Water  Bureau,  Hartfo 


DATES  OF  MISCELX-ANEOUS  PHENOMENA 

A7iroras.— 1st,  10th,  16-1 8th,  20-28th,  30th. 

Halos,  hmar.—S-Qth,  9th,  14th,  28-30th. 

Halos,  solar.— 9th,  14th. 

Hail.  —  (dates  and  general  location) — None. 

Tiiunderstorms. — 2d,  AVilliarastown ,  Mass.;  7th,  Caribou,  Me. 
Jackman,  Me.  and  Weston,  Mass.;  14th,  Weston,  Mass. 

Fog,  de?ise.— 1-lOth,  13th,  15-16th,  19-20th,  22-23d,  28-29th. 

Sleet. — (dates  and  general  location)  —  12th,  Concord,  Mass.; 
23d,  Rumford,  Me.,  Pinkham  Notch,  N.  H.,  St.  Albans,  Vt. 
and  Hoosac  Tunnel,  Mass. ;  27th,  Searsburg  Station,  Vt. ;  30th, 
St.  Albans,  Vt. 

Frosts.  —  (dates  and  general  location) — Killing  frosts  reached 
the  Islands  off  the  south  coast  on  the  25th. 


Pressure,   Wind,  Humidity  and  Sunshine 


Amlierbt 

Block  Island  ... 

BhieHill 

Boston  

Burlington 

Caribou 

Concord  

Eastport 

Greenville 

Hanover 

Hartford 

Nantucket 

New  Haven 

NortliHeld 

Portland 

Providence 


Atmospheric  Pressure 
(reduced  to  sea  level) 


30.44 
30-58 
30.53 


80.56 
30.53 
30.56 
30  56 
30  56 
30.56 
30.55 


29.40 
29.44 
29.38 
29.40 
29.33 
29  35 
29.  40 
29  43 
29.45 


29.  43 
29  40 
29.39 
29.40 
29.44 


•=■§ 


Relative 
Humidity 


...1  .  \i 
52  71  5 
66     72    7 


EXPLANATION  OF  KEFERENCE  MARKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  r 
vations.  Maximum  and  minimum  temperatures  recorded  at  tliis  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  norn 
pernture  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Dt'partuies  of  precipitation  with  15  years  or  more  of  ret 
computed  from  a  normal  or"standnrd  mean"  adjusted  to  a  uniform  35-year  period;  for  stations  of  10  to  14  years  nf  i-ecord  the  means  for  the  period  of  record  are  used, 
ence  letters  a,",°,  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ■'  represents  two  days.  etc. 

t  Post-office  addre.'^Sf'S  of  these  stations  are  as  follows:  Maine  —  Brassua  Dam,  Rockwo'od;  Hirara,  Vv'est  Baldwin;  Ripogenus  Dam,  Milliuocket;  Winslow,  Water 
New  Hampshire  —  Fir.st  Connecticut  Lake,  Pittsbm-g:  New  Durham,  Alton;  Pinkham  Notch,  Gorham ;  York  I'ond,  Berlin;  —  Vermont  -  Bloomiield,  North  Stratford 
Cornwall.  >!i(ldlpbury ;  Mays  Mill,  Colraiu,  Mass.;  Searsburg  Station,  Wilmington;  Somerset,  Wilmington;  Vernon,  Shelburne  Falls,  Mass.;  —  Massachusetts  -Ashland 
ingham;  Blue  Hill,  JViilton;  Lake  Cochituate,  Framiugham;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

tt    Not  included  in  summanes  ttt    Observer  for  New  Eugland  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

*    Precipitation  included  in  that  of  next  measurement.  *'    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  n 

recorded  as  of  preceding  date.  t    Precipitation  measured  with  recording  gage.  tt    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station ;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning; 
recorded  is  for  preceding  24  hours  (ending  on  date  entered).                    3    Tfiemometers  not  supplied  by  Weather  Bureau.  §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  ahvays  occurs. 


norm: 
amou 


i 
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Daily  Precipitation  for  November,  1941 

Drainage  basin 

Day  of  month 

I 

'1    H    ^ 

^ 

5 

•h 

8 

.i..|n 

12 

13 

14  1  15 

,6 

17|l8 

19 

20  1  21  1  22  1  23 

24 

25  1  26  1  27 

28  1  29  1  30  1  31 

BniieorU 

Bar  H.irbof  near  1 
Bras  imDam=. ... 

Brunswick 

CaribouJJ 

gistrortl 

Kasi  Winthrop  ... 

99I    J 

'.■50 

'.'oa 
f. 

f. 

.50 
.18 
.01 
.08 

'.'07 
.01 
.30 
.04 
.14 
.07 

T. 
'.'26 
'.'26 

t." 

'.'26 
.10 
.15 
.13 

'!68 

.07 

'.'is 

T. 

tv 

.16 

'.'85 
.18 
.17 

.08... 
.04... 

T. 

'I". 

.01 
M 

'.'6 
'.'is 

■f." 

tv 

'.'08 
.04 

'.'is 

.25 

•r. 
t'.- 
'.'ie 

■.■i2 

T. 
T. 

.06 

f." 

"63 
.02 

T. 
.61 
■f. 

'.'oa 

■I'. 
T. 
.80 

"."os 
•r. 

'.'06 

'tv 

■f.' 
'.'62 

.16 

'.'oi 

'.'63 
.02 

02 
.37 
.03 
.03 
T. 
.20 
.02 
.21 
.04 
.06 

'.■i2 

.06 
.03 
.02 
14 
.05 
.07 
.31 
'1'. 
.16 

'.'65 
.07 
.26 

'.'6i 
t'.' 

'.'63 

tv 

.'."' 

.04 
".ib 

.19 

■1?' 
.48 
.20 
.17 
.27 
.20 
.20 
35 

'.'23 
.89 
.28 

1.01 
.07 
.16 
.46 
.51 
.26 
.16 
.f 
T. 
.26 
.17 

t".' 

T. 

'.'63 
.09 

T. 
■f.' 

•r. 

T. 

T. 

T 
T. 

.01 

■.'62 

■f. 
.03 

■f.' 

2.40 
4  21 

l\l 
2.72 
1.79 
2.66 

1  Coa'it 

.09J2.3i 

■."551;  2 

.7o!l.(X 

.02 

^1^ 
T. 

f." 

tv 

f. 

T. 
T. 
T. 

'.'61 

1.1. 
.2^ 
.6f 

.'■1 
.U 
.7t 
.8J 
65 
.7f 

'.'s- 

.8.1 
.33 
.& 

.'55 
.60 
.60 
.28 
.22 
.45 

Kennebec 

Androscoggin 

St.John 

.It 

'.'is 

.OJ 

.2 

f. 

■f. 
T. 

f.' ;;;. 

Kennebec 

.02 

.36 

T. 

Coast 

i?^ 

'tv 

T. 

'.'36 
.11 

K'-A:::::::: 

Farmingtou.    .... 
rt.  FnirUeld(nr.)' 

3.27 
2  97 
2.61 
2.70 
8.64 
2.69 
3.88 
2.88 
3.66 
2.84 
4  49 

....do 

St.John 

6: 

:i.04 .... 

3 

.1 
f. 

'.'61 

.20 

::::i '-'" 

.04 
■f.' 

T. 

.01 

Gre^^i.viUeU 

....do 

■,•■ 

.04 
.04 

■f.' 

".'41 
.16 
.46 

.01 

t'. 

tv 

'.'oi 

T. 
T. 

.'0( 

r. 

'.'i4 

t ' 
.03 
T. 

.01 

T. 

■1?^ 

.10 

.01 

T. 

T. 

T 

.501.5i 

.di.u 

.4111. 6i 

1 

'.'62 

••■• 

T. 
.01 

tv 

'.'63 

';62 
'.'62 

;;;.' 

.06 
.07 
T 

t'.' 
.08 

.08 
.34 

T. 

'•r. 
'.'65 

.04 

r 

'.'63 

.02 

t." 

J»<'~"|aii 

Illlllll 

1.4 

.a 

1.2fl 

.45 

.0: 

T. 

'.'i2 

.30 

T. 
.18 

■r. 

2  47 

',  ■ " 

.04 

2  84 

'.'is 
'.'63 

.07 

^■" 

,.,Vd  

1-57 
1.05 
1  32 

.06 

.10 
.71 
.79 

.35 
T. 

'.'06 

.15 
'.'65 

t. 

T 
t." 

T. 

'.'64 

2  86 

Hridgtou... 
' 

Pre.'umpscot 

Penobscot   

...  do. 

6'. 
.20 

.04 

■''V.' 

'.'62 

2.92 
2  93 

„Vi 

1.61 

1  80 

.15 

1.14 

ns 

.24 

.43 

.69 
.22 
.85 
.64 
.26 
.33 
.63 
.17 
.27 

.32 
.24 
.34 
.52 
.17 
.56 
.40 
.08 
.39 
.60 
.25 
.42 
.57 
1  03 
.59 
.37 
.65 
.26 
.62 
.29 

'.'oe 

.30 

'.'is 

.21 
.03 

'.'6:'! 
.42 

■.'i.5 

.12 

.01 
.36 
.04 

"2i 
'.'62 

.13 
.02 

'r. 

.13 

'.'62 

'.'05 
T. 

r. 

.12 
.Ob 

'f.' 

.04 
.08 
.03 

tv 

'.'62 
.05 

T. 
.04 
.06 
T. 
T. 
.05 

f 

T. 

'.'io 

T. 

■r. 

.05 

.08 

T 

.05 

.12 

.12 

■'03 

.30 
.20 
.13 
.46 
.20 
.06 
.16 
.17 
.24 
.17 

T. 

j^l3 

.28 
.04 
.28 
.30 
1. 
.47 
.51 
.02 
.21 
.31 
.42 
.60 
.40 
.51 
.08 
.36 
.23 

'.'37 
.20 
T. 
.44 
.55 
T. 
.40 
T. 

T 
'I. 
.04 
.01 

".is 

.03 

tv 

'.'06 

V64 

'.'io 

.08 

.02 

2  89 

St.John 

Penobscot  

T. 

.04 

T. 
.09 

".io 

.01 

.07 

t". 

3  05 

.  ISI3. 75 

.03 

T. 
.09 
.17 
.09 

■:7o 

Androscoggin 

Kennebec 

Androscoggin 

St. Croix 

Kennebec . 

1.03 
■.'76 

i.'ss 

.2-2 
l.Sb 

.69 
1.2s 

.0. 
I  52 

2.03 
.73 
.40 
.05 
.94 

1.05 
.63 

1.T2 

!72 
.50 
.53 
.20 
2.18 
.54 
.64 
2.03 
1.20 

T 

.05 
.05 
.08 

f. 

".n 

T. 

'.02 

.06 

:::: 

3  09 

iiam 

T 

.03 
.03 

'.'03 

2.61 
2.69 
2  61 

.13 

■r. 
t 

.05 

.i'i 
.22 

.02 

.02 

■r. 

.02 
•1'. 

.02 

'.'Ofc 

.'i7 

.11 

.25 
T. 

.07 
j^l7 

'.'si 
'.'ii 

.25 
T. 

T. 

'.'08 

'.'65 
.06 

.07 
T. 

.01 

r. 

.06 
^06 

'.'06 

"io 

.20 

'1'. 

.05 
i.'32 
'.'07 

':i6 

T. 

Ilanwfhire 

Androscoggin 

Connecticut 

Saco 

.2.3 
1.87 

.02 
1.00 

.77 
1.20 
.0.5 
.85 
.9a 
.21 

1  OS 

T. 
".12 

T. 

■1". 

hem 

1  Mt* 

'.'41 
.02 
.03 
.12 

.04 
.28 
.20 

'.'is 

.06 

'.'6s 

.36 

1.81 
2  76 

1 

Merrimac 

.04 

'.'2i 
'.'i4 

tv 

•r. 
'.'26 

'.'64 

tv 

';64 
'.'69 

r. 

.05 
T. 

'.'62 

■.'64 

T. 

'.'i? 

'.'36 

'.'64 

T. 

.6; 
'.'62 

T 

3.34 
2.57 
3  22 

Notch'... 

.\ndroscoggin 

Coast 

.01 

Androscoggfn 

Connecticut 

....do 

Merrimac 

Connecticut 

Coast 

.05 
.09 

'.'io 

T 
.03 

'.'is 

.02 

.17 

'.'is 
.20 

.03 
T. 

tin.  Laket 

■r. 

.06 

.30 

tv 

3.82 

•  Y 

'.04 
T. 
.03 
.02 

'.'62 
.02 
T. 

.07 

.02 

't'.' 
.05 

I 
.05 

'.'62 
.04 

.05 
'.'06 

'.'63 

:::: 
'.'62 

t'.' 
■.'61 

tv 

T. 

.15 

'.'67 
.02 

'.'6i 

.15 

'.'62 
.18 
.25 

'.16 
.02 
.36 

'.'61 

.... 

.02 

"tv 

.01 

tv 

.15 

tv 

.15 

tv 

'.'52 

.ii 

.40 
.01 

'.'i7 

.05 

"tv 

Voi 
'.'24 

'.'08 
.11 

T. 
.30 

'.'ie 

.03 

t'. 

^6 

i 

'.'67 

T. 

'.'61 
.04 

'."62 

1.43 
2  48 

.18 

tv 

tv 

T. 

tv 

... 

Connrcticut 

'tv 

tv 

ro*::;.::::: 

.20 
.25 

'.'25 
.04 
.15 
.13 

T 

Saco. 

3  18 

iieai) 

Connerticut 

.92 

.11 
02 

'.'62 

2.iK) 

ster    

....do 

....do 

Androscoggin 

Merrimac 

1.'43 
.73 

'.'34 
.11 

2.45 
3.10 
2.64 

.; 

2.70 

■  rliam2t... 

.55 
.45 
.22 
.67 
.48 
.12 
.48 
.30 

.16 

.16 
'.'69 

.06 

t. 

.18 
.04 
T. 
.14 
.12 

tv 

.10 
.07 

r. 
.12 

t 

tv 

tv 
.02 

'tv 

t'.' 

'1'. 
T. 
T. 

'.'67 
.14 
.02 

Connecticut 

••■  <lo 

.27 

.■92 
1.00 

.89 
1.25 
.46 
.45 
1.49 
1.11 
2.12 

tv 

.02 
.03 
T. 
19 

Miford- 

'.'6i 
'.'oi 

T. 
.01 

T. 

tv 

2  58 

.01 

T. 

T. 

.'61 

.10 

'.'ii 

T. 

T. 
t." 

T. 

f. 

2.64 

Wolfboro  Falls.... 

Piscataquis 

Androscoggin 

Connecticut 

Hudson  . 

.99 

3.34 

Yorkl'ond* 

lit.  \Ya.<hingtonn. 

Vermont 
Bfli  I'vs  Falls- 

.03 

T. 

3.58 

.29 
.49 

1.55 
10 

1.25 

'19 

.17 
.77 
.57 
.13 

■36 
.44 
.39 
.27 

i.'es 

:it 

.89 
.53 
.17 
.35 
.58 
.51 

1.02 
.60 

1.43 
.60 

.03 

tv 

.03 
T 

'.'oi 

.17 
.13 
.23 

.'63 
.03 

.6i 

T. 

.■i4 

.02 

.02 
.15 
.22 
.15 
.02 
.01 
.13 
.08 
.03 

.02 

'.'62 

T. 

tv 

T. 
'.'22 

■r 

01 

'.oi 
t. 

t. 

'.'io 

.09 

t" 
.02 
T. 
r. 

.17 
.02 

T. 

.'(16 
T. 

'.'65 

•V. 

T. 
.24 
.18 
.02 
.01 
.01 
.01 

'.'08 
.56 
.07 
.09 

'.'24 
.08 
.02 
.02 
T. 
.04 
.17 

■.'62 
t.' 

tv 

T. 
T. 
.32 

.22 
.30 
.23 
.42 
.06 
.41 
.19 
.08 
.16 

t^^ 
.08 
.09 

'.'36 
.30 
.09 
.18 
.31 

.20 

'.'65 
.22 

r. 

T. 
T. 

.'62 

.14 
.14 

.'34 
.31 

tv 

3  55 

i^'ton 

■.'oi 

f.- 

T. 

tv 

.01 

.09 
.01 

.'io 
.31 
.04 
.13 
.06 
.25 

.04i.... 

T. 

tv 

T. 

T. 

'.'62 
.01 

T. 
.23 

r. 
.11 
.01 
-a 

.18 

'!04 
.08 
.34 
.02 
.01 

.04 

:.'.: 

1.52 

..•Idt 

Connecticut 

...do 

Champlain 

Connecticut 

....do 

Champliiin 

St.  Lawrence 

Champlaln 

Connecticut 

...do 

Champlain 

Connecticut 

....do 

i^-^? 

.08 

7 

T. 

.04 

.03 

.'ii 

T. 

■r 
.01 
.20 

.02 

.03 
T. 

tv 

f.' 

tv 
tv 

I 

.07 

2.21 

M)ro^ 

T.' 

tv 

T. 
'.13 

4  75 

"i;^ii. ..;;;;;; 

!l3 

!.o7 
.97 
.01 
.06 
^41 

.4! 
.3.5 
.56 
.35 

?=i 

.62 
.73 

1.25 
.29 

1.02 

'.82 
1.00 
1.44 
1.26 

.01 

T. 

.03 

.01 
.01 

'.'6i 
.02 

1.35 
3.08 
2.29 

,iii 

.'63 

.01 

t.- 

1.81 

iry  Cora.  .. 

3.22 

t.' 

T. 

■.'67 
.04 
.03 

.'64 

2  81 

-net* 

.01 
.02 
.19 

1.86 

gate 

r;,'  Falls.... 

1.88 

.11 
.01 
.03 

.'69 
.08 

T. 

.15 

.27 
.02 

T. 

.'6i 

'^f 

3.84 

1.90 

Miim 

f 

4.65 

'■'P' 

3.98 

ttJ 

St.  Lan-rence 

Champlain   

Connecticut 

.02 

■r. 

'1'. 
.02 

T. 

.02 

.11 
.01 

T. 

.06 
.03 

^08 

.14 
.07 

■I-. 
T. 

i." 

2.46 
2.85 

.06 
.06 

3.17 

1.76 

.11 

T. 

2.63 

Ratlaiid      " 

Champlain 

.03 

.12 
.13 
.05 

t 
.02 
.07 

.'04 

T. 

T. 

.01 

t'.' 

.21 
.11 
.02 

t. 

.'63 

.24 

.20 
.07 
.19 
.29 
.28 
.24 
.24 
.17 
.10 

.03 

'.'oi 

2.01 

■0, 

r. 

T. 

.10 
■1-. 
.01 
.01 

.03 
.05 
.15 
.13 
.19 
T. 
.06 
.33 

t'.' 
.04 
T. 
.09 

.03 

.30 
.09 
.40 
.27 
.34 
.02 
.01 
.08 
.07 
.01 
.19 
.04 
.14 
.09J 

'.^ 
f. 

'iV 

'.^ 

.17 

'.^ 
.33 

.'26 
.13 
.01 
.29 
.27 

=1^ 

t'.' 

Vi2 

'tv 

.16 

t. 
.02 
.02 

'.'26 
t'.' 

.'67 
.01 
.01 

.'65 

.02 
".'ig 

.07 

.10 
'.'oi 
/^ 

T. 

2.14 

^*   '  'iisbnry 

rgMt.'  .... 

Connecticut 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 1 

.44   . 80 
.42  1.19 
.401.50 
34I1    97 

'.05 
.05 
.01 

.'69 
.10 
T. 

.04 
T. 
.03 

T. 
.'67 

2.82 
3.41 

ir?  Station. 

-t-t 

.01 
■.'62 

f." 

4  24 
3.63 

w;:"^i;i;iii'^^'- 

.'25 

1.47 
1.61 
1.55 
.68 
I  na 

.13 

t" 

T. 

3.96 
2.89 
8.27 

1.95 

White  River  June' 

.04 

.07 
.00 
.43 
.85 
.83 

1.65 

THrliitinKham^ 

Wilder? 

.  39  i.  51 
.151.00 

.'65 
.02 

.05 
.'62 

'.'6i 

8.90 

.01 

T. 

t. 

'.'64 
T. 

.01 
.01 

2.14 

Wilmington' 

1 

Woodstock 

.24; 

.40| 

.14| 

3.08 

See  page  66  for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November,  1941 


Daily  Pre 

2ipi 

tation  for  November, 

1941, 

(Continued) 

stations 

Drainage  Basin 

Day  of  month 

-  3 

1 

2  1    3 

4 

5 

6 

7 

8 

9  1  10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

|21 

22 

23     24  1  25 

2G 

27 

28 

29 

30 

|31 

Massachufetts 
Adams" 

Hudson  . 

.1 
2.0 
1.6 
1  2 

.8 
1.3 

i   .8 

R     0 

J 

.3 

>   .4 
.5 
.0 
.4 
.4 
.7 
.4 

"(V 

■  ... 

.0 
.2 

.'0 
.O" 
.0 

.oa 

T. 

.08 

... 

.22 

.1 
.3 
.2 
.2 
.2 
.2 
.2 
.3 
.2( 

.a 

.3(. 
.30 
.2,' 
.Oi 
.32 
.10 
.20 
.28 
.30 
.24 
.17 
.23 
.36 
.18 
.26 
.02 
.25 
.20 
.35 
.20 
.30 
.35 
.24 
.20 
.4b 
.33 
.20 
.30 
.03 
.10 
.74 
.49 
.23 

1! 

.23- 

■f 

T 

2  06 
4.29 
2.68 
2.26 

Aiiiherstt 

Connecticut 

J, 

1.0 

9... 

.0 

'.'6 
.0 

f. 

.0 

Beecliwood*' 

Coast 

7    T. 

3    .7 
2   .0 
2.0 
2    .4 
1 

.5 
.0 
.1 

?  ... 

T. 

'.'03 
.04 

1    -. 

.OS 

Bostoiil 

....do ;" 

2|... 

t'. 

2   .0 

)   .0 
.1 
.0 

3 

;  'f  . 

T 

T. 

f. 

2.60 
2.40 
3.32 
1.94 
3.38 
3  41 

Brockton 

Coa.st 

.5 
1  5C 

.1 
)   .9 
)1.2c 

Cliester** 

Connecticut 

....do 

Coast 

Merrimac  . 

.0 
.1 

. 
... 

r. 

T. 

.3 

!i 
1 

.1 

.0 
.0 
.0. 

.... 
.... 

.0. 
.14 
.02 

Chesterneld** 

1.45  ... 

[ 

... 

.a2JT. 

-I-- 

Chestnut  Hill- 

':Sk. 

.46!  .] 

2.69 
3  53 
2.52 
2  21 

Clintoui!.  .     . 

.8 
.5 
.5 
.4 

'■¥.' 

T. 

f. 

.    . 

T. 

Concord 

....do 

Coast 

.  do. 

t'. 

.2C 
T. 
.If 
.76 

.0 

.0 

.1 

T. 
.02 

:o3 

East  Waieliarai! .  . 

.04!  .98... 

.42 

Fall  Kiver  .... 

1.09|.l 

j 

2.27 
3.32 
2.40 
2.70 
3.11 

Fitchhuig. 

Merrhnac 

.0 

.OL 
.Of 
.01 

L34 

1  4-1 

1 

■.■591::: 
.02... 

.0 

.19 

•  is 

'.'02 

:'o- 

.23 
T. 
.15 

.20 
.18 
.13 
.22 
.11 
.08 
.12 
.08 

■.'62 

■y 

■."06 
.12 

.24 
'.■23 

T. 

Fraiikliii" 

Charles 

! 

T. 

.75 
.50 
.52 
.75 
.6f 
.3h 
.08 

Gardner**  . 

Connecticut 

1.7C 
.9C 
1.7C 
1.7C 
1.90 
.59 
1.2a 

'■'ii 

'.95 
1.39 
.28 
L70 
1.44 
1.77 
1.41 
1.23 
1.19 
1.82 
.21 
.28 
.44 

li 

0.7fi 

82 
1.30 
.52 
.40 
.37 

. 

.3' 

■.'03 

■r 

.22 

't. 

-r. 

T. 

r. 

T. 

.04 

.10 

tv 
'.'36 

'.'i2 
'.'65 

'.'64 

f.' 

'.'6i 

:::: 

■.'02 

r. 

.07 

Merrimac 

Connecticut 

c;oiist  

^om'ccticut  .■::.■:;: 

....do 

::::;!o.:;:::::::::: 

Coast 

....do 

Merrimac  . 

'.'.'.'. 

T. 

.Oj!  T. 

....'     L'.90 

:::]  l^ 

....;     2.23 

....      .".  14 

....      3. 70 

3.  :)7 

Haid\vick»» 

Hatchvillei** 

Haverhill 

.'op 
.62 

T. 
.02 
.53 
.70 
.37 
.12 
.05 
.04 
.03 
.04 
.63 
1.68 
.21 
.32 
.■jP2 

|.17 

•03 
T. 

.10 

::: 

■.■02 
:::: 

.... 

.... 

't'.' 

.01 

.03 

tV 

.05 

•f.' 

."oi 

.'69 
T. 

'.'04 
T. 
.01 
.08 

;,05 

'.'62 
.16 

HoLvoko^ 

.  15; . . . 
■'osl  "• 

T.  i..;: 

.  04! . . . . 

1'. 

.25 
.33 

HoosiK- Tuimpl'-.  . 
Hubliardston'"  . 

1.14,.. .1... 

.02 
.10 

T. 
.46 
.30 
.55 

f.' 

n.vaniiis 

l!74 

1.70 
2.  38 
3.13 
3.04 
2.39 
3.05 
'_'  M 

2.' 06 
2.87 
3.15 
4.23 
•2  02 
2.  30 
3.03 
1.75 
2.06 
3.43 
1.48 
3.10 
2.31 
3.32 
1.16 

'i'V 

T. 

'f.' 

t.' 
.02 

.01 

T. 

Jefferson 

Lake  Cochitiiate 

Charles 

.01 

.]£ 

'.51 

.50 
.51 
.52 

t" 

1 

■it 

.02 
.05 

....do 

Coast 

...do 

...  do 

Charles 

Blaokstone 

Connecticut 

Coast 

Mansfield**  .    . 

i.'se 

1.43 
.44 
.67 

.02 

tV 

.07 

t. 

.09 

'.'ia 

!l9 
.09 

'.'67 
.03 
.06 
.03 

.01 
.02 
.01 
.02 

■f 

T. 

Middleboro** 

T 

Middleton 

Milford** 

Millbuiy'*    

'.'22 

.23 
T. 
.04 
.12 

'.'05 

f. 
.... 

■.'64 

T. 
T. 
T. 
T. 

t. 

t'.' 
.03 

.... 

t'.' 

f.' 

'.'24 

'.'24 
.40 

T 

T. 

Nautueketl a 

T. 
T. 

New  Bedford 

do 

Blaokstone 

Coast     . 

r. 

06 

Pembroke'* 

T. 

i.'99 

'.'si 

T. 

T. 

'.'63 

Peru**. 

Connecticut 

do 

.65 

tV 

.38 
.60 
.21 

.20 

Pitts  field  i! 

Housatonic 

Connecticut 

09    .2.3 

'.'08 
.20 

r 

.'03 

t.' 

.... 
.... 
.01 

.03 

.12 
.32 

■;:: 

.32 
.13 

Plainfield** 

1.10 
.26 

'.'6i 

Merrimac 

Coast 

.08 

Provincetown. 

37     01 

.03 

70 

.65'   .    . 
1.49   .03 

09 

.22 

.07 

lisi 

.01 

.'07 
.76 
.81 
.24 
.28 
.74 
1.18 
.02 
.02 

T. 

.50 

T.' 
.13 
.02 
.30 

.■45 
.50 

'.'62 

T. 

■.'oi 

.30 

.05 

.02 

-.11 
.12 
.05 

■^ 

.12 

.10 

.'62 

.05 
.04 

f ' 

.'06 
.16 
.01 

.43 
.15 
.24 

.'26 
.34 
.29 
.12 
.22 
.43 
.64 
.20 
.22 
.35 
.14 
.25 

'.29 
.45 
.20 
.30 

.70 
.63 
.65 
.27 

4.21 
3.19 
2.35 
2.70 
3.84 
3  47 

Shelbnrne  Falls'^  . . 
SouthbridBe'* 

t;onnecticut 

Thames 

Honsatonie 

Coa.st 

.32 
1.78 

\f, 

I.  34 

l;i 

.87 
1.10 
1.66 

.83 
1.58 
1.25 

.87 
1.13 

.63 
1.68 

.15 

".ia 

.02 

t.' 

.04 

tv 

.'21 
.28 
.05 

.35 

.... 

■South  Egrremont" 

.  12|  .64 

Spot  Pond.    . 

".9k'.'.'.'. 
1.P3'.... 

08 

.54 
1 

i 

■i 

.17 

Springfield 

Connecticut 

Jferrmiac 

Bousatouie 

Coa  St 

.'17 

■:S 

.23 

'.'ii 

T 

.18 

:';■ 

T 

T. 

.01 
T. 

T. 

'oi 

T. 
T. 
.13 
.03 
.04 
.13 

T. 

Sterling 

Stockbridgc 

.03 
.13 

M 
.20 

.'64 

.09 
.07 
.03 

'.'65 
■.'61 

'.'oe 

.02 

.'69 
.07 

.'i7 

.'14 

.'i5 

T. 

2.15 
2.35 
2.96 
4.28 
2.80 
3.06 
3.28 
3.39 
2.66 
2.81 
2.88 
1.69 
3.07 
3.35 

2  38 
3.75 
2.60 
2.79 

.fiO 
.65 
.45 

T. 
T. 

...do 

Connecticut 

.   ..do 

Blaokstone 

Connecticut 

....do 

Turners  Falls 

'f.' 

'f.- 
T. 

t. 
T 
.03 

Webster** 



.04 

.67 

T. 

T. 
T. 

T. 

Westlield** 

.09 

■.■79"" 

T. 

.'62 
.02 

T. 

WestOtis** 

Connecticut 

....do 

:::: 

.12 

.05 

■i'V 
.20 

T. 

.27 
.31 
T. 

.27 
.07 

.04 
.01 
.05 
.10 

.01 
T. 
T. 

'.'6i 

.03 
T. 
T. 

.40 
f.' 

West  Rutland  .     . 

t" 

Connecticut 

Blackstone 

Coast 

Worcester 

.17 
.47 
.35 
.01 

T 

.10 

.02 
.42 
.25 

T. 

T. 
T. 

Rkmie  Island 
Block  Island' 

T. 

Portsmouth 

....do 

...do 

T. 
T. 

f.' 

.02 
.01 

Connecticut 

Connecticut 

Coast 

.52 
2.41 
.75 

1.80 

171 
.97 

.77 
.70 

.13 

.09 
.02 
.03 

.34 

3.25 
4.61 
4.07 

Bridgeport 

.10 

.57 
.15 

Burlington^ 

Connecticut 

.06 

.31 

Collinsville^ 

Connecticut 

Housatonic 

....do 

Connecticut   

.65 
.86 
1.15 

\tl 

T. 
.07 
.56 

.53 

tv 

tv 

.09 

.06 
.18 
.01 

.03 
.15 
.08 

.10 
.36 
.34 

.33 

ISl 

3.69i 

Cream  Hint 

t: 

T. 

t'.' 

f.- 

T. 

East  Hartlandii.... 

Falls  Village 

Housatonic 

Connecticut 

Coast 

.50 
.80 

J.  63 
.86 

2.11 

.63 

.04 
.39, 
.25 
.03 

.70 

.32 

.40 
.60 
1.24 
.51 

'.'62 

T. 

'.09 
.10 
T. 
.09 

.50 
.14 

.01 

t" 

tv 

T. 

f. 

t. 
T. 

.08 
.01 
.06 

.30 
.34 
.64 
.41 
.48 

'.'io 

f.' 

t.' 

f.' 

1.931 

ft 
4.66i 
3.95: 

Lake  Konomoc 

.28 
1.84 

tV 

tv 

■f.' 

T. 

t.' 

Mt.  Carmel 

....do 

NewHaveni 

Norwalk  

....do 

Thames 

Housatonic 

Willimantic 

Coast 

2.39 

i.'oe 

.80 
.3C 

^95 

1.16 
.40 
.37 
.43 
.54 
.60 

tV 
tV 

■.'82 

.14 

T. 
.24 

.02 
.15 

'.'08 
.01 
.04 
.15 

f.' 

.54 
.30 
.47 
.32 
.50 
.56 
.40 

4.26( 

3.63 

8.471 

Putnanitt 

.40 

il 

.22 
^27 

'.J? 

.01 
.15 

T. 
T. 

.01 
T. 

f.' 

.50l   ... 

Waterburv 

61 

T. 

Westbrook  

....do 

Connecticut 

.65 

T. 

T, 

\\'est  Hartland'^ .  . . 

See  page  66  fore 

xplanation  of  refer 

enc 

8  ma 

tks. 
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Daily  Temperatures  for  November,   1941 


hhhhh 


I  10  I  II      1-2  I  13  I  U  I  13  I   16  I  17  I  18  I  19  I  20  {  21  |  22  |  23  {  24  |  25  j  '26     27  |  24     29     30 


.Viiiiie 

Baniror     j  Miixinuiiu 

Bar  Hailior  (near)  . . . .  j  -^{fifj^J™ 
Cavibouj: iMf.furum. 

Eastporti (Maximum 

'■"'•  V        ■  )  Minimum. 

Karii.iiigtoii Maximum 

F°«'^'^°^ olhnunr. 

G"-"*"'^'^ iMhi^nur 

(ir^eu..nen j  jlS^ . 

HouJton jMaxiiiiuni 

Lewiston )  Jlaximiiui 

)  Miiiiinuiii- 
Madison j  .Mnximuin 

I  Miiiiiiuiiu- 
Milliuocket )  Miixiimiiii 

(  Minimum. 
North  Biidgton \  Maximum 

(  Minimum. 
OUltown  i  Maximum 

(  Minimum ' 
PortUuul  ' j  Maximum 

(  Minimum 
Presque  Isle . . .  j  Maxiiniun 

)  Minimum. 
Bipogenus  Dam \  Maximum 

(  Minimum. 
Bockland )  Maximum 

(Minimum 
Ruiuford   (  Maximum 

t  Minimum. 
Vance  boro   \  Maximum 

(  Minimum. 
Wiusliiw )  Maximiun 

I  MiniiniMii. 
Woodlandll (Maximum 

(  .Minimum. 
JVeio  Hampshire 
n^riinii  (Maximum 

"^         ' i  Minimum. 

Bethlehem J  M  mi*™"m 

Concordi j  Maximum 

(  .Minimum 
Durham \  Maximum 

(  Miiiimuiii. 
Errol j  Ma.ximum 

I  Mimmum 
First  Con'ticut  Lake  ||  *  Maximum 

(  Miuiinuin. 
Franklin )  Maximum 

Glenclift- j  Maximum 

I  Minimum 

Hanover }  Maximum 

(  Mimmum 

HUlsboroil j  Maximum 

Kearsarge (Maximum 

(Minimiun- 

j^cgQe  S  i\l  aximum 

(  Minimum- 

Manchester (  Maximiun 

(  Minimum- 
Nashua (Maximum 

( Minimum - 
Pinkham  Notch \  Maximum 

*  Minimnm- 
Plymouth J  Maximum 

(Mimmum. 

I'ermoiit 

Benniiigton j  Maximum 

(Minimum. 
Bloumheld (Maximum 

(  Minimum. 
Brattleboro  11 !  Maximum 

(Minimum 
Burlingtoni j  Maximum 

(Minimum. 
Cavendish  i  Maximum 

(  Minimum- 
Chel-sea (Maximum 

(  Minimum - 
Cornwall    (Maximum 

(  Minimum - 
Craft-^burv  Com (  Maximum 

I  Minimum - 
Dorset (  Maximum 

(  Minimum 
Eoosburg  Falls (  Maximum 

(  Minimum- 
Newport  Jt )  Maximum 

Northfieldi j  Maximum 

(  Minimum- 
Rutland (  Maximum 


SI     39     43 


m,  33'  33'  30  31 

42  55:  56i  56  5:j! 

36  42  42<  391  42 

36'  54'  5:l|  59;  62| 

30|  35(  42l  28  30i 

34;  44  44,  49  501     52 

20i  34  3J'  30  — 

43i  54'  561  57i 

291  39  3.31  26: 

3i>«  451  46'  51 


39     331    26! 


39  42 

54;  57 

44  35 

381  45 

321  341 
44| 

32 

66!  OU 

4U[  33 

53  52 

40  39j 
4S|  48; 
35 I  3ti[ 
53;  55 


38 
2<) 

4V 
38 

43 

49 

31 

43 

47 

55 

■2f 

43 

4; 

4f 

■M 

38 

4') 

5<, 

32 

42 

4.1 

.V2 

34 

43 

I  I  . 


46     44      40 
34 1     27'     34 


47:  43, 

32:  351  32 

51  i  49l  45 

40j  37  37 

521  49  ■" 
36 


.S9 

30 

22 

25 

39 

3-2 

30 

35 

31 

■£\ 

14! 

14 

47 

4(] 

37, 

47 

;w 

•26 

23| 

32 

1^ 

3.S 

42; 

48 

36  35 

25  25 

61;,  47, 

2Sl  251 

241  32!     -131     631    50! 


25     18!     14 


82'     44|     4l|     24     24     27! 

10!      i<o       e.4\\      Oi-il      00       uu< 


I9I    24] 
30;     36! 


15|    23 
34;     42 


22  24  14 

46  54I  371 

32I  37;  25: 

45'  55  40, 


601     41      35 


15     25I    25 


27 
48 
16:     35 


33     50 
16     33 


49  43  58 

2-2'  21  25 

29i  34,  51 

171  22|  25 

36  40  45 

15  20  35 

39  47  63 


5l|     66 
23 


Ki 

31 

3(1 

24 

68 

44 

4(1 

28 

51 

3(1 

27 

17 

55 

39 

24 

52 

40 

38 

27 

6(; 

40 

4(: 

■M\ 

.tS 

37 

37 

•26 

21 

32 

30 

36 

8 

21 

38 

46 

19 

36 

3S 

35 

13 

■i2 

31 

34 

7 

17 

37 

4o 

13 

21 

36 
12 

36 
•22 

.39I 

25|     18 


45.7 
■27.  B 
50.1 
3'2.8 
86.8 
21.9 
45.9 
3'2.  6 
46.9 
•27.4 


'27.6 
40.8 
'2'2.7 
42.4 
27.3 
48.4 
81.3 
45.7 
27.2 
4^2. 2 
26.6 
49  2 
•28-1 
46.6 
30.5 
50.4 
29.4 
43.9 
24.3 
4^2.7 
•24.7 
50.3 
29.2 
46.4 
•27.0 
43.6 
24.1 
49.0 
30.3 
43.4 


46.4 
26.9 
52.2 
27.5 
56.3 
■28.0 


49.3 
•28.7 
49.4 
29.0 
49.0 
24.9 
62.1 
•29.7 
51.3 
33.2 
54.1 


•24.3 
48.5 
•24.0 


54.4 
30.4 
■14.9 
24.3 
51.4 
■28.4 
46.8 


■27.0 
54.7 
■25.7 
48.7 
33.1 
43.9 
27.3 
48.7 
27.3 
47.6 
25.9 
4'2.9 
25.1 
47.3 
28.3 
50.4 
32.  2 


See  page  66  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA: 

NEW 

ENGLAND  SECTION 

November, 

1941 

Daily  Temperatu 

re  for  November 

1941, 

(routiuued) 

station 

s 

l>ay 

Of 

^^ 

th 

1 

^ 

3 

4 

5 

Li 

^ 

8 

9 

10 

ii 

I'J 

13 

14 

15 

16 

17 

18 

^ 

20 

21 

^ 

23 

24 

2.5 

hi 

27 

28 

1  29 

30      31 

St.  Albans  

*  Maximum... 

46 

5 

4S 

54 

56 

45 

5: 

51 

u 

43 

4 

1    39 

34 

44 

J. 

33 

55 

67 

63 

60 

40 

~ 

40 

40 

41 

37 

42 

4... 

46.2 

KMiuimum  ... 

31 

43 

43!     40 

38 

3- 

4 

3f 

'    3f 

3.T 

1     33:     22 

18 

32 

30 

32 

le 

24 

35 

55 

35 

23I    34 

21 

19 

33 

IS 

11 

21 

19..:: 

30.4 

St.  Johnsbuiy 

,  i  Alaximum... 

4 

4- 

4i 

54 

5a 

53 

o-^ 

52|     5C 

4L 

4 

1     39 

3' 

46 

45 

46i    38 

51 

66 

63 

63i    40 

3b 

38 

40 

43 

38 

34 

49 

45 ... . 

46.5 

(  Minimum-... 

301    39 

■^'^ 

26 

3 

34 

i? 

3t 

32 

28 

3 

24 

6 

30 

23 

32 

If 

24 

2t 

4( 

38 

23 

24 

17 

30 

26 

9 

20 

24.... 

28.1 

Somersetll 

i  Maxiiniun... 

48 

4i 

46 

52|    57 

47 

54 

43 

44 

4C 

A 

36 

41 

47 

5. 

4.1 

4'. 

59 

65 

37 

351     45 

31 

37 

38 

39 

4! 

54 

37  ... . 

4-5.1 

■  (  Minimum  ... 

34 

3. 

r 

33 

30 

33 

34 

r 

25 

25 

2C 

27 

12 

23 

30 

!■ 

17 

37 

40 

31 

22 

22 

281     20 

21 

29 

32 

20 

27.6 

Woodstock 

.  \  .il».\iniuni  ... 

4i 

53 

57 

60 

52 

52 

51 

48 

4i 

4i 

1     40 

34 

55 

54 

42 

55 

62 

70 

69 

67 

43 

45 

44 

41 

45 

44 

4 

58 

56  .... 

50.8 

(Minimum  ... 

30 

41 

42 

26 

27 

34 

44 

3.J 

23 

25 

2a 

24 

1 

25 

31 

18 

20 

23 

26 

37 

3! 

19 

26 

25 

12 

23 

23 

23 

21 

20.... 

21.7 

U,tsS(tclinsrlls 

Ainlierst 

.  \  sia-Ninmni  ... 

46 

56 

58 

60 

63 

51 

57 

55 

51 

51 

4£ 

1     44 

40 

58 

59 

57 

48 

62 

74 

72 

48 

47 

46 

42 

44 

4J 

52 

51 

64 

51  .... 

53.4 

(Minimum.... 

42i     44 

38 

29 

40 

42 

43!     3b 

30 

32 

2S 

1     26 

24 

27 

35 

34 

25 

28 

37!     46 

35 

27 

30 

2b 

19 

32 

2b 

28  ... . 

32.2 

Blue  ni!l 

)  iiaxiiuum  . .. 

5b 

62 

57 

59 

64 

56 

64 

57 

5( 

49 

4S 

1     13 

41 

57 

59 

00!     44 

62 

72 

6b 

61 

44 

52 

48 

40 

48 

52:    51 

6( 

53.... 

54.6 

(  Minimum  — 

40 

48 

41 

39 

44 

47 

47 

40 

;<- 

H7 

■-; 

:.!l 

22 

36 

41!     43 

2; 

33 

4b 

52 

29 

3b 

30 

24 

29 

33 

34 

31 

35  ... . 

30  6 

.  i  iMaxnnum  ... 
(  Minimum.... 

62 
43 

65!    59 

501    47 

61 
41 

64 
48 

53 

4! 

66 
50 

^ 

■'; 

4b 

44 
2f 

11 

58 
42 

63!     47 
38|     30 

3; 

7r 

47 

71 
5- 

6= 

41 

i 

54 
39 

45 
30 

42 
29 

50 
35 

54 

38 

64 
36 

63 
35 

57  .... 
28  ... . 

,56,7 
■■V.i.  3 

Bioekton 

.  \  .Miixinuini  ... 

50 

65 

61 

6' 

65 

60 

(Jo 

•V, 

1 

49 

45 

00 

61 

04 

60 

64 

74 

70 

62 

49 

55 

54 

42 

51 

5b 

56 

63 

58.... 

57  5 

(  Minimum  ... 

41 

431     40 

35 

41 

49 

4ft 

4< 

11 

3( 

23 

32 

41 

49 

2; 

32 

42 

52 

46 

31 

32 

40 

28 

30 

34 

35 

29 

40  . .  - 

37. 3 

Clinton 

.  >  Maximum  ... 

63 

58 

57 

59!    63 

.50 

57 

47 

50 

51 

4; 

46 

42 

60 

6h 

681     47 

61 

71 

67 

02 

47 

62 

45 

41 

48 

54!    55 

60 

48.... 

,5  (.  .5 

(  Minimum  — 

40 

43 

42 

37 

45 

44 

40!     4C 

34 

37 

36 

34 

19 

35 

3t> 

46 

26 

29 

42 

62 

42 

28 

33 

36 

22 

29 

36 

31 

39!.... 

Concord 

.  \  Alaxinuiin... 

62 

61 

58 

61 

6f 

53 

55 

58 

50 

52 

49 

48 

41 

62 

60 

61 

49 

6b 

76 

71 

62 

46 

50 

44 

44 

50 

53 

53 

6'; 

47 

:j5.  8 

(  Miuimura.... 

40 

50 

3h 

2J 

42 

4b 

42 

3b 

33 

3S 

2< 

24 

16 

31 

31 

37 

27 

29 

37 

49 

34 

24 

29 

25 

25 

2S 

23 

19 

26 

East  War8ham[| 

)  :ilaxiiiiuiii  . .. 

61 

62 

62 

61 

02 

02 

48 

62 

52 

49 

55 

60 

58 

05 

51 

62 

65 

05 

52 

49 

56 

48 

4b 

51 

57 

57 

59 

46 

5«'  5 

■  (Miuimum  ... 

42 

45 

41 

4( 

40 

42 

50 

41 

35 

39 

32 

33 

19 

27 

33 

45 

28 

26 

39 

60 

48 

45 

27 

40 

17 

29 

33 

28 

22 

43 

06.  0 

Fall  River 

j  .Uaxiinum... 

61 

64 

60 

59 

6? 

58 

63 

6( 

55 

50 

51 

46 

44 

5b 

59 

(;2 

46 

58 

06 

6fa 

55 

48 

55 

48 

43 

60 

56 

56 

60 

52 

55  7 

(Minimura... 

41 

4S 

4:i 

3h 

47 

50 

48 

4.J 

37 

42 

34 

33 

23 

35 

3!) 

4- 

28 

34 

48 

51 

38 

32 

.32 

30 

23 

33 

37 

36 

32 

35 

87.8 

Fitchburg 

S  Niaximum... 

40 

57 

61 

00 

6f 

53 

60 

58 

51 

54 

46 

4."i 

fil 

m 

59 

5' 

64 

75 

7t 

64 

50 

49 

44 

48 

50 

51 

62 

55 

5\  3 

(  Minimum.... 

38 

4.5 

41 

30 

42 

42 

46 

38 

29 

36 

36 

.".1 

42 

27 

23 

38 

52 

37 

23 

29 

28 

13 

26 

31 

24 

22 

34 

•.•:>.7 

Framingliam 

i  Maximum  .. 

52 

64 

58 

58 

05 

61 

62 

61 

56 

.50 

50 

•1 

01 

62 

62 

72 

70 

67 

46 

52 

52 

41 

49 

54 

53 

62 

69 

.... 

:<i;.  a 

(  .Minimum  — 

41 

46 

40 

32 

40 

46 

47 

35 

33 

38 

34 

47 

28 

28 

38 

61 

43 

30 

30 

37 

19 

26 

32 

27 

24 

38 

;(5  0 

Gluuccster 

S    l;,.-ciMUiiii  ... 

50 

58 

56 

55 

68 

52 

53 

53 

49 

50 

4; 

•14 

.Vi 

61 

42 

56 

62 

&) 

52 

44 

50 

46 

39 

47 

51 

55 

53 

:::' 

•il.  7 

/  .'liiiimuni.... 

42 

48 

42 

35 

44 

45 

48 

43 

37 

40 

37 

31 

2'; 

40 

3") 

41 

29 

38 

34 

48 

39 

30 

29 

34 

23 

36 

31 

31 

25 

35 

;-U)  1 

Ilavfi-iiill 

S    ■■:.•  \iM.win  .  ■  ■ 

4» 

63 

60 

60 

05 

60 

56 

57 

52 

,53 

49 

45 

43 

57 

60 

46 

63 

75 

71 

68 

47 

47 

48 

42 

49 

52     50 

03 

60 

:::: 

^6 

/    '.iUllMlUlU    •  ■  ■ 

44 

48 

44 

38 

44 

45 

4b 

4i 

37 

41 

36 

35 

23 

37 

34 

46 

29 

34 

37 

50 

46 

33 

35 

36 

25 

32 

35     33 

28 

37 

:!7,  7 

Hyannis 

\      ..■    .il;-lin;    .  ■  . 

53 

60 

59 

56 

59 

55 

6' 

57 

56 

56 

55 

47 

43 

67 

53 

62 

48 

56 

60 

63 

68 

42 

55 

54 

37 

51 

55     58 

56 

51 

'M,7 

1  .Miuii.iuin   .-. 

4:! 

46 

41 

38 

45 

48 

50 

40 

40 

43 

3b 

35 

25 

41 

40 

48 

31 

30 

49 

.50 

40 

33 

31 

si 

25 

31 

34     37 

30 

:;~.6 

Like  Cochituate  .... 

S  \!;!  viMiiui  .  . . 

49 

55 

54 

56 

61 

00 

54 

55 

54 

48 

46 

43 

42 

55 

57 

55 

61 

58 

li9 

70 

67 

40 

50 

49 

44 

48      48 

60 

58 

.V!,  4 

1  Jiiuiiiiiini   . . . 

38 

45 

31 

22 

33 

41 

46 

30 

36 

30 

26 

29 

15 

26 

30 

41 

Zi 

24 

31 

49 

42 

22 

24 

33 

13 

21 

24 1     22 

18 

38 

::,i).  4 

Lawrence 

\   .luxniuiiM  ... 

5.5 

62 

58 

58 

61 

52 

50 

55 

50 

58 

47 

44 

44 

60 

57 

59 

45 

64 

73 

70 

47 

50 

47 

41 

48 

52     57 

64 

51 

(  Miuimum   ... 

41 

47 

43 

33 

41 

45 

47 

37 

34 

38 

33 

21 

33 

38 

27 

33 

33 

47 

37 

27 

31 

27 

18 

28 

32     30 

23 

t!3.  8 

Lowell 

1. Maximum  ... 

47 

55 

56 

57 

61 

51 

54 

54 

49 

49 

4b 

45 

43 

.58 

58 

59 

48 

.59 

09 

68 

49 

47 

45 

41 

42 

48 

51     51 

59 

46 

52. 2 

(Minimum  ... 

41 

45 

42 

36 

41 

46 

47 

37 

35 

34 

35 

22 

27 

34 

45 

29 

31 

36 

44 

43 

29 

33 

36 

22 

28 

33     30 

25 

39 

:'.'.,  4 

Nantucket' 

)  Maximum  . . . 

sy 

62 

58 

58 

,58 

58 

62 

61 

53 

53 

50 

49 

48 

59 

58 

61 

43 

57 

60 

62 

68 

48 

57 

49 

44 

53 

55;     56 

57 

52 

(  Minimum   ... 

4.5 

50 

47 

44 

47 

50 

52 

45 

44 

41 

4'- 

37 

33 

44 

42 

41 

35 

37 

50 

63 

'12 

38 

39 

35 

33 

40 

40     39 

38 

11  8 

New  Bedford 

(  -Minimum.!.'; 

% 

66 
,53 

62 
4b 

44 

63 
49 

57 
52 

64 
51 

59 
46 

50 
41 

61 
41 

52 
38 

48 
33 

45 
29 

69 
43 

58 
44 

03 
42 

49 
33 

57 
42 

63 

50 

63 
63 

59 
41 

^^ 

55 
41 

47 
32 

43 

51 

58 
40 

.^5.9 
-11.7 

Fittsneldll 

Maximum  . . . 

55 

51 

50 

53 

62 

51 

58 

50 

46 

43 

40 

38 

44 

54 

68 

62 

40 

57 

69 

65 

44 

39 

47 

35 

44 

57 

45 

49,2 

(  Minimum  ••• 

39 

39 

44 

33 

34 

43 

47 

36 

30 

34 

34 

32 

32 

29 

39 

24 

25 

34 

37 

37 

32 

31 

33 

20 

2S 

24 

:.;  i.  1 

PlymoiUh 

j  .Maximum  . . . 

50 

64 

61 

65 

59 

66 

61 

55 

52 

54 

48 

43 

61 

64 

62 

77 

72 

63 

48 

57 

41 

51 

56 

55 

61 

57 

57.8 

(  .\liiiimuiu 

45 

50 

43 

38 

43 

48 

50 

39 

36 

39 

31 

32 

21 

34 

50 

29 

29 

47 

52 

44 

28 

28 

39 

26 

33 

32 

24 

3(i.9 

Province  town 

1  Maximum  .  •  ■ 

1 

44 

60 
47 

34 

57 
32 

68 
47 

56 
50 

67 
45 

45 
39 

52 
32 

38 

44 
32 

60 
38 

64 

44 
32 

(  Minimum.... 

.... 
.... 

.... 
.... 

40     34 

Springfield 

(  Maximum  . . . 

"'53 

"ii 

■'60 

'63 

"60 

■59 

■59 

"53 

'49 

47 

■45 

"47 

60 

53 

62 

74 

71 

65 

48 

46 

48 

44 

60 

55     53 

63 

PC,' 2 

(  Minimum.... 

45 

45 

35 

45 

46 

46 

37 

32 

37 

30 

31 

28 

31 

45 

37 

31 

40 

47 

41 

30 

31 

37 

2.^ 

30 

33     28 

28 

,-.1.5   . 

Stockbridge 

(  Maximum  . .. 

01 

58 

56 
39 

57 

61 

53 

60 

511 

47 

45 

40 

39 

47 

56 

60 

53 

45 

61 

72 

68 

52 

44 

48 

40 

41 

48 

52      48 

61 

53 

,52.  5 

(Minimum.... 

39 

47 

27 

38 

43 

35 

24 

30 

31 

32 

32 

24 

34 

30 

23 

22 

29 

35 

35 

25 

27 

28 

19 

31 

27 

21 

19 

28 

30,4  : 

Swampscott 

\  Maximum  .  •  • 

57 

60 

58 

56 

59 

53 

58 

57 

48 

52 

52 

46 

43 

58 

53 

62 

46 

60 

66 

67 

50 

47 

61 

46 

50 

54 

53 

59 

51 

53.9  ! 

(  Minimum  — 

42 

45 

41 

30 

44 

46 

45 

41 

.36 

37 

33 

23 

21 

38 

38 

32 

27 

3b 

36 

48 

43 

28 

23 

35 

32 

26 

24 

26 

34.5  1 

Taunton 

(  Maximum  . . . 
(Minimum.... 

!§ 

^ 

60 

40 

^7' 

64 
36 

59 
43 

64 
50 

01 
32 

53 
31 

51 
39 

50 
29 

47 
30 

tl 

58 
24 

3? 

63 

44 

g 

63 
25 

37 

69 
49 

f^ 

47 

55 
25 

53 
32 

42 

14 

51 
23 

56 
30 

56 
22 

62 
20 

54 
35 

66.6  , 
32.4   1 

West  Cummington  . . 

S  Maximum  . 

45 

50 

51 

50 

61 

48 

57 

49 

47 

44 

40 

40 

43 

55 

53 

46 

62 

70 

68 

61 

40 

41 

45 

tt 

47 

46 

60 

54 

50.6  , 

(  Minimum.... 

37 

40 

39 

24 

28 

28 

38 

26 

22 

27 

27 

31 

20 

24 

34 

21 

20 

31 

30 

35 

23 

24 

30 

16 

27 

22 

18 

35 

27.8  ' 

Westfleldll 

)  Maximum  ... 
(Miiiiuuun.... 

56 
42 

59 

40 

5? 

To 

60 
31 

60 
44 

59 
42 

54 
36 

51 
35 

"311 

50 

61 
29 

tl 

60 
26 

30 

54 

49 
27 

62 

28 

75 
37 

70 
42 

56 
39 

50 
30 

51 

30 

46 
21 

51 
19 

69 
31 

52 
26 

62 
25 

64 
37 

«60.6 
"32.6 

Williauistown  

S  Maximum  ... 

51 

54 

51 

54 

59 

52 

59 

50 

48 

43 

■41 

40 

44 

63 

58 

65 

40 

57 

68 

62 

56 

42 

60 

42 

40 

45 

45 

45 

59 

58 

50  7 

(Minimum  ... 

40 

48 

41 

34 

41 

45 

47 

33 

30 

33 

34 

32 

28 

39 

37 

39 

25 

28 

34 

40 

38 

30 

29 

30 

27 

34 

37 

31 

26 

34 

34.8 

Worcester 

(Maximum... 

46 

63 

58 

69 

65 

49 

60 

56 

50 

51 

47 

44 

44 

60 

60 

58 

52 

62 

74 

69 

61 

46 

50 

47 

43 

47 

52 

52 

61 

48 

54.5 

(  Minimum.-.. 

40 

50 

39 

32 

41 

43 

46 

33 

27 

35 

34 

30 

16 

26 

34 

42 

20 

24 

40 

49 

36 

29 

28 

30 

16 

22 

34 

26 

23 

35 

32.9 

mocJe  h! 

uid 

1 

Block  Island! 

S  Maximum  . . . 

62 

62 

57 

57 

01 

56 

63 

58 

54 

49 

48 

46 

47 

57 

57 

59 

44 

64 

57 

61 

59 

47 

56 

46 

46 

50 

53 

54 

56 

53 

54.3 

(  Minimum... 

46 

52 

48 

46 

52 

51 

46 

44 

42 

39 

39 

36 

46 

45 

41 

34 

43 

49 

61 

40 

39 

44 

36 

30 

42 

43 

42 

43 

433 

Kingston 

\  Maximum  . . . 

58 

63 

59 

58 

60 

58 

62 

58 

55 

50 

50 

46 

45 

60 

58 

62 

51 

67 

05 

68 

60 

48 

50 

53 

42 

49 

66 

56 

59 

52 

55.8 

(  Minimum  — 

42 

63 

40 

28 

34 

40 

49 

32 

28 

35 

27 

29 

24 

27 

31 

46 

29 

26 

41 

47 

42 

25 

26 

37 

17 

17 

27 

23 

26 

34 

32.7 

Portsmouth 

(  Maximum  . . . 

67 

63 

60 

63 

59 

62 

60 

58 

52 

63 

60 

45 

61 

60 

51 

59 

62 

63 

00 

51 

55 

56 

44 

50 

59 

59 

58 

54 

57.5 

(  Minimum... 

41 

47 

41 

33 

46 

48 

50 

40 

33 

37 

30 

32 

23 

3" 

41 

46 

29 

37 

46 

50 

28 

32 

35 

33 

23 

33 

33 

35 

33 

37 

.36.9 

Providence ' 

i  Maximum... 

64 

66 

61 

64 

58 

60 

59 

49 

61 

49 

40 

43 

61 

57 

62 

5C 

60 

72 

70 

62 

47 

67 

45 

41 

49 

66 

55 

61 

54 

56.6 

(Minimum.... 

43 

52 

45 

39 

47 

50 

49 

46 

38 

40 

32 

27 

24 

33 

37 

37 

35 

45 

50 

33 

31 

32 

27 

21 

28 

32 

34 

29 

31 

36.5 

Coiuiedi 

ut 

Bridgeport 

(  Maximum  .  ■  • 

62 

63 

60 

58 

04 

56 

64 

56 

50 

47 

47 

46 

48 

64 

61 

60 

49 

59 

66 

68 

60 

50 

54 

48 

43 

50 

57 

57 

59 

50 

56.2 

(  Minimum.... 

45 

51 

41 

33 

45 

45 

50 

34 

31 

32 

29 

31 

34 

32 

35 

39 

28 

30 

41 

37 

30 

31 

32 

21 

33 

27 

29 

29 

47 

35.4 

Cream  Kill 

J  Maximum... 

48 

60 

56 

61 

53 

49 

46 

39 

41 

30 

40 

45 

,55 

59 

56 

45 

61 

71 

64 

61 

44 

43 

43 

32 

40 

40 

62 

52 

49  5 

(  Minimum  . . . 

37 

45 

39 

34 

42 

47 

46 

33 

29 

30 

25 

27 

30 

33 

38 

37 

20 

30 

46 

46 

36 

27 

32 

27 

19 

27 

29 

33 

29 

32 

33.5 

Danbury . 

\  Maximum  . . . 

60 

64 

58 

58 

55 

62 

53 

47 

45 

42 

45 

47 

62 

01 

58 

49 

61 

74 

68 

63 

46 

62 

49 

42 

47 

64 

55 

62 

57 

65.3 

(Minimum.... 

43 

47 

40 

24 

40 

39 

49 
45 

28 

23 

30 

24 

30 

34 

24 

27 

34 

22 

22 

33 

43 

40 

24 

25 

35 

15 

25 

28 

24 

20 

42 

31.1 

Hartford ' 

>  Maximum... 
(Minimum.... 

64 
43 

It 

11 

59 
31 

63 

47 

54 

47 

56 
36 

60 
31 

48 
35 

46 
29 

11 

49 
32 

61 
31 

u 

62 
37 

49 
29 

62 
30 

71 
41 

68 
40 

60 
32 

48 
28 

62 
.34 

45 
29 

43 
21 

50 

28 

56 

55 

11 

56 
32 

56.0 
34.2 

26     25 

Mt.Carmel 

(  Maximum  ... 

60 

59 

61 

57 

62 

54 

63 

55 

49 

47 

47 

44 

49 

63 

59 

69 

52 

60 

04 

67 

60 

47 

52 

46 

42 

49 

54      55 

59 

55 

64.6 

(Minimum  ... 

41 

45 

o7 

28 

41 

46 

40 

30 

26 

30 

28 

29 

32 

29 

29 

36 

25 

27 

35 

41 

31 

26 

33 

25 

17 

31 

26     28 

24 

30 

31.5 

New  Haven  ' 

\  Maximum  . . . 
(  Minimum.... 

64 
51 

61 

45 

59 
39 

63 
51 

58 
51 

65 
47 

58 
42 

50 
35 

49 
37 

47 
33 

46 

50 
39 

63 
39 

59 
40 

60 
37 

60 
30 

60 
38 

% 

66 
51 

59 
36 

48 
34 

56 
40 

45 
32 

42 

49 
38 

56 

56 
37 

59 
35 

57 
33 

66.2 
39.4 

New  London 

i  Maximum  ■ . . 

(  Minimum 

... 

.... 

.'.'.'. 

... 

;:: 

Norwalk 

i  Maximum  . . . 

"61 

-6^ 

61 

■59 

'64 

'55 

'64 

"56 

"56 

"47 

46 

"49 

■48 

"66 

■'ei 

"62 

"52 

'60 

67 

"n 

58 

■'53 

"49 

"44 

'56 

'58 

"60 

"ei 

"■59 

""56.'9 

(Minimum.... 

50 

33 

27 

42 

42 

55 

28 

25 

25 

20 

34 

28 

29 

33 

24 

24 

34 

37 

41 

25 

28 

34 

15 

24 

22 

25 

23 

40 

31.6 

Putnam 

1  Maximum  . . . 

63 

56 

60 

65 

56 

66 

50 

50 

49 

43 

47 

57 

59 

58 

48 

64 

74 

60 

45 

52 

50 

43 

48 

54 

64 

62 

55.6 

(  Minimum  ... 

41 

50 

43 

36 

43 

46 

32 

26 

31 

30 

18 

25 

33 

47 

27 

37 

37 

43 

40 

30 

30 

32 

12 

21 

25 

22 

19 

32.2 

Salisbury 

Maximum  . . . 

48 

61 

57 

55 

59 

52 

58 

51 

47 

43 

40 

40 

46 

55 

60 

55 

15 

59 

69 

62 

60 

43 

47 

44 

39 

44 

52 

49 

58 

61.7 

(Minimum.... 

37 

35 

37 

27 

39 

41 

44 

28 

23 

25 

20 

21 

30 

27 

36 

32 

18 

20 

37 

36 

29 

21 

25 

27 

16 

24 

25 

24 

20 

25 

28.3 

etorrs  

j  Maximum  . . . 

63 

56 

57 

58 

65 

57 

64 

59 

50 

49 

44 

43 

45 

67 

59 

67 

44 

60 

73 

68 

58 

44 

63 

50 

43 

47 

53 

53 

61 

51 

54.7 

(Minimum.... 

39 

49 

40 

29 

40 

43 

47 

30 

27 

33 

28 

27 

26 

32 

44 

GO 

25 

26 

38 

47 

39 

25 

27 

34 

16 

28 

27 

24 

40 

32.8 

Waterbury 

(Maximum... 

53 

6) 

61 

60 

64 

55 

65 

56 

61 

41 

44 

46 

51 

62 

62 

53 

64 

75 

68 

61 

49 

63 

50 

44 

49 

56 

57 

65 

67 

56.2 

(  Minimum.... 

40 

49 

39 

28 

42 

42 

45 

32 

27 

32 

26 

30 

34 

28 

31 

36 

25 

25 

36 

43 

37 

25 

30 

32 

18 

28 

29 

28 

23 

38 

32  6 

Westbrook 

Maximum... 
(  Miuimum 

60 
43 

62 
49 

63 
37 

58 
26 

65 
33 

58 
38 

65 
51 

59 

56 

Ji 

53 
22 

50 

60 
29 

62 
25 

60 

66 
39 

1 

59 

67 

69 
32 

1 

50 
20 

56 

11 

43 

49 
21 

58 

60 
19 

60 

60 
43 

.... 

.... 

57  9 
30.0 

Seepage  66  for  explanation  of  refe 

reoc 

em 

arks 

W. 

bTb 

osto 

n-2-1 

6-42 

1260    [ 

i 

1 

c^ 
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GENERAL,  SUMMARY 

An  iniprovcinent  in  the  stream  flow  and  water  supph-  situa- 
tion was  noted  in  New  England  during  December,  1941.  The 
principal  contributing  factors  were  tlie  heavj^  precipitation  on 
the  18-1 4th,  the  more  moderate  precipitation  on  the  24tli,  and 
the  melting  of  snow  in  the  northern  division  during  an  extend- 
ed warm  spell  from  the  23d  through  the  28th.  These  combined 
to  produce  an  increased  stream  flow  and  a  steady  rise  in  most 
irells  and  reservoirs,  but  coM(iition.=!  in  general  were  still  below 
normal  at  the  close  of  the  month,  particularly  with  respect  to 
jround  water  well.?.  A  slight  negative  departure  in  the  average 
monthly  precipitation  for  the  Section  as  a  whole  was  due  to  a 
modt^rate  deficiency  in  the  snow  vokune.  The  month  was  rela- 
tively warm,  averaging  nearly  three  degrees  above  normal,  and 
•very  reporting  station  showed  a  positive  temperature  departure. 
[n  addition  to  the  warm  spell  from  the  23d  through  the  28ch, 
;here  were  two  other  extended  periods  of  above-normal  warmth, 
from  the  2d  through  the  Otli,  and  from  the  13th  through  the 
l!*th.  An  unusual  monthly  temperature  range  of  97°  was  re- 
jorded  at  Enosburg  Falls,  Vt.,  probably  the  station  of  greatest 
X)i'.tinentality  in  New  England.  Generally  speaking,  Decem- 
ber's weather  was  favorable,  the  month  being  one  of  the  few  of 
1941  with  no  marked  precipitation  deficiency.  e.s. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  bas»(l  on 
106  records,  wa-s  29.4°,  wliich  is  2.8°  a'>ove  tlie  mean  for  tlie 
past  51  year.'*.  The  average  temperature  for  the  northern  divi- 
sion was  25.4°;  for  the  southern  division,  33.4°.  'I'iie  liigliest 
monthly  mean  was  38.0°  at  Nantucket,  Mass.  and  Block  Island, 
R.  !.;  the  lowest  was  17.6°  at  Caribou,  Me.  and  First  Connecti- 
cut Lake,  N.  H.  The  highest  recorded  was  72°  at  Enosburg 
Falls,  Vt.  on  tl:e  5th;  the  lowest  was -25°  at  Enosburg  Ffills, 
Vt.  on  the  21st.  The  greatest  monthly  range  was  97°  at  Enos- 
burg Falls,  Vt.;  the  least  was  44°  at  Provincetown,  Mass.  and 
Block  Island,  R.  I.  The  greatest  daily  range  was  54°  at  First 
Connecticut  Lake,  N.  H.  on  the  23d. 


PRECIPITATION 

The  average  monthly  precipitation  for  tlie  Section,  based  on 
193  records,  was  3.24  inches,  which  is  009  inch  below  the 
mean  for  the  past  54  years.  The  average  precipitation  for  the 
northern  division  was  2.94  inches;  for  the  soutliern  division, 
3.55  inches.  The  greatest  monthly  amount  reported  was  5.B4 
inches  at  Pinkham  Notch,  N.  H.;  the  least  was  0.89  inch  at 
Gilman,  Vt.  The  greatest  amount  in  24  hours  was  4.18  inches 
it  Adams,  Mass.  on  (he  13-1 4th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  8,  wliich  is  2  below 
the  mean  for  the  past  54  years. 

The  average  snowfall  for  the  northern  division,  based  on  89 
records,  was  13.1  inches;  for  tlie  southern  division,  based  on  76 
records,  2.3  inches;  for  the  Section,  based  on  165  records,  8.2 
inches,  which  is  2.8  inches  below  the  mean  for  the  past  54  years. 


HiiUiS 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  tlie  wind,  based  on  123  records, 
was  northwest.  Tiie  average  velocity,  based  on  the  records  at 
14  stations,  was  11.0  miles  an  hour,  which  is  0.4  mile  an  hour 
below  the  n)ean 

The  sunshine,  l)ased  on  the  records  at  12  stations,  averaged 
46  percent  of  the  possible  amount,  which  is  3  percent  above 
the  mean. 

The  cloudiness  was  near  the  mean.  Tiie  average  for  the 
Section,  based  on  136  records,  was  9  clear,  9  partly  cloudy, 
and  13  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  13  stations,  was  77  percent,  which  is 
the  mean. 


COMPARATIVE  DATA    i  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  I.sland,  and  Connecticut.) 
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CLIMATOLOGICAL  DATA:  Nii:\V  ENGLAND  SECTION 


December,   1941 
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Climatologrical  Drita  for  December,  1941 


Midne 


BaugorJI    

Bar  lliubor 

Biassiia  Dainf. 

Brunswick  

Caribou' 

Eastpon' 

East  Wiulliiop. 

Ellswortli  

Eustis  

Fanniagton.... 


Fort  kiMU 
Ganliiu'r- 
Gr.^ciivUlt 
Hiranit- 
Houltou.. 
Jacliiiiau. 
Lewistou 
Machias- 
Madisuii^' 
Mi.UUuctai 


MUlinu 
Milo... 
Mocscli 
Noi-lli  1 
OUUow 
On.iio. 
i'orthM 
Prcsiim 
Ripoae 
Rockia 
Rniiiloi 
The  i-o 

UPIHM- 

Vanccb 


iVei"  Ilaiiivfliire 

Berlin  II 

Betlilei.cin     ....... 

Caiiuoii  Mt  2 

Couconll 

Dix villi' IN otcli  .... 

Durluuii    

ErrolIP •■■•■•. 

First  Conn.  Lakef 


Franltlin  ■• 
Glenolilt  .. 
Hampton.. 
Hanover.!. 
llilUboro  . 
Kearsarge 
KeeneS  .... 
Laliel.ort  .. 
Lineoln-'.  .. 


Milan       

Nasluuri 

New  Duilnimf-.. 

Newport  •■ 

Noitli  stratford2 
PilikhaniNotclit. 

Plynioutli 

W    Stowartstown 

Wolflioro  Falls.. 

York  Ponii       .  ■  ■ 

For  State 


I'enobscot  ■  •  ■ 
Uancock  .  ••.. 

Somerset 

Cumberland. 
Aroostook  ... 
VVasliingtoii  . 
Ivennebec  ... 

ilanoofU 

Franklin 

Franklin 

Aroo.stook  . . . 
Aroostook  ... 
Kennebecs... 
I'L^cataiiuis  .. 


Oxford...... 

I'eiiobsc'Ol  ■  ■ 
I'iscalaiiuis-. 


Aroostool 
I'iscataqil 
ICnox 


StratVord 
(.:oos 

Clie.sl.ire. 


igham-. 

lU   

orough 


Mt.  Wasliinstonl-t 
VernionI 

Bellows  Falls 

Bennn.Klon 

Bloonilieldt 

Brattlelion.lia 

Burlingioni 

Cavendish 

Chelsea 

Cornwallt 

Craftsbnry  Com. .. 

Dors,  t 

East  l!;uneta 

East  K.vegate 

Enosbnrg  Falls  — 

Gilmaii  

Mays  Mint 

Newfane 

Newport  tX 

Northlieldl 

Readsboro^  

Rochcst(^r2 

Rutland 

8t.  Albans 

St.  Johnsbnry 

Searsbnrg  Mt.2  .... 
SearsburgSta.t^... 


Grafton 
Coos ■  ■ . 
Carroll 
('oos    • 


Temperature,  in  degrees  Fahrenheit 


+  5.2 
■  +  5.'5 


+6.0 
'+2.8 


+  1.5 
"+3.'9 


+  4.4 
'+3.' 6 


+3.7 
"+5.b 


12§ 


I'recipitation,  in  inches 


-0.50 
+  0.14 
+0. 19 


+0.99 
-0.96 
-0.  C6 
+  1.25 
+0.15 
+  0.  02 
— 0.  24 
+  0.57 


-0.46 
-0.30 
-1.31 
-1.07 
-0.11 


+  0  08 
+0.  42 
-0.45 


+0.37 
-1.62 

-6.' 47 


-0.71 

+0  m 

+  0.06 


+  0.05 
-0.02 
+  0.  28 
-0.36 


Civil  Aeronautics  Autb. 
B.  L.  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.  S.  Weather  Bureau 
[I.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  IlaniiaJi  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  I).  Sonle 
U.  S.  Weather  Bureau        i 
C.C  r.  &L.  Co. 
William  H.  Cumming 
1'.  M.Tripp 
Union  Water  rower(;o 
Bangor  Hydio  lClectric( 
Great  Northern  I'aper  Co- 
(Inion  Water  I'owerCo. 
Great  >iorthern  i'aper  Co. 
June  howler 
Ralph  P.  Webber 
(!.  L.  Chadbonrne 
Thomas  W.  (;lark 
Univ.  of  Maine 
D.S.  Weather  Hnrei 
Me.  Experiment  Hlatiou 
Great  Nortliern  I'aper  (!o 
Olivpr  W.  Molnips 
(Jharles  A-Mixcr 
Kuth  Durgin 
Union  Water  I'ower  Co. 
Guy  W.  Butler 
lIoUinK.suorth  A  Whitlie; 
St..  Croix  j'ap'T  Co- 


Edward  Fenu 
George  K-  Tucker 
Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  11.  Gleasou 
Univ.  of  N.H. 
Union  Water  I'ownr  Co 
Couu    Valley  Lumber  I 
K.  R,  Ricker 
F.  J-Sontlnnayd 
Stale  Sanatorium 
Frank  K.  l.eavitt 
Dartniontli  College 
N.  II    Uesearcli  Forest. 
Wendell  Lees 
C.  F.  Uobhins 
Arthur  W.  Marshall 
Edward  A.  Carr 
Public  Service  Co. 
Aiulroscoggin  Res.  Co. 
Pennichuck  Waler  WoA 

E.  E.  Tobey 
11.  P.  Shepard 

F.  A.  smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kpuuelh  Berry 
U-S.  Bureau  of  Fisheii 


U.  S.  Weather  Bureau 


B.  F.Hydro-KleetricCO, 
State  Fish  Ihitchery 
Gforgi'  ]/.  (Joopi-r 
Raymond  L.  Brown 
U.S.  Weal  her  Bureau 
Cea.Vt  P.  S,  Corp. 
Mrs.  Theo.  G.  Taplin  tt 
Sarah  E.  Lane 
Mi-s  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  (^o. 
J.  F.  Devins  ttt 
L.  n.  Pomeroy 
Oilman  Taper  Co. 
Fred  May  ttt 
Harold  P.  Grant 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Burean 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  pasie  74  for  explanation  of  reference  marks. 
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CLIMATOLOGIOAL  DATA:  NEW  ExN'GLAND  SECTION 


ClimatoloKrica 

1  Data  for  December 

1941,  (Continued) 
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29 
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5.00 
8.62 
•2.44 
2. '26 
3.08 
3.61 
5.01 
2.31 
4.44 
3  59 
8.17 

5.  22 
3.82 
3  32 
3.45 
3.14 
3.  19 
3.32 
2. 52 
4.55 
4.58 
3.26 
3.26 
3.06 
3. -29 
3  20 
3  66 
3.^27 
3.80 

3.6:1 

3.95 

+  0.82 
+0.58 

'  +  i.^64 

+6.6i 
+  0.53 

+0. 89 
+0.45 

+  6."  48 
-0.  42 

-0.  '26 
-0..52 
-0  85 
-1.39 
-1.02 
-0.62 
-0.70 
-0  38 

■-6.S6 
+0.  24 
-0.  53 

■  +  6.07 
-0.07 

2.99 
2.12 
1.09 
0.65 
1.92 
1.88 
.3.01 
1.47 
2-41 
1.97 
3.74 

4.18 
1.^20 
1.85 
2.01 
1.74 
2.  12 
'2.14 
1.64 
2.  60 
2.31 
•2.07 
2. 08 
1.58 
•2.07 
1.41 
2.  19 
1.80 
2.05 
2. 55 
•2.50 

25  0 
6.0 
19.4 

r2.o 

12.5 
21.4 
17.5 
8.2 
•23.0 

!!■? 

5.4 
2.0 
0.3 

■'o.'i' 

0.2 
1.0 
T. 
15 
7.7 
0  2 
1.2 
0.6 
T 

0  1 
■2.5 
0.3 
1.3 
1.0 
•2.0 

1.5 
T. 
1.0 
10.5 
'2.0 
7.0 
•2.0 
T. 
1.0 
1.3 
0  3 
1.5 
1.5 
T. 
0.2 
0.5 
0  2 
1.5 
4.9 
0.2 
T. 
'1'. 
T. 
11  0 
2.8 
2.9 
6.0 
0  8 
2.5 
0 

12 
10 
11 
12 
6 
11 
8 
6 
9 

10 

11 

8 
8 
8 
9 
9 
6 
5 
8 
8 
9 
5 
8 
4 
9 
7 
5 
8 
0 

i 
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7 
7 
9 
6 

13 
8 
5 

10 
5 
6 

10 
6 
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7 
9 
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7 

10 
4 
6 
4 

13 
6 

8 

5 

7 

8 
10 
3 

8 

4 

7 

8 

7 

19 
14 
25 
16 

w. 

uw. 

L.  L.  Lfouard 

Conn..  Kivor  Power  Co. 

1     N.  li.  Power  Co. 
1    Uiliiiun  W.  Ford  1(1 

Kv,.  Iv    l.onbicluy 

N.  li    Power  Co. 

K.  T.  HuKoii   III 

Olcott  Kills  Co. 

Walter  .Vdmns  III 

Bentoii  .s.  Piniiey 

Mr  Jc.2. 

.„i2 

4 
4 
8 
14 
10 
8 

5 
U 

6 

8 

'is 
■20 

8 
13 

10 
17 

■5 
14 

8 
12 

3 

7 
12 

8 

12 
13 

iY 

10 

io 

1.3 

10 
4 

io 

6 

19 
15 
■20 
10 
9 
15 

14 
9 

'8 
13 

■9 

10 
12 

10 

■■7 
11 

w. 
w. 

s. 

uw. 
w. 

25.8 
25.3 

28.9 
31.2 

+3.7 
+8.9 

■+3.' 8 

58 
72 

ce 

51 

5 
6 

•1 

6 

-14 
-25 

5 

22 
21 

21§ 
21 

31 
43 

45 
37 

73 

19 
106 
51 
57 
.55 
124 
4o 
48 
28 
21 
68 
54 
53 
15 
69 
77 
66 
19 

ilwii'iieJiiiKr.lta 
A»W'>\.,^ 

Berkshire  ...... 

Hainpsliiro 

Middlesex 

Norfolk  

750 
217 

■m 

70 

640 

17 

540 

110 

CUO 

1.360 

124 

398 

139 

18 

190 

402 

172 

240 

1,110 

15 

1R5 

■Aib 

950 

50 

00 

1.650 

90 

800 

1.030 

30 

80 

820 

148 

57 

85 

190 

53 

97 

275 

330 

100 

35 

83 

350 

65 

1.700 

920 

1.037 

1,650 

21 

1.050 

10 

25 

35 

400 

720 

970 

160 

199 

555 

8.50 

20 

20 

200 

520 

450 

1.205 

251 

224 

1.400 

900 

711 

960 

625 

19 

56 
0 
0 
56 
101 
0 
48 
0 
0 
56 
41 
52 
18 
51 
.■iS 
56 
0 
0 
11 
12 
0 

0 
41 
0 
0 

11 

0 
34 
0 
0 
53 
56 
55 
0 
0 
0 
0 
0 
0 

00 

58 
0 
0 
0 
0 

23 
0 

51 
0 

51 

36 
0 

10 
0 
0 
0 

44 
0 

23 
55 
46 

0 

0 

0 
15 
22 

0 

0 
54 

0 
48 

N.  K.  I'owerCo. 

M-Kv    \..'v    Kv,,.  sia. 

,1  ♦» 

;•:".■!       .       r      ,lu-  Health 

35.2 

+3.7 
+2.7 

58 
59 

3§ 
4 

4 

7 

21 
21 

28 
27 

Worcester 

Plymouth 

Hampden 

Hampshire 

•\il.^    1  ,11  ill.'  ll    Itl.,.(l 

30.2 

36.' 6" 
34.4 
32.7 
b5.2 
:».0 
32.6 
35.3 

+4.5 

+6.0 
+5  0 
^5.5 

"+2.'2 
+4.4 
+5.6 

63 

63 
66 
63 
60 
66 
61 

4 
4 

4 

3 
4 
4 

5 

...... 

6 
5 

8 

4 
7 



21 
12§ 

\i 

12 
21 

33 

27 
27 

38 

30 
30 
30 

City  KMu'iiioei 
State  Dopt.  Public  Health 
.^late  Dept.  Public  Health 
.Mel.  Waterworks 
SM.  Water  Work.s 
Fr.-d  .\   Tir.vcr 
.loscph  1,.  Koiley 
Ru-h;.r<l  C.  l!ri;:lK.m 
Hurlierl  H.  Allen 
Mel.  Wilier  Works 
.■-liite  Di-pl.  I'Mblic  Health 
St;it()l>cpt.  Public  Health 
llulpli  M    li:irl<vr 

Worcester 

Middlesitx 

riy  mouth 

Mui'..'.'.'. 

Worcester 

Middlesex 

Norfolk  

Worcester 

33  4 
31.6 

56 
52 

6 
6 

...... 

3 

f. 

24 
31 

25 
15 
34 
HO 
23 
46 
21 
43 
12 
21 
47 
30 
43 
90 
81 
116 
30 
55 
15 
2fi 
12 
38 
68 
I2S 
69 
24 
21 
25 
47 
22 
55 
52 
51 
37 
0 
27 
.30 
3? 
42 
44 
44 
21 
13 
68 
46 
21 
60 
0 
35 
52 
■29 
14 
54 
47 
99 

64 
.52 

7 
09 

29 
10 
47 

Franklin 

Middlesex 

Worcester 

.i.i:i>-table 

■■:  Mnien 

li.iiisliire  ...... 

Worcester 

Barnstable 

.' 

3.18 
3.16 
2.74 

3.  53 
4.79 
3.83 
4.26 
•2.65 
•2.47 

4.  .57 
3.86 
3.77 
3  72 
4.10 

3  04 
3.^27 
3.93 
3.34 
3.10 
3.39 

2  58 
3.41 
3. 03 
2.68 

4  29 
2.94 
3.25 

i?.24 

3  38 
2.  '22 

-0  31 
+0. 52 

+0'3'2 
+  1.61 
+0.^26 

■-0.'49 
—1.  40 
+0.  90 
-0.17 
-I- 0.02 
+0.19 
+0.53 
-1.64 

"■q.'oo' 



-i.i6 

-0.61 
-0  CO 

+  1.07 
-0.48 
-0.'22 
+0  53 
-1.03 
-0. 25 
-1.42 

1.98 
1.94 

1.  HI 
2.50 
•2.6S 

2.  '27 
2.16 
1.43 
1.24 
2.  S3 
•2.30 
2.47 
1.73 
2.30 
1.79 
2.  (fj. 

1.78 
1.85 
1  67 
I.41) 
2.  39 
1.7.5 
l.CO 
2.  33 
1.60 
'2.64 
■2.15 
2.  10 
•2.00 
1.21 

Slate  iK-iit    Public  Health 

State  Ucpt.  Public  Health 

State  Dept.  Publlu  Health 

City  liiiKii.eer 

State  Dept.  Public  Health 

A.  W.  l-add 

N.  G.  Power  Co. 

State  Dept.  Piibllo  Health 

SI  Mte  Teacher's  Collette 

State  Dept.  Public  Health 

Can  Bergstrand 

Met.  Water  Works 

FJssex  Company 

Prop.s.  T,ock.'<  Si  Canals 

.state  Dept.  Public  Health 

State  Dept.  Public  Health 

WiDinni  K.  Ilofl/.el 

State  Dept.  Public  Health 

N    li:.  I'ovvcrCo. 

Cliarlotte    V    lirauu 

U.S.  Weulli.'r  Bureau 

City  Knu'iiioer 

State  Depl.  Pubiic  Health 

State  Dept.  public  Health 

Stale  Dei)t.  Public  Health 

.< 

-ulu"!!.: 

3.5.'4 

27.9 
■Kb' 

+;i'6' 
+2.7 

'52 

•i 
4 

"5" 

'"9" 

2 
3 
5 

■■2i" 

■■2ii- 

■21' 

■•iis 

21 

21 

36 

■29 

33 
35 
30 

16 

10 
8 

11 

14 

■7 

'■4' 
io' 

8 

'i3 
19 

10 

E. 

Worcester 

Middlesex 

Kssex 

Middlesex...... 

itm»le+3. 

32  0 
32.4 
33.4 

+2.9 
+  4.2 
+  4.6 

59 

GO 

i 
4 

4 

■■'■■'      iTo" 

riymouth 

Kssex 



Worcester 

Worcester 

franklin 

Nantucket 

f{,.j>^tO|      

tl    

17 

'7 
10 

9 
■4 

8 

5 

20 
13 

nw. 

38.0 
36.7 

+  2.2 
+4.4 

60 
CI 

5 
6 

13 

21 

12§ 

27 
29 

!.,,,•• 

Worcester 

IMyniouth 

Berkshire 

Worcester    

Berkshire  

Ilamp.shire 

l^lymouth 

Worcester 

Barnstable 

'i' 

9 

is 

■uv: 

36.'2' 

+  2.6 
■■+4.'9' 

58 
■■62^ 

5 

-2 

21 
"21" 

41 
.30 

Conir.  ■  f  Public  Works. 
State  Dept.  Public  Health 

Mjl'"wafer'w'!X''°- 

11 
"3' 

7 

13 

■'i'i" 

nw. 

■  --v,i 

37.6 

+3  1 

57 

' 

13 

22 

26 

.lataii  D    Yo  k 
V.  S.  C  G.St.ttion 
Bri.stol  Co.  A'^r  scliool 

•t 

Bristol 

Franklin   

Worcester  ...... 

Berkshire 

Middlesex 

Hampden  

Worcester 

Berkshire 

2. 93 
5.45 

3.  68 
4.06 
4.00 
3. -24 
3  63 

3  66 
3.07 
2.93 
3. 85 
2.95 
2  41 

4.  .52 
4.10 
3.04 

4  46 
3.46 
2.42 
2.08 
3.31 
3.48 

2^83 

2.  63 

3.  .37 
2.80 

.3.92 
4  13 

+2.47  ■ 
+0.06 
+  1.02 
f  0  28 
+0. 04 
-0.14 
+  0.77 
-0.  10 
-1.-26 
+0.76 
-0.17 
-1.^24 

-6  oc' 

-0.  83 

-V.ii' 

-1.'26 
+0.  15 
-0.10 

-1.42 
-2.06 

■-6  01 
-1.03 

+0..52 
+1.28 

1.89 
2.73 
2.14 
2.G3 
2.50 

■2.'39' 
2.  .54 
1  91 
1.S9 
1.97 

1  00 
1.16 
1.81 

2  32 
1.93 
•2.40 
2.12 
0.80 
1.68 
1.86 
2.73 

1.26 
1.00 
1.65 
•2.  12 
2.12 

1  60 
1.97 
1.78 

0.1 
5.0 

■r. 

4.5 
0.2 
1.0 
1.5 
4.5 
0  2 
T. 
8.0 

10.7 
3.0 

T. 
6.5 
1.2 
7.4 
5.0 
1.5 
2.7 

r. 

0 
T 

■r. 

'1'. 

4 

7 
6 

6 
7 

10 
9 
4 

U 
7 
8 

12 
7 
5 
9 
7 

14 
5 
8 
8 

7 
6 
7 
6 
6 

6 
6 

8 

c 

7 

14 

9 

11 

15 

•  Kalls||ii 

28.8 

55 
57 

...^.. 

3 

22§ 

32 

N    E.  Power  Co 

•lOllt". 

State  Dopt.  Public  Health 
Met.  Water  Works 
U.  .S.  Armory 

14 

■■?■ 

10 

uw. 

34.3 

+  4.2 

2 

5 

21 

28 

30.3 
32.6 
34.7 
28.6 

■■+3.0 
+4.5 
+  1.7 

63 
.5.S 
61 
53 

4 
6 
5 
5 

2 

4 

4 

21 
21 
21 

21 

30 
33 
33 
23 

9 
8 
6 
6 

12 

in 

14 
13 

10 
13 

12 

nw. 
nw. 
nw. 

NHHbIt    If.    BMl,(tH 

Weslou  K.  Lewis 

Water  Works 

Turners  Falls  P.*  K.Co. 

Stale  Dept.  Public  Health 

Slate  Dept.  Public  Health 

T.  F.  Wbitluva.l 

Slate  Dept.  Public  Health 

Weslou  ('..ileu'e 

State  l)e))t.  Public  Health 

Met    Water  Works 

K  ?at\l 

•'Is 

Franklin    

Hamp.shire 

Worcester 

Hampshire 

Hampden 

Mid.ilesox 

Berkshire 

Worcester 

Berkshire  

Worcester 

Worcester 

lingtoa. 

2S.0 
34.4 
34.7 

61 
56 
fio 

4 

3§ 
4 

-4 
5 
2 

20§ 
21 
12 

41 
37 
38 

9 
13 
9 

■4 

14 
10 

6 
13 

9 

14 
8 
15 

9' 

io 

9 

15 
4 
19 
11 
12 

8 
10 

7 

18 

■7' 
12 

10 
14 
3 
12 
10 

nw. 

nw. 

uw 
nw.' 

nw. 

nw. 
uw. 

;i.1    .     ... 

,V!l3  .... 
n" 

30.6 

+4.1 

02 

5 

3 

21 

27 

Wi!liar,.s  Colloi'c 

U)3 

31.8 
33.2 

38.0 
.3.5.2 
36.3 
34.4 
36.0 

+  3.5 
+8.1 

+2.0 
+4.5 

■+2^8' 
+2.9 

65 
66 

57 
61 
62 
61 
62 

4 
4§ 

5 
3 
3 
3 
3 

4 
-4 

13 
8 
9 

8 

21 
20§ 

21 
21s 
12§ 
21 
21§ 

32 
4S 

21 

31  1 
26  I 
2^  ' 
31 

Cliffon!  I,    Davis 

Rh,^U  Tdnnd 

OCklslnndJ 

nifston 

rtsmonth 

OTideiice' 

Newport 

Washiuffton  .... 

Newport 

Providence   .... 

33 

100 

225 

8 

61 
52 

i;..>^  WVather  Bureau 
Agr.  K,'<ip.  Station 
Agr.Kxp.  Station 
U.  S.  Weather  Bureau 

Cnoitr.clieiil 

NewLoiidon  ... 

Litchfield 

Fairfield 

140 
420 
144 

0 
0 
46 

The  Baltic  Mills  Co. 

rkhainsfail^  ... 

Wat.^r  Bureau,  Hartford 

1dgeporl3........ 

35.0 

+2.9 

60 

6 

9 

21 

23 

<■" 

+0.34 

10 

16 

5 

nw. 

Bridgeport  Hydraulic 

Sec  page  74  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


i 


December,   1941 


Oiimatologrical  Data  for  December,   1841,  (Continued) 


Temperature,  iu degrees  Fahrenheit  |       Precipitation,  iu  incli 


■5   !£s 


CoitnecticiU 

Burlington^ 

Colchester 

Collinsvitle2 

Cream  Hillt 

Danbury 

Falls  Villages 

Hartforijl 

Lake  Konomoft-  • 

Mt.  Carmel 

New  Haveni 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbur.v  

Westbrook 

Test  lUrtlandS  .. 

For  State-.   •• 


Hartford 

New  London- 
Hartford  -  •  - 
Litchfield  ••- 

Kairlield 

Litchfield  --- 
Hartford  -  •  -  - 
New  London - 
Haven  - 


do 


New  London. 

Fairfield 

Windhnm.... 
Litchfield  --- 

TolUuid 

New  Haven  - 
Middlesex  -- 
Hai  I  ford 


116 

45S 

1,015 

e-io 


+  1.61 


+0  32 
"-6.' 12 
+0;56 


+0.11 


Water  Bureau,  Hartford 

J.  F.  Bailey 

Edwin  K.  Wilder 

T.  S  Gold 

Danbury  Flying  Service 

Conn.  Power  Co. 

U.  S.  Weather  Bureau      ^ 

New  London  WaterWorki 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

I)ept.  of  Public  Works 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 


■i 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Aurorns.—3-Qth,  11th,  15-1 8th,  31st. 

FLflos,  lu,nar.—2-Gth,  8th,  r2th,  29-31st. 

Halos,  solar.— 4ih,  9th,  16th,  18th,  23d,  31st. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms. — 14th,  Vanceboro,  Me.  and  Block  Island,  R.I. 

Foff,  dense.— 1-Qth,  10th,  14th,  17th,  24-28th,  30th. 

Sleet. —  (State  and  number  of  stations  reporting) —  1st,  Ver- 
mont 1;  2d,  New  Hampshire  2,  Vermont  2;  7th,  Vermont  1; 
13th,  Maine  1,  ]\Iassachusetts  2,  Connecticut  3;  14th,  Maine  4, 
Vermont  1,  Massachusetts  2;  20th,  Connecticut  1;  23d,  Maine 
2,  Vermont  2;  24th,  Maine  1,  Vermont  3;  25th,  Maine  1;  26th, 
New  Hampshire  2,  Massachusetts  2. 


Pressure,   V/ind,  Humidity  and  Sunshine 


Amhcrtt 

Block  Island 
nine  Hill.--. 

lios,ti.ii   

BnrlinKtoii  . 

Caribou 

Concord  — 

Eastport 

Greenville.. 

Hanover 

Hartford  .-. 
Nantucket  ■■ 
New  Haven- 
North  field  .- 
Portland..-. 
Providence - 


29.96 
30.01 

29.  99 


30.63 
30.67 
30.70 
30.64 
30.57 
30.65 
30.71 


29.3-1 
29-21 
29.15 
29. 23 
29.  25 
29  22 
29.  32 
28.99 
29.33 
29.33 
29.35 
29.11 
29.37 


Relative 
Humidity 


EXPLANATION  OF  REFEEENCE  MARKS 


Except  as;  otherwise  indicated  observations  are  generally  made  late  in  the  after 


vations.  Maximiuu  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on 
perature  are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  re 
computed  from  a  normal  or  "standard  mcnn"  adjusted  to  n  uniform  35-year  period;  for  stations  of  10  t'  • 
ence  letters  »,>■,",  etc.  appearing  in  the  laljje  indicate  number  of  days  missing;  for  example,  "  rcpresei.t- 


,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 1 


iiich  they  are  recorded.  The  departures  from  the  normal  tem-l 
irtures  of  precipitation  with  15  years  or  more  of  record  are  I 
'  (Old  the  means  for  the  period  of  record  are  used.    Refec- 1 


t  Post-office  addresses  of  these  stations  are  as  follows:  Maine  —  Bra 
New  Hampshire  —  First  Connecticut  Lake.  Pittsburg;  New  Durham.  Alti 
Cornwall,  .Mi'idl'bur.v  ;  Mays  Mill,  Colrain.  Jlass.;  Searsbnrg  Station.  \\  i 
ingliam;  Blu"  Hill.  Milton;  Lake  Cochituate,  Framingliam;  —  Connect 

tt    Notiiuli'.l.il  in  summaries  Itt    Observer  for  New  Euk 

•    Preciiiitatiu'.i  included  in  that  of  next  measurement-  **    i 

recorded  as  ol  preceding  date.  +    Precipitation  measured  with  recording  gage.  it    Observation  taken  at 

Regular  Weather  Bureau  station ;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight 


a  Dam,  Rockwood ;  Iliraui.  : 

Pinkham  Notch,  Gorhaii! ;  V  ;  i:  '  i;  ,, 
iigton:  Somerset,  Wilmington;  Virnou.  .^ 
t  -  Cream  Hill,  West  Cornwall;  Lake  Kt 
d  lower  Co.  T.      Trace,  prec 

ird  furnished  by  Massachiisettji  Depa 


;   Ripogonus  Dam,  Millinocket;  Winslow,  Waterville 
rlin;  —  Vermont  -  Bloomfield,  North  Stratford,  N. : 
elburne  Palls.  Mass. ;  -  Massachusetts  -  Ashland,  Fram- 
omoc.  Now  London. 

litation  is  less  than  .01  inch  rain  or  melted  snow, 
t  of  Public  Health;  precipitation  measured  in  morning 
I.  m..  recorded  as  of  preceding  day. 
Precipitation  measured  in  morning;  amount 
§    Also  on  other  dates 


December,  1941 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for 

December 

1941 

Drainaee  basin 

Day  o(  month 

« 

' 

■2  j    3 

4|a 

6  1    7 

8 

« 

10 

11      12 

,3 

14  1  15 

16 

17 

18 

19 

20  1  21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

I 

Maine 

Bant-'orlt 1  Vonobscot 

Rur  H;iibor  1  near' !  Coast 

i 
.12.... 

.29.... 
.04.... 

.62 

.01 

Voi 

.20.... 
.41!  .. 
.03|  .06 

•?^'t" 

f.' 

T. 
.'02 

.02 

•r. 

T. 

'.'i2 

f.' 

:::: 

.13 

t 

■I 

.06 
.04 
.04 

■93    ... 
1.93.... 

.58   .34 
1.36.... 

.76  T. 

.33.... 

tv 

.03 

T. 

.24 
.17 
.16 
.04 

T 

.92 
.32 

.01 

R9 

T. 
f." 

■."6i 

".oi 

.03 
.02 

T. 

■f.' 

T. 
t ' 

T. 
'IV 

2.58 
3.63 
2. 02 
3  57 

Brai^-ua  Dam* 

Bn.'Kwick 

Kennebec 

.•Androscoggin 

St.  John.     

("oast 

Kennebec 

.05 
'.'OQ 

•I- 

'.'os 

T. 

.03 
t'.' 

.04 

tv 

.311  .24 
1.66'  .02 

.621  T. 

■v- 

.67 
.36 
.84 
.84 
.64 
1  51 

.71 
.08 
.12 
.42 
1  26 

".93 
.05 
.05 
.47 

^^ 

T. 

2.38 

(1 

.OS 
.10 

.04 
.03 

.01 

.34 
.19 
.72 
.04 

!l3 
.18 
.21 
.18 

.21 

.02.. ..!.... 

iihrop    ... 

.... 

.03!.... 

..  1     . 

\.l 

.04 
.21 

8.10 
8.47 

2.97 
2.48 
3.18 
8  80 

Coai:t 

Kennebec 

...do 

St.  John 

.... 

T. 

'.'iv 
.... 

.01 

T. 
.01 

.01 .01 

T, 

.03 

•r 

•■^ 

■r. 

f.' 

■f.' 

.02 
.02 

^i?"7s 

:^vv 

1  ■ld(nr.)' 

.12 
"."62 

.11 
.17 
.01 

...do 

Kennebec 

....do 

Saco 

St.  John 

Kennebec 

'.ii 

.04 

".'i2 
.06 
.11 
.09 

'.OS 

'."65 
.09 
.14 
.02 
.08 

'.01 

.18 

t'.' 

.'25 
.04 

.05 

.86 
1.10 

.44 
.73 
1.21 
.83 
.67 

1.28 

s 

.30 
1.22 
.86 
.32 
.73 
T. 
.24 
.63 
1.86 
.28 
.63 
.03 
1.27 
1.4G 

.05 
.44 
.46 
.82 
.26 

'.■37 
.15 
.82 
.92 
.25 
.40 
.59 
.3b 

1.90 

".92 
.65 

'.k 

.57 
1.22 

.16 

.22 
2.02 
1.62 

.15 

.1( 

"."6i 

, 

.01|... 
.041.... 

f. 

'.04 
t. 

f.' 

•t.' 

.01 

.29 
.16 

'.'io 

i-Jt 

1.53 .. 

T. 
?9 

■f. 
.03 
•1- 

.06 
.02 
.01 
■)•. 

2.63 
3.40 
1.66 
2.92 
4.65 

.29 
.04 

f. 

.01 
.01 
T. 

i?' 

:B 

1.14 
.55 

1.05 
.67 
.90 
.96 
.72 

1.27 

1.25 
.30 

1.52 
.92 
.92 
.71 
.56 
.55 

1.14 

1.37 
.19 
1.36 
1.10 

.'76 

.22 

.06 
.30 
.17 
.82 
.03 

■:fo 

.14 
.25 

.'03 

.'ii 

.13 
.21 
.30 
.33 
.03 
T. 
.15 

.18 
.04 
.18 

•r. 

.07 

.02 

.26 

.20 

T. 

T 

.05 

'.'ii 

.05 
T. 

'.•66 

'.'63 
t. 

.26 
.01 

'.'SB 

'.'22 
T. 

'.'62 

.26 
T. 

Kennebec 

.03 

.io  .05 

.01 
.06 

t. 
T. 

.'64 

.03 
.05 

t".' 

tv 

.70 

'."si 
'.'ii 

ini 

;et 

.03 

'.'os 

.... 

.08 
t.' 

■.'08 

'.■35 

t 

t 

'.'62 

m 

.15 
T. 
1.30 
.25 
.15 

f. 

.05 
.02 

2.74 
3.33 

Penobscot   

Presunipscot 

.05 

.17 

"."i4 

.15 
.12 
T. 
.19 
.23 
.06 

'.n 

.18 

!09 
.05 
.06 

'.'48 

.03 

.'35 
.05 
.09 

!08 
.06 

!l9 
.15 
.22 
.02 

'.2( 

'.26 
.29 
.02 
.12 

.'08 
T. 
.36 
.14 
.05 
.22 
.02 

,J 

T. 
T. 

1.87 
2.82 
2  48 

i.lgton... 

.02 

Penobscot   

....do 

Coa*t 

t" 

.06 

■.'57 
t. 

.41 

.09 

.68 

T. 

.'38 

.48 

tv 

.13 
.02 

.10 

T 

.16 

T. 

.03 

.'64 
.49 

'.'65 

.60 

.07 
.05 
.09 

'.'06 
.17 

.04 
T. 
T. 

■r. 
.03 
■r. 

.06 
.'18 

.'06 
'.'64 

.14 

.io 

't'.' 
't'.' 

T. 
'.09 

■.'62 

.07 
T. 

Veo 

1.05 

.75 
.01 

.61 
.06 
1.01 

■.'64 

.7- 
.07 
.97 

Ai 

"."69 
.30 

.36 

■.■92 

■.■66 

t. 

T. 

.09 

■f. 

.08 

■f. 

■r 

'ios 

.05 

1.89 
2.90 
2.23 

, 

.::: 

.'.'.. 

T. 

T. 

.05 
.24 

Penobscot  

.05 
.20 
.01 

.03 

.05 

'.'i3 
'1'. 

'.'is 

'.'62 
.02 

t 

■."is 
'.'2i 

Androscoggin 

Kennebec 

.09 

'."os 

.02 
.03 

.05 

'.'62 
-.bl 

T. 

tv 

T. 

'.'oi 

T. 

.01 
T 

.00 
.02 

'iV 

.05 
.05 
.09 

.'03 

.01 

"■.^ 
'.'62 

.02 

■r. 

.05 
'IV 
.10 

'.'63 

.05 
'.'63 
.'62 

vv 

■p. 

T. 

t. 
.04 

'.'27 

■r. 

t. 

T. 
■.■06 

'1' 

■'69 
t'.' 

t. 
T. 

".m 
•)' 

■f.' 

.06 

'64 
.04 

■.■67 
f. 
t'.' 

'."63 

.06 

'.'08 

■f 

■.■04 
.03 

V61 
T. 

"y. 

T. 
T. 

.08 
.01 

t. 

.09 

t. 
.11 
.06 
.05 
.05 
.08 
.16 

'.'6i 

■."65 

'.'66 

•'■?• 

.09 

't.' 

"t. 

3.65 
2  40 

.:in  

Androscoggin 

Si. Croix 

Kennebec 

St  Croi.^: 

Connecticut 

Saco 

'.'io 

.08 
.04 

'.'08 

.10 
.03 

.01 

.... 

Vio 
'."18 

.09 
.03 

2.  ,31 
1.74 
2  89 

,1 

3  42 

uvfliire 

.02 

■r. 

2.95 

■in 

.02 

4.36 

1 

Merriniae 

Androscoggin 

Coast 

AndDseoggfn 

Coaneclicut 

•r. 

.04 

'."os 

.0,1 
.02 
.01 
.04 
.10 

.03 
.07 
.03 
.08 
.20 
.01; 
.08 
.13 

02 

.12 

■.'07 
.18 

T. 
.-03 

T  ■ 

.05 

'."67 

Notch'... 

...      .97 
.10  2  02 

T. 

■.07 
t'.' 

.04 

1.92 

•ni'.'l'.ak'et' 

.03 

■f.' 

.05 
.04 

.05 
.15 

■ 

■f 

.'07 
.14 

.04 

^' 
.20 
.02 
.06 

','47 

2.02 
T. 

'.'28 
.09 

'.'65 

.92 
.70 
2.12 
1.46 
1.35 
2.70 
1.45 
1.35 
2.15 
1.99 
1.94 
1.20 
1.3S 
.80 

L50 
1.61 

.61 
2.11 
1.62 

.69 
1.22 

.98 

2.04 
3.08 
3.28 
2.79 
2.44 
3.80 

....do 

Merrinnic 

Connecticut 

Coast 

.... 
f. 

.01 

.17 
.'16 

.is 

.18 

f.' 
1. 

t'.' 

'.'63 

tv 

T. 
■]'. 

'.'62 

'.'os 

t" ' 

f.' 

.... 

"V 
.... 

.'26 

'.'43 

■.'65 

T. 

t'.' 

.'06 

.i3 

T. 
T. 

.15 
.02 
.12 
.06 
T. 
.26 

t.' 

3.14 
4  76 

Saco  

.02 

:::: 

Vio 

.... 

.62 

.ui) 

Merrimac 

....do 

...do 

Androscoggin 

Merrimac 

....do 

Connecticut 

...  do 

Saco 

Merriinnc 

Connecticut 

Piscataquis 

Androscoggin 

f 

.62 

.01 

'.'63 

3.54 
3.64 

'iV 

T 

•r 

t.' 

.07 

t.' 

.06 

t 
.07 

.03 
t.' 
'.'66 

.C9 

T 

.05 

.10 

.06 
■.'65 

.04 

.■47 

.30 

.01 

.13 
.01 
.57 

f.' 
T. 

'.■io 
■f.' 

■r. 

.17 
•V. 
T 
T 

■r 

t. 
•1'. 

■.'61 

■f. 

f.' 

T. 
t'.' 

■r. 

t. 

■'I- 
t 

2  01 

3  01 

iuvm2t... 

iord=.';;;; 

■.'i4 

.09 
".06 

'.'io 

.io 

.08 
'1'. 
.05 

'.'62 

t 
.02 

'.'05 

'.'io 

T. 

iV 

t.' 
f 

T. 

.'21 
.22 

'.'ie 
.0; 

.16 

t. 
T. 

'.'62 

3.00 
2.29 

.  Notch... 

;  rtslown^ . 
-  Falls.... 

T. 

f.' 

5.64 
3.63 
1.64 
2.60 
2  45 

>It.  \\  aihingtonJJ. 

Vermoul 
BelU.-.sFalls^... 

Connecticut 

Hudson 

Com.ectKUt 

...do 

Champlain 

Connecticut 

...  do 

Champlain    

St.  Lawrence 

Chamv'ain 

Connecticut 

...do 

Charaplain 

Connecticut 

....do 

...do 

St.  Lawrence 

Champlain   

Connecticut 

T. 
.07 
.04 
.02 
.03 
.02 
.Or, 
.20 
.14 

.P.S 
.06 
.09 
.02 
.03 

•r. 

T. 
.07 
.08 
.12 

'ii 

.05 
.13 
.11 
.13 
.01 
.06 
.09 
.03 
.01 

^^ 
.11 
T. 

■.'62 

■V. 

f ' 
"64 

.04 

".6i 

tV 
■r 
.'64 

tv 
tv 

.27 
T. 
.02 
.21 
T. 
.15 
.01 
.02 
.04 

'.'69 
.09 

f.' 

Ak 
.01 
T 

■■?' 

'.'6.5 
25 
.17 
.14 
.29 

'.'i2 
.10 
.01 
.22 
.17 
.18 
.Ob 

T. 

.01 
t' ' 

T. 
T. 

.'62 
T. 

'.'04 

f.' 
T. 

.... 

.'oi 

.... 
■f 

f.' 

T. 

.05 
.06 
T. 

•1'^ 

".'ii 

T. 
.03 
.01 
.09 
.02 
l". 

'.'6i 

.05 

T. 

.Of 

'1'. 

.04 

T 

.01 

.07 

f. 

.'23 
.02 
■1-. 

.62 
.02 

'.'72 

•r. 

.'61 
.01 

■f.' 

'.'is 

'1- 

'.'59 
.2-* 
.13 

.09 
t'.' 

2.04 
3.74 

2^65 
.31 
1.86 
1.16 
1.20 
1.09 
1.00 
1. 05 
.97 
.58 
.59 
2.57 
3.00 
.46 
.73 
2.13 
2.32 
1.20 
1.02 
1.07 
■}  0( 

.04 

'.'65 

f.' 
T. 

.'64 

'.'08 
.05 
.15 
.01 
.12 

'.'64 
.03 
T. 

'.'06 

■f. 
T. 
.01 

■.'62 

t'. 

'.'20 

'.'63 
'.'oi 
t.' 
'.'io 
'.'65 

.06 
.09 

T. 

.12 

T 

T. 

.08 
.19 

'.'63 
.03 

.10 

'.'oi 
.01 
.12 

.01 

T. 

t'.' 
.67 

T. 
T. 

.67 
.23 

.30 
.51 
.34 
.55 
.16 

1  24 
.75 
.66 
.55 

1.01 

.29 

.'7f 
.88 
.50 
.69 
.37 
.75 
.33 
.18 
.64 
.65 
.88 
64 
.42 
.50 
.45 
.82 
.65 
.74 
.18 

.45 
.0( 
.07 
.97 

■r 
'1'. 
.01 

■'23 
■.■32 
"."i7 

i."i2 
t. 

T 

.57 

.53 

t'.' 

T. 
T. 

■.66 

.04 

■.'66 

.04 

.'ie 
.25 

'7" 
■f 

■'63 

"."69 
■f. 
■.03 

.10 
.11 
.01 

.11 
■r. 

.04 
.06 

'.'6i 

.13 
.02 
.03 
.04 

'.'i4 
.10 
.01 
.01 
.07 
T. 

3.20 
4  77 

:'lt 

ro2 

V  Coin.  .. 

'.'62 

tv 

■.'67 

'.'oi 

T. 

.04 

r. 

".Ob 

■'.6i 
.02 

1.85 
4.56 
1.43 
3.67 
2.19 
2.16 
2.86 
3  32 

1    u>t' 

2  10 

!?ate 

,'  Kalis.... 

.40 

"."26 

1.94 
2.41 
0  89 

:  \V'\  

'.'ie 

.60 

"^' 

T 

t. 

■.■64 

.57 
.05 
'1'. 

■f. 
T. 

.61 

4.78 

;:: 

1.11 

ro2 

T. 

1..50 
2.26 
3.47 

. ,    ,.2              

....do 

'.'62 

T. 
T. 

.04 
.02 
.10 
.07 
.07 

t'.' 
.02 
.01 

.01 

T 

.'60 
T. 
.04 

T. 

3.72 

Champlain 

...do 

.02 

t'.' 

.16 
.01 
T. 

.07 
.14 
.02 

■."26 
.19 
.20 

.'6i 

.02 
.03 
.02 
.04 
.07 
.02 

'.'62 

.07 
.01 
.01 
.01 
.01 

.04 
.01 

T. 

T. 

.07 
.03 
.03 
.02 

■■?' 
.06 

T. 

'."6i 

.11 
.13 
.81 
.92 
.72 
.55 
.35 
.49 
.68 

■V 

\.3b 

T. 

t'.' 
.12 
.09 
.14 
.12 

t. 

'.'62 
.09 
.02 

1.84 
2.09 

«Mt.»:::: 

'  '  Station. 

....do 

...do 

....do 

....do 

....do 

...do 

....do 

....do 

....do 

....do 

....do 

....do 

t. 

4  38 

2;9!i 
2. 12 
1.09 
.65 
1.92 
1.16 
3.01 
1.47 
2.41 
1.97 

5.32 

.01 

tv 

■.02 

■.14 

6.00 

3.62 

T  (near). 

.02 

tv 

t. 

.01 

'tv 

t " 

.07 
.03 
T. 
T. 
.01 
T. 

'.'62 

.61 

.04 
.1( 

f.' 

T. 

■f.^ 

■."62 

"t." 
.09 
T. 

.17 

■."04 
.08 

".n 

t.' 

"."6i 

2.44 
2.26 

1.'38 

3.08 

;iverJunc.'' 

.08 

3.61 
5.01 

T. 

.09 
.04 
T. 

f.' 

T. 

T 
T. 

2.31 

"ton* 

.'io 

.35 

T 

.62!!.  07 

T 

3.59 

Sea  page  74  for  explanation  of  reference  marks. 
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1 

1 

I 

CLIMATOLOGICAL  DATA:   NEW 

ENGLAND 

SECTION 

1 

1 

1 

1 

1 

December 

■ 

1941 

Uaily  Precipitation  for  December,  1»41,  (Continued) 

Stations 

Drainage  Basin 

Day  of  month 

„~ 

1 

2j     a|     4 

5 

6|     T|     8 

9 

10  1  11 

^ 

13  j  14  1  15 

16 

hL 

18 

19 

^ 

21 

22 

23  I  24  1  25 

20 

27 

Ji 

» 

^ 

31 

^fas^ac\lUf(!Us 

1         1 

1         1 

1         1 

1 

.J             2 

Hiid.son 

.... 

.1:>I     .061.... 

.20:.. ..!.... 

.'24 

.I9I.O2IT. 

.01 

;;;; 

....I4.IH   T. 
.92  1.20  .... 

T. 

.01 

25    .29 

.151.001.... 

.02 
.10 

.04 
.01 

5.22 

3.82 

Aiiiliei-sti 

. 

'T.' 

■'i''.' 

Ashlaml 

(iharles '. 

.101  .Oli.... 

.14 

;;;;  'tv  ;;;; 

.•„.'■*'!  •■- 

1. 

.'6i 

.10  .90!.... 

.01 

T. 

'i'".' 

3.32 

Beech  wood** 

Coast 

f.' 

.u 

T.  1.... 

T. 

T. 

■■i'. 

'i'.' 

.02 

.03    .701.... 

■■r.' 

.02 

.02 

T. 

3.45  1 

Blue  Hint  

...  .(Id 

! ! 

■1'. 

.05 

.29 

.07 

.02    T. 

T. 

;i2V74 .;;; 

.01 

T.  1  .81I... 

T. 

.03 

'r.' 

3.14 

lioslonl 

...  do 

.. 

T. 

.27 

.02 

.09 

.Oil  T. 

T. 

.47  1.65.... 

.07 

.59.... 

T. 

f.' 

.02 

T. 

■•i'.' 

3.19 

Boylstoii  

Merrimac  .  . . 

.. 

.20 

.  11 



...    12.14    ... 

.79I 

.08.... 

.... 

3.32! 

Brocklon 

i;oa.st 

T.' 

.31 

tV 

■i'V 

.021  T. 

.... 

T.  Il.64.... 

V63 

■i'.' 

.521  T. 

■i''. 

T. 

2.  S2  1 

Cliestfi** 

ConiH'cti.'ut. 

'.'o- 

.l.i 

.20 

■.■62 

2.6O;. ...... 

.■n 

.  59    . . . 

■;i5 



4.55, 

C;iu-s(rili,.l(l" 

...do 

!!:  .04 

n.-.  T  :.... 

■;27 

.04 

2.31  ....|.... 

1.'25 

.40  .... 

'i''.' 

.19 

t'.' 



4.58 

ClKistinil  IliU' 

Coa-t 

.16 

2  07    .  061 ... . 

Voi 

; ; ; 

.11 

.62.... 

.02 

3. '26  I 

Clintui.^ 

.\l.Mrima<'  ... 

v.:    \ . 

T.      .11 

■'i''.' 

...  b.osl.... 

.  78  . . . 

-i'.' 

.'io 

3.26 

C()lU'<)L>i 

...  do 

.11    ,  :  r 

.09,  .02 

T.    .... 

.  18  1.  .581     . . 

■iV 

. 85  . . . . 

T. 

.06 



3.06  1 

liiisl  Wiuiauim'^ .  .. 

(Joast 

i'         .L'-.     '1'. 

T.     T. 

T. 

■''i'V 

T.   2.07    T. 

■i'V 

.06    .88 

;;;; 

'1'. 

3.  '29  i 

Fall  liivof 

...do 

,  ::  1 

.031  .02 

.451.41  .... 

" 

; ; ; ;  I . oe 

.'67 

.81  .... 

.01 

3.20 

Kitc.libiirg 

Merrimac  ... 

.  13!   .. 

2.19    .10'    . 

.     '  .20!  .87 

;63 

3.661 
3. 27' 

Fiivminprham 

...do 

J  j       ; ! ; 

.14  ;;; 

tV 

....Ilso!....!... 

..... 

...  1  .,,■ 

....!....!l  OS:    ... 

■'~V 

.03 

■r.' 

Fraiildiii" 

Charles   

.;i) 

.15I.... 

2.  0.51 ......... . 

.,1 

.05!.... 

....1   .101.00'..    . 

.08 

V. 

'.'67     3.80' 

Gardiiur" 

Coiiii.-cMcut. 

.09; 

2.5.5.. .,1  ...    .. 

.... 

....    .151  .54  .... 

.11 

. . .   i     3.  63 

Gl0Licesl(-r 

(■o:i.-t 

!!:  'I'V 

!24]  .Oiy\'.'.'.':  .1?:  T    1  T. 

:;;; 

;o2 

.■20  2..50J. ...... 

.;;  i...- 

.04    ... 

....    T.  1.58.... 

■'1'" 

'.'i2 

3.'.lj 

tirotoii** 

MrT'.-i,)!!!.'    ,       . 

..  '1' 

ik;        I 

1.981  .11  ....  ... 

....1  .17'  .60.... 

T. 

'.'ofi 

. . . .  i    ;i.  18 

IliirdwicU** 

(•oui;.Ttic;i(  . 

.10 

:il"" 

;■  1  .  11  .;;!....'.;;. 

.;. 

1.941....  .... 

....1  .'22    ..56!.... 

... 

.09 

....!     3  IG 

Hatclivillt."    ... 

Coast    

.01 

.  40!  T. 

.. 

.04!....i  T.  1  T. 

■i\ 

.011.  or  T.  ]  .. 

:;;; 

' 

T. 

.02 

.65.... 

r. 

'r 

'J. 

'1' 

f.' 

T.  j     -2.74 

Haverhill 

Merrimac  .  .. 

.041  .17 

.13.... 

...1  .102.40  ... 

r. 

.63.... 

06 

....1     3.53' 

H'iUh** 

Connecticut. 

.'Oo 

.  cyi  T. 

T.' 

.28 

T.      .02 

,..,2,08,  T.  1.... 

■'i'V 

T. 

■.'85 

.63.... 

'i-.' 

'.'io 

'.'14 

T. 

....!   4.79 

Uolvoko^ 

. . .  u.; 

T.      .22    T. 

.23!.... 

■I'. ' 

,    . .    2.77    '1'.    ... 

.32 

.71 

T. 

.08 

...   i     3.83 

Ho'-wacTiumer-i... 

....do 

.05    .04.... 

.'6i 

.20      -. 

T. 

';6i 

.01    T. 

...  '        2.  ir.  .02  .0 

I'V 

r. 

.64 

.86 

'iV 

.14 

.11 

....      4  2ti 

Hiibliardstnii**  .. 

...'lo 

.01 

.ly 

.13 

T. 

.  ,1  4.;  .12  ....  ... 

■.'15 

.58 

.04 

....:     2.05 

riyaiiuis 

Coast   

...do 

.  OJ 

:^l  t: 

.05 

T.^ 
.13 

;;;; 

T'\  T  1.24;  ■i;v...^i  ■• 

.01 

■'!'. 

.75 
.07 

T. 

.78 

T. 

.05 

:'■ 

....|     2   17 

[pswiclt** 

■.'69 

Jen-e>-<,,„     

MrTt!n>OC   .   .. 

....    .24.... 

.26 

1 '         ..'  V,  "■■■," ■ 

.971   ... 

■.'69 

-.'..  s6 

Lak..     ■   .         :■     '•': 

.■2-ll 

".m 

■f  ■ 

.62 

.85.... 

'r.' 

.'63 

T.  1    :;  77 

Lawn     ■  ■ 

.  IS    .01  .... 

.121  .01 

t. 

r. 

.''■■.  i  1     • 

■.■qi 

/lOl    .83:    .. 

■V. 

■r. 

.io 

T.  I     3.72 

Lo'.','-! 

.24L. ...... 

.24.... 

t. 

T. 

.19 

.  95 

.15 

....1      4.10 

Mf\u.^\. ■'.:-' 

. a;i  T.  \  ... 

.  031    . . . 

'04 



.K 

.72 

■.'61 

T. 

.01     :i04 

Midtiehoro^' 

.■"i-i 

.;is:.. ..;.... 

T.  1  T. 

i   . . . 

r  ',':'.      v; 

.02 

— 

.06 

.86 

.01 

t. 

...   1     3.271 

MiddlPtoi. 

.  do. :.:::. 

.01 

.  OS  .... 

■i   ',,,.,, 

.01 

.09 

.67 



'f. 

.04 

;!  93 

Milford*' 

Charles 

[ ' 

'.^'.ii' ::']'.'■'■'■ 

;1:33 

■;;;  ;;;; 

IV    ,  •  1      . ; 

.02 

.08 

.98 

... 

.02 

'.'oij   i.lii 

Millhii.y"      

Blackstone  . . 

T.     .14'  ., 

1  '■  ■, 

.13 

.62 

'.'63 

...     1       ,i.  10: 

Moiih'S:'i<'Oit.Y-... 

Connecticut. 

r.  \  .OS, :  .22 

!         ■    ..     1.07    .10... 

:;;. 

I 

.51'  .63:.... 

.IS  .... 

:i.  39 

NaiiU:<-k,.|i 

Coasi 

.■)■.),...■    ...,  .03 

Vm  '.'.' 

1;.  j  .'21,1.14  .... 

■.'05 

'■■'j  ■''■ 

.52'....'  T 

:oi!  T. 

.05    .01!....      .'  58 

Nfnv  Uf-dlnrd     ... 

do 

.Oil     3rt:.... 

....1... 

t.  I . . . . 

T. 

....1... 

.  05  . .  . 

■r. 

....1    I     '.... 

....      3.41 

Nurthljn.ls-** 

niiU'k<lone.'. 

.18     .02:     .. 

.13      .. 

....  — 

1  75! 

■■i'V 

.  10 

.SO' 

'1'. 

....i     3.031 

Pemhrok-j" 

Cor<t      

•l'. 

.3.i|  T    !  T 

1  .  '  T. 

r.    ... 

'1'"  i.fioj  'i'^.'  ;;: 

T. 

■'i''. 

.ii 

.70 

T. 

T. 

T. 

•2.68 

Hern" 

Co:ii;iTt:cat. 

.  0. 

.'0:;  ... 

...2.33    T.      .05 

T. 

.62 

.02 

';i5 

.10 

4.29 

Petersham  

....do 

.■..'.'  ;':"i !"'  ;2o.';i7  :',:.;:: ....;... 

...11.601.... 

. .; . 

'.31 

.58 

.09 

■2.94I 

I'lttstiuld^ 

llous;il.iini- 

.10!  .1.5.... 

.13   T. 

....:   T.   1   .01 

...    2  64[   ... 

.'6' 

; 

'l'.' 

';26 

3.25 

Pla  Infield** 

C.-mnet-ticut . 

'.09 

.  Oi;[  ....... 

'.21 

....l.... 

.01 

2. 15    ...     ... 

'.'95 

'.'36 

.04 

3  881 

l'l.vim>!ilh 

I'oast 

T.      .31    T. 

....    T. 

■'i'V 

T.    2.10    .. 

■'i''.' 

.83 

r 

f. 

'■v.' 

3.24i 

Princeton 

....    .  15  . . . . 

18 

...2.C0!... 
....1.211  .01 

1  00 

.05 

3  38: 

Provincetowii 

Coast '. 

.'61   .381 '.'6i 

T. 

■■r.' 

■■!■'.■ 

'iV 

.02 

.58 

'i'.' 

i'V 

2.22 

Rockpopt  

...,d 

..,l....l.... 

... 

Segregaiiset 

,  ..do 

T.      .33I  T 

f. 

'■!'■.  ji^spj;;;; 

T. 

.70 

■.■qi 

■■i'oai 

SlielbariieFalls'^. 

Couiiertieut. 

T.  !     07    .02 

.30 

.... 

.93 

i.'iij 

'.'oi 

.20 

5.451 

Sontlii)ii;lse" 

Tliamtts 

T.  ;   .  15    ... 

f.' 

.31 

.... 

.... 

214V.^"" 

.01 

:;; 

.16 

.86 

■i''." 

.05 

3.681 

Sonth  l*:f;remoiit** 

Ilou.satouie   . 

.1:.!]    ...1.... 

.03 

■2.  03 

.72 

.45 

.05 

■f. 

4.06J 

Spot  Pond 

Coast 

.01 

.2S    .01'.... 

.07 

.... 

'2.50 

■.■62 

■.'62 

.14 

.75 

.02 

4.(0 

SpriiiRlield 

Connecti<ut. 

'      .24!.... 

'tv 

■t.' 

« 

i;97 

...     ... 

.76}.... 

■.■2'7 

T. 

3.24 

Sterling 

Merrimac  ... 

.IH....     .. 

.14 

.01 

.... 

;;;; 

'2. 39 

.89    ... 

■.'62 

.05 

3.63 

Stockbridge 

llon.satonic 

•'ll'    '.o'     ■      ■ns'--6i 

t" 

.02 

r.' 

i.'331.'21 

.04 

T. 

.09 

..51    T. 

T. 

'.'63 

't. 

.08 

3.66i 

Swamp.'ieott 

Coast 

T. 

.07  1.91 

.... 

.02     .,    1... 

r 

.66 

T. 

T. 

.01 

3.07 

Tanutoii'''  

...do    

t1  ;l3i  T.  ;"1.'.°';  i-v 

T.    l.W).... 

T. 

.70 

.01 

•2.93 

Turners  Kails 

Coniieclicut. 

.'6i 

.o;i  ....    .03  .13   .05!.... 

.36  1.971    ... 

:.. 

';i2 

.91 

;;;; 

T. 

".13 

.05 

3.85 

Ware** 

.10 

1.60  .lO:....!... 

.30!  .42 

.... 

.10 

•2.95 

Webster** 

BIa(k.,'tone".; 

;;  T. 

:2o;  ■:'^';;:r:i5:;;;  '■'■ 

r.' 

1.161  .01!    ..    !    .. 

, 

;.  ;    0- 

.10'  .76 

'f  ■ 

■.'61 

T. 

2.41 

West  CninminRtoii 

Connocticut. 

.i3i  .or, ....   .0-1  .17,  T. 

.03 

;; ; 

.36  1.81!  .03 

T 

.... 

t' 

1.62 

;03t  .06 

t. 

.15 

4.52 

Wcstiii-l(l'» 

d.i 

'.'.'■v.' 

.241  T.  1  .01    .231.... 

T. 

•2.32J..., 

.45 

.76 

.09 

4.10 

West'  >n 

CiKU-i-'- 

.. 

.01'  .2ni      .    !         1  .O.s'    .. 

T     1.93 

■.y 

.76 

r. 

'iV 

3.04 

West,  oris'*       .. 

C':iineeticut. 

.11 

.211    ...:...    1  .14'    ..    !.... 

.04 

•2.40    .. 

'.'82 

.60 

".ca 

'.'ii 

4.46 

Wo<tKuUaiid.... 

...do 

'.'. 

.01 

.22 

28 

•j-. 

2.12 

T. 

.19 

..57 

.07 

3.45 

VVilliamstown    .... 

Hudson 

.03 

r. 

T 

.03 

.11 

.02 

r. 

t' 

T 



.40    .80 

.02 

.0 

.12 

.31 

■.'36 

't.' 

.17 

.02 

'os 

2.42 

Winchendo.i**  .... 

Connecticut. 

■v.' 

.  10 

.09 

; ; ; 

i.fisi  ... 

.11 

.10 

2.08 

Worcester 

Blackstone  .. 

.. 

.03 

.12 

.03 

■'i'.' 

'tV 

t.' 

.22|1.86 

■i'. 

;■ 
■ 

T. 

.'S4 

'.'64 

■'!•■. 

3.31 

Jihoile  Maud 

Block  Islaiidl 

Coast 

....do 

.13 

... 

.24 

.25 

T. 

.63 
.01 

.63 
1.60 

.05 

.04 

.11 

T. 

T. 
T. 

T. 

2.38 

Kingston 

.25 

■.'61 

Portsmoulh 

..do 

T 

.26 

.'02 

.05 

■'i'V 

.04il.65 

".02 

'i . 

.,59 

■'i-'.' 

'i'.' 

T. 

'i'" 

2;  63 

Providencei 

...  do 

.25 

.06 

T. 

.64 

1.48 

r. 

.83 

.... 

r. 

T 

T. 

'r. 

3.37 

CouiiedicMl 

Baltic^ 

Tl 

49 

.69 

1.  60 

.09 

1.03 

.02 

3.92 

Barkhamstcad^  .  .. 

Connecticnt. 

Coast 

Conupclicut. 

".6i 

;29 

.'17 

;:;; 

.22 
.02 
.30 

r.97 

.04 
.07 

1.58 

■.'65 

4.13 
4.35 
4.63 

Bridgeport 

'.'65 

'•°^ 

1.78 
2.  34 

'.'69 

.59 
.78 

Bnrlington^ 

.... 

'.'94 

'.'oi 

Colchester 

('„a^t 

Coliinsville^ 

.18 
.27 

'.'29 
.01 

.,•; , 

"05 

'.«;.'; 

.93 

4.i4 

OreamHlUt.'^.'^'r 

iiou,s;uoiiicV.  !!:'.;■ 

■.09 

■.'is 

■f. 

.38 

tit   T. 

■1'. 

;;;: 

.o-iW.u 

T. 

'.'io 

3.92 

Danbnr.v 

...do 

.03 

.03 

'.'6i 

.18 

.03 

T 

T. 

;;;; 

.40 

•2.33 

.14 

.011.67 

'i'.' 

T. 

T. 

4.83 

Kast  Hartland^  .   . 

fr.niiecticnt  . 
Uou.sa  tonic-. 

1.94 

... 

FalU  Village 

!!!! 

.08 

'.ii 

.14 

■.'oi 

; ; ; ;  .'so 

■.'65 

"i'.w 

Hartford  ' 

<  onnccticut 

T. 

.16 

f. 

.36 

T. 

T. 

1.'24 

■.'61 

■r'.' 

.14 

.'691  ;46 

'r'. 

■r'.' 

tV 

■r'.' 

.02 

'.'.'.'. 

3.08 

Lake  Konoraoc  ... 

Coast 

... 

.'2.5 

.65 

.10 

.  ,55|2.  00 

.15 

1.03 

.05 

4.78 

Mt.  Carmel 

....do 

...  do 

f. 

T 

.16 

.15 

f ' 

.21 

.01 

T.' 

■'i'V 

.  03  2.  .54 

■2.41,  .47 

T. 

T.' 

■'i'V 
.01 

.11 
.09 

■rV 

1.07 

'i'.' 

t. 

T. 

't.' 

T. 

T. 

't" 

. 

'.'.'.. 

4.62 
4.12 

Now  Haven  1 

T.  1  .  .50 

'.'os 

New  London 

do 

Norwalk 

...  dol  ............ 

21 

.... 

.44 

.33 

T.  lyk} 

T. 

■.'69 

-iV 

■.66 
.93 

'.'62 

•f.- 

■.'62 
.02 



.... 

■■ 

'Ii 

Putnanitt 

Thames 

;i9  ,■ 

T. 

1.14 

Salisbury 

Housatonic  

T, 

.09 

T.^ 

1.90 

.46 

T. 

r. 

T. 

.76 

•iV 

.02 

;;;■ 

*-5i 

Storrs  

Willimantic 

os'    1  ■? 

.28 
.36 
.71 

.06 
.02 
.04 
.2-2 

.05 
57 

1.89 
1  75 

02 

.'26 

1.11 
1  27 

;;; 

T. 
T. 

T. 

8.66 
4.  SI 

Waterbury 

.05 
T. 

.01 
.17 
.30 

fV 

Westbrook  

...do.;.:;;;;!!!!: 

Connecticut 

;i2 

1.94 
1.98 

T 

,.!= 

T. 

.69 
1.10 

T. 

« 

West  Hartland^  .. 

Seepage  74  for 

explanation  o 

rt 

fe 

renc 

e  in 

irks 

1 

1 
( 

I 

December,  1941 


CLIMATOLOGIOAI.  DATA:   NEW   ENGLAND  SECTION 


D 

ally  Temperaturea  tor  Decemi] 

er. 

1941 

Day  of  Month 

stations 



— 

. 



\ ■ 





— j — j 





— 





Mean 

1 

-1 

_ 
3 

-i 

6 

_L 

-1 

^ 

J. 

-^ 

11  1  12 

13 

'^ 

15  1  16 

_!L 

ii 

19  1  20  I  21 

IL 

28 

ii. 

25 

26 

27 

2S 

■^ 

30 

s, 

Miunt 
Bangor  

(  Maximum... 

20 

40 

« 

52 

52 

49 

36 

34 

30 

40 

17     21 

28 

34 

80     36 

„ 

38 

«  J   , 

26 

"^ 

« 

44 

37 
29 

40 

36 

31 

23 

. 

34.0 

■  i  Minimum.... 

•2 

19 

25,    29 

26     30 

22 

20 

12 

14 

5       2 

1 

28 

17      18 

12 

9 

26   —3    -4 

3 

15 

81 

32 

80 

26 

22 

8 

6 

16.6 

Bar  Harbor  (near)  ... 

i  Maximum.  ■■ 

30 

4o 

47 

53 

44 

49 

4; 

34 

S3 

39 

37     23 

33 

39 

35     37 

42 

39 

45     39      11 

26 

83 

42 

61 

45 

41 

:w 

30 

30 

27 

87.6 

(  Minimum.... 

6      1-i 

30 

30 

29 

41 

29 

23 

21 

27 

11       8 

8 

33 

27     25 

28 

14 

39      11    -Ij      4 

18 

29 

41 

33 

81 

27 

27 

20 

11 

•22.4 

:>ribou:: 

)  Maximum.  ■■ 

lOj     Xi 

37 

45|    46 

41 

33 

24 

28 

24 

12 

15 

19 

29 

23     25 

30 

21 

35       9:      3     14 

23 

36 

37 

s:< 

32 

29 

21 

12 

•25.6 

'  i  Minimum.... 

-6 

< 

16 

29 

25 

32 

18 

15 

18 

7 

2 

5 

6 

19 

12i      7 

-5 

-5 

7;  -7  -lol  -3 

—  8 

'23 

30 

26 

25 

21 

6 

-3 

-  IC 

9.7 

Ea«tport< 

(  Maximum  ... 

lb 

43 

44 

49 

41 

49 

41 

39 

35 

24 

36 

40 

28     3h 

39 

43 

44'    811      4 1    22 

33 

44 

46 

38 

40 

35 

32 

26 

33 

36.0 

■  )  Minimum.... 

3!     16 

34 

3.8 

35 

41 

26 

22 

26 

20 

10 

It 

12 

31 

24 

■23 

16 

14 

81,       l!   -8       4 

15 

33 

35 

34 

33 

30 

26 

16 

16 

21.6 

Ifariuington 

J  Maximum... 

21 

3<1     45 

56 

62 

49 

431    34 

33 

3! 

23 

21 

18 

38 

32 

8b 

38 

29 

43,     33     10     29 

31 

38 

45 

3b 

39 

88 

32 

29 

24 

34.7 

■  1  Miiiinuun.... 

2 

15 

22,     2S 

25 

3i 

23 

20 

22 

20 

6       0 

4 

18 

21 

21 

21 

10 

26'      s!  -3    -3 

14 

28 

33 

34 

27 

23 

24 

10 

•2 

17.4 

Fort  Kent 

)  Maxinuim  ... 

14 

36 

34 

46 

48l     44 

40 

39 

28 

27 

25     23 

2:1 

27 

29 

27 

25 

25 

341    25     16     14 

16 

31 

86 

36 

32 

30 

15 

I8|     13 

•28.3 

■  (  Miniiiuini.... 

-3 

51    22 

31 

3( 

301     2ft 

8 

18 

16 

3       3 

4 

5 

8 

-1 

0 

-12 

-5    -3    -7    -9 

-7 

-3 

31 

2.S 

27 

10 

12 

3-  14 

8.8 

jMdiner 

.  jMaxinuun... 

36 

41 

41 

4! 

52 

47 

47 

37 

38 

41 

37     32 

24 

39 

38 

361     41 

38 

45'     40,    27     83 

35 

45 

49 

42 

36 

36 

33 

29 

30 

38.5 

)  Mininuim.... 

3 

14 

20 

30 

25 

37 

2ft 

15 

16 

17 

6       1 

2 

20 

21 

13 

23 

9 

30     17    -3       2 

12 

26 

35 

2^2 

22 

22 

25 

13 

5 

17.2 

jreenvillelt 

.  \  Maximum... 

15 

3« 

41 

57 

.59 

43 

31 

27 

27 

33 

9     18 

27 

33 

21 

30 

33 

31 

38,     21,  -1!     19 

27 

40 

.39 

31 

36 

28 

22 

18 

24 

■29.0 

)  Minimum.... 

-4 

13 

19 

28 

26 

30 

17 

13 

13 

6 

ll  -6 

-6i     24 

16 

16 

-5 

-4 

17l    -81-12'  -2 

14 

26 

26 

24 

26 

20 

11 

-5 

-9 

10.5 

ioulton 

)  Maxinuii.i  ... 

18 

36 

45 

41 

58 

46 

»«!   37 

32 

2h 

261    20 

15 

24 

29,     28 

35 

34 

89 

25|       5      20 

30 

37 

37 

36 

42 

35 

26 

18 

28 

31.4 

■  (Minimum.... 

-5 

10 

14 

25 

28 

36 

19 

20 

17 

12 

2!      5 

-8 

8 

161       8 

10 

-1 

25 

-51-10 

-5 

12 

25 

32 

30 

32 

26 

18 

8 

12  8 

piston 

.  S  Maxinunn    .■ 

21 

4-' 

52 

50 

56 

49 

38 

37 

36 

4( 

19     27 

25 

39 

30     35!     38 

36 

44 

29:     15 

31 

32 

48 

46 

40 

37 

38 

30 

31 

31 

36.2 

(  Miniir.nni.... 

8 

%i 

30 

32 

.30 

38 

23 

23 

23 

19 

10       8 

10 

25 

23!     27 

20 

16 

26 

7        2 

11 

19 

31 

31 

28 

28 

25 

21 

15 

20.8 

aadUon 

.)  Maximum... 

21 

3R 

47 

43 

55 

45 

42 

35 

33 

39 

29     24 

20 

35 

33 

35 

38 

26 

40 

34      11 

30 

27 

40 

45 

37 

38 

36 

28 

27 

24 

34.0 

(Miuimuni.... 

2 

15 

21 

2S 

27 

36 

23 

20 

16 

17 

5       4 

4 

19 

21 

25 

20 

7 

23 

11    -4 

-2 

19 

26 

81 

26 

28 

24 

24 

12 

2 

17.1 

lillinocket 

\  Maxinuim  ... 

14 

34 

45 

49 

58 

54 

41 

33 

30 

33 

24     2r 

22 

29 

30 

34 

17 

401     32|       9 

23 

24 

35 

40 

37 

89 

34 

29 

25 

24 

31.9 

)  .Miniuunn.... 

0 

12 

18 

25 

27 

34 

22 

18 

17 

15 

4       6 

-6 

17 

20 

15 

17 

6 

17 

91    -6 

-2 

1 

24 

34 

29 

30 

26 

24 

6 

-4 

14.6 

[ortli  Hiidgton 

)  Maximum  . . . 

27 

43 

49 

54 

56 

51 

42 

42 

38 

40 

17 

24 

22 

39 

29 

34 

40 

32 

45 

311     10 

34 

33 

44 

47 

41 

38 

37 

28 

32 

26 

36.3 

(Minimum.... 

6 

16 

25 

27 

29 

40 

22 

18 

18 

17 

7 

( 

4 

20 

18 

19 

21 

8 

25 

9!   -4 

3 

13 

29 

35 

23 

22 

21 

20 

9 

6 

17.0 

)ldt<iwn  

Maximum... 

29 

J,. 

42 

54 

55 

50 

45 

33 

32 

39 

37 

21 

28 

35 

35 

3b 

38 

34 

44 

39 

12 

27 

3C 

47 

40 

41 

40 

33 

30 

27 

36  5 

1  Minimum.... 

3 

16 

a5 

30 

2S 

3!) 

3i 

20 

19 

16 

7 

4 

1 

25 

23 

Ih 

27 

12 

30 

12 

-7 

-5 

30 

38 

31 

32 

31 

28 

12 

6 

19.0 

j  Maximum  . . . 
(  Minimum  • .  ■ 

24 
10 

40 
24 

46 

55 

30 

48 
30 

I 

41 
22 

40 
22 

43 
21 

42 
19 

22 
6 

26 
3 

38 
13 

42 
27 

33 
25 

37 
25 

45 
21 

40 
15 

47 
28 

35 
5 

2 

34 
5 

34 
21 

i 

51 
29 

40 
28 

t 

37 
23 

33 

23 

31 
12 

31 
11 

38.6 

*"^ 

'20.3 

•resque  Isle 

;  Maximum... 

21 

So 

40 

50 

46 

40 

24 

30 

31 

31 

21 

17 

30 

34 

2( 

33 

16 

30 

30 

21 

18 

15 

39 

41 

34 

39 

37 

30 

28 

31.4 

(  Minimum... - 

-e 

21 

29 

3n 

35 

19 

16 

IS 

14 

4 

6 

0 

9 

17 

5 

\A 

-7 

13 

-10 

-5 

-9 

13 

30 

2b 

28 

26 

18 

5 

-11 

11.4 

Up.)gemis  Dam 

S  Maximum... 

22 

22 

■SI 

42 

52 

54 

42 

.32 

28 

24 

27 

10 

u 

22 

30 

20 

32 

35 

35 

15 

10 

lb 

34 

40 

3b 

42 

31 

30 

L> 

22 

'29.4 

(Minimum.... 

-6 

— 4 

20 

22 

28 

28 

24 

14 

14 

10 

-4 

-5 

-12 

-11 

7 

9 

11 

—5 

-5 

12 

-14 

-12 

-1 

14 

31 

26 

26 

23 

20 

3 

-7 

8.3 

ACkland 

(Maximum... 
(  Minimiun-... 

34 
5 

43 
15 

4:! 
31 

50 
34 

44 
31 

41 

47 
27 

37 
22 

36 
20 

43 

32 

10 

27 
6 

1 

% 

36 
25 

4< 
22 

43 
29 

41 
16 

48     37 
29j     14 

16 

0 

33 
4 

?? 

t 

49 
39 

41 
3( 

48 

28 

41 
27 

33 
21 

30 
15 

31 
10 

38  9 

21.4 

lnQ)ford     

j  Maximum  . 

22 

40 

49 

57 

57 

49 

35 

36 

32 

37 

14 

25 

23 

38 

30 

37 

40 

33 

43'     30 

11 

32 

31 

40 

43 

37 

37 

31 

28 

31 

2-5 

34.6 

(Minimum.... 

3 

22 

26 

25 

27 

34 

19 

17 

19 

13 

6 

2 

2 

23 

20 

23 

7 

20 

—1 

-7 

— 1 

15 

31 

29 

25 

26 

20 

17 

8 

a 

15.5 

^anceboro    

\  Maximum  ... 

23 

36 

46 

4.5 

61 

46 

36 

30 

35 

34 

14 

26 

23 

32 

32 

31 

32 

28 

42 

32 

4 

22 

33 

43 

39 

35 

32 

30 

22 

32.  6 

(Minimum... 

-2 

12 

24 

27 

24 

36 

24 

20 

15 

12 

4 

4 

-3 

22 

15 

12 

19 

—2 

—2 

4 

—8 

—8 

10 

23 

30 

27 

27 

30 

15 

6 

2 

13.5 

rinsli'W 

j  Maximum  .  • . 
(  Miiiinnmi... 

42 
4 

40 
14 

45 

28 

50 
32 

28 

53 
4C 

50 
28 

48 
20 

35 
20 

40 
21 

38 
9 

33 
5 

24 

4 

35 
24 

36 
23 

3b 
21 

3h 
29 

30 
13 

44 
30 

41 
17 

40 
-2 

40 

30 
19 

2S 

Z 

42 
2! 

38 
29 

37 
26 

35 
25 

30 
14 

38 

7 

:«.  7 

20.1 

roodlai.dil 

i  Maximum  . . . 

31 

37 

40 

19 

62 

48 

31 

28 

32 

33 

17 

19 

32 

31 

23 

32 

34 

36 

40 

22 

20 

19 

31 

40 

38 

3t 

37 

34 

27 

26 

2J 

32.2 

(Minimum.... 

0 

2 

25 

25 

26 

28 

22 

18 

18 

17 

5 

4 

-2 

22 

1 

13 

14 

4 

20 

-6 

0 

4 

32 

31 

28 

22 

2C 

14 

6 

13.4 

yeiv  HampslUre 

lerlin!! 

j  Maximum  ... 

25 

40 

.19 

56 

62 

48 

n 

33 

33 

36 

13 

22 

28 

34 

29 

38 

31 

40 

42 

31 

8 

22 

36 

46 

3b 

39 

36 

26 

2S 

26 

22 

33. '2 

(Minimnn..... 

0 

4 

25 

27 

26 

31 

23 

10 

16 

23 

4 

-9 

-8 

6 

17 

18 

28 

3 

6 

It 

-16 

-14 

11 

36 

2E 

22 

27 

20 

10 

12.1 

lethlehetn 

)  Maximum  .  • . 

31 

.38 

36 

52 

62 

56 

35 

26 

30 

.32 

16 

18 

30 

32 

26 

31 

36 

31 

38 

7 

20 

26 

4( 

28 

34 

24 

22 

25 

25 

31. » 

)  Minininni.... 

0 

14 

27 

28 

36 

35 

13 

9 

15 

13 

—2 

-6 

2 

26 

15 

2( 

13 

7 

26 

-1 

-12 

-8 

14 

25 

24 

21 

24 

18 

14 

9 

5 

13.7 

uncord' 

S  Maximum  . 
(  Minimum--. 

2(1 
14 

35 

56 
26 

63 
23 

59 
29 

64 
34 

37 
20 

n 

42 
27 

41 
20 

20 
8 

23 
-3 

31 

40 
311 

32 
23 

30 
26 

44 

18 

40 
10 

46 
2b 

34 
6 

15 
0 

31 
6 

34 

17 

52 
32 

45 
30 

3b 
25 

44 
26 

36 
25 

2! 
16 

32 
6 

30 

38. 2 

18.4 

Jnrl.am 

:rrol 

)  Maximum  . . . 

3'J 

38 

54 

62 

61 

56 

50 

40 

46 

44 

38 

26 

24 

44 

38 

38 

47 

42 

49 

43     24 

38 

35 

50 

5( 

45 

49 

43 

35 

S7 

3J 

42.5 

(Minimum.... 

13 

19 

28 

25 

31 

25 

17 

19 

20 

11 

-2 

-2 

9 

24 

22 

28 

10 

21 

21       1 

2 

16 

29 

35 

20 

24 

23 

24 

13 

6 

18.4 

)  Maximum  . . . 
(Minimum.... 

25 

« 

■42 

... 
■47 

■  ■611 

'45 

"31 

"29 

24 

29 

■■■3 

■'15 

29 

30 

"22 

32 

first  Con'ticut  Lake 

'29 

■35 

32 

'18 '-2 

22 

■34 

"42 

"38 

■30 

"29 

"'20 

"\1 

24 

"24 

"28.7 

-12 

-10 

20 

19 

22 

31 

15 

3 

4 

16 

-5 

-7 

-8 

,8 

12 

12 

21 

-11 

3 

131-16 

-24 

-20 

20 

32 

15 

15 

14 

14 

6 

-4 

6.4 

"tauklin 

i  Maximum  .■■ 

32 

3;^ 

40 

60 

hi 

52 

41 

34 

38 

37 

25 

25 

24 

32 

32 

30 

30 

44 

30 

10 

25 

31 

52 

38 

3h 

37 

37 

26 

2.5 

25 

34.6 

(  .Minimum 

13 

^ 

27 

25 

2S 

41 

22 

20 

23 

10 

1 

5 

24 

24 

20 

20 

9 

8 

-3 

4 

If 

30 

20 

24 

26 

24 

15 

13 

3 

17.7 

Slenclift     

)  Maximum... 

20 

51 

59 

63 

54 

37 

40 

31 

34 

17 

18 

37 

29 

29 

34 

32 

39 

32 

4 

14 

29 

47 

45 

32 

36 

30 

31 

22 

33.5 

(  Minimum 

4 

20 

28 

34 

4.' 

36 

15 

12 

24 

16 

1 

-b 

\ 

24 

16 

21 

18 

11 

27 

0 

-9 

-6 

12 

25 

24 

20 

26 

18 

13 

5 

"9 

15.8 

Unover 

j  M.aximum  ... 

26 

38 

37 

45 

52 

51 

38 

37 

36 

23 

19 

28 

37 

30i     33 

40 

33 

43 

32 

13 

14 

32 

47 

41 

31 

41 

26 

22 

24 

33.3 

iMininurni... 

10 

25 

31 

30 

29 

37 

18 

12 

20 

20 

-2 

7 

27 

221     23 

8 

26 

5 

-5 

-\ 

13 

30 

2! 

24 

27 

2;; 

14 

K 

3 

17.1 

iaisboro;| 

j  Maximum  . . . 
(  Minimum... 

3!i 

t? 

57 
31 

62 
28 

.59 
2S 

38 

26 
24 

39 
13 

f. 

38 

28 

18 
9 

22 

36 
5 

38 
15 

31 
22 

37 
22 

42 
27 

9 

44 
16 

35 
25 

18 
-3 

] 

36 

48 
20 

42 
35 

39 
19 

42 
20 

33 
20 

26 
19 

32 
5 

31 
2 

37.9 

16.9 

tearsarge 

)  Maximum  . . . 

23 

43 

52 

58 

56 

38 

34 

37 

21 

26 

26 

41 

30 

33 

40 

37 

44 

34 

IS 

30 

44 

48 

44 

39 

38 

34 

35 

27 

37.7 

(Minimum.... 

7 

19 

23 

27 

28 

31 

20 

18 

14 

20 

—3 

1 

24 

20 

25 

13 

3 

24 

-2 

-13 

-1 

9 

27 

29 

17 

17 

14 

14 

1 

-2 

13.9 

[eene 

)  Maximum  .   . 
i  Minimum.... 

33 
16 

42 
2.5 

42 
36 

50 
33 

54 
34 

54 

38 

38 
23 

38 
16 

42 
2.5 

27 

27 
10 

25 

4 

30 
13 

41 

29 

35 

27 

37 
27 

44 

28 

42 
15 

46 
32 

35 
12 

0 

29 
4 

35 

18 

54 
32 

4b 

39 
24 

4! 

26 

37 
27 

29 
19 

30 
5 

30 
6 

38.1 

21.5 

I^ncliester 

j  Maximum  . . . 

30 

40 

52 

59 

51 

54 

38 

37 

42 

40 

26 

25 

36 

40 

36 

42 

43 

44 

46 

35 

18 

23 

38 

52 

45 

40 

43 

38 

30 

.32 

38 

39.1 

(Minimum.... 

19 

2S 

32 

27 

33 

36 

23 

23 

32 

26 

12 

1( 

15 

32 

30 

30 

26 

16 

29 

11 

5 

11 

24 

36 

32 

26 

32 

27 

20 

13 

10 

23.4 

Jashua 

)  Maximum  •.. 

29 

57 

41 

67 

33 

43 

46 

43 

23 

27 

40 

45 

37 

43 

47 

46 

47 

43 

21 

41 

45 

57 

50 

46 

45 

42 

■& 

35 

32 

43.2 

(Minimum... 

20 

24 

33 

36 

44 

2£ 

20 

22 

29 

14 

0 

g 

20 

29 

24 

29 

12 

27 

28 

3 

2 

16 

30 

35 

25 

22 

27 

21 

5 

25 

21.7 

•inkham  Notch 

S  Maximum  . .. 

24 

43 

48 

58 

68 

59 

33 

35 

31 

28 

15 

1^ 

2;i 

32 

23 

29 

36 

39 

28 

12 

16 

29 

40 

44 

33 

36 

3( 

22 

26 

24 

32.6 

(Minimum... 

-2 

11 

22 

28 
57 

30 

30 

12 

8 

17 

13 

1 

20 

12 

19 

9 

0 

20 

-5i  -8 

14 

22 

25 

18 

20 

16 

1( 

2 

0 

11.4 

'lyrooiitli 

(Ma.ximum  ... 

38 

35 

49 

59 

51 

40 

31 

36 

40 
22 

27 

2t 

24 

37 

31 

37 

39 

28 

42 

30 

14 

19 

32 

44 

44 

38 

46 

38 

26 

24 

27 

35.6 

(Minimum.-.. 

8 

19 

27 

24 

24 

18 

15 

18 

6 

0 

2 

24 

22 

18 

20 

5 

22 

13 

—4 

4 

11 

29 

30 

25 

23 

16 

10 

1 

16.8 

Vermont 

lennigton 

j  Maximum  .  •  • 

41 

45 

59 

50 

65 

59 

35 

40 

37 

35 

2b 

22 

33 

.38 

32 

40 

41 

44 

43 

38 

30 

27 

44 

.58 

50 

37 

42 

36 

23 

39 

40.3 

(Miuimiun.... 

9 

27 

27 

34 

44 

20 

8 

27 

29 

7 

—3 

9 

31 

24 

26 

31 

13 

33 

27 

-6 

—4 

20 

31 

30 

2-1 

24 

21 

0 

1 

■20.3 

Jloomtield 

(Maximum   -. 

23 

38 

38 

53 

50 

41 

31 

28 

33 

20 

18 

28 

34 

29 

31 

36 

31 
-6 

40 

32 

8 

14 

30 

60 

50 

33 

3-J 

34 

25 

26 

25 

33.0 

(Minimum.... 

—4 

14 

29 

25 

38 

16 

6 

1; 

17 

2 

-13 

-8 

25 

16 

20 

20 

28 

3 

-20 

-18 

8 

27 

27 

20 

27 

17 

15 

9 

-4 

12.  5 

lattleboro  l| 

(  Maximum  .  •  • 
(Minimum  -.. 

33 
14 

tl 

42 
29 

42 
31 

3I 

52 
38 

3(1 
25 

34 

16 

40 
16 

39 
30 

25 
9 

22 
3 
12 

36 

10 

'8 

35 

42 

44 
30 

46 

45 
13 

38!     17 
2»       1 

23 

1 

31 
2 

57 
20 

w 

35 

20 

42 
22 

36 
24 

29 
20 

24 
5 

^ 

36.  8 

26     26 

18.4 

Jurlingtoni 

(  Maximum  . . . 

30 

44 

48 

49 

67 

56 

27 

26 

34 

34 

14 

31 

34 

31,    37 

40 

43 

42 

30 

23 

38 

51 

42 

31 

?? 

■Ih 

19 

19 

29 

33.  8 

(Minimum-... 

7 

29 

33 

40 

27 

15 

13 

23 

14 

4 

10 

2(; 

22     30 

10 

10 

30 

4 

-5 

23 

3? 

2C 

23 

18 

9 

5 

13 

18  1 

Jayendish  

(Maximum  ... 

42 

36 

52 

49 

48 

49 

30 

38 

■  42 

32 

22 

26 

39 

38     35 

39 

37 

48 

35 

16 

21 

30 

46 

38 

44 

45 

,39 

27 

25 

37.0 

(Minimum... 

13 

17 

30 

25 

29 

38 

19 

14 

20 

24 

9 

-2 

7 

25 

23     25 

24 

7 

26 

8 

-4i-12 

12 

25 

32 

23 

24 

17 

—4 

—1 

16.6 

Tieisea 

(  Maximum  . . . 
(  Minimum  - . . 

38 
9 

43 
22 

44 

27 

57 
26 

61 
27 

61 
36 

50 
17 

3i; 
9 

42 
19 

43 

17 

33     24 

11  -8 

29 

26 

38]     33 

17      19 

41 

-2 

49 
19 

35 

1 

12     20 
-18-19 

34 
7 

t 

45 
29 

41 

'a 

22 

46 

20 

36 
10 

29 

5 

27 

-1 

39.5 

13.0 

Jomw.ill   

)  Maximum  . .. 

27 

44 

49 

49 

67 

61 

32 

36 

32 

24'    20 

30 

39 

32     35 

39 

37 

47 

40 

11!     14 

37 

,52 

43 

31 

47 

37 

26 

24 

29 

36.5 

(Minimum.... 

10 

22 

39 

37 

19 

12 

22 

12 

6'      0 

11 

27 

2:d     25 

25 

13 

35 

6 

-61-10 

13 

38 
46 

31 

23 

27 

2-2 

22 

6 

9 

19.2 

'raltsbury  Com 

S  Maximum  - . . 

18 

3H 

43 

.54 

69 

55 

36 

26 

26 

30 

16:     12 

21 

31 

25     30 

35 

32 

39 

28 

21     16 

29 

45 

26 

34 

28 

22 

22 

25 

30.7 

(Minimum... 

0 

15 

27 

33 

37 

35 

15 

9 

17 

15 

0    -8 

-1 

23 

15      19 

15 

4 

28 

0 

-lli-13 

14 

27 

24 

19 

25 

14 

12 

5 

3 

13.5 

yonet 

( Maximum  . .. 

30 

42 

51 

60 

65 

.54 

34 

32 

34 

30 

21      21 

29 

34 

27     37 

89 

43 

41 

27 

lOJ    20 

36 

50 

45 

35 

35 

28 

21 

21 

25 

34.7 

(Minimum  ... 

9 

30 

•li 

26 

34 

34 

17 

9 

25 

21 

7-2 

15 

28 

22!     22 

20 

12 

26 

-3 

18 

36 

22 

21 

21 

21 

13 

-2 

1 

16.9 

!no>lKn„'  Kails 

S  Maximum  . .. 

24 

38 

54 

62 

72 

62 

30 

30 

27 

31 

22;     27 

30 

30 

31 

33 

35 

39 

47 

30 

18     22 

37 

49 

42 

28 

24 

21 

18 

24 

34.4 

( Minimum 

4 

9 

30 

30 

30 

30 

17 

10 

13 

18 

-1-10 

-4 

24 

18 

26 

9 

-4 

30 

-12 -2.5: -21 

15 

35 

27 

23 

8 

7 

—  7 

0 

11.4 

(ewporttt   

(Maximum... 

28 

41 

42 

53 

60 

45 

26 

28 

27 

26 

7      16 

32 

28 

36 

36 

40 

.39 

24!       2'     20 

36 

40 

38 

31 

34 

2-2 

19 

20 

27 

30.9 

(Minimum.... 

0 

IS 

29 

33 

.38 

26 

14 

10 

17 

6 

—81  —8 

—4 

20 

16 

23 

3 

3 

22 

-7i-12-15 

14 

36 

22 

20 

16 

8 

2 

2 

11.7 

lortbfield' 

(  Maximum  ... 

27 

44 

85 

53 

58 

53 

29 

29 

23 

35 

12'     17 

36 

28 

40 

40 

43 
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GENERAL    SUMMARY. 

The  year  1941  was  Nevr  England's  driest  since  1888  when 
comparative  records  were  tirst  compiled.  The  annual  departure 
from  normal  precipitation  was -9.2(5  inches,  and  in  the  eighteen 
months  ending  with  December,  1941  there  have  been  fifteen 
with  subnormal  precipitation  amounting  to  a  deficit  of  11.14 
inches.  Northeastern  Maine  was  the  onlj^  area  in  which  preci- 
pitation approached  or  slightly  exceeded  normal  amounts.  The 
Section  as  a  whole  had  eleven  months  of  subnormal  precipita- 
tion, July  being  the  exception.  The  resulting  drought  was 
especially  calamitous  to  water  power  operations  and  water  and 
soil  moisture  supplies.  The  critical  months  of  the  growing  sea- 
son. May  through  August,  were  not,  however,  particularly  dry, 
and  some  crops,  notably  fruits,  benefitted  under  this  sul)normfil 
supply  and  frequency  of  rain  water.  This  was  probably  due  to 
the  less  tlian  usual  amount  of  germination  and  spoilage  atten- 
dant upon  deficient  moisture.  Crops  most  seriously  affected  were 
corn  and  hay,  while  pastures,  early  and  continuously,  sliowed 
the  drought.  Hauling  of  water  for  live-stock,  necessitated  dur- 
ing August,  was  continued  during  much  of  the  remainder  of  the 
year.  The  total  annual  volume  of  snow  was  considerabh'  less 
than  average,  February  and  November  being  particularly  lack- 

[Continued  on  page  S3J 

The  average  annual  temperature  for  the  Section  was  46.4°, 
which  is  0.5°  above  the  mean  for  the  past  54  j-ears.  The  aver- 
age temperature  for  the  northern  division  was  43.8°;  for  the 
southern  division,  49.2°.  The  highest  annual  mean  temperature 
was  52.4°  at  Chestnut  Hill,  Massachusetts;  the  lowest  was  35.9° 
at  First  Connecticut  Lake,  New  Hampshire.  The  highest  temper- 
ature reported  was  100°  at  Durham,  New  Plampsliire  on  July 
25th;  the  lowest  was  -30°  at  First  Connecticut  Lake,  New 
Hampshire  on  January  27th.  The  annual  range  for  New  Eng- 
land was  130°;  the  greatest  local  annual  range  was  120°  at  Ft. 
Kent,  Maine  and  Bennington,  Vermont;  the  least  local  annual 
range  was  76°  at  Nantucket,  Massachusetts.  The  greatest  daily 
local  range  was  60°  at  Plymouth,  New  Hampshire  on  May  16th 
and  21st. 

The  average  annual  precipitation  for  the  Section  was  32.44 
inches,  which  is  9.26  inches  below  the  mean  for  the  past  54  years. 
The  average  precipitation  for  the  northern  division  was  31.34 
inches;  for  the  southern  division,  33.58  inches.  The  average 
annual  snowfall  for  the  northern  division  was  64.0  inches;  for 
the  southern  division,  40.0  inches;  and  for  the  Section,  52.7 
inches,  which  is  10.7  inches  below  the  mean  for  the  past  54 
years.  The  greatest  annual  precipitation  was  44.50  inches  at 
Cannon  Mt.,  New  Hampshire;  the  least  annual  amount  was 
22.98  inches  at  Burlington,  Vermont.  The  greatest  local  month- 
ly amount  was  9.85  inches  at  Fitzwilliam,  New  Hampshire  in 
July;  the  least  local  monthly  amount  was  none  at  Baltic,  Con- 
necticut in  September.  The  greatest  amount  in  any  24  hours 
was  4.60  inches  at  Fitzwilliam,  New  Hampshire  on  Juh'  12th. 
The  average  number  of  days  with  .01  inch  or  more  of  precipita- 
tion was  105,  which  is  17  below  the  mean  for  the  past  54  j'ears. 

The  prevailing  direction  of  the  wind  was  northwest.  The  av- 
erage velocity  was  10.1  miles  per  hour,  which  is  0.3  mile  per 
hour  below  the  mean.  The  maximum  velocity  recorded  during 
the  year  was  66  miles  per  hour  from  the  east. 

The  sunshine  averaged  60  percent  of  the  possible  amount, 
which  is  7  per  cent  above  the  mean  for  the  past  48  years.     The 


cloudiness  was  below  the  mean ;  the  average  for  the  Section  was 
152  clear,  95  partly  cloudy,  and  118  cloudy  days. 
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118 

LSI- 

123 

1924-... 

41.7 

98 

-34 

47.6       99 

35.10  !  77.9 

36.75 

42.3 

104 

m 

87 

115 

1925  .. 

42.4 

99 

—48 

49.1      101 

-21 

41.01      92.8 

41.92 

28.8 

131 

147 

95 

123 

1926..   . 

40.4 

102 

-31 

47. 0      105 

-th 

37.46    113.9 

41.45 

61.2 

127 

141 

94 

130 

1927.... 

43.5 

95 

-32 

49. 4       97 

-14 

43.  08  ;  82.  9 

48.84 

31.8 

130 

nf 

95 

132 

1928... 

43.2 

97 

-37 

49.2       98 

—  9 

38.  26 

71.7 

42.55 

27.3 

129 

v.w 

95 

i;« 

1929.... 

43.1 

98 

-36 

49.  1  1   102 

-17 

38.36 

96.5 

41.49 

46.2 

128 

141 

91 

1,33 

1930.... 

44.2 

95 

—37 

50. 0      104 

-16 

34.34 

56.  3 

34.  02 

31.6 

116 

149 

911  125 

:93l---. 

45.3 

98 

-32 

50. 4      ion 

-24 

39.80 

70.8 

42.  14 

43.9 

125 

14:i 

86 

136 

19;i2...- 

44.4 

98 

-31 

49. 9       96 

-16 

40.  75 

71.0 

40.95 

.39.2 

125 

145 

8-; 

132 

19.33  ... 

43.5 

100 

-50 

49.2      103 

-22 

41.22 

108.1 

48. 25 

68.5 

136 

12C 

92 

144 

I934-... 

42.  2 

96 

-44 

48.2      101 

-27 

40.59 

76.2 

45.24 

49.0 

127 

9(; 

133 

1935 •■.. 

42.4 

104 

—44 

48.3      101 

-28 

38.61 

88.4 

38  21 

.55.  2 

125 

135 

87 

139 

1936.... 

42.9 

99 

-29 

48.7  t  Ui3 

—25 

48.68 

89.4 

51.70 

43.0 

137 

136 

91 

139 

1937.... 

44.9 

100 

-28 

49  8  i  10-2 

-  4 

44.78 

64.2 

49.81 

24.2 

128 

KHC 

93 

134 

1938-.. 

44.6 

98 

-37 

49. 9  1    99 

-29 

45.43 

75.1 

65. 98 

48.3 

139 

135 

91 

1939.... 

42.4 

100 

-34 

48. 0       99 

-12 

36.  68  '  89. 1 

38.95 

44.0 

123 

131 

lOf 

134 

1940... 

41.7 

96 

-34 

46. 6       98 

-15 

41.49     91  7 

44.44 

52.7 

131 

132 

96 

139 

1941.... 

43.8 

100 

-30 

49.2  1     98 

-16 

31.34  ;  64  0 

33.58 

40.0 

105 

162 

95 

118 

Period 

43. 1  1  106 

-50 

48.4     106 

-29 

39.59  1  81.3 

43.93 

.... 

122 

142 

97 

126 

MONTHLY  AVERAGES  AND  EXTREMES 

,  1941. 

Temperature. 

Precipitation. 

Weather. 

Wind. 

Month 

d 

£"3 
ll 

i 

1 

1 

s 

"So 

Is 

II 

1 

1 

ol 

r 

0 

hi 
•0     . 

1 

If 

f 

i 

"S  a 

il 

.ran 

19.3 

-3.2 

51    -30 

2.47 

-0.99 

19.7 

9 

„ 

13    48 

n\v. 

10.81  48  lie. 

Feb.... 

24.  C 

+  1.3i  50    -20 

2.n'2 

-l.Of 

3.0 

5 

12 

91  61 

nw. 

11.8;  66  e. 

March. 

28.  C 

-4.  11  .58    -21 

2.  32 

-1.05 

19.9 

13 

121  61 

nw. 

April.. 

48.6 

+  4.9    95         7 

1.06 

-2.  2£ 

•I'. 

6 

15 

7    69 

nw. 

10. 2   52  n. 

.May  . . . 

,56,1 

+  I.O1  96       20 

2.67 

-0.67 

0.2 

10 

13 

9I  66 

nw. 

9.4    47  nw. 

June. . . 

65  ( 

+  1.0!  98       30 

3.  42 

-0,04 

0.0 

10 

13 

9|  64 

8W. 

9.3'  49  w. 

July .  . . 

69.  5 

+0.4  100       37 

4.67 

+  0.93 

0.0 

12 

12 

lOl  58 

sw. 

8.  m  44  oe. 

Aug  . . . 

65, .' 

-1.7;  96       29 

3.  03 

-0.  7)f 

0.0 

10 

15 

9        71  69 

nw. 

8.51  48  9. 

Sept . . . 

60.8 

+0.6!  96  1     17 

1.61 

-2.1H 

0.0 

4 

18 

nw. 

Oct ... . 

49.6 

+  0.21  9"  '       « 

2.  99 

-0.51 

0.3 

13 

10 

7  j  14;  50 

nw. 

10.4    62  nw. 

Nov  . . . 

40,7 

+2.7!  78 :  -2 

2.  94 

-0.  51 

1.4 

y 

11 

9     10;  57 

8W. 

10.6    .52  sw. 

Dec... 

29.4 

+2.81  72  I -25 

3.24 

-0.09 

8.2 

8 

y 

nw. 

11.0  63  se. 

Annual 

46.4 

+0.5 

100 

-30 

32.44 

-9.26 

52.7 

105 

152 

95 

118 

60 

nw. 

10.1 

66  6. 

«0 


'nrMiA  mi 
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Climatological  Data  for  the  Year  1941. 


:i:^i'nVj 


Temperature  (degrees  Fahrenheit). 


Bar  Harbor  (near) 

Kastport 

KaniiiiiKtoii 

Fort  Kent 

(iardiiier 

Greenville  

Hoiilton 

Lewiston   

Madison   

Millinocket 

North  Bridgton... 

Oldtown 

Forthuid 

Presque  Isle    

RipDjjeniis  Dam.  .. 

Kumr  .rd    

Wlnsiow  

Woodland   

For  State  t  -  • 
Keir  Ildinp^fiire 

Berlin 

Ketiili-'hmn 

Coiic.ird 

purl!^iui.    .. 
Fir.-^t  (lonn.,  Lake. 
Franklin 


Ha 


For  State  t  ■ 
\'einio>it 


Bennington  , 
Bloonitteld  .. 

Brattleboro  . 
BurliiJKton  . , 
Cavendish  . . 
Chelsea 


Cor 


Nc 


North  Hold 

Rnthincl 

St.  Alhans 

St.  .Jolinsl)ur.v.    •• 

Somerset  

Woodstock  

For  State  t  ■ 
Massaclm  setts 

Amherst 

Blue  Hill   

Boston 

Brockton 

Chestnut  Hill.... 

Clinton   

C:onoord   

East  Warrham... 

Fall  River 

Fitcl'.burt;   

Franiin^liam   . , . . 

Hav.-rhill 

livanuis 

Lake  CocUituate. 

Lawrence 

Lowell  

Nantucket 

Nev.'  Bedford 

PitishcM   

Provinci  to'.vn. . . . 


Willuimstown  ... 

Worcester  

For  State  t 

lihnde  Maml 

Block  Island 

K  ngston  

Portsmouth   

Providence 

For  State  J . 


Coniircticiit 

Bridgeport 

Cream  Hill  

Falls  Village . . . . 

Hartford 

New  Haven 

New  London  — 

Norwalk 

Putnam 


Hancock 

Washington  . . 

Franklin 

Aroostook 

Kennebec 

Pis<ataquis  .   . 

Aroostook 

Androsco.i^gin. 

Somerset 

Penobscot  — 
Cumberland  .. 

Penobscot 

Cumt>erland  .. 

Aroostook  

Piscataquis  . . . 

Oxford 

Kennebec 

Washington... 


Coos ...  . 
Grafton  . . 

Merrimacl 
StrallVn-d 


Bennington  . 

Essex 

Windham  .. . 
Chittenden  . 


Wi 


ige . 


Addi: 
Franklin  .... 

Orleans 

Washington 
Paitland  .... 
Franklin  .... 
Caledonia... 


Hampshire 

Norfolk... 
Suffolk .... 
Plymouth 
SuU'oik.... 
Wor.'oster 
Middlesex 


Plyi 


.)Uth 


Bristol  , 


Essex 

Barnstable  . 
Middlesex  . 

Essex 

Middlesex 
Nantucket . 
Bristol 


Newport  — 
Washington 

Newport 

Providence  . 


do. 


Hartford 

New  Haven . , 
New  London , 

Fairfield 

Windham.... 

Tolland 

New  Haven  . . 


1,110 
1,470 

277 

88 

1, 6i''0 

3a0 
1,6^0 


Precipitation  (inches).    - 


June  21 
d'l  22 
do  27 
,Kily  2.1 
June  27S 

21 
-.  --.V  24 
June  2K 
do  27 
do  27§ 
do  2» 
do  27 
July  2 
do  24 
do  25 
June  28 
do  28 
July  25 
June  27S 


June  2lS 
do  27S 
do  27§ 
July  25 
June  28 
do  28 
.^pr.  20 
June  275 
do  28§ 
July  2 
June  27 
May  21§ 
July  2o 


June  27S 
do  28 
do  27§ 
do  27 
July  25 
June  27§ 
do     57 


Apr.  21§ 
June  2sS 
June  27§ 


Aug.  12 
July  2 
June  22 
do  27S 
do  28§ 
do  21§ 
do  22 
July  2 
do      2 


do     28S 
do     22 

July     2 

June  27§ 

July 

J  une 


May    23§ 
July 


July 
July 


July  2 
do  1 
June  27 
July  1 
do      2 


July  2 
June  27§ 
do  27§ 
July 
June  27§ 


Jan.  27 

do  14 

Dec.  12 

Jan.  30! 

do  27 

Mar.  13 

Jan.  14 

do  8' 

do  30 

do  6 

do  27- 

Mar.  13 

Jan.  27 


do  30 
do  m 
do  30 
do  30 
do  14 
do  14 
do  30 
Mar.  13 
Jan.  30 
Jan.   30i 


Jan.  30 

do  30 

do  30 

do  14§ 

Jan. 


Jan.  30 
do  30 
do  30 
do  30 
do     30 


Jan. 


26. 28 
32,95 
34  19 
27. 91 


31.16 

24.  95 
23.  95 


31.81 
28.87 
32.  30 
22.  98 
30.91 
28.04 
25. 04 
32  24 
26.  73 


32.  55 
30.87 
2(1. 00 
29.  44 
28  35 
26.  54 
39.31 
32.  62 


.24 


32.  33 
27. 96 
30.05 
40.22 
34.  23 
32.  52 
32.  77 
34.97 
26.19 
27.  92 
32.70 


35.  02 
30.  14 
34.48 
32.61 


33. 34 
33.00 
36.74 

"42.64 
30.71 
37.  53 
36.96 
36.99 


5.40 
4.29 
3.52 
3.97 
3.91 
3.45 
6.  62 
4.65 
3.84 
4.08 
4.71 
7.08 
4.  32 
4.60 
4.16 
5.90 
6.63 
6.24 
6.11 
5.40 


5.10 
5.72 
5.46 
8  54 


July 

do 

do 

do 
June 
July 

do 

do 
May 
July 
Oct. 
July 
July 


July 

Jan. 

do 
June 

do 
July 
Jan. 
July 
June 

do 
July 
Dec. 
June 

do 
Julv 
Jari. 
June 
July 
Nov. 
July 


June 
July 
June 
July 
June 


July 


61.3 
50.4 
44.7 
73.0 
52.5 
46.0 
46.3 
56.0 
105  0 


K 

Sky. 

u 

■o 

-=3 

E 

a 

a 

a 

^ 

^ 

^ 

% 

Bold  face  type  gives  state  values.    %  AH  complete  records  used  ia  determining  state  values.     §  Also  on  other  dates. 


Year,  1941. 
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Monthly  and  annual  precipitation  for  the  year  1941,  with  departures  firom  the  normal. 


January.    February. 


-1.39 
-2.71 
-1.24 


ai  l!l5 
a'  -2.  60 


-0.  82 
-0.79 
-0.31 
-1.2.5 
-1.18 
-0.44 
0.5 


3.03  -0.92 
H-0.  IH 
-1-0.25 


-0.84 
-f-0.28 
-1-0.36 
-f-0.92 
-1-0.78 
-1.01 


April. 


-May.     ] 


-0.5S 
-1-0.30 
-0. 82 


6  89-H.83 
1.831-2.00 
2  44| 
!  2. 76 
2.521 

3.38|-h0.38 
3.25 
2.52 
2.02 
3.27 
2.45 
4.03 
2.  24 
1.72 
2.35 
2.03 
3.92 


•f  0  -25 
-0. 
-1.02 
-rO.  13 
-1.01 


2.23-0.87,  1.43  1-2.23 
1.83]-1.  19  1.95-0.91 
3.911-O.GC,  1.34  1-1.73 
3.68-0.59  2  32 
2.4II-0.69;  1.82  -1.96 
.29    1.92   -0.38 


10 
2.72 
-1.631  2.16 


2.7^ 


0.  95 

-1.96  2.97 

1.86  4.11 

1.21  3.57 

0.94!  2.07 

1.60!  2.65 

-0.32    1.81    -1.56  3.83 

-0.45:  2.  04i-l.SUi  3.01 
-1.451  1.92i-1.25 
-1-0.68:   1.90  1—2.24 
-1-2.37!  2.11  1-1.22 


-1-0.91 
-1.51 


-1.62    0.71 
-0.  43 
-0.  l(i 


f0.09 
-1.18 
-1.03 


-0.4 
-0.90 
-1.72 
-1.27 
-1-0.08 
-1.16 
-2.50 
-0.85 
-0.42 


-2.93 
-2.51 
-2. 38 


2.81 


-0.12,  2.28  -0.50 


2.83-0.64  0  51 
1. 49  -2. 25}  0. 82 
2.64  -1.401  2  00  1 
51'  2.15-2.171  2.45 
""  '82—1.701  0.57 
». 98 -2.071  0.21  I 
.941-1.551  0.85 


2.91 

-2. 35 

1.04 

2.48 

3.ra 

2.60 


2.40 

2.55 

2.20 

-0.06 

■2.77 
■3.01 
-J-1.83 
-2. 1» 

-HO.  12| 

-2.' 82 1 
-2. 90 

-2.47| 

-2. 55: 


-1.22 
-1.30 
-1-0.98 


-0.75 
-0. 86 
-0, 
-1.94 


-1-0.71 
-1-0. 13 
-0.63 
fO.56 
-0. 62 


0.75 

0.91 

1.09 

-0.94 

i.42 


2.61 
2.23 
3.79 
1.70 

2  ;<^:-'t  1 


1.96 
0.52-2.45 
1. -25 -2.40 
4.06 

-  2. 27 
-1.61 
-0.41 
-2. 59 
—2.  42 


-2. 116 
-1.07 
-2. 58 
-1-0.12 
-2  12 
-2. 18 


-1. 12 
-1-0.02 
—0.94 
—2.35 
-0. 19 
-1-0.4 

-1-0.6; 

-1.08 


-0. 12 
-1.98 
-0.6-1 
-1.86 
-0.73 
-0.7 
-0.2 
-1-1.39 


-0.75 
-1-0.9! 
-t-0.4' 


-1-2.  62 
-1-1.6' 
-rl.40 
-t-0.31 
98 


4.58 

2.91 

5.83  ■!-,   ._ 

2.90-1-0.10 


-0..53 
+  2.  15 


3.671-0.131  2.34 


3.54-1-0.05    1.53 


0.92|-2.56 
2. 48! -1.38 

1. 561 

3. 101  +0. 14 


-1-0.06 

.45 

-1-4.51 

i.t;'<i-i.57 

I  :  '-1.43 
0.23 
-:149 
,,  17  -1.04 
4.  881 -H. 42 
3.611-1-0.79 
2.34-0.89 
3.55:+U.  14' 


5.90 -f3. 
6.83  r3.45 
5. 86  ... . 
4.01  -1-1. 


•0.  89 
-0. 32 
■1-0.28 


6.'.54 
-1-4.10 


-t-2.54 
•1-2.  82 
-1-0.36 
-0.70 
-0.94 
-1-0.28 
-1-2.  88 
1-5.57 


-1-1.23 
+4.' 80 


+0.  69 
-1-0.47 
f0.81 
■1-2.85 
■fl.89 
f2.  82 
+  0.64 
-1.23 


August.    September.    October.  'November.  December. 


-0  2.D 
1.51 
0.97 


fu.oi 

-0.48 
-1.07 


3.05-0.78  3.10  1-0.74  2.381-1.76  1.88 
2.34-1.23  2.59  1-0.81;  3.44-0.29i  0.90 
1.741-1.191  1.99,-1.271  1.77 -1.40  0.93 
1.95-1.99   2.19    -1.6412.10-1.80    1.04 


•fO.45:  2.41 
4.71 
0.  82 
2.49 

2. 251  -0. 84 

0.  95'  -2.  55 

2.19 


-0.  50l 
■1-1.49! 
-1-2.011 
-1.3l| 
-1-0.091 


+0.871 
-1.071 
-0. 56 
-0  53 
+  1.56 
+  0.41 
-0.50 


+  1.9:; 

-o!20 
+0.77 
82 
25 
-1.72 
-1.20 
-1.41 
-0. 79 
-1.  86 
■2.  00 
•0.44 


-2.21:2.371—1.24  7.30-^4.06  5.801+1.82  4.85  +0.30 
— 2.69  3.6l!-0.29  4.47+0.45  7. 4l| +3. 11'  2.46  I 
-2.44,  3.33-0.,57'  6.78-^2.76:  6. 13i  +  1.87i  1.45  1-2.82 
-2.321  3.14-0.46'  4.00+0.92  6.  53 +2. 1 61  3.27—1.02 
—1.771  2.26-1.43'  4.98+1.88    4.39  +0.071  3.63-0.631 


-l.Of) 
-2. 2ii 
-1.9U 
-2.02 


1.32 
3.64 
•2.09  2  00 
-3.66  2.26 
-1.69  1.93 
•0.57  2.38 
•2.22   2.42 


2. 58   2. 56 

3. 34 1  2.19 

....'  1,85 

-2.15;  1.07 


-0.32 

+0.83 
-0.44 

^.'•26 
-0. 
+  1.-22 


4.21 
1.79- 
2.  97  - 
2.70. 
8.54 
2.1 
2.38|  -I 
2.84      1 
2.  4:!  -  ( 


K    I 


3.  09 

-1.    V 

2.  92 

-U.  -11. 

2.  93 

-0.  .')3 

2.  8'l 

-0.57 

2.74 

+0.  22 

3.  (»,') 

-0.  68 

2.  51 

-0.70 

2.  Ml 

2.  51 

-0.  5,-. 

2.88 

-0.78 

2.94 

+0.04 

1.81 

-0.811 

+0.45 
+0. 68 
-0.66 
-0.98 
-0.13 
+  0.56 
-0.43 
+0.73 


+0.94 

-o!93 
-0.78 
-  0. 26 


-l.O' 
-0.1 

+0.  4/ 
+0.83 


+0.37 
-1.62 
-0.47 
-0.98 
+  0  02 
-0.17 
-0.1 
+  0.22 


AS.  76 
:ll.08 

30. 94 
28.56 
25. 28 

32. 95 
3-1.19 
27. 91 
;il.74 


-8.68 
-16.27 
-9.52 

-14.' 7  i 

—6.00 

+  1.50 

—  14.86 

-14.06 

-12.22 

-11.47 

—12. 13 

-16.66 

0.49 

6.48 

1.20 


38.56 
31. 16 
24. 


-2.15 

— 4.(X) 
-12.56 
- 14. 06 
-4.31 
- 10. 82 


!27.33 
42.  SO 
.33.66 


31.81 

.87 

32. 30 


.04 

.04 

32.  24 

26.' 

27.  94 

33  15 

.92 

.65 

143. 

131.36 


32. 

30.87 

29.44 


-0.3; 

•I.IC. 

-1.2( 

2  5S 

-1.21 

3.41 

-2.07 

3.2.') 

-1  56 

3.24 

-1.86 

2.22 

+  6.' 73 

3,  2-1 

+  0.48 
-0.88 
-0.  26 
-0.  62 
-0.  70 
-038 

-n.'sf, 


M    'i,     «.71 

n.l'!,.'7;96 

fu.5:i.i0.05 

-1.16140  22 
-0.61 1:34.23 
-0.22  32,62 
-1.03:18.96 
-1.42  32.77 


-7.94 
-6.30 
-6.35 


-4.99 
7. 51 
-a  60 


-8.72 
-14.24 

-9: 27 
-15.14 
-17.47 
-13.86 

-^ii.75 

-^i2.'47 
-10.98 
-3.48 
-12.28 
-12.54 


.;    .,  ■  ,     '•  '.iiJ'i.  17 
)i.,  2.-l^      l.T4.;0.  19 
+  0.29    3.311+0.16  27.92 


.18   2.381-1.42 

1.25   2.8.3-2.06 

2.631...... 

1.27   3.371-0.01 


30.81 
35.02 
.SO.  14 
34.48 


3.38,  3.25   -0.62  4.61  +1.18  4.  .15 +0. 34  43. 03 

3.07,  2.,52   -1.18  2  36  -1.171  3.92  -i-0. 32  87.29 

2.  .5.5   2  48  j-0. 92  1.  93  —1.  60|  3.  19   -0.  12133. 34 

■2.79   1.95:-1.57  :i  0.51 -0.50i  3.08 -0.89  33.00 

3.22   2.77-0.89  3.951+0.  60I  4. 12 +0. 11136. 74 


-10.; 


-9.  26 
-18.82 
-14.46 
-12. 18 
-10.20 
-11.15 
-10.61 


-3.03 
-8.93 
-9.76 
-11.90 


.00-0.63   2.24-1.76  2.051-1.76  2.94—0.641  5.22+1.93   6.68' +2. 73    4.60-0.05   0.511-3.01   3.85 

.51  I I  1.51 :  1.06|....     I  3.48 4.48; 1  5.10 2.21  j       .        1.80] |  2. 18 

.02-0.30   2.36-1.741  1.25!-2.34^  5.08+1.84!  4.461  +  1.24!  5.721+1.41:  3  00|-0.90|  1.18  -2. 26|  2.39 
1.71J+0.07   3.29i-0.46l  2.24-1.841  0.86-3.001  1.96-1.75|  4.391+0.891  5.461  +  1.39   4.03-0.23,  0.44-3.08   3.09 


1.71 
2.171 


+O.O61  4.25+1.02  3. 9;$ +0.14,42. 64 

!  3.04 1  2.6:l' H0.71 

-0.87:  3.251-0.09,  3.68  +0  01,37.63  1 
-0.71:  3.18—0.181  4. 3i;+0.  53:86.96 


I  i  i 
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CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION. 


Year,  194i 


Monthly  and  annual  mean  temperatures  for  the  ITear  1941,  with  departures  from  the  normal. 


January.    February, 


April. 


June.  July. 


September 


November  December. 


Maine. 

Bar  Harbor 

Eftstport 

Farmington 

Ft.  Kent 

Gardiner 

Greenville 

Houlton 

Lewigton 

Madison  

Millinocket 

North  Bridgton. 

Oldtown 

Portland 

Presquelsle 

Ripocenus  Dam. 

Rumford 

Vanceboro 

Winslow 

Woodland 


Neio  Hampshire. 

Berlin 

Betlilehem 

Concord 

Durham 

First  Conn.,  Lake.  .. 

Franklin 

GlenclifT 

Hanover  

Kearsarge 

Keene(near) 

Nashua 

Pinkham  Notch 

Plymouth 

Vermont. 

Bennington 

Bloomtield 

Brattleboro 

Burlington 

Cavendish  

Chelsea 

Cornwall 

Enosbursr  Falls 

Newport 

Northfleld 

Rutland 

St.  Albans 

St.  Johnsbury 

Somerset 

Woodstock 

Massnchusetts. 

Amherst 

Blue  Hill 

Boston  

Chestnut  Hill 

Clinton 

Concord 

East  VVareham 

Pall  River 

Fltchburg 

Framingham 

Gloucester 

Hyannis  

Lawrence 

Lowell 

Nantucket 

New  Bedford 

pittsfield 

Plymouth 

provincetown 

Rockport 

Springfield 

Stockbridge 

Swampscott 

Taunton. . . 

Turner's  Falls 

Williamstown. 

Worcester 

Rhode   Island 

Block  Island 

Kingston 

Portsmouth 

Providence .     . . 

Connecticut. 

Bridgeport 

Cream  Hill 

Falls  Village 

Hartford 

New  Haven  

New  London  

Norwalk 

Putnam 

Storrs  

Waterbury 


+3.6 


+3. 

-0. 

+  1.2 

+2.7 

+3.6 

+3.7 

+2.0 

'+2.'2 


+3.5 


+  0.S 
+0.9 
+2  5 
+  3.0 


-1.9  47.0 

-2.1  49.4 

. ...  46. 2 

-1.7  52.6 


+5.6 
+  8.6 
+6.0 
+6.0 
+6  3 


+5.4 


+4.< 

+  1.9 
+  2.S 
+  2.4 
+  2.5 
-O.S 
+  2.3 
+3.7 
+2.0 

+2.4 

+  1.4 

+i.'6 

+2.' 


66.2 

+0.9   67.2 
-0.5   69.2 


62.5 
6    64, 
66,0 


+  1.2 


-1.0 
-1.2 

+6.'2 


+3.1 
+2.5 
+3.2 


25.6 
23.  2 
26.6 
27.8 
29.4 
21.4 
18.8  . 
5.0 
23. 0  . 
29.9 
22. 8  , 


+3.5... 
+  2.0    42.2 
+4.7    45.8 


+  4. 
+0.5 
+2.8 
+5.2 
+  5.5 


+4. 
+  2.3 


-0.7 
+  2.7 
+4.5 
+4.8 


+  1.5 
+3.9 
+  0.6 
+2.0 
+  4.4 
+3.6 


32.4 
22.0. 
26.1 


22.8 
27. 
26.0 
26.8 
26.  2 


29.8 
25.  2  . 
23.4 
23.3 
25.  S 


48.2 
40.6 
43.7 


+6.1 
+3.6 
+2.0 


41.3 
42.4 
46.- 
45.5 


56.4    +4.5 
60. 


51.4  +0.1 
53.0  +1.6 
60.7:  -0.2 
60.  8i  +2.3 
52.3    +0.8 


+3.0 
+  i.'4 


+3.9 

+5.8 
+6.0 
+6.5 
+5.3 
+4. 


+5.( 

+3.' 3 
+5,0 
+3. 

+  4.2 
+6.  J 
+4.0 
+5. 


+3.8 
+3.7 
+2.7 
+6.0 


+2.2 
+4.4 
+5.6 


+2. 
+4.2 
+  4.6 
+2.2 
+4.4 
+  2.6 
+4.9 
+3.1 


+3.7 
+4.1 
+0.3 


+4.2 

'+3.'6 

+4.5 
+1, 


+2.0 

+4.i 

■+2.'l 


35.0 
29.4 
31.9 


35. 

33. 2  . 
32.  i 
34.2 


Reference  letters  indicate  number  of  days  missing ;  •  one  day,  b  two  days,  etc. 


Ykak,   1911. 
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Supplemental  Precipi;  ation  Data,  1941. 


Maine. 

BanKor 

Brassua  Dam  . 
Biun.iwick  — 

Caribou 

East  Win throp  ... 

Ellsworth 

Eustis 

Ft.  Fairfield  (uear) 

Hirara 

Jaokman 

Miioliitts 

MiiUleDam 

Milo. 

Uoosehead 

Oroii" 

Rocklttiid 

Squa  Pan  Dam.... 

The  Forks 

Upper  Dam  

iVeio  Hampshire. 

Cannon  Mt 

Dixville  Notch  ... 

Errol 

Fitzwilliam 

Hampton 

HilUboro 

Lakeport 

Leb.inon    

Lincoln  

Mauohebter 

Milan 

Mt.  Washington  t 

New  Durham 

Newport 

\"r!h  Stratford  ... 

--..'wartstown  . 

i>oro  Falls  ..■ 

I'ond 

\'critioitt. 

Bellow.s  Falls 

Craf  tsbury  Comm. 

Dorset 

East  Uarnet 

Eas:  Kyegate 

Gihuaii 

May's  Mill 

Mc  uuloes  Falls... 

Newfane 

Readsboro    

Rochester 

Searsburg  Mt 

gearsbiirg  Station. 

Vernon 

West  Burke 

West  Hartford  . . . 
White  River  Jet... 

Wliitingham 

Wilder 

Wiluiiugton 

Ma.<mch  iiteU>. 

Adams 

Ashland 

Athol 

Boylston 

Chester 

Chestprfield 

Franklin 

Gardner 

Groton 

Hanhvick 

Hatchville 

Hoalh 

Holyoke 

Hoosac  Tunnel 

Hiibbard.Uon 

Ipswich 

Jefferson 

Kenoza  I,ake 

Mansfield 

Middleboro 

Mi<idleton 

Milford 

Millluii-y 

Newliui-yport 

Kortlibridse 

Pembroke 

Peru  

Pi  tersham  

Plainfield 

Princeton 

Shelburne  Falls. .. 

Soiithbridce 

South  Bgremont  . . 

Spot  Pond 

Sterling 

Ware 

Webster  


stfie 


Westou 

West('ummingtoa 

West  Otis 

West  Rutland 

Wlnchcndon i 


1.16  2. 

2.37  1.19 
2.46  1.10: 
1.19  l.aii  1.951 
2.06]  2. 92  0.60, 
l.SOl  3.851  MS' 

i.e;?:  1.79'  i.oe; 

1.21  3.07i  1.70 
2.  93  2.  76i  0.  46 
1  39' 


.&!   sj    S 


I.  mI  0.  74! 
S.13|  5.11 


1.42 


2.56  0.53 

2.80  1.00 

4. 03  0  78 

4.21  1.17 

2.86  1.00 

2.25;  1.15: 

2.06  0.76 


3.07   3.0,i 
2.80|  1.65 


2.89  3.59 

1  52,  2.23 

l.lt<  1.S3 

1  60  1.  75 

3. 16  3.  C7  2. 25 

2.20  1.95 

3.11  2.92 


2.(il 
1  51 

1.21|  2.91!  2.04! 
2.93!  2.35;  1.64 
1.53  I.04I  1.34 
3. 59;  2. 82i  3.  I7| 
3.32  3.02i  2  99: 
1.311  2.40'  1.9C 
1.66;  O.iWJ  1.7S 
1.61  0  h6  1.25 
1. 72  2. 96!  2. 14 
1.89    1.64'  2.00 


1.02  4.24 

0.92  2.86 

0.52  2.34 

....  2.06 

1.06  3.33 
0.39 

O.'-io  1.9S 
0.  42;  2. 80 
0. 

0  62|  3.04 
2.23   6 
O.20I  2 
0.41);  1.73 
093   2. 
,1«  3.2ri 

2, 
74   4.2:> 


1.98  0.36 
2.79  1.35 
1. 50|  0. 50 
l.Si:  0.61 
1.971  0.32 
1.47  0.85 
2. 32  0.  77 
1.88  0  74 
1. 83  0. 43 
2.00  0.79 
1.87  0.71 
2.0U|  0.96 
2. 16;  0. 85 
1.6(1  0.42 
2.25;  0  86 
1.54|  0.291  2.27 
2.  IS  0.451  1.18 
2. 37I  0  80  2.  78 
1. 88!  0. 52  2. 27 
2.83   0.58   2.23 


2.65 


2.45 
2. 38 

1  74 


3.05  4.65 

4.09  3.73 

2  38  2  01 

2.17  3.41 
1. 13  7  82 

2.83  6  67 

0.  77   2. 05  3  42 

3.50  3.79 
3. 48  .  . 

3.33  1 

2.04  3 

3.00  2 

2. -28  4. 

3.18  5. 
-  -.  2  42 
1.27i  2.68 
l.Oi;  1.98  . 
l.OJi  3.22  1 
1.40!  3.17 


I  I  I  I  I 

8.  66   1. 69!  3. 03  2. 40'  2.  SS'iS.  16 

3.24!  2.22   8.18  3.39  2.  (IJ -".1.  W 

2. 88    1.  IS   2.97  3.10  ;<..">:  -      ■■> 

5.30;  3.97    4.  SI  2  72  2,-1- 

3.76    1.29   3.11  2.  G6  3.  :      -     -' 

3.09  1.86  3.50'  3.28  :i.  IV  >  '.M 
2.99  1.44  3.05  3.27  2.  Rs  ,iU  uT 
3.19    4.15;  3.64  2.511  2.97  39.32 

3.10  I.82|2.66  3.  S8  2.6:! 3 1.32 
4.  46  1.88;  2.96  3  65  I.  66  28.32 
4.74  1.82:  6.21  4.49  4.65. 
3.60'  2.O0I  5.02  2.84  2.  7  132. 79 
6.00'  2.70  2.97t  3.64  2.87  29.76 
4.29:  1.92  3.11  2.85  l.S7  30.2.i 
1.42;  0.98'  2.18! 1  1.89'. 


4.22I 
4.59, 


7  OS 
4.73 
5 

9.85 
2.01 
4.84 
1.951  3  81 
3. 33  7. 17 
3. 00  5  06 
3.78!  3.93 
1. 1»:  5. 8". 
3.44:  6.71 
3.67  2.7(i 
3.90'  0.21 
9S  4  (Ml 
4.03 
3.19 
2.43 


5.74 
2.10  4.75 
2.331  6.14 
1.95; 
4.34| 
2.54  6.30 
3.96   5.5' 


2.761  0.67;  4.27 
4.00:  2.06|  4.46 
3.78  1.33:  •■  "■• 
2.901  1.43' 


2.59 


4.61 

4.31 

2.24 

.6.56 

43   6.67 


68   2.021  3.05, 


Sj  Z.O-i! 


....    ..12 

3.70   3.15 

2.22 

3.  85'  3. 48' 
-...,  2.5l!  3.45 
O.hnl  2.19;  3.83 

3.87i  4.62; 
...  2  08i  4.66! 
1.63  2.62  2.48! 
).83   2.41 

2.61 

3.67 

2.01 

2.24 

5.14 


2.18!  2.20   : 
2.50   2.22 
2.41    1.81 


1.19 
i  0.80 
0.52 


2.18]  6.  ... 
2.94:  3.2.3; 

2.17    2.84; 


5  33  2.80 

4.23  2.06 
3.4l|  1.70 
5.25  0.96 
1. 39.  0.  99 
1.56!  2.1: 
2.39'  2.5; 
1.67]  2.00 
4.26 
1.51  0.80 
2.68  1.71 
7.08   3.2 

2.24  0.95 
1.21  2.18 
3. 26l  2. 

2. 42 
.23 


1.11 

2.48!  2 

3  1^1  4. 15 

3.83   2.39 

3.  84;  2 

2.45 
3.13 
2.32 
3.12 
3.19 
2.99 


2.75 


1.57 
1. 89  3  02 
3.  Oil  0.94 
2.65  0.48 
3  23|  0.  72 
2.351  0.39 
2.  »0I  0. 3(1 
3.27!  0.14 
2.62  0.3t 
2.91:  0.42 
2.12]  1.81 
2.37:  0.51 
4.56   0.52 


5.15 


3.16 


2.81; 


5.571  3  59  31.63 
3.00[  2  37:34.42 
3.091  2.4(|!28.93 


4.55 

4.5s:;«.9s 

3.>0i31.35 
3.  6o!30.  73 
3.18  28.52 
3.16  31.67 

2.  74|39.  08 
4.791 

3.  S3  .>  1.62 
4.26  36.13 

2.  65 

4.67  32.57 

3.  86  3;i.  46 
4.37  31.08 
3. 04  31. 89 
3.27I35.48 
3.93I27.O8 
3.  34132. 33 
3. 10:32.  76 
4.61'3U.76 

3.  03]:i5. 88 
2.68:29.86 

4.  29  36.  lo 
2.94  31.03 
3.  m'-'.O.  22 

2.23:  3  32,  3.38;32.04 
2.201  4.21]  5.45:36.17 
2.081  3.  19,  3.  OS  40. 13 

1.26  2.02   2  35I  4.06,32.62 

0.50|  1.861  2.76|  4.00; 

0.651  2.12  3.47 
1.281  2.22  2.80 
0  68  1.83]  3.06 
0.73    1.56]  3.39 

1. 27  1. 83,  2.  66 
3.98   3.35;  3.28 

3.88,  1.02;  3.33  2.81 
2.98  0.72:  2.  27I  2.88 
4.42I  0.77   2.64,  3.07 


3. 38 
3.41 
2.70 
3.11 
2.90 
2. 99 
2. 

3.14 
3.70 
3.37 
3.01 
2.38 
3.13 
2.  .57 
2.64 
2.24 
2.01,  2.06 
1.90]  2.87 
1.75  3.15 
2.  65  2. 53 
1.90 
1.87, 

2.  70]  2. 06 
2.12 


l.(i4  29.22 
2.6uU7.13 
2. 45  37.  37 


3. 20  28. 62 
2. 80  32. 03 
3.  32^3^.  84 


3  0.(31. 64 
2. 95  34.  84 
2.41  .  ..    . 

4.  10 

3.0129.10 

4.52] 

4. 46  :J6. 95 
3.46  31.16 
2.  08  29. 08 


Supplemental  Precipitation  Data,  1841. 

(Continued) 

Stations 

5 

i 

1 

d 

>■ 

I 

< 

i 

0 

i 

1 

a 

Coimerticul. 

1 

Baltic 

2.15 

2.87   2.89 

1.21:  8.48 

3.«S 

fi.8fi 

4  04 

0.00 

1.72 

2  34 

8.92  82.63 

IturkUamstead.... 

2.83]  3.04   2.17 

0.93   2.98 

5.44 

6.  91 

3.  K 

2.14 

1,95 

3,  25 

4.13 

,37  <M) 

r.iiiliiifrton 

1.73]  3.97|  0.95 

0.87,  3. Ill 

ft  84 

5  Ofi 

2.61 

1.48 

1  f,' 

4  07 

S6.07 

'■  ;   1:.  ster 

2.54! 

4.7(1 

4.25 

.... 

2.43.  3.39   2.0^ 

6.9i 

3.18 

5.47 

4.41 

2.39 

1.47 

1.4!) 

3.68 

4.14 

35  00 

1  ■.,  ::i,iirv 

2.24|  3.10 

2.22 

4.71 

8.54 

2. 82 

0,  26 

2  7fl 

3  6'1 

4  8.<1 

l.iiK.'ivonoraoc... 

3.  46   2.  85   2.  51 

i.  75 

3.42 

6.  K 

4  97 

3.18;   1.00 

3.  .5^ 

5.0s 

4.78 

41.63 

2.93    2.72    1.66 

1.3(1 

3.26 

4.0-1 

3.9.S 

6.46   0.03 

2.57 

4.66 

4.62 

37  08 

1.83,  2.62    1.91 

0.92 

2.68 

6.3H 

6. 7;i 

.3.6S 

3.1- 

1.96 

3  5(i 

4.00 

39.  46 

2  95 

1.63    2.66 

1.  I."! 

4.04 

5.37 

6.4C 

2  15 

1  4^ 

2.87,  2.7y 

3.57 

37.08 

We.st brook  

3.  IC 

1.87|  3.19 

1.30 

2.44 

4,35 

5,  06 

2  fif 

0  0- 

2.7'J    3.651  3.82 

H4. 24 

Wcstllartland.... 

2.16 

2.60    1.92 

1.17 

3.  16 

5.30 

7.53 

2.71 

2.48 

2.63   3  47 

3. 60  38. 49 

KILLING  FROSTS. 


Stations. 

Last  in 
spring. 

First  in 
autumn. 

Stations. 

Last  in 
spring. 

FirBt  in 
autumn. 

Mtiine 

M<maehugeUs. 

Bangor 

Bar  Harbor  (near).... 

May 

14* 

Sept 

18* 

.•Vdanis 

May    31* 

.Sept.  30 

Oct. 

25* 

Amherst   

Caribou 

May 

I8» 

Sept 

■>7 

Bluellill 

<lo     30 

do     20 

do 

Oc-t. 

26 

Apr.    Vi 

Oct.    26 

F.umington 

uo 

]•>* 

Sept 

13 

Brockton 

do     1-2* 

do    -m* 

loit.Kent 

do 

31 

GO 

2(1 

ChestimtHill 

do     12*     do     26* 

(i;u  r.iner 

do 

31 

do 

)■/. 

May     ;i*  Sept.  30* 
do      3*     oo     20 

do 

31* 

do 

I'.i 

''■■!:.  ,'1  ,1 

, , ,       ,  .,11 

do 

n* 

:  ■    •  :     A  ;■  ,  .liam 

Air.  23*     do     30* 

1  ■      .    ; ! >n 

Apr. 

13* 

1   .,  ,'    '.  1     ,  , 

May      3*  Oct.    26* 

.:..,'  ^un 

May 

19- 

■', 

1    i  1.  ■.•  1 1 ;  1 ,  ;  '  • 

Apr.  26*1  sept.  20 
do     23*     do     30* 

.MiiiiiM>oket 

do 

14* 

■A)' 

iMiiinin-liam 

iNortii  Briil!>ton 

do 

14* 

19 

(iloucester 

do     23*   Oct.    26* 

(McUown 

do 

■i* 

do 

13 

Haverhill 

do     26     Sept.  20 

do 

1-i* 

do 

13* 

IloosacTuunel 

May     3  1    do     30 

I'oitland 

(l» 

12 

Hyannis 

Apr.     5»,     do     30 

I'resque  Isle 

do 

!,•.• 

do 

1:3* 

Lake  Cocliituale 

Mav    1.5*      do     20* 

Rilj<iEemisDam 

14* 

i:>* 

Lawrence 

Apr.    12*1     do     30 

Rumiord 

do 
do 
do 

14* 
6 
4* 

do 
do 

13 

20 
30* 

Lowell 

do     12*  Oct.    26* 
d,.      f,    Dec.     1 
Mar.   3i«   Sept    30 

Vanceboro 

Nantucket   

Winslow 

New  Hedlord 

Woodland 

do 

14* 

20 

I'ittsfield 

May    u*      do     30* 

Krw  Hampsliire. 

I'lyniouth  

Provincetown 

Apr.   2.)*   Oct.    17 
Mar.  8i«: 

: ••■,  ,'1 

May  31* 

Aug 

29 

.Shelburne  Falls 

May    13*   Sept.  30 

l;i* 

Sept 

13' 

Apr.     y»  Oct.    26* 

do 

15* 

30 

Stockbridge 

May    19     Sept.  27 

"  ;;  l>:iin 

do 

12* 

do 

12* 

Swanipscott 

iirsu  onn.Lake 

iv« 

Aug 

30 

Taunton 

Franklin 

May 

19* 

sept 

30 

Turner's  Falls 

do'    13* 

do    §6 

do 

13 

do 

30 

Westfield         

do      3» 

do     30* 

do 

15* 
31' 

do 

13 
30 
29* 

do      3* 
<lo     13* 

do     20 
do     30 
do     30 

Kearsarge 

Aug 

AVorcester 

Keene  (near) 

.Manchester 

May 
Apr 

25* 

"r 

20* 
30 

JUmrle  Mmul. 

^fashua 

M,y 

14* 

do 

m* 

Block  Island 

Mar.  3i« 

Nov.   25 

I'inkham  Notch 

.June 

V?* 

do 

19 

Kingston 

May    13* 

Sept.  30 

do 

V2* 

Aug 

29 

'^i  r 

Oct.    n* 
do     26 

Providence 

May 
June 

Sept 

Coiuiecticid. 

Bloomffeld 

1?» 

A.lr 

W* 

Brattleboro 

May 

31* 

'T 

20* 
3(1 

Bridgeport 

Colchester 

May    13  ]  Oct.    17 
«io     i:J*| 

do 

vn* 

do 

13 

Cream  Hill 

do       3*1  Sept.  30 

June 

V?* 

AUR. 

29 

do    20 

Cornwall 

May 

?,* 

Sept. 

31* 

Fall's  Village 

May     3* 

do     30 

Craf  tsbury  Comm 

lio 
do 

13* 
30* 

do 
do 

13* 
13 

Mt.carniov;::: : ■.■.;: 

Apr.     9 
May    13* 

do     30 
Oct.     17 

Enosburg  Falls 

Newport 

Northfield 

do 
do 

30* 

do 
do 

]:l* 

13 

Mar.  31 

do     29 

New  London 

do 

do 

13 

Norwalk    

May    19* 

Sept.  30 

Rutland  

do 

13* 

do 

30 

Putnam 

do     14* 

do     20* 

do 

Oct. 

17 

Salisbury 

do      3 

do     30 

St.  Johnsbury 

do 

12 

Sep:. 

30 

Storrs 

do     13* 

do     30 

.Somerset 

June 

!•'* 

A  up. 

IS 

do     13 

do     30 

WooiistocU 

May 

31* 

Sept. 

13 

Westbrook 

do     25* 

do     30 

[Continued  from  page  791 

ing.  Nino  months  were  warmer  than  normal,  resulting  in  an 
average  annual  temperature  excess  of  0.5°.  Months  of  sub- 
normal temperature  were  January,  March  and  August.  Other 
notable  features  of  1941  were:  The  extraordinary  period  of 
warmth  in  April  from  the  13th  through  the  21st;  oocurrcnce  of 
a  weekly  developed  tornado  in  the  Corey  Hill  district  of  Brook- 
line,  Mass.  on  May  24th;  a  storm,  reportedly  of  tornadic  char- 
acteristics, at  Stoughton,  Mass.  on  July  23d;  damaging  hail- 
storm in  the  vicinity  of  Hartford,  Conn,  on  July  24th  with 
stones  ranging  to  1.75  inches  in  diameter;  and  the  extremely  dry 
April  and  September.  At  the  close  of  the  year  there^was  a  meas- 
urable snow  cover  over  inland  regions  of  northern  New  England 
and  western  Massachusetts,  generally  less  than  4  inches  in  depth, 
but  ranging  from  about  8  to  14  inches  over  northern  Maine  and 
the  higher  elevations  of  New  Hampshire  and  Vermont.        e.  b. 


As  no  frost  was  recorded  the  date  given  is  of  the  last  freezing  temperature  in  spring  or  the  first  in  autumn.       t  Summit. 
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No.  1, 


GENERAL  SUMMARY 

•  w  England's  weather  during  January,  1942  was  soniewliat 
-.  vere  than  that  ordinarily  experienced  during  this  raid- 
winter  month.  Although  the  temperature  averaged  sliglitly  be- 
low normal,  there  was  a  notable  absence  of  the  commonly  ex- 
perienced turbulent  snowstorms,  and  in  many  southern  and 
central  districts  the  ground  was  bare  during  the  last  decade. 
In  the  northern  division,  snowfall  amounted  to  less  than  half 
the  normal  volume.  Total  monthly  precipitation  in  southern 
New  England  and  southern  New  Hampslnre  was  only  slightly 
below  normal,  the  heavy  rainstorm  of  the  19th  contributing 
largely  to  the  whole.  An  extended  cold  spell  set  in  over  the 
Section  on  6th,  continuing  almost  uninterruptedly  tlirough  the 
17th.  This  was  followed  by  a  period  of  relative  warmth  lasting 
to  near  the  end  of  the  month,  attended  by  occasional  rain  in 
southern  and  central  New  England,  and  by  considerable  melt- 
ing of  snow.  Ground  water  supplies  and  stream  flow  were  thus 
greatly  benefitted  and  were  approaching  normal  at  the  close  of 
the  month.  E.s. 


TEMPERATUKE 

The  average  monthly  temperature  for  the  Section,  based  on 
107  records,  was  21.5°,  which  is  1.0°  below  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  17.5°;  for  the  southern  division,  25.5°.  The  highest 
monthly  mean  was  31.4°  at  Nantucket,  Mass.;  the  lowest  was 
7.2°  at  First  Connecticut  Lake,  N.  H.  The  highest  recorded 
was  60°  at  Boston,  Mass.  on  the  2d;  the  lowest  was  -29°  at 
Fort  Kent,  Me.  and  First  Connecticut  Lake,  N.  H.  on  the  9th. 
The  greatest  monthly  range  was  83°  at  Chelsea,  Vt.;  the  least 
was  40°  at  Provincetown,  Mass. 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
196  records,  was  2.93  inches,  which  is  0.52  inch  below  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  2.30  inches;  for  the  southern  division, 
3.58  inches.  The  greatest  monthly  amount  reported  was  6.04 
inches  at  Lake  Konomoc,  Conn.;  the  least  was  1.11  inches  at 
Enosburg  Falls,  Vt.  The  greatest  amount  in  24  hours  was  2.12 
inches  at  Rockland,  Me.  on  the  20th.  The  average  number  of 
days  with  .01  inch  or  more  of  precipitation  was  9,  which  is  2 
below  the  mean  for  the  past  55  years. 

The  average  snowfall  for  the  northern  division,  based  on  92 
records,  was  9.3  inches;  for  the  southern  division,  based  on  87 
records,  9.2  inches;  for  the  Section,  based  on  179  records,  9.3 
inches,  which  is  6.1  inches  below  the  mean  for  the  past  55  years. 


WIND,  SUNSHINK,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  ba.<ed  on  130  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  10.5  miles  an  hour,  which  i.-<  0.5  mile  an  liour 
below  the  mean. 

The  .sunsliine,  based  on  the  records  at  14  stations,  averaged 
52  percent  of  the  possible  amount,  which  is  5  percent  above 
the  mean. 

Cloudiness  was  slightly  below  the  mean.  Tlie  averngo  for 
the  Section,  based  on  142  records,  was  12  clear,  8  partly  cloudy, 
and  11  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.m.  and 
7:30  p.m.  observations  at  14  stations,  was  74  percent,  which  is 
3  percent  below  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1906 

1907 

1908 

1909 

1910 

1911  

1912 

1913 

1914 

1915 

1916 

1917 


1922---- 
1923---- 
1924.... 
192,5.... 
1926.... 
1927.... 
19'28.... 
1929.... 
19:30  ... 
1931.... 
1932.... 
1933... 
1934..-. 
19:«.-. 
1936  ... 
1937.... 
I9:«--.. 
1939.-.- 

1940 

1941.... 
1942- ... 


rrecipitatiuu 


-26 

4.23 

-  3 

4.06 

-  3 

3.  23 

-  2 

5.92 

-12 

4.42 

-23 

2.17 

-  9 

2.  52 

-12 

•2.h\ 

-17 

1.0H 

-15 

3.39 

-15 

5.  09 

-26 

2.64 

-13 

4.9.'> 

-1 1 

2.  53 

-  6 

2,51 

-12 

3.46 

-29 

3.17 

-17 

3. 54 

-  7 

2.4K 

-26 

2.16 

-13 

2.48 

-14 

4.  ,53 

-17 

;^.  31 

-  4 

2.  ;i3 

-22 

3. 09 

4 

-17 

2.40 

-  6 

3.41 

-  ft 

1  6fi 

-10 

3.23 

-25 

2.  ,50 

-12 

2.  ,54 

-22 

1.86 

-  7 

1..39 

-20 

2.01 

-15 

4.63 

23 

3.56 

21 

2.72 

2.  63 

-14 

2.41 

-  R 

3. 03 

-17 

3.21 

2.  62 

-14 

2.  37 

0 

4,  05 

0 

2.  35 

12 

3  04 

2H 

5.  90 

19 

.5,76 

1 

3.71 

29 

:i.74 

12 

2.4S 

13 

1.  ,58 

14 

1.91 

25 

2.30 

29 

3.09 

No.  of  .lays  (all 
South         New  England) 
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January,   19< 


Climatological  Data  for  January,  1942 


Maine 

Bangortt   

Bar  Harbor..  ■• 

Brassuii  Uamt. 

Brunswick 

Cariboui 

Kastponi 

East  Wiiithrop. 

Ellswortli  

Eustis 

Fanniiigtoii.... 
Ft.Kairlield^dii 

Fort  Kent 

Gardiner 

GroenvilicU... 

Hlramt 

Houltun 

JaiUn.an 

Lewistun 

Madiias2 

MadisonS 

Middlrdi.ni  .... 
^iiMlm,.•l.l■l-   .. 


Portlmidi..... 
Presduelsle... 
RipogenvisUai 
Rockland  .  .. 

Rinnfonl 

Tlie  i'orUs  ... 
Upper  Dam... 
Vanceboro  ... 
Wiiislout^.... 
Woodlandlll-. 
For  Stale 
New  llamvsl 


Berlin  il 

Betlilelieni  ....... 

Cannun  Mt.2 

Concord' 

Dixville  Notch  .... 

Durlunn    

ErroiP  ........... 

first  Conn.  Laket. 

FitzYvilliani^  

Franklin 

GlencliK   

Hampton 

HauoverS 

Hillslioro 

Kearsarge  

Keene^  .• 

Lakeport 

Lincoln^ ■ 

Mancliester 

Milan 

NasluiaS 

New  Dnrluuiit^.... 

Newport  •-■■ 

Noitli  stratford2.. 
PinkbaniNotclit... 

Plynioiitli 

W-  Stewartsto\vn2. 
Woltboro  Falls... 

York  Pond 

For  State     ... 


Mt.  WashingI 
Vermont 
Bellows  li'alls 
Benningt(ni.. 
Bloonilieldt  . 
Brattleboroll'i 


Criiftsbury  Com. 

Dorset 

Eastliarnet- 

East  Ryegate 

Enosbiirg  Falls.. 

Gilnian 

Mays  Mint 

Newfane 

Newport  U 

North  lieldl 

Readsboro^   

Rochester^ 

Rutland 

St.  Albans 

St.  Johnsbnry .... 
Searsburg  Mt.2  . . 
Searsburg  Sta-t^. 


Penobscot 

Hancock 

Somerset 

Cumberland  . 

Aroostook 

Washington  .. 
Ivenuebc.c  — 

Hancock 

Franklin 

do 

Aroostook.... 

do 

Kennebec  .■•■ 
Piscalaqtiis . .  • 
Cumberland  •• 

Aroostook 

Somerset  ■  ••  • 
Androscoggin 
Wasiiinglon  .. 
Somerset 


do 

Cumberland. 
Aroostook  .. . 
Piscataciuis.. 

Knox 

Oxford 

Soniersei  . . . . 

Oxford 

Washington  . 
iCennebec  .•  • 
Wasldngton  • 


Merrinui 
Coos  — 
Stran'or( 


Belknap 

Grafton  

Hillsboro.... 

Coos 

Hillsboro.... 
Slralford  . . . . 

.Sullivan 

Coos 


iigli: 


Windham  .. 
tlhittenden. 

Windsor 

Orange 

Addison 

Orleans 

Bennington 
Caledonia  . . 

do 

Franklin  ... 

Essex 

Windham  . . 


Orleans 

Washington  . 
Bennington  . 
Windsor.   ... 

Rutland 

Franklin  .... 
Caledonia  .. . 
Bennington  . 
Bennington  . 


1650 

83 

1,260 


Temperature,  in  degrees  Fahrenheit  |        Precipitation,  in  inches 


No.  of  days 


^^' 


fi^ 


+1.7 

■+i.'9 

'+6."  8 


-0.30  i  1.22 
-0.31  !  1.75 
-1.62  i  0.65 


-0.41 
-1.54 
-1.27 


-fO.07 
-0.85 
-0.58 
-1.0^ 


es  gs 


Civil  Aeronautics  Auth. 
B.  I,.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.S.WeaLl.ur  Bureau 
U.S.  Wealli.r  liiireuu 
Augusta  Water  District. 
Bangor  Hydro  Electric  t 
Mrs.  Hannali  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D.  Soule 
V.  8.  Weather  Bureau 
C.c;.  P.  &L.  Co. 
William  H.  Cumming 
P.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  C 
Great  Northern  Paper  U 
Union  Water  Power  Co. 
Great  Northern  Paper  Co 
.June  bowler 
Ralph  F.  Webber 
C.L.(,'lmdbourne 
Thomas  W.  (;lark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Cc 
Oliver  W.  rlolmes 
Charles  A-  Mixer 
Ruth  Din-gin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  i  Whitne 
St.  (hoix  I'll  per  Co. 


Edward  Fenn 
George  H.  Tucker 
Kenneth  Boothroyd 
U.S.  Weather  Bureau 
Sarah  II-  Gleason 
Uuiv.  of  N .  H. 
Union  Walerl'ower  Co. 
Cuun    Valley  Lumber  Co 
R.  R.  Ricker 
F.J.Southmayd 
State  Sanatorium 

Darin. oiitli  College 
N.  ii.  Kesearch  Forest. 
Wendell  Eees 
C.  F,  Robbins 
Arthur  W.  Mar.shall 
Edward  A.  Clarr 
Public  Service  Co. 
Androscoggin  Res.  Co. 
Pennichuck  Water  Work^ 

E.  K.Tobey 
Il.P.Shepard 

F.  A .  Sraitli 
J.  B.  Dodge 
Mrs.  Hattie  G.  Troiv 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fisherie* 


U.  S.  Weather  Bureau 


Ihui.u.n.!  I,,  lii-own 
US.   WcHlhei  Bureau 
Con.Vt  P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  I,ane 
Miss  E   M.  Dustiu 
RufusS.  Gilbert 
N.  E.  Power  Co. 
J.  P.Devins  ttt 
L.  n.  Pomeroy 
Oilman  Paper  Co. 
Fred  Jlav  ttt 
Harold  P.  Grant 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  B.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Mnseum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  4  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:   NEW  ENGLAND  rfKCTlON 


Climatologrical  Cata  for  January,    1942,  (Continued) 


Temperstnre,  in  degrees  Fahrenheit  Precipitation,  in  inches 


ill 


No.  of  days       , 

;  £ 


£3  I  go 


_erselT2 

Veruout* 

Wateibury  ( near; 
West  BiirkoS.. ■■•• 

WesHUrirord 

White  Hi  ver  Jc.  2. 

WhiliiiatiHin- 

WUder-'  ••••• 

Wlluiiii8toii2 

Wooastock 

For  State     •  •  • 
MuMneliiutUt 

Ad»m>t|2. 

AmborstJ* 

AsMamIt-,  

Beeehwood** 

Bluellilli* 

Bostniil 

Boylstoii2- 

Broikv.iiiS  

Chester** 

CUesterlield** 

;hesi!iut  Millll^'-- 

Uliiitoii^ 

Concord* ■■• 

East  WarehainiP  - 

Pall  River 

MU-hbiirgS 

Devens 

Framiiigliaiii^ 


Windham.... 

Wiiidhaiu 

Washington. 
Caledonia. ... 

Windsor 

Windsor... 
WiiidtuMO  ... 

Windsor 

Windliam  .. . 
Windsor 


ikliii 


Qardner*'.  .'■•• 

aioncfster' 

Sreeutiold  — 

Qrotoii  •• 

Hardwink**..- 
l»tchvi!le««  ... 

LYerliill* 

i»th" 

pyokeS 

losac'i'iiniiul  ■ 
ibbardstoii" 

M"i» 

■Itrli" 


rMWHtii" 
Mtersoii 


CochitufttefS. 

Eiiwreiice*. 

lis  .- 

eld»« 

leboro' 

lleton  ■ 


IbnryS 

ataftue  City2. 

HautuekHti  

New  lied  ford...  ■ 
,l.l.rid(^«".■■ 
ike" 


■ham!!. 

MP-- 
Bid", 
nth-. 


'iiipotovvn 

■  n^ei'.'.'.'.'.'.'. 

■  .-  Kalls||2 
:;.lge«».-... 

^^       :sremo!it". 

•pot  I'oiid  

Ipriiigiifld 

)U.Tliiig2 

Jtockl)ridce 

iwanipsi'otl 

r«nntoii3 

rnnicrs  Falls 


Rhndf  Ttlnnd 
Jlock  Island!... . 

Ciiigstou 

Portsmouth 

"roviilencel 

For  .SUte  — 


Korksliire  •  • 
Hampshire  . 
Middlesex  .. 

Norfolk  

...  do  .... 

Snflolk 

Worcester  . . 
I'ly month  .. 
Hampden  .  • 
Hampshire. 

Suffolk 

Worcester  •• 
Middlesex., 
riy mouth  .. 

Bristol 

Worcf  st«r  . . 
Middlesex  •  • 

do 

Norfolk  .... 
Worcester  . . 

Kssex 

Franklin  ... 
Middlesex  .  ■ 
Worcester  . . 
Barnstable.. 

Kssex 

Fraukliu  — 
Hampden  .. 
Berkshire  •. 
Worcester  .- 
Barnstable. - 

I'-ssex 

Worcester  •. 
Middlesex.. 

Kssex 

Middlesex  .. 

Bristol 

I'lyiuonlh  .. 


Worcester  ■ . 
Worcester  .. 
Franklin  ... 
Naiitncket. . 

Bristol 

Worcester  . . 
Plymouth  .. 
Berkshire  .. 
Worcester  • 
Berkshire  .■ 
Hampshire. 
I'lymouth  -. 
Worcester  . . 
Barnstable.. 

Kssex   

Bristol 

Franklin  ... 
Worcester  .  • 
Berkshire... 
Middlesox  . . 
Hampden  .. 
Wor<*ster  .. 
Berkshire... 

Kssex   

Bristol 

Franklin  .. 
Hampshire. 
Worcester .. 
Hampshire.. 
Hiimi)den  .. 
Middlesex-. 
Berkshire  .- 
Worcester  •  ■ 
Berkshire  -  ■ 
Worcester  .. 
Worcester  .  • 


Newport 

Washington 
Newport... 
I'rovidence 


•2. 030 
■>2i 
iii 


+2.2 
-0.8 
+0.3 


-2.1 
+0.6 
+0.4 


+0.4 
-1.2' 


55  2§ 

57  2 

2 


-l.frl 
-l.UJ 
-0.71 
-1.89 
-0.78 


-2,05 
+0.11 
— 0. 42 


-0.  .56 
+0.08 
+0.71 
+0. 17 
-0. 18 
-0.41 
—0,43 
+0,35 
-0  29 


-0.47 
+  0,96 
-0.19 
-0.44 
-0.89 
-1.62 


+  0.  22 
-0,37 
+0,35 


-0,  40 
- 1.  27 
-0.37 


+0.52 
-0.13 
+0,87 
+0.  09 
-0.86 
-1..59 
-0.05 


-0.22 


4  0, 03 
-0.  U 
+0.04 
-0  25 
-0,  43 


19-20  7,9 
4  ]  18.3 
28  !  8.5 
31  13.6 
31       13. 0 


L.  L.  L-on;.rd 
Conn.,  Kiver  Power  Co. 
N.  E.  Power  Co. 
Ullniau  W.  Ford  1 1 1 
livii  K.  Uoubioday 
N.  K   Power  Co. 
K.  T.  Slit  ton  1(1 
Dlcotl  FalKCo. 
Waller  Adums  1 II 
Ben  Ion  S.  Pinney 


N.  li.  I'ower  Co. 
Slass,  Agr,  Exp.  Sta. 
.Mot.  Water  Works 
•Stale  Uept,  Public  Health 
Blue  Hill  Observatory 
U.  a.  Weiitlier  Bureau 
Mrs.  Loiint;  11,  UuimI 
Cilj  KiiKhieor 
Stale  i)ept.  Public  Health 
.Slate  Dopt.  Public  Health 
Met.  Wiitcr  Works 
Met.  Wilier  Works 
Fred  A.  Tower 
Josejili  1..  Kelley 
Kluhiird  C.  BrlKham 
Herbert  H.  Allen 
Leo  \>.  Snapiro 
Mot.  Water  Work.s 
State  Deiit.  Public  Health 
State  Dept,  Public  Health 
Italph  M,  Barker 
Bureau  of  Entomology 
State  Dept   Public  Health 
State  Dept,  Public  Health 
state  Dept.  Public  Health 
City  HuKineer 
tale  Dept,  Public  Health 


,(ld 


A,  W, 
N,  E,  P( 
State  Dept.  Public  Health 
Sliite Teacher's  t-'olletfe 
State  Dept,  Public  Health 
Carl  I'.ergstraud 
Met,  Water  Work.s 
Kssex  Comiiany 
Proiis.  L()(!ks  ,<;  ('aiials 
State  Dept,  I'ublic  Health 
State  Dept,  Public  Health 
William  H.  lloelzel 
State  Dept,  Public  Health 
N.  E.  Power  Co, 
Charlotte  \    Urauu 
U.  S.  Weather  Bureau 
City  RuKineer 
State  Dei)t.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
Comr,  of  I'ublic  Works. 
State  Deiit.  Public  Health 
Pl.vnioutli  Coriiage  Co. 
Met.  Water  Works 
Javan  D    Vok 
I'.  S,  {^(^,  station 
Bristol  Co.  Ajjr,  School 
N    IS.  Power  Co. 
Stale  Dept.  Public  Health 
Slate  Dept,  Public  Health 
Met.  Waier  Works 
U,  S,  .\rmory 


Met,  Watt 


W< 


N-sblt  H.  Bi.iiK.s 

Weston  K.  Lewis 

Water  Works 

Turners  l''alls  P,  ,t  E.Co, 

State  Dept,  Public  Health 

State  I)e|it.  Public  Health 

T,  F,  Whitbrcad 

State  Dept,  Public  Health 

Weston  Colleue 

State  Dept,  Public  Health 

Met.  Water  Works 

Williams  Colleue 

StHte  Dept   Public  Health 

Clifford  1,    Davis 


II, .S.  W.-alln-r  Bureau 
AuT.Kxp.  Station 
Agr.  Kxp.  Station 
U.S,  Weather  Bureau 


See  page  4  for  explanation  of  reference  marki. 
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Climatoiogrical   Data  for  January,   1942,  (Continued) 


Connecticut 


Bai'kliaiiisicait^ . 
Bridgepoili*-..  .•  • 
B^rirngtouS..... 

Colcliester 

CoUinsvilIe2 

Cream  Hint 

Danbury 

Falls  Village"  .  •• 

Hartford' 

Lake  Koiioinofif- 

Marion 

Middletowu 

Mt.  Oarmel 

New  Haven  1 

New  London  — 

Norwalk  

Putnam 

Salisbury 

StorrsS 

Waterbury  

Westbrook , 

West  Hartlanil2. 

Windsor  Locks  •  • 

For  State.-   • 


Now  London 
Litcliaeid  .... 

Fairfield 

Uartloid 

New  London- 
Hartford  -  - . 
Litch field  --- 

B'airlield 

Liteli field  ---. 

Hartford 

New  London-. 

Hartford 

Middlei-ex  .... 
New  Haven  .. 

do  

NewLondon-. 

Fairfield 

WindliHm 

Litohfield  -.-- 

Tolland  

New  Haven  - . 
l\Ilddle-ex  . .. 
Hartford 


-do. 


Temperature,  in  degrees  Fahrenheit 


2fi.n 

-0.9 

■2i  A) 

•21.0 

24.8 

-L2 

•2i>.i) 

-L9 

■26  0 

Precipitation,  in  inches 


-O.M 
-1.42 
-0.93 


No.  of  days 


The  Baltic  Mills  Co. 

Water  Bureau,  Hartford 

Bridgeport  Hydraulic 

Water  Hureau,  Hartford 

J.  F-  Bailey 

Edwin  R.  Wilder 

T.  S  Gold 

Danbury  Flying  Service 

Coun.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work* 

Helen  N  Upson 

Edward  C.  Sosraan 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Cotnptock 

Civil  Aeronautics  Autli. 

F.  Hurliman 

Agr   Exp.  Station 

William  .T.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 

U-  S.  Army 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras— S-4th,  16-17th. 

Halos,  lunar.— ^-dih,  25-26th,  28-3 1st. 

Halos,  so/ar.— 1st,  7th,  9th,  12th,  15th,  25th,  30th. 

Hail.  —  (dates  and  general  location) — None. 

Thunderstorms. — 2d,  general  over  most  of  Section  except  ex- 
treme north;  3 1st,  general  Connecticut  coast. 

Fog,  dense.— M,  4-5th,  19-20th,  26th,  28th,  31st. 

Sleei. —  (dates,  division,  number  of  stations  reporting;  N- 
northern  division;  S-southern  division.) — 1st,  N  1,  S  1;  2d,  N 
5;  4th,  N2,  SU;  10th,  N  1;  18tli,  Nl;  19th,  N4;  20th,  N  1; 
26th,  S4;  27th,  SI;  28tli,  SI;  31st,  N  13,  S  21. 


Erratum: 

Mean  and  maximum  temperatures  for  Turners  Fall.'^,  Mass. 
appearing  in  Climatological  Data  from  October  through  Decem- 
ber, 1941  are  incorrect,  due  to  a  faulty  instrument,  and  should 
be  discarded. 


Pressure,   Wind,  Humidity  and  Sunshine 


Amherst... 
Block  Islan 
Blue  Hill... 
Boston  .... 
HnrlinRton 

Caribou 

Concord  •- . 
Eastport  ... 
Greenville. 
Hanover... 
Hartford  . . 
NiintncUt't  ■ 
New  Haven 
Norlhfield  . 
Porlliind... 
Providence 


Atmospheric  Pressur 

^ 

Relative 

(reduced  to  sea  level 

Humidity 

00 

■s 

i"». 

% 

1 

s 

a 

a 

§ 

E 

S 

s 

2 

"5 

e5 

.1 

0 

0. 

^ 

t^n 

30.06 

30.51 
30.64 

17 

29.28 
29.29 

2 
31 

7.1 
19.1 

35 

47 

nw. 

16 

16 

54 

5R 

30-03 

72 

64 

67 

30.04 

30.53 

17 

29.25 

31 

17.6 

68 

2 

77 

60 

66 

49 

30.02 

30.50 

IV 

29.26 

2 

12.5 

35 

2 

68 

53 

57 

A) 

30.01 

30.50 

16 

29.16 

2 

!|.l 

41 

s. 

14 

75 

66 

77 

37 

29.96 

30. 44 

4 

29.09 

2 

11.2 

87 

71 

78 

30.01 

30.  47 

17 

29.19 

2 

7.5 

29 

nw. 

16 

75 

51 

63 

fiji 

29.98 

30.  43 

4 

29.22 

2 

11  8 

42 

2 

81 

74 

75 

47 

29.99 

30.43 

13 

29.20 

2 

6.9 

26 

87 

67 

81 

30.  (13 

30.  56 

17 

29.19 

2 

4.9 

24 

sw. 

2 

8ft 

67 

79 

84 

30.04 

30.53 

17 

29.27 

31 

9.5 

32 

sw. 

2 

77 

,52 

66 

m 

30-01 

30.  52 

17 

29.  31 

31 

12.5 

44 

80 

70 

78 

M 

30.06 

30,57 

17 

29  28 

31 

9.4 

31 

2 

80 

65 

73 

64 

30.  02 

30.49 

17 

29.16 

2 

H.3 

26 

sw. 

18 

84 

48 

3(1.  00 

30.45 

13 

29.  20 

2 

9.4 

39 

se. 

2 

75 

53 

62 

5R 

30.04 

30.54 

17 

29.30 

31 

9.6 

34 

se 

31 

79 

57 

67 

SI 

EXPLANATION  OF  REFERENCE  MARKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  3.5-year  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  «,''.«,  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ''  represents  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  as  follows:  Jfaine  -  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Riposenns  Dam.  Millinocket;  Winslow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont-  Bloorafield,  North  Stratford,  N.  H.; 
Cornwall,  Middlebury  ;  Mays  Mil!,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington ;  Somerset,  Wilmington  ;  Vernon,  Shelbnrne  Falls,  Mass. ;  —  Massachusetts  —  A.shland,  Fram- 
ingham;  Blue  Hill.  Milton;  Lake  Cochituate,  Framiugham;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

*    Precipitation  included  in  that  of  nest  measurement.  **    Record  furnished  by  Massachusetts  D"partment  of  Public  Health  ;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m..  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount 
recorded  is  for  preceding  24  hours  (ending  on  date  entered).                     3    Themometers  not  supplied  by  Weather  Bureau.  §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 


1942 


CUMATOLOGICAL  DATA:   NEW   ENGLAND  SECTION 


Daily 

Precipitation 

for 

January, 

1943 

Drainage  basiu 

l>ay  of  month                                                                                                             | 

Stations 

1  j     2  1     3  1     4  i     5  i     6  1     7  1     S  1     9  1  in  i   U  1   12  1  13 

14  1  15  1  16  1  17  1  18  1  19  1  20  | 

21  1  22  1  23  1  24  |  25  |  26  |  27  |  28  |  29  |  30  | 

31 

a 

iino-o,:: 

»'  l-  ul.or 

r   --     .  l>,im« 

;^k 

throp  .... 

IVnobscot 

Coast 

Kennebec 

Androscoggin 

St.John 

Coast 

.15 
T. 

T.' 
.05 

J.... 

1.75,  .08 
.04;  .41 

:S|tv 

.23 
.53 
.03 
.55 
.U 
.37 

■i 

■ 

.01 
:S 

'."61 

■.02 

'.'O6 
T. 
.21 
.19 
.04 
.02 
■V. 
.29 

^^ 
.80 
.03 
.40 
.03 
.66 
.25 
.05 

.'81 
'1'. 

".ii 

^05 

.24 
.02 

'.'is 

.46 

.18 
T. 
.06 
T. 
.13 

.01 
.08 
T. 

'."oi 

.02 

■;62 

T. 
.03 
T. 

■r. 

.01 
.02 

'."61 

T. 

■v: 

■.'04 

■.'6i 

.io 
.01 
.33 

.08 
.25 
.06 
.03 

.'06 
T. 

tV 

.09 

.oi 

T. 

.04 

T  ■ 
'I'. 

."62 

.01 
.02 
.02 

T. 

r. 

T. 

T 
T. 
.05 

.02 
T.' 

.'62 

.J 

.18 

T. 
.01 

.'63 
.01 
T. 

f.' 

1 

1 

T.' 

i 

.28 
.20 
1.43 
.08 
.35 

.02 
.66 
.65 
.81 
.07 
.54 
.75 
.36 
.30 
.65 
.55 
.37 
.00 
T. 
.55 

.29 
.20 

.10 
;93 

'.00 
1.29 
.94 
.02 
.62 
.22 
2.12 
.01 

.'i2 
i.'io 

1.27 

.46 
.04 
.31 
T. 

!74 
.19 
.69 
.53 
.20 
.42 

.'04 
1.28 

T. 

.10 
1.03 

.48 

.'62 

.02. 

r. 

.14 

.01 

T. 

'.'oi 

T. 

T.' 

.08 

f.' 
.13 

T. 
T. 
.01 
.01 

2.98 
5.06 
1.57 
3.13 
1.44 
2.68 

T. 

T. 

T 

T 

T. 

.'62 

Coast 

i'. 

'i'.' 

.'6i 

3  31 

Kennebec 

.02 

r. 

1   16 

.ir       ■  Jtoii 

t.  Kaui.ekKnr.)' 
on  K.^nt 

do 



3  29 

.15 
.13 

tV 

.'6g 

.'06 

.15 

.T2 
1.33 
.96 
.72 
92 

.26 

i 

.21 

.10 

■.'38 
.32 
.05 

!41 

.... 

.12 
.05 
.28 
.40 

.in 

.32 
.38 
.05 
.49 
.28 
.10 
.38 
.37 
.22 
.42 
.32 
.49 
.04 
.36 
.31 
.13 

■v.' 

'f ' 

.08 
.02 
.06 
.12 
.02 
.12 
.07 
.04 

■'63 
T. 

."6i 

.61 

■.'63 
■'os 

.06 

V. 

T  ' 
.02 

.'08 
.00 

T. 

'.'63 

.'62 

.20 
.70 
.49 
'i'. 
.16 
.71 
.05 
.30 
.42 
.92 

•r. 

.39 

.10 

1.26 

'.'is 

;o5 

.24 
1.24 

T.' 

T.' 

.28 
.02 

1S:^lv?iie«;  :::::• 

[Inim 

OlllKIl    

fcckM.aii 

....do 

.02 

2.47 

*t  John 

T. 
.02 

.ia 

.10 
t'. 

T. 

1   48 

Kennebec 

Androscoggin 

tv 

.IS.... 
1.00.... 

.63    .82 
1. 13  . . . . 

.61 

'.'os 

.'64 

','6i 
.02 

T. 

.'61 

.'33 
.'62 

T.' 

.'64 
."25 

.01 

t'.' 
-r. 

■i'".' 
.23 

.'oi 

f. 

r.' 
'.oh 

.05 
T. 

T.' 
.01 
.03 

.02 

... 

T.' 
'J. 

'.'61 
.05 

.'6i 

.03 
T. 
T. 
T. 

f. 
T.- 

t'.' 

tV 

T. 

'.'oi 

.03 

.02 
.03 
.09 

■r. 

.02 

.03 
'1'. 

.'6s 

■.'63 
.02 
.01 

".04 
T. 

'f.' 

.01 

.03 
.01 

.01 

.02 
T. 

.18 
.11 

'P3 

1.43 
2.59 

nchi.i-- 

Kennebec. 

2  54 

'  •        ,    ■  ■ 

.02 

.02 

■r 

■.'62 

.'63 

.03 

.18 

;■  :    ■     Uet 

,o;;-...;..d ::::::: 

ortli  Kri.lgton... 
Idtown 

.UamV.'. 

Penob.scot   

I'ri'suMipscot 

.23 

l.mi.... 

.||-;eo 

■r. 

■f. 

2.46 
2.41 

Presunipscot 

.... 

■f. 
f. 

.'oi 

.11 
.21 
.42 
.15 

'.'20 
T. 

'.'62 
.09 
.06 

.01 

■r 
■."64 

.03 
.16 

't.' 

.03 

17 

3  07 

T. 

'.'64 

■50 
.01 
T. 

.01 

T. 

'.'67 
T. 
.02 

.61 

.03 
T. 
.11 

'.'63 

.06 
.06 
T. 
.05 

.'01 
.18 

■r. 

T. 

■.'65 
'f. 

.'64 

.01 

'.'65 

'r'.' 

'.'96 

....do 

Coast 

St.John 

■^ 

■•' 
.55 

.60 
.09 
.80 
1.37 
.28 
.31 

!55 

1.47 
.49 
.67 
,77 
.55 
.12 
.66 
.99 
.54 
.61 
.60 
.63 

1.95 
.58 
.90 
.62 
.40 
.45 
.25 

.92 

.48 

".M 
1.53 

.18 

■74 
.38 
."i6 
■.26 

.64 
■.'26 

3.27 
3  20 
1.45 

Coa.*t 

.\iKlroscoggin 

.05 
.02 

T. 

.02 

.03 
.05 
.10 
.02 

':32 

3  77 

T. 

2. 73 
1  61 

,;;' 

Androscoggin 

Si. Croix 

Kennebec 

St  Croix  

Androscoggin 

Connecticut 

Saco 

.02 

■r. 

.27 
■.09 

't.' 

■V. 

T.' 

T 
'.'63 

'.'85 

1.20 
3.48 

'oiH'.Uvnd 

J!fw  lliWipflihe 

.02 

.02 
'."65 
f.' 

3  62 

T. 
T. 

.15 

r. 

r 
'.'62 

■'.is 

.02 
.42 
.20 
.93 
.06 
.49 

:?^ 

.81 
.60 

."86 
.59 
T. 
.84 
.99 

1  52 

lethclehem 

!»nnonMt.» 

T. 

.11 
.83 

'.'65 
.07 

'.'67 
.09 

1.28 

'.'67 

2  81 

Ixville  Notch*... 
hirniun 

Androscoggin 

Coast 

Androscoggin 

Connecticut 

do. 

2  53 

.'io 

T. 

.'67 

T. 

.02 
.20 

'.'ii 

.04 
.07 
.02 

.02 
.06 

.02 

1  79 

Irst  Conn.  Lakef. 

riUwilliam 

rauklin    

.03 

.05 

.04 

.05 

2. 25 
2  64 

T. 
.03 

lencIiiT 

Connecticut 

Coast 

.17 
T. 
.01 
.27 

.03 

.03 
.19 

■.'65 
T. 
.03 
.10 
.04 
.10 

'.'ii 

.42 

T. 

'.'65 
.02 

T. 

T. 
.07 

't. 

T. 
T. 
T. 

T.' 

T. 

•1'. 

.07 

.03 

.03 

1.72 

3  07 

iBnover 

lillsboro' 

Connecticut 

Merriinac 

.02 

T.' 

'i'.' 

■f.' 

't.' 

.03 
.03 

'i.' 

.02 

.03 
.05 

.18 

.41 
.10 

f  ■ 

2.79 

ichrsiirge 

Sato 

Coiniecticut 

3  64 

T. 

r. 

.'08 

T. 
T 

;6i 

.03 

■r. 

T. 

T. 

T. 

T. 
T. 

.02 
.02 
.04 

iliicolii- 

tonchester    

jilaii            

...do 

.14 

.11 

.02 

't'.' 

■.'62 

■f.' 

i.'l5 

.48 

i'64 
'1'. 

T. 

.77 

.56 
.03 

.32 

'.'53 
.61 

'.'13 
.82 
.65 
.62 
.54 
.73 
.01 
T. 
.23 
.29 

't'.' 

.33 
.56 

'.'45 
.23 
.52 
.01 
T. 
.01 

.02 
.04 
T. 
.52 

T. 

.03 

1. 

.03 

'.-89 

2  09 

Androscoggin 

."40 
.17 
.15 
.03 
T. 
.09 
T. 
.15 

T. 

.25 

.'63 
.10 
.02 
.02 
..01 
.05 
.03 

■.'64 

■r. 

■f.' 

.06 
.62 
T. 
.05 

.61 

.01 

.... 

.15 

1.44 

.02 

1  48 

lasluiH* 

1.08 

3  68 

lewTort-  . 

Connecticut 

...  do 

T 

.49 
.32 
1.47 
l.K 
.28 
.63 
.12 

.43 

.69 
.50 
.73 
.87 
.52 
.94 
.63 
.70 

.6a 

.76 
.3f 
.27 
.48 
.26 
.94 
.8- 

.66 
.93 
.8C 
.0£ 
.56 
.5 
.9C 

1.1£ 
.li 
.7C 
.6i 
.5 
.96 
.K 

1.0. 
.5C 
.9. 

.18 

.48 

.ii 

'.'47 

.23 
.03 

T.' 

.'ii 

.07 

'.'ie 

.23 
.68 

'20 

.07 

".■i4 

.2f 
.18 
.34 
.IC 
.13 
.08 

.0- 

.15 
1.2-.i 

.25 
.03 
.40 

.28 
.07 
.37 
.09 

.25 

.20 
.14 
.15 
.37 
.33 
.36 
.2-2 
.50 
.21 
.05 
.07 
.14 
.07 

'.'27 
.25 
,22 
.21 
.25 

!09 
.27 
.22 
.32 

;3- 

.2.5 
.OS 
.K 
.24 
.3." 
.29 

!i 

■r'.' 
■i. 

'.'62 

'.'6i 

T. 

.01 

'.'63 

■.'61 

T. 
't'.' 

.12 

't.' 

T. 

t'. 

T. 
T. 

T. 

T. 

T.' 
.05 

.... 

f.' 
.12 

T. 

T.' 
.03 

't.' 

T. 
.02 

■.'69 
.03 
T. 
.04 

.05 

.05 
.06 
.03 
T. 

T. 
.01 

T. 

.04 
.03 
T. 

't'.' 

.01 

'.'in 

.05 

.02 
.01 

.07 
.0.5 
.02 

:;» 

.58 
.46 
.10 
.12 
.44 
.51 
.42 

T. 

.80 
.17 
.20 
1.32 
T. 
.OS 
.Of 
.10 
.18 

'.'64 
.51 
T. 
.33 

1.03 
.93 
.01 
T. 

1.06 
.Sif 
.03 
.04 
.19 

1.13 

1.18 

l!l7 

'.'38 
.57 
T. 

1.15 
.61 

1.06 

t'. 
.01 

T. 
'.'61 

't.' 

T. 

■.'6i 
't. 

T. 
.08 

t'.' 

T. 
.15 

't'.' 

.01 
T. 

.01 

'.'62 

't.' 

'.'63 
'.'64 

't. 

.15 

't'.' 

.01 

'.'oi 

T. 

■.'61 

't.' 

t'.' 

T. 

T. 
T. 
.01 
T. 
.01 

■.'61 

'.'64 

't. 

'.'64 
.04 
T. 
.02 
T. 

.12 

T. 
T. 

T. 

■.'62 

't. 

T. 

T. 

't.' 

't.' 

;,P3 
T. 
T. 
.04 

T. 
.05 

.03 
.04 
.03 
.04 
.04 
.04 

i 

.05 
.08 
T. 
.02 
.05 
.04 
T. 
.03 
.02 
.06 

■.'64 
.10 
.06 
.05 
.04 
.05 
.04 
.08 
.13 
.03 
.02 
.04 
.08 

t'. 

T. 

1  75 

•inkham  Notch... 
lyinoiith 

Saco 

Menimac 

Connecticut 

Piscataquis 

Androscoggin 

Connecticut 

T. 

T. 

.08 

T. 

'.'6i 

'.'02 
.01 

.03 

't'.' 

T. 

't.' 

.01 
T. 

.15 
.10 

'.'03 
.45 

T.' 
.04 

3  16 
2  13 

IVolfboro  Falls.... 
fork  I'ond^ 

at.  WashinFtonJt. 

Vermont 
lelloMS  Falls' 

.06 

2.15 
1.31 

2.29 
2.21 

W.n.ton....... 

Hudson 

1  51 

't.' 

T. 

,,rnZ     

do 

'.'61 

2.70 

Champlain 

.04 

.61 

T. 
T.' 

'.'oi 

.01 
T. 
T. 
T. 

't. 

.01 

■;o3 

'f.' 

.06 
T. 
.02 

■.'69 

'.'01 

'.'06 

■.'61 
.02 
.06 
T. 

'!6i 

T. 
.01 
.02 
.01 

.07 

.OS 
.01 

t'. 

T. 

T. 

.18 
.23 
.17 
.01 
.14 
.10 

'.'i4 

'.'20 
.65 

".2S 
.05 
.05 

".k 

1.43 

...do 

Champlain 

St.  Lawrence 

Champlain   

Connecticut 

...do 

Champlain 

'.'is 

.01 

1.75 

;oriiuallt 

't. 
't." 

't. 

T.' 

't'.' 

T. 

't.' 
't. 

2.13 

T. 

't. 

... 
't. 

1.74 

Ea.^tBarnet* 

tftst  R.vegatc 

.11 
.09 
.12 
.19 
.10 
.20 
.02 
T. 
.08 
T. 
T. 
.02 
.01 
.08 
.12 
.16 
.17 

.'io 

.12 
.02 
.14 
.23 

.10 
T. 

T. 
T. 

T. 
T. 

'.'oi 

.01 
T. 

't.' 

.02 

1.42 

1.22 

't. 

T. 
T. 
T. 
.02 
T. 

1  28 

May  -  Miim  

....do 

...do 

St.  Lawrence 

Champlain   

T.' 
.0" 

2.61 
2  53 

T. 
.01 

T. 
T. 
.92 

'.'64 

•t.' 

.07 
.03 
.03 

T. 

T. 
T. 
T. 

.01 

T. 

't'.' 

.01 

't.' 
't.' 

T. 
.02 
.03 
.03 

't. 

T. 

".k 

T. 
.0 
T. 

.0 

T. 
.05 
T. 
T. 

T. 

T. 
.01 

T. 
.01 
T. 
T. 

'.'62 
.03 

.05 
.06 
.06 
.01 
.06 
.05 

'.'oi 

.02 
.02 
.04 

.03 
T. 

"t'.' 

.05 

,,'^2 

2.28 
2  56 

Kocn'-stur- 

...do 

Champlain 

...do 

Connecticut 

....do 

••-^0 

....do 

....do 

....do 

...do 

....do 

....do 

....do 

....do 

.34 
.01 
.02 

■.'62 

'.'ii 

T. 

T.' 
.01 

.01 

.'io 

.02 

T. 
T. 

't. 

2.43 

.05 
T. 

t.  Albans 

1.33 

earsb  Tf,'  >it.'-... 

T. 
T. 

.02 
T. 

f. 

T. 
T. 

.02 
.01 
.01 

'.'61 
.01 

't'.' 

.04 

2.89 

Somer^^t'. 

7emon' 

IVaterbury  (near). 

West  Hurkc2 

West  Hartford'... 

.01 

2.66 
2.72 
1.72 
1.48 
2.04 

■."69 

T. 

T. 

T. 
.01 
T. 
.02 

T. 

't.' 

T.' 

T. 
.02 

1.99 

IfhitinRham'  .... 

2.92 

VildeH 

't. 

.02 

T. 

T. 

'f 

■'i'V 

.'sr 

1.65 

Wooditock 

....do 

T. 

T. 

2.79 

I  page4  for  explanation  of  reference  marks. 
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Daily  Precipitati 

on 

for  January,  1942,  (Continued) 

Stations 

Drainage  Basin 

Day  of  month 

- 

l|     2|     3 

4 

' 

6 

7       8 

« 

10     11  1  12  1  13 

14  1  15      Ifi  1  17 

IS  1  19  1  20  1  21      22      23 

24 

25 

26 

27 

28  1  29 

30 

31 

1 

Adaiuj'^ 

Hudson 

.13 

.  U\  .  19 
.221  .20 

.7S!.... 

.  4u: . . . . 

.'  11'  '..v. 

.17 
.36 
.37 

.31 
.75 

'.'36 

.04 

tl^^^^ 

T. 

T. 

't.' 

T. 

:::: 

.... 

T 

.'^.'.1:::; 
....  .... 

T.      .  . 

1          s' 

t'.' 

■.'04 

t. 
r. 

'."06 

t'.' 

.04 
.02 
.03 

■.'64 
.03 
.04 
.02 

!08 
T 

'.'08 

".bi 

't.' 

1.^67 

■.  4o 
L03 
T, 
.97 
90 

Aiiilu'i-.stt 

i;oiiii."ctieut 

....a.41    T.  1 

.     .   ..    1.S7  ....     .. 

:i.,V 

Beecliwood" 

»!ue  Hint 

Boston  I 

BoyMou 

Brockioii 

Cliestcr" 

Cliestf  rlield**  .... 

Ooast 

....do 

....do 

t.i'Mriinac 

O.Kl-l 

Coi.lr-tlrut 

.67 
T. 

.  0,) 
■.-.■• 

.(51 
.51 

.62 

■.'02 

.16 
.27 
.47 
.52 

.17 
.22 

■.■36 
.02 

■03 
.29 

tV 

.05 

i'V 
'tV 

:::: 

T. 
.01 

'66 

i 

't.' 

.... 

i.:r 
3,  4 

3  Oi 

Chestnut  Hill-''.... 

.  i.^ 

.73 
.41 
.82 

.88 
.10 
.oi 

.4o 

■.'•28 

■.■38 

'.19 
.50 

■* 
.47 

.nl 
.21 

:^ 

;7i-'' 

.02 

01 

.... 

1:75 
1.  ii; 

1,74 
.38 
'.IC 

1.88 

.02 
.03 
.03 
.08 
.04 
.02 
.02 
.04 

'.'05 

".bi 
■.'61 

.04 
.06 
■f.' 
'.'63 

.'63 
T. 

.'63 
.06 
T. 
T. 

T.' 

'.'6i 

■'63 

3.0 
4,3' 
3.2; 
4.3 

Coiiooid 

lOast  Warcliani''' . 

Coast 

...do 

Morrimae 

".cyi 

.1.5 
.66 

.79 

.46 

.53 
.2i 
.31 
.47 

.46 

."62 

.01 

.... 

■'62 

■.'66 

".is 

.18 
■.■58 

■t. 

i.^65 
.75 
.10 
.93 

.80 
.60 
T, 
.86 

■.■g7 

.74 
1.07 
.89 
.79 
.75 
,77 
.94 

■'r'.' 

T. 

'.■;; 

t. 

.01 

T. 

tV 

','03 

T. 

'.'65 

'r.' 
t.' 

'^02 

t. 

.03 

't.' 

.03 

.01 
T. 

t.- 
t. 

:::: 

■;:. 

.... 

.24 
t. 

tv 

.... 

.70 

'.'96 

i.'25 
1.5U 
.80 

!:^^^ 
.53 

.60 
.85 
.02 

i.'54 

1.84 

1.'44 

.88 
1.95 

.'18 
.05 

KitohlHirg 

'.'65 

.04 
'.'63 
■.'62 

.'04 

■.'62 
.01 

'.'62 

■.'64 

■.'06 
.03 

H 

ji                

•k\ 

■••• 

.... 

tV 

.33 

.06 

.15 
.07 
.19 

T. 
T. 

.42 
41 

■;69 

1.28 

.... 

'i\ 

3  oi 

Cliarlfs 

Conni/.ticut 

(Mast 

.^!•■rril.■a(■ 

(:or.!,..rii(;ul 

Coii-t    

M,M;ii!ine 

CountHticnt 

...Ah, 

•  •■  <!o 

...do 

Coast 

....<lo 

Merriinac 

MrtiinvAc". '.'.'.'.'.'.'.. 
..!.dn.".'.'.'.'.'.'.'.'.'.'.'. 

.30          1... 

f. 
'.'oi 
'.'06 

Gardsiur** 

Gloiico.stv^r 

(iroton**  

Hardwi<'k" 

Hatchvill«»'    .... 

Havevhill 

Heath** 

Holyoke^ 

Hoosac  Tunnel'^  .. 

.5n|  .OJ 

.'.'.'. i  '.Z 
.si;  "''. 
....'  .7:) 
...I  .6i 

1.04 

.4U 
.21 

il.s 
.46 
.29 
.04 

.70 
.38 
.53 
.26 

.'oi 
.'i7 

'.■^. 

tV 

T. 

.... 

.... 

.... 

.42 

2:08 
2.10 

i.'79 

1.45 
1.26 
.18 
.55 

't'.' 

:::: 

't, 
■■i-'.' 

T. 

'f.' 

3.6' 
3.1i 
3. 8'' 
3.3' 
4.6- 
2.9- 
3.1; 
2.7! 

Uyani.b 

Iiwwi.-h** 

.04 
-70 

.25 

.07 
.90 
1.07 
.55 

.30   .10 
.03    ... 
.08    T. 
.32  .... 

T. 

.80 

T. 

i 

4.9 

5.  V. 
3.4 
3.4 
4.0 

4« 

3. 

4.6 

2.9 

2.71 

4.^ 

2.8 

4.3 

3.8! 

3.4 

3.3! 

1.7 

2.9 

3.1! 

3.7 

2.41 

Lakf-  Coilutiiat,'.    . 

Lawro.Kv 

Lo\v,-ll     

Mansli.'id"' 

MiddU'boro**  . 

'.'24 
.64 

.... 

.     :?2iT- 

Milford** 

Millbiify**    

Montague  City  2... 

NHntiickct' 

New  li.-dlord    .... 

Charles 

Blaek^tone 

Connecticut 

Co.ist 

...  do 

Blaekstone 

Coiist 

Connecticut 

, . .  do 

Hou.sa  tonic 

CoiuH'Cticut 

Coast         

.78 

T. 
.60 
.62 
.85 

i.oe 

T. 

.  .!> 

■.04 

■.'66 
.48 
.OS 
.72 

.77 

.  b! 

■.■52 

.17 
.35 

^29 
!l8 

!l5 

58 

.16 
T. 
.01 

... 
T. 

.29 

.13 

".22 
.36 

.03 
.17 
.04 
.71 
.08 

t. 

.02 
.06 

t. 

;o4 

.24 

.01 

■.07 
T. 

T.' 

f. 

.01 

.02 

".is 
'.'62 

.04 
.02 
.08 

'.■■76 
.30 
.05 
.24 

'.'26 

,02 

■.■47 
.31 

■.■36 

L02 

■.■59 
T. 

1.10 
.86 
,74 
.58 

■.■32 
T. 
.72 
T. 

Pembroke** 

T. 
T. 

't.' 

■.'61 

.01 

t. 



.51 

.78    T." 

't.' 

'.'62 

Pern** 

Peter.slia  in  

Plttsliold''' 

Plainfleld** 

■."■70 
.02 

.03 

.07 
■.'09 
T. 

.63 

!o7 

T. 
1.30 
.90 

'.'80 
1.67 
.62 

Plynioiilb 

:54  ■■ 

Piovineetowii 

Coast 

.58 

T. 

.12 

T. 

.20 

SegregaM.<iet 

....do 

T. 

.45 
.78 
.19 

.■l5 
.72 
.74 
.59 
.41 
.67 
.72 

■.■'25 
.49 
.51 
.38 

:::: 

.70 
.26 
.18 
.16 
.45 
.52 
.75 
.48 
.85 

.11 

.... 

.03 
.02 

T. 
T.' 

.61 

t. 

'.02 

't'.' 

T. 

.01 

t. 

.02 

t. 

.02 

T.' 

'!6i 

1.'47 
.80 

1.38 
1.88 
.75 
.98 
.11 
1.21 

• 

1.10 

3.i 
2. 

1 

I' 
1 

.19 

.06 
.04 

1,07 

i.'go 

.03 

t. 

.08 
.03 

.04 

Sontbbridge** 

Thames 

Housrt  tonic 

Coast 

Connecticut 

Merrimac 

Honsatonic 

Coast 

....do 

Connecticut 

.83 
.96 
.46 

■^.^ 

"Ai 

1.14 
1.42 
.72 

l!02 

!06 
.04 
.64 

Spot  Pond 

t. 

.08 
.03 
.25 
.39 
.05 

.09 
T. 
.02 
T. 

T. 

.02 

'.'os 

.03 

.03 
.02 
.01 
.04 

T. 

T.' 

tV 

Stockbridge 

Swampseott 

T. 

T. 
.70 

t. 

,'23 

■.■67 

Turners  Falls 

Bla(k..4tone 

Con-:cctieut 

...  do 

Charles 

Connecticut 

....do 

.72 

'!83 

.62 
.52 
.01 
.52 
T. 

.05 
.01 
.05 
.10 

.06 
1.14 
T. 
.69 
.0-2 
.05 
.35 
.05 
.99 

.43 

..50 
.58 
.90 

.45 

:■:« 

.48 

T. 
.26 

.05 
.48 
.14 
.66 
.20 
.46 

:■• 

.62 
.76 
.80 
.47 

.14 

T. 

.62 
.01 

T. 
.02 
T. 
.27 
.02 
.01 
.06 

•.•69 

.34 

.44 
.57 
.29 

.16 

'os 

.02 
.06 

T. 
T. 
T. 

.'6i 

T. 

't.' 

T. 
■f.' 

T.' 

T.' 
T. 

'.'6i 
.02 

.05 
.03 

.... 

'."64 
T. 

T. 
T. 

.'04 

.... 

.01 

.... 

1.19 

1.^? 
.61 
.80 

I  68 
.73 

L26 

1.47 

.74 
.Vi 

1.13 

.04 

.65 

.71 

1.'34 
.45 
.03 

T, 

i.2i 

T.' 
".'28 

.24 

.50 
.20 
.04 

1.37 
1,08 

i.'24 
.05 

1.20 
.05 
.03 
.64 

i.'fiO 
1.37 

't'.' 

T. 

T. 

'.'oi 

t. 
t. 

.04 

■.'62 
.01 

.06 
T. 

.40 

t. 

.04 
.01 

■;io 

't.' 

''26 

.03 

t. 

■.'64 

'.'oi 

■.'63 
■."62 

.08 
,31 
.01 
.01 

'.'06 
.02 
.08 
.08 
.09 
.03 
.06 
.13 
.06 
.06 
.04 

T. 

.30 
.65 
.90 
.33 

■.■58 
■'18 

i'.' 

.08 

T.' 
.48 
T. 

T. 

.29 

,■... 
.42 

.82 
.28 
1.22 
.01 

;67 

.68 
■.2£ 

.79 
.07 
.05 
1.14 

L37 

I'eo 

■.■30 

■.'38 

.78 

{.■48 
1.60 

3.4 
2.7« 
3.8 
3.4 
3.1 
3.4 
2.2 

i:l 

4.08 
3  61 
3.67 
3.98 

4.72 

ll 
2  8 

1^ 

W'estCii.nmington 

Westlleld** 

Weston 

WoscOtis** 

Wert  Rutland 

WillianKtown 

T. 

tV 

T. 

T. 

.... 

.04 

Winchendon**  .... 
Worcester 

Jiho-Ie  rdmid 

Connecticut 

Blaekstone 

T. 

Kin"<ton 

do 

... 

...do 

....do 

.55 

T. 

.58 

.17 
T. 
T. 
.07 

.'74 

Convedicid 

Harkham.stcad^  . 

Connecticut. 

.41 

1.10 
.96 

.72 

:.5i 

.4! 
1.00 
1.36 

.78 

■'ll 
.03 

.78 

.'60 
.51 
.60 
.85 
.35 
51 

't.' 

.... 

't'.' 

Rridt?eport 

Burlington^ 

(;oleliester   

Coast 

Connecticut 

Coast 

Connecticut 

Honsatonic 

...do 

Housatonic 

Connecticut 

Coast 

.15 

tV 

T. 

■24 

Cream  Hillt 

.10 
.06 
.05 
.04 
.12 
.05 

.10 
T. 

T 

t. 
t. 

t'.' 

2.7i 

Danbury    

3.44' 

Falls  Village 

Hartford  ' 

T. 

'.'62 

T. 

1.86! 

".55|   ^- 

.18 

.07 

.59!    lii 

.... 

T. 

.04 

t. 

3.59, 

Middleto\vn 

T. 
T. 

i.'ss 

■.■95 

.48 
.53 
.52 
1.06 

.64 
.60 

.61 

.01  .... 
T 

.05 
.05 
.10 
.06 
.58 

■r: 

T. 

T. 

T. 

T. 

.10 
.95 
.08 

.72 

.65 

.52 

1.08 

T. 

.80 
L31 
1.23 

.01 

l!2i 
.72 
.95 

T. 

t. 

T. 

T. 

T. 
.04 

t^ 

■■.62 

.04 
.01 
.20 
.21 

■.'01 
.03 
T. 
.21 

.09 
.76 
.40 
.42 
T. 

.13 

1.82 
1,42 
.16 
1.15 
.50 
.05 
.10 
,90 
.14 

4.84 

.40 
T. 

.26 
!5^ 

.65 
1.12 
1.08 

.45 

4.42; 

New  London  

....do 

...do 

Thames 

Honsatonic  

T. 

T. 

2,93 

4.75' 

Piitnamtt 

Salisbury 

T. 

T. 
T. 

4.24 

2.10 

T. 
.43 
.01 
.45 

.06 
.10 
.07 

T. 

.11 
.01 

.48 

3.30 

.05 
T. 

tV 

T.' 

T. 
T. 

T. 
T. 

■.'69 

3.80 

Westbrook  

West  Hartland^ .  . 
Windsor  Locks  . . . 

....do 

Connecticut 

T. 

3.30 
2.35 

i 

See  page  4  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures 

for 

January, 

1942 

Day  of  Mouth 

Statioi  » 

Mean 

' 

■' 

3 

4  {     5  1     6  1     7  1     S  {     9  1  10  1   U  1  12  1  13  I  14 

^ 

_^ 

17 

18 

19 

Jl 

iL. 

22 

Jl. 

^ 

ii 

J!l 

27 

ii 

29 

ii 

31 

Maine 

1         1         1         1         1                  II 

Bangor  

j  .Maximum  ••• 

3b 

49 

34 

16 

27     22;     16    -1:     IS      16|    20     23 

27     87 

35 

10 

24 

41 

37 

38 

33 

28 

37 

40 

23 

24 

30 

30 

20 

25 

30 

27.4 

1  Minimum.... 

24!    3-2 

13 

11 

1-12 -13 -21 1-23' -12 -19    -1 

-10-10 

8 

-6 

—  11 

22 

2( 

23 

14 

S 

17 

18 

8 

4 

15 

12 

4 

2 
26 

9 

4.  1 

Bar  HaiLor  (near)... 

\  Maximuui .  •• 

37 

4! 

45;    25 

28'     25      l.S      12:     2-.>i     24'     2.-.     29 

33     36 

3'. 

18|     27 

43 

45 

46 

86 

45 

42 

50 

42 

44 

28 

32 

29 

25 

33.0 

t  .Minimum.... 

24 

37 

25 

18 

13     12   -7-IO1-I4;     16    -6     IS 

8    -4 

18 

4    -4 

27 

34 

35 

24 

15 

12 

81 

9 

19 

26 

12 

5 

9 

14.0 

CaribouJt 

\  Maximum... 

22,     441    32 

11 

19      12:     lOi-ll        7I     12 

9      18 

16     28 

28 

-2     25 

37 

30 

24 

17 

16 

32 

82 

11 

16 

17 

17 

21 

18.  .3 

)  Minimum.... 

9 

20 

-2 

-2 

2 -10 -17, -23: -20! -14 

-15    -1 

-13-16 

-2 

-I1I-I2 

22 

15 

5 

— 1 

15 

2 

—SI 

—12 

2 

—2 

—6 

&Stl>Olt  ' 

(  Ma.ximum  .  ■ . 
(  Minimum.... 

371    49 
32|    36 

36     25 

181     18 

281    26j     17       1 
191      6       1-12 

-1 

21 

-1 

26     34 
—7     13 

31     38 

-4    -5 

1 

lOl     30 

41 
30 

42 
33 

46 
31 

81 

25 
14 

36 
22 

^ 

9 

26 
9 

26 
15 

29 
17 

18 

31 
9 

29.  0 

'           

-4 

-5 

11.3 

Farmington 

\  Maximum  ... 

»2 

43 

38 

27i    24     15       5 

12 

21 

14     24 

28     30 
4    -6 

37 

13 

25 

43 

40 

40 

35 

31 

38 

41 

34 

23 

37 

33 

25 

26 

28  5 

1  Minimum.... 

14 

22 

18 

11 

-21      3-141-17 

-22 

1 

-18    -7 

9 

-2 

—4 

14 

32 

29 

2( 

15 

14 

31 

12 

8 

18 

24 

7 

4 

12 

7.4 

Fort  Kent 

)  Maximum  ... 

22 

41 

39 

18 

30     12      10|      2 

11 

12 

15     20 

15     13 

28 

3 

20 

3S 

36 

25 

26 

14 

32 

19 

14 

19 

lb 

29 

14 

26 

21.1 

1  Minimum.... 

7 

lb 

8 

-5 

-lli      1-25|-2S 

—29 

-5 

-18-10 

—11  —19 

0 

-15 

-16 

19 

5 

17 

7 

-19 

3 

ISl 

-10 

-15 

4 

-10 

-4 

—  14 

-6.2 

Bartiiiier 

\  .Maxinuun... 

36 

52 

i* 

27 

29     27      18!     10 

15 

19 

-23! -11 

301     23 

37 

26 

24 

39 

35 

41 

34 

31 

37 

45 

37 

24 

35 

33 

30 

26 

28 

30.2 

1  .Mininnim.... 

lb 

26 

20 

12 

3       8-181-2- 

-22 

5 

8—8 

17 

1 

-9 

17 

32 

29 

17 

11 

10 

26 

14 

11 

17 

18 

8 

4 

10 

7.4 

BreenvilleJt 

)  Maxinuuii  ... 

32 

46 

28 

12 

26!     14 

12|  -b 

11 

15 

8     20 

20     30 

31 

7 

32 

48 

36 

34 

26 

24 

36 

36 

24 

31 

26 

13 

18 

22 

23.  4 

(  Minimum 

101    20 

2 

1 

4 

-20 

-201-26 

-28 

-15 

-24    -7 

-14-11 

-2 

-]( 

-17 

21^ 

26 

22 

9 

17 

10 

—8 

0 

15 

4 

-2 

-3 

4 

-0.9 

Honltoii 

j  .Maximum  ... 

47 

27 

22 

20 

17 

lo'     t 

K 

12 

10      18 

6     22 

22 

15 

10 

33 

29 

15 

26 

36 

30 

12 

26 

24 

25 

15 

28 

22. 0 

iMiniumm.... 

t 

27 

8 

7 

6 

0 

-101-22 

-24 

-6 

-15    -4 

-4    -3 

2 

-5 

-12 

16 

22 

24 

15 

4 

16 

24 

0 

-13 

0 

12 

-3 

—4 

-10 

1  6 

[iewiston 

Maximum    .. 

38 

49 

34 

21 

29 

21 

18 

8 

16 

21 

15      26 

27l     36 

31 

17!     2.> 

41 

39 

40 

34 

32 

39 

4:; 

30 

20 

38 

31 

25 

30 

31 

29.6 

)  Minimum.... 

24 

-it 

21 

16 

-1 

-2 

-9 

—3 

-14    -4 

0    -1 

-2i  — 1 

18 

32 

29 

20 

19 

18 

29 

17 

14 

22 

19 

9 

7 

18 

11.  1 

Madison 

j  Maximum  ... 

33 

39 

26 

25 

21 

14 

5 

10 

18 

13      23 

25     21 

36 

is!     22 

45 

44 

30 

29 

36 

39 

31 

21 

35 

32 

22 

26 

24 

27.3 

JMinnnum.... 

14 

21 

18 

10 

—1 

1 

-16 

-20 

-24i  -3 

-21    -9 

5-11 

14 

-2 

-10 

13 

29 

21 

21 

12 

14 

31 

12 

4 

17 

23 

6 

5 

13 

6.3 

MUllinockct 

phLMmuu.... 

30 

50 

40 

15 

27 

21 

14 

4 

10 

18 

10     21 

22     21 

3(1 

11 

20 

42 

31 

36 

30 

26 

20 

35 

31 

24 

30 

20 

24 

22 

24.9 

JMiniuuun.... 

13 

16 

15 

5 

-3 

8 

-20 

-10 

-25 

4 

-20    -9 

Oj  -8 

9 

-2 

-5 

14 

26 

28 

18 

8 

15 

26 

7 

-2 

4 

18 

-2 

-4 

4.0 

^orth  Britljjton 

j  Maximum  . . . 

35 

4» 

44 

2.=> 

27 

22 

15 

b 

13 

21 

14     21 

28     31 

38 

19 

28 

61 

46 

40 

36 

32 

39 

48 

34 

27 

89 

30 

2^ 

31 

27 

30.8 

1  Minimum.... 

4 

27 

20 

13 

—  1 

1 

-14 

-23 

-20 

6 

-23 

-9 

5       5 

14 

-1 

-9 

13 

31 

27 

18 

14 

13 

28 

10 

14 

20 

17 

2 

11 

7.4 

Mdtown 

)  Maximum  . . . 

32 

52 

44 

21 

26 

26 

10 

12 

17 

18 

21 

25 

28     33 

37 

15 

24 

42 

42 

35 

29 

34 

39 

36 

20 

28 

31 

27 

25 

28 

29.3 

(Minimum.... 

23 

29 

21 

13 

7 

14 

-8 

-14 

-19 

8 

-15 

-4 

8    -9 

15 

—7 

2( 

33 

33 

22 

S 

14 

34 

12 

13 

7 

1 

7 

9.  4 

PortU'-nil  ' 

\  Ma.ximum  • .  ■ 

35 

4i 

36 

20 

29 

191     17 

]i 

16 

20 

19 

29 

29      38 

3.3 

21!     31 

47 

41 

44 

37 

31 

42 

49 

28 

27 

40 

35 

26 

30 

35 

31.1 

(MiuiiDum... 

28 

25 

17 

7 

-4 

-2 

-16 

-0 

-11 

-15 

4 

-4 

-4 

17 

-6 

—It 

26 

35 

28 

22 

17 

15 

22 

21 

16 

23 

19 

10 

6 

10 

10.6 

Presque  Isle 

j  Maximum  . .  • 

25 

4C 

47 

44 

33 

16 

13 

U 

10 

13 

15 

19 

20 

2( 

31 

13 

21 

39 

38 

32 

27 

24 

30 

32 

26 

23 

18 

22 

12 

16 

17 

24.1 

)  Minimum.... 

7 

10 

11 

-1 

-5 

—3 

-11 

-23 

-20 

1 

9 

1 

-5 

-14 

5 

-6 

-14 

18 

14 

18 

10 

-1 

10 

20 

-3 

-17 

-4 

6 

-4 

-5 

-12 

-0.3 

lipogeniis  r>aui 

)  Maximum  .  •  • 

23 

32 

45 

20 

14 

24 

10 

U 

4 

20 

8 

11 

20 

6 

30 

18 

11 

38 

40 

34 

23 

20 

32 

30 

25 

23 

21 

21 

IS 

18 

22.4 

)  Minimum.... 

13 

15 

-10 

10 

K 

-2 

-4 

-24 

-24 

-11 

—20 

-11 

-4 

-16 

-5 

—4 

-17 

— 0 

2( 

20 

14 

—4 

S 

-6 

-3 

11 

-6 

—0.9 

locklaml 

jMa.xJmum... 

34 

50 

43 

28 

34 

27 

16 

10 

22 

19 

24 

3( 

32;     39 

39 

19 

28 

45 

39 

45 

37 

31 

38 

46 

?(i 

28 

34 

30 

31 

27 

29 

31.9 

IMinimnm.... 

26 

32 

25 

20 

8 

-13 

-13 

10 

-15 

1 

8    -C 

18 

3 

26 

31 

33 

22 

19 

14 

30 

17 

16 

23 

24 

11 

6 

^ 

12.6 

Inu.foitl  

)  Ma.ximum  .  •  • 

3J 

43 

31 

19 

28 

21 

16 

7 

9 

20 

13 

28 

20 

37 

38 

14 

31 

6( 

38 

38 

3( 

30 

39 

39 

29 

23 

30 

21 

29 

28.0 

i  Minimum.... 

12 

26 

12 

12 

11 

-13 

-13 

-19 

-20 

—7 

-17 

-6 

-5 

-5 

9 

-5 

-3 

12 

31 

27 

21 

1( 

18 

23 

12 

10 

'20 

14 

4 

10 

6.2 

^anceboro   

(Maximum  ... 

28 

51 

36 

15 

22 

20 

16 

-3 

12 

15 

15 

24 

24 

32 

32 

8 

22 

41 

35 

35 

31 

25 

35 

3b 

lb 

24 

24 

20 

15 

18 

30 

24.6 

(Minimum.... 

20 

26 

12 

5 

8 

2 

-20 

-28 

-29 

—10 

-22 

-10 

—4 

16 

-1 

-5 

-15 

7 

25 

27 

10 

-5 

15 

16 

-8 

-8 

0 

8 

8 

—2 

—4 

1.3 

[Tinslow 

(  Maximum  . .  • 

35 

52 

45 

43 

42 

28 

17 

12 

16 

20 

19 

2.3 

28 

32 

36 

20 

23 

43 

43 

39 

37 

31 

34 

41 

4. 

38 

33 

35 

32 

2!) 

29 

32.2 

(Mininnun...- 

20 

27 

20 

12 

9 

11 

-8 

-11 

-21 

-15 

-12 

-11 

—  9 

-> 

15 

4 

-10 

17 

33 

33 

24 

14 

19 

34 

14 

8 

19 

22 

1( 

12 

9.0 

iTooiilandll 

S  Maximum  . . . 

■m; 

47 

27 

25 

25 

15 

14 

-7 

16 

18 

15 

21 

15 

34 

21 

24 

39 

41 

35 

28 

25 

32 

30 

24 

32 

24 

28 

15 

20 

41 

25.1 

(  Minimum .... 

12 

20 

25 

10 

12 

-2t 

-21 

-28 

-2 

-24 

-10 

-14 

5 

2 

-14 

12 

22 

28 

20 

J 

6 

20 

-3 

0 

b 

8 

0 

2.9 

New  Ilomp^iire 

IBriin  II 

j  Maximum  .  • . 
(  Minimum  — 

39 
-2 

48 
13 

26 
16 

22 

8 

28 
15 

15 

12 
-13 

8 
-22 

12 

-20 

18 

-10 

16 
-22 

29 

-16 

16 

— 1( 

22 
6 

2 
-2 

39 
-13 

51 
-5 

39 
26 

31 

31 
22 

29 
12 

38 

3f 
20 

32 

3 

25 
5 

3:i 
13 

28 
22 

17 

t 

27 
-15 

-10 

27. 1 

2.  1 

Bthlehem 

i  Maximum  ... 

35 

46 

31 

25 

2S 

"20 

8 

5 

IC 

10 

14 

25 

25 

33 

32 

K 

31 

4: 

48 

45 

26 

30 

38 

35 

30 

24 

30 

28 

20 

22 

30 

27  1 

(  Minimum.... 

U 

28 

12 

13 

14 

-4 

-8 

-20 

-10 

-10 

5 

-4 

-0 

6 

-9 

-14 

23 

3B 

26 

16 

13 

15 

27 

14 

19 

17 

-2 

-7 

13 

6.7 

Concord ' 

i  Maximum  .   • 

36 

56 

33 

27 

33 

17 

15 

•J 

20 

22 

18 

31 

33 

40 

40 

27 

35 

62 

39 

40 

35 

37 

44 

45 

32 

20 

41 

34 

24 

31 

34 

32.5 

(Minimum... 

19 

33 

21 

16 

4 

-12 

-15 

-25 

-22 

—8 

-24 

-12 

-2 

-5 

13 

-2 

-7 

21 

30 

27 

19 

14 

16 

29 

24 

23 

21 

24 

7 

19 

8.1 

)ariiam 

)  Maximum... 
(  .Minimum.... 

40 

25 

5G 
29 

48 
24 

33 
17 

36 
5 

32 
6 

18 
-1( 

15 
-21 

20 
9 

23 
3 

21 
17 

30 
6 

31 

lb 

41 

-0 

41 

2e 

32 

8 

35 

_8 

62 
23 

49 
31 

2I 

39 

2;^ 

40 
10 

40 
15 

48 
24 

43 
17 

29 
19 

44 

22 

42 
23 

34 
15 

36 
-2 

30 
15 

36.6 

13.8 

first  Con'ticnt  Lake 

i  Maximum  . . . 

34 

40 

15 

19 

25 

8 

S 

-1 

12 

9 

10 

24 

4 

30 

8 

— 1 

3b 

35 

25 

21 

23 

32 

30 

21 

28 

25 

19 

10 

23 

20 

20.4 

(  Minimum.... 

-1 

16 

U 

-12 

-2( 

-28 

-29 

-18 

-25 

-17 

-8 

2 

-3 

-22 

-12 

12 

24 

13 

-8 

5 

14 

—11 

-11 

10 

13 

-12 

-27 

—25 

-6.0 

'raukliu 

j  Maximum  .  • . 
(Minimum.... 

32 
13 

43 
29 

39 
23 

29 
19 

30 
13 

0 

12 
-16 

8 
-22 

-l^ 

18 
8 

13 

-20 

26 
-10 

29 
10 

37 

-6 

37 
16 

19 

27 

-7 

48 
15 

40 
30 

30 
31 

32 
27 

35 
17 

42 
27 

3', 
30 

35 

22 

28 
22 

22 

32 
27 

27 
9 

29 
3 

27 
18 

29.8 

10!  6 

Hencliff    

5  Maximum  . . . 

.... 

.... 

i  Minimum 

"i? 

"■ih 

'i5 

■'16 

is 

-i 

-5 

-i5 

-8 

•-9 

-ii 

■••j 

7I 

—3 

■"■5 

-9 

-ii 

"25 

■■36 

■'24 

"ifl 

"ij 

"ie 

"'k 

■■9 

"i8 

"ib 

'  "ii 

-i 

—4 

"if. 

'"'8.3 

lanover  

j  Maximum  . . . 

32 

50 

33 

26 

30 

16 

13 

6 

15 

19 

14 

28 

39 

40 

18 

29 

50 

42 

36 

32 

40 

41 

31 

29 

3H 

31 

19 

22 

28 

29.4 

(  Minimum  — 

IH 

30 

20 

20 

H 

-3 

—5 

-24 

-16 

-20 

-5 

0 

13 

-7 

—If 

16 

34 

21 

u 

16 

30 

17 

23 

19 

18 

4 

-4 

17 

8.6 

[Ulsb.iro;! 

Maximum  ... 

47 

52 

32 

2G 

30 

14 

12 

8 

15 

2!) 

16 

32 

17 

39 

27 

9 

32 

49 

40 

40 

3:^ 

35 

41 

45 

30 

24 

41 

33 

20 

33 

29.8 

(Minimiua.... 

5 

3 

21 

18 

15 

1 

-7 

-19 

-1(1 

—8 

-11 

-8 

6 

-4 

12 

4 

5 

4 

27 

80 

27 

12 

15 

24 

20 

20 

20 

20 

—  1 

10 

8.3 

tearsarge  

\  Maximum  . . . 

37 

47 

33 

23 

28 

18 

15 

12 

17 

22 

16 

25 

28 

36 

38 

17 

34 

57 

43 

42 

32 

36 

42 

40 

37 

24 

42 

34 

2.5 

34 

28 

31.0 

(Minimum.... 

6 

27 

12 

12 

-3 

-12 

—17 

-18 

-24 

-3 

-21 

-10 

-8 

-10 

11 

-8 

-16 

10 

32 

2- 

12 

10 

11 

12 

13 

19 

22 

4 

-6 

10 

3.4 

leene 

Maximum  .  . 
(Minimum.... 

35 
21 

55 
33 

35 
27 

28 
23 

35 
16 

^t 

16 
-8 

14 
-16 

18 
-14 

23 

8 

17 
-15 

29 
-7 

33 

8 

39 

40 
23 

27 
5 

2S 
-8 

47 
17 

43 
36 

4C 
32 

3h 
26 

15 

44 

18 

47 
25 

30 
21 

30 
25 

43 
23 

34 
27 

28 
9 

26 
2 

31 
22 

32.7 

12.5 

lanchester 

(Maximum  ... 

40 

52 

35 

30 

37 

20 

16 

15 

20 

24 

20 

33 

31 

40 

40 

32 

48 

43 

42 

35 

38 

42 

44 

31 

30 

41 

37 

28 

34 

30 

.33.9 

(Minimum.... 

29 

35 

28 

23 

12 

4 

-8 

-13 

-12 

1 

-14 

1 

7 

2 

2 

1 

15 

34 

34 

24 

19 

22 

32 

25 

25 

25 

2b 

9 

8 

22 

14.  4 

lashua  

)  Maximum  ... 

51 

59 

37 

27 

37 

20 

17 

14 

20 

25 

20 

31 

28 

42 

32 

17 

33 

53 

40 

42 

39 

41 

43 

50 

32 

27 

45 

38 

25 

35 

34 

34.0 

(Miiumum.... 

32 

28 

25 

16 

4 

-5 

-19 

-18 

10 

-16 

—5 

17 

-6 

30 

13 

-n 

24 

35 

32 

26 

11 

15 

19 

23 

24 

23 

26 

12 

3 

17 

2b 

13.3 

•inkhain  Notch 

t  Maximum  . . . 

32 

43 

28 

2(1 

22:     18 

8 

4 

10 

10 

26 

27 

33 

34 

39 

48 

41 

35 

27 

39 

35 

32 

22 

35 

30 

14 

24 

22 

26.4 

(Minimum... 

6 

22 

5 

4 

41  -8 

-14 

—18 

-20 

—  8 

-11 

2 

-5 

-12 

6 

—7 

-14 

34 

29 

20 

12 

7 

3 

2:; 

2 

11 

14 

11 

-10 

11 

3.0 

'Ijmouth 

(Maximum  ... 

33 

47 

30 

2.^) 

31 

18 

12 

5 

13 

19 

10 

22 

31 

25 

38 

19 

32 

50 

43 

38 

34 

33 

40 

4:; 

35 

27 

38 

36 

22 

26 

28 

29.3 

(Minimum.... 

9 

2S 

21 

12 

-6 

-18 

-20 

-25 

2 

—22 

4 

5 

13 

12 

30 

31 

23 

18 

16 

31 

18 

22 

21 

21 

5 

4 

15 

8.1 

Vo'mon 

ennii.gton 

(  Maximum  . . . 

42 

•55 

35 

30 

30 

23 

12 

7 

19 

15 

15 

32 

32 

39 

40 

30 

35 

52 

47 

44 

34 

36 

45 

42 

38 

35 

35 

35 

2F, 

26 

35 

32.8 

(Minimiun.... 

22 

32 

22 

21 

21[-11 

-10 

-20 

-15 

2 

-20 

-5 

11 

—■2 

18 

6 

-11 

10 

34 

32 

20 

12 

15 

25 

21 

21; 

25 

25 

2 

— (, 

15 

10^4 

JlooniHeld 

(Maximum    .. 

34 

45 

35 

24 

28 

26 

11 

5 

15 

1-i 

14 

25 

27 

31 

35 

14 

28 

38 

40 

37 

37 

26 

35 

37 

33 

29 

30 

30 

24 

32 

27.6 

(Minimum.... 

14 

24 

9 

5 

10 

-15 

-28 

-19 

-5 

-24 

-9 

-3 

-7 

-20 

11 

31 

25 

19 

7 

10 

30 

2 

20 

15 

-7 

-15 

5 

1.8 

Irattlebiro  !| 

(  Maximum  . .  • 

47 

53 

34 

27 

34 

17 

15 

13 

17 

22 

17 

35 

4:5 

33 

15 

28 

42 

38 

40 

30 

37 

45 

40 

30 

30 

40 

33 

21 

29 

31 

31.3 

(Minimimi.... 

18 

15 

26 

22 

15 

-4 

-7 

-19 

-15 

9 

-12 

-3 

20 

0 

5 

10 

-10 

16 

25 

32 

30 

12 

16 

22 

21 

23 

20 

22 

9 

2 

24 

11.  1 

Jurlin-toni 

(Ma.ximum... 

35 

4.^ 

25 

23 

26 

15 

11 

5 

14 

15 

17 

2S 

27 

3(; 

32 

10 

2$ 

41 

39 

37 

29 

28 

39 

39 

30 

32 

2b 

21 

29 

26.5 

(Minimum.... 

26 

25 

11 

13 

13 

5 

-3 

—17 

2 

-12 

-8 

12 

-5 

0 

7 

-7 

2b 

30 

27 

20 

18 

21 

23 

10 

10 

27 

3 

-3 

-7 

20 

9.1 

Javendish  

(  Maximum  . . . 

33 

49 

.34 

25 

29 

28 

12 

7 

13 

17 

15 

27 

32 

38 

40 

29 

33 

61 

4r; 

45 

42 

34 

39 

40 

39 

28 

39 

4S 

31 

27 

31 

32.4 

(Minimum.... 

17 

30 

18 

17 

12 

—4 

-16 

-26 

—21 

—3 

-21 

-12 

10 

—4 

17 

-1 

-16 

31 

31 

22 

17 

15 

30 

19 

23 

22 

23 

2 

-6 

17 

8.0 

aieisea 

(  Maximum  . . . 
(Minimum... 

34 

14 

64 
•29 

is 

28 
16 

7 

22 
-13 

14 
-24 

11 
-26 

17 
-19 

18 
-10 

17 
-22 

29 
-9 

-I 

—9 

•a 

-io 

-19 

57 

■33 

"29 

'20 

"is 

43 
13 

■'27 

"ii 

"22 

"20 

■■i7 

"2 

28 
6 

29 
17 

5.4 

Jornwall   

(Maximum  ... 

36 

47 

35 

25 

29 

24 

10 

8 

15 

15 

14 

26 

28 

32 

37 

23 

25 

43 

42 

39 

35 

32 

40 

41 

35 

30 

36 

34 

20 

22 

32 

29.4 

(Minimum.... 

23 

31 

IS 

15 

10 

0 

1 

-17 

-3 

0 

-n 

5 

4 

-2 

11 

0 

—  8 

23 

32 

32 

23 

20 

20 

29 

15 

15 

25 

12 

0 

-2 

18 

11.1 

Jtaftsbury  Com 

(Maximum... 

32 

43 

30 

20 

25 

21 

3 

12 

12 

11 

23 

23 

32 

35 

14 

20 

42 

38 

31 

24 

26 

34 

3ft 

28 

25 

31 

28 

11 

20 

28 

25.0 

(Minimum... 

19 

28 

5 

15 

-5 

-8 

-22 

-6 

-9 

-16 

3 

-4  -10 

3 

-81-10 

31 

22 

IS 

15 

27 

2 

8 

20 

10 

-5 

-14 

10 

5.0 

)orset  

(  Maximimi  ... 

32 

50 

29 

24 

20 

16 

13 

5 

15 

15 

15 

29 

2b 

37 

35 

15     32 

48 

47 

37 

31 

29 

39 

41 

29 

26 

36 

30 

20 

24 

34 

(  Minimum  .  ■ . 

10 

28 

17 

18 

16 

-7 

-7 

-20 

—9 

-10 

0 

-3 

-3 

2 

-2 

14 

18 

34 

29 

23 

14 

14 

30 

20 

23 

20 

10 

-1 

-6 

22 

9.4 

Snosburg  Falls 

(Maximum  ..• 

37 

48 

30 

27 

29 

20 

17 

12 

"21 

10 

17 

27 

27 

36 

36 

18 

30 

40 

42 

30 

26 

20 

38 

24 

31 

28 

29 

18 

19 

35 

28. 2 

(Minimum.... 

4 

30 

15 

15 

-17 

-15 

-22 

4 

-15 

—  17 

-1 

0 

-6 

4 

-5 

-19 

28 

32 

23 

10 

8 

8 

15 

8 

14 

22 

5 

-7 

-14 

14 

4.1 

[ewport ;{  

(Maximum... 

35 

42 

18 

22 

25 

12 

10 

31     14 

11 

16 

28 

3 

14 

4 

31 

41 

3fl 

30 

23 

26 

37 

34 

18 

30 

10 

7 

15 

30 

22  6 

(.Minimum.... 

21 

5 

6 

-10 

-14 

-20!  -0 

-16 

-16 

-9 

—  10 

3 

-10 

-12 

23 

31 

20 

12 

12 

15 

12 

3 

6 

21 

-4 

-10 

-10 

8 

1.6 

(orthfieldi 

(Maximum... 

32 

48 

28 

26 

28|     15 

12 

8 

14 

14 

17 

30 

30 

38 

35 

18 

51 

40 

35 

30 

30 

39 

40 

27 

20 

35 

30 

11 

24 

28 

28.6 

(  Minimum.... 

19 

28 

14 

15 

13    -8 

-9 

-23 

-4 

-16 

-18 

0 

-7 

—  4 

8 

-12 

-10 

19 

34 

26 

14 

17 

20 

12 

20 

22 

6 

-3 

-8 

20 

6.6 

Jutland 

(  Maximum  ■■■ 

38 

60 

30 

26 

28     16 

13 

9 

21 

14 

20 

13 

43 

21 

7 

60 

42 

30 

33 

32 

37 

41 

26 

33 

38 

26 

11 

20 

30 

27.9 

20 

31 

22 

13 

23|       2 

i 

4 

-13 

-2 

10 

-10 

-^3 

' 

1 

13 

2 

17 

36 

3. 

« 

20 

20 

32 

17 

20 

24 

20 

-1 

-4 

16 

12.5 

See  page  4  for  explanation  of  reference  marks. 


CLI.MATOLOGICAL  DATA:  KEW  ENGLAND  SECTION 


January,  194S 


m 


Daily  Temperatures  for  January, 

1942, 

( Continued) 

station 

Day 

of  month 

i 

1 

_!_ 

_!_ 

4 

5 

6 

T 

8|     9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

20 

27 

28 

29 

30 

31 

St.  Albans  

.  S  Maximum  ... 

84 

45 

34 

24 

28 

19 

12 

7     15 

15 

16 

26 

2b 

33 

~ 

20 

26 

~ 

41 

38 

27 

27 

36 

~l 

^ 

28 

~ 

29 

14 

32 

27.  C 

(Minimum.... 

24 

27 

5 

10 

12 

2 

-7 

-15       2 

-9 

-11 

4 

-2 

—2 

A 

-b 

-4 

25 

25 

24 

18 

18 

20 

2.= 

8 

8 

24 

5 

-5 

—  i 

1; 

7.7 

St,  JoUnsbmy 

(  Maximum  ... 

3a 

4b 

38 

26 

30 

2b 

14 

6      14 

16 

13 

25 

28 

32 

36 

14 

24 

33 

37 

34 

29 

3t 

38 

38 

26 

30 

19 

25 

27.  e 

i  Mini  mum  ■... 

IS 

2b 

13 

12 

19 

-7 

-9 

-25-18 

—1 

-20 

-4 

3 

-8 

10 

-  4 

-18 

5 

31 

29 

22 

12 

14 

32 

! 

14 

21 

18 

—11 

1/ 

6.3 

feduierset]! 

j  Maximum  ... 

29 

45 

48 

25 

23 

24 

7 

3       41     13 

12 

12 

27 

15 

.35 

24 

8 

39 

47 

40 

32 

27 

28 

37 

36 

27 

28 

35 

2b 

13 

30 

2.5.  £ 

(  Minimum.... 

0 

20 

17 

13 

" 

-4;  -3 

-28-10 

-9 

-10 

2 

5 

—2 

15 

-5 

-14 

6 

33 

30 

21 

8 

16 

23 

18 

18 

18 

21 

-2 

-5 

-4 

6.6 

Woodstock 

j  .Vlaximum  ... 

33 

51 

33 

25     32 

30l    20 

13 

13 

19 

16 

27 

32 

39 

39 

2b 

34 

50 

45 

40 

3i 

34 

43 

38 

28 

41 

35 

20 

23 

27 

31.8 

1  Miuimum  — 

11 

28 

17 

16 

11 

8j-10 

-15 

-18 

-4 

-20 

-b 

4 

-5 

14 

-6 

-16 

17 

32 

29 

18 

16 

U 

32 

18 

23 

20 

18 

4 

-3 

18 

8.5 

Mns^dchiisctts 

Aniliorst 

\  iVhiximiiu)  ... 

38 

56 

37i     2! 

34 

16     14 

15 

19 

20 

17 

32 

32 

40 

40 

29 

32 

47 

44 

40 

36 

39 

45 

47 

34 

32 

44 

36 

25 

33 

34 

3.3.4 

)  Minimum.... 

22 

34 

27l     23 

13 

0       0 

-13 

-10 

15 

-10 

-1 

8 

3 

21 

: 

-4 

24 

35 

33 

23 

22 

32 

27 

27 

25 

22 

11 

6 

22 

14.8 

Blue  ilill 

Ma.ximum... 

3b 

5() 

36 

32 

31 

27      14 

8 

18 

20 

23 

29 

31 

39 

39 

27 

29 

49 

48 

60 

3b 

35 

43 

48 

37 

31 

40 

36 

30 

27 

32 

33.8 

(  Minimum---- 

29 

34 

26 

21 

21 

7       5 

-3 

1 

8 

-4 

9 

14 

7 

22 

4 

-2 

26 

39 

32 

28 

19 

22 

33 

26 

27 

22 

29 

13 

5 

20 

17.4 

Boston  1 

S  .Miixiiiuim  . .. 

40 

60 

3S 

3b 

34 

24      18 

10 

24 

7 

24 

26 

34 

35 

42 

42 

32 

33 

52 

49 

4b 

3b 

46 

51 

34 

34 

44 

38 

29 

31 

44 

36.4 

/  Minimum-... 

34 

36 

32 

25 

24 

11      10 

1 

5 

3 

15 

12 

12 

27 

4 

4 

32 

37 

35 

30 

24 

27 

34 

29 

28 

20 

29 

13 

10 

26 

20.7 

Brockton 

.  j  .Muxiiiuiiii  . .. 

40 

58 

60 

•1 

34 

32^     20 

15 

21 

2:; 

27 

31 

34 

43 

4' 

29 

50 

52 

51 

41 

41 

45 

53 

47 

34 

45 

43 

32 

30 

33 

37.5 

)  Minimum... - 

30 

35 

28 

24 

lOi      5 

1 

17 

-6 

h 

23 

5 

29 

12 

b 

27 

38 

35 

29 

21 

21 

32 

27 

28 

24 

31 

18 

6 

18 

19.5 

Clinton 

S  i\iaximum  ... 

.56 

58 

37 

2b 

34 

I9I     lb 

12|     19 

23 

20 

31 

27 

41 

33 

19 

30 

49 

45 

44 

39 

36 

44 

50 

28 

42 

36 

28 

31 

34 

33. 6 

(  Minimum--. - 

29 

32 

2C 

25 

19 

4;      3 

-9 

-4 

15 

4 

22 

4 

27 

11 

35 

34 

29 

19 

24 

30 

23 

24 

23 

24 

14 

4 

19 

16.5 

Concord 

I  .Maxiimini  .  •  • 

41 

39 

31 

35 

20      18 

13 

20 

24 

23 

33 

31 

41 

40 

2b 

33 

51 

45 

44 

39 

40 

46 

50 

34 

30 

44 

37 

29 

33 

37 

35.1 

(Minimum-... 

2a 

34 

2b 

21 

10 

0       2 

-12 

-IS 

—1 

-11 

-5 

-2 

-1 

14 

-1 

-6 

29 

36 

27 

23 

15 

19 

28 

25 

25 

24 

29 

3 

20 

12.8 

East  Waiehamjl ;..... 

j  Jiiixniiuiii  ..  ■ 

52 

54 

41 

38 

37 

23     23 

12 

2.5 

31 

38 

32 

42 

37 

2( 

42 

46 

52 

48 

42 

40 

42 

53 

40 

37 

42 

37 

28 

27 

46 

37.3 

)  Miuimum  — 

23 

35 

27 

28 

25 

13       8 

6 

-4 

14 

-24 

-10 

-3 

—3 

6 

19 

b 

35 

38 

28 

16 

15 

22 

26 

25 

20 

4 

8 

14.9 

Fall  River 

j. Maximum... 

41 

56 

38 

3b 

33 

261    20 

13 

24 

24 

29 

34 

35 

42 

39 

32 

32 

45 

55 

50 

38 

38 

42 

53 

39 

42 

34 

28 

32 

40 

36.3 

(  Minimum-.. 

28 

33 

29 

21 

22 

10 

10 

1 

2 

3 

-2 

9 

14 

5 

22 

2 

29 

38 

2b 

20 

24 

24 

23 

28 

14 

2 

14 

17.8 

Fitchburg 

(  Maximum  ... 

38 

58 

38 

28 

34 

24 

15 

14 

18 

23 

17 

30 

30 

41 

39 

22 

30 

45 

48 

43 

38 

41 

45 

49 

35 

28 

45 

34 

37 

32 

34.1 

(  Minimum---. 

28 

32 

27 

22 

20 

-5 

-4 

-11 

-12 

7 

-7 

-1 

9 

1 

22 

6 

0 

25 

35 

33 

29 

18 

25 

29 

22 

24 

23 

30 

13 

7 

18 

15-0 

Fort  Uevens 

j  i\!axiinuii)  .  -. 

37 

56 

37 

26 

35 

19 

11 

11 

18 

22 

19 

30 

28 

40 

28 

28 

31 

60 

48 

42 

37 

39 

44 

49 

31 

27 

44 

36 

26 

31 

31 

32-6 

!  Minimum  — 

27 

32 

25 

11 

15 

-5 

2 

-2C 

-2 

-12 

5 

-4 

-4 

21 

1 

-6 

28 

34 

30 

23 

16 

19 

27 

24 

24 

22 

26 

9 

0 

17 

12.2 

Framingham 

)  Muxniuim  .  ■ 

38 

59 

49 

35 

34 

32 

17 

"20 

23 

24 

30 

33 

41 

40 

30 

32 

49 

48 

44 

39 

37 

45 

47 

34 

43 

43 

34 

31 

34 

36.4 

(  Minimum-... 

34 

28 

24 

22 

8 

2 

-5 

-7 

16 

—8 

-1 

21 

4 

28 

10 

0 

26 

37 

35 

29 

19 

22 

32 

25 

25 

24 

31 

14 

7 

19 

17.8 

Xiioucester 

(Maximum.-. 

40 

52 

37 

34 

32 

27 

19 

11 

22 

24 

26 

33 

33 

42 

37 

28 

30 

45 

44 

46 

40 

39 

45 

52 

38 

34 

43 

40 

34 

32 

35 

35.3 

(  Minimum-... 

32 

37 

28 

26 

22 

li 

10 

6 

12 

1 

14 

13 

9 

24 

5 

1 

30 

36 

32 

26 

22 

25 

35 

28 

30 

26 

28 

18 

9 

21 

20.0 

Haverhill 

\  Maximum... 

38 

59 

49 

34 

34 

32     17 

13 

20 

21 

23 

30 

33 

41 

42 

30 

33 

50 

47 

44 

39 

38 

46 

49 

45 

29 

43 

42 

33 

32 

34 

36.2 

(  Minimum-.-. 

32 

35 

30 

24 

21 

10|       8 

—  6 

0 

17 

-2 

9 

18 

6 

29 

9 

28 

40 

35 

31 

22 

25 

36 

27 

24 

25 

32 

17 

8 

24 

19.8 

Hyannis 

i  M.iximiiiii  . .. 

43 

51 

45 

37 

37 

29     22 

12 

27 

29 

31 

32 

37 

36 

38 

32 

29 

43 

43 

48 

41 

38 

40 

50 

38 

35 

38 

35 

32 

24 

35 

35.7' 

(  Minimum   --■ 

41 

34 

30 

30 

25 

15 

11 

y 

4 

17 

-4 

9 

20 

8 

29 

11 

29 

37 

36 

31 

24 

23 

31 

31 

30 

30 

29 

22 

12 

15 

21.7; 

Lawrence 

\  :Mhxiiiuiiii  .-- 

38 

58 

38 

31 

33 

24 

17 

g 

20 

25 

22 

34 

34 

41 

38 

29     33 

55 

44 

44 

38 

38 

46 

49 

37 

29 

44 

37 

32 

35.0' 

(  Minimum  — 

30 

35 

27 

20 

18 

6 

3 

-5 

-5 

2 

-13 

-1 

9 

-2 

22 

3-5 

25 

36 

33 

29 

17 

19 

34 

25 

23 

23 

27 

13 

19 

15-3, 

Lowell 

\  Maximum  • . . 

44 

55 

36 

28 

34 

20 

17 

14     20 

24 

21 

29 

25 

41 

32 

29      32 

47 

39 

43 

39 

39 

42 

47 

32 

29 

43 

37 

27 

33 

30 

33.3 

(  Minimum  ... 

30 

35 

28 

24 

18 

g 

5 

-5i  -3 

15 

—  8 

2 

21 

3 

29 

12    -2 

25 

35 

33 

28 

19 

21 

31 

26 

26 

24 

28 

14 

6 

20 

17.7 

Nantiickoti 

I  Maximum  ... 

47 

54 

39 

40 

36 

31 

27 

16     31 

31 

35 

40 

38 

42 

40 

35     37 

46 

62 

47 

40 

40 

42 

48 

39 

37 

36 

37 

31 

26 

48 

)  Minimum  --. 

38 

36 

32 

33 

29 

16 

14 

10 

10 

11 

8 

17 

20 

17 

27 

10       9 

37 

40 

34 

30 

i 

27 

35 

33 

33 

32 

31 

22 

19 

21 

■li'.n 

New  Bedford 

j  Maximum  ... 

42 

55 

40 

37 

35 

28 

21 

13 

25 

21 

30 

36 

34 

40 

39 

33 

33 

42 

50 

48 

43 

53 

39 

37 

41 

36 

31 

44 

36.  S 

(  Jlinimum 

35 

36 

31 

28 

27 

16 

12 

9 

2 

4 

15 

15 

27 

9 

7 

33 

40 

33 

26 

28 

36 

31 

33 

27 

29 

15 

10 

22 

21.9 

Pittsneldll 

Maximum . . . 

53 

52 

29 

29 

27 

11 

11 

16 

15 

30 

15 

29 

11 

28 

44 

46 

35 

33 

46 

39 

34 

29 

35 

35 

15 

28 

35 

28.9 

(  Miuimum  ... 

13 

28 

22 

22 

23 

3 

-1 

—  12 

-12 

—4 

-12 

0 

1 

4 

5 

6 

-3 

1 

22 

33 

20 

23 

25 

25 

25 

25 

28 

4 

2 

11.1 

Plymouth 

(Maximum... 
(  Minimum-. -- 

42 
30 

58 

s 

38 
27 

35 
25 

35      21 

12I      7 

4 

■'t 

20 

17 

29 
-6 

1 

22 

43 
3 

43 

28 

32 
11 

32 
— 1 

50 

52 

53 
36 

41 

29 

41 

19 

45 
22 

52 
32 

39 
26 

35 
31 

42 
25 

37 
29 

34 

20 

28 
6 

35 
15 

37.8 
19.6 

Provincetown 

\  Maximum  ... 

43 

50 

45 

38 

38 

33 1     24 

20 

26 

27 

30 

34 

37 

40 

39 

40 

32 

40 

46 

45 

41 

39 

49 

45 

37 

38 

32 

26 

34 

36.9 

(Minimum.... 

34 

38 

32 

29 

30 

19!     16 

11 

11 

22 

10 

22 

24 

16 

19 

14 

10 

31 

29 

36 

28 

28 

35 

32 

30 

32 

22 

19 

24 

24.7 

Springfield 

S  Maximum... 

37 

55 

42 

34 

33 

31!     18 

14 

20 

22      19 

30 

33 

41 

40 

30 

47 

45 

43 

39 

46 

49 

42 

43 

42 

35 

33 

36 

3S.8 

(  Minimum... - 

26 

29 

28 

22 

22 

7        5 

—5 

—  1 

9 

-5 

6 

17 

7 

24 

12 

1 

26 

38 

35 

30 

20 

24 

43 

28 

40 

32 

14 

7 

20 

19.« 

Stockbridge 

(  Maximum  .. . 

37 

54 

35 

30 

28 

15 

14 

13 

15 

16 

14 

29 

29 

38 

38 

29      32 

47 

46 

39 

32 

35 

42 

44 

37 

35 

36 

21 

30 

35 

31.61 

(Minimum-.-. 

25 

33 

25 

14 

-10 

-8 

-22 

-21 

-10 

-21 

-10 

5 

-3 

18 

4-10 

35 

30 

14 

17 

30 

22 

26 

25 

18 

4 

0 

16 

9.7 

^Swampscott 

Maximum  -  -  • 
(  Minimum.-.. 

40 
31 

,-53 
35 

44 
30 

36 
22 

32 
22 

22 

8 

22 

10 

13 
-3 

23 
6 

22 
0 

•1 

34 

10 

34 
12 

1 

41 
28 

33     31 

45 
30 

43 
35 

43 
33 

38 
20 

43 
25 

50 
35 

1 

33 

26 

38 
29 

43 
25 

30 
10 

29 
6 

37 
23 

35.3' 
18.4 

0 

Taunton 

(  Maximum  ... 
(Minimum.... 

38 
28 

57 
36 

44 

36 

27 

34 

22 

32 
10 

19 

4 

14 

1 

22 
-10 

22 
16 

28 

32 

34 

15 

41 
-6 

41 
27 

31 

32 

46 
28 

30 

54 
36 

39 

30 

40 
12 

43 
14 

.52 
27 

35 
30 

44 
25 

36 
25 

33 
16 

29 

34 

8 

36.7 
15.1 

-25  -11 

West  Cuminington  . . 

Maximum  . 

33 

50 

33 

27 

28 

17 

10 

16 

16 

15 

31 

30 

39 

37 

27 

32 

48 

42 

37 

31 

35 

40 

40 

35 

28 

39 

34 

29 

34 

28 

30.6 

(Minimum.... 

20 

28 

20 

20 

17 

—6 

-14 

-24 

-21 

-1 

-21 

-13 

10 

-5 

18 

g 

-9 

11 

30 

30 

23 

7 

19 

27 

19 

22 

22 

27 

-5 

17 

8.9 

Westfieldll 

j  Maximum  . . . 

(  Minimum 



.... 





Williamstown  

Maximum  ... 

36 

-58 

"34 

'  31 

29 

'22 

"is 

"16 

"ik 

"ie 

"i4 

"27 

"si 

■37 

■39 

■36 

■'27 

■46 

■43 

■46 

■33 

■34 

■■43 

■42 

"35 

■31 

■■35 

"3-5 

"i\ 

26 

■36 

••3i:» 

(Minimum  ... 

26 

32 

24 

24 

22 

-10 

-7 

-1 

-10 

4 

8 

6 

19 

7 

-4 

17 

34 

32 

24 

20 

23 

26 

26 

26 

20 

4 

2 

20 

14.5 

Worcester 

S  Maximum... 

36 

56 

37 

28 

33 

22 

15 

14 

20 

21 

20 

31 

31 

41 

40 

28 

32 

52 

47 

41 

37 

37 

45 

49 

33 

28 

43 

35 

30 

36 

32 

33.6 

(Minimum.... 

28 

33 

26 

22 

19 

5 

-5 

-10 

-10 

4 

-8 

-1 

11 

3 

15 

6 

21 

36 

29 

28 

15 

22 

32 

20 

24 

24 

28 

11 

6 

16 

14.6 

Rhode  Island 

Block  Island  ' 

(Maximum... 

48 

55 

38 

38 
28 

36 

29 

26 

15 

32 

29 

33 

39 

36 

43 

41 

37 

36 

44 

51 

43 

38 

35 

43 

46 

39 

36 

36 

37 

29 

26 

49 

37.5 

(  Minimum... 

35 

32 

27 

16 

12 

12 

a 

8 

19 

18 

18 

30 

12 

11 

36 

41 

35 

2S 

25 

29 

34 

32 

28 

27 

29 

17 

13 

23 

23.4 

Kingston 

S  Maximum  . .  • 

5a 

46 

35 

34 

20 

16 

22 

22 

29 

33 

36 

41 

41 

32 

45 

52 

50 

38 

43 

51 

45 

35 

40 

32 

32 

35 

36.7 

(Minimum.... 

27 

36 

24 

28 

17 

9       1 

3 

-6 

-18 

-23 

-9 

-6 

-2 

29 

15 

29 

34 

37 

34 

11 

19 

26 

27 

29 

25 

21 

15 

-2 

3 

14.0 

Portsmouth 

j  Maximum    ■ . 
(  Miuimum  -  •  -  - 

38 
28 

55 

41 
25 

26 

f. 

32     23 

12 
3 

25 
2 

28 
12 

32 

36 
11 

17 

40 
10 

43 

24 

34 
12 

34 

43 
28 

49 
37 

52 
32 

4a 

40 
20 

45 
23 

55 
32 

42 
26 

37 
28 

42 

39 
27 

38 
14 

27 
6 

36 

17 

37.8 
19.1 

12 

9 

(Maximum... 

43 

.57 

38 

34 

34 

23 

19 

12 

24 

24 

28 

35 

33 

43 

41 

33 

34 

50 

.52 

49 

39 

41 

47 

53 

40 

35 

45 

38 

28 

32 

47 

37.1 

(Minimum.... 

34 

35 

31 

25 

23 

11 

5 

5 

4 

15 

15 

13 

29 

8 

4 

32 

39 

34 

28 

24 

28 

35 

29 

29 

27 

28 

14 

8 

24 

20.9 

Cunnedkut 

Bridgeport 

(  Maximum  .-- 

42 

56 

38 

8c 

34 

26 

18 

12 

21 

22 

24 

33 

33 

40 

40 

34 

33 

45 

49 

45 

40 

38 

45 

53 

40 

34 

44 

37 

32 

28 

46 

36.0 

(  Minimum-... 

27 

26 

26 

7 

9 

-2 

5 

5 

18 

9 

27 

12 

4 

23 

35 

32 

26 

18 

21 

30 

2? 

29 

31 

10 

5 

15 

18.0 

Cream  Hill 

■  i  Minimum  .  ■  - 

30 
25 

52 
29 

35 
22 

27 
22 

29 
22 

25 

1 

1 

6 

-10 

1! 

13 
0 

11 

-6 

25 

6 

25 
13 

36 

6 

34 

19 

27 
6 

30 
0 

47 
23 

43 

40 

43 
31 

33 

22 

35 
17 

39 

22 

44 
33 

2S 

30 
24 

45 

32 
29 

32 
3 

29 

1 

32 
16 

30.3 

14.8 

Daabury 

(  Maximum  - . . 

55 

37 

32 

33 

15 

13 

U 

19 

20 

31 

32 

42 

40 

3^ 

32 

48 

48 

42 

37 

45 

52 

40 

35 

43 

37 

34 

27 

40 

34-91 

(  Minimum---. 

22 

21 

25 

26 

-6 

2 

-16 

-14 

11 

-14 

-8 

10 

-2 

23 

-2 

15 

35 

34 

3C 

12 

16 

29 

20 

25 

30 

9 

0 

11 

13.4! 

Hartford' 

(  Maximum  . .. 

38 

56 

37 

31 

31 

17 

18 

12 

20 

22 

22 

33 

33 

41 

42 

3i 

33 

45 

42 

43 

37 
26 

38 

46 

53 

3b 

34 

44 

37 

29 

31 

39 

31.61 

(  Minimum--.. 

34 

30 

22 

2 

4 

—  6 

-8 

-10 

1 

7 

4 

27 

8 

4 

25 

33 

19 

22 

27 

25 

26 

26 

26 

15 

9 

15. 6j 

Mt.  Carmel 

(Maximum... 

43 

55 

38 

30 

33 

17 

18 

16 

20 

21 

22 

31 

30 

42 

40 

32 

44 

46 

43 

37 

43 

51 

38 

33 

46 

35 

25 

33 

44 

34.7! 

(Minimum  ... 

23 

31 

20 

24 

20 

-6 

4 

-10 

-2 

—8 

-14 

0 

5 

—  1 

24 

10 

-4 

24 

32 

23 

■£i 

IS 

17 

25 

26 

26 

24 

27 

11 

3 

K 

12.9: 

New  Haven  ' 

(  Maximum  ... 
(  Minimum-... 

46 
33 

55 
33 

38 
30 

34 

27 

33 
24 

24 
10 

19 
10 

12 
0 

23 

7 

22 
4 

25 
2 

34 
15 

34 

17 

44 
14 

42 
29 

36 

33 

8 

46 
30 

50 

'^i 

38 
28 
40 

37 
24 

45 

28 

53 
34 

41 
32 

34 

43 
27 

i 

28 
14 

28 

4b 

■a 

36.4 

21.0 

New  London 

(  Maximum  . .  • 

38 

54 

46 

37 

36 

35 

25 

18 

23 

28 

30 

34 

36 

42 

44 

35 

45 

5( 

5C 

38 

44 

53 

44 

37 

40 

33 

32 

37 

37.9 

(  Minimum-... 

32 

38 

29 

26 

12 

12 

4 

8 

8 

2 

14 

23 

13 

24 

12 

7 

32 

35 

39 

32 

23 

25 

32 

30 

32 

27 

31 

15 

9 

18 

21.7 

Norwalk 

(  Maximum  ... 

39 

54 

39 

34 

36 

26 

19 

15 

22 

23 

24 

33 

33 

47 

28 

35 

46 

48 

47 

40 

38 

46 

54 

40 

37 

45 

38 

33 

30 

43 

36-5 

i  Minimum-... 

23 

36 

20 

28 

26 

5 

0 

-6 

-9 

12 

-10 

-2 

17 

2 

26 

15 

17 

34 

26 

13 

16 

25 

22 

30 

28 

31 

11 

7 

11 

1.5.6 

Putnam 

(  Maximum  . . . 

35 

57 

39 

31 

31 

25 

16 

11 

18 

21 

23 

30 

32 

40 

40 

40 

31 

47 

41 

49 

36 

39 

45 

50 

44 

31 

40 

35 

31 

33 

34 

34.7: 

(  Minimum--.. 

28 

34 

15 

26 

20 

5 

-6 

-9 

-16 

15 

-17 

4 

1 

-2 

1 

3 

-4 

26 

37 

34 

30 

12 

18 

34 

22 

28 

30 

20 

10 

3 

14 

13.41 

Salisbury 

(Maximum.-. 

35 

52 

44 

30 

30 

20 

14 

8 

15 

16 

10 

26 

27 

36 

36 

29 

27 

41 

43 

42 

35 

34 

41 

47 

38 

32 

36 

35 

32 

27 

3f 

31.3 

(Minimum.... 

24 

19 

20 

21 

17 

-6 

-8 

-19 

-14 

0 

—16 

—3 

9 

1 

17 

4 

7 

20 

34 

29 

23 

12 

15 

24 

18 

22 

22 

27 

4 

—4 

12 

10. 7i 

Storrs 

j  Maximum  ... 

35 

39 

31 

30 

27 

15 

11 

19 

19 

21 

30 

30 

41 

39 

29 

32 

48 

47 

49 

35 

3fa 

43 

48 

41 

31 

40 

36 

29 

32 

33 

33.9; 

(  Minimum  — 

25 

32 

26 

25 

17 

4 

-10 

-12 

10 

-9 

6 

16 

2 

—  1 

26 

32 

27 

IS 

21 

35 

23 

26 

23 

29 

9 

4 

11 

15.7 

Waterbury 

(  Maximum  . . . 

40 

56 

40 

35 

34 

25 

~i 

14 

22 

21 

22 

33 

32 

44 

42 

34 

35 

50 

44 

38 

46 

53 

43 

37 

45 

35 

33 

41 

36.8- 

(  Minimum--.. 

26 

33 

26 

24 

21 

2 

—  7 

-13 

4 

-11 

-2 

17 

3 

24 

10 

1 

2S 

22 

34 

28 

15 

20 

25 

25 

27 

24 

30 

9 

4 

17 

1.5.0: 

Westbrook 

(Maximum... 

40 

53 

47 

35 

36 

28 

21 

19 

23 

28 

28 

35 

35 

44 

40 

35 

47 

48 

49 

42 

39 

45 

54 

46 

38 

42 

37 

33 

34 

37 

37.8; 

(  Minimum 

22 

37 

19 

28 

24 

4 

_^ 

-2 

-12 

0 

-16 

-4 

17 

' 

27 

17 

—4 

29 

28 

36 

23 

10 

13 

20 

_20 

^ 

26 

25 

13 

7 

5 

14.= 

Seepage  4  for  explanation  of  reference  marks. 
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U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 

CLIMATOLOGICAL     DATA 


iritLlBKAKYOh  IHt 

JUiM  6    1942 
UNIVERSITY  OF  ILUNOIS 


NEW     ENGLAND     SECTION 


Q. 

H.  NOTES 

RI 

PbICK:   5  CISTS 
MlTTAJJCl  PAYABLE  TO 

A  COPT;   25  CKNTS   A  YKAU:    (NOT  STAMPS). 

Superintendent  op  Documents,  Wasuinqton 

D.C. 

loi.. 

LIV 

Boston, 

Mas? 

.    KE15RU 

APxY,   1942. 

No. 

2. 

GENERAL  SUMMARY 

In  southern  New  England  during  Februaiy,  1942,  prccipita- 
ion  occurred  mostly  as  rain,  the  total  snowfall  being  slightly 
nore  than  half  of  normal.  During  the  latter  part  of  the  month, 
,he  ground  was  either  bare  or  snow-patched  over  much  of  the 
irea  except  the  Berkshires.  Despite  a  general  moderate  defici- 
mcy  in  total  monthly  precipitation,  stream  flow  and  reservoir 
'  -;■■  showed  moderate  rises.  In  the  northern  division,  and 
illy  in  the  extreme  north  and  higher  elevations,  snowfall 
■c^Liaed  in  more  abundant  volume  than  usual  and  accumulated 
[,o  somewliat  excessive  depths.  Little  change  was  noted  in  the 
i)onditions  of  stream  flow  and  water  s^torage.  The  month  was 
jolder  than  normal  in  all  sections  except  Maine  where  it  was 
ilx)ut  normal.  There  were  no  unusually  extended  periods  of 
Abnormal  temperature,  and  the  coldest  day  was  the  3d  in  near- 
ly all  areas.  A  feature  of  the  month  was  the  high  average  wind 
velocity,  12.2  miles  per  hour,  which  equalled  the  highest  av- 
jrage  recorded  in  more  than  six  years.  At  the  Blue  Hill  Ob- 
servatory, the  average  velocity,  19.9  miles  per  hour,  was  the 
highest  since  March,  1896  and  the  third  highest  in  the  records 
jf  that  station.  At  the  close  of  the  month,  rivers  were  general- 
ly running  free  in  southern  New  England,  but  were  still  cover- 
;d  with  heavy  ice  in  the  northern  division.  E.  s. 


TEMPERATURE 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
96  record.s,  was  2.70  inches,  which  is  0.40  inch  below  the 
Qean  for  the  past  55  years.  Tlie  average  precipitation  for  the 
lorthern  division  was  2.55  inches;  for  the  southern  division, 
!.85  inches.  The  greatest  monthly  amount  reported  was  4.(59 
nches  at  Gloucester,  Mas«.;  the  least  was  0.77  incli  at  Bethle- 
lem,  N.  H.  The  greatest  amount  in  24  hours  was  1.99  inches 
it  Marion,  Conn,  on  the  1st.  The  average  number  of  days  with 
01  inch  or  more  of  precipitation  was  9,  which  is  the  mean  for 
he  past  55  years. 

The  average  snowfall  for  the  northern  division,  based  on  88 
ecords,  was  22.0  inches;  for  the  southern  division,  based  on  93 
ecords,  7.7  inches;  for  the  Section,  based  on  181  records,  14.6 
nches,  which  is  1.8  inches  below  the  mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  131  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  12.2  miles  an  hour,  which  is  0.7  mile  an  hour 
above  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
58  percent  of  the  possible  amount,  which  is  7  percent  above 
the  mean. 

Cloudiness  was  slightly  above  the  mean.  The  average  for 
the  Section,  based  on  143  records,  was  10  clear,  7  partly  cloudy, 
and  11  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:80  a.m.  and 
7:30  p.m.  observations  at  12  stations,  was  73  percent,  wiiich  is 
2  percent  below  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


The  average  monthly  temperature  for  the  Section,  based  on 
113  records,  was  21.5°,  which  is  1.1°  below  the  mean  for  the 
)a3t  55  years.  The  average  temperature  for  the  northern  divi- 
lion  was  17.8°;  for  the  southern  division,  25.3°.  The  highest 
nonthly  mean  was  29.8°  at  New  London,  Conn.;  the  lowest 
vas  6.9°  at  First  Connecticut  Lake,  N.  H.    The  iiighest  record- 


d  was  54°  at  New  Haven,  Conn.  011  the  17th;  the  lowest  was   is's 


•37  at  Enosburg  Falls,  Vt.  on  the  3d.  The  greatest  monthly 
ange  was  82°  at  Enosburg  Falls,  Vt. ;  the  least  was  37°  at  Nan- 
ucket,  Mass. 


Temperature 


South 


Precipitation  no.  of  day.  (all 

North  South         New  EiiglanU) 


ft-        I      OT 


01 

-14 

4.53 

60 

-24 

3.77 

M 

-14 

2.41 

.■in 

-16 

2.40 

«1 

-10 

2.08 

ft- 

—20 

1.73 

fi1 

3.H4 

57 

—22 

3.31 

M 

-19 

1.93 

tiV 

-25 

2.48 

54 

1.79 

ftH 

-24 

4.35 

74 

-  6 

2.  25 

m 

-25 

2,72 

h?. 

-18 

1..S3 

M 

-  9 

2  00 

fifi 

2.85 

M 

-15 

3.  13 

56 

4 

2.81 

59 

-  9 

2.16 

60 

-  9 

2.58 

74 

—16 

1.55 

66 

-24 

1.74 

56 

1.94 

67 

-12 

2.80 

49 

-27 

2.  34 

64 

-23 

2.26 

54 

-25 

2.38 

64 

-  4 

2  85 

57 

-  4 

2.  41 

76 

-  9 

2.96 

55 

-14 

2.;i6 

50 

1  82 

54 

-13 

2.55 

74 

-27 

1 
2.70 

1 

3.53 
1.12 
5-69 
2.  66 
4.82 


22.3 
14.8 
10.5 
13.8 
1.5.0 
1.8 


13.3  2.41 
17.8  1  4.02 
20.  2  i  4.  (^5 


14.0  11 

21.0  12 

31.5  9 

12  6  10 

14.3  I  9 

2.0  8 

8.9  12 

7.6  ,  14 

22.  8  I  9 


10 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February, 


'llmll 


11. 


Climatological  Data  for  February,  194s 


Maine 


Bangortt 

Bar  Harbor  — 
Brabsua  Uainf. 
Brunswick  .... 

Caribou' 

Eastport' 

East  Wiutbrop. 


rtli 


Ellsw 

Eustis  

B'aruiiugtoii 

Ft.Fairlieldii(iie'r) 

Fort  Kent 

Gardiner 

Greenvillelt 

Hiranit 

Houllon 

Jaclsnuiu 

Lewiston 

Macliias2 

Madison^ 

Middledani 

MilliHocKelS  

Milo 

Mooseliead  2 

North  IJridgton..- 

Oldtowu 

Orono. 

Portlandl. 

Presque  Isle ;  ■ 

Kipogenu!^  Uanit^- 

Roclilarul 

Runit'or<i 

Tlie  Forlis 

Upper  JJam 

Vanceboro 

Winslowt^ 

Woodlau<llll 

For  .State     ... 


Neiii  Ihuiivuldre 

Berlin  II 

Betlileliem  — ... 

Cannon  Mt,2 

Concord! 

Dixville  Notch  .... 

Durliani    

ErrolIP •■■■• 

First  Conn.  Lakef 

Fitzwilliavn^  

Franldin 

Glenelill   

Hampton 

HanoverS 

Hillsboro  

Kearsa  rge  


Lakeporl 

Lincoln^ 

Manchester 

Milan 

NashuaS 

New  DurhaniT^  ■•■■ 

Newport  

North  Htratford2.. 
PinkhaniNotclit--- 

Plymouth 

W    Stewart.stowM2. 
Wolfboro  Falls- ••■ 

York  i'oud    

For  State     ■■■■ 

Mt.  Washingtoni-j- 


Bennington- 
Bloomtieldt 
Brattleboroll 


Cavendisli 

Chelsea 

Comwallt 

Craftsbiiry  Com. 

Dorset 

East  Harnel2 

East  Kyegiite--- 
Enosliiirg  Falls- - 

Gilniaii  

Mays.Millt 

Newfane 

Newport  « 

Northlieldl 

Readsboro2  

Rocliest"r2 

Rutland 

8t-  Alhans 

St.  Johnsbury -•-• 
Searsburg  Mt.2  - . 
Searsburg  Sta.f^. 


Penobscot 

Hancock 

Somerset 

Cumberland  . 
Aroostook  — 
Washington  ■  • 
Kennebec  — 

Hancock 

Franklin 

do . 

Aroostook 

do 

Kennebec  .--- 
Piscataquis.  -. 
Cmnberland.. 

Aroostook 

Somerset  ■  -  -  • 
Androscoggin 
VVasliinglon  -- 

Somerset 

Oxford 

Penobsi'ot  ■  ■  .. 

Piscataquis 

.Somf-rsct 

CamberUind-- 
ibscot---. 


.do. 


Cumberland. 
Aroostook .. . 
Piscataquis.  - 

Knox 

O.tford 

Somerset 

Oxford 

Washington  . 
Kennebec  ..  - 
VVasliington  . 


Merrimac 

Coos 

Stralford 
Coos 


do 

Cheshire  

Merrimack  -  -  - 

Grafton   

Kockingiuun  . 

Grafton   

HilKsborough 

Carroll 

Cheshire 

Belknap 

Grafton  

Hillstioro 

Coos 


Coos   -- 

do. 

Grafton 


do 

Franklin  .... 

Essex 

Windham  --. 

do 

Orleans 

Washington  . 
Bennington  . 
Windsor-    -■- 

Rutland 

Franklin 

Caledonia  -•  - 
Bennington  - 
Bennington  . 


1,110 
I.-IVO 
4,100 
277 
1650 
S3 
1,200 
1,660 
1200 

3yo 

1.  6.50 
10 
603 


500 
1.050 

514 
1,500 


711 

2,360 
1,660 


Temperature,  in  degrees  Fahrenheit 


Sol    I 


-1.5 
-L3 


Precipitation,  in  inches 


No.  of  days 


5|    I 
'II    I 


2.18 

\ 
-0.  14 

H,  «;-! 

—0.  22 

2,  .S,=. 

-to  86 

■A.  9,'^ 

2.  05 

1.29 

-2  06 

2.  72 

-0  02 

2  26 

—0.  70 

2.  ;!7 

-t  0.  35 

3  (11 

+  0  16 

3.  .52 

+  1.45 

2  67 

+  0.  13 

H,  (17 

-  0.  :a 

+  0.02 

3.  3!i 

-0  36 

2.64 

-0..38 

2.  65 

-iO.  6b 

3.  37 

—0  24 

3,  56 

+0.67 

2  HI 

+0.  06 

2.  76 

+0.84 

2.  3S 

-0.41 

2.  75 

+  0.91 

3.15 

+  1.42 

3.  01 

-0.22 

2.K9 

+  0.29 

3.27 

-0.12 

3.  i)2 

-0.08 

2  42 

+0.59 

2.16 

+0.31 

3.2(1 

2.  22 

-0.54 

2.  23 

-0.02 

1.74 

-0.28 

2  21 

1,91 

-0  44 

3.  10 

+  0.69 

2.74 

-0.19 

2.  75 

+  0.10 

0.77 

—  1.38 

3.61 

1.H1 

—  1  08 

3  3(1 

+  0.97 

2.90 

+0.08 

2.  06 

-0.47 

3  7K 

-1.39 

2.  90 

-0.26 

2.  2H 

-0.42 

-0.  70 

4.45 

+  1.26 

1.30 

-1.  02 

4.20 

2,79 

1.73 

-0.95 

3  62 

+0.10 

■2.21 

-0.54 

1,64 

-1.32 

1.90 

-0.85 

2.  39 

-0.93 

1.62 

-1.54 

•2.19 

-0.07 

2.51 

2.  90 

-0.23 

2.  22 

-0.49 

2  28 

+0.50 

2  92 

-0.16 

2  37 

-0.33 

2.56 

-0.10 

2  83 

2  60 

+  0.08 

1.44 

-0.64 

1.98 

+  0.06 

1.45 

-0.12 

2.80 

+0.  22 

1.69 

-0.76 

2.75 

;..  ,53 

1.75 

1.58 

-0.35 

1,99 

-0.31 

3.56 

+  0.18 

3.30 

+  0.36 

-1  31 

+  1.33 

l.,55 

-0.70 

2.92 

+0  08 

3.16 

+  0  69 

1.30 

-0  60 

l.,52 

+0.17 

1.96 

-0.08 

2.90 

-0.14 

3.26 

-0.  02 

17     'i-i. 


Civil  Aeronautics  Ai 
B.  L.  Hadley 
Walter  Tliurston 
Samuel  E.  Kamerliui 
U.  S.  Weather  Bureai 
U.  S.  Weatlier  Biueai 
Augusta  Water  Distri 
Bangor  Hydro  Electr 
Mrs.  Hannah  1.  Hate 
State  Normal  School  ; 
C  W.  Norsworthy 
W.  B.  Clark 
Samuel  D-Soule 
U.S.  WeatiierBui 
C.C-  P.  &L.<;o. 
William  H.  Cummine 
p.  M.  Tripp 
Union  Water  Power  ( 
Bangor  Hydro  Klectr  !i 
Great  Northern  Pape)  ) 
Union  Water  Power  C 
Great  Nortliern  Pape) 
June  fowler 
Ralph  F.  Webber 
(;.  L.  (;haiiljounie 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S    Weather  Bur 
Me.  Kxperimunt  SI 
Great  .N'ni  tliyiii  Papei  ) 
Oliver  W.  Holni-s 
Charles  A- Mix.r 
Kutli  Diirgin 
Union  Water  Powe 
Guy  W.  Butler 
Honiiigs\\.ortli  .t  V 
St-  i^roix  Paper  Co 


Edward  Fenn 
George  K.  Tucker 
Kenneth  Boothroyd 
U-S.  Weather  Bureau 
Sarah  H.  Gleason 
Univ.  of  N.  H. 
Union  Waiei 
Conn   Vadey  Lumber!) 
R.  R,  Ricker  ^ 

F.J.Southmayd 
State  .Sanatorium 
Frank  V-.  Leavitt 
Dartnioutli  College 
N.  II    Research  Fora 
Wendell  Lees 
C.  F.  Bobbins 
Arthur  W.  Marshall 
Edward  A.  Carr 
Public  Service  Co.      | 
Androscoggin  Res-  Co' 
Pennichiiok  Water  WcMi 

E.  E. Tobey 
H.P.Shepard  it 

F.  A.  .smith  l 
J.  B.  Dodge  I 
Mrs.  HatlieG.  Trow  i 
Claude  Baker  I 
Kenneth  Berry  I 
U-S.  Bureau  of  Fisherl 


U.  S.  Weatiier  Bureai| 

B.  F.  Hydro-Electric  ti 
State  Fish  Hatchery  |} 
(■ieorge  L- Cooper  \' 

Raymond  L.  Brown  i* 
U.S.  Weather  Bureau* 
Cen.Vt  P.  S.  Corp.  i 
Mrs.  Theo.  G.  Taplin  > 
Sarah  E.  Lane  ' 

Mi-^sE.  M-  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
,T.  F.  Devins  tit 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  Mav  ttt 
Harold  P.  Gr.int 
Rev.  A    B,  Crichton 
U.S.  Weather  Bureai 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  12  for  explanation  of  reference  marks. 
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Climatolog-ical  Data  for  February,    1042,  (Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


No.  of  days 


•s«it« 

.i.t8 V 

rbuiy  (near) 

(Burke- 

(Hartfor<!='  — 

I  hirer  Jc.  2.. 

nirhaiu--' 


Wiudhaui  — 
WiiKilmm.... 
WashiUKtou. 
CaludoiiiH  — 

Wimisor 

Windsor  — 
WiuJlittin  •• . 

Windsor 

Windham  ... 
Windsor 


Berkshire  ■• 
llttuipshire  • 
Middlesex.. 
Noriollc  — 
do  .... 

Siiflolk 

Worcester  . . 
I'lyiiioutli  .. 
lliimpdeii  . ' 
iliimpsliire. 

Suirolk 

Worcister  .. 
Middlesex., 
i'lynioutii  ■• 

Bristol 

Worcester  •  ■ 
Middlesex  •• 

do 

Norfolk  

Worcester . . . 

Essex 

Kranklin 

Middlesex  ■• 
Worcester  . . 
Barnstable.- 

Kssex 

Franklin 

lliiinpdeii  .. 
Berk<iliire  •. 
Worcester  • . 
Barnstable-- 

Essex 

Worcester  -  •  • 
Middlesex.. 

Kssex  

Mi<ldlesex  --, 

Bristol 

I'lynioath  •■• 

Kssex 

Worcester  • .  • 
Worcester  .  • 
Frauklln  .... 
Nantucket'. 

Bristol 

Worcester  .  ■ 
riyinonlh  •• . 
Berkshire  ■  ■■ 
Worcester  ■ . 
Berkshire  •  ■ 
Hampshire.  . 
I'lynionth  -. . 
Worcester  •  •  • 
Barnstable.-. 

Kssex   

Bristol 

Franklin  ... 
Worcester  . . 
Berkshire  — 
Middlesex  ... 
Hampden  •■ . 
Worc(!Ster  •  • 
Berkshire.... 

Essex    

Bristol 

Franklin  ... 
Hampshire . . 
Worcfsier ... 
Hampshire-.  . 
Hampden  •■  ■ 
Middlesex  ••  • 
Berkshire  .. . 
Worcester  ••  • 
Berk.shire  ••- 
Worcester  •• 
Worcester  •  • . 


Newport 

Washington  . 
Newport-.  . 
Providence  • 


-102 
•254 
172 
■240 
1,110 
15 
165 
325 
95U 


+  1.4 
—0.7 
+1.2 
-0.7 
-1.5 
-0.7 

■+6.4 
■+0.3 


-0.2 
■-3.' 5 


-2.3 
-1.7 
+0.8 


+0.3 
'-6.' 9 


+0.22 
-0.13 

-i.oy 

+0.20 
-0-49 
H-0.35 

-0  6;s 

-0.11 


-0.07 
+0. 42 
-0.73 
+0.64 

-6.' 20 
+0.  05 
-0.27 
+0.68 


-0.17 
+0.56 
-11.30 
-0.43 
-0.16 
-0  86 
-n.33 
+  0.38 
-0-87 
-P.  CI 
-0.27 
-0.10 
-1.13 


-0  63 
+  0-30 
-0.82 


-0.  64 
—0.16 
-0  45 
—1.36 


=1    S  = 


^-  g-2   5 


L.  L-  Loonnrd 
Conn.,  Itiver  I'ower  Co. 
N.  E.  I'owei  Co. 
(iilmau  W.  Koid  III 
Kvii  K    DiiuliieiJay 
N.  E.  Power  fo. 
E.  T.  SulluTi  III 
()l.;olt  Kail-- Co. 
Walter  Adams  III 
Benton  S.  Pinney 


IK" 


State  Dopt.  I'lihllc  Health 
State  Oept-  Pnljlic  Health 
Mi;l-  WhIci  Works 
Met-  WiUor  Works 
Fred  .\    Tower 
.losecli  1,.  Kelley 
Ui<'hiiiil  ('.  liik'liam 
llf 


Allen 
L-.,  I).  Shapiro 
Alol-  Witter  Wi.rkM 
slate  Dept.  Puhlio  Health 
State  Dept.  Piiblio  Health 
Halpli  M.  Barker 
Bureau  of  EntomoUifiy 
,«tale  Dept    Public  Health 
.State  Dept.  Pul)lic  Health 
State  Dept.  Public  Health 
City  KhKineer 
itateDept.  Public  Health 


A.  W. 


.(Id 


N-  E.  Power  Co- 
State  Dept.  Public  Health 
Slide  Teacher's  College 
State  Dept.  Public  Health 
Carl  Bergstrand 
Met.  Water  Works 
Essex  Company 
Prop.s.  Locks  c^(!aiial8 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  U.  Hoelzel 
.State  Dei)t.  Public  Health 
N,  E.  Power  Co. 
Chailotte  A    Ilraun 
V.  S.  Weather  Bureau 
City  ISngineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Waterworks 
Con)r.  ..f  Public  Works. 
State  Dept.  Public  Health 
Plymouth  Cordage  Co. 
Met.  Water  Works 
Javan  D    Vok 
n.  S.  (•  G.  Station 
Bristol  Co,  Agr.  School 
N    K.  Power  Co. 
State  Dept    Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
U.S.  Armory 
Met.  Water  Works 
N-sbil  H.  DiUiKs 


K. 


.ewl 


Water  W^oi  ks 

Turners  Falls  P  .t  fC.Co. 

State  Dept.  Public  Health 

State  Dept  Public  Health 

T.  F.  Whitbrra,! 

Stale  Dept.  Public  Health 

Weston  CoIleL'e 

State  Dept.  Public  Health 

Mot.  Water  Works 

Williams  (;olleMe 

StHte  Dept  Public  Health 

Clifford  [,.  Davis 


C.S.  Weather  Bureau 
AKr.  R.yp.  Station 
Agr.  Exp.  Station 
U.S.  Weather  Bureau 


See  page  12  for  explanation  of  reference  marks. 
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CLIMATOLOGIGAL  DATA:  NEW  ENGLAND  SECTION 


February,  194:j 


CUmatologrical   Data  for  February,  1942,  (Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


^° 


s 

•g 

to 

1,2?, 

16 

1.21 

I 

1.(10 

17 

2.  -cl 

1 

().  SO 

17 

1.47 

1 

1 

O.flfi 

17 

0.94 

1 

0.H7 

16-17 

1.78 

17 

1.99 

1 

0.99 

17 

1,40 

17 

1.2.'i 

16-17 

1.53 

17 

1.24 

17 

0.  b2 

17 

0  M 

17 

0.  9.T 

1  fi3 

17 

1.03 

8 

0.«1 

8 

a. 62 

No.  of  days 


Connecticut 
Baltit^ 


BiirkliamscadS  . 
Bridgeport^...  ... 

B.irl.ugioul! 

Colchester 

CoUinsvilleS 

Cream  Hill  t 

Danbury 

Falls  Villages  .  .. 

Hartford' 

Lake  IConomoct. 

Mariou 

Middletown 

Mt.  Carmel 

New  Haveni 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS. 

VVaterbnry   

West  brook 

West  Uarllantia. 

Windsor  Locks  ■  • 

For  StHte..   • 


New  London 
LilolifieUl  ... 

fairtield 

Harttoid 

New  London. 
Hartford  ■  • . 
Litchfield  ... 

Frtirlield 

Litehlield  ... 
Hartford  .... 
Nevv  London. 

Hartford 

Middlesex  ... 
New  Haven  . 


do 


New  London. 

Fairfield 

Windhnra.... 
Litchfield  . .. 

Tolland 

New  Haven  . 
Middle-ex  .. 

lla;  Herd 

do 


-0.5 

■-o.'s 


-LO 
+0.5 
+  L6 


The  Baltic  iMills  Co.  1 

Water  Bureau,  Hartford 

Bridgeport  Hydraulic      i 

Water  Bureau,  Hartford; 

J.  P.  Bailey  I 

Edwin  U.  Wilder 

T.  S  Gold  ' 

Danbury  Flying  Service    ■ 

Conn.  Power  Co. 

U.  S.  Weather  Bureau     i 

New  London  Water  Work| 

Helen  N  Upson 

Kdward  C.  Sosman 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.C'omstock 

Civil  Aeronautics  Antb. 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  BnreRn,  Hartford 

U.  S.  Army 


N- 

N- 

)lh, 

2. 

Pressure,   Wind 

Humidity  an 

d  Sunshine 

-C 

Stations 

Atmospheric  Pressure 
(reduced  to  sea  level) 

Wind 

Relative       1 
Humidity   J 

Auroras.— d-ith,  15-16th,  20-24th. 

Halos,  lunar— 2-5ih,  10th,  23d,  25-27th. 

Hiilos,  so/ar— 9-1 0th,  14th,  16th,  19th,  23d,  25-27th. 

i 

1 

s 

s 

1 

5 

1 

51 

1 

s 

1 

a 
1 

a 

d 

a 

n 

Hail.  —  (dates  and  general  location) — None. 

Amhertt 

Block  Island  .... 
Blue  Hill  

29.  83 
29.78 
29.  78 
29.76 
29.  85 
29.  68 
29.77 
29.66 
29.  72 
29.82 
29.  82 
29.75 
29.84 
29.  82 
29.73 
29.  79 

30.46 
30.42 
30.44 
30.41 
30.45 
30.35 
30.41 
30.35 
30.39 
30.50 
80.45 
30.38 
30.46 
30.47 
30.39 
30.43 

29.28 
29.24 
29.26 
29. 19 
29.21 
28  79 
29.21 
28  91 
29.  05 
29.23 
29.25 
29.25 
29.  25 
29.26 
29.  16 
29.  25 

1 

1 

26 

26 
27 

1 

7 
8 

1 
27 
8 

9.7 
21.6 
19  9 
14.6 

8.6 
15  1 
11.6 
12.9 

8.8 

5.5 
12.1 
12.2 

n.i 

8.2 
9.7 
11,0 

32 
52 
54 
33 
24 

37 

26 

34 
35 
2S 
27 
34 
29 

nw. 

nw. 

s. 

11  w. 
e. 

nw, 
nw. 

n"e. 

ne. 

13 

21 
13 
13 

17 

is 

7 

13 
13 
13 

7 
9 
7 
13 

'68' 
74 
65 
82 

72 
86 
91 

74 

77 
88 

71 

'58 
56 
50 
66 
77 
52 
76 
76 
66 
51 
63 
60 

'56' 
56 

65    . 

61  S 

^t  I 
85  .. 
60  S 
80  6 
83  .. 
77     8 

69  1 

70  ( 

67     ( 

62  I 

Thunderstorms.— d\st,  New  London,  Conn. 

Fog,  dense.-lst,  6-8th,  12th,  17th,  24th,  25th. 

Sleet. —  (dates,  division,  number  of  stations  reporting; 
northern  division ;  S-southerii  division.)  —  1st,  N-8,  S-1;  2d, 
1;  5th,  N-1,  S-3;  6th,  S-5;  7th,  N-9,  S-8;  8th,  N-6,  S-2;  1( 
N-12,  S-4;  17th,  N-21,  S-3;  19th,  S-1;  26th,  N-1;  28th,  S- 

Boston  

Burlington  

Caribou 

Concord  

Eastport 

Greenville 

Hanover 

Bartford 

Nantucket    

New  Haven 

Northfield 

Portland 

Providence 

i 

EXPLANATION  OF  KEFEEENCS  MASKS 

Except  as  othcrwi.se  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tb.e  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  ou  which  they  are  recorded.  The  departures  from  the  normal  te 
perature  arc  compute<i  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.    Departuies  of  precipitation  with  15  years  or  more  of  record  i 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35- year  period:  for  stations  of  10  to  14  years  of  roeoid  the  means  for  the  period  of  record  are  used.    Refer- 
ence letters  »,''.=  ,  etc.  appearing  in  the  (able  indicate  number  of  days  missing;  for  example,  •>  represents  two  days,  etc. 

t  Post-office  addipssps  of  these  stations  are  as  follows:  Maine  -  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripoi?enus  Dam,  Millinocket;  Winslow,  W;iterville;  — 
New  Hampshire^  —  First  (lonuecticut  Lake,  Pittsburg;  New  Durham,  Alton  ;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  —  Bloomfield.  North  Stratford,  N.  H.; 
(Cornwall,  Middlobury ;  Mays  Mill,  Colrain.  Mass. ;  Searsburg  Station,  Wilmington ;  Somerset,  Wilmington  :  Vernon,  Shelburne  Falls,  Mass. ;  —  Massachusetts  -  Ashland,  F 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framingham;  —  Connecticut  -  Cream  Hill,  West  Cornwall :  Lake  Konomoc,  New  London. 

it    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

•    Precipitation  included  in  that  of  next  measurement.  •*    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  ?+    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station ;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2    Precipitation  measured  in  morning;  amonnt 
recorded  is  for  preceding  24  hours  (enditig  on  date  ent°red).                     3    Tnemometers  not  supplied  by  Weather  Bureau.  §    Also  on  other  dates 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 
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Daily 

Precipitation  for 

February 

,   1942 

Drainaife  basin 

Day  of  month 

^ 

'hhh 

5 

6 

= 

8  1    9  1  10 

11 

12 

13 

14 

15 

,.|.,|„ 

19  1  20  j  21   1  22  1  28 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Maine 

.52    .01 

.01 

.22 
.08 
.09 
.75 
.11 
.06 
.36 
.24 
.15 
.41 

.22 
.21 
T. 
.02 
.10 
.24 

.'01 
.13 

-A- 

T. 

't.' 

'f.' 

....1  .471  .25 

.15 
.04 

.01    T. 
.02   .01 

■ri':. 

.01    .04 

.05.... 
.33IT. 
^03.02 

T. 

T. 

.01 

T. 
T. 

T. 

■'61 
T. 

2  18 

m 

.Min« 

Kennebec 

Androscoggin 

St.John 

Const 

Kennebec 

.57   .10   .02 
125     ml       - 

T.' 

.73 

.80 
.30 
.22 

.23 

.02 

T.' 
T. 
T. 

't. 

T. 

t. 
T. 

.02 

•r. 

.08 
T. 

'.'62 

't'. 

.02 

'.'62 
.04 

'.38 
.12 

2.85 
3.95 
2.05 

.43 
.41 
.78 
.69 
.52 
.90 
.40 
.66 
.96 
.70 

.04 

.07 
04 

T. 

T. 

.01 
T. 

.05 
T. 

:;°' 

T. 

.06 

'.■52 
T. 

'.'is 

T. 
.31 

.03 
.05 
T. 
.02 
.01 

'.46 
.24 

T. 
t'.' 

larop.... 

.01 
.01 

.30 

:o9  .03  :: 

.... 

:24 

.82 
.72 

■:-S 

.42 
.77 

.02 

.6.^ 
.70 
.91 
.35 
.82 
.68 

.14'  .01 

'.'is 

2  26 

Kt^nnebec 

.03 
.06 

'.'i4 

2.37 
3.01 

,.:          I'tou 

....do 

T 

.01 

.... 

.40 
•1- 
.02 
T. 

".'47 

.04 

'.'67 
.09 

!l4 

.25 

.09 

.10 

do 

2.67 

'    ■_':   ■'      '/      

Kennebec 

.10 

T 

.41 

.10 
34 

f.' 

.... 

'.'62 

T. 

".'is 

.05 
.02 
.07 

'.'63 
.11 

"■.i 

't. 

'.'08 
T. 

.14 

'                    "f*t 

...do 

.04.... 

T. 
.04 

.2:- 

.29   .52 
.01    .85 

T. 
.'i2 

'.'42 
T. 

't.' 

T. 

.05 

.'26 

.02 
'.'06 
't.' 

.07 
'.'65 

't.' 

T. 
'.'65 

.01 

't.' 
'i''.' 

.02 

T. 

.06 
T. 
.01 
.01 

.03 

'.'oo 

T. 
T. 

T. 
.12 
T. 

* 

St.  John 

.21 
.20 
.35 

'.'21 

.35 
.95 
.65 
.70 
.71 
.00 
.01 
.80 
.65 

:8 
■i 

.27 
.95 
.42 
.52 
.35 
.42 
.13 
.82 

.77 
.18 
.86 
.50 
.32 

1.00 
.66 
.48 
.68 
.82 
.30 

1.39 
.35 

1.07 
.82 
.67 

1.01 
.70 

'.St 

.  171     O.'j 

.051 1.10 

.... 

2  65 

Androscoggin 

.86 
.90 
.74 
.59 
.80 

.63 
.64 
.64 

.84 
.50 
.19 
.77 
.-28 
.59 
.37 
.53 
.OS 
.SO 

.55 
.17 

:fo 

'.10 
.28 
.30 
.69 
.78 
.5( 
.61 
.28 

1.12 
.46 
.36 

1.04 
.79 

05 

.05 

.51 
.34 

.60 
.o-l 

'21 
.19 

.'93 
.05 
.22 
.24 
.60 
.U 
.01 
.20 
.60 
.60 

'.m 

.06 
.54 
.12 
.25 

.'32 
.08 
■V. 
1.56 
.15 
.09 
.in 
.31 
.54 

.■34 

.■ni 

.57 

:i 

.46 
.82 
.06 
.30 
.46 
.53 
.11 

;4( 

.05 
".OS 

.83 
.08 
.65 
.05 
.31 
95 

3.37 

Kennebec 

Andoscoggin   

Penob.scot   

Presnmrscot 

Kennebec 

Presunipscot 

Penobscot   

do 

■^ 
.76 
.18 
.07 
.13 
.72 
.02 

'.04 
.04 

■.08 
.06 
.03 

"ios 

.06 
.09 
.36 

•r. 

.12 

■.05 
.33 

.08 

■rV 

.15 
.22 
.11 

•r. 

.09 

;d 

.'67 

'!63 

.4.S 
.37 
.03 
.10 
.23 
.17 
.45 

.17 

'.'21 
.17 
.14 
.54 
.19 
.07 
.37 
.21 
.12 
.85 
.07 
.65 
.60 
.11 
.42 
.11 
.22 
.46 
.57 
.40 
.22 
.07 
.35 
.25 
.05 
.33 
.12 

.12 
1 

.... 

't'.' 

'.'06 

T. 
'.'69 

■.'26 
■'29 

'.'is 

'.'co 

'.'69 

.07 
.26 

't.' 

't.' 

T. 
.03 
.05 
T. 
.03 

■.'i.3 

't.' 

'.'69 

'.'64 
.02 

'.'61 

't. 

.... 
T. 

'.'66 
T. 
T. 

'.'62 
'.'67 

.05 

'.'61 
T. 

't.' 

'.'62 
.36 
T. 

.31 
.04 

2  76 

■.'02 

■'65 

'.'63 

.01 
T. 
.23 
T. 
.02 

... 

.... 
.... 

^u\ 

uIgtOU... 

T. 

3.15 

:'' 

.12 

2.89 

■.■45 

T. 
.04 

'.is 

3  27 

T. 
.13 

.08 

'.'08 
04 

'.'10 

.06 
.08 

.'67 

■.'10 

.06 
'.'64 

'.'08 
.10 

'.'aj 

.04 
T. 
.02 

•r. 

T. 

.04 

'.'is 

T. 

!i4 

.... 

:'Damf" 

St.John 

Penobscot  

{.oast 

Androscoggin 

Kennebec 

Androscoggin . 

SI.  Croix 

Kennebec 

.39 
.19 
T. 

'.'62 
.10 

■'63 

.15 

.07 

T. 

't.' 

't. 

't'.' 

T. 

'.'06 

't.' 

.09 

'.'oi 

T. 
.02 

i'. 

'.'oi 

.03 

2  42 
2  16 

T. 
T. 

.02 
.02 

'.'6i 

T. 

'.'oi 

T. 

T. 

'.'63 
.09 

't.' 

.01 
.24 

2  22 

.62'  T. 

,.;;';;;;;;;; 

.03 
'."62 

'.'6i 

.32 

.02 

.15 
.18 
.07 

't'  ' 

.10 
.04 
.02 
.03 

'.'63 
.07 
.05 

1.74 
2.21 

.05 

■■i-'.' 

.06 
'.'06 

.06 

.02 
T. 
T. 

T. 

■r 

T. 

.08 

'.'io 

.14 

.05 
.04 

'.'62 
.04 

.10 

.01 
T. 

;  Mips/iiie 

AndroscoRgin 

Connecticut 

Saco 

•v. 

ioa 

.09 

.'07 

•r. 

T. 
T. 
T. 

.02 
■1 

.14 
.01 

'.'62 

't'. 

T. 
.02 
T. 

.02 
.02 

'!'■. 
.12 

■.'oi 

.07 

.'42 
.02 

0  77 

^lli 

3  61 

T 

.06 

Notch'... 

Androscoggin 

Coast 

Androscoggfn 

CoiiMecticut 

...do 

Merrimac 

Connecticut 

.02 

.32 

•1. 

.15 

3.30 
2  "0 

.57 
.22 
.35 
.30 
.22 

'.'14 

1.24 

"ii 

.56 
.32 
.04 
.43 
.91 

'.'56 
.16 

'.'63 

';64 

.03 
.07 

'.'08 

.08 

't. 

T. 
'.'i5 

".n 
.'64 

'.'69 

't'.' 

.09 
.23 

f. 

'.'45 
'■i'.' 

'.'is 

'.'65 

'.'12 

.'62 
T. 

'.'06 

'.'is 
■f.' 

Mil  Laket 

T. 

3  78 

T. 
.22 

.02 
T. 
.04 
T. 

1  69 

'.'06 
T. 
.42 
.17 

'.'22 

Conni'cticut 

jrerriniac . 

T 

.08 

.02 

.02 

.04 
'.'62 

'.'oi 

'.'65 
f.' 

't. 

't.' 

■.'65 
'.'06 

T. 
T. 

t'. 

.04 
T. 
T. 
T. 
.01 

't'. 

'.'os 

T. 

.'ii 

4  20 

T. 

.25 
T. 

■f.' 

ar) 

Conne<ticut 

Merrimac 

...do 

...do 

Androscoggin 

T. 

1  73 

3  62 

•■■r 

.16 
.2f 

T 

■|'. 

T. 

03 

.02 

1  64 

.07 

.03 

1  90 

.01 

■r 

T. 
T. 

.10 

<^mi\".:' 

.98 
.6:1 
.69 
.60 
.94 
.51 
.76 
.45 

.31 

.70 
■.It 

;o5 

T. 
.04 

.10 

■r. 

T. 

.05 

Connecticnt 

...  do 

Saco 

Merrimac 

Connecticnt 

Pi-seataquis 

Andro.-coggin 

.05 

;o2 

■'os 
■r. 

.03 
T. 

.02 
.01 
.09 

. 

=1?^ 
'.'63 

.38 

T. 

.05 

r. 

'.'26 

.07 

.62 

.01 
.10 

;i5 
.20 

.36 
.70 

.23 

■.'22 
.38 

.02 

.48 
T. 

".is 

'.'ie 

'.'05 
.02 

".03 
.22 

r. 
.02 

.59 
.71 
.62 
.76 

.76 
.95 
.68 

.90 
.40 
.47 

■.'63 

'.'06 
.'64 

.02 

.'6t 

.02 

.07 
T. 

•r. 

.05 

'.'03 
.11 

•r. 

.04 
.01 

.06 

t.' 
T. 
T. 

.18 

.18 

'.'is 

"it 

'f. 
T. 

.10 

'.'04 
06 

:ora* 

.  Notch... 

2.51 
2.90 

rlslown'. 
Falls.... 

.05 

.05 

.03 

■r. 
'.'65 

T. 
T. 

.03 

.02 
.04 
T. 

't 

■V. 

'.'08 
'1'. 

'.'64 
.01 

■^?^ 

■r. 
'.'63 

.07 
T. 
.04 

.04 
'.'05 

.01 

';62 

.27 

':6.5 

.20 

.01 
.02 
.01 

2.28 
2  ')2 

.25 

;o2 

.07 

.10 

'1' 

.15 

.61 

.01 
T. 

'.'63 

It  \\  a^IiinjftontJ. 

2  83 

Vermont 
Wlou- Fulls*.... 

Connecticut 

2.60 

..It 

Connecticut 

...do 

1.98 

Champlaiu 

Connecticut 

...do 

.28 
.54 
.53 

.02 
.02 
.04 

.17 
.16 
.06 

.0.5 
.58 
.16 

.14 

.20 
.21 

.22 
.30 
.15 

.29 
.30 
.11 
.15 
.12 
.10 
.82 
.50 
.53 
.15 
.65 
.60 
.03 
.22 
.32 
.27 
.53 
.80 
.31 
.42 
.06 
.19 
.09 

T. 
T. 

.'63 

.-20 
.07 
.08 

T. 

t'. 

T. 
T. 
T. 

'.'61 

f. 
'.'61 

.15 

.'07 

'.'17 
.26 

'.'20 

■.'97 
.29 

.10 
.94 

:■: 

:g 

.47 
.88 
.95 
.35 
.13 
.44 
.90 
.23 
.38 
.40 

1.05 
.95 

1.01 
.71 

■i 

1.05 
.60 

f.' 

T. 

't.' 

■;o3 

.07 

T. 

.01 
.04 
.01 

T.' 

't'.' 

.47 
.05 

.06 
.02 

.01 

.06 
T. 

f. 
T. 

'.'67 
.02 
T. 
.01 
.04 

'.'63 
.01 
.02 
.07 
.06 
.09 
.04 

r. 

% 

.12 
.02 

.01 
T. 
T 

■.03 

'.'62 

'.'6i 

T. 
■1. 

f.' 
T. 
T. 
.01 
.02 
.01 
T. 
.06 

f. 
't'.' 

't'.' 

.04 
T. 
T 

'.'65 

T. 
1'. 

■v.' 

T. 
T. 
.07 
.06 
.02 

".03 
'T.' 

't'.' 

.05 
T. 
T. 

'.'22 

T.' 

'.'39 

.'45 
.05 

'.'i4 
T. 

.02 

■.03 
.12 

•f." 

.02 
T. 
.01 

"r 
.01 
T. 
.14 

f. 
.02 

'.'08 
.04 
.02 
.02 
.01 

'.'io 
.20 

't" 
.02 

T. 
T. 

T. 

.02 
'1-. 

T. 

'.'03 

't" 
.01 

.07 

■f. 
T. 

■.'65 
T. 
.02 
.01 
.01 

.'03 

•■/" 
'1'. 

'i'.' 

.04 
.01 
.06 

.02 
.08 
T. 
T. 
T. 
T. 
.05 
.05 
T. 

".n 
.02 
.11 

.06 
.12 

'.'64 

'f. 
.02 
.05 

■t'' 

T. 

.02 

'.'64 
.10 
f  ■ 

.02 
T. 
T. 

.6i 

f. 

.02 

1.45 
2.80 

-V 

V  Com.  .. 

St.  L  iwrenco  .  . 

Champlain 

Connecticut 

.    do 

.77 
.42 
.69 
.65 
.34 
.15 
.84 
.83 
.18 
.14 
1.07 
1.10 
.60 
.20 
.87 
.80 
.78 
1.26 
.68 
.57 
.75 
.69 
.07 
.94 
.42 
.74 
.42 

.10 

.14 
.17 

.01 

.01 
.10 

.22 

;i2 

.18 

1 
T. 
.04 
.18 
.02 

'.07 
.44 
.01 

'.'36 
T. 
T 
.01 
.06 
.03 

2,75 
2.  F,S 
1.75 
1  58 

■■■■■t"- 

^'  1  te 

,'  KalU.... 

Champlain 

Connecticut 

....do 

...do 

St.  Lawrence 

Champlain   

Connecticut 

..    do 

1.99 
1.01 

.  im 

.01 

i' 

.06 

.05 
.01 

'.08 
.02 

'.'62 

r  ■ 

.04 
.03 
.02 
.01 

.64 
.45 

•i 

.25 
.52 
..56 
.72 
.19 

.02 

'f.' 
T. 

'f 
.01 

f. 

T. 

f. 

.... 

3.56 
3.30 

1' 

.02 

1..55 

.06 
.02 

;o7 

■.'04 
.12 
.07 

^01 

.05 

T. 

'.'62 
.07 
.14 

3.16 

Champlain 

...do 

Connecticut 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

...do 

....do 

....do 

■f.' 
T. 

.02 
.03 
.05 

.04 

.08 

■f.' 
.01 

'.ii 

.02 

.03 
T. 

.06 
.03 
.02 
■1', 
T. 

'f. 
.03 

'.02 
.06 

^•station. 
■-t 

.01 

z 

.03 
■V. 
.04 
.36 

'.'oi 

.03 

T. 
T. 

t. 

't.' 

.01 

1.52 
1.96 
2.90 
3.26 
4.18 

T. 

■f.' 

'.'37 

2.49 

.39 
.01 
.64 
.13 
.68 
.41 

T. 
.11 

:;vorJunc.' 

■■litiujhara' 

:S 

0.97 
3.40 

ilder* 

.03|  .36 

T. 

'.'26 

1.40 

:::: 

:::: 

■:,. 

oodstock 

....do 

.... 

2  14 

See  page  12  for  explanation  of  reference  marks. 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February,  194' 


Daily  Preciiitation  for  February,  1S4S,  (Continued) 


Diaiiuge  Basin 


Mas.-achusetts 

Adams* 

Amhei-slJ 

Ashlaiul 

Heoci,«'(K>.i**.... 

IJluo  Hint  

Boston  1 

CoyUton 

BrorlvloM 

Chester** 

Chestorlicl.i**.., 
Chostiuit  Hill*.  . 

ClititoMii 

Coiiooirt 

Hast  Wari'hain^ . 

FiUl  RivPi- 

Fitcl!'.;ifff 

Kort  OovoiLS.... 

Kraniiiiirl'sun 

Franklin" 

Gardner*' 

Gloucester 

Grolon** 

HardwicU** 

Hatoliville**    ... 

Haverliiil 

Heath** 

Ilol.voke--' 

Hoostu'Tuuner'. 
Ilubi.aniston*'   . 

H.vaimi.^ 

Ipsvvicli" 

.Ieller.s..n 

Lake  Co<!iituate. 

Lawrence 

Lowell  

Ma.ii.-tK'ld** 

Middleljoro**  .  . . 

MiddlPton 

Milford** 

Millbui;,**        ... 
Montague  cit.v^. 

Nantiick.-!' 

New  H.'df;.r.l      .. 
Northbriilg.'**.  .. 

Pembroke** 

Pern** 

Petersham  

Pittsl^eM-'i.    

PlainJield** 

Plymoutli 

Princeton 


Rook  poet 

Segreganset .  . . 
Shelbiirne  Fall; 
Soiitiibridse**. 
South  Kpromoi 

Spot  I'ond 

SprinKii,.],!  .... 

Sterling 

Stockbridge .  . . 
Swanu'scott.  .. 

Taunton2 

Turners  Kalis.. 

AVare'*  

Webster** 

West  Cnmmingtou 
Westlield**  . . . 

Weston 

West  Otis"  . 
West  Rutland 
Willianistown 
Wiiiehendoii" 
Worcester 


Hudson  .  . 
I'harli.'!. 


xMerriinac  . 
....do.  ... 

Coa.st 

...do.  ... 


...do 

Miarli'S  .... 
:.'.]nnecti(iit 


...do 

Merriinae  . 
Charles  — 
Merrimac  . 


Kho'le  l^aiid 
Block  Islandl  .  .. 

Kingston 

Portsmouth 

Providence' 


roniiecth 


Baltic- 

Barkhamstcad-  .  . 

Bri<1«eport 

Burlington^ 

Colehe.ster   

Collinsville* 

Cream  llillt 

Danburv    

Falls  Village 

Hartford  i 

Lake  Konomoc... 

Marion    

Middletown 

Mt.  Carmol   

New  Haven  1 

New  London  

Norwalk  

Pntnamtt 

Salisbury 

«torr.s 

Waterbnry 

Wifstbrook  

West  Hartland^ .  . 
Wind.«or  Locks ... 


Connecticut. 


llonsatonie. 
(,'cinnecticut . 
Coast 
Merrimac  .  . 

Coast 

...d  • 


cticut . 


Blackstone  . 
Connecticut. 

...  do 

Charies 

Connecticut. 

....do 

Hudson 

Connecticut. 
Blackstone  . 


Thames 

Connecticut. 

( oust 

Connecticut. 


I'linnccticut . 

Coa.st 

QuinnipiHC  . , 
Connecticut . 
....Coast  ,  ... 


Thames  .  . . . 
Housatom'c  . 
Willimantic. 
Coa.st 


Day  of  month 


I     7  I     8  I     9  1  10      11      12      13      14      15  j  Ki      17  I  13      19     20      21 


.181....  .34 
.041  .32  .05 
.83  .07il.  15 
.131.C5 


'-":.l 


.Oil:... 

T.  1  .03 


.Oft    .74    .Oi!'1.06 


.13  .. 
..  .29 
.  631 ... . 

.221  .21 
...1.10. 
.72  .071. 
♦    2  00' 


.B3 

b-oo 

.M 

.IH 

1.57 

.M 

.1'^ 

T. 

21 

I.'A 

l.XI 

.43 

1.03 
37 

.  52! . . . 

.35   T. 
.40    .1 


.09    .60 
.04 

.43 
1 


1.16 

'J  . 
^2 

T. 
■I-. 

T. 

.... 

T. 

'.^1-07 

'{;• 

T. 

.02 

:!:::;i: 


29     30      31       i; 


See  page  12  for  explanation  of  roferenco  marks 
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15 


Daily  Tempera 

tures  for  Feb 

•uaiy, 

1942 

s 

Day  of  Month 

station 

1         ,         1     , 

1 

Mean 

__J_ 

2i    3 

4  {     5  1     6 

• 

S 

9  1  10  1  11  1  12 

13  1  14 

15  I  16 

1- 

18  ;  19  1  20  1 

21  1  22  1  23 

24      25  1  26  1  27  |  2S 

«_ 

30 

31 

M,ii„e 

1 

1        1 

1        i        1 

i 

1 

1 

Bang"i-   

)  .Maximum  ••■ 

36 

26'      8 

20l    30     27 

33 

32 

23     -23!    261     20 

18!    28 

29 

29 

81 

30     24|    21 

16     24;     82 

86 

86     82 

37 

42 

27.5 

(  Minimum.... 

•2.5 

5!   -5 

-10|  -6     20 

20 

23 

11;  -4 

-11  -2 

4      13 

13 

1 

20 

0    -81      3 

0     11        7 

5 

-3     10 

26 

24 

7.2 

Bar  Harbor  (near)  ... 

\  Maximum  .  •• 

4:J 

351     17 

18;    25     29 

40 

35 

36;     24 

27     20 

20     32 

40 

32 

35 

83     30 

22 

36     30 

86 

37 

37 

35 

39 

40 

31.5 

\  Miiiinmni.... 

25 

17;      0 

0 

2i     21 

24 

2S 

18      10 

8'      6 

7      14 

20 

24 

24       8 

9 

8     12 

15 

21 

9 

27 

31 

15.0 

Caril'OUU 

J  .Maximum.  •  • 

2\ 

20    -2 

10 

111     23 

33 

27 

23     12 

12     10 

8      16 

19 

21 

15 

17      IS 

19 

22|     23 

25;     33 
12       9 
82     84 

85 

29 

35 

35 

20.6 

(Minimum... 
\  Maximum  . .. 

17 
40 

--4 -13 
30       9 

-16 
17 

-191  -3 
281     28 

18 
33 

21 
38 

32!    20 

-5       5 
24      17 

3|       6 
151    25 

2^ 

-3 
25 

6 
31 

26     24 

2? 

6>      8 

5 
32 

12 
34 

29 
35 

19 
36 

4  3 

Eastport' 

17 

25 

27!  0 

(  Minimum.... 
\  Maximum... 
)  .Minimum... 
\  Maxinuun  ... 

30 

21 
31 

ZK     12 
29       9 

ii 

-21 
16 

23     25 

-14      18 

19,    20 

26 
29 
21 
32 

82 
34 
27 
31 

18     13 

8       7 

9|     12 

lli     16 

17 
31 
19 
17 

14 
30 
-6 
21 

18 
30 
21 
15 

17      10 
36     23 

}?    -21 

13 
23 
-9 

18 

& 

6 
19 

14 
25 
10 
22 

14'     20 
811     41 
lol     14 
25,     33 

19 

1 
34 

17 
36 
15 
2S 

26 
40 
25 
35 

32 
44 
32 
36 

16.  6 

Farmiiigton 

28     29     301     22 

12    -8|-11    -8 
26     141     12     10 

29  2 

7^4 

Fort  Kcat 

2'2.0 

(  .Minmunn.... 

1-5 

8;-i3 

-26 

-25    -9 

10 

12 

9       0-3       4 

2        2 

0 

-15 

10 

8 

-17 

0 

7 

4 

-3      10 

4 

8 

24 

28 

1.9 

\  MaxiiMuni  .•■ 

34 
'24 

34      27 
12l   -6 

22 
-10 

2!)|    29 
-6;    20 

33 
19 

33 

28 

f.  i:'\-f. 

21     28 
5     13 

35 
17 

32 
-3 

33 
22 

34 
21 

'I 

23 
-16 

18 
7 

27 
9 

31      40 

37 

36 
19 

41 
23 

41 
29 

31.  1 

Gftr(lin6r 

*  Miiiinmni.... 

7 

14 

8.9 

Greenville  t: 

\  ^la\inulm  .  .■ 

2J 

21        0 

15 

25i     24 

30 

28 

19      16      20;     15 

11 

22 

25 

28 

31 

24 

24 

15 

12 

22 

23 

34 

31 

30 

32 

36  ... . 

22.9 

1  Miiiiinuni...- 

19 

-4-16 

-16 

-201     17 

17 

13 

4    -2i-lo!  -5 

0 

9 

0 

-14 

18 

-3 

2 

0 

11 

3 

-2 

•-4 

16 

21 

13 

2.  1 

Houlton 

2S 

2:>      16 

22|     22 

34 

32 

30 

17 

14 

19 

17 

17 

20 

18 

18 

16 

22 

24 

22 

24 

25 

33 

32 

34 

39 

40 

24.0 

*  Mniiinum.... 

2-2 

16—12 

-20 

-21        0 

18 

25 

14 

6 

-6 

7 

5 

5 

7 

3 

5 

12 

-10 

10 

4 

18 

17 

20 

24 

26 

7.4 

liBWiStOU 

35 

25      12 

27 

26     26 

32 

34 

20 

28 

32 

25 

19 

27 

33 

29 

35 

35 

24 

20 

17 

26 

31 

38 

39 

32 

37 

42 

28.8 

i  .\iininuiu)-... 

25 

6    -2 

-2 

-4     23 

23 

19 

14 

!1 

•1 

2 

8 

19 

15 

5 

26 

14 

6 

-5 

7      17 

14 

17 

14 

23 

26 

31 

12.6 

Madison 

^  .Maxinumi    .• 

3-J 

341     10 

22      221     2:1 

28 

31 

29 

29 

32 

24 

19 

29 

30 

27 

27 

35 

26 

20 

16 

24 

32 

39 

35 

32 

38 

39 

28.1 

(  Minimum  — 

19 

8    -5 

-24-18|     17 

20 

26 

13 

5 

-13 

-12 

-8 

13 

18 

—5 

21 

22 

-1 

0 

5 

11 

4 

6 

0 

11 

25 

32 

6.8 

Millinocket 

\  MiiMiiiiuii  ... 

29 

261       9 

17     27     23 

31 

30 

27 

20 

25 

22 

15 

23 

29 

29 

23 

26 

27 

25 

16 

22 

28 

36 

34 

30 

36 

25.8 

(  Minimum 

IS 

71    -6 

-101—15!     13 

17 

24 

13 

4 

1 

2 

5 

12 

13 

15 

15 

-7 

8 

5 

10 

5 

16 

5 

7 

32 

8.4 

Korth  IJridgton 

j  Maximum  . . . 

36 

30     10 

23 

24      27 

30 

37 

29 

33 

33 

24 

18 

27 

28 

33 

36 

25 

20 

13 

31 

38 

39 

30 

39 

43 

29.0 

(Minimum.... 
\  Maximum  .  •  • 

23 
3S 

35      15 

-15 
18 

-11      20 
281     28 

21 
33 

26 
3:? 

11 
30 

22 

-2 
27 

-6 
27 

4 
20 

12 
28 

20 
32 

0 
32 

21 
31 

20 
31 

1 
28 

-11 
22 

5 
18 

9 
26 

0 
34 

13 

37 

i 

18 
41 

28 
41 

8  6 

OUltown 

29;  5 

)  Minimum.... 

26 

15    -3 

-8 

-7 

20 

20 

30 

15 

6 

—3 

—4 

6 

14 

3 

21 

20 

-3 

6 

6 

12 

10 

17 

3 

20 

32 

11.0 

Portlanai 

j  Maximum  .  •. 

41 

281     14 

20 

30 

31 

34 

37 

24 

35 

32 

27 

24 

31 

36 

3C 

37 

27 

20 

20 

28 

3.3 

39 

36 

41 

41 

31.4 

(  Minimum  ... 
)  Maximum  . . . 

23 

7'       0 

-•> 

3 

18 

26 
22 

23 
32 

21 
31 

14 
30 

8 
22 

5 
14 

-2 
14 

—2 
12 

19 
20 

14 

22 

5 
21 

29 
16 

22 
211 

8 

3 

18 

17 

15 
27 

27 

9 
34 

20 
31 

24 

28 

'^ 

32 
35 

12.  8 

Tresqne  Isle 

32i     161     15 

23!  3 

(  Minimum.... 

16 

91-12  -IS 

-19 

-5 

17 

20 

13 

5 

-5 

5 

3 

6 

5 

-5 

-14 

4 

7 

15 

1 

4 

2a 

29 

4.9 

Bipogeniis  Dam 

\  .Maximum  ■•• 

22 

30!     25!     13 

11 

23 

22 

32 

24 

18 

18 

22 

20 

20 

16 

20 

24 

20 

26 

28 

20 

28 

26 

29 

35 

34 

35 

24.3 

(  Minimum   ... 
(Maximum... 

42 

111— 16.— 21 

-21 
31 

32 

34 

19 
36 

11 
34 

29 

31 

-3 
26 

-4 
23 

-2 

34 

-10 
32 

-8 
37 

36 

-6 
32 

26 

0 
20 

2 
27 

5 
35 

9 
38 

18 
38 

10 
35 

41 

22 

44 

—0.  7 

Bocklantl 

36 

IS 

23 

32.2 

i  Minimum  — 

2!> 

16 

0 

3 

26 

24 

31 

16 

9 

6 

2 

\a 

18 

25 

23 

11 

0 

6 

11 

18 

19 

24 

34 

14.3 

BaiKford     

(  Maximum..  ■ 

3; 

2:. 

9 

2J 

19 

26 

29 

35 

15 

25 

29 

22 

17 

27 

31 

30 

37 

34 

26 

18 

12 

2:h 

2t 

4( 

3b 

32 

37 

42 

27.4 

(Minimum.... 

20 

0 

-n 

-5 

-13 

21 

14 

9 

-1 

5 

5 

15 

11 

-4 

2:i 

15 

4 

-4 

f 

15 

16 

5 

2r 

24 

30 

8.9 

Tanceboro   

)  .Maximum  ... 

32 

34 

g 

28 

30 

30 

33 

35 

35 

20 

•a 

22 

14 

24 

30 

■-'5 

20 

25 

23 

IS 

23 

25 

33 

40 

33 

3< 

3f 

39 

37.4 

(  .Minimum.... 

24 

8 

-6 

-10 

-15 

-4 

15 

25 

15 

7 

-4 

-10 

6 

6 

10 

10 

13 

5 

10 

-5 

5 

-1 

12 

-3 

18 

23 

5.8 

Winslow 

)  Maximimi  .  •  • 

34 

34 

15 

20 

30 

29 

32 

32 

28 

30 

25 

30 

33 

32 

31 

36 

32 

22 

21 

25 

33 

40 

40 

38 

40 

42 

«31.  0 

I  MiTinimm-..- 

2i 

14 

-5 

-6 

23 

21 

29 

14 

-1 

-15 

5 

"is 

15 

14 

1 

22 

-1 

—3 

9 

11 

13 

20 

8 

16 

28 

34 

11.5 

Woo.Uandll 

)  Maximimi  .  •  • 

39 

24i     21 

16 

28 

26 

35 

37 

29 

23 

Zi 

16 

14 

28 

26 

24 

25 

2( 

16 

2r 

22 

33 

3f 

34 

36 

34 

42 

27.3 

(Minimum.... 

23 

21 

-3 

-9 

-8 

5 

18 

22 

23 

8 

0 

4 

-2 

3 

15 

—8 

9 

5 

6 

2 

10 

( 

1 

13 

24 

6.3 

yew  Hampshire 

^■•""'l 

(Maximum... 

35 

21 

8 

19 

25 

27 

35 

33 

22 

20 

27 

19 

19 

24 

30 

2! 

38 

31 

2( 

14 

13 

21 

2t 

33 

35 

27 

3r 

39 

26.1 

(  .Minimum-... 

15 

6 

-14 

-2b 

-18 

-15 

21 

26 

4 

—  7 

-15 

—  13 

-7 

4 

15 

—  It 

-1( 

18 

0 

—4 

3 

-2 

V.' 

13 

16 

18 

24 

2.0 

tethlehem 

)  Maximum  . . . 

30 

20 

0 

22 

24 

32 

34 

30 

16 

20 

25 

If 

in 

23 

30 

28 

33 

2:5 

lb 

7 

20 

22 

30 

30 

25 

28 

.35 

23.9 

(  .Minimum.... 

20 

-2 

-20 

-16 

-4 

24 

18 

16 

—  1 

-7 

-6 

-4 

-2 

8 

18 

5 

21 

17 

13 

-1 

-2 

( 

3 

9 

13 

18 

24 

6.0 

Soncord" 

j  Maximum .   . 

37 

2:i 

9 

25 

30 

32 

34 

37 

21 

26 

2! 

22 

21 

31 

35 

33 

44 

36 

30 

18 

13 

27 

31 

37 

33 

31 

41 

29.5 

(  Minimum... 

23 

2 

—5 

-5 

C 

2C 

2C 

15 

9 

4 

6 

7 

19 

13 

4 

31 

20 

9 

1 

6 

13 

14 

15 

16 

20 

21 

28 

12.7 

)nrliam 

first  Con'ticut  Lake 

\  .Maximum... 

42 

37 

16 

32 

29 

35 

36 

39 

36 

34 

25 

33 

38 

37 

40 

44 

34 

2i 

30 

34 

42 

43 

3; 

42 

44 

35.5 

(  .\lininnnr..... 
(  Maximum  .  ■. 

27 
26 

15 
30 

f 

-6 

—  4 

2 
15 

25 
2i 

2;? 
25 

22 
30 

10 
2b 

8 
3 

5 

8 

—2 
14 

6 

15 
8 

13 
19 

7 
2( 

30 
25 

3; 

14 
2( 

19 

5 
5 

6 

h 

b 
15 

Ii 

14 
24 

2( 
25 

21 
20 

27 
29 

12.6 

17.7 

J  Maximum  . . . 
(Minimum.... 

1,T 

41 

2« 

2|-21 

2«!       8 
6l   -7 

-35 
25 

-9 

-30 
22 

-13 

30 
21 

18 
32 
25 

19 
37 
25 

0 
25 
8 

-9 
20 

h 

-21 
32 

i 

-22 
28 
6 

18 
4 

-4 

2S 
11 

-3 
30 
20 

—18 
2S 
2 

-12 
44 
28 

10 
44 
28 

32 

12 

-10 
28 
2 

-11 
15 

5 

-5 
27 
9 

2 

25 
19 

5 
33 

15 
35 
9 

8 
33 
19 

8 
33 
15 

lb 
37 

—3!  9 

j^nklin 

29^2 

11.9 

GlenclifE    

j  .Maximum  • .. 

35 

21 

0 

16 

23 

34 

35 

29 

20 

21 

lb 

12 

21 

29 

2b 

43 

35 

2b 

10 

19 

22 

30 

27 

2i 

27 

30 

23.5 

(  Minimum 
piaxiraum... 

20 
35 

-3 
24 

-15 

-11 
16 

1 

Ifi 
34 

25 
34 

11 
33 

—1 

If 

0 
22 

3 
27 

0 
23 

19 

9 
29 

10 
34 

1( 
29 

24 
45 

17 
36 

i 

-5 
16 

-3 
9 

1 
2b 

10 

2; 

8 
35 

13 
3b 

15 
32 

17 
34 

24 

39 

7  5 

27.4 

i  Minimum... 

23 

1 

-12 

-20 

—9 

22 

25 

15 

4 

-8 

-3 

— h 

] 

16 

20 

4 

28 

21 

r. 

-3 

2 

8 

13 

11 

8 

15 

18 

26 

8.2 

Hillsborojl 

j  .Maximum  ... 

32 

37 

14 

K 

26 

26 

29 

32 

35 

2f 

29 

29 

22 

22 

31 

35 

32 

42 

37 

28 

lb 

2b 

31 

35 

36 

33 

3b 

28.6 

23 

9 

-11 

-IC 

-2 

10 

22 

23 

5 

0 

0 

5 

2 

12 

20 

3 

10 

22 

10 

—1 

4 

15 

n 

15 

16 

17 

21 

8.9 

Kear?arge 

\  Maximum  ... 

37 

23 

19 

15 

29 

29 

30 

38 

29 

35 

38 

29 

20 

29 

36 

2i 

40 

36 

30 

19 

17 

31 

32 

43 

42 

32 

4f 

43 

31.1 

(  Minimum.... 

22 

4 

—6 

-2( 

10 

22 

23 

20 

fi 

2 

-5 

-10 

5 

15 

13 

-4 

21 

12 

2 

-11 

4 

9 

( 

0 

4 

19 

28 

7.4 

Keene 

\  .Maximum  .   ■ 

36 

26 

13 

25 

27 

34 

35 

36 

25 

29 

29 

27 

2-5 

34 

38 

34 

44 

3^ 

31 

22 

18 

33 

35 

37 

35 

34 

35 

4S 

31.4 

I  Minimum.... 
\  Maximum  ... 

26 

3S 

8 
27 

-5 
11 

-( 

29 

6 

27 
34 

26 

36 

25 
40 

10 
22 

2 
30 

9 
32 

-2 

26 

5 
23 

9 
34 

18 
38 

8 
38 

31 

44 

38 

17 
34 

6 
20 

4 
15 

10 
30 

21 
33 

11 

13 

3b 

18 
34 

22 

37 

29 
42 

13.4 

Manchester 

31.9 

(Minimum.... 

27 

6 

—2 

4 

8 

28 

27 

19 

12 

11 

11 

10 

10 

20 

19 

12 

34 

34 

16 

9 

8 

14 

20 

18 

21 

23 

24 

30 

16.9 

Hashaa 

S  .Maximum  •.. 

38 

22 

15 

31 

32 

34 

36 

40 

28 

35 

35 

23 

26 

36 

40 

37 

43 

44 

33 

21 

18 

30 

37 

40 

41 

38 

3! 

42 

33.3 

(  Minimum... 

16 

-2 

-3 

11 

22 

25 

32 

12 

11 

5 

9 

17 

10 

33 

31 

15 

7 

6 

12 

lb 

13 

15 

21 

23 

27 

3( 

15.7 

Pinkliam  Notch 

S  Maximum  ... 

34 

22 

5 

lli 

20 

27 

32 

32 

21 

16 

25 

19 

16 

20 

29 

24 

40 

32 

26 

12 

q 

30 

27 

30 

33 

25 

3r 

35 

24.5 

(  Minimum... 

20 

—9 

-11 

12 

17 

16 

3 

-5 

—5 

3 

0 

8 

14 

-2 

18 

15 

3 

0 

-2 

5 

10 

12 

7 

13 

25 

5.9 

Plymouth 

(  Maximum  .  ■ . 

37 

2^ 

i 

25 

3(1 

35 

37 

20 

19 

33 

20 

25 

30 

33 

27 

45 

2b 

18 

10 

25 

25 

35 

31 

35 

42 

'28,  8 

Minimum.... 

25 

5 

-9 

-16 

10 

25 

20 

6 

6 

4 

6 

5 

13 

21 

-1 

20 

23 

7 

-1 

5 

S 

18 

14 

-1 

20 

21 

29 

MO,  5 

Vermont 

Benni.gton 

(Maximum... 

24 

10 

22 

30 

3s 

36 

37 

18 

21 

21 

20 

20 

3i 

34 

35 

42 

36 

35 

19 

15 

29 

31 

34 

33 

33 

31 

39 

29,1 

(  Minimum-... 

8 

-7j      3 

5 

26 

32 

16 

2 

-14 

-6 

-12 

-10 

13 

12 

5 

32 

26 

15 

5 

-1 

10 

21 

9 

8 

1-: 

21 

24 

9,9 

Bloomtield 

26 

7      21 

24 

31 

34 

35 

26 

16 

25 

19 

14 

25 

32 

30 

37 

27 

18 

9 

18 

23 

33 

31 

29 

31 

26,0 

(Miiiimum.... 

24 

-25 

-3( 

-2:; 

22 

IS 

23 

0 

—21 

-IS 

-16 

—6 

9 

13 

-14 

22 

11 

-6 

-15 

0 

3 

-12 

11 

17 

10 

19 

24 

1.5 

S  Maximum  . . . 

Brattlfcboro  |, 

Burlington' 

(Minimum-... 
\  Maximum... 

"Vi 

•i-i 

.... 

"26 

•••g 

'34 

■32 

■12 

13 

.... 

"ii 

"20 

"31 

■30 

"33 

"42 

•••9 

"23 

"\i 

"io 

"25 

"26 

"29 

"31 

"30 

"31 

"ki 

"•24,' 2 

(Minimum.... 

13 

—A 

-15 

-17 

5 

24 

27 

9 

-1 

-4 

-8 

-7 

0 

18 

16 

9 

28 

16 

7 

5 

3 

10 

10 

15 

19 

16 

19 

27 

8.8 

Cavendish  

S  Maximum  . .. 

2S 

5 

20 

21 

33 

36 

34 

22 

20 

27 

24 

20 

29 

35 

32 

48 

48 

31 

17 

17 

29 

31 

36 

38 

32 

35 

42 

29,  6 

(  Minimum-..- 

25 

4 

-9 

-21 

—9 

19 

24 

21 

6 

—3 

—3 

-12 

0 

10 

15 

0 

27 

22 

9 

3 

1 

6 

17 

13 

1 

15 

20 

27 

8,1 

Chelsea 

j  .Maximum  ... 

.... 

.... 

.... 

(Minimum... 

21 

-i 

-24 

-30 

-ii 

■'26 

"24 

"Vr, 

2 

—13 

— ii 

—14 

i4 

"i9 

_3 

"26 

"21 

"6 

-11 

i 

"■5 

"ii 

"9 

i 

"   8 

"9 

"27 

"43 

Cornwall    

(Maximum  ... 

34 

24 

4 

29 

27 

35 

37 

31 

18 

16 

18 

18 

23 

32 

37 

33 

44 

34 

33 

13 

14 

27 

27 

33 

35 

35 

36 

35 

27.  9 

(  Minimum.... 

24 

4 

-17 

-4 

3 

26 

23 

18 

3 

-9 

-3 

5 

14 

19 

14 

28 

20 

15 

4 

3 

5 

5 

14 

15 

15 

14 

2b 

10.0 

Craftjbury  Com 

Maximum.. - 

31 

19|       ll     20 

20 

29 

32 

33 

11 

14 

22 

9 

11 

25 

26 

27 

39 

31 

19 

13 

18 

18 

26 

26 

22 

27 

34 

21.6 

(  Minimum... 

(Minimum  ... 
)  Maximum... 

18 
32 
12 
35 

-4-19|-20 
15      12     21 

-2    -9-20 
19        5l     10 

—3 
22 
-2 

28 

19 
32 
22 
35 
26 

24 

24 
38 

10 
32 
11 
34 

12 

-4 
19 

— f 

12 

-11 

21 

-6 
15 

-5 
22 

-3 

17 

14 

19 
—2 
18 

10 
29 

14 
32 
15 
28 

4 
34 

8 
34 

23 
42 
29 
45 

14 
33 
22 
33 

6 
24 
12 
22 

14 
-2 
15 

12 
7 
14 

2 
28 

8 
21) 

5 
23 
13 
22 

9 
32 
13 
26 

15 
31 
20 
30 

11 
32 
22 
25 

18 
32 
22 
32 

24 
36 
24 
42 

5.7 

Dorset 

25.2 



8.2 

Enosburg  Falls 

25.5 

(Minimum-... 

17 

0-37  -30 

—13 

24 

12 

-1 

-27 

-16 

-22 

3 

8 

-3 

-5 

33 

12 

6 

8 

-2 

8 

2 

8 

12 

15 

24 

8.0 

HewportJt 

)  Maximum  ... 
'  Minimum.... 

32 
10 

12    -2     22 
-10  -21  -24 

23 

—8 

30 
19 

35 

24 

27 

8 

-4 

14 
-12 

21 

12 
-2 

15 

25 

12 

30 
5 

30 

1 

38 
20 

26 

12 

21 

4 

9 

0 

9 

18 
2 

23 
2 

29 
12 

33 
14 

26 
12 

32 

20 

36 

22.6 

4.2 

Horthfield' 

(Maximum... 
(  .Minimum... 
S  Maximum  . .. 

34 
15 
29 

15        1      18 
-3  -22  -24 

21 
-10 

30 
21 
37 

29 
24 
35 

31 
10 
26 

2 
23 

18 
-6 
18 

21 

-12 

21 

18 
19 

19 

29 
19 

33 
16 
35 

28 
1 
32 

47 
28 
45 

31 
11 
38 

24 
2 
26 

13 
2 
14 

0 
11 

23 
9 

2; 

29 
13 
36 

31 

7 
32 

2! 
14 
32 

33 

37 
29 
38 

24..^ 

6.1 

EctUi.d 

2-2        81     22'     27 

22,     32 

28'     30 

27.5 

17 

8'  -9  -16    -3 

18 

25 

23 

5 

-7 

-2 

-8 

0      12 

18 

10 

26 

23 

12 

5 

6|     16 

13 

14 

15 

21 

27 

9.7 

See  page  12  for  ex 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


February, 


Daily  Temperatures  for  February,  1942,     Continued) 


flllii 


Vainont 

St.  Albans  S  Maximum 

i  Minimum. 
)  Maximum 
/  Minimum. 

Somcrsetll ...  !  Aiaxiiiuiiii 

(Miuimum. 

M'ootlstock S  .\Ia.\imum 


St,  Johnsbury 


MiLtmchiisetts 

Amhei.st S  Maximum  . 

(  Minimum.. 
Blue  Hill S  Maximum  . 

(  Minimum-. 
Boston' )  .^l!lximum  . 

/  Mmimum.. 
Brockton \  'Ma.\imuin  . 

I  Minimum.. 
Clinton S  Maximum. 

(  .Minimum.. 
Coucoid )  Miiximum. 

/  Miuiinum-. 
East  \Vareham||. .. J  Al.i.Kniiani  . 

Fall  River j  Mnxmnnn  . 

/  Miniuuini.. 
Fitchburg \  MiixmnuM  . 

Fort  Doven.s J   u.i.iiiinnn  . 

(  ilniinium.  • 
Framingham )  Maxiniuni  . 

(Minimum.. 
Gloucester S  Maximum  . 

(  Minimum.. 
Haverhill  (  \iii.xliiuiiii  . 

(  Minimum. . 
Hyannis \  Maxinuiui  . 

(  Minimum 
Lavvrence S  .Uaxiiiiiiin  . 

(  Minimum.. 
Lowell *  Maximum  . 

(  Minimum  ■ 
Nantucket  i S  Maximum  . 

I  Minimum 
New  Bedford S  Maximum  . 

(  .Minimum.. 
Pittsfieldll S  Maximum  . 

(  Minimum  ■ 
Plymou  th \  Maximum  . 

)  .Minimum. . 
Provincetown Maximum  . 

(  -Minimum.. 
spring  field (  Maximum  . 

(  Minimum.. 

Stockbridge i  Maximum  . 

''  (Minimum.. 

Swampsoott S  Maximum  . 

(Minimum.. 
Taunton j  Maximum  . 

West  Cumniington  ...  S  -Maximum  . 
(  Minimum. . 

Westfield  |1 Maximum  . 

"  (Minimum.. 

Williamstown |  SjJfj^^f/^J'^^  • 

Worcester \  Maximum  . 

(  Minimum.. 

Rhode  Mand 

Block  Island  i S  Maximum  . 

(  Mmimum . . 

Kingston \  Maximum  . 

^  I  Minimum . . 

Portsmouth j  Maximum 

I  Minimum.  ■ 
Providence  i \  Maximum  . 

(  Minimum . . 

Connedii'ut 

Bridgeport j  Maximum  . 

"      ^  ^  (  Muumum.. 

c«-ii"i u^sr; 

^-'^^--y iMfn^mum.: 

Hartford  1 j  Maximum  . 

(Minimum.. 
Mt.  Carmel \  jjlaximum  . 

(  Minimum  . 
New  Haven  i S  Maximum  . 

(Minimum.. 
New  London \  Maximum  . 

(Minimum.. 
Norwalk (Maximum. 

(  Minimum.. 
Putnam j  Maximum  . 

(  Minimum. . 

^^•^''"y iMfi^mum.: 

atnrrs  S  Maximum  . 

^*°'^'^^ LMinimum.. 

Wateibury (Maximum. 

(  Minimum.. 
We«">rook l^^i^Zm.: 


Day  of  month 


40 
29 
40     3!) 


13  I  14     1.5     16     17     18  I  19     20 


14  29 

36  ir> 

17!  30 

41  52 


23     24      2.5     26 


22!     24 
42      42 


Seepage  12  for  explanation  ot  reference  markt. 
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NEW     ENGLAND     SECTION 


Q. 

H. 

NOYES 

PiUCE:  5  CKNT 

rbm;ttanc«  patablk  to 

S   A   COP\ 

SurEUI^ 

:    25  CBNTS   A    YKAU:    (NOT   STAMPS). 
TENDENT  OK   DOCUMENTS,    \S'aSII1N0T0N 

D 

c. 

Vol.. 

LIV 

B()ST( 

IN, 

u 

\SS 

,  MARCH 

1942. 

N 

0. 

3. 

GENERAL   SUMMARY 

With  monthly  precipitation  in  March,  1942  averaging  more 
than  60  percer\t  above  normal,  New  ICngland  experienced  its 
"wettest"  month  since  September,  1938.  In  southern  New 
England  the  exce.-:s  precipitation  occurred  as  rain  which  gener- 
ally disposed  of  occasional  shortlived  snow  covers  in  that  area. 
In  the  northern  division,  the  volume  of  snow  was  greater  than 
usual  and  maintained  somewhat  excessive  depths  in  the  elevated 
drainage  areas.  The  threat  of  floods  was  obviated,  however,  by 
large  scale  absorption  through  fro.st-free  soil  and  by  the  lack  of 
6uppl«'mental  melting  in  the  southi'rn  division,  enal)ling  streams 
to  sustain  the  increased  flow.  Soil  moistuie  conditions  become 
more  favorable  than  they  had  been  for  several  seasons.  Tiie 
first  two  weeks  were  very  mild,  averaging  nearly  10°  above 
normal,  and  were  followed  by  slightly  cooler  weather,  although 
still  warmer  than  normal,  during  the  remainder  of  the  month. 
The  accumulated  excess  of  warmth  was  due  principally  to  the 
high  level  of  mininuim  temperatnres  maintained  throughout 
the  month.  The  lowest  reading  in  the  northern  division,  -3°, 
was  3*^  higher  than  any  March  minimum  previously  recorded 
since  Section  records  were  first  compiled  in  1888.  Likewise,  in 
the  southern  division,  the  lowest  reading,  17°,  was  6°  higher 
than  any  previously  recorded  March  iiiinimum  there.  Other 
elements  of  the  weather  were  characteristic  of  conditions  atten- 
dant upon  increased  frequency  of  precipitation,  there  being  less 
sunshine,  more  cloudiness,  and  greater  percentage  of  humidity 
than  is  normally  experienced  in  ]March.  e.  s. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
112  records,  wa.'^  3G.7°,  which  is  4.5°  above  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  34.3°;  for  the  southern  division,  39.1°.  The  iiighest 
monthly  mean  was  42.2°  at  Chestnut  Hill,  Mass.;  the  lowest 
was  2(5.4°  at  First  Connecticut  Lake,  N.  H.  The  highest  record- 
ed was  66°  at  five  stations  in  southern  New  England  on  tlie  8th  ; 
the  lowest  was  -3°  at  First  Connecticut  Lake,  N.  H.  on  the  21st. 
The  gi-eatest  monthly  range  was  61°  at  First  Connecticut  Lake, 
N.  H. ;  the  least  was  2.3°  at  Block  Island,  R.  I. 


PRECIPITATION 


The  average  monthly  precipitation  for  thfi  Section,  based  on 
194  records,  was  6.13  inches,  which  is  2.45  inches  above  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  5.21  inches;  for  the  southern  division, 
7.05  inches.  The  greatest  monthly  amount  reported  was  8.66 
inches  at  Mt.  Carmel,  Conn.;  the  lenst  was  2.60  inches  at  Gil- 
man,  Vt.  The  greatest  amount  in  24  hours  was  2.66  inches  at 
Bridgeport,  Conn,  on  the  3d.  The  average  number  of  days  with  .... 
.01  inch  or  more  of  precipitation  was  13,  which  is  2  above  the  \^i^ 
mean  for  the  past  55  years. 

The  average  snowfall  for  the  northern  division,  based  on  90 
records,  was  18.6  inches;  for  the  southern  division,  based  on  85 
records,  7.5  inches;  for  the  Section,  based  on  175  records,  13.2 
inches,  which  is  1.9  inches  above  the  mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  136  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  10.7  miles  an  hour,  which  is  0.5  mile  an  iiour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
50  percent  of  the  possible  amount,  which  is  2  percent  below 
the  mean. 

Cloudiness  was  considerably  above  the  nu-an.  The  average 
for  the  Section,  based  on  143  records,  was  8  clear,  8  partly 
cloudy,  and  15  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8:30  a.m.  and 
8:30  p.m.  observations  at  13  stations,  was  77  percent,  which  is 
3  percent  above  the  mean. 


1888... 
1889... 
1890-.. 
1891... 


!  1.27 
6.67 

1  5.15 

1  4.60 
6.16 

'  5.36 
2.59 
1.87 
3.77 
2.07 


■>.  28 
3.25 
4.04 


17  j  6^21 


No.of  <laT.«(all 
New  England) 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March,   1942 


Climatological  Data  for  March,  1943 


Temperature,  in  degrees  Fahrenheit  i        Precipitation,  in  inches 


No.  of  days 


S- 


^  = 


Maine 


BaiigoiU  

Bar  Haibor.... 
Brassua  Uamt- 

Brunswick 

Caribou' 

Kastporl' 

East  VVinthrop. 

Ellsworth  

Eustis  

Faniiiiigtoii"-- 
Ft.KaiilieUi^(iie'r) 

Fort  iveut 

Ganliuer 

Greeiivillett--- 


Penobscot  ■  •  ■ 

HimcocU 

Somerset  .  •  • . 
Cumberland 
Aroostook  . . . 
Washington  • 
Kennebec  ••  • 
llaneoek  . ..  • 


HouILon. 
JacUnum 
Lewiston 


Mil 


Mc 


North  Hriiigton.. 

Oldtowu 

Oroiio. 

Portland  1. 

Presqiie  Isle 

RilJOgeniisDamt^ 

Rockland 

Runiford 

The  Forks 

Upper  J)ani 

Vanceboro 

Winslowt^.' 

Woodland  111 

For  State     .. 
Ilanivsldre 


Piscataquis.  • 
Cuniberland- 
Aroostook  ■■  • 
Somerset  ••■ 
Androscoggii 
Washington  . 
Somerset  .  ■  ■  • 

Oxford 

Penobscot  ■  ■  • 
Piscataquis. . 
Som.>r.-,et  •  •  •  ■ 
Ciiniberland. 
Penoh.^cot--. 


Cumljerland- 
Aroostook  .. . 


Washington  . 
Kennebec  ••  • 
Waslungton  ■ 


Neii 


Berlin  II 

Bethlehem  ....•■.. 

Cannon  Mt.2 

Concord' 

Dixville  Notch  .... 

Durham    

ErroiP 

First  Conn.  Lakef 

Fitzwilliiim^  

Franklin 

Glenclill   

Hampton 

Hanover3 

Hillsboro 

Kearsarge  

Lakeport 

Lincoln2. 

Manchester 

Milan 

NashuaS ■ 

New  Durhamt^  — 

Newport 

Noith  stratford2.. 
PinkhamNdtcht--' 

Plyuouth 

W    Stewarlstown^. 
Wolfboro  Falls- •• 

York  Pond    

For  State     ■  •  - 


Mt.  Wasliingtoufi" 

Vermont 


Merrimack  . 
Coos 


Straltord 

Coos 

do 

Cheshire  

Merrimack  ■  . . 

Grafton  

Rockingliam  . 

(Grafton   

Hillsborough 

Carroll 

Cheshire 

Belknap 

Grafton  

Ilillsboro 

Coos 

Hillsbcro 

Straltord 

Sullivan 

Coos 


dt 


Bellow: 
Bennin 
Bloom! 
Brattletjorcir'  .-■ 

Burlington' 

Cavendisli 

Chelsea 

Coniwallt 

Craftsbury  Cora. 

Dorset 

East  Barncli! 

East  Ryegate 

Enosburg  Falls.. 

Qilmaii 

Mays  Mint 

Newfane 

Newport  U 

Northtieldl 

Readsboro-  

Rochester^ 

Rutland 

St.  Albans 

St.  Johnsbury.... 
Searsbnrg  Mt.2  . . 
Searsburg  Sta.t^. 


Windham  .. 

Essex 

Windlmni  -. 
C!iitten<ieu. 
Windsor.  ••• 

Orange 

Addison 

Orleans 

Bennington 
Caledonia  .  • 

do 

Franklin  ... 

Essex 

Windham  .. 


Orleans 

Washington  , 
Bennington  . 
Windsor.   ... 

Rutland 

Franklin  •••. 
Caledonia  ... 
Bennington 
Bennington  . 


2.000 

6(i0 

1.050 


+  4.2 
+  6.7 
+  7.0 


+  6  7 
+  5.3 
+  4.6 


+  6.0 
'+5.'4' 


+4.4 
+  6.2 


+5.8 
'+5.3' 


+  6.6 
■+7.'2 


+2.63 
+2.  24 
+  0.45 


+  0.30 
+  2.53 
+  3.25 
+  1.45 
+2. 43 
+  1.58 
+  2.  14 
+  1.94 
+  1.22 
+  3  30 
+  2.59 
+0.59 
+  1.88 
+3.96 
+  2.26 
+2  28 

+3.'  08 
+  1.45 
+  2.14 
+3.18 


+3.69 
+0.92 
+  1.43 


+  2.21 
■1-4.50 
+  1.82 


55.2 

13.5 

13.2 

25.5 

Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerliug 
U.  S.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsworthy 
G.  E.  Buchanan 
Samuel  D.  Soule 
V  ■  S.  Weather  Bureau 

C.  C  P.  &  L.  Co. 
William  U.  Gumming 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  Klectric  Co 
Groat  Northern  Paper  Co. 
Cuion  Water  I'owerCo. 
Great  Northern  Paper  Co. 
.Tune  Howler 
Ralph  F.  Webber 
CL-Chadbourne 
Thomas  W.  (;lark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Oliver  W.  Holmes 
Charles  A -Mixer 
Ruth  Durgin 
Uidoii  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  &  Whitney 
St-  Croix  Paper  Co- 


Edward  Fcnu 

George  E-  Tucker 

Kenneth  Boothroyd 

U.  S.  Weather  Bureau 

Sarah  H-  Gleason 

Univ.  of  N.H. 

Union  Waler  Power  Co- 

Conn    Valley  Lumber  Co. 

R.  R.  Ricker 

F.J-  Southniayd 

State  Sanatorium 

Frank  IC-  Loavitt 

Dartmouth  College 

N.  II   Research  Forest. 

Wendell  Lees 

C.  F.  Robbins 

Arthur  W.  Marshall 

Kdward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res-  Co. 

Peunichuck  Water  Work* 

F.  F.  To  bey 

H.  P.  Sheiiard 

F.  A.  smith 

J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U-  S-  Bureau  of  Fisherieg 


U-  S-  Weather  Bureau 


B.F.  Hydro-KleclricCOi 
State  Fi.sh  Hatchery 
George  L.  Cooper 
Raymond  I-.  Brown 
U.S.  Weather  Bureau 
Cen.Vt  P.S.Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Miss  E.  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  F.  nevins  tti 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  tit 
Harold  P,  Grant 
Rev.  A.  n    Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  20  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  March,    1942,  (Continued) 


Temperature,  in  degrees  Fahrenheit  |        Precipitation,  in  inches 


No.  of  days 


I  li  I 


5 
S     ^' 


it 


Windlmm  — 
Wiudliam  — 
Washington. 

Caledonia 

Windsor 

Windsor  — 
Windhaiu  •• . 

Windsor 

Wiiidliam  .. . 
Windsor 


Berkshire  ■■ 
llauipjhire  ' 
Middlesex.. 
Norfolk  .... 
do  .... 


Worcester  . . 
riy month  .. 
HaniDden  .. 
Hampshire. 

Sutlolk 

Worcester  .  • 
Middlesex  .. 
Plymouth  .. 

Bristol 

Worcester  ■• 
Middlesex  •  • 

do 

Norfolk  — 
Worcester  ■  ■ 


Franklin  ... 
Middlesex  ■ 
Worcester  . 
Barnstable. 

lissex 

Franklin... 
Hampden  . 
Berkshire  . 
Worcester  • 
Barnstable- 

Essex 

Worcester  . 
Middlesex  . 

Kssex  

Middlesex. 

Bristol 

Plymouth  . 

Essex 

Worcester  ■ 
Worcester  .. 
Franklin  .. 
Nantucket .  ■ 

Bristol 

Worcester  . 
Plymouth  .• 
Berkshire  •• 
Worcester  • 
Berkshire  .■ 
Hampshire. 
Plymouth  ■• 
Worcester  . . 
Barnstable . 

Kssex   

Bristol 

Franklin  .. 
Worcester  .• 
Berkshire... 
Middlesex  .. 
Hampden  -. 
Worcester  .. 
Berkshire.  ■• 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
Worcester.. 
Hampshire.. 
Hampden  .. 
Middlesex  .. 
Berkshire  ■  • 
Worce.iter  ■• 
Berkshire  •• 
Worcester  •. 
Worcester  •  • 


Newport 

Washington  . 
Newport- ..  • 
Providence   ■ 


-190 
1,450 

370 
1,6-10 


920 

1,037 

1,650 

21 


+  6.2 
+3.6 
+6.2 
+3.5 
+2.9 
+-4. 1 


+5.2 


+3.2 
'+3.2 


+5.1 
+3.9 
+5.0 


+3.34 
+3. 53 
+3.98 
hi.  50 
+2.  90 
+3.29 
+3.21 
+4.16 
+3.32 
+3. 21 


+2.16 
+3.50 
+3.22 
+3.21 
+2.64 
+2.  90 
+  2.88 
+3.  84 
+  3.37 


+  2.94 
+4.  34 
+  2.57 


+  3.67 
+2.79 
+3.45 


+3.35 
+2.30 
+2.42 
+.3. 30 
+3.35 
+3. 79 
+3.36 


+3,44 
+  1.82 
+  2  58 
+2.97 
+  3.20 
+2  24 
+3.78 


+2.32 

+  3.88 
+2.13 


+3.00 
+  3.80 
+3.05 


)nard 


L.  L.  Lc 
Conn..  River  Power  Co. 
N.  E.  rowci-  Co. 
Uilman  \V.  Ford  tti 
Ev.i  K.  Doubleday 
Civil  Aeronautics  Auth. 
E.  T.  Sutton  ttt 
Olcott  Falls  Co. 
Walter  Adams  ttl 
Benton  .S.  Piiiney 


N.  E.  power  Co. 

Mass.  Atjr.  Exp.  Sta. 

Met.  Water  Works 

State  Uept.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weuthei-  BiireHU 

Mrs.  l.oiinK  II.  U«ed 

City  EnKiiiOHi 

State  Uept.  Public  Health 

State  Dopt.  Public  Health 

Met.  Wh lei- Works 

Met.  Water  Works 

Fred  A.  'i'ower 

Joseph  I,.  Kelley 

Richard  (,'.  Brigham 

Herbert  B.  Alien 

Leo  D.  Shapiro 

Mot.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

llalph  M.  Barker 

Bureau  of  Entomology 

.State  Dept   Public  Health 

State  Uept.  Public  Health 

State  Dept.  Public  Health 

City  ISngiiieer 

State  Dept.  Public  Health 

A.  W.  Ladd 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  (-'ollege 

State  Uept.  Public  Health 

Carl  Bergstraud 

Met.  Water  VVork.s 

Essex  Company 

Props.  T.ock.s  .t  Canals 

State  Uept.  Public  Health 

State  Dept.  Public  Health 

William  R.  Hoelnel 

State  Uept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A    Biaun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

Met.  Water  Work.s 

Comr.  r,f  Public  Works. 

State  Uept.  Public  Health 


„jCo. 

Met.  Water  WorTis 

Javaii  D.  Yo  k 

n.  S.  C.G.  Station 

Bristol  Co.  Agr.  School 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

XI.  S,  Armory 

Met,  Water  Works 

Ni'SbIt  II.  B;ii]g.s 

Weslon  K.  Lewis 

Water  Works 

Tumors  Falls  P.  ,fe  K .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbread 

State  Uept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  (^ollewe 

State  Dept  Public  Health 

Clifford  L,  Davis 


IT .  S.  Weather  Bureau 
Agr.  Exp. Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


See  page  20  for  explaDatioD  of  reference  marks. 
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Climatological   Data  for  March,   1942,  (Continued) 


Colcliester 

ColIinsvilleS 

Cream  Hill  t 

Danbury 

Falls  Villages  .  .. 

Hartford' 

Lake  Kouomoct- 

Marion 

Middletown 

Mt.  Carmel 

New  Haven  I 

New  London  — 

Nor  walk  

Putnam 

Salisbury 

StorrsS 

Waterbury  

Westbrook 

West  n*irtlan<12. 

Windsor  Locks  . . 

For  State-.   • 


New  London 
Lilclilield  ... 

Kairlield 

llartloid  .  . . . 
New  London. 
Hartford  .  • . 
Litciilield  ... 


ieir 


Hartford  ■  •  •  . 
New  London. 
Hartford  .... 
Middlesex  ... 
New  Haven  . 


New  London. 

Fairfield 

Windlmm 

Litchfield  ... 

Tolland  

New  Haven   • 
Middle-ex  .. 


.do. 


Temperature,  ia  degrees  Fahrenheit 


262 

4C0 

300 

1,300 


+3.3 

"+4.ii' 


+5.6 
+3.5 
+4.6 

'■+3.'9' 
+5.2 

Precipitation,  in  inches 


+3.  91 
+  2.44 
+3.97 


No.  of  days 


The  Baltic  Mills  Co. 

Water  Bnreau,  Hartford 

Bridgeport  Hydranlic 

Water  Xiureau,  Hartford 

J.  b'.  Bailey 

Edwin  1{,  Wilder 

T.  S  Gold 

Danbury  Flying  Service 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Worked 

Helen  N.  Upson 

Kdward  C  Sosman  | 

B.  W.  McFarland 

V.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L,  M.Comstock 

Civil  Aeronautics  Auth. 

P.  Hurliman 

Agr.  Exp.  Station 

Williara  J.  Pape 

James  Rintoul 

Water  Unveau,  Hartford 

U.  S.  Army 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auror'is.—]si,  5th,  7-8th,  10-llth,  13-14th,  19-21st. 

Halos,  lunar —l-2d,  3-4th,  8th,  25-26th. 

Halo?,  solar.— 2d,  5th,  7-8th,  11th,  14th,  16th,  21st,  23d, 
27th,  29th. 

Hail.  —  (dates  and  general  location) —  9th,  Wilder,  Vt.  and 
Weston,  Mass.;  16th,  Bellows  Falls,  Vt.  and  Newfane,  Vt. ; 
17th,  Searsburg  Mt.,  Vt.,  Searsburg  Station,  Vt.  and  Kingston, 
R.  I. 

Thunderstorms. — Me.,  none;  N.  H.,  9th,  (17th,  south);  Vt., 
(southern),  9th,  16th,  17th;  Mass.,  9th,  17th,  (31st,  Williams- 
town) ;  R.  I.,  none;  Conn.,  17th. 

Fog,  dense.— 2-'6d,  Gth,  8-lOth,  12th,  15-19th,  21-22d,  27th, 
30-31  St. 

Sleet. —  (dates,  division,  number  of  stations  reporting;  N- 
northern  division;  S-southern  division.)  —  1st,  S  1;  3d,  N  13,  S- 
3;  4th,  N  2;  6th,  S  1;  9th,  N  2;  10th,  N  2;  12th,  N  5;  13th, 
S  1;  14th,  S  13;  15th,  S  1;  16th,  N4,  S9;  17th,  N  19,  S4; 
19th,  N  1;  20th,  N  1;  21st,  N9,  S6;  22d,  N6,  S  1;  24th,  N- 
1;  29th,  S  2;  30th,  S  6;  31st,  S  3. 


Pressure,   Wind,  Humidity  and  Sunshine 


Amherst 

Block  Island 

Bine  Hill 

Boston  

Burlington  . . 

Caribou 

Concord 

Eastport 

Greenville... 

Hanover 

Hartford  .. . . 
Nantucket  ■  ■  • 
New  Haven.. 
North  field  ... 

Portland 

Providence . . 


29.  87 
29.85 
29.  84 


29.  83 
29.84 
29.  85 
29.  86 
29.86 
29.88 
29  86 
29.  84 


29. 


30.40 
30.37 
30.42 
30.  42 


30.  4-2 
30.37 
30  38 
30  36 
.30,46 
30.  43 
30.39 


28.96 
28.  97 
28.95 
28.89 
28.95 
28.  96 
28.  90 
28.96 
28.85 

28.  91 

29.  01 
28.  92 
28.89 
28.99 
28.98 


Relative 
Humidity 


EXPLANATION  OF  REFERENCE  MARKS 


Except  as  otherwise  indicated  obM-r\  ntidn-  arc  gen^nilh  made  l»ti'  in  thf 
vation.'..  Jlaximuin  and  nnniiiinui  ti     n'  i  i  m   -  i  i\   i    i~  .  \ 

pera tore  are  computed  Iromtlipa'    i  i  i 

computed  from  a  normal  or  '  Vtaifl  1 1 
ence  letters '','',°,  etc.  aiipr'arni^' in  1  (      .     n  i    i  i.-     .1     n  - 

t    Po-t-office  i,.i  li         -        t  -|m11,,\\s    Jlaiiic  -  j;ia"iic! 

Neu  Hamp^liirc       I  1  ^',  New  luiiham,  Alton ;  ; 

Cornwall,  Middli  bi  1  •■  -^- nr^burg  Station,  ^\  ilniin 

ingham:  Blue  Hiil.   ^'it  I     '      1    h     m     >      1  1  nningham :  —  Coiinecticnt 

tt    Notinclndod  in '.iiinmaiies  ttt     oti^crver  for  New  England 

*    Precipitation  inclnded  iu  that  of  next  raea'-urement.  **    Kccord  fuinished  by  Massachusetts  Department  ol  1 

recorded  as  of  preceding  date.  t    Precipitation  measured  with  recording  gage.  tt    Oliserv  ation  tak 


sunset,  and  precipitation  recorded  is  for  t'lc  24  hours  ending  at  the  time  of  obser- 

L  lur  the  date  on  u  hich  they  are  recorded.  The  departures  from  the  normal  tern- 

cars  of  record.    Departntes  of  precipitation  with  15  years  or  more  of  record  are 

s  of  10  to  1 1  years  ot  rccoid  the  means  for  the  period  of  record  are  used.    Refer- 

pr.  s,.  ,ts  two  days,  etc. 

ilniii    W.'^t  r.'lduur   Ripo^enus  Dam,  Millinocket;  Wiuslow,  Waterville: — 

'      ^  ^  A  I  .Mi'l    I.^'ilin;  -  Vermont  -  Bloomfield,  North  Stratford,  N.  H.; 

Ion    \  .-nin,!   sii..ibunie  Falls,  Mass. ;  -  Massachusetts  -  Ashland,  Fram- 

-t  '     niA.ilI     I  aki- K<  niiinoc.  New  London. 

1 .      Trace,  precipitation  is  lev>  than  .01  inch  rain  or  melted  snow. 

(  Health;  precipitation  measured  in  morning 
a.  m  .  recorded  a»  of  preceding  day 


Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.    2  precipitation  measured  in  morning;  amount  recorded 
for  preceding  21  hours  (ending  on  date  entered).    ^  Tierraomcters  not  supplied  by  Weather  Bureau.    *  Precipitation  measured  in  morning  recorded  as  of  preceding  date. 
II    Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.        §    Also  ou  other  dates. 
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Daily    Precipitation  for   March,   1942 

Drainnge  basin 

Uay  of  month 

2 

H 

stations 

I 

.|     3|     . 

5  1     6  1     :  1     8  1     9  j  10  1   U  j   12  j  13 

" 

15  |. 6 

17 

18  1  19 

20 

21  1  22  1  23 

24|25 

'.:6 

27 

28 

29 

30  1  31 

Muine 

toneo-U 

Jar  Harbor... 

|ras>ua  D.vin^ 

Ininswick 

1.07 
L64 

.05 
.17 
68 

■.'62 
.06 

.57 012.37   .oil  T.     .09... 

.54    .82....2.00|....    .02    .05... 
.02   .281  .O4I  .081  .80  .01'  T.  1  .24 

t." 

1 
.  08  T. 
.141  .06 
.05|.14 

.40 

T. 
.47 

.40 
.37 
.42 
.87 
.24 
.67 
.16 
.26 
.47 
.36 
.88 

.23 
.47 

.47 
.38 
.20 
T. 
.53 
.40 

.67 

.10 

':43 

.52 
.03 
.19 
.25 
.28 
.25 

.34 

.49 

.71 
.76 
.28 

1  40 
.40 
.03 

1.42 
.81 
.40 

1.20 
.71 
.84 
.53 

1.17 

.32 
.94 
.35 
1.20 
.88 

:24 

.80 
.76 
.12 
.64 
.37 

.30 

1.31 
.20 
1.32 

■.t\ 
.62 

T.     T. 

.... 

:::: 

TV 

.  03   .  70!  T. 

T.     T. 

.03.... 
.03   T. 

'tv 

t.' 

1 

1.25 
.26 

1.96 

1.15 
.34 
.92 
.96 
.92 

1.32 
.86 

1.14 
1.35 
1.19 
.97 
.89 
1  08 

1:20 
1.62 
.65 
•70 

1.34 
1.14 

.46 
2.20 
.49 

■f. 

•03 

V63 
.01 
.06 

1.61 

':63 

t. 

'tv 

.08 

.31 

tv 

.11 

.02 

:i6 

T. 

Voi 

T. 

iV 

"bk 

':56 

T. 

T. 

■!• 

T. 

.62 

.07 

.37 

.21 

3  83 

.99 

.V) 

.59   .0lt....ll.96l  '1'    1  T. 

.32    ... 

:oi 

".ia 
v. 

T. 
.02 

T. 
T. 

.01 
T. 

■:6i 

T 

t.' 

7.39 

lt"johrf.'";:::: 

<:oast 

.17 
.97 
.25 
.94 

.20 

■.'24 
.47 
.34 

.02  .02!  .76;  .10!  T. 

.04 
.02 
.88 
.17 
.22 

i 

l»stport' 

Ea.-tWiiUhrop.... 

1.42!  .01 .... 

1.851  .011.... 

T. 

.04 
.28 
.34 
T. 
.37 

4.13 

.851  .15 
.92'  .20 

.  16    . . . 
....2.43 
.32.... 

".bT '.'.'.'. 
AS.... 
.03  .... 

.01 
.65 
1.87 
1.00 

2:35 
1.17 

.04 
1.24 

.45 
1.82 
2.05 
1.74 

.72 
2.41 
2.07 

.03 
1.55 
2.22 
1.08 

■P 
2.36 
1.54 
.19 
.76 

1.30 
2.82 

.4S 
.29 
1.45 
1.20 
.21 
1.80 
.73 
.10 
1.89 
1.06 
.52 

■:98 

1.32 
1.70 
1.32 

1:46 
.50 
.70 
1.44 
1.03 
.20 
1  71 
1.30 
.26 
1.44 
.33 

.46 

1.06 
.46 
.42 

1.35 
.4>j 
.80 
.63 

■tE 

.06 
.15 
.24 
.10 
.09 
.31 
.34 

':32 
.25 
.22 
.21 

:o6 

.20 
.12 
T. 
.14 
.08 
.01 
.19 
T. 

:67 

.09 

■:ii 

.22 

.28 
.30 

.02 
.26 
.25 
.11 
.12 
.17 
.17 
.04 
.09 
.05 
.13 
.18 
.05 
T. 
.04 
.06 

■:i5 

.15 

■:34 

.14 
':23 

:::. 

...do 

St  John 

.40].... 
.03!  .03 

6  34 

kUnr.)" 
' 

T. 

■.'55 
1.83 
.52 
.70 
1.02 
1.60 
.82 
.76 
.05 

.43 
.71 
.05 
.05 
.15 
.29 

.06 

I 
1.60 
.34 

■iV 

Vis 

':6i 

t: 

4.28 
4  17 

....do 

Kennebec 

....do 

'.k\ 
.12 
.62 
.06 
.12 
.56 

t. 

:i4..::: 

T. 

.01 
t.' 

.07 
':47 

.37 
.03 
.70 
.02 

':54 

".'11 

.25 
.03 
.02 
.02 

.24 

.38 

'.-,0 

.03 
.24 

5  86 

■u 

T. 

.07 

4.41 

St.  John 

Kennebec 

.82   .64  .... 

■:6i 
V63 

t. 

::: 

.01 

t. 

.24.   .. 
.35..-. 

.10 

".(a 

t.' 
t.' 

".ii 
".bi 

'.bi 

T.' 

'.bi 

.... 

.... 

Co»:;t 

Kennebec 

Andoscoggin 

Penobscot   

Presumpscot 

T. 

1.00 
.24 
T. 

u,.;::::::: 

.10 
.10 
T. 
1.10 
.80 
.10 
.19 
.82 
.01 
.65 

'.'69 
.09 
.97 
.09 
.48 

tv 

1.05 

■r. 

.38 

.01 

.58 

T 

.14 

.53 

.10 

.30 

.58 

.21 
1  14 

.03 

.09 
1  47 

.96 

T. 

.12 

.'to 

.51 
.12 
.30 
.30 
.06 
1.05 

.17 

.66 
T. 
.06 
.69 
.13 
.12 
.20 

tv 

.io 

.02 
■.'63 

.04 

tv 
:::: 

:::: 

.... 

.36 

.01 
.16 

t.' 
.Ob 

T. 
.03 

:28 
':o2 

.33 

.12 

5.84 
4.89 

■.16 

.08 

.42 
T. 

?4-8 
■.■31 

1 

.32 
.19 
.05 

.4b 
.25 
T. 
.81 
.84 

'.ih 

.22 
.09 

"w 

.03 
.37 

.38 

:§ 

:i8 

T. 

.02 
.29 

■:43 

.:.T:o5 

.05!  .04 

T. 

':39 

.05 

5  42 

.21 

T. 

1.73 

'tv 

':o5 

T. 

IgtOIl... 

1.39 
.86 

.95 
.05 
.64 
.So 
.83 

■.66 
.78 
.90 

1.10 

r. 

.22 
.61 
.89 

i.'45 
.40 

■.■97 
.37 

.48 
.05 

.03 

Penobscot 

6.23 

do 

.13 

':io 

.17 

T. 
-.05 

■  i ' " 

Coast 

St.  John 

Penobscot   

T. 
.05 
1.76 

■:62 

.74 
.05 
2.11 
'1. 
T. 

.30 
.02 
.61 
T. 
.31 

:23 

.77 
.03 
.09 
.23 

■:o8 

.36 
.01 
T. 
.20 
.83 

':i8 

.90 

:3s 

:ic 

.03 
.42 

.04 
.38 

.08 

.21 

':33 
.16 
.07 
.04 
.09 

T" 

V57 
.02 

f  ' 
.11 

■:6i 
:22 
V67 

.25 

Vio 
t" 

:65 

Vos 

:4( 

.3b 

'1. 

':2i 

.06 

':i7 
':3o 

V25 

Vos 

■:65 

t.' 
.12 

■:i5 

.bs 

.08 

:oB 

.05 

■i" 

.13 
t.' 

:i6 
■:34 

t. 

.14 
T. 

■:24 

':4i 

T.' 
T. 

".b-i 
.11 

:i4 

"b\ 

.17 
.15 
.03 

.54 
T. 

.07 
.42 
.32 

■:i9 

T. 
.14 

T. 

.15 
.29 
.41 
.13 
.18 
1.35 
.25 
.12 
.2( 
.49 

:7c 

.18 

:32 

.18 
.74 
.20 
•19 
.24 
.65 
.48 
.48 
.02 

:4o 

.16 
.44 

.18 

.09 

.37 
.10 
.11 
.62 
.11 
.23 
.33 

t'. 
T. 

:i8 

.07 

:i6 

■r. 

:64 
t. 
:6i 

V63 

.03 
'.03 

T. 
.01 

'.b2 

.03 

.03 

'.b\ 

.08 
T. 

.04 

.01 
.05 
1.05 
'1'. 
T. 
.37 
.03 
.20 

T. 
T. 

t. 
T. 

':62 

.04 

.09 
.34 

■:i7 

.41 
.54 

.24 

T 

.02 

■:6i 

.02 
.  09 

.35 
T. 

.42 
.19 
.24 
.04 

■:i2 

.45 

1  ■ 

T. 

T. 

3. 14 

-  Dauit.. 

4  27 

1.52 
1. 20 
.62 
.71 
.41 
.13 
1.71 

.96 

1.23 
1.89 

.81 
1.09 
1.46 

.87 

.72 
I.3( 
1.46 
1.  ll 

.49 
1.07 

i.sr 

1.62 
1.14 

.85 
1.00 

.93 
1.00 
1.28 

.96 

.92 
1  49 
1.52 

.86 
1.45 

.88 

.52 

1.28 
1.20 

.71 
1.47 

.74 
1.31 
1. 16 

':i5 

.10 

':6i 

.17 

Vss 
:i6 

T. 
T. 
.03 

i  :o2 

.40 

:::: 
.01 

T. 

tv 

'tv 

.01 

•r. 

.01 

T. 

.05 

.04 
V44 
T. 

■:47 

.04 

VOH 
.05 

V63 

'tv 

.04 

5.25 

Kennebec 

Androscoggin 

Si.  Croix 

Kennebec 

T. 

:S? 

'J'. 

">i 

3.49 
6.25 

, 

.24 
.18 

T. 
.03 

:.^i 
'I'. 
.10 

.04 

.04 
T. 

■:63 

T. 

npshire 

Androscoggin 

4.77 

,  ■ 

,-tV :::::: 

Saco 

.61 
.43 

':62 
1.14 

15 

8.  32 

Notch'::: 

.\ndroscoggiu . . 

Coast 

Androscoggin .  . 
fonnecticut  ... 

:::: 

T.' 

'tv 

.11 

':63 

.30 

tv 

4.66 

.05 
.44 
■V. 

'.■2b 

.0% 

't.' 
1.47 
.13 

.01 
.05 

■:o8 

'f.' 

•1.  l,aket 

4.91 
6  92 

:i5 

T. 

.01 

'iV 

T. 

.05 

':65 

':7i 

.23 

':23 

.08 
.25 
.11 

:5o 
:27 

.21 

:o6 

42 
T. 

.50 

.16 
.29 
.44 
.17 
.17 
.26 
.18 

':25 

t. 

.27 
.12 

':65 

.23 
.03 
.08 
.13 

:3i 

.58 
.03 

':48 
■:26 

T. 

.12 

■:69 
':i4 

T. 
T. 

5.14 

(-'onnecticut 

.... 

■r. 

1  14 
.29 
.29 

.88 
.87 

i.'36 
.36 
.71 

1.64 
.02 

'.■95 
.69 

i.oi 

.35 

.04 
.67 
.32 
.07 
.11 
.41 
.29 

5  06 

Connecticnt .... 

.19..:: 

4.  10 

.05 
.24 
.18 

':36 

.22 

V'oi 

:3i 

.12 

".si 

.38 
.64 

.02 
.29 
.20 
.01 

:^o^ 

.05 

.24 

.... 

■:42 
.20 

':56 
:i5 

.18 
.15 

:2i 
':27 

.20 
■:64 

.06 
T. 
.02 

T. 

'r. 

T. 

.01 

6  70 

^',    „■,,., 

Conueiticiit 

Mcrrimac  . 

5.40 
6  74 

'        

....do 

....do 

.05 

':o4 
tv 

.07 

:65 

".02 
.08 
T. 

".09 

'^■20 

.10 

■:62 

.03 

iV 

T. 

".bs 

T. 

■v. 

.15 
".&2 

tv 

.03 
t. 

t 

.04 

':7i 

3  33 

.24 

.■'...'i.m:.am2f::' 

...do 

Connecticut 

..  do 

Saco 

Merrimac  . 

.... 

':27 

.05 
.14 

:64 

T. 

':i8 

.09 
.08 

.04 

.01 
.15 
.27 

7.35 

^  :  7;;ra^:::: 

Notch. . . 

.02 
.39 
.11 
T. 
.06 
T. 
.33 

.23 

.0^ 
.06 
.09 
.06 
:,?« 
.01 

T. 
.08 
.07 
■i. 
.03 
•V. 
.08 

T. 

■:6i 

T. 
T. 

".b'i 

.01 

T. 

.01 

':62 

':o2 

4.89 
4.40 
6.71 
5  37 

i-town'. 
Falls  ... 

Connecticut 

Piscataquis 

3.55 
5.95 

_A- 

i'  V    -biiigtontt. 

Androscoggin . . 

T. 

4.94 
■174 

:ml 

ills". ... 

Connecticut 

'.b5 

5  17 

4  72 

■;-*-^- 

Connecticnt 

...do 

Champlain 

3.  59 
6.02 

'1'. 
t" 

T. 
.01 
.02 

T. 

.18 
T. 
.02 

2. 89 

...do 

T. 

3.63 

V  Com.  .. 

■  t- 

_Mte 

St.  Lawrence 

Champlain 

Connecticut 

...do 

Champlain 

Connecticut 

....do 

...do 

:::• 

.... 

.06 

.12 
.18 
.17 
.02 
.27 
.55 
.33 
.16 
.31 
.06 
.10 
.05 
.25 
.39 
.07 

.04 
.58 
.37 
T. 
.35 

.32 

■.■35 
.33 
.43 

i.06 
.70 
.12 
.03 
.79 
.67 
.05 
.14 
25 

.06 
.02 

.06 

".OS 
.11 

::: 

.77 

.50 
.43 
.40 

.48 

i:25 

1.08 
.81 

.28 

:^ 

.85 
1.03 
.62 
1.25 
.31 
.50 
.65 
.80 
.97 
.62 
.85 
.91 

.13 

':63 
.40 
.08 
.64 
.20 
.41 
.34 
.01 

.06 

Voi 

:]? 

T. 

".05 
T. 

.18 
.25 

.04 
.03 
.05 

Voi 

.03 
.05 
.14 
T. 
.06 
.02 
.09 
.14 

:63 

.61 

.02 
.13 

.28 

•r. 

.30 
.35 

.47 

:69 

.50 
.08 

■r 

.06 
.19 
.30 
.35 
.53 
.78 
.53 
.24 

:32 

.07 
.61 
.34 
.82 
.26 

.04 
't.' 

Vio 

".'59 
t. 

:ii 
t." 

.48 
.6f 
.44 
.30 
T. 

i:56 

.50 
1.45 
.80 

.01 

.15 
.06 
.12 

:^ 

.... 

.04 

•r. 

.10 
t. 

.03 
T. 

1.30 
1.82 
1.45 
1  09 
.67 

i:42 
1.39 

:74 

.85 

:93 

1.10 
1. 19 
1.39 
1.49 
1.10 
1.39 

.77 
1.10 
1.14 

.39 
1.52 

i.3» 
1.47 

.13 

■i 
■i 

:io 
.01 

.05 
.84 
.04 
.11 
.29 

:}^ 

.32 
T. 
.21 
.23 
.00 
T. 
.08 
.13 
.19 
T. 

.03 

.12 
T. 
.03 

"r 

.05 
T. 
T. 
.04 
.01 
.10 
.06 
.16 

.01 

.54 
.20 
.16 
.15 
M 

.03 

':23 
.14 

4.67 
4.17 
4.42 
3.60 

Kails 

t.' 
Voi 

:6.3 

':i8 

.07 
T. 

.06 
.17 
.04 

V69 
T. 

m 

:64 

.02 

.08 
T. 

tv 

':52 

.40 

3.82 

t. 

T. 

:o2 

.18 
.05 
T. 

:i4 

.12 

Vis 

T. 

.20 

.38 
.23 
.13 
.61 
.45 
.12 
.40 
.73 
.13 
.38 
.11 
.12 

:ii 

.20 

.23 
.12 
.24 
.16 
.08 
.17 
.23 

':64 

.08 
T. 
.04 
.06 
.15 
.03 
.12 
.09 
.11 
.09 
.08 
.09 
.14 
.22 
.12 
.04 
.06 
.06 
.04 

r-f 

6.96 

5. 49 

■! 

Champlain   

Connecticut 

...do 

Champlain 

T. 

4.01 
5.79 

;43    T.' 

.07 
.20 
.07 
.06 
.04 
.05 
.01 

".•22 
.15 
.02 
.02 

't.' 

.20 
.19 
.22 
.18 
T. 
.04 
.14 

'.K 
.10 
.22 

:::: 
':62 

.18 
.09 
.31 
.28 
.16 
.31 
.36 

:7o 

.29 
.07 
.14 
.26 
.15 

t. 

T. 

t.' 
.01 

tv 

tv 

3.42 

.^iE 

.  do 

.42 
.59 
1.42 
1.37 
1.37 
1.15 
.50 
.24 
.65 
.62 
1,75 
.61 

.81 

.01 

T. 

•:6i 

Voi 
.02 
.22 

.06 
T. 

■:63 

1.38 

T. 

.02 

t.- 

':6o 

tv 

I 

.01 

■V. 

tv 

3.42 

4  28 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

■;^ 

.32:::: 

5.54 

15     n^ 

l^^^.t^t 

1.23 

:22 

.02 
.06 

.01 
.05 

■:2o 

.00 

Vos 

.20 

6.94 
5.67 

^Cv.n..    i.<n«.i 

■:26 

Voi 

.23 
.05 

r. 

.02 
.06 
.04 

■:i6 

.02 

.10 

3.24 

KHarke2 

Hn.^r^-^i 

4.  19 

T. 

.48 

T. 
.10 
T. 
.07 

T. 

3.90 

[Bi.f 

:44" 

3.03 

^^inetoa' 

:S 

5.79 

4.53 

See  page  20  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA 

:  NEW 

ENGLAND 

SECTION 

March, 

im 

Daily  Precipitation  for  March,  1942,  (Continued) 

Stations 

Drainage  Basin 

Day  of  month 

1' 

1 

2 

3 

4 

5 

G 

7  1     8  1    9 

10 

11 

12 

13 

" 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

MiL-'^arhiifdts 

.34 
1.82 
1.32 
.63 
.96 
1.40 

.54 

".'62 

.01 

•V 

.79 
.77 
.55 
.42 
.65 
.10 
.07 

.48 
.08 
.90 

.42 
T. 
.49 
.31 

.75 

■.■3s 
.57 
.48 
.18 

T. 

iio 

.1)0 
.40 

..50 

.49 
.78 
T. 
.53 
.02 
.10 
1.01 
.61 
.43 

'.■17 
.25 
.01 

■'69 
.28 
.72 

.09 23 

....    .031.37 

.04 

i."68 

T." 
T. 

f. 

.08 
.13 

'A2 
.15 
.15 
.12 
.10 
.02 
T. 

■.'is 

.10 

.02 

.ii 

.06 
.50 

t. 

1.11 
.59 
.73 

.22 

.01 

.5<. 
.31 
.86 
1.19 

.93 
.87 
.31 
1.39 
.27 
.74 
.63 

:85 

.01 
1.12 

t. 

.59 
.49 

i.'ss 

.01 
1.03 

.77 

t. 

.02 
.76 

■.'90 
.46 
.35 
.91 

".6- 

.90 
L62 

'.15 

L32 
1.17 

L48 
.10 
1.61 
1.48 

■.■qi 

!02 

"l'.' 

".87 
.06 

1.30 
.82 
.96 
T. 
.90 
.50 

1.20 
.83 
.12 
.02 
.78 

I.IS 
.86 

1.00 
.69 

l!lC 
.98 

".'48 
T. 

".b\ 
.38 

1.53 

•2.04 
.04 

1.13 

.'.iu 

.95 
.51 

.01 

'.'so 

.01 
1.05 
1.49 

.72 
1.01 

.02 

'.'ii 

T. 
1.46 

.■92 
1.12 
.53 

.04 
T. 

■t.^ 

T. 

■'oi 

.01 

■.■64 

.03 
T. 

.02 

■.'61 

.24 
.14 
.34 
.17 
.37 
.34 
.35 
.32 

■.'os 

.26 

!31 

.28 
.23 
.34 
.02 
.18 
.45 

■.■i4 

.07 

^' 
.23 
.16 
.04 
L07 
.20 
.33 
.42 
..34 

.01 
.07 
.37 

128 
.16 
.55 
.55 
.01 

■."69 

;i5 

T. 

".io 

4.5 

7.8; 
7. 01 

7.51 
It 

Airil.iTsIt 

(;oiinecticut.  . 

Charles 

Coast 

....do 

....do 

■43 

l.Ti 
1.58 
.14 
.07 
.61 
1..50 
1.25 
.89 
1.71 
1.14 

.86 
.32 

1.08 

■.■09 
.59 

1.43 
.15 

L38 
.84 
.■28 
.50 
.74 

1.55 

1.34 

.; 
.  75 

1.04 
1.06 

.98 
1.'27 

.  92 
1.  35 

.56 

■.■65 
.35 
.80 

1.23 

l:^S 

1.50 

T. 

J!e(.r;.wood** 

.82 

.37 

T. 

■.■32 

.21 
.30 

Boston' 

Bro(  ktoi, 

Coa.st 

Connecticut.  . 

...do 

Coast 

Merrimac  .     . 

i.'ii 

.31 

.72 
.75 
.60 
.32 

1.15 
1.21 
1.08 
.31 
1.17 

.78 
1.35 
1.42 

■;98 

.50 
1  'Jl 

.04 

■;i 

1.45 

1.26 

.01 

'.■qs 

.■56 
.50 

.6-i 

■.■29 

".■53 

.... 

.06 

■.'24 
.12 

■.'66 

'.■59 
■.■56 

■.■53 

".46 

.■^' 
.06 

"t." 

:::: 

i!i8 

1.25 

■.■■76 
1.35 

l/i9 
.67 

'.'os 

i.ie 

".'iii 

i.^64 

1.07 
■.^88 

1.05 

i'04 
1.51 

.'so 

.05 
T. 
.69 

■.■34 

i.^m 

".'15 

.15 

.14 

.'66 

■.■ii 

.10 

in 

.09 
.73 
.47 

.56 
.11 
.95 

t 

l.^OO 

.84 

■.■44 
1.54 
.02 
.56 
.06 
.12 
.42 
.10 
.93 

".■93 
1.22 

.87 
T. 
.07 
1.39 
.47 
.98 

■'oi 

35 

T. 
1.55 
1.87 

.05 

T. 

.04 

1.57 

't.' 

1.55 
1.85 
1.71 
1  05 

T. 

Chester" 

L32 
1.34 

Chestnut  lliir^ 

C/'lintnu- 

.82 
I.  15 
.01 
.12 

.09 
77 

'.'98 
■.■(J5 

^:;; 

.39 

.71 

i.^si 
■1'. 

1.23 

■."06 

T.' 

T.' 
T.' 

.... 

'.'63 
.03 

.'64 

'64 
f.' 

■.'14 

.05 
T. 
T. 
.05 

't.' 

T. 

.05^     6.9i 

T','      6:7j 
,02'     8.41 
.02,     7.5^ 
.071     6, 7' 
...        7,0' 
■,12      7.0 
.05     7.7: 
.02      7.0^ 
T.       6.8! 

■,'05'",5.^!)' 
.IB;     7,9' 
.      '     0,9 
.IS      7.b 
.01      ti.  .i 

.10;   7.  r 

.  01      6.  6, 
.  40      8.  ■> 
.Ifii     7.3 
.38'     S.-'i' 
.14     s.:^^ 
.02      Ii  t,i 
.63'     7.6 
.05      6.9 
.13      7.8 
.OS'     6.7. 
.07:     7.7 
.03      7.2 
T.  !     6.5, 

::^\  It 

.  07      7.  6, 

....do 

Coast 

....do 

Merrimac  . 

■.05 

't." 

■t. 

T. 
■.■38 

1.^31 
L63 
T. 

i.i5 

.96 

i'62 

i.'22 
.22 

i,'36 
1.10 

i.^io 

IChsI  Wiireliaiii^  .  . . 

.45 

.■64 

.12 

.'12 

Fitclil)nrg. 

.82 
1.40 
1.07 

i.'39 
.S3 

1."'76 

I.' 92 
.85 
1.34 

'.'ij 

.02 

.97 
1.28 

.93 

T. 
L46 

'.'04 
i."94 

1.82 
L6i 

ios 

1.'36 

".'62 

.37 
1.21 

r 

1.'29 

L7y 
■.■45 

.06 

1.49 

.08 

.08 
1.47 

.03 
1.31 
1.80 

.85 
L02 

.04 

■t. 

,  .35 

■'!■■.■ 

■■,6i 

■.■36 

Fort  Dcveiis 

Framiiifrlmin 

Franklin** 

...do 

...do 

Charles 

■.'eo 

■[58 

.:" 

■43 

■.'39 

.... 
.... 

■.'56 
.7-2 

■.^65 

Connecticut.  . 

(;oast 

Merrimac  .... 
Connecticut  ., 

Coiist   

M.Triiniic... 

...  do ■..'. 

....do 

do 

(•oust. 

...do 

Menimac 

Charles 

Merrimac 

....do 

Coast 

....do 

...do 

Charles 

T.' 

T. 

.ii .... 

HatchvillK** 

Hiiverhill 

T 
.01 

.10 

.17 

T. 

■■i4 

.04 
.07 

r. 

.05 
.15 

■"ii 

.01 
.10 
.01 

.05 
.05 

."04 
■'23 

■.■i7 

■r. 

T 
.03 

.02 
.09 

'i'.' 

1.01 

't'.' 

T. 

■.■06 

't.' 

' '!"■.■ 

T. 

.95 
■.■28 

■'io 

T 
.32 

■.■'28 
.42 

llol.Voke- 

lions-,: eluniiel^  .. 
Huhl.T.'.^lun"     .. 
H.viui.n. 

K:r. ;.:;:•:.: 

LakeCoriiif.uite.    . 

Lawrence 

Lowell 

.17 
.12 

i.'83 
T. 

1.67 

■■i''. 

:S 

.09 

'.'i4 
■'os 

.04 

.05 
T. 

f' 
T. 

i.'50 

't'." 
't." 

■f. 

.... 
.... 

:::: 

Mid.lleboro" 

Mi<l<lletoii 

•^■■65 

.38 

T. 
T. 

't. 

.04 
T. 

't.' 

T. 

Jlillnid'* 

.68 
.63 
.14 

!87 
.78 

".\9 
.10 
.54 
1.25 
1.20 
1.45 
L03 

.52 
.07 
.07 

.28 
■f  ■ 

.10 

T. 

.04 

;o7 

T. 

.15 
T. 

■.■64 
.17 

■!■. 

.25 

■.'si 

■.■38 

t'.^ 

.06 

.06 
.05 
.02 

T 

Moiilai?ue  f;ity= .  .. 

Connecticut.  . . 

Nfliltui'ket' 

T. 

.05 

i.'is 

i.'34 

1.15 

i."50 
T. 

■■I'.' 

Korthhiidge*' 

Blackstoiie    ... 

i.'82 

IVmhroku"* 

Peru** 

Petersham  

Coast 

Connecticut... 

....do 

Ilousatonic... 

2.05 
T. 

f.' 

t'. 

■.'64 

■.'i4 

8.1 
5  9; 

Pittslield^. 

14      SO 

.01 
.11 

T. 
.09 

■t'.' 

.01 
T. 
T. 
T. 
.04 
.08 

'.'69 

T. 
.04 

■.■64 

■'!■■.■ 

T. 

T. 

1.49 

■t.^ 
'."oi 
■.■61 

T. 

.■;;; 

.21 

'.■55 
.25 
.80 

T 

5.x 

.57 
.44 

.20 

^82 
.83 

.25 
T. 

C!oast    

Merrimac 

Coa.<t 

T. 

T. 

1.62 
1.48 

7.6 
7.7 
7.C 

Segreeaiiset 

Shelbunie  Falls=  . . 

Soiithliridge" 

South  Ef?remout** 

....do 

Connecticut.  .. 
Thames 

1.17 

■58 

.04 
.30 
.83 
1.96 

■72 
L20 
1.23 
1.03 
1.19 

.63 

1.40 
.45 
1.30 
l.IO 
.40 

.86 
.01 
.41 

■.'37 
.39 
.14 
.43 
.86 
.18 
.27 
.45 
.12 
.18 
.50 
.07 
.36 
.18 
.25 
.45 

.77 
.99 

.85 
.69 

.64 

.31 

.'48 
.09 
.15 
.15 

■46 

T. 
.20 

■.■56 

{.■27 
.96 

1.36 
.46 

."84 
.86 

1.41 
.73 

1.44 

L62 

1.53 
.10 
.96 

1.25 
.10 

L55 
.03 
.49 
.41 
.35 

L83 

1.27 
1.53 
.83 
1.95 

2.24 

L20 
1.62 
1.80 
1.30 
L'29 
1.30 
1.08 
L46 

■.'i'i 

'81 
.61 

i'.' 

".iyi 

f. 
f 

t'.' 

T. 

1.'45 
■'23 
.■22 

■.■64 

t. 

.04 
■.■65 

.06 
T. 
.09 
.16 

■."io 

".12 
.06 
.04 
.08 
.08 
.05 
.01 

!03 
.10 
.11 
.12 
.08 

.04 
.03 
.05 
.06 

T. 
T. 

.03 
.07 
T. 
.12 
.07 
.01 
.11 

■.'62 
.03 

.■i3 

.03 
T. 

■.■qs 

.02 

"."ei 

■.'69 
■'62 
■.■i'i 

T. 

.40 

193 

.20 

•40 

[27 
.44 
.44 
.58 
.72 
.69 
.51 
.30 
.72 
.57 
.25 

"."60 

.90 
.56 
.60 
1.15 

.55 

■'69 
.01 
.48 
.08 
.37 
.75 
.09 
.68 

.67 

ij,3 
.19 
.87 
T. 
.77 
.67 
.12 

t'' 

.16 

'.■58 

f. 
L57 
.24 

.01 
.38 
.30 
.07 

T. 
.64 
.16 
.6S 
.10 
.03 
.40 

t. 

T. 

L13 
.56 
.07 

■.■34 

.19 
.28 
1.22 

i.'o'? 

.■70 
.64 
T. 
.02 

.32 

.^28 
.40 

.'is 

T. 
■.■30 

1.17 
L73 
.03 

i.'se 

1.24 

l".57 
1.17 
1.64 
.03 
.05 
2. -20 
.08 
1.84 

■.'ie 

1.'24 
l."4'7 

.35 

.63 

.62 
.68 

.71 

.82 
.58 
.84 
.64 
.73 
.59 
.41 

■.■63 

i.'52 
L50 

.14 
.01 

.85 
1.50 
.02 

■'82 
1.53 
1.26 
.83 
.59 
.85 
1.24 
.02 
.02 

¥^ 
.95 
.02 

.03 
.94 

i.'2i 

.39 
1,34 

.70 
.88 

1.'59 
1.21 
1.99 
1.59 
1.86 
1.29 
1.'25 
1.39 
.52 

.■6i 
't.' 

■.■36 
.10 

.28 
.18 
.04 

■."35 
.02 
.42 
.17 
.46 
.28 
.22 
.05 
.02 
.23 

■."35 

'69 
.25 
.05 
.24 

.43 
.43 
.40 
.29 

.31 

■? 
.30 
.31 
.25 
.19 
.20 

.05 

■7.1 

.58 

.■94 
.02 

T. 
.01 
.04 
.04 

■.■67 
T. 

.06 

!08 

.21 
1.70 
.05 

;i2 

.95 
.08 
.05 
.50 
.07 

■.■62 

.06 

■.'i2 

T. 

.04 

■.■62 
.01 
T 
.03 

.  05      6. 8 

08'      7  S 

Housatonic  ... 

■.'io 
i.'so 
■.'62 

T. 

'.'oi 

.13 
.11 

.is 

T. 

".Oi, 

]08 

T, 

■.'02 
.01 
T, 
.02 

.05 

.06 

.04 
.28 
.02 
.19 

'f.' 
.02 

T.' 

5.C 
7.6 
5.4 
7.4 
5.3 
6.7 
7.1 
6.f 
5.£ 
7.  J 
7.7 
6.1 
7..' 
5.7, 
5.1 
4,£ 

6.{: 

7.(: 
6.'^ 

7.; 

5  I 

7.. 

7.7 
6.2 
8.1 
7.« 
l.\ 
7.f 
6. 

6.; 

6. 
6. 

Spot  Pond 

Coast 

•Sterling 

Merrimac 

Housatonic 

Coast 

...do 

Connecticut.  . . 

Blackstoiie  .... 
Connecticut.  .. 
...do 

Connecticut.'!! 
....do 

T. 

■.'io 

.60 

■.■58 
'.■so 

.30 

T.' 

Stockbridge 

T. 
T. 

■."ie 

■.■is 

.25 
'.■69 

i.'i2 

1.21 
l'44 

■.'53 

.57 

l."25 
T.' 

■.■6i 

Turners  Falls 

■'!•'.  ■ 

.18 
1.31 
1.31 

.10 
L44 

i.'26 
1.14 

.04 
1.26 
.04 

Ware** 

Webster** 

West  Cnmmington 

't. 

.23 

.16 

■.-25 

.30 
.26 

'.'02 
T. 

..61 

T.^ 
'f 

T. 

West  Otis'*   

Wc-;t  Rutland 

T.' 

Wineiiendoii'* 

Connecticut.  .. 

.98 
1.44 

.80 
1.10 

.71 
1.17 

L15 

2.66 

.98 
1.59 
1.00 
1.77 
1.75 
1.59 
1.36 

.10 
.13 

Jiho^le  Mand 
Block  Island!  . 

Coast 

Kingston 

....do 

....do 

...do 

Thames 

.... 

.67 
.90 

't.' 

'.06 
.06 

■."47 

Coiinecticiil 
Baltic^ 

.09 
.95 

".(Tl 

■t. 

Burlington^ 

Connecticut 

."63 
.03 
T. 
.04 
T. 

■f.^ 

Colchester   

Collinsville^ 

Cream  Hillt 

Coast 

Connecticut 

Housatonic  

...dn 

Housatonic 

Connecticut 

Falls  Village 

T. 

.03 

Marion 

Quinnipiac 

1.74 
1.54 
1.76 
2.40 
L26 

.47 
1.64 
1.77 
1.81 
1.71 

1.02 

.10 
.08 
.26 
.03 
.12 
2.11 

■■i'.' 

.01 
.09 
L34 
T. 

T.' 

.42 
.57 
.34 
.45 
.66 
.27 
.50 
.22 
.39 
.40 
.59 

■■37 

■.■i2 

T. 

2.16 
1.97 
1.81 
I.  22 
1.26 
1.68 
1.46 
1.14 
1.79 
■2.00 
1.26 

1.41 

T. 

t: 

i.^so 

■■*' 

.04 

'.05 
.07 
.08 
.07 
.06 
.12 
.08 
.06 
.08 
.10 
.12 

T. 

t.^ 

.45 
.90 
.19 

•|9 

;55 

.95 
.50 
.63 

.55 

.12 

t. 

.61 

■."27 
.63 
.23 
.12 

■."64 
.31 
.95 
T. 

.... 
.35 
T. 
.48 

■."35 
.75 

.84 
.37 
.71 
.24 
.67 
.85 
1.03 
.62 
.63 
.35 
.67 

.91 

't.' 

.01 
T. 

T. 

.06 

1.47 
1.39 
2.40 
.53 
.04 
2.14 
1.67 

!90 
1.24 
1.54 
1.65 

.85 

.02 
T. 
.04 
.01 
T. 

.26 
.42 
.37 
.31 
.32 
.27 
.22 
.21 
.33 
.41 
.31 
.25 
.14 

T. 
T. 
T. 

.01 

■.■63 

't. 
't.^ 
't.^ 

7.' 
7.1 
8. 
8.( 
6. 
8.( 

1! 

8.* 
7', 
6.1 
6. 

Middletown 

Mt  Carmel     

Connecticut 

Coast      .     ... 

T. 

T. 

T. 

".n 

New  Haven  1 

...do 

....do 

...do 

Thames 

Housatonic 

1.17 
1.39 

T. 
.14 
.63 
.08 
T. 

New  London  

Norwalk     

T. 

Putnamtt 

Salisbury 

■.'25 

■'62 

■t. 

■'64 

T. 

■."6i 

.65 

■."64 

T. 

.40 
.01 

'."is 

T. 

....do 

f.' 

Windsor  Locks .... 

....do 

.90 

See  page  20  for 

3xplanation  of  r 

efer 

snce 

mai 

ks. 
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Da 

ily  Temperatures 

for  March,   1942 

Day  of  Month 

Stations 

Moai) 

l|    2 

LA 

4 

_i 

1     «l     ' 

8 

9|l0 

12  1  13  1  14 

15|l6 

^ 

18  I  19 

20 

21 

22 

n_ 

^ 

25 

26 

27 

28 

29 

30 

31 

Mc.hu 
tangor  

j  .Maximum  ••• 

1 
441     40 

'     41 

4; 

1   !   1 

3?!    371     45 

1  J  „ 

40 

MM 

39     39     391     34     44 
32:     27l     23t    30:    26 

38 

l«. 

41 

46 

40 

39 

40 

39 

46 

44 

47 

53 

43 

48 

42.1 

i  Minimum.... 

13      15 

.     ■■^•' 

25 

30;    2: 

1    2- 

30     25 

21 

31 

29     30 

25 

25 

24 

25 

fif. 

30 

25 

22 

21 

25 

32 

25.  6 

JarHaibor^near)  ... 

)  .Ma.^inium  .  ■• 

43     43 

'     41 

43 

J 

■     421    49 

48 

i    4" 

41 

41 

40     421     66|     351     4 

3b|     47 

50 

48 

6C 

47 

42 

54 

54 

64 

48 

35 

44 

45.9 

'  i  Miiiinuun.... 

30     22 

30 

37 

32 

^    32'    2b 

32 

!    33 

25 

80,    331     26l    30     3 

I    33 

35 

37 

3b 

26 

3o 

30 

29 

31 

35 

30 

23 

23 

29 

31 

30.  6 

:aiii>0HlJ 

)  Maximum  . . . 

86!    37 

1    35 

33 

41 

34'     27|     24 

!    42 

fi 

28 

33!    80     37 

i    37     361     33i     4( 

32 

41 

31 

42 

34 

35 

37 

32 

40 

47 

45 

43 

35.  8 

■  f  Minimum... 

12 

12 

24 

24 

19 

i    271    151    la 

1     20 

9 

HI     19     2: 

!     29 

2« 

1     26 

31 

2i 

23 

li 

27 

28 

2( 

29 

25 

17 

14 

16 

17 

2b 

20.  8 

eastnort  ' 

(  Minimum... 

42 
27 

44 
28 

41 

30 

1     40 
3: 

43 
30 

!    38|    35 
33!    25 

35 
30 

53 

39 

40 
23 

40     34     37 
32I    31     2; 

34 
31 

44 
31 

1 

37 
33 

45 
32 

41 
2; 

44 

27 

3b 
29 

3h 
31 

40 
29 

40 
30 

39 
35 

38 
30 

44 
28 

4( 
29 

38 
31 

43 

32 

40.  2 

""^^          

■     33      27 

30.1 

Pariiiiiigtou 

J  Maximum  ■•■ 

49 

42 

3i) 

48 

!     43i     38 

46}     481     43 

27l     30i     28 

39 

38|     42      4C 

35 

45;     38 

49 

43 

38 

43 

41 

41 

43 

42 

41 

48 

44 

49 

3' 

45 

42.fi 

)  Minimum 

15 

17 
43 

0 

23 

3- 

27 

,     3ll    24 

ai 

26 

29t     1( 

30 

2< 

31 

30 

32 

27 

17 

2; 

21 

15 

30 

36 

23 

17 

17 

27 

32 

25.5 

rort  Kent 

.  i  Maximum  ... 

38 

3- 

33 

38 

36!    34 

31 

361     41 

28 

30 

42 

41 

4f 

37 

42 

41 

31 

44 

4( 

41 

3b 

30 

40 

3'. 

38 

54 

48 

49 

38.7 

iMininuim.... 

4 

20 

29 

1 

j    33:    151      7 

25 

20 

9 

6 

15 

U 

20;     2- 

22 

31 

32 

3( 

20 

25 

27 

28 

29 

30 

20 

5 

9 

1( 

33 

19.7 

Jardiner 

). Maximum.  •• 

41 

47 

43 

43 

45 

4ll     43 

5( 

53 

45 

44 

42 

45 

4t 

37t     4f 

3S 

51 

4b 

42 

47 

44 

39 

43 

45 

46 

47 

47 

57 

38 

47 

44.9 

■  (.Minimum.... 

29 

17 

19 

31 

20 

31 

24 

22 

24 

28 

16 

28 

27 

]' 

28     27 

3( 

31 

31 

28 

18 

31 

24 

21 

26 

34 

2r 

20 

18 

25 

33 

25.  3 

IreenvillelJ 

\  -Maximum  .•■ 

40 

40 

3b 

3b 

47 

37 

3 

42 

48 

33 

36 

35 

35 

34      40 

33 

44 

31 

35i     42 

33 

37 

35 

35 

39 

4( 

45 

54 

43 

46 

39.0 

(Minimum.... 

2 

7 

20 

28 

26 

23 

16 

24 

18 

17 

26 

21 

26 

2- 

2; 

2b 

25 

20 

11 

20 

10 

U 

24 

24 

12 

3 

8 

20 

31 

19.4 

loulton 

j  Maximum  ... 

45 

45 

38 

36 

46 

35 

2b 

34 

42 

40 

30 

35i     37 

3; 

38 

4 

35 

43 

44 

40 

42 

40 

39 

45 

42 

45 

44 

60 

48 

47 

40.4 

(Minimum.... 

9 

18 

21 

40 

30 

23 

27      19 

23 

26 

24 

23 

25 

25 

24 

25 

25 

30 

32 

31 

30 

lb 

26 

24 

28 

28 

29 

22 

23 

24 

35 

24.6 

iWiston 

)  .Maximum    -. 

46 

43 

38 

46 

37 

4b 

52 

50 

39 

46 

38 

45'     41 

31 

44 

35 

52 

42 

4( 

47 

42 

39 

42 

42 

48 

60 

46 

63 

3b 

47 

43.4 

(Minimum.... 

23 

26 

2! 

34 

29 

32 

29 

2b 

33     27 

27 

35 

27i     25 

31 

31 

33 

33 

32 

3( 

26 

32 

2i 

28 

31 

33 

28 

25 

23 

29 

33 

29.3 

Udison 

J  Maximum... 

49 

44 

40 

38 

48 

45 

37 

47 

50      45 

42 

40 

42 

3< 

35 

42 

40 

47 

42 

3i 

42 

41 

40 

40 

39 

43 

45 

48 

54 

63 

45 

43.  3 

(Minimum.... 

151     14 

21 

34 

25 

30 

25 

29 

28 

22 

26 

30 

17 

29 

2C 

31 

32 

32 

28 

lb 

29 

25 

20 

35 

24 

17 

20 

26 

32 

25.  5 

lilUnocket 

\  Muximum... 

43     40 

38 

37 

47 

44 

34 

36 

43 

48 

37 

35j     35 

33 

3h 

43 

39 

48 

41 

38 

4( 

33 

37 

40 

38 

40 

38 

43 

56 

43 

40.  2 

(Minimum.... 

16 

14 

18 

32 

27 

29 

19 

V. 

20 

25 

18 

19|    30 

li 

24 

26 

30 

32 

26 

20 

2b 

23 

2( 

28 

33 

2b 

17 

17 

21 

34 

24.  0 

forth  Hiiilgton 

}  Maximum  .  •  • 

4'J 

44 

3f 

38 

4! 

41 

47 

50 

40 

46 

41 

43 

37 

4( 

38 

53 

44 

41 

48 

42 

41 

42 

41 

4; 

4< 

4( 

53 

41 

50 

44.4 

(.Minimum.... 

19 

22 

2t 

32 

22 

3(t 

27 

2; 

30 

26 

25 

32 

26 

2( 

38 

2(1 

30 

3'. 

30 

27 

18 

28 

27 

2^ 

28 

34 

2f 

20 

17 

27 

31 

26.1 

Idtown 

j  Maximiun  . . . 
(  Miuimum-... 

44 
17 

44 

21 

41 
27 

40 

45 
2b 

45 
32 

3b 
26 

4b 
28 

52 
29 

50 
31 

40 
22 

3; 
2i 

40 
31 

3H 
25 

39 
31 

44 

30 

45 
3: 

44 
34 

48 
38 

41 
28 

45 
25 

45 
33 

40 
2b 

40 
26 

41 
29 

43 

35 

42 
28 

45 
22 

51 
22 

65 
2t 

47 
32 

43.8 

23  4 

"ortland  ' 

)  Maximiun... 

43 

42 

39 

4S 

46 

38 

43 

43 

49 

41 

46 

40 

48 

3( 

34 

45 

36 

54 

46 

4b 

42 

45 

42 

46 

46 

48 

49 

42 

48 

35 

45 

43.4 

(  Minimum  ... 

26 

23 

32 

31 

25 

33 

29 

25 

34 

30 

29 

34 

27 

2b 

30 

2b 

32 

32 

31 

24 

X' 

31 

29 

2f 

26 

32 

28 

23 

23 

30 

33 

28.  6 

-  ^   -Isle  

J  Maximum... 

35 

3b 

39 

35 

42 

41 

31 

2b 

39 

41 

31 

33 

31 

38 

36 

3b 

3; 

42 

35 

42 

43 

42 

40 

39 

41 

4( 

41 

41 

34 

44 

38.1 

(  Minimum.-.. 

9 

21 

31 

31 

18 

15 

15 

21 

13 

17 

20 

23 

30 

22 

2b 

3( 

31 

2( 

17 

27 

2." 

27 

29 

31 

21 

11 

15 

2b 

2i 

22.7 

1^  Dam 

J  Maximum... 

34 

4(> 

38 

3S 

38 

45 

3b 

34 

42 

46 

36 

42 

35 

36 

36 

38 

42 

38 

50 

40 

34 

40 

3b 

38 

38 

39 

38 

42 

40 

48 

46 

39.  8 

(Minimum.... 

8 

12 

18 

24 

lb 

26 

1( 

14 

20 

22 

12 

14 

25 

10 

12 

24 

24 

14 

30 

20 

12 

lb 

27 

2b 

20 

23 

20 

8 

11 

20 

20 

18.  1 

a 

(Maximum... 

44 

45 

40 

42 

43 

38 

42 

50 

44 

45 

43 

47 

41 

35 

40 

30 

51 

49 

48 

44 

44 

43 

45 

46 

46 

45 

45 

48 

41 

47 

44.0 

(Minimum.... 

23 

25 

29 

35 

24 

32 

27 

29 

31 

18 

2! 

31 

22 

32 

2-- 

31 

32 

33 

28 

24 

32 

27 

25 

34 

30 

35 

24 

26 

34 

28.2 

touif ord   

j  Ma.ximum  .  • 

45 

43 

37 

38 

60 

38 

3! 

49 

51 

43 

39 

4:', 

41 

36 

44 

35 

48 

38 

37 

45 

40 

39 

43 

41 

45 

50 

45 

50 

4( 

45 

42.4 

(  Miuimum-... 

17 

19 

25 

32 

28 

32 

21 

32 

23 

23 

30 

25 

18 

29 

2i! 

31 

30 

2i' 

27 

19 

29 

27 

24 

30 

29 

25 

17 

19 

29 

33 

25.9 

anceboro   

J  Maximum  ... 

42 

43 

33 

40 

46 

34 

36 

38 

42 

45 

38 

38 

34 

40 

38 

42 

35 

43 

45 

40 

46 

86 

39 

3! 

39 

40 

3' 

4( 

54 

48 

4b 

40.7 

(Minimum.... 

9 

b 

15 

32 

20 

22 

IS 

18 

22 

28 

18 

14 

26 

25 

30 

26 

2.5 

25 

30 

25 

20 

28 

19 

25 

25 

32 

25 

17 

14 

32 

31 

22.7 

rinslow 

j  Maxlmimi . . . 

43 

45 

42 

40 

45 

48 

47 

53 

53 

40 

44 

45 

46 

44 

45 

44 

48 

60 

43 

45 

43 

43 

4C 

43 

48 

48 

49 

62 

5b 

48 

4.5.8 

(  Mininnnn 

20 

25 

25 

35 

28 

33 

2( 

2i 

31 

31 

21 

32 

32 

22 

30 

29 

32 

32 

34 

29 

23 

31 

28 

26 

2b 

38 

30 

22 

22 

28 

33 

28.5 

iroodlaiidil 

j  Maximum  . . . 
(  Minimum--.. 

41 
10 

42 
16 

39 

18 

38 
29 

45 
27 

38 
28 

21 

40 
20 

49 
22 

36 
30 

39 
20 

21 

34 
31 

43 
2" 

40 
26 

44 
27 

33 
2b 

43 
28 

48 
32 

41 
27 

46 
22 

40 
24 

22 

39 
25 

39 
27 

42 
31 

39 
28 

45 
21 

55 
22 

44 

18 

45 
25 

41.  4 

24.3 

yew  Hampsliire 

lerlinij 

\  Maximum  . . . 
(Miuimmn.--. 

43 

2» 

44 
27 

2<- 

34 

28 

53 
15 

41 

18 

38 
2( 

60 

17 

55 
18 

31 
23 

43 
20 

39 
25 

40 
27 

40 
13 

34 

14 

45 
28 

36 
30 

49 

30 

35 
33 

38 
25 

43 
12 

34 

16 

36 

25 

38 
27 

28 

45 
29 

48 
16 

46 
14 

54 
13 

36 
17 

47 
31 

42.0 

22.5 

letblehem 

j  Maximum  . . . 

3s 

3S 

40 

35 

48 

40 

3b 

61 

60 

40 

41 

42 

■6s 

40 

35 

39 

37 

45 

3b 

34 

42 

36 

35 

32 

34 

42 

44 

46 

52 

42 

45 

41.4 

(  -Miiiinuun.... 

25 

27 

2b 

26 

24 

30 

17 

24 

46 

28 

21 

31 

23 

U 

26 

28 

29 

31 

26 

24 

18 

28 

23 

24 

23 

28 

19 

19 

19 

0'^ 

28 

25.  4 

loncord' 

(Maximum.   . 

4-1 

42 

41 

38 

53 

38 

47 

63 

59 

40 

51 

48 

46 

35 

36 

45 

38 

51 

44 

4r 

45 

44 

40 

42 

43 

52 

52 

45 

51 

60 

45.  3 

(  Miuimum 

25 

26 

30 

31 

25 

33 

30 

25 

36 

29 

28 

35 

26 

2b 

29 

30 

32 

32 

35 

27 

20 

31 

2b 

29 

31 

21 

23 

16 

29 

32 

28  4 

arham 

i  .Maximum  - . . 

5U 

49 

45 

43 

53 

51 

47 

60 

58 

57 

53 

53 

49 

49 

46 

48 

41 

55 

52 

4s 

47 

48 

47 

46 

47 

53 

53 

48 

51 

48 

54 

50.1 

(Minimum-.-. 

26 

21 

28 

33 

25 

33 

28 

21 

32 

28 

24 

34 

27 

29 

2b 

27 

30 

30 

31 

29 

19 

30 

26 

33 

27 

33 

22 

22 

15 

29 

30 

27.4 

Irst  Con'ticut  Lake  1  S  Maximum  ... 

35 

38 

35 

30 

42 

35 

30 

58 

55 

28 

40 

36 

35 

42 

35 

41 

33 

42 

30 

34 

42 

31 

32 

32 

32 

39 

42 

45 

53 

33 

48 

38.2 

(  Minimum  — 

13 

12 

22 

22 

8 

13 

12 

28 

15 

14 

18 

20 

2 

2 

25 

26 

26 

28 

IS 

-3 

0 

18 

19 

22 

23 

6 

4 

5 

10 

22 

14.7 

tanklin 

j  Maximum  .  -  - 

40 

40 

39 

38 

50 

50 

44 

61 

55 

51 

47 

4b 

42 

36 

35 

41 

45 

45 

43 

43 

38 

37 

35 

42 

52 

50 

48 

46 

46 

47 

44.  2 

(Minimum.... 

28 

22 

30 

33 

28 

32 

28 

2f 

35 

28 

25 

32 

29 

25 

28 

30 

31 

32 

28 

30 

22 

32 

25 

26 

30 

35 

21 

25 

17 

31 

31 

28.0 

lencliff 

j  -Maximum... 

38 

35 

41 

36 

47 

35 

37 

69 

55 

34 

39 

44 

38 

36 

35 

42 

43 

37 

3( 

4t 

36 

34 

32 

35 

43 

43 

41 

47 

38 

44 

40.0 

(  .Minimum 

23 

2s 

29 

27 

22 

27 

19 

31 

34 

21 

27 

29 

22 

23 

26 

27 

28 

31 

27 

23 

18 

28 

23 

23 

25 

31 

23 

25 

29 

27 

28 

25.9 

anover  

j  Ma.ximum--. 

44 

40 

4U 

37 

50 

43 

40 

59 

56 

37 

46 

43 

41 

37 

38 

4( 

3; 

47 

39 

43 

43 

39 

39 

37 

42 

49 

61 

48 

53 

41 

62 

43.6 

(Mimmiuu-... 

30 

29 

30 

30 

31 

24 

24 

35 

25 

22 

33 

26 

25 

27 

31 

3: 

32 

33 

2b 

19 

31 

25 

24 

27 

34 

20 

24 

18 

29 

V9 

27.3 

Ullsboro,! 

)  Maximum  . . . 

44 

42 

38 

39 

51 

36 

45 

62 

54 

38 

48 

45 

44 

33 

35 

44 

35 

49 

43 

45 

46 

42 

3b 

41 

48 

46 

5C 

4.S 

50 

3b 

51 

43.9 

(Miuimum.... 

25 

25 

28 

32 

25 

27 

25 

26 

30 

25 

22 

25 

27 

26 

26 

27 

30 

30 

32 

26 

19 

29 

23 

26 

25 

20 

24 

22 

19 

27 

25 

25.7 

earsarge  

j  Maximum  . . . 

60 

45 

37 

40 

52 

37 

46 

57 

53 

40 

50 

44 

47 

39 

36 

46 

35 

55 

40 

43 

45 

45 

43 

48 

43 

49 

52 

49 

51 

37 

5f 

45.3 

(Minimum--.. 

15 

20 

22 

31 

24 

30 

25 

18 

30 

25 

26 

29 

25 

17 

27 

2b 

30 

28 

31 

26 

14 

22 

2C 

21 

24 

27 

19 

15 

13 

2b 

25 

23.6 

Leene 

Maximum  .  . 
(Minimum.... 

45 
27 

41 

30 

45 
31 

42 
34 

53 
24 

i.i 
32 

46 
29 

25 

60 
41 

44 
28 

52 
29 

49 
37 

49 
23 

42 
2b 

39 
29 

46 
29 

41 
33 

52 
34 

45 
34 

48 
29 

41 
23 

44 
33 

42 
28 

42 
27 

45 
24 

51 

2S 

56 
22 

48 
25 

51 
22 

41 

40 
26 

46.8 

28.8 

Unchcster 

)  Maximum  . .  - 

44 

45 

47 

41 

50 

40 

45 

59 

55 

39 

47 

45 

44 

37 

40 

47 

41 

51 

42 

44 

46 

43 

40 

40 

41 

49 

50 

43 

47 

40 

4b 

44.8 

(Minimum---. 

34 

31 

32 

36 

31 

33 

32 

27 

38 

31 

24 

37 

32 

30 

31 

36 

36 

35 

35 

33 

28 

35 

32 

30 

32 

37 

28 

28 

24 

32  0 

»8hua 

j  Maximum  - .  - 

49 

46 

44 

43 

55 

38 

50 

67 

59 

43 

53 

5b 

55 

37 

50 

39 

57 

46 

51 

49 

48 

44 

45 

49 

56 

58 

44 

50 

4( 

53 

48.4 

(  Minimimi .  - . . 

30 

25 

24 

36 

25 

35 

31 

26 

39 

30 

25 

34 

27 

25 

29 

29 

32 

33 

35 

30 

20 

24 

31 

26 

29 

32 

21 

24 

19 

31 

33 

28.7 

inkliam  Notch 

\  Maximum  . . . 

40 

38 

34 

35 

47 

40 

37 

51 

45 

36 

42 

43 

40 

33 

30 

41 

32 

47 

36 

34 

37 

34 

32 

36 

36 

40 

44 

40 

47 

33 

39 

38.7 

(Minimum  •.- 

13 

12 

27 

26 

lb 

25 

19 

29 

32 

20 

20 

29 

22 

14 

24 

26 

26 

29 

24 

22 

9 

24 

22 

23 

30 

17 

9 

11 

26 

27 

22.0 

IjinoiitU 

(  Maximum  - . . 

40 

42 

39 

38 

60 

43 

40 

51 

55 

52 

45 

42 

41 

39 

38 

4b 

38 

53 

43 

40 

41 

40 

39 

38 

41 

47 

48 

43 

48 

4( 

48 

43.5 

(Miuimum.... 

23 

23 

30 

26 

30 

28 

25 

35 

36 

25 

32 

30 

23 

28 

3C 

30 

31 

28 

30 

20 

30 

25 

25 

30 

30 

20 

23 

16 

30 

32 

27.0 

Vermon 

ennii.gton 

i  Maximum... 

40 

41 

46 

41 

55 

47 

49 

65 

63 

41 

51 

49 

56 

47 

u 

L,48 

52 

50 

43 

50 

50 

43 

36 

4b 

45 

48 

60 

54 

51 

45 

55 

48.0 

(Minimum-... 

27 

3(1 

30 

30 

19 

31 

20 

37 

25 

28 

32 

20 

25 

|35 

34 

35 

32 

23 

18 

32 

27 

26 

19 

27 

18 

30 

20 

29 

31 

27.3 

loomfield 

S  Maximum    . . 

41 

39 

41 

41 

40 

46 

36 

59 

60 

63 

40 

43 

41 

45 

40 

'43 

40 

45 

42 

35 

43 

42 

36 

38 

39 

45 

46 

46 

52 

65 

47 

44.0 

(Miuimum.... 

2i 

24 

18 

30 

6 

30 

8 

25 

2^ 

19 

20 

24 

25 

11 

27 

29 

33 

26 

24 

29 

24 

26 

23 

32 

15 

11 

11 

27 

28 

22  3 

rattleboro  l| , 

j  Maximum..  • 

45 

43 

39 

43 

49 

37 

39 

57 

68 

4(1 

51 

48 

48 

35 

37 

47 

39 

50 

44 

50 

49 

44 

40 

43 

49 

50 

57 

48 

52 

42 

52 

46.0 

(Minimum... 

24 

28 

28 

30 

23 

26 

23 

24 

34 

26 

24 

25 

24 

27 

28 

30 

30 

32 

32 

29 

23 

28 

20 

25 

24 

22 

22 

22 

28 

25 

26.4 

UTliiigton' 

j  Maximum  • . . 

42 

39 

37 

41 

44 

3S 

37 

57 

66 

33 

43 

41 

39 

39 

38 

44 

44 

46 

37 

41 

43 

39 

35 

37 

41 

43 

48 

46 

48 

37 

46 

41.9 

(Minimum.... 

32 

31 

30 

27 

27 

32 

■a 

37 

30 

22 

25 

31 

27 

25 

30 

30 

34 

36 

30 

28 

24 

30 

28 

27 

29 

29 

25 

25 

27 

32 

32 

28.9 

ayendish  

Maximum  . . . 

44 

49 

51 

50 

61 

54 

51 

68 

50 

43 

47 

49 

49 

49 

44 

48 

49 

46 

50 

43 

50 

48 

49 

4b 

48 

45 

62 

49 

60 

48 

48 

48.9 

(Minimum.... 

29 

29 

29 

31 

22 

29 

24 

18 

35 

27 

19 

31 

24 

24 

26 

28 

32 

31 

33 

28 

18 

32 

27 

2b 

27 

30 

19 

23 

16 

29 

28 

26  t; 

helsea 

j  Maximum  ... 

43 

44 

48 

45 

52 

38 

51 

(Minimum... 

'29 

'28 

28 

"30 

"ii 

"28 

'22 

"w 

■'38 

'2.5 

15 

■3.3 

26 

23 

■■•26 

■■30 

■31 

'■32 

si 

■'27 

'i7 

■31 

■■21 

■16 

24 

33 

19 

20 

17 

30 

25 

■■2.5'4 

ornwall 

j  Maximum  • . . 

47 

41 

40 

42 

47 

45 

38 

60 

59 

49 

4i; 

46 

45 

43 

42 

49 

46 

47 

45 

47 

48 

46 

38 

42 

46 

52 

50 

53 

51 

62 

46.  6 

(Minimum.... 

31 

31 

31 

30 

26 

32 

24 

28 

42 

25 

23 

38 

28 

23 

28 

29 

34 

38 

32 

27 

23 

31 

38 

26 

34 

24 

29 

27 

31 

26 

29 

29.  6 

taftsbiiry  Com 

)  Maximum  . . . 

40 

38 

37 

35 

44 

42 

36 

67 

54 

36 

42 

36 

3b 
15 

38 

42 

41 

37 

33 

35 

33 

38 

43 

44 

51 

39 

45 

39  8 

(Minimum... 

22 

28 

24 

27 

19 

29 

18 

29 

34 

18 

18 

30 

20 

27 

28 

33 

25 

22 

14 

2:1 

22 

2.5 

31 

19 

17 

29 

29 

24.2 

wset 

j  Maximum  . . . 

40 

38 

38 

38 

50 

45 

43 

59 

34 

43 

40 

40 

36 

44 

42 

39 

44 

40 

35 

36 

37 

42 

50 

42 

46 

40 

4S 

42.1 

(Minimum  ... 

29 

29 

29 

30 

19 

28 

23 

32 

35 

26 

25 

33 

30 

21 

28 

28 

35 

36 

31 

26 

19 

29 

29 

26 

26 

32 

19 

19 

24 

29 

22 

27.3 

nosbur.,- Falls 

(Maximum  ... 

44 

45 

38 

42 

40 

38 

41 

63 

50 

36 

68 

4! 

60 

41 

45 

43 

44 

42 

37 

35 

40 

45 

41 

45 

45 

51 

49 

51 

46 

39 

5(1 

44.  5 

(Minimum-.. 

20 

21 

27 

28 

11 

32 

22 

35 

32 

20 

20 

32 

19 

18 

22 

30 

32 

35 

28 

22 

18 

32 

28 

31 

Z^ 

2u 

22 

20 

30 

32 

25.  7 

ewport  J} 

(  Maximum  ... 

44 

40 

38 

36 

43 

36 

36 

57 

66 

25 

42 

40 

38 

39 

40 

40 

38 

44 

34 

40 

36 
24 

33 

36 

38 

40 

44 

45 

49 

33 

44 

33 

40.1 
23  7 

(  Xlinimum 

22 

25 

2.i 

22 

18 

27 

17 

29 

22 

17 

18 

27 

22 

15 

30 

32 

31 

32 

25 

21 

17 

24 

25 

27 

24 

20 

14 

21 

29 

orthfieId> 

(  .Maximum  ... 

42 

38 

35 

49 

37 

39 

58 

57 

33 

44 

42!     40[ 

37 

37 

41 

35 

45 

39 

40 

41 

42 

37 

38 

39 

40 

47 

42 

48 

35 

47 

41.3 

(Minimum.... 

29 

28 

2C 

21 

15 

31 

24 

24 

28 

24 

241 

32 

24 

'£i 

28 

31 

32 

33 

31 

24 

19 

26 

26 

23 

30 

24 

19 

21 

18 

30 

30 

25.7 

ntland 

(  Maximum... 

45 

40 

42 

39 

54 

46 

39 

65 

65 

36 

48 

43 

481 

40 

40 

48 

43 

44 

38 

48 

47 

40 

38 

36 

44 

47 

58 

46 

53 

48 

60 

45.4 

(  Minimum-... 

30 

32 

31 

30 

21 

30 

25 

26 

36 

25 

26 

27 

13     23 

28 

26 

34 

35 

33 

28 

21 

32 

28 

28 

29 

31 

23 

24 

22 

31 

31 

27.7 

t.  Albans  

(Maximum... 

43 

41 

36 

40 

41 

41 

35 

60 

58     -391 

43 

43 

37      40 

39 

45 

48 

44 

40 

38 

43 

43 

35 

37 

40 

43 

46 

48 

63 

43 

45 

42.8 

(Minimum.... 

30 

31 

29 

35 

28 

31 

^ 

_i! 

33|     20| 

19 

32 

24     25 

33 

J! 

34 

38 

27 

25 

25 

31 

26 

^ 

_!! 

29 

28 

31 

31 

30 

28.  0 

8e»  page  20  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


March, 


if|< 


Daily  Temperatures  for  March,  1943,  (Continued 

gtatio 

rs 

Day 

of  month 

1 

1 

2 

3 

4 

5 

6 

ii 

8 

- 

10 

hi 

12 

13  1  14 

15 

h 

17 

18 

1  ^^ 

20 

21 

22 

23 

24 

|.5 

26 

27 

28 

1  29 

|30 

31 

St.  Johnsbury 

nt 

.    1  Maximum... 

4 

3' 

4 

1 
41 

4- 

4C 

38 1     60 

58 

5' 

4 

42 

42 

.39 

42,     44 

41 

47      4C 

37 

42 

41. 

3- 

~ 

4ol     45      47 

48     50     4" 

49 

44 

2 

'2 

2c 

31 

1£ 

3i 

23 

20 

37 

2 

2 

35 

25 

19 

•2' 

^ 

31 

34]     3 

26 

1" 

32 

2a 

24 

26      3 

21 

19     18     3C 

31 

26. 

fcomersetll 

. .     Alaxinuiiii  ... 

3 

3 

34;     3o 

4l 

3L 

4a 

63 

54 

3 

4 

37 

42 

29 

3 

4C 

36 

4 

3. 

40 

41 

33 

2t 

35 

35I     3- 

39     4 

23 

43 

38. 

(  iVIiaimum-... 

1 

2 

25;     2b 

171     2 

19 

20 

25 

2 

2 

22 

19 

20 

2. 

24 

29 

291    2e 

20 

15 

23 

2 

21 

2 

24 

12 

13      14 

16 

25 

20 

While  liiver  Jet 

)  Maxinmni  • .. 

4 

3 

3£ 

36 

4' 

3e 

41 

59 

68 

3 

4 

46 

43 

31 

3' 

4( 

36 

45     42 

44 

44 

42 

4C 

3i 

4; 

4' 

49 

46     5'. 

36 

60 

43. 

■■  i  Miuimuni.... 

3 

3 

3 

22 

21 

32 

25 

30 

2 

2' 

33 

2f 

26 

21 

31 

32 

33     31 

23 

20 

28 

26 

26 

2£ 

2c 

21 

2L 

it 

30 

28 

26. 

Woodi^tock 

\  Maximum  ... 

4 

4 

39 

39 

46 

4- 

40 

58 

58 

4- 

4. 

45 

45 

47 

3£ 

43 

45 

48|     4S 

45 

4b 

41 

38 

4P 

42 

44 

51 

4t 

52 

64 

50 

45. 

(  Minimum... 

2 

3 

2£ 

32 

1- 

2r 

24 

20 

36 

2. 

2. 

33 

25 

23 

2- 

30 

32 

31 

29 

18 

31 

24 

22 

2c 

31 

20 

24 

r 

29 

29 

26. 

Udssacli 

sett.i 

Amherst 

\  Maximum  ... 

4 

4 

43 

43 

5c 

3f 

50 

63 

4; 

54 

48 

52 

3b 

3S 

47 

38 

53|    42 

50 

52 

47 

40 

43 

46 

52 

59 

59 

6 

43 

53 

48. 

(  Minimum.... 

3 

3 

3L 

32 

2- 

34 

2ft 

31 

37 

3: 

2' 

34 

28 

31 

3C 

31 

33 

351    3' 

28 

27 

33 

30 

2b 

28 

32 

26 

3 

2C 

30 

30l    30. 

Blue  Hill 

)  lUaximmn  . .. 

4 

4 

4; 

42 

5 

3iJ 

46 

63 

69 

4 

5C 

46 

49 

38 

3L 

41 

3« 

5- 

45 

49 

47 

49 

41 

44 

46 

44 

49 

39 

43 

35 

48 

46. 

(  Minimum  — 

3 

3 

■i-2 

34 

28 

31 

2u 

35 

39 

•A 

2- 

35 

28 

29 

31 

29 

31 

34 

35 

28 

30 

33 

26 

26 

33 

31 

30 

2" 

30 

31 

30. 

Uoston  ' 

..     .Maxiuuim  ... 

4 

4* 

4- 

45 

41 

49 

60 

61 

44 

5i 

48 

52 

38 

3" 

42 

41 

51 

4" 

51 

42 

50 

43 

46 

47 

47 

50 

42 

44 

40 

61 

47> 

(  Minimum.... 

3. 

3 

34 

38 

3' 

34 

32 

39 

4( 

31 

33 

35 

33 

32 

3_ 

33 

34 

3- 

35 

33 

32 

38 

34 

32 

33 

36 

33 

30 

32 

36 

Si 

15  lock  ton 

\  Maxiiuum  ... 

4C 

5 

5( 

48 

52 

47 

50 

60 

63 

5C 

5a 

52 

53 

53 

46 

44 

6C 

5b 

52 

51 

49 

4b 

46 

5( 

4( 

47 

4' 

47 

46 

50. 

1  Jlimmum.... 

3' 

3 

34 

36 

28 

34 

34 

47 

3S 

2i; 

36 

30 

32 

3 

32 

32 

3c 

37 

31 

31 

30 

28 

33 

32 

30 

27 

31 

33 

32. 

Clinton 

.,  S. Maximum... 

3 

4; 

44 

45 

5o 

3tj 

45 

63 

62 

42 

49 

48 

49 

34 

3ti 

4( 

36 

5£ 

46 

50 

48 

46 

41 

4t 

47 

49 

54 

43 

47 

3b 

51 

45. 

/  Minimum.... 

3 

3'^ 

33 

34 

29 

34 

29 

31 

47 

3 

26 

30 

28 

30 

29 

28 

32 

32 

3- 

29 

27 

31 

30 

28 

26 

32 

27 

2b 

2b 

30 

31 

30. 

Concord 

)  .Maxiuuuii  . .. 

4i 

4' 

52 

44 

64 

39 

49 

6b 

67 

4: 

49 

.^0 

3b 

3b 

47 

39 

5t 

4j 

60 

48 

48 

44 

44 

47 

50 

53 

47 

50 

38 

54 

47. 

■■  1  Minimum.... 

3( 

3i 

34 

31 

2h 

33 

29 

33 

38 

32 

29 

32 

29 

28 

31 

30 

32 

34 

3- 

30 

25 

32 

29 

29 

28 

35 

26 

28 

25 

30 

30. 

Kast  Wareliainll 

..  j  .Maxinmm... 

4- 

4< 

62 

47 

49 

3s 

49 

59 

5i 

4" 

5C 

50 

48 

37 

40 

45 

49 

50 

6L 

53 

55 

53 

46 

51 

51 

48 

52 

45 

47 

41 

60     48. 

(Minimum.... 

2i 

2. 

33 

37 

25 

33 

28 

33 

36 

27 

35 

24 

29 

32 

34 

37 

38 

31 

25 

39 

30 

28 

2i 

29 

28 

26 

24 

34 

34     31. 

Fall  River 

j  Maximum  . .. 

46 

4- 

49 

4b 

49 

40 

50 

61 

57 

4' 

51 

49 

50 

36 

37 

49 

46 

5" 

48 

53 

48 

50 

43 

4b 

49 

50 

57 

46 

48 

40 

49     48. 

■  iMiuimum... 

3( 

3'- 

33 

31 

30 

31 

34 

38 

34 

29 

35 

28 

31 

31 

3b 

32 

37 

36 

30 

2b 

35 

32 

27 

28 

34 

30 

27 

30 

32     31. 

Fitchburg 

.  \  MaxJinun.  ... 

4? 

4£ 

41 

47 

52 

42 

38 

63 

5£ 

43 

44 

36 

51 

42 

3b 

44 

38 

48 

44 

50 

48 

45 

43 

44 

48 

40 

58 

47 

51 

39 

53 

46. 

j  Minimum.... 

■i4 

33 

32 

35 

28 

34 

27 

28 

29 

28 

26 

27 

29 

27 

32 

34 

34 

30 

25 

34 

30 

29 

28 

35 

27 

26 

26 

30 

30 

30. 

Fort  Dtvens 

.  )  Maxiimiui... 

4.1 

4( 

4. 

4L 

53 

35 

48 

62 

57 

41 

51 

48 

32 

32 

47 

3d 

.55 

44 

48 

46 

46 

43 

43 

45 

49 

55 

44 

48 

37 

51 

45. 

(  Minimum.... 

28 

Si 

31 

33 

2b 

31 

28 

31 

36 

29 

28 

29 

26 

27 

25 

30 

32 

31 

26 

24 

30 

30 

28 

26 

32 

23 

26 

24 

30 

26 

Framingham 

.  )  Maximum  .. 

45 

46 

51 

50 

53 

53 

48 

63 

63 

63 

51 

51 

50 

3b 

46 

46 

57 

55 

50 

62 

60 

48 

45 

48 

50 

53 

50 

47 

45 

52 

50' 

(  Minimum.... 

32 

3-- 

34 

35 

28 

32 

29 

31 

47 

33 

27 

32 

29 

31 

30 

33 

35 

37 

30 

27 

36 

30 

29 

29 

35 

29 

27 

31 

33 

31. 

Gloucester 

S  .^iaximum  ... 

42 

45 

45 

42 

48 

40 

46 

58 

45 

42 

4b 

47 

47 

37 

39 

Sb 

40 

48 

47 

49 

42 

4S 

42 

48 

48 

48 

47 

4] 

45 

38 

48 

44. 

■  1  Minimum.... 

32 

31 

35 

36 

31 

33 

31 

36 

40 

36 

32 

35 

32 

30 

33 

33 

36 

3b 

32 

30 

35 

31 

30 

30 

35 

30 

2b 

32 

35 

32. 

flaverhill 

.  s  viaximum  ... 

47 

4b 

48 

47 

54 

.54 

48 

65 

67 

6r 

52 

61 

49 

49 

37 

45 

41 

54 

64 

49 

49 

47 

47 

45 

47 

60 

50 

47 

4b 

46 

49 

49. 

*  Minimum.... 

84 

33 

35 

38 

31 

36 

32 

37 

40 

30 

31 

37 

30 

32 

31 

Si 

34 

36 

38 

33 

31 

36 

31 

31 

31 

37 

33 

28 

26 

33 

35 

Uyannis 

S  Mn.Minlnu  ... 

44 

44 

45 

47 

45 

3b 

39 

56 

61 

42 

45 

49 

45 

34 

39 

42 

47 

44 

49 

60 

42 

48 

46 

44 

47 

45 

48 

40 

45 

42 

47 

44. 

(  Minimum   . . . 

33 

30 

33 

35 

29 

31 

31 

35 

41 

3b 

29 

35 

30 

30 

33 

33 

37 

37 

32 

27 

38 

32 

29 

31 

34 

31 

29 

32 

34 

32. 

Lawrence 

47 

47 

47 

45 

53 

44 

48 

64 

60 

47 

51 

49 

40 

36 

37 

4i 

39 

55 

46 

49 

45 

45 

43 

44 

47 

50 

50 

43 

49 

39 

61 

46. 

/  Minimum.... 

30 

27 

33 

30 

29 

33 

30 

32 

39 

27 

28 

30 

29 

26 

30 

30 

32 

33 

33 

31 

30 

35 

31 

29 

29 

35 

28 

26 

25 

32 

33 

30. 

Lowell 

S  Maximum  . .. 

46 

47 

45 

41 

61 

37 

4i; 

62 

57 

41 

60 

45 

49 

35 

39 

45 

39 

52 

44 

48 

46 

46 

41 

42 

46 

50 

53 

45 

51 

39 

52 

46. 

■  (  Minimum  .. 

32 

32 

33 

35 

31 

34 

29 

32 

^1 

32 

29 

36 

30 

31 

31 

31 

32 

34 

37 

30 

27 

36 

31 

28 

28 

35 

29 

30 

27 

33 

33 

31. 

Nantucket  i 

S  Maximum... 
'  /  .Minnmun   .   . 

44 
31 

48 
32 

49 
36 

46 
33 

45 
31 
45 

11 

^2^ 

56 
37 

52 
38 

44 

45 

48 
35 

44 
32 

1 

39 
3fi 

42 
34 

46 
36 

46 
38 

49 
35 

47 
34 

46 
32 

49 
37 

42 
35 

46 
33 

47 
35 

44 
37 

46 
31 

41 
31 

43 
31 

46 

35 

46 
37 

45. 
34. 

New  Bed  ford 

)  Maximum  ... 

43 

46 

45 

46 

42 

48 

58 

51 

44 

49 

50 

61 

39 

42 

46 

4b 

48 

52 

49 

44 

47 

46 

47 

47 

62 

45 

46 

39 

46 

46. 

(  Minimum.... 

33 

35 

35 

36 

32 

34 

31 

38 

39 

36 

32 

35 

32 

34 

33 

33 

34 

37 

36 

33 

37 

34 

33 

30 

31 

35 

34 

32 

31 

34 

35 

34. 

I'ittsfieldll 

.  (Maximum... 

39 

40 

38 

36 

48 

36 

45 

60 

69 

37 

47 

42 

44 

33 

38 

45 

42 

48 

37 

43 

45 

41 

35 

37 

42 

47 

52 

42 

46 

38 

47 

42. 

(  Minimum  ... 

2o 

21 

29 

30 

25 

25 

26 

26 

35 

27 

26 

28 

27 

27 

23 

31 

32 

32 

26 

27 

32 

27 

26 

28 

29 

26 

27 

27 

28 

30 

28. 

Plymouth 

S  Maximum  . . . 

42 

51 

54 

40 

54 

44 

50 

65 

61 

47 

53 

48 

45 

40 

38 

42 

43 

47 

53 

47 

61 

45 

50 

51 

44 

48 

42 

44 

40 

51 

47. 

I  ilinimum.... 

30 

30 

34 

36 

27 

32 

27 

34 

44 

34 

28 

36 

26 

29 

32 

32 

33 

36 

30 

24 

38 

30 

26 

27 

33 

30 

34 

24 

34 

32 

31. 

Province  town 

.     Maximum  . .  • 

40 

46 

49 

43 

43 

40 

44 

46 

52 

44 

45 

50 

46 

38 

39 

42 

59 

44 

45 

46 

47 

45 

46 

47 

45 

46 

34 

45 

42 

48 

44. 

1  Minimum.... 

30 

31 

33 

32 

34 

32 

31 

34 

38 

35 

32 

3z 

33 

32 

32 

35 

33 

35 

38 

33 

30 

35 

34 

33 

36 

35 

23 

35 

32. 

Springfield 

S  Maximum  . . . 

44 

47 

46 

46 

54 

55 

50 

62 

54 

62 

53 

52 

52 

40 

49 

49 

66 

54 

51 

52 

60 

45 

45 

51 

53 

60 

62 

50 

48 

61 

51. 

■  (Minimum.... 

33 

34 

32 

35 

29 

34 

29 

36 

47 

32 

28 

35 

29 

31 

30 

31 

33 

36 

36 

30 

30 

35 

30 

29 

34 

29 

33 

26 

30 

32 

32. 

Stockbridge 

.  )  Maximum  . . . 

40 

41 

40 

38 

49 

41 

47 

62 

61 

41 

50 

43 

48 

37 

38 

45 

46 

49 

41 

46 

47 

42 

41 

37 

42 

48 

55 

45 

47 

40 

46 

44. 

)  Minimum .... 

29 

30 

30 

22 

30 

26 

29 

29 

27 

32 

27 

30 

29 

30 

32 

33 

31 

27 

24 

29 

26 

25 

28 

28 

20 

31 

25 

29 

25 

28. 

Swampscott 

(  Maximum  .  . . 

37 

46 

40 

43 

49 

40 

43 

59 

53 

43 

49 

45 

50 

33 

35 

42 

39 

46 

46 

50 

40 

44 

41 

48 

49 

48 

45 

39 

42 

39 

48 

44. 

■  (  Minimum .... 

31 

29 

33 

35 

33 

36 

32 

34 

40 

34 

32 

27 

26 

30 

29 

32 

34 

36 

33 

38 

34 

31 

28 

29 

34 

30 

28 

26 

30 

36 

32. 

Taunton 

.  \  Maximum  . . . 
/Minimum.... 

47 
29 

24 

50 
35 

46 
37 

49 
26 

42 
33 

50 
28 

61 
33 

60 
46 

47 
36 

52 
28 

49 
35 

63 
25 

46 
27 

37 
33 

45 

45 
34 

58 
37 

55 
37 

52 
31 

51 
23 

50 
38 

45 
31 

47 
28 

48 
23 

49 
32 

54 
25 

46 
22 

46 
24 

41 

40 

51 

32 

49. 
31. 



West  Cummingtou  . 

.  )  iVlaximum  . 

40 

39 

37 

51 

47 

47 

59 

65 

37 

48 

44 

46 

44 

38 

42 

38 

48 

40 

44 

43 

40 

38 

40 

42 

46 

51 

48 

44 

41 

46 

43. 

/  Minimum.... 

23 

23 

28 

30 

17 

29 

22 

20 

37 

25 

25 

30 

25 

27 

26 

27 

30 

29 

25 

20 

25 

25 

20 

26 

18 

24 

19 

27 

26 

25. 

Westfieldll 

.(Maximum... 

43 

46 

43 

42 

54 

42 

•52 

63 

60 

43 

53 

48 

53 

41 

39 

48 

40 

45 

48 

49 

46 

40 

42 

46 

51 

58 

48 

50 

43 

50 

47. 

*  Minimum.... 

28 

31 

28 

36 

27 

31 

27 

26 

40 

36 

25 

31 

25 

29 

27 

27 

32 

33 

30 

26 

29 

28 

26 

28 

32 

24 

33 

26 

28 

32 

29. 

Willianistown  

)  Maximum  ... 

40 

40 

42 

37 

47 

42 

44 

57 

60 

41 

48 

45 

43 

36 

40 

44 

41 

44 

41 

44 

45 

41 

35 

39 

45 

47 

62 

45 

49 

43 

51 

44. 

minimum  ... 

29 

30 

32 

32 

24 

34 

27 

30 

39 

27 

29 

33 

27 

31 

30 

32 

34 

38 

33 

32 

25 

32 

28 

29 

28 

31 

24 

33 

26 

30 

34 

30. 

Worcester 

S  Maximum  .  • . 

43 

45 

44 

43 

53 

42 

47 

61 

59 

42 

52 

47 

51 

36 

36 

48 

37 

56 

43 

48 

49 

46 

41 

41 

46 

60 

56 

44 

47 

38 

51 

46. 

(  Minimum .... 

30 

29 

32 

35 

27 

33 

25 

28 

37 

31 

24 

29 

24 

29 

29 

26 

32 

34 

35 

28 

25 

34 

28 

27 

29 

33 

26 

25 

25 

30 

31 

29. 

Mode  Ishmi 

Block  Island! 

(  Maximum  . . . 

46 

49 

48 

43 

45 

43 

44 

54 

54 

44 

45 

47 

44 

39 

40 

40 

49 

50 

45 

47 

46 

49 

42 

43 

46 

48 

481 

42 

42 

41 

42 

45. 

•  )  Minimum . . . 

33 

33 

36 

34 

32 

33 

38 

39 

35 

33 

35 

31 

33 

33 

34 

35 

38 

36 

36 

34 

36 

32 

32 

34 

35 

35 

35 

34 

33 

36 

34. 

Kingston 

.  (Maximum... 

45 

47 

46 

44 

45 

48 

61 

47 

48 

52 

49 

45 

39 

43 

47 

58 

54 

51 

51 

48 

43 

44 

50 

46 

65 

45 

45 

40 

47 

48. 

(Minimum.... 

31 

30 

35 

35 

26 

32 

28 

32 

45 

35 

36 

24 

29 

32 

33 

34 

38 

30 

31 

27 

37 

31 

27 

28 

30 

25 

31 

30 

32 

26 

31. 

I'ortsniouth 

.  j  .Maximum    . . 

48 

51 

46 

47 

47 

48 

57 

53 

47 

49 

56 

51 

41 

42 

49 

47 

53 

52 

55 

48 

51 

60 

64 

52 

58 

49 

49 

43 

47 

49. 

31 

33 

32 

28 

31 

27 

33 

38 

33 

27 

35 

26 

30 

31 

32 

32 

36 

33 

30 

30 

35 

30 

27 

27 

32 

30 

29 

28 

31 

31 

31. 

Providence " 

)  .Maximum  ... 

50 

48 

48 

48 

51 

43 

63 

66 

67 

45 

55 

50 

52 

40 

46 

42 

58 

48 

62 

48 

50 

43 

46 

48 

49 

66 

46 

47 

41 

46 

48. 

i  Jliuimum.... 

36 

39 

39 

38 

34 

34 

32 

42 

42 

37 

32 

35 

32 

33 

34 

34 

38 

35 

32 

34 

38 

34 

31 

32 

36 

35 

33 

31 

33 

36 

Sift 

Connecticut 

Bridgeport 

j  Maximum  .  ■ . 
'  !  Minimum.... 

47 
32 

48 
33 

47 
35 

49 
34 

51 
26 

44 

51 

29 

64 

29 

56 
44 

46 
34 

51 
27 

53 
35 

49 
25 

40 
33 

^? 

48 
36 

43 
35 

60 

40 

48 
36 

55 

28 

46 
31 

49 
34 

44 
32 

49 
29 

51 
27 

55 
34 

68 
32 

44 
35 

43 
32 

47 
31 

44 
33 

Cream  Hill 

41 

41 

38 

38 

48 

44 

48 

60 

65 

41 

50 

48 

48 

46 

39 

45 

41 

51 

45 

48 

47 

45 

35 

40 

43 

52 

55 

54 

44 

40 

43 

■  iMfuimum  '.'■■ 

29 

29 

28 

29 

25 

31 

24 

37 

35 

27 

22 

32 

25 

30 

27 

29 

30 

34 

33 

26 

28 

30 

26 

25 

25 

27 

29 

30 

25 

27 

26 

Banbury 

)  Maximum  ... 

46 

45 

44 

46 

51 

44 

53 

64 

59 

43 

52 

49 

51 

47 

40 

47 

42 

55 

50 

52 

61 

49 

41 

46 

49 

53 

58 

56 

44 

42 

43 

1 

■  (Minimum.... 

30 

25 

32 

33 

21 

25 

26 

40 

30 

27 

33 

21 

32 

31 

33 

39 

35 

23 

24 

29 

28 

22 

26 

29 

31 

30 

30 

28 

Hartford  i 

j  Maximum  ... 
■  (  Minimum.... 

45 
41 

47 
32 

49 
36 

45 
32 

54 
28 

41 
35 

52 
29 

62 
35 

60 

46 
33 

53 

27 

49 
34 

50 
29 

40 
32 

50 
31 

40 
36 

57 
38 

47 
37 

53 

52 
29 

50 
37 

42 
33 

46 
30 

47 
28 

51 
33 

60 
29 

49 
32 

50 
28 

43 
31 

48 
31 

49 
32. 

Mt.  Carmel 

S  Maxiiiuim  ... 

46 

44 

46 

50 

41 

49 

61 

5.5 

44 

49 

52 

51 

37 

50 

40 

58 

48 

61 

48 

48 

42 

45 

49 

65 

58 

46 

49 

41 

46 

47. 

•(Minimum  ... 

29 

30 

32 

28 

23 

31 

23 

27 

36 

31 

21 

33 

22 

31 

29 

30 

35 

36 

32 

27 

27 

32 

29 

26 

28 

32 

28 

27 

28 

28 

28. 

New  Haven  ' 

)  Maximum  . . . 

45 

46 

47 

49 

51 

44 

46 

58 

53 

45 

50 

52 

47 

40 

44 

44 

43 

58 

48 

54 

47 

48 

42 

46 

49 

54 

58 

44 

45 

43 

46 

47. 

■  (  Minimum.... 

35 

37 

36 

33 

35 

30 

38 

40 

36 

32 

36 

31 

34 

35 

36 

3d 

37 

32 

35 

36 

33 

31 

35 

35 

32 

32 

36 

84. 

New  London  

(Maximum... 

47 

45 

45 

50 

47 

45 

46 

60 

58 

47 

47 

53 

50 

45 

42 

43 

46 

65 

55 

53 

53 

48 

44 

45 

49 

50 

53 

52 

45 

43 

(  Minimum.... 

35 

33 

36 

35 

29 

33 

30 

39 

41 

35 

29 

38 

28 

34 

33 

34 

35 

40 

43 

32 

33 

36 

23 

28 

29 

33 

33 

35 

31 

32 

32 

3S! 

Norwalk 

(  Maximum  ... 

48 

46 

46 

50 

52 

46 

53 

66 

58 

47 

62 

52 

51 

42 

45 

47 

43 

60 

50 

56 

46 

49 

46 

49 

53 

67 

60 

45 

41 

47 

42 

49. 

•  i  Minimum.... 

32 

27 

35 

32 

34 

34 

25 

44 

34 

20 

34 

21 

36 

31 

29 

35 

40 

30 

26 

25 

34 

31 

29 

33 

33 

30 

33 

32 

26 

31" 

Putnam 

(  Maximum  . . . 

44 

45 

47 

43 

53 

46 

50 

63 

58 

44 

62 

46 

49 

44 

35 

49 

41 

58 

43 

48 

48 

.52 

44 

48 

55 

47 

56 

47 

48 

40 

49 

481 

■  (  Minimum.... 

31 

30 

33 

35 

23 

31 

27 

31 

44 

31 

21 

33 

27 

31 

30 

27 

31 

34 

34 

29 

26 

33 

26 

24 

27 

26 

27 

26 

27 

30 

26 

29^ 

Salisbury 

(  Maximum  ... 

42 

41 

42 

49 

45 

50 

61 

58 

51 

49 

45 

48 

49 

43 

46 

43 

52 

47 

49 

61 

45 

36 

42 

44 

52 

66 

68 

49 

46 

46 

1i 

■  i  Minimum.... 

28 

29 

28 

20 

30 

21 

33 

34 

26 

17 

30 

22 

28 

26 

25 

29 

30 

28 

24 

24 

24 

25 

25 

23 

29 

21 

26 

23 

Storrs 

(  Maximum  . . . 

42 

45 

46 

41 

54 

36 

49 

60 

58 

41 

61 

43 

48 

36 

35 

47 

41 

61 

41 

48 

47 

47 

39 

41 

46 

47 

56 

44 

47 

38 

45 

45J 

(  Minimum.... 

28 

30 

31 

30 

27 

30 

27 

29 

32 

29 

26 

28 

26 

29 

28 

32 

35 

32 

28 

27 

32 

27 

25 

27 

30 

31 

30 

26 

30 

30 

29J 

Waterbury 

42 

49 

47 

47 

61 

44 

54 

64 

59 

44 

66 

49 

52 

48 

48 

52 

48 

58 

51 

55 

63 

50 

42 

45 

50 

55 

62 

66 

48 

43 

44 

60 

1  Minimum 

i 

31 

35 

24 

32 

25 

31 

38 

31 

25 

33 

26 

41 

31 

35 

38 

44 

35 

30 

28 

32 

29 

36 

39 

43 

53 

34 

28 

37 

28 

33 

Westbrook 

(  Maximum... 

49 

47 

49 

50 

45 

48 

62 

•54 

47 

50 

55 

51 

42 

43 

45 

45 

58 

55 

56 

54 

50 

45 

48 

51 

.53 

65 

64 

46 

46 

45 

49 

(Minimum.... 

27 

29 

36 

^ 

20 

32 

20 

25 

43 

33 

18 

29 

20 

31 

32 

27 

35 

32 

23 

22 

35 

Jl 

19 

23 

25 

22 

30 

29 

31 

22 

28 

See  page  20  for  ex 

planationof  refe 

ark^ 
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GENERAL   SUMMARY 

favorable  water  supply  trend  of  the  preceding  month  was 
-^d  in  New  England  during  April,  1942,  and  markedly  so 
southern  division  where  less  than  35  percent  of  normal 
citation  occurred.     The  month  was  the  driest  April  there, 
:  in  1892,  since  Section  records  were  first  compiled  in  1888. 
•.suit,  streams  were  much  lower  than  usual  for  this  time 
ir,  and  levels  of  ground  water  wells  fell  almost  steadily; 
nation  of  early  seeds  was  retarded,  and  forest-fire  hazard 
~^'d  steadily  during  the  closing  decade.      In  the  northern 
on,  monthly  precipitation  averaged  approximated  86  per- 
cent of  normal,  and,  following  ample  precipitation  of  the  pre- 
ceding month,  water  supplies  were  adequate  and  streams  nearly 
full.     Daring  the  last  nine  days  of  the  month,  precipitation  was 
especially  iiglit  or  entirely  lacking  in  all  portions  of  tiie  Seclit)n. 
Total  precipitation  and  departure  from  normal  for  the  two  divi- 
sions of  the  Section  for  the  period  January  through  April,  1942 
were  as  follows:  northern,  12.67  inches,  -|-0.54  inch;  southern, 
14.72  inches,  — 0.17  inch. 

The  temperature  average^!  well  above  normal  in  all  parts  of 
the  Section;  monthly  maxima  occurred  generally  on  the  30th 
with  readings  in  the  80's.  The  earlii  -  late  of  the  last  killing 
frost  over  appreciable  sheltered  areas  of  the  southern  division 
was  the  I4th.  At  the  clo.se  of  the  month,  the  snow  cover  was 
limited  to  a  few  districts  in  the  extreme  north  and  in  some  high 
elevations;  early  planting  was  completed  in  the  south  and  was 
in  progress  in  central  sections;  water  supplies  and  soil  moisture 
needed  replenishing  in  the  southern  division.  e.  s. 


TEMPERATURE 


Tlie  average  monthly  temperature  for  the  Section,  based  on 
llO  records,  was  46.4°,  wliicli  is  2.7°  above  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  43.9°;  for  the  southern  division,  48.9°.  The  highest 
monthly  mean  was  53.0°  at  Springfield,  Mass.;  the  lowest  was 
37.0°  at  First  Connecticut  Lake,  N.  H.  The  highest  recorded 
wa.s  89°  at  Brockton,  Mass.  and  Norwalk,  Conn,  on  the  30th; 
the  lowest  was  9°  at  Greenville,  Me.  on  the  13th.  The  greatest 
monthlv  range  was  72°  at  Vanceboro,  Me. ;  the  least  was  43°  at 
Block  Island,  R.  I. 


PRECIPITATION 


Tiie  average  monthly  precipitation  for  the  Section,  based  on 
194  records,  was  1.93  inches,  which  is  1.40  inches  below  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  2.61  inches;  for  the  southern  division, 
1.24  inches.  The  greatest  monthly  amount  reported  was  6.06 
inches  at  Piidcham  Notch,  N.  H.;  the  least  was  0.43  inch  at 
Springfield,  Mass.  The  greatest  amount  in  24  hours  was  2.38 
inches  at  Pinkham  Notch,  N.  LI.  on  the  15th.  The  average 
number  of  days  with  .01  inch  or  more  of  precipitation  was  10, 
which  is  the  mean  for  the  past  55  years. 

The  average  snowfall  for  the  northern  divi.sion,  based  on  89 
records,  was  8.1  inches;  for  the  southern  division,  based  on  89 
records,  3.2  inches;  for  the  Section,  based  on  178  records,  5.6 
inches,  which  is  1.5  inches  above  the  mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  133  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  9.7  miles  an  hour,  which  is  1.2  miles  an  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged 
58  percent  of  tlie  possible  amount,  which  is  4  percent  above 
the  mean. 

Cloudiness  was  near  the  mean.  The  average  for  the  Section, 
based  on  142  records,  was  12  clear,  7  partly  cloudy,  and  11 
cloudy  days. 

The  monthly  relative  humidity,  based  on  the  8:30  a.  m. 
(E.W.T)  and  8:30  p.m.  observations  at  14  stations,  was  72 
percent,  which  is  5  percent  above  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1888 

1SS9 

isyo 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

190:3 

1904 

1905 

1906 

1907 

1908 

1909  

1910  

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926   .   . 

1927 

1928 

1929 

1930 

1931 

19:J2 

19:!3 

1934 

1935 

1936 

1937 

1938 . 

1939 

1940 

1941 

1942 


15 

46.8 
46.7 
43.5 
45.8 
.  ,45.8 

-  3  41.8 

-  4  I  45.6 
2  !  45.4 

12  j  50.2 

-  8  I  43.4 


43.6 
49.5 
44.2 
43.4 
46.  2 
45.4 
43.6 
51.0 
46.5 
46.3 
44.8 
47.9 
42.5 
45.7 
44.2 
46.2 
45-3 
47.6 
4.5.0 
45.6 
46.9 
45.1 
44.1 
44.8 
48.6 
43.3 
42.2 
50.7 
48.9 


9  I  1.18 
18  ]  2.  82 
12  2.20 


No.  of  days  (all 
South        New  England) 


2.92 
3.17 
1.16 
3.78 
3.12 
4.49 
1.32 
3.12 
4.80 
1.90 
2.23 
8.12 
3.66 
3.49 
6-80 
2.59 
3.28 
3.05 
2.16 

2!  87 
3.09 
4.03 
4.82 
4.47 
2.00 
3.54 
2.62 
3  65 
3.05 
5.32 
4.72 
2  45 
4.90 
5.45 
2.52 
2.64 


1.73 
3  06 

2.05  1 

6.06  ' 


4.8  3.07 
4.5  4.69 
12.  1 

36 


3.02       6.2     .S, 


2.3     10     11       8      11 


8  I  10 
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CLIMATOLOGICAL  DATA:  N1*:V/  ENGI>AND  SECTION 


April,   1941 


;■;  ^ 


Cliinatological  Data  for  April,  1942 


Maine 

BangoiJJ 

Bar  llarlior 

Brassua  Damf. 

Brunswick 

Caribou' 

Eastiiorti 

Easl  Wintlirop. 

Ellsworth  

Kustis  

Fanniiigtoii--.- 
Ft.Fairlieki^(ue'r) 

Fort  Kent 

Gardiner 

GreeuvilleU--- 

Hiramt 

Houlton 

jaclunan 

Lewi>t(>n 

Macliia:.- 

MadisonS 

Middleilam 

Mininocket3.4 


mui  ■ 


Moosel 

North  Bridgton... 

Oldtown 

Orono. 

Portlandl. 

Presque  Isle---.  ■■■ 
Ripo?,MUisl)aM.T', 

Rockland 

Ruin(ord 

The  Forks 

Upper  Dam 

Vanceboro 

Winslowt^.J 

Woodland  111 

For  Stale      ■•• 
New  Hnmvshlre 


Bethleheiii  ....••• 

Cannon  Mt.2 

Couoordl 

Dixville  Notch  .... 

Durham    

Errol||3 

First  Conn.  Laket. 

Fitzwilliam^  

Franklin 

GlencUlV   

Hampton 

Hanover^ 

Hillsboro 

Kearsargo  

Keenea 

Lakeport 

Lincolii^ 

Maneliester 

Milan  

NasiuiaS •■■•. 

New  DurhaniT^  ... 

Newport  •-. 

Noith  stratlordS. 
PinkhamNotchf.. 

Plymonlh 

W    SlewartstownS 
Wolfhoro  Falls... 

York  Pond 

For  Stale     . .  • 


Mt-  Wasliingtontt 


1  ennonl 
Bellows  Falls.... 

Bennington 

BlooniHeldt 

Brattl(>bon)|l«  ... 

Burlington  ' 

Cavendish 

Chelsea 

Cornwallt 

Craftsbury  Com. 

Dorset 

East  liarnef-' 

East  Kyogate 

Enoshurg  Falls.. 

Oilman 

MaysMillt 

Newfane 

Newport  XX 

Northlieldl 

Readsboro^  

Rochester^ 

Rutland 

8t.  Albans 

8t.  Johnsbury  — 
Searsbnrg  Mt.2  .. 
Searsburg  Sta.t^. 


Penobscot 

Hancook 

Somerset 

Cumberland  . 

Aroostook 

Washington  .. 
Kennebec  — 

Hancock 

Franklin 

....do 

Aroostook 

do 

Kennebec  ..  . . 
Pisoataqiiis. .. 
Cumberland.. 
Aroostook  ■ . . . 
Somerset  ...  ■ 
Androscoggin 
Wasliinglon  .. 

Somerset 

Oxford 

Penobscot  ■.  .. 
Piscataquis... 

Somerset 

CUiml>erland.. 
Penobscot  ■-.. 


.do. 


Oxford 

Washington  . 
Kenneljec  .. . 
Washington  . 


Merrimack  . 

Coos 

Stnifford  ... 
Cooa 


Cheshire  

Merrimack  .  ■. 

Grafton  

Rockingliam  . 

Grafton   

Hillsborough 

Carroll 

Chesliire 

Belknap 

Grafton  

Hillsboro 

C 


HiDsbo 
StralVoi 
Sulliva 
Coos ■  ■  ■ 

do 

Graftoi 
Coos . . . 
Carroll 
Coos   .. 


Coos 


Windham  .. 
Bennington 

Essex 

Wiiidliam  .. 
Chittenden. 


ige. 


Or 

Addisoii  . 

t)rleans 

Bennington 
Caledonia  ■■ 

do 

Franklin  ... 

Essex 

Win. 


do 


lam 


Orleans 

Wasldngton 
Bennington 
Windsor.   ... 

Rutland 

Franklin  .... 
Caledonia  .. 
Bennington 
Bennington  . 


115 

il 
606 
965 

40 
505 
570 
1.484 
391 

90 
14U 


1,660 

1200 

390 

1.650 


2,  000 
500 

1,050 
514 


Temperature,  in  degrees  Fahrenheit 


S" 


+0.6 
'+3.'2' 


+2.4 
+  2.9 
+  1.5 


+  4  5 
+  2.6 
+2.4 
+  2.1 
+  6.2 
+  5.5 
+4.2 


+4.7 
+3.0 
+2.8 


PrecipitatioE,  in  inches 


No.  of  days 


■i     3.'  15 


£B 


-0  05 
-2.  21) 
-1.09 
-1.47 
-0.65 
-0.68 
-0.  90 
+0.  39 
-1.25 
-0.46 


Civil  Aeronautics  Auth, 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  (Jc 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norsworthy 
G.  E.  Buchanan 
Samuel  D.  Soule 
U.  S.  Weather  Bureau 

C,  C  KiL.Co. 
William  H.  Cumnaing 
p.  M.  Tripp 

Union  Water  Power  Co 
Bangor  Hydro  ICIectric  Co 
Great  Nortliern  Paper  Co- 
Union  Water  I'ouer  i.'o. 
Great  Northern  l'a!>er  Co. 
.Tnne  Powler 
Ralph  F.  Webber 
C.  L.CInulbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.S.  Weather  Bureau 
Me.  Experiment  Station 
Great  N'ortlievn  Paper  Co 
OlverW.  Holmes 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guj'  W.  Butler 
Hollingswortli  A  Whitueji 
St.  Croix  Paper  Co. 


Edward  Fenn 

George  E.  'I'licker 

Kenneth  Boothroyd 

U-  S.  Weather  Bureau 

Sarah  H.  G  lea  son 

Univ.  of  N.  H. 

Union  Waier  Power  Co. 

Conn    Va.ley  Lumber  Co 

R.  R.  Riuker 

F.J.Southmayd 

State  Sanatorium 

Frank  E.  Leavitt 

Dartmouth  College 

N.  H   Research  Forest. 

Wendell  Lees 

C.  F.  Kobbins 

Arthur  W.  Marshall 

Edward  A.  Carr 

Public  Service  Co. 

Androscoggin  Res-  <..'o. 

Pennichnck  Water  Worki 

E.E.Tobey 

H.  P.SIiepard 

F.  A.  smith 

J.  B.Dodge 

Mrs.  Ualtie  G.  ' 

Claude  Baker 

Kenneth  Berry 

U.S.Bi 


I  row 


Fisherie* 


U.  S.  Weather  Bureau 


B.  F.  Hydro-Electric  CO, 
State  Fish  Hatchery 
Gi'orge  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S   Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  K.  Lane 
Miss  E-  M.  Dustin 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  P.  Devins  t1t 
L.  H .  Pomeroy 
Oilman  Paper  Co. 
Fred  May  tti 
Harold  P    Grant 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.Power  Co. 


See  page  28  for  explanation  of  reference  marks . 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


27 


Climatologieal  Data  for  April,    1943,  iContinued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches        |    No.  of  days 


s-   «5 

.2      '-  • 
5      5S 


lil' 


Windliam  — 
vviiulhaiu  — 
Washington. 
CaleJuuia  — 

Windsor 

Windsor .... 
Wiuaiiani  ... 

Windsor 

Wimlliam  ... 
Wiudoor 


Berkshire  • . . 
Hnrapsliire  ■■ 
Middlesex  . . . 

Norfolk 

do 

Snflolk 

Worcester  . .  • 
Plymouth  .-  ■ 
Marapdon  ■  ■ . 
Hampshire.  . 

Sulloik 

Worcester  •  •  • 
Middlesex  •  •  - 
IMymouth  ... 

Bristol 

Worcester  ■ .  ■ 
Middlesex-.. 

.  do 

Norfolk  

Worcester  ■  ■ . 

Essex 

Franklin 

Middlesex  ■  •  ■ 
Worcester  . . . 
Barnstable.  •■ 

Kssex 

Franklin 

Hampden  ... 
Berkshire  •  • 
Worcester  •  •  ■ 
Barnstable... 

Ki!3ex 

Worcester  ... 
Middlesex... 

ICssex 

Miildlesex  .. . 

Hristol 

Plymouth  ..■ 

Kssex 

Worcester  ■•• 
Worcester  . .  ■ 
Franklin  .... 
Nantucket- ■  • 

Bristol 

Worcester  .  - . 
Plymouth  ■• . 
Berkshire  •. . 
Worcester  ■  • 
Berkshire  ••• 
Hampshire . . 
Plymouth  .■ . 
Worcester  • . . 
Barnstable... 

Kssex   

Bristol 

Franklin  .... 
Worcester  • . . 
Berkshire  — 
Middlesex  ■■  • 
>Iampden  . . . 
Worcester  . .  ■ 
Berkshire.... 

Kssex   

Bristol 

Franklin  ... 
Hampshire . . 
WorCHster ... 
Hampshire-.  . 
Hampden  ... 
Middlesex... 
Berltshiro  ••  • 
Worcester  ■ .  ■ 
Berkshire  ■  ■  • 
Worcester  .. 
Worcester  .• . 


Newport 

Washington 
Newport-..  • 
Providence 


■2-)i) 

1,110 

15 

165 


+5-6 

+•1-2 
+3.9 
+3-0 
+2-5 
+4.4 

'  +  4.'7 


+4.S 

"+i-'i 


+2.2 
+3.6 
+3.0 


+5.2 
■+4.'9 


+4.9 
+3.0 
+3.3 
+3.4 


L-  L.  Leonurd 
C'onu-,  lliver  Power  Co. 
N.  K.  Power  Oo. 
Uilmau  W.  i''ord  It! 
Kva  li   iJwubleday 
Civil  Aeronautics  Auth. 
E.  T.  Hut  ton  lU 
Olcott  Falls  Co- 
Walter  Adams  III 
Bentou  S.  Pinney 


N.  K.  Power  Co. 

Muss.  Agr.  Kxi.-  Sta. 

Met.  Water  Works 

State  Dept.  Public  ileal  th 

Blue  Hill  Observatory 

U.  S.  Weuthei-  Bureau 

Mrs.  Lining  II-  Ueed 

City  Entjincer 

.State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Mel.  Wafer  Work.i 

Fred  A.  Tower 

Joseph  I.,  ivelley 

Uiciiard  C.  Biiutiam 

Herbert  B.  Allen 

Leo  IJ.  Shapiro 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

KalpliM.  I!nrker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Citv  ISiigineer 

State  Dept.  Public  Health 


A.  W. 


.dd 


N.  E.  Power  Co. 
State  Dept.  Public  ilealtli 
Stiite  Teachej  's  ColleKe 
State  Dept.  Public  Health 
Carl  Bergstraiid 
Met.  Water  Works 
Essex  (,'omi)anv 
Props.  Locks  ,t  Canals 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
William  K.  Hoelzel 
State  Dept.  Public  Health 
N.  E.  Power  Oo. 
Cbailotte  A   Biann 
U-  S.  Weather  Bureau 
City  Engineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Work.s 
Comr.  nf  Public  Works- 
State  Dept.  Public  Health 
Plymouth  Cordage  Co 
Jfet.  Water  Works 
Javan  D    Yo  k 
U.  S.  C.  (J.  Station 
Bristol  Co.  Agr.  School 
N.  E-  Power  Co. 
State  Dei)t.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
U.  S.  Armory 
Met.  Water  Works 
Noshit  II.  Bi.i.gs 
Weston  K.  Lewis 
Water  Works 
TuniHrs  FallsP.A  E   Co 
State  Dept,  Public  Health 
State  Dept.  Public  Health 
T.  F.  Whitbread 
State  Dept,  Public  Health 
Weston  College 
State  Dept,  Public  Health 
Met  Water  Works 
Williams  College 
State  Dept  Public  Health 
Clifford  L    Davis 


U.S  Weal  tier  Bureau 
Agr,  Exp.  Station 
Agr,  Kxp.  Station 
U.S,  Weather  Bureau 


See  paxe  28  for  explanation  of  rerereooe  marki. 
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April,   1941 


Cliinatologrical   Data  for  April,  1942,  ^Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


No,  of  days 


H 


Ifi- 


Connecticnt 

Baltk-2 

Baikliainslead2  . . 

Bridge  port^ 

Biirliugtou^ 

Colchester 

Collinsville2 

Cream  Hint 

Danbury 

Falls  Villages.... 

Harttordi 

Lake  Konomoct.  • 

Marion 

Middletown 

Mt.  Carmel 

New  Haven' 

New  London  

Norwalk  

Putnam  

Salisbury 

StorrsS 

Waterbiiry  

Westbrook 

West  nartland2.. 
Windsor  Locks  •  •  • 

For  State- •   .. 


New  London  • 
Litchfield  .... 

Fairfield 

Hartford 

New  London. 
Hartford  ... 
Litchfield  ... 

Fairfield 

Litchfield  ... 

Hartford 

NewLondon., 

Hartford 

Middlesex  ... 
New  Haven  ■ 


do 


NewLondon. 

Fairfield 

Windham 

Litchfield  ... 

Tolland 

New  Haven  . 
Middlesex  . . 
Hail  lord 


+3.6 
+L3 
+2.5 


■  do. 


■-2.' 88' 

-3.80 
-3.  52 
-2.79 

-2.  48 
-2.  71 
-3.  22 

■-2;26' 

-3.02 

■-2.' 85' 
-3.10 

The  Baltic  Mills  Co. 

Water  Bureau,  Hartford 

Bridgeport  Hydraulic 

Water  Bureau,  Hartford 

J.  F.  Bailey 

Edwin  R.  Wilder 

T.  S.  Gold 

Danbury  Flying  Service    ' 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Work 

Helen  N.Upson 

Edward  C.  Sosman 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Comstock 

Civil  Aeronautics  Anth. 

F.  Hurliman 

Agr.  Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 

U.  S.  Army 


DATES  OF  MISOELLANEOXJS  PHENOMENA 

Auroras— Sd,  5th,  8-14th,  16-17th,  22-23cl. 

Halos,  lunar— Bd,  7-8th,  25th,  27th,  30th. 

Halos,  solar.— Bd,  5th,  8th,  14-] 6th,  22d,  29-30th. 

Hail.  —  (dates  and  general  location) — 18th,  Concord,  Mass. 
and  Middleton,  Mass.;  21st,  Boston,  Mass.  and  Kingston,  R.I. 

Thunderstorms.— 10th,  13-15th,  17-I9th,  28-30th. 

Fog,  dense.— 1st,  6-7th,  10-1 3th,  15-21st,  28-29th. 

Frosts.  —  (dates  and  general  locations  of  last  killing  frosts  dur- 
ing month) —  On  14th  in  sheltered  areas  of  southern  division; 
20-25th,  inland  and  northern  regions;  27-28th,  extreme  north 
and  susceptible  places  elsewhere. 

Sleet. —  (dates,  division,  number  of  stations  reporting;  N- 
northern  division ;  S-southern  division.) —  1st,  N-2;  4th,  N-6; 
7th,  N-3;  10th,  S-8;  11th,  N-1,  S-1;  12th,  N-1;  13th,  S-1; 
24th,  S-1. 


Pressure,   Wind,  Humidity  and  Sunshine 


Amheret 

Block  Island 
Blue  Hill.... 

Boston  

BnrlinKton  . 

Caribou 

Concord  — 
Eastport  — 
Greenville.. 
Hanover  — 
Hartford  .. . 
Nantucket  •  ■ 
New  Haven. 
Northfield  .. 
Portland  — 
Providence . 


Atmospheric  Pressure 
(reduced  to  sea  level) 


29.99 
29.99 
29.  97 
29.98 
29.96 
29.99 

29.  98 

30.  01 


.36 
n      30.40 
.38 


30.37 
30.. 36 
30.37 
30.40 
30.40 
30.34 
30.39 


29.55 
29.63 
29.51 
29.48 
29.58 
29.  31 
29.  47 
29.13 
29.  39 
29.51 
29.54 
29.  47 
29.  56 
29.  55 
29.41 
29.52 


Relative 
Humidity 


a  i^t 


EXPLANATION  OF  REFERENCE  MARKS 

Except  as  otherwise  indicated  ob.servations  are  generally  made  lute  in  the  afternoon,  near  sunset, and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tcm-  | 
perature  are  computed  from  tl]e  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standarcl  mean"  adjusted  to  a  uniform  35-year  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  ",'',",  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ''  represeuts  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  as  follows:  Maine  -  Brassua  Dam,  Rockwood:  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville:  — 
New  Hampshire  —  P^irst  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham:  York  I'ond,  Berlin;  —  Vermont  —  Bloomfield,  North  Stratford,  N.  H  ; 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass.;  Searsburg  Station,  Wilmington;  Somerset.  Wilmington;  Vernon.  Slielburne  Palls,  Mass.;  —  Massachusetts  -Ashland,  Fram- 
ingham;  Blue  Hill,  Milton;  Lake  Cochituate,  Framiugliam;  —  Connecticut-  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  NewLondon. 

ft    Not  included  in  summaries  t+t    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow.  , 

•    Precipitation  included  in  that  of  next  measurement.  *'    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  morning  , 

recorded  as  of  preceding  date.  Z    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

'  Regular  Weather  Bureau  .station ;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  entered).    3  Thermometers  not  supplied  by  Weather  Bureau.    *  Precipitation  measured  in  morning,  recorded  as  of  preceding  date.     - 

II    Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.       §    Also  on  other  dates. 
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Daily   Precipitation  for   April, 

1942 

Drainage  basin 

Day  or  month 

_ 

'h 

' 

4|5|     6 

^ 

8 

i> 

10 

11  1   12  1   lii  1  14 

15 

16 

17 

18  1  19  1  20  1  21  1  22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Maine 

•ncorJI 

»r  Harbor 

rassua  Dam" 

Penobscot . 

.J. 

.73.... 

.  181  T. 

.471... 

.... 
.02 
.03 

;::: 
.02 

.06!  T 

T.  1  T.     .05 

....    .05  .01 

.13 
.12 
.09 
.19 
T. 
.03 
.15 

■.'26 
.14 
.10 

.04 
.21 

1 

.12 
.29 

T.' 
.10 

.01 

't.' 

J  A... 

.52   .33:.... 
.08.  .73-  T. 

r. 
'.•67 

.09 
.24 
.14 
.08 
.14 
.14 
.09 
.27 

iio 

.22 
.21 
.15 
.10 
.01 

•.•65 
.09 
.18 

•.ie 
•.•io 
'•.ig 

•:i2 

.6i 

'f.' 
.01 

'.'61 

J.JM 

.47;  .51,  .27    .13 
.031  .94!  .281  .18 

'.'oi 

.02 

'.■62 

.02 
.01 

'.'69 
T. 
T. 
.12 

'.^ 

.17 

■•15 

2  22 

Coast 

Kennebec 

3.67 
3.15 

»riboui: 

istport' 

ast  Wiiithrop  .... 

bn.joiuK^f'";.;:;: 

Coast 

.01   T. 

....|.01 

.03;  .01 

.03.... 

.03 
.01 

.... 

'.::: 

.06 

:i 

.46 
.34 

.60 
.08 

.02 
.24 
.31 
.16 
.24 
.36 
.20 
T. 
.29 
.10 
.08 
.34 
.08 
.09 
1.10 
.28 
.32 
T. 
.70 
.52 
.05 
.45 
.51 
'I-. 
.10 

.•qI 

.50 
.'76 
T. 

.52 
.06 
.27 

■r. 
.54 

.18    .20i  T. 
.04!  .151  .03 

T. 

.12 
.05 

1.06 
1.57 

Coast 

Kennebec 

....do 

St  John. 

.37 
.22 
.40 

T 

.30 
.34 
.20 
.29 
.13 
.45 
.42 
.37 
.16 
.20 
.30 
.05 

.01 
.14 
.19 

.61 

.... 

.'35 
.30 
.55 
.11 
.09 
.46 
1.07 

.48    .06 

.15 
.02 

r 

.32 
.19 
.25 
.53 
.61 
.19 

120 

'.•32 
.61 

•.22 
.36 

T. 
.96 

1.11 
.22 
.25 
.08 

1.09 
.02 
.68 
.12 
.74 
.29 
.20 

.08 

]2a 

.01 
.32 
.42 
.19 
.43 
■1'. 

.25 
.09 
.15 

2  68 

iniiiiiirtoii.   .... 
I.  rairtiold(nr.)' 

2.84 
1  26 

do 

1  02 

^fdiiier       

Kennebec 

...do 

Saco 

.01 
:::: 

.05 
.08 
.22 

.01 
I. 

'."6i 

.23 

.37 

.02 
.07 
.13 

.45 
.65 
.23 

'62 

.08 
.26 

iie 

.09 
.04 
.28 
.17 
.16 
.19 

.19 
.13 
.36 
.28 
.02 
T. 

.03 
.01 
T. 

.... 

.06 
.05 

3.29 

leeiivilleJJ 

tram 

2.96 
1  87 

.31 
T. 

'.'26 
.22 
.06 
.03 

.25 

.02 

.36 
.49 
.10 

'.•52 

.62 

T. 

.70 
.55 
.25 
.16 
.89 
.35 
.04 
.03 
.20 
.12 
.51 
.35 

.03 

T.' 
T. 
.08 
.07 

'!68 
T. 

Kennebec 

Androscoggin 

■'ii 

■.01 

■.io 

T.' 
T. 

;.«! 

.... 

.12 

.03 

.12 
.41 

•.'69 
.34 
T. 

.'^'. 

.33 
.64 

•'66 
.56 
.58 

.05 
.28 
.09 
.16 
.73 
.09 

•.•63 
't'.' 

.05 

r. 
'.'64 

.04 
T. 

.09  .... 

.02 
.20 

.02 
.06 

i.'56 
.10 
.02 

!21 
T. 

.... 

.07 

2.93 

.24 

.12 

8.67 

.  Woni<nhop 

.12 
.26 
.06 

2  84 

Andosooggin 

Penobscot   

Presnmpscot 

T. 
T. 

.6;! 

oosehead 

orth  Briclgton... 

T. 

2.13 
2  66 

tV 

■.■23 

■.'69 

.05 

.01 
.01 

.06 
.38 
.01 
.02 
.14 
.05 
.04 
.41 
.21 
.03 
.25 

'.'2S 

.02 
.56 
.41 
.19 

'.■36 
.01 
.01 
.07 

'.oh 
'.'62 

.11 

.49 
.35 
.64 
.05 
.18 
.12 
.04 
.24 
.19 
.22 

1.04 
.04 
.36 
.33 
.20 
.22 
.44 

1.00 
.13 

'.68 
.31 
.43 
.50 
.20 
.29 
.53 

T. 

.61 

1 
T. 
.60 
.52 
.40 
.12 
1.00 
.72 
.72 

■.•6s 

.49 
.41 
.01 

;76 

.53 
.49 
.02 
.22 

1.05 
.80 

1.15 
.31 
31 
.24 

1.00 
.02 
.66 

1.12 
.67 
.43 

•.'65 

.06 
.67 
.55 
.62 
.34 
.05 
.76 
.54 
.66 

:S 

.37 

.22 
.44 
.57 

:os 

.75 
.58 
.12 
.26 
.27 
.25 
.29 
.45 
.35 
.47 
.23 
.58 
.09 
.14 
.55 
.40 
.2S 

ios 

.56 

:^6^ 
■.l\ 
1,01 

.40 
.06 
.45 
.45 
.31 
.40 
.37 

.56 
.20 
.24 
.35 
.37 
.15 
.67 
.59 

.•3I 
.56 
.06 
.13 

.1 
.48 
.31 
.12 
.30 
.28 
.69 
.34 

T. 

.10 
.05 
.13 
.11 
.17 
.20 
.11 

.21 

.13 
.7b 
.11 
.18 
.14 

.21 
.51 
.64 
.27 
.16 

.62 

.45 

■:i9 

.22 
.14 
.58 
.17 
.26 
.08 
.21 
.10 
.23 
1.03 
.31 
.10 
.16 
.12 

•.47 
.32 
.18 
.26 

.88 

.05 
.04 
.72 
T. 

1.41 
.15 
.57 
.15 

1.8( 
.42 
.25 
.18 

1.83 
.18 
T. 
.04 
.96 

1.19 
.01 
.30 
.28 

1.02 
.57 

■.'62 
.03 

.10 

.23 
.06 
.05 
T. 

■!64 
.37 

■'ii 
.02 

't.^ 
1.02 

.50 
.21 
T 
.08 

'.•gi 

.24 
.14 
.64 
.08 
.09 

.20 
.10 
.75 
.02 

■r. 

.02 
.16 
.23 

1.18 
.43 
T. 
.59 
.11 

1.88 

.32 
.36 

.47 
.27 

•■44 
.23 

't.' 

T.' 

'f' 
T. 
.06 

'.'65 

'i'' ' 

T. 

•.•65 

f. 
T. 

T.' 

't.' 

T. 

T. 

.05 
T. 
.03 
.04 

1  94 

Penobscot   

...do 

Coa«t 

'.2» 
.56 
.20 
.34 
.44 
.30 

!36 
'.'49 

.18 
.13 
.21 
.12 

;i2 

.03 
.03 

.1« 

T.' 
.05 

T. 
.04 

:::: 

3  61 

rono.... 

•t.' 

.13 

T. 

'f.' 
T. 
.12 

.02 

T. 

3.79 
2.17 

wsquelsle   ...... 

IpoRenusDamt.. 
©(•klaiul 

St  John 

.13 
T. 

1  06 

Penobscot   

Coast 

Androscoggin 

Kennebec 

Androscoggin 

Si. Croix 

Kennebec 

St  Croix 

T.' 

't'.' 

.04 
T. 

.04 
.04 
.51 
.12 
.11 

:% 

.13 

.21 
.39 
.22 
.24 
.13 
.11 
.08 
.02 
.03 
.12 
.22 

!05 
.04 
.02 
T. 

.22 

•'io 

T.' 
.11 
T. 
.07 
.13 
.07 

.14 

.'ii 

.05 
.06 

.'09 
.05 
.08 

.10 
.07 
.04 
.18 
T. 
.06 

't.' 

3  58 

1.75 

.09 

T. 
T. 
.02 

.01 

•r. 

T. 

;i2 

pper  Uam 

»nceboro  

2.92 
2.  28 

toodlaiid 

.04 

T. 

.OS 
.07 
.42 
.03 
.21 
T. 

2.19 

^eio  Hamprhire 
^li,,:!            

Androscoggin 

Connecticut 

.09 
.-32 

.12 
.32 
T. 

T. 
.13 
.09 
.07 
.18 
.09 
.10 

'.'io 

.14 
.03 

T. 

'.'67 

.15 
.17 
.19 
T. 
.21 

T. 

3  45 

Ithelehem 

nnouMt.- 

.05 
.12 
.17 

'f.' 

3  73 

.20 

Merrimac 

Androscoggin 

1.45 

ivilleNotch^.. 

.14 

3.53 

fol'          

Androscoggin 

Connecticut 

....do 

Merrimac . 

■'is 

.ie 
'.io 

'.'ii 
".bi 

'.'os 

'f. 
T. 
.17 
.06 

.06 

.52 
.12 

.'46 

.20 
.16 

2  47 

et  Conn.  Laket 
fcwilliam 

.44 

.17 

.04 

r. 

.12 

.02 

3.  67 
1.40 

(ukiin         

.05 
.12 

1  56 

T 

.24 

't.' 

T. 

.06 

'.'65 
T. 
T. 
.03 

.04 

T, 

.36 
.07 
.28 
.40 
.02 
.20 
.03 

!n 
"Ah 

T. 
.46 
.17 
T. 
.20 
.11 

.26 

.26 
.29 
.10 
.33 
.11 
.31 
.19 
.2'2 
.23 
.13 
.07 
.07 
.34 

'.ig 

.27 
.10 
.09 
.21 
T. 
.05 
.13 
.08 
.26 
.22 
.40 
.12 
.12 
.02 
.18 
.02 

.06 
.10 

l 

.18 
.10 

'A% 

.24 

.22 

Ssboro'. '■.'..;!;!; 

Connecticut 

.01 

.03 

"Ao 
■.'26 

Ai 
.21 

T. 
.09 

.'ie 

.... 

T. 
T. 
T. 
T. 

.30 

■."66 

.05 
T. 

".(f2 

"os 

.02 
.05 

tV 

T. 
T. 
.12 

.OS 
.15 

'Ak 
tV 

.05 
T. 
.05 

T. 
•.03 

'.'is 

r: 

'.'ii 
.33 

■.'ii 

'.'49 

■.'69 

T.' 
.04 

'.'65 

Ai 

■.■36 

.... 
tV 

'.'ii 

.30 

tV 

.... 

.02 
.17 
.02 
.06 
.20 

■.'08 
.12 
.09 
T. 

T. 

.... 
.07 
.05 

■22 

.05 

.06 
.00 
.20 
.07 
.14 
.12 
.03 
.05 
.09 
.07 
.01 
T. 
.08 

'.'os 

.09 
.09 
.13 
.11 

'.'oe 

.77 

.01 
.18 
.04 
.18 
.26 
.25 

.02 

.15 
'.'65 

T. 

.04 
T. 
T. 

.17 

't. 

.0'2 
.05 

2.57 

.45 
.09 
.27 
.03 
.05 

'.'ii 

.46 
.45 
.02 
.24 
.03 

.79 

'.'68 
.27 

•.'26 
.2S 

:6o 

.31 
.15 
.04 
.03 
.12 
.49 

'A» 
.65 

•.■37 
.42 
.37 
.29 

• 

Connecticut 

Merrimac 

....do 

....do 

Androscoggin 

Merrimac 

....do 

Connecticut 

...  do 

Saco 

1.42 

SkpDort 

'.'os 

.'ig 
.i4 

T. 

'.'08 
'.'69 

T. 

T. 
.03 
T. 

.'6i 

!05 
.02 
T. 
.03 
T. 
T. 
T. 

't.' 
't.- 

.02 

Ah 
'.'oi 
t'.' 
'.'io 

.07 

T. 
.05 

2  43 

ilCttlii- 

2.66 

faichester 

.64 
.10 
.01 

'.'03 

T. 

•'26 
.02 
.25 

".ih 

.02 

1  67 

Iteii 

.15 

wiua* 

.22 
.16 
.13 
..54 
.25 
T. 
.49 
T. 
.51 

.66 

.24 
.06 
.11 
.13 
.02 
.21 
.01 
.40 

.'20 
.30 
.15 
.07 
.55 
.14 
.17 
.02 
.04 
.10 
.30 

'.02 
.04 

•.07 
.20 
.37 
.22 
.03 

!l7 

.19 

.02 

1.39 

't. 

■.'13 
.12 

.16 

.35 

T. 
.15 

'.'oi 

.16 
.24 
.09 

T. 
.02 

■;,p5 

't.' 

.09 

't'.' 

.0-] 

[lO 
.07 
.01 
T. 
.12 

.13 

1  77 

■  Stratford" 

Kiam  Notch. .. 

T. 
.01 

3.20 
6.06 

^^oFaUr."!.'. 

Connecticut 

Pi.scataauis 

Androscoggin 

Connecticut 

Hudson 

Connecticut 

...do 

Champlain 

Connecticut 

....do 

Champlain 

St.  Lawrence 

Champlain 

Connecticut 

....do 

Champlain 

Connecticut 

....do 

....do 

St.  Lawrence 

Champlain   

Connecticut 

...do 

.01 

't.' 

.12 

'.'64 
T. 
.01 

T. 
.01 
.10 

.03 

'.'03 
T. 
T. 
.18 

't.' 

.12 

.17 

.02 
.08 
.20 
T. 
.28 
.05 
.09 
.63 
.22 
.43 

iio 

.47 

.04 

r. 

13 
.08 

.02 
T. 
.01 
T. 
T. 
T. 
T. 

T. 
'i'.' 

2.42 

ft.  WashiugtontJ. 

Vti-moiit 
cllcu-  FidU".  ... 

.... 
.03 

.01 
.04 

T.' 
T. 
.02 
T. 

T. 

4.71 

1.99 
2.16 

tt 

T.' 

T. 

.26 

3.14 

1 

3.08 

2  90 

T 

2.51 

^  Com.  .. 

tV 

:::: 

.11 
.30 

.'oi 

.05 
.OS 
.12 
.01 

"ie 

T. 
T. 
.01 
.02 
.09 
T. 

.05 

.■91 
.64 

'.'so 

.14 
.27 

.'34 
.45 
.33 
.20 
.32 

'.IS 
.74 
.27 
1.37 
.89 
.48 

•'36 
.48 

.03 

'!6i 

T.' 

'.'oi 

T." 

T. 

.01 
T. 
.02 

■'28 
T. 

.04 

.12 

4.29 

.05 
.02 
.21 
T. 

T. 
T. 
.07 

T. 

!l5 
.12 
.02 

3.26 
2.64 

rails.... 

3.98 
2.57 

T. 

T 

1.78 

'.'29 
.05 

T. 
.22 

.19 
.09 

T. 
.02 
.02 

1.89 

:i 

.10 

2.88 

.01 

2.91 
2.20 

.42 
.08 
.06 
.03 
.05 

.12 

.02 
.10 
.03 

'.01 
.01 

3.08 

Champlain 

....do 

Connecticut 

....do 

....do 

....do 

....do 

....do 

•-■■do 

....do 

....do 

....do 

....do 

....do 

....do 

.03 
.06 
.31 
.13 
.17 
.05 
.02 
T. 

■.'64 
.04 

2.13 

station. 

jnear). 

...    ...verJunc' 

:iitiu«ham' 

ilmiugton' 

JOdstook 

'tV 

'.'63 
.04 
.01 
.09 

'.'63 

'.'63 

.30 

T. 
T. 

2  92 

.18 

2.67 

.08 
.03 
.06 

2.85 

T. 
.01 

2.72 

••oi 

•'26 
.18 
.07 

•.•62 

'.'so 

3.49 

.... 

1.28 

.06 

.'06 

'.'65 
T. 
T. 

T.' 

.33 
.20 
.20 
1.12 
T. 
.21 

T. 

•-» 

.08 
.03 

.04 
.02 

.04 
.05 
T. 
T. 

•'oi 

.04 
.15 

3.59 

2.57 

2.55 

.13 
T. 

.04 
.30 

.01 
T.' 

.03 

.02 

'.•64 

T. 
T. 
.01 

.01 
•.•65 

2.75 
2.39 
2.52 
2.87 

.37 

.28 

..51 

.10 

.06 

T. 

3.10 

1         1         1         1         1         1         1 

See  page  28  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA: 

NEW 

ENGLAND 

SECTION 

■ 

■ 

■ 

■ 

■ 

■ 

April, 

1942: 

Daily  Precipitation  for  April,  1942,  (Continued) 

Stations 

Drainage  Basin 

Day  of  mouth 

- 

1 

2 

3 

4 

5 

6 

1  H  « 

9 

10 

11 

12 

13 

- 

15      16  1  17 

18 

19 

» 

21 

22 

23      24  1  25  1  26 

27      28 

29     30  1  31 

H 

.l/a.v.-idi  HfcHs 

Ailam  - 

lIud,son 

.12 

'.Or 

.01 

•'i. 

.35 

T 

.46 
.1 

.06 
.01 

.02 
.01 

.59 

.02 
T. 

.09 

i'.° 

2  41 

.08 

0.96 

Ashland 

Charle.^ 

Coa.st 

....do 

..   <l.i 

".W 
.02 

'.'of 

".06 
.07 

i'.'.'. 

.0- 

.01 
T. 

.02 
.34 
.4b 
.  1< 

.01 

.3d 

.42 
.15 

.■■24 
T. 
T. 

.19 
.  U 

t" 

.01 
.05 
.11 

.06 

'."i7 

.14 

.21 

■t.' 

.03 
.01 

.02 

.34 
T. 
.16 

1.  26 

Blue  Ili!l  t 

T. 

T. 

T. 

.... 

1  b3 

Bosin;;: 

.  16    T. 

1.60 

Bovj.. 

•.:,.•       !•:     ,;,-l,. 

.  09: . . . 

.OH 

.71 

.4;- 

.  13!  T. 

.21 

1.69 

Bro,:, 

.11 

.0- 

.Oil.... 

.2t 

.  2; 

T. 

T. 

.3.1 

.2:1 

T. 

.08 

1.24 

-.''Ural 

...do 

lua.st 

Mnrrimac 

...do 

I  oast 

■.'ia 
,1-1 

'.'ii 

.OS 

.'02 
.06 
.05 
.04 

'.'.'.'. 

■•■!i^ 

'.OS 
.07 

.04 
.OH 
.01 

.  V.D 

.4b 

.4e 

.18 
.31 
.H 

■.■02 

.2/ 
.62 
.41 
T. 
T. 
T. 

'.38 
.37 

.17 

.08 
T. 
T. 

I..53, 
1..58 
1.40 
I..54 
1.04 

Che-r  ':: 

.Oh 



.01 

.19 

.08 
.22 
.04 

.08 

Cliuti 

.■07 

T.' 

Ea,>t  Warciiuiii-.  . 

T. 

Fall  K.vel-    

....do 

.1- 

.0; 

.Oh 

.0:- 

.28 

.K 

.05 

.21 

.11 

.  1- 

t. 

1.16: 

Merrunae 

.01 

■I'. 

.86 

.32 

2( 

l..-;3 

-07 

.0.J 
.09 

■  'm 

.6c 

.  r..s 

■.■(■(T 

.31 

.3H 

.16 

.01 

■'i^ 

.17 

1.39 
1.73 

Frainii,„'i  ^.;,) 

24 

T 

Fnu:k,   : 

0,- 

.0; 

.0-1 

4:- 

.21 

.04 

.17 

1.U3 

'■'^ 

.'ih 

.01 

.01 

.09 
.14 

.5: 

,1-. 

.28 
.02 

.42 

'r.' 

'.■}.) 

"io 

.17 
.0? 

1.27: 

Glo.;. 

.tt? 

T 

(ir.)!- 

....1  .06 

r. 

..V 

HI 

.32 

.05 

.01 

.2^ 

.0;- 

1..5;J 

Har.i'v..:, -' 

1    DIllM-ClMUt 

'     .(!' 

.in    .. 

.  12 

.Oil 

•J.  71, 

natfhviliK'*      ... 

Coast    

.11 

.Of 

).  61, 

HavwhiU 

Merriinae 

?7 

.  ((.' 

T. 

.4. 

.17 

.If 

.0-1 

.12 

t. 

Heati," 

Connecticut 

.11 

T 

.  l,^     '1'. 

1  ll_ 

w 

T. 

.21 

T. 

T 

T. 

1.84. 

Uol.vo!;.--^ 

.1.;.... 

!  . 

.  .j( 

r. 

.1.7 

Hoosiu-  luimcl-... 

....do 

.2S 

.11 

.U 

.Ol 

.HI 

1'. 

.62 

.OV 

.(!V 

'1. 

.3> 

T. 

.... 

.01 

....i.... 

2.  38 

Hubiu.r/,>toir"   ... 

.  (1- 

.05 

T. 

.4^ 

.12 

.08 

.... 

l.i.il' 

H.van:,i:. 

1'. 

.U.T 

.12 

.2- 

T. 

.14 

T 

T. 

'I. 

t. 

n.;i,; 

yh-nU,\at  '.'.'.'.'.'.'.'.. 

.01 

T. 

.01 

.OH 

:;.: 

.■i( 

.02 

.61 

.16 

t' 

.40 

.36 

.  1  y    i  . 

.08 

.01 
.21 

1.8?; 

Jeffer.--ii  

Lake  Cocnituate.    . 

;^:::r!;:;c-::;:::::: 

.■?r 

.10 
.Ofi 

.... 

r. 

.08 

.11 

.n- 

1. 
.27 

.18 
.08 

.02 

l.i.c! 
2.  021 

Lawr-Mire 

Lou  ell  

T( 

* 

.0.-. 

.11 

■!'. 

1- 

.  K 

T. 

1.841 

Man^tiel,l»• 

Coast 

.Hi 

.0.^ 

05 

31 

.Ot 

T 

.22 

.. 

.1,^ 

.  1:1 

.02 

l.Ot 

MidillebDro*' 

....do 

...do 

"Ah 

.03 

T. 

.  02 

.^07 

.07 

.30 
T. 

.06 
.46 

T. 

0? 

.19 

.-33 

.04 

■.'46 

.11 

.06 

.07 

0.  8i 
1.8L, 

MiddlHtop. 

18 

.04 

Charles 

niackstone 

... 

.05 

iV 

.04 
07 

.40 
.04 

.07 
.56 

.05 
16 

.23 

■  ■■« 

.03 

.01 
.04 

T. 

.09 

:?^ 

0.  OS, 

1.3.= 

Millljury"     

T 

Montague  City ^  . 

ronnecticut 

.11 
.m 

'.'(is 

.13 
T. 

f.- 

T 

35 

■I'. 

.58 

.65 
.04 

.05 

■.■oi 

.15 
.11 

.02 
.01 

1.4S 
0.9C 

Nantueketl 

.02   T. 

.01 

T. 

.03 

.01 

T. 

New  HetUord    .... 

.   do    

lilaclcstoue 

f;o«st 

.13 

T. 
.04 
07 

'.. 

.02 

.10 
03 

.25 
.55 
.42 

.12 

.05 
.05 

T. 

■.■'25 
.29 

.23 
T. 

.■ii 

T. 
T. 

.04 
.10 
.08 

!oi 

T. 

0  91 

1:}^ 

Northbridge**. 

-  '-i;^ 

Pembroke** 

T. 

T. 

Ppru** 

c:onnecticut 

1? 

27 

..57 

08 

T 

..5:^ 

.(M 

2.0'. 

Petersliam  

...  do 

.05 

■  'o- 

■" 

.  5S 

.30 

.19 
36 

t',' 

.02 

.14 

■'si 

't" 

"6i 

'i'.' 

T 

0.7f 
1.57 

Pittslleld^ 

HoiLsa  tonic 

n'? 

T. 

.23 

!io 

■.'30 

".ib 

.03 

'.31 

.22 
.35 

i'. 

.56 

'.'23 
.65 
.14 
.70 
.36 
.67 
.0.5 

- 

.11 
T. 
.33 

■.■(17 

.■■20 

■.■•23 
.60 
T. 
.31 

T.' 

'.w 

.05 
.12 
.21 
.26 

■2^ 
.01 
.19 

.20 

.02 

.10 

1.42 
l.U 
1.3t 

0.9 

Plymouti!   

Coast    

Merriniac  . 

.07 

.06 
.05 
.12 

".12 

Princeton  . 

Coast 

...do 

....do 

Connecticut 

Thames 

.06 

'.'ie 

f.' 

'.Vji 

■f." 

T. 

.15 
.01 

T. 
.04 

\i 

.02 

Soutlibiidse'* 

.m 

.43 

.05 

.06 

Housatonic 

Coast 

'.u 

T 

.05 
.04 

.43 
.06 

"()h 

.13 

Oh 

T. 
.18 
.28 

.... 

.19 
.46 
T. 

.02 

■.■("ii 

■1 

T. 

.07 
.01 

.03 
T. 

.01 
.21 

1.3SI 

Spot  Pond 

.01 
0'^ 

.14 

2.21 

epringfield 

Connecticut 

0.4ci 

T. 

Housatonic 

Coast 

Conneciicnt 

.   .  do 

.05 
.15 
.02 

T. 

.05 
.05 
.02 
.09 

T. 

.50 
05 

.09 
.09 
.01 
.24 

.40 
.39 
.27 
.46 
05 

.15 
.36 

.08 
.20 
.42 

T. 

.01 
T. 

T. 

.02 

f 
.01 

,35 

.25 
.36 
.15 
.09 

.17 
T. 

■.'62 

T. 

10 
!05 

■.'15 

.06 
.03 

't.' 

.05 

.01 

-.11 
T. 

11 
?:S 

i.o-j 

Swampseott 

.02 
.06 

Taunton-      

t. 

Turners  Falls 

Ware** 

WebsbT" 

Blackstone 

T 

.01 

.03 

.2! 

.04 

T. 

.  3(! 

T. 

T. 

.07 

0.7<| 

Westi-.    :;,:, ;;;-;-! 

•onn'rtieut 

.14 

15 

T 

.45 

.55 

44 

T. 

0? 

.03 

.hC 

T. 

T. 

T. 

T. 

.. 

2  2(1 

o.7;l 

West!:-!  ,••-    

...do 

01 

IC 

0? 

,4<^ 

'1' 

'1' 

,1;- 

.. 

West  '1 , 

'harles 

Connecticnt 

....do 

.14 
.01 

■.'04 
07 

.06 

.■'20 
08 

.07 

■.■36 
T 

.36 

.40 

45 

.35 
.02 

"'>a 

T. 

.52 
.20 

.41 
T. 

T. 
.10 
T. 

.04 
.02 

.08 

.09 

LO'. 

Westo;!,*'   

West  Rutland 

Williamstown    .... 

Hudson 

.08 

'I'. 

.01 

.06 

.«« 

.16 

.07 

.04 

T. 

.07 

.45 

.07 

'!'. 

.... 

1.7(i 

Wincnendon'*  .... 

Connecticut 

18 

.20 

.,55 

.2(1 

.21 

'1'. 

T. 

T. 

.02 

1.311 

Worcester 

Black.stone 

.10 

.06 

T. 

.11 

.36 

.27 

T. 

.13 

T. 

.08 

.06 

.09 

Rhode  Island 

.03 

T. 

T. 

T. 

.01 

.41 
T 

.32 

31 

.01 

07 

T 

]2I 

T. 

T. 

T. 
03 

.04 
.06 

T. 

ot 

Kingston 

....do 

T 

do.         .   . 

n'l 

.34 
.30 

T. 

.05 

T. 

.09 

.27 
.18 

'i'.' 

.03 

T.' 

.06 
.05 

.08 

t. 

0.  8- 
0.7;: 

....do 

.02 

T. 

T. 

Connecticut 

Baltic*            

Thames 

.02 
.15 
.10 
.08 
T. 

'.■62 
.45 

i'.' 

.05 
■."57 
.'40 

.21 
.49 
T. 
.46 
05 

.28 

■.■i2 

.05 
.10 

.05 

0.6 

0.8. 

o!? 

Barkha  instead*  .  . 

Connecticnt 

C>iast 

Co.niecticut 

Const 

TV 
T." 

.02 
T. 
.03 

"^' 

■t.' 

't'.' 

T. 

Burlington' . 

T. 

.08 

.09 

0.6 

Collinsville* 

0.8; 

Oreani  Ilillt. 

rl.l          

.05 
T 

T. 

.22 

T. 

15 

.31 

.54 

.10 

.05 

.01 

■.■64 

.04 

■.'62 

.05 

.02 

.06 

O.8. 

0.9; 

Falls  Village 

Hnn>;..t.„,ic 

36 

(P 

T. 

.01 

.m 

.01 

'1'. 

^:6 

■:;■  ■.03 

T, 

T 

If 

T. 

T. 

t. 

Lake  Konomoc. . . . 

Cdilst         

Qui..ni.Ui.c 

Connecticut 

....Coast 

.03 
T. 

t" 

.06 

.04 
,0.5 

.10 
..54 
.02 

.55 
.04 
.54 
.74 

.12 
.01 
.06 
.07 

.10 
.06 

:^5 

0.9 

0.1 
0.9 

Marion   

T.' 

T. 
.01 
T 

T. 
T. 
T 

.■62 

T.' 
T. 

.04 
.03 
.03 

T. 

't. 

t" 

t' 

Mt.  Carmel   

T. 

do 

T 

T. 
T. 

T. 

T. 

.08 

.50 

^45 
..34 
.49 
.64 

06 

T 

01 

....do 

do 

T. 

T. 

.04 
T. 
.26 
.10 
T. 
.08 

'.42 

.08 

.06 

t. 

t. 

0.6 
L7 
0.9 
1.0 
0.7 

n 

Nornalk     

.17 

* 

t. 

.03 

.01 
.05 

T. 
T. 

.01 

.32 
.08 
.26 
.01 

.05 
.04 

.04 

t. 
t. 

Salisbury 

Honsatonic  ..  .. 

.09 

T.' 

.22 
.05 
.01 
.05 
.12 

T. 
T. 

.03 
.15 

T. 

.08 
T. 

Storrs  

Willimantie 

WaterburT 

T 

T. 
T. 

Westbrook  

T 

.28 

X 

Windsor  Locks 

do           

See  page  28  for  l 

xplanation  of  refere 

nee 

mar 

ks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


31 


Da 

ily 

Temperatures   fo 

r  April 

,    1942 

Day 

of  A 

onth 

Statioi 

Mean 

1 

' 

3 

4 

5 

6 

^ 

8 

9 

^ 

13 

14 

Ji. 

16 

17 

IS 

19 

^ 

21 

22 

23 

_!! 

JL 

20 

27 

26 

29 

30 

_!L 

M,d„f 

S  Maximum  •.. 

42i     54 
301    28 

52 
24 

47 

28 

44 
29 

60 
29 

44 
81 

46 
30 

45 
28 

46 
26 

'1 

29 

39 
25 

40 

46 
20 

52 
22 

44 

33 

55 
28 

59 
25 

44 
84 

41 
30 

40 
32 

49 
85 

62 
33 

73 
29 

79 
34 

'^ 

68 
35 

61 
80 

59 
32 

64 
39 

73 
43 

.53.  4 

l*''o"'' 

1  Minimum.  ... 

30.  3 

lar  Harbor  (near)  . . . 

\  Maximum... 

43 

53 

54 

63 

43 

54 

52 

50 

47 

44 

5( 

47 

51 

48 

66 

55 

67 

46 

44 

45 

62 

60 

74 

81 

74 

49 

55 

64 

80 

56.  2 

)  Minimum.... 

321     35i    42 

25 

30 

30 

30 

33 

30 

28 

30 

31 

29 

24 

41 

37 

20 

38 

35 

31 

36 

89 

30 

37 

39 

48 

28 

31 

30 

43 

83.  8 

3ariboui: 

)  Maximum... 

2S|    45 

37 

41 

41 

46 

33 

34 

31 

41 

34 

33 

40 

46 

41 

49 

62 

43 

4( 

40 

40 

49 

72 

80 

76 

56 

56 

69 

72 

59 

47.6 

■  1  Minimum.... 

20!     19 

22 

17 

33 

27 

20 

22 

If 

26 

22 

20 

21 

32 

2S 

24 

33 

32 

32 

31 

32 

30 

39 

39 

34 

28 

34 

37 

40 

27,  5 

ftkstport  ' 

\  Maximum... 

41 

52 

53 

40 

43 

51 

39 

46 

40 

36 

34 

38 

42 

48 

42 

51 

56 

40 

S8 

39 

44 

57 

68 

64 

72 

57 

47 

52 

53 

69 

48.1 

}  .Minimum 

32 

32 

33 

32 

35 

33 

36 

32 

26 

26 

30 

30 

28 

30 

37 

35 

32 

36 

35 

36 

35 

88 

86 

41 

34 

29 

33 

38 

45 

33.  9 

rarmington 

)  Ma.xiraum  .  •  • 

44 

55 

51 

48 

47 

61 

54 

47 

46 

42 

38 

45 

55 

55 

48 

68 

61 

61 

46 

42 

62 

65 

76 

82 

84 

75 

65 

63 

79 

78 

.67.4 

*  Minimum.... 

32 

301     36 

JS 

29 

35 

32 

29 

28 

30 

30 

32 

22 

22 

22 

26 

31 

34 

34 

34 

36 

29 

32 

35 

39 

29 

28 

56 

81.3 

rori  neui 

■  iMininumi.".!. 

44 
25 

49,     45 

20i     28 

48 
26 

4; 
29 

46 
14 

39 

18 

38 

27 

33 

43 
13 

41 

26 

42 
20 

43 
15 

48 
2t 

44 
32 

51 
32 

50 
23 

52 
37 

48 
35 

43 
33 

40 
33 

62 

28 

75 
28 

81 
31 

79 
32 

60 
22 

63 
23 

76 
31 

74 
40 

76 
38 

62.4 

26.6 

fardiner 

)  .Maxinuim... 
i  Mininnim.... 

45 
33 

55 
27 

55 

67 
22 

4.S 
27 

64 
26 

5( 
32 

48 
31 

47 
28 

4.3 

33 

28 

44 
29 

51 
25 

53 
23 

48 
36 

53 

59 
27 

56 
33 

45 

30 

42 
33 

48 
34 

64 
31 

73 

28 

78 
31 

71 
34 

72 
51 

54 
29 

59 
30 

74 
36 

79 

55.0 

31.0 

jreenvillen 

\  Mrtxinunn... 

3b 

50 

43 

42 

42 

50 

36 

37 

38 

42 

32 

34 

45 

49 

54 

50 

39 

38 

38 

40 

57 

71 

77 

79 

65 

62 

60 

74 

50.1 

/  .Minimum.... 

29 

30 

18 

12 

26 

23 

30 

23 

21 

21 

26 

22 

9 

15 

33 

24 

23 

32 

32 

31 

31 

27 

25 

29 

30 

28 

24 

30 

36 

32 

25.7 

,     ,, 

\  Maximum  .■■ 

37 
26 

47 
24 

48 
22 

45 
24 

44 

20 

45 
25 

42 
29 

43 

30 

39 
21 

25 

3f> 
25 

37 
27 

38 
30 

4( 
29 

46 
27 

47 

34 

62 
25 

56 
36 

46 
34 

46 
3.3 

65 
30 

72 
27 

76 
38 

82 
39 

81 
37 

75 
34 

26 

65 

38 

64 

73 
38 

,53.3 

1  Minimum.... 

29.7 

iBwiston 

j  .Maxlnumi    .. 

45 

56 

52 

38 

47 

62 

45 

45 

45 

40 

32 

41 

48 

55 

57 

56 

62 

43 

44 

43 

48 

64 

73 

80 

80 

72 

60 

59 

75 

76 

,64.8 

i  Miniuuuu.... 

33 

34 

29 

29 

30 

29 

34 

32 

31 

31 

30 

31 

32 

3( 

40 

35 

32 

36 

36 

36 

30 

35 

33 

37 

39 

41 

33 

S3 

40 

51 

34.3 

ladison 

)  .Maxinuun  ... 

45 

56 

52 

50 

45 

61 

56 

44 

45 

41 

40 

40 

50 

50 

50 

57 

57 

51 

44 

42 

47 

62 

73 

82 

82 

81 

66 

64 

76 

76 

56.1 

/  .Minimum.... 

31 

32 

33 

2-2 

27 

28 

36 

32 

26 

27 

30 

29 

23 

21 

37 

36 

26 

33 

34 

33 

33 

30 

29 

33 

36 

48 

30 

29 

30 

47 

31.6 

Jllliiiocket 

\  Muxinimn  .-■ 

45 

50 

49 

47 

47 

50 

50 

45 

43 

46 

43 

39 

49 

51 

48 

50 

60 

61 

40 

39 

4<) 

62 

74 

81 

85 

83 

64 

68 

76 

73 

56.0 

i  .Miniiiumi...- 

29 

29 

32 

20 

33 

29 

32 

33 

24 

23 

29 

30 

23 

21 

34 

34 

2'. 

32 

34 

32 

33 

34 

27 

31 

33 

45 

25 

31 

38 

48 

30.  7 

forth  liiiilgton 

I  Maximum  . . . 

45 

57 

.54 

44 

50 

63 

48 

47 

40 

40 

33 

40 

49 

55 

61 

61 

66 

56 

40 

42 

49 

60 

75 

82 

85 

74 

63 

64 

78 

80 

57.3 

(.Minimum.... 

31 

30 

37 

24 

27 

27 

33 

31 

28 

27 

27 

26 

31 

22 

35 

36 

3( 

30 

37 

34 

32 

34 

30 

34 

37 

51 

30 

28 

36 

50 

32.  4 

Mdtown 

j  Maximum  .  •  • 

46 

55 

54 

53 

48 

66 

57 

47 

45 

47 

42 

-10 

47 

53 

50 

64 

63 

58 

42 

40 

46 

6(1 

78 

79 

83 

81 

60 

62 

66 

74 

56.3 

)  Minimum.... 

31 

31 

34 

27 

38 

31 

36 

32 

26 

28 

28 

30 

2b 

25 

37 

34 

27 

34 

3^ 

32 

34 

32 

30 

39 

48 

32 

33 

38 

48 

33.2 

•onlaml' 

i  Maximum  • . . 

4G 

60 

59 

36 

44 

57 

46 

51 

49 

39 

33 

44 

54 

54 

59 

57 

68 

48 

46 

45 

50 

67 

69 

73 

79 

69 

50 

63 

65 

82 

,64.7 

(Minimum  ... 

33 

32 

33 

32 

28 

29 

36 

3-1 

33 

31 

30 

31 

32 

26 

41 

36 

32 

39 

36 

37 

37 

36 

34 

35 

37 

42 

32 

35, 

40 

52 

34.6 

•resque  Isle 

j  Maxinuim  .  ■ . 

42 

46 

45 

40 

44 

46 

42 

37 

35 

37 

38 

35 

42 

47 

44 

40 

46 

49 

5( 

50 

41 

52 

72 

80 

80 

70 

5'< 

70 

74 

70 

51.0 

(  Miuimum.... 

24 

24 

32 

15 

32 

30 

19 

28 

18 

15 

23 

28 

19 

23 

3:; 

33 

22 

36 

32 

35 

32 

31 

31 

38 

41 

36 

26 

33 

36 

42 

28.8 

llpogenusDam 

\  Maximum... 

44 

46 

51 

50 

48 

50 

47 

44 

40 

4( 

4( 

42 

40 

50 

48 

50 

01 

50 

54 

50 

40 

50 

48 

66 

76 

70 

66 

68 

08 

64 

52.3 

*  Minimum.... 

26 

27 

28 

20 

22 

30 

30 

27 

16 

21 

24 

20 

16 

22 

26 

34 

20 

30 

32 

33 

20 

30 

30 

32 

36 

36 

30 

36 

38 

28.1 

locklaiul 

\  Maxiijuim  ... 

43 

55 

57 

51 

41 

55 

56 

52 

49 

42 

46 

42 

53 

53 

49 

58 

52 

48 

42 

42 

45 

04 

68 

75 

79 

68 

52 

54 

62 

80 

54.1 

(Minimum.... 

34 

29 

35 

23 

33 

29 

35 

32 

30 

32 

29 

30 

27 

27 

27 

36 

2.'- 

37 

32 

36 

30 

37 

'-\ 

37 

4(1 

45 

30 

27 

39 

43 

33.  1 

.ouiford   

j  Maxinmm  .  •  ■ 

42 

50 

38 

51 

64 

48 

44 

46 

.10 

33 

49 

52 

52 

56 

57 

45 

45 

44 

47 

OH 

79 

84 

72 

tiC 

67 

77 

77 

55.1 

!  Minimum- -.. 

31 

31 

28 

23 

31 

27 

33 

32 

29 

26 

29 

'0. 

3f 

20 

37 

33 

31' 

35 

37 

36 

33 

38 

31 

32 

36 

42 

31 

30 

38 

44 

32.3 

'anoetwo 

(Maximum... 
)  Minimsim.... 

40 
30 

53 
29 

52 
32 

52 

46 
33 

48 
32 

41 
3" 

42 
30 

41 
23 

47 
22 

36 

26 

38 
29 

47 
23 

52 
12 

47 
28 

53 
3o 

61 

21 

4.- 
36 

41 
20 

40 
32 

48 
31 

58 
30 

7:' 
26 

82 
28 

33 

7( 
42 

61 
23 

66 

26 

11 

6i 
3! 

53.6 

28.3 

Maxinuun  .  ■  • 
iMuiimum.... 

40 
33 

55 

55 
39 
53 

55 
24 

53 
30 

63 

28 

66 

48 
33 

46 
3l 

48 

43 
30 

41 
31 

52 

28 

54 
26 

54 

56 
30 

60 

59 
35 

56 

54 

35 

511 
36 

65 

37 

74 
32 

8( 
30 

86 
37 

81 

8( 
35 

0( 
32 

68 
39 

78 
48 

.69.9 

35,4 

j  Maximum  . .  • 

41 

57 

48 

45 

54 

41 

47 

43 

45 

39 

37 

45 

48 

36 

46 

60 

4b 

4( 

42 

47 

59 

73 

82 

84 

6( 

62 

64 

m 

73 

.62.  8 

(  Minimum.... 

15 

30 

20 

26 

24 

32 

31 

25 

23 

26 

24 

22 

3C 

30 

34 

24 

30 

36 

35 

33 

35 

28 

34 

36 

39 

26 

27 

SU 

41 

29.  8 

iVfic  Uampshire 

1  Maximum  ■  ■  • 

40 

53 

52 

54 

68 

53 

40 

42 

36 

34 

38 

48 

50 

52 

60 

6' 

52 

42 

■13 

44 

61 

72 

7! 

82 

7( 

66 

69 

77 

77 

55.0 

30 

31 

35 

•22 

26 

29 

3.^ 

31 

24 

20 

26 

28 

25 

20 

26 

34 

26 

32 

33 

32 

33 

33 

28 

28 

31 

3t 

29 

30 

39 

44 

30.3 

letbleUem 

j  Maximum... 

36 

5U 

46 

54 

67 

60 

40 

40 

3C 

30 

35 

42 

50 

49 

51 

61 

68 

45 

4( 

39 

60 

T> 

76 

81 

74 

69 

70 

74 

70 

54.1 

)  Minimum.... 

31 

31 

31 

27 

27 

34 

34 

30 

24 

25 

25 

26 

26 

30 

36 

34 

36 

4t 

31 

32 

31 

29 

34 

3' 

42 

4f 

33 

30 

4( 

50 

33.0 

toiiroril  I 

<)  Maximum  .  • . 
t  .Minimum 

46 
31 

60 
30 

57 
35 

40 
29 

66 
25 

79 
29 

59 
36 

50 
34 

46 

29 

30 
29 

43 
31 

51 
25 

58 
19 

65 
4( 

61 
39 

75 
36 

60 
41 

51 
36 

47 
37 

50 
37 

2^ 

81 
35 

85 
30 

76 
36 

65 

2t 

67 

38 

83 
41 

60,5 

32.  6 

)arliam 

j  Maximum  ■ .  • 

48 

62 

61 

43 

60 

72 

56 

50 

41 

35 

40 

54 

60 

69 

77 

04 

52 

46 

5C 

66 

75 

84 

7( 

68 

60 

82 

84 

60.7 

30 

37 

40 

27 

24 

26 

30 

33 

29 

27 

28 

29 

21 

39 

40 

4( 

37 

36 

36 

31 

25 

2i, 

32 

30 

28 

24 

42 

31,2 

first  Con'ticut  Lake  |i  )  Maximum  . .. 

4G 

35 

42 

3-1 

48 

56 

34 

3' 

33 

36 

29 

36 

43 

45 

42 

52 

43 

37 

40 

33 

56 

6( 

74 

70 

65 

64 

71 

71 

70 

48.8 

(  .Minimnm.... 

27 

25 

26 

15 

27 

23 

29 

26 

17 

19 

22 

24 

11 

12 

16 

29 

27 

30 

30 

3( 

24 

25 

2( 

3( 

3( 

29 

3; 

3) 

54 

25.1 

rranklin 

Maximum  .  • . 
1  Minimum.... 

44 
32 

58 
29 

59 

49 
32 

58 
26 

72 

28 

5S 
39 

49 

4^ 
32 

43 
29 

29 

40 
29 

45 
29 

58 
20 

31 

08 
37 

33 

68 

49 
36 

44 
37 

45 
35 

30 

66 
26 

73 

74 
36 

71 
44 

08 

6-- 

2,^ 

73 
40 

68 
40 

57.9 



32.8 

Hencliff 

j  Maximum  . . . 

38 

49 

46 

41 

55 

67 

64 

40 

38 

35 

3S 

36 

43 

50 

49 

56 

63 

50 

39 

39 

41 

57 

7( 

7f 

7i 

71 

65 

67 

70 

74 

53.7 

t  Minimum 

29 

26 

35 

30 

29 

36 

33 

29 

24 

24 

24 

26 

29 

27 

38 

36 

34 

30 

31 

29 

30 

31 

37 

41 

45 

47 

3t 

31 

42 

50 

33.0 

lanover 

j  .Maximum... 
(Minimiun-... 

44 
32 

57 
29 

53 
38 

40 
32 

60 
30 

75 
28 

64 

37 

t\ 

4t 
29 

36 
26 

40 
28 

41 
29 

51 
27 

57 
24 

5(. 
39 

63 

4(! 

40 

56 
36 

40 
34 

41 
35 

45 
35 

66 
27 

29 

79 
31 

85 
37 

47 

66 

61 
34 

78 
42 

77 
42 

58.4 

33.  8 

Hllsboroll 

\  .Maximum  .  • . 

44 

58 

59 

46 

65 

77 

48 

50 

4b 

35 

41 

42 

49 

56 

64 

64 

54 

48 

47 

49 

60 

75 

8( 

84 

74 

67 

6 

79 

83 

59.6 

iMiiiimum--.. 

32 

30 

36 

32 

25 

32 

35 

33 

29 

30 

2- 

21 

27 

21 

37 

4C 

35 

35 

3". 

80 

34 

32 

2! 

35 

37 

61 

3( 

2 

36 

38 

32.9 

tearsarge 

)  Maximum... 

46 

5C 

54 

36 

58 

65 

40 

46 

46 

36 

.32 

42 

50 

56 

60 

59 

59 

52 

49 

45 

50 

60 

76 

81 

62 

70 

60 

7, 

''55.5 

(Minimum-... 

30 

24 

28 

22 

23 

28 

33 

32 

'f^ 

27 

27 

27 

26 

19 

30 

30 

29 

3(. 

34 

32 

31 

26 

20 

30 

32 

45 

25 

■2b 

»'28.  4 

teene 

(  Maximum  •   . 

52 

61 

ftS 

47 

65 

77 

66 

51 

47 

43 

4(1 

46 

52 

58 

65 

66 

71 

5( 

48 

50 

67 

70 

82 

8;i 

76 

7( 

66 

"80 

83 

62.2 

(Minimum-... 

34 

2d 

46 

32 

29 

30 

46 

36 

32 

29 

29 

30 

23 

30 

44 

36 

35 

37 

38 

28 

3( 

35 

39 

40 

35 

35 

41 

4] 

34.6 

Unchester 

j  Maximum... 

46 

56 

55 

44 

59 

70 

57 

47 

47 

41 

41! 

42 

48 

54 

6A 

56 

7( 

54 

48 

49 

49 

62 

7( 

72 

76 

67 

5! 

6i 

74 

71 

57.2 

(Minimum.... 

35 

38 

38 

37 

28 

32 

40 

38 

3.. 

31 

32 

32 

30 

28 

45 

45 

4S 

36 

40 

40 

40 

36 

3(; 

3" 

40 

45 

3( 

30 

42 

47 

37  8 

fashua 

Maximum.. - 
(Minimum.... 

49 
32 

g 

64 

43 

46 
37 

i 

80 

54 

46 

54 

45 
34 

34 

3(; 

36 
29 

46 
30 

55 
31 

59 
21 

70 
41 

64 

45 

74 
37 

58 
42 

64 
34 

49 

52 
37 

59 
29 

78 
■29 

82 
30 

35 

72 
47 

62 
31 

69 
28 

81 
39 

87 
42 

61.6 

34.8 

inkham  Notch 

S  Maximum  . . . 

.50 

47 

3'A 

60 

53 

36 

37 

32 

28 

34 

45 

48 

4S 

52 

6(1 

4( 

37 

36 

40 

55 

60 

72 

76 

67 

6>' 

04 

71 

50.  5 

(Minimvun.... 

28 

32 

30 

21 

32 

3-) 

32 

3!i 

22 

23 

24 

25 

26 

25 

32 

31 

32 

30 

30 

34 

32 

33 

3d 

3( 

29 

37 

4t 

30.4 

lymoiith 

\  Maximum  -  • . 

46 

58 

56 

49 

54 

69 

58 

4C 

46 

41 

39 

40 

49 

57 

53 

O-l 

05 

56 

44 

46 

48 

04 

80 

83 

83 

81 

66 

7( 

81 

8( 

59.1 

32 

30 

38 

29 

29 

25 

37 

2-i 

30 

30 

oO 

31 

21 

30 

49 

3{ 

37 

31 

35 

35 

30 

26 

31 

35 

45 

3( 

3C 

37 

4( 

32.  4 

lennitigton i  Maximum  ■  •  • 

45 

61 

6« 

60 

72 

77 

50 

52 

50 

41 

30 

39 

52 

59 

07 

6^ 

70 

67 

45 

45 

47 

69 

70 

78 

83 

82 

84 

71 

75 

79 

62.3 

(Minimum-... 

30 

31 

39 

39 

28 

20 

38 

34 

21 

31 ; 

29 

29 

32 

21 

30 

44 

30 

39 

36 

34 

35 

26 

26 

32 

35 

3^ 

37 

40 

41 

3' 

33. 3 

loomtield 

S  Maximum    . . 

4:i 

49 

46 

45 

4o 

63 

61 

41 

41 

41 

37 

36 

48 

49 

49 

6(^ 

60 

50 

45 

4! 

43 

6i 

72 

8( 

82 

8( 

7( 

71 

75 

5.5.6 

(Minimum.... 

22 

28 

18 

29 

25 

32 

30 

22 

23 

28 

27 

21 

19 

38 

32 

27 

30 

31 

31 

31 

25 

24 

27 

29 

30 

2.- 

32 

44 

37 

28.5 

-:o|| 

)  .Ma.ximum  -.■ 

47 

62 

62 

45 

64 

7i- 

48 

52 

io 

33 

4(1 

44 

64 

56 

r,s 

01 

72 

53 

62 

49 

50 

67 

77 

81 

82 

78 

70 

65 

81 

83 

60.8 

(Minimum-... 

26 

30 

32 

37 

31' 

29 

31 

39 

3u 

29 

27 

28 

2( 

23 

29 

42 

39 

39 

37 

37 

35 

28 

3( 

36 

37 

47 

32 

37 

,59 

40 

33.  3 

,,1 

(Maximum-.. 

42 

55 

47 

40 

60 

63 

33 

43 

37 

36 

36 

41 

49 

56 

51 

56 

65 

45 

40 

41 

43 

62 

73 

79 

79 

67 

70 

66 

77 

74 

54.5 

(  Minimum.... 

3o 

32 

31 

30 

42 

32 

30 

31 

2" 

29 

26 

30 

32 

30 

43 

36 

45 

34 

34 

34 

32 

36 

43 

44 

46 

38 

6( 

52 

51 

36.4 

(  Maximum  .  - . 

52 

.58 

58 

50 

60 

7.5 

73 

51 

5a 

4- 

40 

42 

51 

56 

03 

64 

74 

69 

46 

52 

62 

60 

75 

81 

84 

81 

75 

71 

79 

82 

63.1 

(  Miuimum ■-.- 

32 

28 

3.T 

31 

30 

30 

28 

•28 

27 

30 

28 

■£i 

34 

36 

36 

37 

34 

34 

27 

31 

46 

31 

31 

40 

40 

32.  4 

aielsea 

(  Maximum  ... 

4Ci 

56 

53 

41 

61 

73 

54 

44 

43 

37 

38 

40 

49 

55 

58 

61 

67 

49 

46 

42 

44 

63 

76 

SI 

84 

76 

7( 

70 

79 

71 

67.  0 

(Minimum-.. 

31 

23 

29 

28 

32 

26 

35 

32 

26 

27 

27 

28 

23 

21 

37 

37 

33 

33 

34 

34 

34 

24 

27 

3( 

33 

41 

31 

30 

44 

37 

31.1 

Jornwall 

(Maximum-.. 

48 

59 

.56 

49 

61 

72 

72 

50 

40 

4(1 

39 

40 

51 

68 

58 

58 

60 

65 

42 

42 

44 

64 

70 

82 

83 

78 

73 

66 

79 

76 

59.7 

(Minimum.... 

32 

29 

35 

33 

33 

46 

31 

29 

29 

26 

2s 

30 

32 

29 

46 

30 

44 

40 

32 

32 

33 

30 

38 

44 

46 

48 

4(1 

47 

49 

46 

36.5 

Vaftsbury  Com 

(  Maximum  . . . 

37 

47 

46 

38 

52 

60 

3(' 

37 

37 

36 

3-1 

36 

43 

48 

47 

53 

59 

53 

39 

36 

40 

67 

70 

76 

80 

67 

70 

70 

74 

73 

61.9 

(Minimum... 

30 

31 

30 

23 

33 

35 

29 

26 

Zi 

23 

26 

27 

25 

36 

31 

37 

30 

31 

31 

30 

33 

34 

41 

42 

46 

36 

38 

46 

51 

32.  9 

)orset  

(  Maximum  . . . 

39 

54 

55 

48 

60 

73 

52 

51 

41 

32 

35 

40 

42 

50 

62 

60 

61 

52 

40 

37 

43 

65 

72 

77 

81 

71 

71 

69 

75 

78 

56.1 

32 

33 

34 

32 

40 

34 

29 

27 

28 

28 

.30 

20 

47 

30 

40 

33 

33 

33 

23 

28 

33 

30 

4.= 

30 

33 

39 

39 

33  3 

Soosbnrg  Falls 

(  Maximum  . .  • 

43 

48 

52 

42 

59 

65 

45 

41 

35 

34 

37 

39 

40 

53 

52 

59 

63 

55 

40 

43 

50 

69 

76 

83 

84 

74 

77 

7C 

80 

85 

.66.4 

(Minimum-... 

32 

33 

24 

23 

35 

41 

32 

2^ 

23 

26 

28 

25 

28 

24 

X' 

34 

44 

36 

33 

32 

33 

23 

29 

33 

42 

39 

29 

44 

48 

42 

32  3 

'ewpovt };  

(Maximum... 
(  Minimum  -  -  -  - 

31 

50 
31 

43 
25 

38 
21 

51 
34 

55 
32 

37 

28 

40 
26 

36 
26 

•11 

35 
28 

39 
28 

45 
29 

51 
29 

51 
37 

62 
3H 

61 
36 

45 
32 

37 
32 

38 
32 

40 
32 

58 
30 

72 
30 

79 
i( 

79 
41 

3^^ 

?■' 

7( 
42 

^? 

72 
40 

62.1 

32.  7 

lortiitiiikl' 

(  Maximum  . . . 

40 

.54 

49 

41 

61 

72 

38 

42 

41 

30 

34 

39 

45 

53 

52 

59 

60 

50 

44 

39 

42 

61 

74 

78 

82 

71 

09 

69 

76 

70 

.66.  2 

(Minimum-... 

32 

31 

28 

29 

36 

30 

35 

30 

27 

27 

27 

30 

26 

24 

40 

38 

39 

30 

33 

33 

32 

27 

29 

33 

36 

39 

34 

4f 

47 

43 

33.0 

tatland 

(  Maximum  . .  ■ 

42 

58 

58 

50 

65 

76 

68 

50 

44 

30 

39 

40 

50 

57 

60 

50 

69 

52 

44 

42 

45 

67 

76 

8( 

86 

72 

75 

71 

76 

75 

.59,  2 

iMiuimura---- 

29 

30 

37 

35 

38 

33 

34 

29 

31 

29 

30 

32 

28 

47 

39 

36 

41 

33 

34 

33 

28 

33 

39 

40 

41 

41 

43 

38 

48 

35.4 

It  Albans  

(  -Maximum  .  -  - 

42 

53 

48 

45 

60 

56 

34 

42 

40 

43 

36 

43 

48 

55 

53 

57 

64 

61 

41 

41 

44 

61 

74 

7( 

78 

72 

71 

7C 

78 

76 

.66.4 

(  Minimum-... 

31 

39 

32 

30 

38 

33 

28 

26 

28 

28 

29 

32 

34 

43 

34 

48 

33 

32 

32 

33 

32 

47 

47 

52 

36 

37 

.50 

6'5 

51 

30.  5 

See  page  28  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily  Temperatures  for  April,  1942 

,  {Continued) 

l>av 

of  month 

^ 

stations 

1 

_!_ 

3 

4 

5 

6 

1 

8  1     9 

10 

11  1  12 

13 

ii 

15 

z 

17 

18 

^ 

20 

iL 

22 

23 

24 

25 

26 

JL 

28 

29     30 

31 

1 

St.  Jolinsbury 

it 
S  Maximum... 

46 

54 

52 

45 

54 

67 

43 

40 

40 

1 
361     40 

47 

51 

51 

58 

62 

62 

46 

44 

43 

. 

75 

81 

83 

79 

72 

72 

78 

78 

(Mininiiuu-... 

32 

29 

32 

26 

32 

2t 

34 

32 

26 

27 

28l    2; 

24 

24 

39 

34 

34 

33 

33 

33 

27 

29 

32 

35 

45 

31 

34 

44 

43 

32!  ■ 

8<>mers.;t|| 

.  j  Mii-Kiinuni... 

43 

35 

53 

53 

40 

57 

7( 

51 

4- 

40 

261    25 

35 

43 

51 

57 

59 

65 

30 

40 

38 

39 

58 

69 

74 

77 

70 

69 

6b 

72 

51.  t 

i  Minimum.... 

27 

28 

32 

33 

29 

29 

31 

31 

26 

23 

221     32 

22 

14 

19 

3b 

34 

34 

39 

30 

30 

26 

27 

28 

3( 

38 

3; 

37 

44 

40 

oO. '. 

White  River  Jot... 

J  fthixinmni  .  ■• 

43 

58 

53 

42 

62 

75 

42 

46 

45 

3b 

36!     40 

50 

5b 

53 

68 

50 

47 

45 

47 

64 

76 

79 

76 

69 

78 

80 

57. ; 

■  )  Mi  Minium.... 

32 

29 

34 

34 

29 

27 

37 

31 

2; 

29 

30 

24 

23 

41 

41 

42 

3b 

3b 

3b 

34 

26 

29 

3i 

37 

44 

34 

35 

43 

41 

33.  t 

Woodstock 

\  iMaxiinuin  ... 

49 

58 

54 

5b 

62 

78 

58 

49 

48 

42 

41 

43 

51 

58 

62 

66 

7( 

74 

49 

46 

47 

49 

77 

84 

85 

86 

77 

70 

80 

82 

fil.  ■ 

(  Minimum  ... 

32 

2< 

25 

29 

30 

27 

36 

34 

27 

29 

28 

29 

21 

23 

37 

41 

3b 

35 

35 

35 

32 

2b 

32 

35 

44 

31 

38 

44 

41 

32." 

Maswic/i^ 

seMs 

Aniiierst 

S  Maxiniiim  ... 

45 

63 

65 

54 

67 

78 

65 

55 

44 

38 

41 

46 

51 

60 

70 

67 

70 

52 

53 

49 

52 

68 

77 

82 

86 

78 

70 

65 

78 

84 

6a.< 

(  Minimum.... 

32 

30 

47 

40 

31 

36 

44 

40 

35 

30 

2S 

31 

30 

2f 

t 

44 

39 

38 

38 

3b 

36 

41 

49 

39 

40 

47 

m. 

Blue  Hill 

.  j  Ma.xinium  ... 

4» 

60 

45 

57 

74 

59 

54 

45 

3b 

33;     42 

51 

5b 

60 

67 

57 

51 

44 

46 

65 

68 

76 

80 

62 

51 

62 

7b 

86 

.•K 

(Minimum.... 

32 

33 

4! 

3b 

32 

41 

30 

36 

34 

3( 

30|    29 

30 

34 

43 

40 

37 

42 

36 

87 

3b 

36 

45 

48 

48 

46 

37 

33 

36 

66 

50 
37 

62 
40 

63 
43 

46 
37 

60 
35 

72 
47 

58 
39 

5b 
39 

46 
37 

4( 
32 

371     47 
32     34 

52 
35 

59 
37 

71 
47 

50 
43 

70 
42 

60 
44 

53 

40 

46 
40 

49 
40 

61 
40 

63 
47 

69 
60 

75 
52 

66 
45 

4S 

63 

79 
40 

86 
59 

58.6 
41.  C 

Boston    

■  *  Minimum.!!! 

Brockton 

53 

62 

67 

60 

58 

75 

67 

57 

55 

45 

38     47 

53 

60 

74 

70 

64 

60 

54 

50 

49 

68 

72 

81 

80 

79 

6( 

70 

89 

62.1 

■  (  .Minimum.!!! 

33 

35i     4.5 

40 

35 

37 

45 

37 

3b 

31 

32     31 

32 

35 

4. 

42 

37 

45 

38 

39 

38 

37 

41 

42 

43 

55 

38 

31 

38 

50 

38.; 

Clinton 

49 

581    63 

4b 

61 

75 

55 

54 

45 

34 

33     4b 

52 

57 

61 

69 

56 

53 

49 

51 

66 

72 

78 

81 

61 

66 

78 

84 

69. '1 

■  1  Mi'nimum.!!! 

34 

35 

43 

40 

30 

41 

47 

31 

29     31 

33 

4'. 

45 

39 

41 

38 

42 

37 

35 

37 

4b 

45 

6t 

35 

34 

39 

54 

38.  ( 

Concord 

i  Maximum  . .. 

49 

62 

66 

51 

64 

78 

5b 

5. 

45 

37 

37      47 

53 

59 

70 
44 

61 

74 

57 

54 

47 

50 

67 

74 

81 

84 

71 

61 

66 

80 

61.' 

■  )  Minimum.... 

34 

35 

42 

34 

31 

35 

39 

35 

32 

32!     32 

30 

25 

41 

39 

44 

38 

39 

38 

35 

32 

37 

39 

42 

34 

31 

3t 

46 

36.  ■ 

East  Wavehamll 

)  ultixiiuum  ... 

54 

57 

6U 

57 

54 

70 

64 

58 

44 

37 

42 

51 

53 

55 

60 

53 

53 

63 

56 

45 

50 

63 

68 

68 

70 

56 

62 

65 

85 

.... 

57.: 

•iMiuimum.... 

34 

35 

44 

42 

38 

31 

40 

40 

38 

32 

32 

32 

30 

24 

43 

41 

34 

41 

38 

40 

37 

36 

32 

33 

36 

43 

35 

80 

4(. 

45 

36.! 

Fall  River 

.  j  .Maximum  ... 

51 

58 

63 

61 

53 

73 

62 

59 

46 

3b 

42 

48 

55 

57 

6b 

.59 

58 

61 

56 

51 

51 

66 

73 

74 

75 

65 

59 

67 

64 

86 

.!!! 

59.! 

(  Minimum... 

3:3 

35 

42 

41 

34 

39 

38 

37 

33 

31 

31 

32 

32 

42 

41 

38 

41 

37 

39 

34 

35 

37 

43 

42 

47 

84 

32 

38 

52 

37.  ( 

FitchliiU'"- 

47 

63 

67 

57 

64 

80 

67 

55 

47 

42 

38 

46 

.54 

61 

70 

65 

61 

61 

46 

43 

47 

70 

77 

82 

86 

70 

64 

69 

81 

86 

62.! 

'  /  Minimum.... 

31 

35 

44 

38 

2b 

38 

41 

37 

34 

29 

29 

30 

33 

32 

48 

45 

40 

42 

37 

38 

37 

36 

37 

4b 

45 

54 

35 

38 

66 

38.: 

Fort  Devens 

\  Maximum  ... 

47 

60 

65 

47 

64 

5b 

54 

44 

36 

34 

46 

53 

59 

70 

64 

73 

56 

51 

47 

48 

67 

74 

SO 

85 

71 

62 

68 

82 

86 

6a  s 

•  \  Minimum.... 

32 

36 

42 

32 

26 

42 

37 

3b 

34 

28 

30 

3J 

28 

25 

4B 

44 

40 

43 

37 

38 

35 

30 

30 

38 

39 

33 

30 

40 

53 

35.  i 

Framingham 

)  Maximum  .■ 

5U 

61 

65 

65 

63 

78 

77 

57 

5b 

46 

37 

48 

53 

58 

71 

69 

73 

72 

57 

55 

61 

67 

74 

80 

82 

82 

66 

66 

79 

86 

64.  f 

■  (Minimum.... 

33 

35 

47 

40 

32 

37 

47 

38 

35 

31 

31  j    32 

33 

28 

44 

44 

38 

44 

38 

38 

38 

38 

36 

40 

41 

65 

36 

37 

63 

38.' 

Gloucester 

.  \  .UHXimum... 

49 

57 

61 

48 

50 

63 

53 

54 

43 

40 

36     47 

50 

59 

66 

61 

60 

51 

47 

49 

61 

62 

63 

72 

64 

49 

62 

70 

84 

5& 

f  Minimum.... 

37 

36 

37 

36 

36 

41 

37 

37 

3b 

32 

33     32 

34 

32 

43 

37 

40 

43 

40 

40 

39 

40 

40 

43 

43 

45 

39 

36 

41 

53 

38.  ( 

Haverhill 

.  (  Maximum  ... 

i6 

61 

62 

61 

61 

75 

75 

53 

53 

47 

36     46 

54 

59 

6b 

68 

74 

73 

53 

48 

50 

68 

72 

76 

81 

80 

63 

64 

SO 

85 

63.  i 

(  Minimum.... 

36 

37 

50 

39 

33 

45 

43 

38 

3b 

3£ 

32     32 

35 

34 

46 

45 

42 

46 

41 

40 

89 

39 

39 

45 

48 

68 

38 

36 

41 

65 

40. 

II          n' 

(  Maximum  ... 

47 
37 

52 
38 

57 

44 

45 

40 

43 

38 

63 

55 
43 

54 

46 

32 

40     48 
34      33 

33 

i 

54 
44 

52 

41 

51 
87 

60 
44 

f. 

tl 

44 
38 

60 
38 

63 
37 

60 

67 
39 

69 

48 

50 
37 

47 
33 

58 
40 

80 
46 

n- 

liyan   is 

■  i  Minimum  ... 

Lawrence 

47 

61 

63 

48 

64 

76 

60 

53 

45 

41 

36      46 

54 

59 

68 

60 

73 

62 

53 

48 

48 

69 

72 

77 

82 

56 

80 

85 

60,< 

(Minimum.!!! 

34 

34 

4S 

37 

32 

38 

37 

36 

35 

30 

31      30 

33 

30 

45 

42 

40 

43 

36 

37 

36 

39 

43 

47 

32 

38 

50 

37. 

Lowell 

.  )  Maximum  ... 
(  Minimum  .. 

46 
35 

58 
31 

47 

50 
41 

61 
32 

I 

55 
46 

53 

38 

45 
37 

36 
34 

38i     46 

52 
32 

i 

38 

% 

60 
47 

68 
40 

56 
42 

53 

38 

49 
40 

50 

38 

65 
37 

74 
37 

79 
41 

84 
44 

71 
44 

60 
38 

67 
35 

78 
40 

85 
53 

H:. 

32 

31 

Nantucket ' 

Maximum... 

1  Minimum  .. . 

47 
37 

52 
38 

56 
40 

49 
40 

49 

11 

50 
39 

50 
39 

43 
34 

38 
31 

44 
34 

51 
35 

50 
36 

51 
43 

50 
38 

49 
37 

59 

42 

51 
41 

47 
40 

47 
40 

58 
41 

62 

40 

63 
40 

67 
44 

53 

43 

48 
34 

34 

51 

40 

47 

52.- 
38,; 

New  Bedford 

.  j  Maximum  ... 

51 

55 
38 

60 

45 

53 
41 

46 

% 

58 
42 

60 
40 

45 
36 

37 
34 

41 
35 

49 
84 

52 
85 

53 
37 

59 
44 

55 
43 

53 
40 

61 

46 

53 
40 

44 
39 

50 
38 

61 
39 

67 
41 

63 
46 

73 
46 

61 
45 

55 
89 

52 

66 
42 

65. 
40. 

Pittstieldll 

Maximum  . . . 

42 

59 

59 

49 

64 

76 

71 

52 

44 

32 

40 

40 

49 

57 

66 

59 

69 

44 

45 

45 

49 

65 

73 

78 

79 

73 

69 

77 

80 

(  Minimum  ••- 

31 

32 

37 

41 

33 

35 

39 

34 

29 

28 

30 

32 

26 

28 

46 

43 

40 

37 

35 

35 

83 

35 

40 

43 

47 

42 

40 

43 

47 

Plymouth 

S  Maximum  • . . 
1  Minimum-... 

33 

61 
35 

S 

52 

58 
36 

75 
40 

57 
38 

56 
38 

60 
38 

44 
33 

35 

,  50 
30 

50 
30 

61 
32 

71 
44 

60 
41 

64 
37 

64 
45 

53 
89 
60 

51 
89 

50 
87 

36 

63 
34 

75 
44 

79 
40 

66 
46 

48 
40 

61 
29 

72 
88 

82 
58 

Provincetown 

S  Maximum  . .  • 

46 

50 

56 

49 

46 

64 

50 

53 

48 

40 

89 

48 

53 

5:^ 

50 

51 

52 

57 

49 

45 

56 

65 

63 

67 

57 

53 

47 

55 

83 

(  Minimum.... 

33 

40 

40 

38 

38 

38 

46 

37 

30 

83 

34 

36 

36 

43 

41 

39 

40 

40 

39 

40 

41 

43 

44 

35 

38 

40 

47 

gpringfield 

S  Maximum... 

48 

63 

66 

64 

60 

75 

75 

70 

58 

44 

41 

49 

56 

62 

74 

68 

68 

66 

53 

52 

55 

71 

77 

83 

84 

85 

76 

70 

74 

81 

(  Minimum.... 

31 

33 

48 

44 

33 

44 

49 

43 

36 

30 

34 

32 

34 

31 

44 

48 

39 

43 

39 

40 

43 

36 

42 

44 

45 

51 

41 

40 

40 

51 

Stockbridge 

(  Maximum  . . . 

44 

6U 

62 

55 

65 

77 

74 

54 

43 

37 

40 

50 

59 

67 

59 

69 

52 

47 

47 

50 

65 

74 

79 

83 

80 

72 

65 

77 

78 

(Minimum.... 

30 

46 

41 

'29 

30 

42 

36 

34 

29 

28!     30 

30 

21 

44 

43 

41 

37 

35 

31 

28 

32 

34 

42 

34 

36 

39 

43 

awampscott 

\  Maximum  .  . . 

47 

56 

59 

45 

48 

62 

46 

54 

42 

38 

33 

47 

52 

56 

65 

53 

65 

62 

53 

43 

47 

57 

59 

64 

69 

62 

47 

62 

73 

(Minimum.... 

35 

34 

35 

35 

33 

41 

36 

35 

35 

30 

31 

31 

31 

31 

43 

4! 

42 

43 

88 

37 

36 

42 

37 

44 

40 

41 

34 

40 

54 

37.4 

Taunton 

(  Maximum  . . . 
(Minimum.... 

53 
33 

60 
32 

63 
44 

57 
41 

55 
36 

74 
31 

63 
40 

57 
.39 

57 
34 

42 

39 
32 

49 
31 

52 
82 

59 
23 

69 
43 

60 
44 

60 
36 

60 
43 

53 
37 

52 
41 

50 
87 

36 

70 
29 

77 
32 

78 
34 

70 
44 

59 
37 

60 
27 

66 
38 

85 
43 

60.5 



36.1 

West  Cummington  . . 

i  Maximum  . 

41 

58 

59 

51 

64 

75 

69 

57 

48 

41 

40 

41 

48 

57 

65 

63 

72 

65 

47 

46 

48 

65 

73 

79 

80 

76 

69 

66 

75 

80 

60.6 

(Minimum.... 

29 

29 

34 

34 

28 

35 

35 

28 

26 

28 

28 

28 

20 

29 

42 

34 

38 

34 

33 

27 

29 

85 

35 

42 

30 

36 

86 

45 

32.2 

Westfieldll 

.  S  Maximum  ... 

48 

63 

65 

60 

63 

77 

72 

56 

44 

40 

39 

45 

52 

62 

73 

64 

70 

57 

53 

49 

52 

68 

78 

84 

85 

80 

72 

64 

78 

85 

63.3 

(  Minimum.... 

30 

28 

44 

40 

27 

42 

40 

43 

33 

29 

26 

30 

82 

26 

42 

48 

89 

43 

39 

29 

37 

34 

33 

36 

36 

45 

34 

35 

39 

47 

36.2 

Williaiustown  

.  (Maximum... 

44 

59 

57 

52 

65 

74 

69 

50 

46 

41 

39 

41 

49 

57 

65 

65 

68 

62 

46 

43 

46 

63 

71 

76 

79 

74 

71 

69 

75 

79 

59.  r 

(Minimum  ... 

33 

37 

47 

43 

36 

34 

43 

37 

35 

31 

30 

31 

34 

27 

40 

45 

45 

41 

37 

36 

36 

31 

33 

39 

42 

48 

44 

46 

48 

49 

38.  f 

Worcester 

S  Maximum  ..- 

48 

60 

65 

50 

64 

77 

58 

53 

45 

41 

39 

44 

52 

59 

70 

64 

72 

62 

53 

47 

51 

68 

73 

79 

83 

68 

60 

63 

77 

84 

61. ( 

/  Minimum.... 

31 

34 

43 

39 

29 

46 

43 

38 

32 

29 

80 

32 

35 

43 

46 

38 

41 

38 

37 

38 

36 

37 

44 

42 

54 

35 

33 

38 

58 

38. c 

Rhode  M 

and 

Block  Island  I 

\  Maximum  . . . 

48 

50 

54 

44 

44 

64 

50 

54 

43 

37 

40 

48 

51 

50 

52 

.55 

50 

54 

61 

47 

49 

56 

61 

61 

66 

58 

50 

46 

51 

75 

52.  ( 

■  (  Minimum... 

36 

37 

40 

39 

34 

40 

39 

40 

32 

34 

35 

36 

35 

42 

39 

38 

42 

39 

40 

40 

40 

41 

42 

44 

44 

38 

37 

41 

48 

38.  > 

Kingston 

.  j  Maximum  .  ■ . 

52 

57 

60 

57 

47 

70 

62 

60 

58 

43 

41 

52 

53 

54 

65 

60 

5b 

58 

54 

52 

62 

61 

70 

72 

73 

66 

59 

52 

61 

81 

58.1 

(Minimum.... 

33 

26 

42 

41 

33 

30 

34 

40 

34 

32 

32 

30 

24 

42 

37 

33 

38 

33 

39 

36 

32 

29 

29 

29 

36 

32 

39 

44 

34.  i 

Portsmouth 

S  Maximum    .  • 
■  (  Minimum.... 

55 
33 

57 
32 

57 
41 

I 

48 
34 

72 
36 

67 
42 

60 
38 

55 
34 

39 
30 

41 
31 

52 
30 

57 
31 

53 
32 

58 
41 

59 
41 

35 

62 

42 

60 
36 

52 
39 

54 
34 

67 
35 

70 
39 

70 
41 

70 
43 

67 

48 

61 
37 

64 
34 

59 
37 

86 

59.1 

37.' 

Providence  i 

.  j  Maximum  . .  • 

52 

62 

65 

55 

49 

71 

62 

58 

46 

39 

40 

47 

54 

60 

74 

60 

66 

59 

53 

49 

50 

68 

72 

72 

71 

69 

63 

71 

59.-. 

(  Minimum  — 

36 

40 

49 

40 

35 

42 

42 

40 

33 

34 

34 

35 

36 

48 

43 

41 

46 

40 

41 

40 

40 

44 

47 

47 

47 

40 

40 

41 

58 

41.  S 

Comiectind 

Bridgeport 

i  Maximum  .  •  ■ 

52 

62 

62 

59 

73 

73 

60 

49 

35 

46 

49 

56 

60 

76 

68 

62 

59 

55 

52 

57 

70 

74 

79 

74 

82 

66 

58 

68 

87 

t 

■  (  Miiiimum .... 

30 

31 

46 

43 

32 

39 

45 

44 

32 

32 

32 

33 

29 

28 

41 

48 

88 

42 

40 

87 

37 

36 

40 

41 

41 

45 

41 

40 

42 

49 

Cream  Hill 

\  Maximum  . . . 

46 

58 

61 

58 

62 

75 

77 

70 

46 

37 

38 

41 

49 

59 

70 

65 

70 

64 

47 

45 

50 

64 

74 

78 

81 

81 

75 

65 

77 

80 

82. 

iMiuimum  ... 

28 

31 

46 

41 

32 

42 

53 

35 

33 

28 

27 

27 

29 

28 

41 

46 

88 

38 

33 

29 

33 

41 

46 

51 

54 

37 

35 

37 

56 

87. 

Danbury 

\  Maximum  . . . 

49 

60 

62 

62 

76 

81 

72 

53 

33 

40 

47 

61 

76 

68 

62 

52 

50 

62 

67 

75 

80 

80 

81 

68 

59 

76 

84 

63. 

■  (  Minimum.... 

28 

25 

42 

28 

34 

43 

40 

31 

30 

30 

28 

26 

20 

45 

50 

84 

39 

39 

36 

35 

81 

29 

35 

35 

42 

31 

35 

36 

85. 

Hartford  1 

\  Maximum  ... 

51 

63 

62 

60 

74 

74 

58 

44 

35 

42 

49 

55 

61 

76 

62 

65 

65 

56 

51 

68 

70 

76 

81 

79 

81 

70 

61 

69 

62. 

■  iMiuimum.... 

31 

31 

45 

41 

32 

37 

47 

44 

34 

33 

32 

34 

34 

27 

44 

43 

40 

42 

39 

40 

89 

83 

36 

40 

42 

46 

42 

41 

42 

47 

38. 

Mt.  Carmel 

j  Maximum  ... 

53 

61 

61 

61 

54 

71 

69 

58 

4^ 

34 

45 

47 

53 

58 

74 

66 

62 

57 

53 

51 

68 

67 

78 

73 

74 

66 

63 

6L 

'i  Minimum... 

28 

29 

40 

27 

33 

40 

42 

29 

29 

30 

34 

23 

45 

37 

34 

40 

36 

36 

32 

32 

35 

37 

36 

40 

36 

30 

38 

44 

84. 

New  Haven  i 

)  Maximum  ... 

52 

61 

58 

52 

68 

65 

59 

47 

36 

44 

47 

53 

75 

68 

.56 

57 

53 

50 

53 

68 

72 

71 

70 

79 

59 

52 

65 

6». 

•  iMiuimum.... 

83 

48 

38 

43 

45 

44 

33 

33 

32 

34 

36 

45 

43 

42 

44 

42 

41 

42 

47 

47 

47 

50 

44 

43 

43 

54 

41. 

New  London  

\  Maximum  . . . 

51 

56 

56 

52 

58 

58 

60 

6t 

36 

43 

51 

55 

55 

64 

63 

58 

.57 

55 

54 

52 

60 

66 

68 

62 

75 

64 

50 

60 

68. 

'  i  Minimum.... 

35 

34 

42 

35 

36 

43 

42 

32 

32 

83 

32 

32 

42 

45 

39 

44 

39 

40 

36 

40 

40 

44 

47 

40 

40 

40 

48 

88. 

Norwalk 

Maximum... 

53 

65 

58 

72 

59 

50 

35 

4S 

50 

56 

62 

78 

66 

64 

58 

56 

52 

55 

69 

72 

79 

75 

77 

62 

69 

89 

82. 

•  iMiuimum.... 

25 

26 

43 

28 

35 

41 

43 

32 

32 

83 

25 

23 

40 

49 

35 

40 

38 

33 

37 

35 

35 

87 

37 

41 

83 

36 

40 

45 

86. 

Putnam 

\  Maximum  ... 

50 

59 

66 

61 

75 

72 

64 

53 

41 

36 

46 

49 

60 

74 

62 

67 

58 

52 

52 

51 

68 

73 

80 

78 

74 

63 

61 

74 

85 

82. 

■  (  Minimum.... 

29 

33 

40 

41 

29 

36 

41 

32 

31 

31 

31 

30 

24 

40 

45 

33 

42 

35 

37 

31 

80 

37 

83 

37 

45 

34 

38 

36 

43 

35. 

Salisbury 

(Maximum... 

48 

60 

63 

58 

64 

77 

77 

70 

54 

44 

40 

42 

51 

60 

72 

67 

71 

67 

58 

48 

52 

67 

75 

79 

84 

82 

81 

72 

77 

81 

84. 

i  Minimum  — 

27 

27 

42 

28 

34 

43 

33 

31 

26 

25 

24 

29 

21 

40 

42 

37 

35 

32 

33 

27 

81 

35 

37 

45 

33 

34 

36 

46 

33.  P 

fitorrs 

j  Maximum... 
i  Minimum.... 

47 
30 

60 
31 

63 
46 

55 
37 

61 

28 

i 

72 
40 

55 

41 
32 

34 

30 

29 

45 
30 

51 
31 

r; 

71 
44 

62 
40 

65 

i 

50 

47 
38 

5C 
36 

65 
35 

73 
42 

79 
42 

78 

73 

48 

65 
87 

60 
37 

73 
37 

81 
55 

52' 

37. 

Waterbury 

(Maximum... 
(  Minimum... 

52 

63 
33 

64 
51 

61 

63 
30 

35 

82 
41 

5t 
42 

54 
39 

42 
36 

44 
81 

48 
32 

54 
34 

p. 

78 
44 

49 

6S 
40 

59 

44 

63 
38 

50 
35 

56 
35 

69 
39 

80 
36 

85 
40 

81 
42 

4S 

72 
88 

62 

40 

75 
39 

86 
49 

65.  t 

38. 

Westbrook 

i  Max.mui 

55 

60 

59 

52 

69 

65 

61 

55 

35 

44 

52 

57 

56 

69 

61 

60 

56 

52 

55 

66 

70 

72 

70 

78 

67 

52 

63 

88 

60. 

■  iMiuimum.... 

29 

23 

37 

1. 

25 

^ 

35 

42 

32 

31 

32 

28 

J! 

35 

45 

36 

80 

35 

30 

24 

^ 

28 

41 

36 

29 

29 

40 

•32. 

8eepage28  for  explanation  of  reference  inarki. 


W.  B.  Boston-8-19-42-1250 
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No.  5. 

GENEriAL  SUMMARY 

Rainfall  in  New  England  during  .May,  1942  was  rather  un- 
ivenl.v  distributed,  ranging  from  a  moderate  excess  over  western 
K)rtions  of  Connecticut  and  Massachusetts  and  southern  Ver- 
nont  to  a  marked  deficienc\'  over  eastern  Massachusetts  and 
ihode  Island.  Amounts  in  other  portions  of  the  Section  were, 
br  the  most  part,  slightly  subnormal.  In  Rhode  Island,  irri- 
ption  to  a  limited  extent  was  necessary,  while  elsewhere  in  the 
ieficient  rainfall  area,  occasional  light  sliowers  were  sufHcient 
0  sustain  a  normal  advance  of  agricultural  growth.  Streams 
,nd  lakes  were  at  about  average  seasonal  levels,  following  a 
noderate  decline  from  tho.se  of  the  preceding  nionth.  IMay  av- 
xagod  unusually  warm  throughout  the  Section,  the  mean  tem- 
(erature  in  the  southern  division  having  been  exceeded  but 
wice  in  May  since  1888  when  Section  records  were  first  com- 
riled.  The  11 -12th  marked  the  ))eginning  of  the  growi'.ig  sea- 
on  over  nearly  all  of  the  northern  division  and  over  the  more 
usceptible  districts  of  the  southern  division.  Elsewhere  in 
outhern  New  England  and  along  the  coast,  the  last  killing  frost 
Fas  recorded  in  xVpril.  During  the  iliird  decade  there  was  a 
;eneral  lack  of  adequate  rainfall,  and  a  growing  need  of  soaking 
ains  to  sustain  the  favorable  advance  of  vegetation.  E.s. 


TEMPEKATTJKE 


The  average  monthly  temperature  for  the  Section,  based  on 
14  records,  was  58.6°,  wliicli  is  3.4°  above  the  mean  for  the 
last  55  years.  The  average  temperature  for  the  northern  divi- 
ion  was  57.1°;  for  the  southern  division,  G0.1°.  The  highest 
nonthly  mean  was  63.9°  at  Haverhill,  Mass.;  the  lowest  was 
8.7°  at  Eastport,  ]Me.  The  highest  recorded  w^as  90°  at  Con- 
ord,  N.  H.  and  Durham,  N.  H.  on  the  3d  and  Fitchburg, 
lass,  on  tlie  3d  and  30th;  the  lowest  was  20°  at  West  Cum- 
aington,  Mass.  on  the  11th.  The  greatest  monthly  range  was 
15°  at  West  Cummington,  Mass.;  the  least  was  31°  at  Nan- 
ucket,  Mass. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
96  records,  was  3.03  inches,  which  is  0.30  inch  below  the 
nean  for  the  past  55  years.  The  average  precipitation  for  the 
orthern  division  was  2.85  inches;  for  the  southern  division, 
1.22  inches.  The  greatest  monthly  amount  reported  was  6.87 
nches  at  Mays  Mill,  Vt.;  the  least  was  1.17  inches  at  Middle- 
»oro,  Mass.  The  greatest  amount  in  24  hours  was  2.94  inches 
.t  Norwalk,  Conn,  on  the  17th.  The  average  number  of  days 
nth  .01  inch  or  more  of  precipitation  was  11,  which  is  the 
nean  for  the  past  55  years. 

No  snowfall  occurred  in  the  Section.  The  mean  monthly 
nowlall  for  the  past  55  years  in  the  northern  division  is  0.3 
ticli;  in  the  southern  division,  0.1  inch;  for  the  Section,  0.2 
ach. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  tlie  wind,  l)ased  on  135  records, 
was  southwest.  Tlie  average  velocity,  based  on  the  records  at 
10  stations,  was  8.5  miles  an  hour,  which  is  1.2  miles  an  hour 
below  the  mean. 

The  sunsliine,  based  on  tlie  records  at  14  .-tations,  averaged 
49  percent  of  the  possible  amount,  which  is  7  percent  below 
the  mean. 

Cloudiness  was  somewhat  al)Ove  the  mean.  Tlie  average  for 
the  Section,  based  on  145  records,  was  9  clear,  9  partly  cloudy, 
and    13  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7: MO  a.  m. 
and  7:oO  p.  m.  observations  at  14  station.-,  was  79  percent, 
which  is  3  percent  above  the  mean. 


COaiPASATIVE  DATA    •  Northern:  Maine,  New  Hampshire,  and 
Vermont:    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


897- 


1899... 
1900... 
1901... 
1902... 
1903... 
1904- • • 
190.5- •  ■ 
I906-.. 


1S89 

1890 

1H91 - 

1892 

1893 

1894 

1895 


193S 

49.9 

19:'.6 

.55.6 

1937 

5.5.6 

1938 

.52. 1 

1939 

.53.0 

1940 

53.9 

1941 

54.2 

1942 

.57.1 

No.of  tla.vs(aU 
New  England) 
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Climatolog-ical  Data  for  May,  1942 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  in  inches 


No.  of  days 


<s= 


II  III 


Baiigorjj   

Bar  ilaibor 

Brasilia  Daiuf. 


Bru 


.'ick 


Caribou  1 

Kastijorl' 

East  Wiuthrop. 

Ellsworth  

Eustis  

Farmiiigton.... 
Ft-fairlieki^die'r) 

Fort  Kent 

Gardiner 

Greenvilletl  ••• 

Hiramt 

Houiloii 

Jaciiumn 

LewisUiii 

Machias'-; 

M.uUsuiiS 

MiiUUedain  .... 


Milo 

Moosehead  '^ 

Nortli  Hridgton..- 

Oldtown 

Oroiio. 

Portland'. 

Presijue  Isle 

RiDOBeniisDamt^, 
Rockland 


Penobscot 

Hancock 

Somerset 

Cumberland  . 

Aroostook 

Washington  .. 
Kennebec  — 

Hancock 

Franklin 

do 

Aroostook 

do 


Kennebec  ■  ■  ■ 
Piscata<iuis.  • 
Cunibeiland- 


The  Forks 

Upper  Dam 

Vanceboro 

WinslowjS,  -1 

Woodlandlil 

For  State     ■■•• 
.Veil)   llaiiivsUire 

Berlin  II 

Betlilehem  ......-■ 

Cannon  Mt.2 

Concordl 

Dixville  Notch  — 

Durham    

Errol||3 •■■I- 

First  Conu.  Lakef. 

Fitzwilliam"  

Franklin 

Gleuclill   

Hampton.... 

Hanover^ 

Hillsboro 

Kearsarge  

Keene'*  •• 

Lakeport 

Lincoln^ 

Manchester 

Milan 

NashuaS 

NewUurluuntS    ... 
Ne 


do 

Cumberland. 
Aroostook  .. . 
Piscataquis. . 

Knox 

Oxiord 


0.\f(a.l 

Wasliington  . 
ICeniiebec  ... 
Washington 


Coos 

Grafton  

....  do 

Merrimack  . .. 

Coos 

Strafford 

Coos 

do 

Cheshire 

Merrimack  .  .  • 

Grafton   

RockiiiKham  . 

(-inifton  

Hill.sborough 

Carroll 

(Uieshire 

Belknap 

Grafton  

Hillsboro 

Con.o 

}iillsb<iro 


.:tratford2.. 
PinkhainNotcht... 

Plynuinlli 

W.  StewartstovvnS. 
Wolfljoro  Falls..  ■■ 

York  Pond 

For  State     . . .  ■ 


Mt.  Washingtonft 


Bloomlieldt 

Brattlclioroll-i  .... 

Burlington  l 

Cavendish 

Oiielsea 

Cornwallt 

Craftsbury  Com.. 

Dorset 

Eastliarnet''' 

East  Ryegate 

Enosbnrg  Falls... 

Gilman 

MaysMiUt 

Newfano 

Newport  XX 

North  Held  1 

Readsboro^  

Rochester^ 

Rutland 

St.  Albans 

St.  John.sbnry 

Searsburg  Mt.2  ... 
Searsburg  Sta-t''.. 


Orleans 

Bennington 
Caledonia  .■ 


.do. 


Franklin 

Essex 

Windham  .. . 

do 

Orleans 

Washington  . 
Bennington  . 
Windsor.   ... 

Rutland 

Franklin  .••. 
Caledonia  . . . 
Bennington  . 
Btnnington  . 


711 
2,360 
1,660 


Strallord 

65-2 

Coos 

do 

Grafton 

Coos 

i.  000 

500 

1,050 

Coos   

1,500 

Coos 

6,  '262 

+4.5 
'+3.'7' 
'  +  4.6' 

+  4.6 


+  1.5 
+5.6 
+5.6 


+  4.2 
+  6.0 


+4.5 
■+4."6' 
■+3.'7' 


+8.9 
'+5.'3' 


.■iS  s 

+3.4 

57.6 

+6.9 

.W  2 

+  2.7 

.TO.  5 

+  0  3 

HI.  2 

+4.8 

61  2 

+5.0 

57.  0 

55.2 

+4.4 
+5.5 
+3.0 


—0.88 
-0.10 
-0.  27 


-0.77 
-1.37 
-0.10 
-1.30 


-LIS) 
-1.26 
+0.  54 
+  0.36 
+0.37 
-0.76 
-1.39 
—0.64 
-0.94 
-1.63 
-1.40 
-0. 25 


-1.04 
-0.25 
-0.88 


-1.01 
-0.63 
-1.31 


-0.59 
+0.12 
— 0.  62 


-1.10 
-1.U8 
-1.03 
-0.79 
-0.44 
+  0.12 
+  0.03 


—1.13 
-0.91 
+  0.02 
-0.96 
-0.57 
-0.49 


+0.78 
+  1.21 
-1.05 


+  0.24 
-0.27 
+0.  08 
+  0.84 


Civil  Aeronautics  Auth. 
B.  L.  Had  ley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau        I 
Augusta  Water  District. 
Bangor  Hydro  Electric  C(: 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
G.  E.  Buchanan 
Samuel  1).  Soule 
U.  S.  Weather  Bureau 
('.  C  P.  &  \,.  Co. 
William  H.  Cummiug 
p.  M.  Tripp 
Union  Water  I'owerCo 
Bangor  Hydro  Electric  C( 
Great  Northern  J'aper  Co 
Union  Water  Power  Co. 
Great  Northern  Paper  Co 
June  Powler 
Ralph  P.  Webber 
C.L.Chiidbourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S.  Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  ( 
Oliver  \V.  Holmes 
Charles  A-  Mixer 
Ruth  Durgiu 
Union  Water  Power  Co 
Guy  W.  Butler    . 
HollingSHorth  &.  Whitne 
St.  Croix  Papt'r  Co- 


Edward  Fenu 
George  IC  Tucker 
Kenneth  Boothroyd 
U-  S.  Weather  Bureau 
Sarah  H.  Gleason 
Univ.  of  N.H. 
Union  Water  I'ower  Co. 
Conn    Valley  Lumber  f 
K.  R,  Ricker 
F.  J.Sonthmayd 
State  Sanatorium 
Frank  E.  Leavitt 
Dartmouth  College 
N.  H  Research  Forest. 
Wendell  Lees 
C.  F,  Robbins 
Arthur  W.  Riar.shall 
Edward  A.  Carr 
Public  Service  Co. 
Ainlroscoggin  Kes-  Co. 
Pennichuck  Water  Work 

E.  E.Tobey 
H.P.Shepard 

F.  A.  smith 
J.  B.  Dodge 

Mrs.  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
U.  S.  Bureau  of  Fishefla 

U.  S.  Weather  Bureau 


B.  K.  Hydru-ElrciricCO, 
State  Fish  Hatchery 
George  L.  Co0|»-r 
Raymond  L.  Browu 
U.  S.  Weather  Bureau 
Cen.Vt  P.  S   Corp.   , 
Mrs.  Theo.  G.  Taplin  1+ 
Sarah  E.  Lane  i 

Miss  E  M.  Dustin  f 

Rufus  S.  Gilbert  ' 

N.  E.  Power  Co 
J.  P.  Devins  t11 
L.  n .  Pomeroy 
Gilman  Paper  Co. 
Fred  Mav  ttt 
Harold  P.  Grant 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau  ^ 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Mnseum 
George  Briggs  ttt 
N.  E.Power  Co. 


See  page  36  for  explanation  of  reference  marks 
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Climatolog-ical  Data  for  May,    1942,  (Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 

J2  J 


Ko.  of  days 


,SI 


s     i^ 


t       2 


:p:\  S 


ii£ 


il:SS' 


Windham  — 
Wiudliam.... 
Washiugtou. 
Caledonia. ... 

Windsor 

Windsor 

Windham  ... 

Windsor 

Windham  ■•• 
Windsor 


Kerksliire  .. 
Hami>.shire  ■ 
Middlesex.. 
Norfolk  .... 
.     do  .... 

Snltolk 

Worcester  .  • 
Plymouth  •• 
lUnipden  .. 
Hampshire . 

Suffolk 

Worce.ster  •■ 
Middlesex.. 
Plymouth  .. 

Bristol 

Worcester  .  • 
Middlesex  • ' 

do 

Norfolk  .... 
Worcester . . 

Esse  .'I 

Franklin  ... 
Middlesex  . . 
Worcester  . . 
Barnstable.. 

Essex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  . . 
Barnstable.' 


Worcester  • 
Middlesex  . 

Essex 

Miitdlesex  . 


Plymouth  .. 

Essex 

Worcester  •■ 
Worcester  .. 
Franklin  ... 
Nantucket.. 

Bristol 

Worcester  .. 
Plymouth  .. 
Berkshire  .. 
Worcester  • 
Berkshire  ■• 
Hampshire. 
Plymouth  .• 
Worcester  ■  ■ 
Barnstable.. 

Essex   

Bristol 

Franklin  ... 
Worcester  .. 
Berkshire... 
Middlesex.. 
Hampden  .. 
Worcester  .. 
Berkshire... 

F.ssex   

Bristol 

Franklin  .. 
Hampshire. 
Worc'-ster.. 
Hampshire-. 
Hampden  .. 
Middlesex.. 
Berk.ihire  .. 
Worcester  .  ■ 
Berkshire  ■  • 
Worcester  ■  ■ 
Worcester  •  • 


Newport  — 
Washington 
Newport-.  . 
Providence 


-130 
1.J50 

370 
1.6J0 


+5.6 
+4. -2 
+4.0 

+  4.0 


+2  7 
■+2.'2 


+2.8 
+3.8 
+3.7 


+2.7 
■+4.'2 


+0.45 
+0.44 
+  1  02 

+n.(a 


+  1.17 
-0.77 
-0.71 


-0.5-2 

+0.62 
-0.50 


-0.44 

+1.43 
+0.70 


+0.13 
-0.42 
-0.67 


+  1.56 
-1.09 
-0.06 
-0.61 
+0.  5'2 
+  1.05 
+0.67 
-1.13 
-1.59 
+  1.40 
+0.08 


+  0-17 
-0.90 
+  0.83 
+  1-29 
+0.36 


L.  L.  L<!onurd 
Conn.,  Kiver  Power  Co. 
N.  K.  Power  Co. 
Uilraan  W.  Ford  It! 
Eva  K.  Uouhleday 
Civil  .\eroiiiuilics  .\uth. 
E.  r.  Sutton  fit 
Olcotl  Fall:=Co. 
Walter  Adams  Ml 
Benton  b.  Piuuey 


N.  E.  I'ower  Co. 
MasM.  Ajjr.  E.xp.  Sta. 
Met.  Water  Works 
State  I)e|)t.  Public  Health 
Blue  UillOhsorvatory 
U    S.  Woiitliei-  Buieiiu 
Mrs.  I,oriii(;  H.  Heed 


City] 


luer 


;tate  Dept.  Public  Health 

State  Oept.  Public  Health 

Met.  Waterworks 

Met.  Water  Works 

Fred  A.  Tower 

Jo.seph  L.  Kelley 

Kioliard  (;.  Bri^ham 

Herbert  B.  Alltii 

Leo  D.  Sliapiro 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Kalpli  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.  I.add 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  College 

State  Dept.  Public  Health 

Carl  Bergstrand 

Met.  Water  Works 

Essex  Comi)any 

Props.  Locks ,»,  Caiialg 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  H.  Hoelzel 

State  Dept.  Public  Health 

N.E.Power  Co. 

Charlotte  A    Braun 

U.  S.  W'eather  Bureau 

Cil.y  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Comr.  of  Puhlir  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Water  Works 

.lavaii  D    Yo  k 

V.  S.  C.G.  Station 

Bristol  Co.  Agr.  School 

N    E.  Power  Co. 

State  Dept    Publi.r  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

U.  S.  Armory 

Met.  Waterworks 

N.'Sbit  H.  Bangs 

West  on  K.  Lewis 

Water  Works 

Turners  Falls  P.,t  K.  Co 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbroad 

State  Dept.  Public  Health 

Weston  Collene 

State  Dept.  Public  Health 

Met  Water  Works 

Williams  College 

State  Dept  Public  flealth 

Clifford  L    Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Kxp.  Station 
U.  S.  Weather  Bureau 


page 36  for  explanation  of  reference  marks. 
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Climatologrical   Data  for  M'ay,   1942,  (Continued) 


Temperature,  in  degrees  Fahrenheit 


Precipitation,  iu  inches 


^5 


No.  of  days 


Connecticut 

Baltic^ 

Barliliainsiead2  . . 

Bridgeport^ 

Biirliugtonl! 

Colchester 

Collinsville!' 

Cream  Hint 

Daubury 

Falls  Villages.... 

Hartfordi 

Lakd  Konoraoct.  ■ 

Marion 

Mt.  Carmel 

New  Haveni 

New  London  

Norwalk  

Putnam 

Salisbury 

StorrsS, 

Waterbury  

Westbroolj 

West  Hartland2.. 

Wind.sor  Locks  •  ■  • 

For  .State- •   •. 


New  London 
Litulitioid  .. . 

Fairfield 

llartlord.... 
New  London. 
Hartford  .  ■ . 
Litchfield  •■. 

Fairfield 

Litchfield  ... 
Hartford  .  ■  • . 
New  London. 
Hartford  . . . . 
New  Haven  . 


do 


NewLoudon. 

Fairfield 

WindliHtn.... 
Litchfield  ... 
Tolland 


Middlesex 
Hartford.. 
do 


+4.0 
■+3.'8' 


+  1.74 
+0. 29 
-1.05 


The  Bailie  Mills  Oo. 

Water  Bureau,  Harttord 

Bridgeport  Hydraulic 

Water  Jiureau,  Hartford 

J.  F.Bailey 

Edwin  K.  Wilder 

T.  S  «old 

Danbury  Flying  Service 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Water  Worlts 

Helen  N  Upson 

B.  W.  McFarlaud 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Comstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Afrr.  Exp.  Station 

William  J.  Pape 

James  Rintoui 

Water  Bureau,  Hartford 

U.S.  Array 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras.— i~Qth,  27-28th. 

Halos.  hmar.—l-2d,  28th. 

Halos,  solar.— 2d,  4th,  6th,  9th,  12th,  16-l7th,  25th,  28th. 

Hail.  —  (dates  and  general  location) —  Maine:  6th,  Caribou, 
Ft.  Fairfield;  10th,  Eastport;  26th,  Middledam.  New  Hamp- 
shire: 23d,  Keene.  Vermont:  12th,  Searsburg  Mt.  Massachu- 
setts: 31st,  Worcester.  Rhode  Island:  31st,  Providence.  Con- 
necticut: None. 

Thunderstorms.— 2-7 th,  9th,  12-13th,  22-27th,  30-31st. 

Fog,  dense.— 2-2Qth. 

Frosts. — (dates  and  general  locations  of  last  killing  frosts  dur- 
ing month) —  In  susceptible  places  of  extreme  northern  New 
Hampshire  and  Vermont  on  28-29th;  elsewhere  in  northern 
division  except  along  immediate  coast  on  11-1 2th;  in  suscepti- 
ble places  of  southern  division  on  11th  (in  districts  especially 
susceptible  on  12th) ;  elsewhere  in  Section,  last  killing  frost  re- 
corded during  preceding  month. 

Sleet. —  (dates,  division,  number  of  stations  reporting;  N- 
northern  division;  S-southern  division.) —  None. 


Pressure,  Wind,  Humidity  and  Sunshine 


Amheri?t 

Block  Island 

Blue  Hill 

Boston   

Burlington  .. 

Caribou 

Concord  

Eastport 

Greenville... 

Hanover 

Hartford 

Nantucket     • 


North  field  ... 

Portland 

Providence .  • 


30.05 

30-06 

30.06 

30-05 

29.99  ! 

,30.02  ' 

30.03 

30.06 

30.05 

30.01 

30.04 

30.07 

30.06  I 

30.03  I 

30.04 

30.06 


30-36 
30.  29 
30.32 


29.80 
29.  68 
29.61 
29.76 


29.  73 
29.71 
29.79 


Relative 
Humidity 


12  I. 


Daily  Evaporation  (inches)  and  Wind  Movement  (miles)  for  May,   1943 

Station 

1 

2 

4  1     5 

6  1     7 

8  1     9  1  10 

11 

12      13 

14  1  15 

16     17 

18     19     20 

21 

22 

23 

24 

25 

26  1  2T 

28 

29 

30  1  31    Monthly 

Massabeslc  Lake,    (  Evaporation 

(Manchester)  N.H.|^^,i„^l  ^^^^^^^t 

.235 
36 

■: 

.241 

52 

.213.160 
59     54 

.  247 .  061 

54     47 

.140.066.092 
67     26     35 

.180 
49 

- 191 .  073 
47     56 

-198;.  071 
73     53 

.105.062 
52     60 

.012.060.00] 
27     16     29 

.159 
29 

.048 
40 

.033 

.055 
37 

.196 
28 

.143.167 
31  i  31 

.216 

47 

.206 
29 

.206.204     4.269 
50     52         1376 

Note:  Observations  taken  at  7  :30  a.  m.  E  S.T. 

EXPLANATION  OF  REFERENCE  MARKS 


Except  as  otherwise  indiciite<l  ob.servations  are  generally  mad"  late  in  i 
vations.  Maximum  and  minimum  temperatures  recorded  at  this  time  tU-e  n 
peril tnre  are  computed  from  the  averages  of  the  entire  period  for  stations 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  :i5-ya 
ence  letters  ",'',''.  etc.  appearing  in  the  table  indicate  number  of  days  mi-  -ii 

t    Post-office  addr.'.-ses  of  these  stations  are  as  follows:  Maine  -  I'. 
New  Hampshire  —  Fir>t  Connecticut  Lake,  Pittsljurg:  New  Durham.  .Mi 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain.  Mass.;  Searsburg  Station,  \\  m 
ingham;  Blue  Hill,  Milton:  Lake  Cochituate,  Framiugham;  —  Conneetii- 

■■     Not  included  in  summaries  ttt    Observer  for  New  Engla 


recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
hey  are  recorded.  The  departures  from  the  normal  tem- 
II es  of  precipitaticm  with  15  years  or  more  of  record  are 
jrd  the  means  for  the  period  of  record  are  used.    Befer- 


:ts  I 


kwood:  Hiram,  ^Vest  ?>alclwin;   Ripo^emis  Dam,  Millinoeket:  Winslow,  Waterville; — 
Cotch.  Gorham:  York  I'ond,  Iferlin;  —  Vermont  -  Bloomfield,  North  Stratford,  N-  H.; 
orset.  Wilmington  :  ^■eruon,  Slielburne  Palls,  Mass. ;  —  Massachusetts  -  Ashland,  Fram- 
lill.  West  Cornwall:  Lake  Konomoc.  New  London- 
Trace,  precipitation  is  less  than  -01  inch  rain  or  melted  snow. 


•    Precipitation  included  in  that  of  next  mea.«uremeut.  '*     Record  furnished  by  Massachusetts  Department  of  Public  Health:  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  j+    Observation  taken  at  1.30  a-  m..  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station:  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.    2  Precipitation  measured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  entered).    3  Thermometers  not  supplied  by  Weather  Bureau.    *  Precipitation  measured  in  morning,  recorded  as  of  preceding  date. 

II  Observations  taken  in  morning ;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.       §    Also  on  other  dates. 
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Daily    P 

I'ecipitation  for 

May,   1 

942 

Drainage  basin 

Day  of  month 

_ 

Statio;is 

1        H     3 

' 

6 

oi     7|     s|    9 

10  1  11 

12 

13      14 

IS 

16 

17  1  IS 

19 

20 

21 

22 

. 

,< 

25 

2C 

27  1  28 

29 

30 

31 

H 

Mauie 

BancoriJ 

Bar  Harbor... 

BMssiiaDam* 

Brun^^wk'k 

reuobseot 

Coa.*t 

Kennebec 

Androscoggin 

St.  John 

Coast 

'.oi 

■22 
1 

.24 

I 

.02 

.06 
T. 

■37 
T. 
T. 
.33 
.10 
'I'. 
.01 

■.'i2 

.21 

.04 
.04 
.12 
.03 
.11 

.'44 
.05 

tv 

tv 

'66 

:.g 

V34 

'.'si 

[so 
.52 

'.'46 

.29 
.8!* 
.tti 
.10 
.40 

.09 
.08 
.20 
.14 

f.' 
.05 
.02 
.24 
.15 

'.'io 

.04 
.06 
.16 

.6i 

'.'62 

tv 
:::: 

1" 

.13-... 

■."62 
.22 
.22 
.02 

.24 
.20 
.08 

f.' 
.33 

".'is 

.02 

.07 
.32 
.53 
T. 
.05 
.27 
.07 
.05 
.38 

.25 
.26 
.10 
.05 
.05 
.58 
.42 

T. 
.01 
.04 

'.'oi 

T. 

T. 

.01 
T. 
.01 
T. 
.01 
T. 
.... 

T. 
T. 

.01 

'."is 
.37 

T. 

'.'oi 

tv 

f,' 

.01 
t'.' 

'.'oi 

.01 

!20 
.02 
.46 
T. 
.OS 
.29 
.20 
.04 
.22 

.09 
.06 
.18 
.03 
.02 
.09 
.09 
.14 
.08 

1 

.01 

T. 
.'69 

".'oi 
'.'04 

1 

.09 
.38 
.18 
.21 
.18 
.30 
.40 

'.'iQ 

T. 

.09 

"r 

T. 
.10 
.20 

'f.' 

2.  31 
2.77 
2.22 
2.17 
2.27 

lUilPort' 

gtst  Wialhrop  .... 

.06|  .01 
!02    !08 

01'    01 

1.45 
1.81 
2.68 
2.66 

.« 

A... 

".'74 
.09 

.'21 
f.' 

■.■46 

T. 
.38 

".'io 

.39 

V34 
T. 

Coa't 

.02 
T. 
.19 
.06 

.01 

'."os 

.06 
.04 

'.'65 

"".i. 

n»rin;iieton 

M.Fairtield(nr.)« 

Fort  Kent 

Qariliuer 

Kennebec 

.03 

.34    .(tt 
.18   T 

....do 

St  John 

.07 
.15 

f." 

.02 
f.' 

f. 

.02 

.16 
.15 
.09 
.56 

t" 
.29 
.23 

.03 
.08 
"05 

1  87 

...do 

Kennebec 

....do 

Saco 

.... 
.38 
.07 
.36 

.03 
.30 

.10 
.08 
.10 
.18 
.05 
.14 
.07 

.08 
.17 
.18 
.13 

'.'65 
.24 

.33 
.01 
.03 
.01 
.08 
.01 
T. 

.04 
.10 
.17 
.17 
.92 
.11 
.01 

.06 

1.42 
1  82 

areenvillejj 

"6i 

.08 
T. 

tv 

.13 
'.'63 

2.69 
1.59 
2  24 

o'^Unn 

St.  John 

T. 
.-23 

T. 
T. 

.27 

f. 

f.- 

'.'os 

f." 

gJHJ""       

Kennebec 

2  06 

H**.'?!*' 

Androscoggin 

1.42 

Sf      1     oc"  ' ' 

£5',"  m. ;:::::;::: 

Middledam 

.'uiKton.':: 

Kennebec 

•• 

.02 
.42 

.62 

T. 

'.'OG 
T. 

.06 

".'29 

.10 
.06 
.14 
.27 

'.'64 

tv 

.4.T 

.17 
.25 

■.'36 

.41 

"49 

V32 
.44 
.10 
.29 
.22 
.35 
.34 

.13 
.20 
.22 
.58 
.10 
.81 
.42 
T. 
.72 
.58 
.21 
.86 
.51 
.73 
.30 
.74 
.63 
.10 
.67 
.24 
.52 

■.■49 

.44 
.37 
T. 
.46 
.08 

.34 

.57 
.56 
.13 

.14 

.07 
.04 
.49 
.18 
.06 
.14 

tv 

'.'is 
ioi 

.29 
.12 
.26 

".bb 

.05 
.08 
.06 
.12 
T. 

'.09 
T. 

.06 

!02 

'.'oe 

.'18 
.74 

■.'05 

'.'6i 

.01 

■.'i2 

.08 

■r. 

.17 
.03 

.18 
.60 

■.'69 
.09 
.06 

t". 

.18 

'.'oi 

'.'ii 
"\^ 

".Vi 
.15 

.05 
.15 
.01 
.40 
.55 
.02 

■.^! 

'r. 
.45 

.88 

f. 
.51 
.11 

.01 

'.'62 

.... 

.... 

•tv 

t. 
T. 

.19 
.40 
.19 

.■22 

.18 

■.'76 
.26 

:::: 

■r. 

.08 
.11 

.13 
.14 

"Ai 

.06 
.22 
.15 

.01 
.41 

■.■45 
.13 
.06 
.12 
.02 
.05 
.10 

.10 
.13 

.05 
.54 
T. 
.03 
.05 
.05 
.46 
.51 
.15 
.23 
.46 
.45 

.Of 
.55 
.18 
.39 
.14 
.01 
.60 
.53 
T. 
.35 
.33 
.01 

.16 

.19 

.78 
.28 
.07 

.04 
.21 
.24 
.09 
.03 
.11 
.01 
.11 
.10 
T. 
.05 
.02 
.03 

.09 
.37 
.18 

.12 
.09 
.19 
.04 
.16 
.01 
.13 
.05 
.08 
.14 
.31 

!23 
.28 
.08 
.26 
.17 
.05 
.07 
.30 
.18 
.32 
.08 
.35 
.18 
.03 
.12 
.13 

.31 

.bb 
!03 

.23 

.04 
.26 
52 

.04 

.01 

T. 

1.92 
.42 

■.'62 
T. 

'.'69 
T. 
.42 

'.'37 

.10 
.22 

'.'is 

.50 
.05 
.36 
1.02 
.30 

122 
.54 
.21 
.20 
.15 
.19 
.13 
.49 

.'19 
.25 

.35 

.24 
.17 
.13 
.01 
.20 

'.'08 

'."12 

.01 
.06 

.'07 

'.'ie 
.22 

t. 

t. 

T. 

2.26 
4  03 

Penobscot   

I'resuuipscot 

Kennebec 

Presuiupscot 

Penobscot   

....do 

Coast 

St. John 

.05 

:::: 

'.'oi 
t. 

■:63 
.10 

.65 

T 

T. 

'.'oi 

.07 
'.'63 

8.52 
3.78 
2,18 

'.'io 
■.'18 

f.' 

T. 
T. 
.01 

T.     .  13 

.23    .45 
.50    .02 
.48    .19 
.13   T. 
.10   T 
.03    .20 

-.1   '^ 
T.     .03 
.06    .11 
.01    .70 

.10 
.02 
.05 

.'39 

.05 

2.  35 

2  24 

.16 

tv 

.05 

T. 
'.'62 

.02 
f.' 

.24 

'.'65 
.04 
.06 
.04 
.40 

.05 
T. 

.12 
1.18 
1.74 
.31 
.98 
.25 
.83 
.31 
.51 
.37 
.75 
.27 
1.54 
.22 
.27 
.97 

!37 

.58 

.01 
.20 

'.'oi 

'.'29 
.01 

T. 

tv 

\><.e  ...... 

'.'62 
'.'65 

.02 
t. 

■'vi 

.03 
.50 
.02 

'.'i9 
.04 
.22 

'^62 

.26 
.13 

1.47 

Const 

Androscoggin 

2.26 

.04 

.... 

2  31 

-"> 

Aniiro-coggin 

St.  Croix       

.02 

.06 
.03 

.40 

tV 

.10 
.24 

tv 

.20 
.03 
.06 

■64 
.01 
T. 
T. 

.03 
.02 

.01 
'.06 

.06 
.22 

'.'62 

■.'62 

2.06 
3.23 

^  ' 

Kennebec 

16 

2  07 

.■:      Il^wipthire 

B:        - 

;^tV 

St.  Croix 

T. 

.13 

.14 

■^ 

.14 

1 

.03 
.25 
.02 
.01 
.16 
T. 

.'28 

".W 

.45 

'.'21 
.32 
.02 

'.'26 
T. 

.21 

.15 
.12 
.08 

T. 

t.' 
'.'62 

.U 

.14 
.09 
T. 

■.■64 
.07 

.02 

';62 

.07 
.'i2 

■.■2i 

.20 
.06 
.70 
.14 
T. 
.17 
.22 
T. 
.12 
T. 
.28 
T. 
.23 

'.'i8 

.05 

t. 
.24 
.06 
T. 
.37 

'.'is 

'.•2f> 
.21 

.09 
T. 
.27 
.06 

'■48 
T. 

■.■9; 
'.'15 

■.■75 

.20 

.03 
.05 

.04 
.24 

.14 
.12 

"Ai 

.07 
.04 
.21 
T. 
.07 

'.'08 

.32 

.10 
.34 
.34 

'.'27 

2. 20 
1  88 

Connecticnt 

Saco 

T. 
.02 

.07 
.03 

■.'03 

t'.' 

T. 
.17 
.04 

'.'oi 

't'.' 

2.58 
3  28 

Merrimac 

Androscoggin 

Coast 

Androscoggin 

Connecticut 

...do 

Merrimac 

(.^oMiiectirut 

■.'is 

T. 

.08 
.01 

"I 

T 

T. 

T. 

T. 

.09 
.06 
T. 

■f. 
.3C 

'.'or 

.04 
.4£ 

1  56 

f. 

.02 

".Ob 

'.'6i 

T. 

t. 

.06 

.'67 

.6" 

.08 

f. 

T. 

.03 
.15 

'.'57 

.42 
.05 

'.'io 
■.'64 

.04 

..55 

■v. 

.21 

'.'63 

t. 

.03 
t. 

„„-.-Lak4t: 

3.09 
2  40 

., 

'.'63 

'.'oi 

T. 

f." 

tv 

■f. 
.04 

'.'6i 
■f.' 

■  ■,■ 

3  46 

HiUM'tV.l 

H::-       -r     

Hii:-  'ro^ 

K-.!:-;irg:e 

K.-       

Ll  <   '"  rt 

Coast 

1  98 

3  54 

Merriinac 

Saco 

.22 

T. 
.01 

.01 
T. 

.If 
.08 

.ji 

.37 

.01 

3.00 

Conuecticnt 

Merrimac 

.OS 
T. 
.03 
.03 
.16 

.'46 

T. 
■.'05 

'ei 

.02 

f.' 

'.'oe 

T. 

'Ad 

T. 

'f.' 

f.' 

.u 

.03 

'.'65 
.01 
.18 

:;* 

.6C 
.Of 
T. 

.r.i 

'.'ii 

3.94 
2  11 

Li-.H     .11- 

MaiK  lester 

Uilau           

:::::i2::::::::::::: 

Androscoggin 

Mirriniac 

...do.. 

■.'76 

2  40 

r. 

.If 

2  07 

.03 
.02 
.16 
.03 

■■32 

.08 

'.'i3 

.10 
.12 

.03 

.11 

.03 

2  35 

Naslnia^ 

.64 

.'i7 
.76 
.01 

'.'28 
.01 
.40 

;o7 

.01 

t'.' 
"m 

.02 

'.07 
.27 

t.' 
.31 

2  56 

.55 

;»i 

.82 
.75 
1.01 
.34 
.45 

1.10 

1.35 
.82 
1.49 

.04 
T. 
.10 
.01 
.03 
.11 
.17 
.19 

.04 

t. 

'.'62 
.03 

'.'61 

.1! 

.03 

T 

.09 

.64 

.18 

'.'2c 
f. 

f. 

.14 
".'67 
'.'27 

.24 

.'2 

'.'04 
t'. 

.4f 
.24 

3  04 

-     Mford^ 

Notch. .. 

-        .irtilown'. 
W,.::    oro  Falls.... 

••■  do 

Saco 

Merrimac 

Connecticut 

Piscataquis 

tV 

'.'is 

T.' 

T. 
T. 

'.'i5 
.13 
.05 

.04 

.03 

".bi 

'.'63 

tv 

.01 

.05 
.04 
T. 
.08 

'."ie 

.27 
.06 

T. 
T.' 

■.'65 
.10 

tv 

.12 
■.'63 

.09 

.05 
t'.' 

'.'62 
T. 

f.' 

2.96 
3.59 
2.14 
2.67 
1.91 
3  04 

Mt.  WashingtontJ. 
Vermonl 

T. 

.20 

3.61 

Bc,™t,nj....... 

Hudson 

.'62 

.05 

tv 

.03 

1.38 

.07 

.07 
.26 

3  91 

T. 

.11 

.34 

..  do 

•  ,.|i 

Champlain 

Connecticut 

...do 

Champlain 

tv 

T. 

tV 

T. 

tV 

T. 

l 

.18 

'.'6i 

.38 
T. 

.oi 

tv 

.. 

.49 
.64 
.53 

120 

.04 
.09 
T. 
.10 

i 
1 

1 

.26 
.01 

:?2^ 

.08 
.22 

.01 
T. 

.Oil.... 

.31 

T. 
.28 
.10 
.29 
.25 

'.■33 

'.'is 
'.'62 

.22 

'.'is 

.10 
.16 
.22 

.28 

'.'26 

f.' 

T. 
T. 
T. 

.48 
1.28 
1.97 
.58 
.79 
.80 
.79 
1.04 
.83 
.02 
1.5S 
.85 
.93 
.52 
1.07 
.45 
.71 
.42 
1.65 
1  05 
1.10 
.80 
2.02 
.70 
1.63 

i;35 
1.06 
1.02 
1.10 
1.26 

■f.' 

T. 

.04 
T. 

.05 
.25 
.05 
.05 

'.■46 

.22 

.74 

.24 

.28 

.09 

.30 

.13 

.07 

.31 

.04 

.08 

.70 

T 

.37 

.71 

.12 

.52 

!l5 
.07 
.86 
1.04 
.51 
.08 
.02 

.6; 
.33 
.79 

.78 

.16 
.26 
.31 
.20 
.10 

■r 

.15 
.16 
.43 

'.65 

'.'61 
.52 
.33 
.02 
.45 
.02 
.48 
.59 
.42 
.30 
.15 
.10 
.32 
.01 
.60 
.30 

.03 
.05 
.73 

T. 
.01 
T. 

T. 

■r 

T. 

.02 
T. 

.06 
T. 
.08 
.If 
.22 

'.'64 
.02 
.41 

.2i 
'.'6h 

T 

.16 

'.'75 

2.13 

■Mt'.W'.'.W'. 

.04 

4.23 

'.'2.5 

.03 

T. 
.31 

T. 

T. 

'.'71 
.31 

■f.' 

iVrn^';;;;;; 

Champlain  

Connecticut 

...do 

Champlain 

•v.' 

■v.' 

T. 

.30 
.01 

't.' 

.50 
.07 
.07 
.31 
.17 

'.'84 
.28 

■.'31 
.21 
.17 
.24 

■f.' 
T. 

.26 

'.'37 

.84 
1.42 

T. 
1.30 

".08 

f.' 

15 

3.87 

L'ate 

3.82 

,-  Falls.... 

T. 

.18 

'f 

.40 

3  27 

:.iin 

....do 

do 

.56 
.62 
.38 
.30 
.65 
.35 
.36 

'.2i 

.'71 
.60 
.46 

iio 

.35 
.34 

.40 
.75 
.55 

T. 

'tv 

T. 

T. 

"m 

.11 

T. 

.15 
.14 

':65 

\v 

.08 
.01 
.21 

.07 

t. 
.01 

.6^ 

.4t 

'.■33 

6.87 

■.■42 
.16 

■.■35 
.22 
.36 
.11 

'.'69 

.08 

3  82 

St.  Lawrence 

Champlain    

Connecticut 

....do 

T. 
T. 



T. 
T. 

T. 

.'26 

.... 

.01 
.02 

f.' 

T. 
.11 

;;!J 

1.93 
4  56 

1.0( 

■f.' 
.30 
.19 
.30 
.25 
.5S 
.43 
.10 
T. 
T. 
.25 

■.'64 

T. 
.Of 
.11 
.07 

Champlain 

....do 

T. 
T. 

T.' 
.11 

tv 

T. 

.10 
.15 
.06 
.50 
.33 
.47 
.15 
.31 
.40 
.13 

'.'23 
.09 
.09 
.07 

'.'64 
T. 

■tv 

f.' 
T. 

.'13 

'.■i4 

.07 
.20 
.39 
.04 
.10 
.34 

■.'65 
.35 

.05 

f.' 

T. 

■f.' 
.02 

T. 

t. 

'.'iw 

.13 

.18 

'.'45 
.3- 
.84 
.66 

'.'06 
.05 

.0- 

.42 
.04 

.84 
.19 

3  63 

'.'oi 

.01 

t.' 

.25 
T. 
.10 
.06 
.10 

T.' 
.04 
T. 
.01 
.30 
.02 

:::: 

2  78 

'•.uiy'.:::: 

/Mt.».... 

....do 

....do 

....do 

4.97 

5.22 

....do 

....do 

.04 

t. 

■.'64 
T. 

f.' 

.02 
.15 
.20 
.02 

'.'63 

'.'30 

.12 

8.59 

Wt-t  Iiurke2 

....do 

...  do.  . 

T. 

3.28 

Went  Hartford' 

'.'08 
T. 

'.'08 

.06 
.68 

'.'65 

.0'_ 
.67 

3  12 

....do 

....do 

....do 

T. 

V62 

.01 

l?hitinKham* 

4.56 

Wilder^ 

.01 

f.' 

f,' 

Woodstock 

....do.  .  .     . 

.471  .18 

.04 

3  81 

!  page  36  for  explanation  of  reference  marks. 
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May,  1942 


Daily  Precipitation  for  May 

1942, 

1  Continued) 

stations 

Drainage  Basin 

Day  of  montti 

- 

1 

2 

3 

4 

^ 

6 

7 

8 

9 

10 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

. 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

g 

MasKdChiifetts 

Hudson 

.07 

f.' 

■.03 

.22 

■.'79 

:?! 

■.■04 

.7. 

1.05 
.90 
.75 

.84 
.86 
.32 

■.83 

■.■96 
.72 

■.■06 

.67 
.U 

.96 

.51 
.72 

1.06 
.24 

1.02 
.67 
.90 

•.0I 
.1)6 
.19 
.8S 
.83 
.39 
.78 
.18 
.94 

'15 
.27 
.85 
.19 
.03 
.77 
.90 
.13 
.85 
.60 

.23 

't.' 

T: 

.61 
■.'62 

■'i'V 
.22 

.06 

■i''.' 

■;;: 
■.'62 

.ie 
■.'63 
'.'63 

't.' 

'.'oi 
.11 

".07 

'.'13 
.22 
.17 

■.'62 

.01 
T. 
T. 
T. 
T. 
T. 
T. 

■'i''.' 

T. 

.02 

'.'oi 

T. 

■.■43 
.15 
.05 
T. 
.07 

.17 

".i)% 

.06 
.42 
.05 

.33 

.31) 

'iV 

.99 
1.19 

.37 
.12 
.21 

T. 
.03 

.07 

.'29 
.02 
.12 
.18 
.34 
.08 

'oi 

.14 

.32 

.... 

't.' 

.01 

t. 

T 

't'.' 
t. 

.73 

.27 

.12 

.16 
.30 

T. 
.36 
.35 
.07 

.67 
.01 
.23 
.12 
.04 
T. 

T. 
.09 
.44 
.05 

.02 

t. 

.02 

.35 

.01 
.06 
.02 

.05 
.07 
.20 
.05 
.19 
.05 

'.■36 
.03 
.74 
.07 

.38 

T. 
.12 
T. 

t. 

.48 
.19 
.48 

'.'36 
.28 

.45 
.23 

■.'62 

'.■52 
.46 
.20 
.57 

'.'58 
.39 

.'03 
.02 

■.'62 
.03 

!44 
.31 

.26 
T. 
.63 
.45 
.07 
.35 

'.'6i 

t'" 

.38 
.53 
.17 
.19 

't. 

.03 

4.67 
2.98 
•2.46 
1.91 
1.98 
2  11 

Connecticut.  . 

Charles.. 

.02 
.01 
T. 
T. 
.05 
.02 
T. 

t. 

't'.' 
■r. 

■t'.' 
r. 

T. 
.02 
.02 
T. 
■J' 

'.'27 

't. 

Ashland 

Beec.lnv<»Kl" 

Blue  lllllt 

Boston'              .     . 

Coast 

...do 

...  do 

Merrimae  . 

't.' 

■'i-'.' 

f.' 
T. 

2.10 
2.24 

'■'i'.' 

Boylston 

•2.  .36 

■.■37 

.37 
.15 

T. 

.44 
.27 
.14 
.09 
.34 

:::: 

.... 

.... 

T. 

T. 

T. 
.32 
.43 

T. 

't.' 

.'02 
.03 

't.' 

.04 

'.'62 
't. 

■■'r.' 

T. 

.23 

.17 
.38 

Ohesterli(0d** 

....do 

Coast 

T. 

.02 
.08 
.  10 

■.■67 
.43 
.19 
T. 

■.■16 

5.  is 

Clinton^ 

Merrimae 

....do 

Coast 

...  do 

iNIerriniac  .... 

....do 

.    ..do 

Charles 

r. 

.01 
'J. 

2  4.3 

Concord 

.^' ,- 

T. 

2.43 
1.79 

Fall  Kiver 

.21 

.41 

;i 
.11 
.49 

.40 

".'\°i 
.05 

1.02 
.95 
.52 

■f 

'.'25 

.28 
.19 
.04 

".'iA 

i.'99 
T. 
■1- 
.22 
T. 
.51 

.11 
.43 

t. 
'.'oe 

■'ii 

T 

.44 

.05 

t. 
■r. 
.01 

.30 

.02 
T. 

■.■53 
.01 
.18 
.44 
T. 
.06 

f. 

t. 

'.'06 

T. 
.36 

.35 
.33 
.22 
.39 
.53 

'.'31 
.29 
.06 

.75 
.50 

'.'•24 

1.68 

.65 
.64 
.21 
'I'. 

.03 
.18 
.11 
.40 

.'is 

'.i% 

'■5'2 

2.03 
3.25 
3  99 

Fort  Uevens 

L13 
■1 

Franiiiigl.am 

Franklin"    

i.'os 

T. 

.09 

T, 

t'.^ 

■.'63 
.26 
'1'. 

i.'se 

't. 

T. 

.30 

.18 
T. 

.04 
■.'05 

•^^i  ■^•■ 

■t.^ 

■.'63 

■;28 

1'. 

t. 

T. 
'.'62 

.01 

T. 

i'. 

.08 
1.03 

'.'50 
.30 

.18 

'.'34 

2.19 
2.27 

Gardner** 

Connecti<'Ut.  . 

Coa.^it 

Merrimae 

Connecticut  . . 

■f- 

.35 
T. 

.41 

■.'OB 

... 

.18 

■r. 

3  72 

Gloucester 

Groton**    

T. 
.05 

t. 

.90 
.14 
.18 
.55 
.56 
.01 
T. 
.14 
.05 

T. 

t. 

.05 
.12 

.53 
.11 
.08 
.19 
.09 

'.'is 

.64 

.31 

01 

2.72 
3.63 

HardwicU** . 

'.'22 

.48 

.■" 

.'29 
.01 

.05 
T. 
.03 

.08 
.12 
.03 
.02 
.08 
.28 
.17 
.04 
.08 
.47 

.04 

".'ii 

.42 

't.' 

'.'is 
t. 

■■'r " 

.07 
.25 

■tv 

'tV 
.01 

•2.99 

.05 
.12 
.01 

.12 

T.' 
.07 

■'i'.' 

T.' 

".■lb 

Haverhill 

Heath**       .     .   .  . 

T. 

't.' 

.05 
T. 

.09 
.15 

'.■64 

T. 

T. 

.17 

■'21 

'.'62 
.34 

.09 
.01 

.ig 
■■!■■.■ 

T. 

.20 

T. 
.63 

.05 
T. 
.50 
.24 

T. 

't. 

2  '^2 

Connecticut .  . 

....do 

...do 

. .  do 

Coa-t 

5  21 

Hoosaclnnner-.  .. 
Hubliar^l-ton** 

'.'ii 

i'.' 

■.'47 
'.'04 

'f.' 

.15 
.15 

4.58 
3.  30 

HvHnni> 

.35 
.12 
.96 

1.  09 

.60 

T'.' 

.02 
•35 

't.' 

.60 
.18 
.19 

'.'38 

'.'20 
.19 
T. 

".'m 

T. 
T. 
T. 
T. 

''.'.. 

■'iV 

1  72 

Ipswich** 

.Jeffersnn  

LakeCuchitnate.    . 

...  do 

Men-iniac  .... 

Cliiules 

Merrimae.... 

...do 

C.a.st 

...do 

...do 

I'harl.^s 

.35 
.41 

■.'ei 

.62 
.03 
.02 

'2.46 
4.63 
•2.51 

MansHeUl" 

Mia.lleboro** 

.  2(> 
.36 

.16 

'.'12 
•f- 

't.' 

'.'6i 

.... 

.... 

.01 

'.'oi 
't.' 
'.'62 

'.'62 

.01 

"■■^' 
.39 

■.■6i 

'f.' 

't" 

T. 

1.84 
1.17 
2.80 

Millnnl** 

1.28|     Ml 
.  67!  .  08 

.21 

2.40 
2.09 

IMontague  City'-^ . . . 
Nanliiclceli 

Connecticut.  . 

Coast 

do 

't.' 

.02 

.02.... 

. . . .    T. 
24' 

.01 

.02 

4.77 

2.11 

New  Bedford 

.'04 
.03 

.02 

'.'oi 

.02 

■t. 
.02 

't.' 

.40 
.22 
.•28 

1.47 

.99 
.53 
.83 

•2.25 

Pembroke'* 

Peru*' 

Coast 

Connecticut.  . 

T. 

.30 
.03 

T. 

T. 

T. 

.22 

1.53 
5.'26 

do 

.62 
.64 

.06 

T.' 
1.06 
T. 

'."67 
.02 

.01 

'.'si 

■.46 

.70 
T. 

1.05 
.06 
.02 

T. 

.55 

.47 

.25 
.03 

.24 
.49 
.03 
.97 

.34 

.04 
.42 

.14 

t.^ 

.27 

.'31 
.53 
.18 

3.90 

Plainfield**  . 

1.00 

1.68 

.01 

.14 

.25 

4.94 

Coast    

Merrimae... 
Coast 

do 

T. 
.68 

t. 

.42 
.11 

1.70 

.'. 

4.07 

Provincetown 

.32 

t. 

L26 

Segreganset ... 

Shelburne  Falls^  . . 
SouthbridRe*'.  . . 
South  Egromont" 
Spot  Pond.         .  . . 

'.'os 

.01 

■.'io 

.07 

i.'65 

.75 
.70 

'f. 

.85 
L06 

•r. 

.88 

'.■75 
.93 

■.■76 
T. 

T. 
T. 

■.'is 

■'io 
■.■40 

.'20 

■.'36 

.'22 
.02 

■.■34 

'.m 

.21 

■.'22 
.96 

'.To 

.77 
.88 
.77 
.08 
.21 

!04 

'.07 
.10 

!26 
.95 

.77 
.92 

.'so 

1.23 
1.08 
1.44 
1.35 
1.17 
1.2b 

.90 
1.30 

.78 
l.U 
1.16 
1.55 
1.15 
1.09 

.9i 

1.'05 
.85 
1.12 
L58 
.90 
.93 
.76 

.26 
.15 
.02 
.01 

.'09 

.06 

'.'87 

.48 
.30 

'.'oi 

.10 
T. 

.04 

■.'i2 

T. 
.77 
.41 
.41 
.29 
T. 

.65 
T. 
.21 

■.'■78 
.05 

■'ei 

T. 

■.'62 

.42 
.61 
.01 
.26 
.16 
.25 
.85 
.08 
.94 
.20 
.05 
.22 
.07 
.02 

'.'06 

.24 
1.72 
.32 

.02 
.44 
1.  30 

1.21 
.17 
.02 

2.34 
.5fi 
.26 

L45 
.13 
.25 
.10 
.55 

[20 

.21 
.28 
.17 
.15 

1.46 

1.62 

45 

T. 

.21 

.08 

'^1 
.13 
.01 

.18 
.02 
.55 
.10 
.45 
.08 
.08 

!40 
T. 
.03 
.07 
.02 
.48 

'.'6i 
.•20 

.15 
.09 
.10 

1.18 

.75 
.24 
.19 
.07 
.65 
.46 
.74 
.01 
.05 

'.'49 
.20 

iol 

.03 
.67 
.02 
.10 
L16 
.80 
.04 

.07 
.19 

.02 

".61 

■.25 
.38 
.27 

.01 
.01 
.24 
.64 

.■27 
.10 
2'? 

1  69 

Connecticut .  . 

Tliames 

Honsatonic... 

Coast 

Connecticut.  . 

■.03 

.'61 

■.'17 
.20 
.55 

f.' 
.06 
.07 
.18 
T. 
T. 
T. 
T. 
.02 
.83 
T. 
.13 
.05 

.43 
.14 
.15 
.01 

'.'63 

■t.' 

.04 

■.'6i 
.10 
.01 

'.'io 
.10 

.08 
T. 

i'V 
.02 

.16 

■.'63 

".'n 

.42 
T. 

•02 

.09 
T. 

.65 
.12 
.13 
.12 
.•20 

.50 
.03 
T. 
.59 
.37 
.04 
.54 
.18 
.08 
.30 
.68 
1.02 
.24 
.27 

T. 

.83 
.23 

.07 

^28 
L24 
.25 
T. 

t. 

.12 
.08 
T. 
.55 
.11 
.01 
.46 
.01 
.05 

.6i 

T. 
.02 
T. 
.05 

.12 

T. 

.51 
.18 
.44 
.10 
.03 
.62 
.06 
.12 
.06 

'r 

.09 
.02 
.11 
.45 
.08 
.04 
.04 

.07 

5.00 
2  69 

':i2 

■.■44 
.01 
.21 
.11 

.01 

3.28 

T. 
'.'62 

'.'6i 

'.'ii 

T. 

2.45 

Springtielcl 

.01 

".'01 

T.' 
.02 
.01 

'.'65 

'.'ii 

'.'is 
.01 

.14 

■.'6i 
.02 

T. 

■'12 
.03 
.01 
.03 

■;i9 

'.'oi 

T.' 

■'63 
T. 

'.'oi 

.02 
'.'oi 

.oi 

T. 
T. 
T. 

.10 
.04 
.04 
.05 

.04 

■'64 

'.'26 

■'69 
.03 

'.'i4 

.32 
.01 

'.'i4 
.13 

■'^ 
.07 
.13 
.05 
.15 

.13 

■r  ■ 

.02 
.01 
.02 

■■67 
■.'i5 

t. 

T. 

T. 

'.'22 
.01 
.23 

■.'i7 

T. 

.10 

■'oi 

T. 

v. 

4.27 
4. 32 

Stockbridge 

Swanipscott 

Tannton2 

Turners  Falls 

Ware" 

Webster'* 

West  Cnmmingtou 

Westlield** 

Weston 

West  Otis** 

Uousatonic... 

Coast 

...do 

Connecticut.  . 

...do 

Blackstone  . . . 
Connecticut.  . 

....do 

Charles 

T. 

tV 
".in 

T.' 
T. 

T.' 

T. 

".15 
.01 

t'.' 
t" 
".oz 

■.'04 

'•r.' 

T. 

'tV 

T.' 

'.in 

T 

.20 

T. 

■.04 
T. 
T. 

l 

r.' 

f.' 

.... 

T' 
T. 

4.16 

t. 

■.■67 
■f 

't.' 

't.' 

.06 

't'.' 

T. 

■1-. 

1.70 
L77 

■'i'.' 

.... 

:::: 

't.' 

.17 
..58 
.21 
.05 
.70 

'.■55 

06 
.11 
T. 

T. 

'.'62 
T. 

't.' 

'.'65 
'.'64 

'!i7 
■.'63 

T. 

?: 

■.■i7 

T. 
.36 

'.'64 

■f.' 

'.'26 

':''. 

1.65 

'.'69 
T. 

!20 
.02 
.05 
.05 

:^22 

'.'69 

.18 
T. 

T 

.10 
.38 

■.'■23 

'.'■26 
.81 
T. 
.55 

.56 

■f.' 
.28 

'.■35 

:''. 

.31 
'.'■74 

T. 
.17 

!4; 

.11 
.17 
.55 
.09 
.10 
.08 
.13 
.31 
.15 
.08 

4.80 

.03 
T. 

'.'63 

.02 

■.'62 
T. 

'i" 

3.41 

2.  •as 

5  00 
3.99 
2.09 
4.50 

We^t  Rutland 

Williamstown    .... 
Winchendon**  .... 

Worcester 

Khoile  Idand 

Block  Island! 

Kingston 

Portsmouth 

Providencei 

Connediciil 

....do 

.02 
\ 

.01 

'.'is 

.03 

.17 
2.50 
T. 
.14 

.24 
T. 

T-. 

.01 

■.'oi 

T. 

t. 

.... 

4.98 
3.54 

Connecticuc.  . 
Blackstone  . . . 

2  48 
3.00 

1.73 

....do 

...  do 

...do 

■f.' 

'i" 

1.72 

f.' 

T. 
T. 

1.91 

T. 

'.'67 
.06 
.11 
02 

1,77 
S.27 

Connecticut.  . 

Coast 

Connecticut.  . 

Coast 

Connecticut.  . 
Honsatonic... 

...do 

Honsatonic... 
Connecticut.  . 

Coast 

Quinnipiac... 

...Coast 

...do 

....do 

....do 

Thames 

Honsatonic... 
Willimantic. 

Coast 

....do 

Connecticut.  . 

.47 

5.01 

Bridgeport    

Burlington^ 

Colchester   

Collinsville^ 

Cream  Hillt 

Danbury 

Falls  Village 

'1'. 

.29 

4.99 

2.54 

".isb 

't.' 

't'.' 

■■'r.' 

1.26 
1.64 
2.01 
1.33 
1.32 
.36 
2.08 
2.01 
1.82 
45 

.23 

't.' 

.08 

.Ot 
.2f 

;io 

.29 
.01 
.07 

.39 
.01 

.'06 

'.'is 

■f 

4.43 
5.39 
4.91 
5.40 

T. 

T. 

3.89 

Lake  Konomoc... 

't.' 
t. 

'f.' 

t. 

t. 

T. 

T. 

t. 

.06 

T. 

'T.' 
T 

4.47 

Mt.  C'armel 

NewHaveni 

New  London 

Norwalk  

Putiiamtt 

Salisbury 

Storrs  

Waterbury 

Westbrook 

M'est  Hartland^.. 
Windsor  Locks.... 

.13 

■'67 

■."62 

T. 

t.' 

T. 

'.■■77 
.0( 

4.00 
3.67 

'.'i7 
.92 
.02 
.14 
.01 

1.15 
.11 

■."36 

■■53 

2.94 

1.22 
.67 

1.25 
.47 

3.10 

'.'26 

■.'64 

.08 

t. 

.41 
.18 
.61 
T^ 

.60 

'.'65 

't.' 

4.86 
2.59 
S.16 

T. 

2.72 

'.'63 
.12 
T. 

T. 

"t." 

'T.' 

T, 

3.81 

.02 

2.95 

6.10 

.19 

.03 

.16 

T. 

.11 

4.53 

See  page  36  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:   NEW    ENGLAND  SECTION 


Daily  Temperatures  for  May 

1942 

ions 

Day  of  Month 

Stat 

Mean 

1 

_i 

3 

4 

' 

6 

' 

8 

A 

10 

11 

^ 

_^ 

14 

2L 

^ 

17 

18 

19 

20 

21 

22 

23 

^ 

25 

20 

27 

28 

29 

30 

^ 

M< 
Bangor 

...  (.Maximum... 

72 

64 

70 

79 

. 

66 

., 

54 

62 

58 

65 

57 

. 

60 

67 

. 

66 

72 

64 

66 

76 

75 

68 

83 

78 

69 

66.  5 

(  Minimum 

;« 

39 

43 

58 

49 

42 

35 

4t 

34 

30 

34 

30 

33 

44 

45 

43 

44 

80 

44 

49 

51 

54 

66 

53 

45 

42 

43 

45 

40 

40 

48 

38 

42.6 

Bar  Harbor  (near) 

t  Maximum... 

76 

68 

77 

68 

64 

5b 

53 

65 

63 

62 

66 

56 

53 

55 

65 

67 

69 

80 

78 

74 

80 

58 

59 

72 

70 

69 

67 

75 

79 

68 

66.  2 

""'  )  Minimum.... 

42 

39 

43 

46 

52 

43 

42 

42 

33 

40 

34 

36 

42 

43 

41 

43 

44 

49 

46 

48 

49 

47 

48 

47 

43 

43 

46 

46 

40 

53 

44 

43.7 

Caribouj: 

. . . .  j  .Maximum  . . . 

63 

55 

78 

78,  64 

67 

54 

61 

68 

50 

67 

64 

50 

60 

67 

73 

72 

69 

70 

75 

70 

6b 

64 

64 

68 

57 

60 

60 

80 

66 

59 

64.2 

33 

39 

42 

60 

40 

35 

31 

38 

36 

34 

32 

30 

42 

45 

48 

51 

47 

46 

44 

53 

52 

52 

59 

51 

48 

47 

42 

39 

43 

43 

38 

43.0 

Eastport' 

Maximum." 

55 

45 

46 

53 

61 

62 

46 

51 

61 

44 

63 

62 

45 

61 

49 

48 

58 

67 

54 

64 

56 

64 

52 

68 

65 

53 

61 

68 

70 

61 

55.6 

•   i  Minimum.... 

40 

38 

40 

40 

42 

42 

39 

39 

36 

38 

37 

40 

40 

43 

42 

40 

44 

4ti 

42 

42 

43 

45 

43 

43 

42 

44 

44 

45 

47 

46 

41.8 

rariuington 

...  Maximum... 

77 

7b 

85 

80 

6h 

68 

59 

56 

63 

6( 

66 

64 

62 

54 

72 

64 

62 

73 

71 

75 

66 

70 

63 

70 

72 

72 

65 

73 

80 

73 

69.3 

46 

37 

41 

42 

46 

39 

42 

41 

30 

39 

29 

30 

42 

48 

46 

48 

37 

48 

48 

66 

52 

56 

57 

55 

44 

49 

52 

38 

49 

38 

43.9 

fort  Kent 

.  )  .Maximum  ... 

7-2 
29 

67 
43 

82 
43 

80 
45 

72 
46 

56 
35 

60 
31 

67 

69 
34 

69 
34 

74 
26 

66 

27 

62 
43 

54 
46 

77 
50 

76 

48 

81 
47 

83 
44 

42 

79 
51 

48 

70 

46 

60 

ll 

% 

63 
47 

60 
48 

33 

84 
43 

80 
84 

74 
46 

70  8 

(  Mininuiin.... 

42.7 

Oardiner 

t  .Maximum  .■■ 

7B 
40 

66 

3S 

73 
46 

77 
51 

65 
39 

67 
37 

57 
41 

53 
41 

65 
31 

61 
40 

67 
31 

67 
32 

44 

ll 

67 
41 

61 
44 

67 

80 

71 

50 

46 

68 
52 

64 
63 

72 
53 

63 
64 

69 
52 

74 
43 

75 
46 

70 

48 

71 
38 

81 
39 

83 
57 

80 
48 

68.6 

■■■■  )  Minimum.... 

44.2 

Greenville:} 

..  .  ^  Maximum  ... 

72 

73 

84 

80 

54 

64 

46 

5.3 

69 

56 

61 

63 

49 

51 

72 

72 

60 

75 

77 

66 

66 

62 

66 

08 

65 

59 

68 

84 

74 

64 

6.5.9 

"  '  )  .Minimum 

2<1 

42 

40 

4! 

38 

31 

36 

32 

30 

29 

29 

30 

41 

45 

45 

50 

48 

44 

44 

65 

50 

53 

66 

44 

41 

45 

3b 

34 

35 

46 

32 

40.7 

Houlton 

\  Ma.KM.mm  ... 

&S 

75 

81 

83 

6U 

63 

5b 

56 

69 

56 

64 

65 

58 

63 

67 

75 

68 

64 

72 

64 

65 

63 

60 

62 

70 

69 

63 

72 

85 

82 

68 

67.4 

(  Minimum.... 

34 

41 

47 

46 

46 

36 

34 

32 

38 

35 

32 

29 

40 

54 

48 

56 

54 

50 

57 

52 

48 

49 

49 

50 

50 

48 

47 

44 

55 

59 

38 

46.0 

Lewiston 

....  \  Alttxiuuini  .. 

75 

67 

77 

81 

59 

66 

50 

54 

63 

58 

65 

63 

73 

65 

63 

58 

64 

70 

66 

68 

66 

64 

62 

70 

75 

73 

66 

72 

87 

80 

74 

67.2 

*  Mininuini.... 

46 

43 

49 

53 

46 

43 

44 

41 

36 

42 

37 

38 

47 

46 

47 

52 

53 

52 

53 

64 

56 

65 

55 

50 

52 

50 

46 

47 

63 

53 

48.3 

Madison 

....  V  Maxinuim  ... 

79 

71 

79 

8( 

69 

66 

65 

54 

65 

60 

66 

64 

66 

65 

69 

67 

64 

71 

70 

72 

67 

70 

67 

71 

75 

73 

72 

72 

«6 

85 

75 

69.6 

(  MiiiiMuim 

39 

35 

40 

5( 

45 

35 

42 

41 

30 

37 

28 

30 

43 

47 

46 

48 

51 

49 

47 

55 

53 

55 

55 

54 

44 

72 

49 

52 

39 

39 

62 

48 

44  8 

Millinocket 

72 

72 

80 

82 

71 

64 

60 

55 

69 

65 

66 

53 

56 

70 

73 

70 

74 

73 

78 

72 

69 

67 

03 

66 

64 

69 

83 

83 

70 

69.2 

■■■"  (M'ininumi.'.^i 

33 

42 

43 

53 

46 

3'J 

35 

42 

31 

40 

32 

31 

41 

45 

46 

48 

50 

48 

45 

55 

53 

63 

56 

54 

48 

51 

52 

43 

39 

61 

45 

45.2 

north  Bridgton... 

....  *  Maximum... 

77 

77 

88 

71 

55 

5S 

66 

60 

68 

60 

75 

59 

67 

60 

62 

71 

71 

67 

66 

64 

63 

73 

74 

72 

66 

73 

86 

82 

76 

69.6 

)  Minimum. ... 

49 

38 

45 

52 

40 

3S 

42 

40 

32 

40 

29 
64 

32 

43 

49 

44 

47 

50 

50 

51 

54 

52 

54 

55 

55 

44 

49 

51 

39 

42 

59 

51 

45.6 

Oldtown 

. . .  )  Maximum  . . . 

72 
41 

68 
42 

73 
44 

81 
43 

70 
46 

It 

i 

53 
42 

65 
36 

65 
42 

67 
36 

56 
42 

56 

46 

69 
43 

46 

49 

70 
50 

70 
52 

71 
53 

6b 
54 

71 
55 

68 
53 

64 
84 

73 
47 

72 
46 

70 
52 

6b 
44 

81 
43 

80 
61 

74 
46 

68.5 

(Minimum.... 

45.9 

Portland  i 

....  (Maximum  ... 

67 

60 

73 

76 

67 

62 

51 

56 

59 

63 

68 

60 

61 

50 

57 

54 

63 

(>7 

66 

66 

63 

56 

65 

67 

73 

57 

69 

78 

85 

68 

64.1 

(Minimum... 

46 

45 

48 

52 

43 

37 

43 

39 

34 

35 

32 

35 

47 

44 

44 

47 

50 

61 

48 

62 

55 

52 

53 

50 

43 

48 

47 

39 

42 

65 

46 

45.0 

Presqiie  Isle 

...  jMaxinmm... 

64 

65 

81 

81 

75 

59 

69 

60 

68 

69 

59 

65 

63 

61 

69 

75 

70 

70 

70 

75 

73 

71 

68 

66 

67 

62 

59 

60 

81 

80 

68 

68.2 

(  Minimum.... 

34 

38 

42 

45 

35 

30 

41 

36 

39 

30 

31 

40 

45 

4b 

49 

51 

45 

43 

53 

51 

53 

58 

59 

49 

47 

48 

37 

41 

56 

36 

44.0 

Bipogemis  Dam  .. 

*  Ma.ximum... 

OS 

60 

67 

7b 

7b 

56 

70 

52 

62 

6b 

78 

66 

70 

74 

54 

74 

67 

69 

78 

78 

77 

79 

76 

74 

72 

70 

56 

,58 

70 

82 

72 

69.7 

(.Minimum.... 

32 

45 

38 

421  42 

28 

32 

33 

35 

36 

33 

38 

40 

40 

40 

44 

40 

44 

46 

50 

52 

56 

58 

47 

44 

47 

51 

38 

45 

52 

42 

41.9 

BocklanU 

. . . .  )  Maximum  . . . 

74 

62 

6:^ 

72 

66 

51 

53 

61 

67 

69 

58 

51 

62 

51 

69 

69 

68 

62 

64 

59 

55 

56 

73 

62 

67 

70 

76 

84 

76 

64.1 

iMiuimnm.... 

44 

3b 

44 

47 

42 

42 

42 

41 

33 

40 

34 

35 

44 

44 

42 

43 

4b 

49 
70 

47 

49 

51 

49 

50 

49 

42 

44 

42 

42 

39 

54 

4b 

43.7 

Buiuford  

....  (Maximum  ... 

79 

78 

86 

77 

60 

67 

47 

57 

67 

56 

65 

63 

67 

55 

74 

66 

63 

70 

74 

64 

68 

64 

73 

74 

73 

64 

72 

87 

80 

74 

68.8 

(Minimum.... 

45 

39 

45 

53 

46 

41 

42 

3b 

34 

35 

30 

32 

45 

50 

48 

5( 

52 

50 

51 

54 

53 

55 

57 

51 

44 

49 

46 

38 

42 

60 

48 

45.9 

Vanceboro 

....  \  Maximum  ... 

69 
34 

54 
32 

69 
40 

84 
43 

73 
46 

65 
27 

5t 
3'- 

55 
40 

66 
29 

50 
36 

64 
26 

68 
28 

57 

69 
45 

4^ 

72 
4o 

72 
47 

73 
51 

45 
72 
52 

76 
53 

70 
52 

68 
5( 

64 
53 

60 
5( 

72 
51 

69 
48 

62 

48 

65 
42 

81 
37 

70 
39 

72 
42 

66.6 



(Minimum.... 

41.7 

...  (  Maximum  ... 

80 
43 

7< 

as 

80 
43 

83 
52 

78 
49 

67 

45 

54 
43 

67 
34 

59 
41 

67 
35 

^1 

62 

44 

65 
49 

7( 
46 

73 

8b 

68 
53 

72 
53 

72 
65 

68 
55 

72 
67 

72 
55 

68 
65 

75 
4f 

7h 
50 

7t 
52 

70 
44 

84 
42 

84 
6( 

82 
5C 

72.1 

(Minimum.... 

47.5 

Woodlandll 

....  (Maximum  ... 

66 

64 

60 

84 

(Hi 

67 

50 

63 

64 

59 

65 

71 

51 

57 

65 

70 

73 

74 

71 

72 

71 

66 

61 

59 

73 

74 

62 

65 

83 

76 

72 

66.5 

(Minimum.... 

37 

37 

41 

3i 

47 

37 

36 

43 

32 

34 

30 

31 

40 

42 

45 

44 

42 

45 

49 

62 

51 

51 

52 

49 

47 

46 

50 

43 

36 

57 

41 

42.8 

yew  Hnmpfhire 

Berlin  il 

.  (  Maximum  . . . 

SA 

82 

85 

75 

65 

65 

47 

60 

6( 

53 

62 

61 

76 

63 

79 

71 

58 

73 

69 

74 

61 

70 

7j 

74 

73 

71 

58 

72 

85 

74 

7( 

68.9 

(  .Minimum  ... 

37 

44 

46 

52 

45 

40 

41 

41 

33 

38 

28 

29 

37 

44 

44 

48 

54 

43 

47 

65 

6C 

52 

66 

60 

39 

43 

51 

32 

38 

55 

47 

43.8 

Bethlehem 

(Maximum... 

78 

82 

84 

74 

07 

63 

57 

67 

57 

62 

60 

79 

75 

78 

77 

64 

72 

70 

70 

67 

75 

72 

68 

72 

6b 

70 

81 

76 

71 

70.3 

■■■  (Minimum.... 

45 

46 

51 

67 

46 

37 

41 

39 

3b 

40 

3f 

36 

52 

50 

48 

61 

50 

42 

53 

57 

6i 

56 

58 

50 

45 

45 

48 

3b 

45 

61 

50 

47.2 

Concord' 

\  Maximum  . . . 

82 

90 

82 

6b 

6? 

50 

6( 

64 

61 

67 

70 

85 

68 

75 

69 

63 

72 

70 

62 

69 

72 

74 

78 

76 

71 

74 

86 

85 

75 

71.6 

(  .Minimum 

40 

45 

52 

57 

44 

32 

43 

43 

40 

33 

26 

32 

51 

48 

46 

52 

54 

51 

51 

55 

56 

55 

5f 

48 

41 

43 

45 

35 

40 

61 

52 

46.0 

Durbam 

...  (  Maximum  ... 

74 

75 

90 

87 

77 

69 

5b 

61 

64 

65 

70 

69 

81 

5C 

65 

64 

68 

69 

71 

76 

68 

63 

6b 

7h 

75 

72 

73 

76 

88 

86 

77 

71.9 

1  Minimum.... 

42 

35 
79 

54 

5t 

46 

42 

40 

42 

33 

39 

28 

33 

51 

47 

45 

49 

49 

53 

49 

52 

57 

54 

54 

51 

40 

50 

54 

50 

37 

6( 

56 

46.7 

First  Con'ticut  Lake  ll  )  Maximum  ... 

74 

80 

68 

44 

57 

43 

50 

64 

48 

54 

53 

64 

68 

74 

76 

55 

72 

6b 

6b 

69 

7( 

67 

59 

60 

68 

55 

65 

78 

71 

63 

64.0 

(  Minimum... 

31 

34 

41 

42 

42 

34 

34 

36 

3( 

35 

29 

30 

32 

47 

46 

44 

46 

46 

49 

51 

47 

48 

58 

49 

40 

43 

47 

29 

31 

44 

38 

40.4 

Franklin 

.  (  Maximum  ... 

68 
40 

82 
38 

85 
45 

74 
54 

73 
38 

67 
33 

58 
44 

64 
42 

58 
3b 

56 
38 

65 
28 

63 
31 

82 

48 

66 
51 

72 
47 

70 
53 

64 
67 

51 

68 
55 

5; 

65 
55 

66 
55 

6b 
55 

70 
52 

6b 
45 

65 
52 

64 
51 

6b 
38 

78 

75 
61 

55 

68  6 

(Minimum.... 

46.5 

Glencliff 

....  (Maximum... 

77 

7b 

81 

71 

65 

62 

52 

55 

62 

56 

59 

56 

75 

65 

73 

66 

60 

66 

63 

67 

58 

65 

69 

69 

66 

69 
45 

59 

66 

8( 

75 

67 

66.2 

(  .Mininmm 

49 

42 

51 

62 

44 

3» 

41 

39 

36 

40 

32 

38 

50 

49 

48 

52 

49 

52 

53 

56 

50 

53 

56 

46 

43 

60 

41 

46 

.52 

47.3 

Hanover 

(  Maximum  . . . 

81 

78 

80 

75 

.5^ 

68 

57 

62 

60 

53 

68 

62 

82 

71 

75 

72 

64 

69 

60 

68 

73 

72 

70 

74 

66 

73 

82 

71 

73 

70.0 



•■■•(Minimum... 

41 

46 

51 

60 

3b 

37 

43 

43 

35 

43 

28 

32 

53 

52 

54 

58 

62 

42 

54 

55 

52 

56 

89 

81 

44 

45 

52 

36 

42 

59 

52 

47.3 

Hillsboroll 

. . . .  (  .Maxinmra  . . . 

80 

81 

86 

81 

65 

45 

58 

65 

66 

67 

81 

57 

75 

71 

61 

68 

68 

67 

58 

66 

75 

71 

72 

76 

73 

73 

84 

84 

73 

70.2 

(  Minimum.... 

43 

42 

39 

58 

42 

36 

42 

40 

38 

38 

27 

34 

47 

48 

45 

47 

55 

50 

50 

56 

53 

53 

5b 

47 

42 

44 

50 

40 

40 

58 

50 

45.5 

Kearsarge 

(  Maxinuim  . . . 

61 

41 

68 
28 

50 
41 

59 
40 

69 
30 

31 

67 
25 

59 

28 

77 
43 

58 
50 

75 

47 

67 
56 

61 
51 

72 
51 

4t 

69 
49 

67 
52 

68 
55 

68 
55 

76 

50 

75 
40 

74 

44 

67 
49 

74 
34 

87 
3b 

82 
53 

75 
49 

•■■  (Minimum.... 





Beene 

. . .  (  Maximum  ■  • 

80 
45 

"so 

43 

"85 
55 

"so 

56 

S 

68 
31 

58 
45 

63 

45 

63 

38 

s 

69 
28 

70 
36 

83 
56 

72 

64 

54 

75 
55 

70 
57 

69 
46 

69 
58 

69 
59 

64 
54 

70 
57 

78 
60 

7£ 

73 
42 

78 
46 

73 
54 

76 

83 
42 

82 
52 

77 
55 

"72.' 9 

(Minimum.... 

48.4 

Manchester 

. . . .  (  Maxinmm  . . . 

70 

75 

81 

78 

^?, 

65 

bi 

60 

65 

57 

65 

66 

78 

60 

72 

68 

63 

67 

69 

73 

64 

68 

69 

71 

71 

73 

68 

70 

80 

81 

71 

68.8 

(Minimum.... 

46 

47 

56 

60 

50 

41 

45 

46 

42 

46 

34 

40 

48 

51 

49 

50 

54 

52 

54 

55 

56 

55 

56 

54 

47 

48 

63 

47 

48 

62 

57 

60.0 

Nashua 

. . .  j  Maximum  . . . 

76 

82 

86 

10 

71 

47 

60 

67 

66 

71 

85 

57 

75 

76 

64 

66 

72 

76 

64 

69 

74 

75 

77 

78 

77 

77 

85 

88 

73 

73.0 



(Minimum.... 

42 

41 

55 

58 

43 

35 

42 

43 

39 

35 

28 

36 

56 

49 

46 

53 

57 

52 

50 

53 

59 

55 

54 

58 

42 

43 

53 

37 

40 

.59 

54 

47.3 

(  Maximum  . . . 

76 

76 

81 

73 

62 

59 

49 

53 

63 

49 

58 

55 

74 

60 

72 

60 

55 

66 

64 

66 

56 

60 

60 

69 

68 

64 

60 

66 

81 

73 

68 

64.4 

•■■  (Minimum-... 

38 

42 

46 

50 

43 

37 

37 

32 

37 

38 

30 

45 

48 

45 

62 

49 

44 

60 

60 

48 

52 

53 

49 

39 

43 

48 

37 

39 

58 

46 

44.0 

Plymouth 

. . .  )  Maximum  . . . 

84 

83 

86 

80 

70 

67 

60 

65 

68 

57 

70 

58 

81 

68 

75 

65 

66 

75 

69 

70 

63 

67 

68 

74 

76 

77 

66 

77 

87 

82 

76 

71.9 

(Minimum.... 

38 

38 

46 

50 

40 

37 

45 

43 

40 

39 

25 

28 

38 

42 

50 

55 

55 

45 

62 

56 

54 

67 

57 

54 

44 

45 

84 

38 

37 

56 

59 

45.7 

VefmoiU 

Bennington 

(  Maximum  . . . 

79 

^ 

85 

85 

72 

61 

69 

59 

64 

62 

64 

73 

80 

82 

78 

75 

68 

72 

74 

68 

66 

72 

77 

73 

73 

72 

71 

71 

87 

86 

81 

73.1 

•■■i  Minimum.... 

43 

40 

47 

61 

46 

28 

44 

46 

32 

38 

24 

32 

57 

51 

51 

55 

49 

36 

60 

65 

53 

54 

67 

40 

39 

38 

50 

33 

38 

46 

43 

44,4 

BloomheUl 

...  (  Maximum  •• 

81 

81 

74 

I^ 

65 

64 

61 

70 

67 

64 

63 

77 

78 

79 

79 

70 

72 

72 

71 

67 

73 

76 

71 

69 

72 

67 

71 

83 

80 

75 

72.4 

(Minimum.... 

34 

40 

53 

52 

38 

33 

36 

39 

30 

39 

27 

26 

50 

41 

46 

52 

47 

49 

59 

49 

53 

55 

51 

42 

42 

48 

30 

30 

55 

41 

42.7 

Brattleboioll 

...  j  -Maximum  .•• 



.... 

.... 

. 

Burlington' 

(Minimum... 
(Maximum... 

■79 
48 

-t 



"79 
59 

■71 
52 

"53 
45 

"63 

40 

■53 

46 

"62 
44 

"76 
43 

"55 
38 

"6.5 
34 

"ei 

39 

'72 
55 

"83 
53 

"78 
62 

"75 
57 

"61 

49 

"76 
49 

"68 
59 

"67 

"59 

52 

72 
55 

"75 
56 

"70 
50 

1? 

46 

"61 
49 

"68 
39 

"82 
54 

"76 
60 

"63 
49 

"68 '.4 

••■  i  Minimum.... 

49.9 

C.ivendish  

. . .  (  Maximum  . . . 

80 

81 

84 

85 

I? 

67 

62 

61 

62 

63 

62 

69 

80 

77 

77 

74 

68 

72 

74 

69 

63 

69 

79 

73 

72 

76 

74 

77 

86 

86 

81 

73.4 

(Minimum... 

t^ 

41 

44 

52 

41 

34 

45 

43 

37 

40 

28 

32 

49 

50 

54 

58 

5:^ 

39 

51 

54 

52 

55 

58 

48 

41 

43 

62 

36 

37 

54 

53 

46.6 

J 

...  (  Maximum... 

80 

82 

74 

59 

67 

55 

63 

66 

53 

67 

60 

81 

70 

78 

72 

66 

72 

69 

67 

73 

71 

74 

62 

73 

86 

72 

70.2 

(Minimum... 

37 

43 

45 

51 

34 

34 

44 

43 

30 

38 

24 

29 

49 

47 

56 

69 

51 

39 

53 

53 

51 

55 

57 

48 

40 

42 

49 

34 

37 

52 

50 

44.3 

1    ,  j]| 



)  Maximum  ... 

83 

75 

83 

73 

70 

66 

5'.i 

65 

75 

65 

69 

06 

82 

86 

80 

76 

69 

75 

70 

66 

61 

75 

73 

71 

79 

75 

70 

70 

83 

82 

78 

73.3 

•••  (Mininmm.... 

49 

55 

56 

64 

43 

45 

44 

41 

42 

33 

41 

58 

6J 

59 

57 

48 

48 

55 

42 

81 

53 

51 

49 

41 

45 

53 

41 

50 

66 

49 

49.1 

Craftabury  Com... 

...  S  Maximum  ... 

79 

80 

81 

73 

53 

60 

52 

C>.i 

67 

56 

61 

53 

74 

76 

78 

70 

63 

71 

68 

66 

60 

70 

74 

68 

60 

69 

60 

70 

80 

73 

65 

67.5 

(  Minimum... 

42 

51 

51 

52 

41 

35 

43 

41 

41 

38 

35 

34 

52 

51 

54 

55 

40 

40 

52 

64 

49 

54 

54 

4b 

46 

43 

46 

37 

47 

61 

47 

46.6 

Dorset 

...  (Maximum... 

74 

74 

79 

75 

56 

60 

47 

55 

55 

62 

67 

73 

73 

72 

68 

60 

68 

67 

60 

60 

72 

74 

67 

65 

69 

67 

67 

79 

79 

67 

66.8 

(Minimum  ... 

42 

42 

48 

45 

45 

29 

45 

38 

31 

32 

24 

32 

59 

52 

53 

46 

48 

30 

49 

54 

50 

54 

55 

40 

39 

38 

48 

34 

38 

62 

55 

43  6 

r- Falls... 

...  (Maximum... 

86 

77 

85 

76 

55 

72 

60 

58 

73 

67 

74 

63 

73 

78 

81 

84 

72 

69 

72 

70 

69 

71 

70 

67 

70 

72 

65 

70 

81 

68 

69 

71.5 

(Minimum.... 

48 

62 

61 

55 

45 

30 

42 

37 

42 

39 

32 

54 

48 

56 

49 

54 

42 

52 

68 

52 

54 

58 

45 

51 

44 

48 

33 

45 

65 

46 

47.6 

!LIJ 

..  (Maximum... 

76 

80 

83 

71 

49 

63 

50 

61 

68 

55 

66 

69 

77 

79 

56 

70 

70 

68 

72 

74 

69 

63 

70 

59 

68 

82 

73 

64 

67.5 

(Minimum.... 

42 

53 

57 

51 

45 

36 

43 

41 

42 

39 

37 

52 

50 

56 

58 

47 

46 

59 

.53 

52 

r,(i 

55 

49 

49 

49 

41 

38 

49 

51 

41 

47.5 

Nortbtitldi 

...  i  Maximum  ... 

80 

79 

82 

78 

64 

63 

49 

62 

67 

51 

62 

79 

72 

77 

74 

62 

72 

68 

70 

57 

70 

74 

65 

73 

58 

72 

83 

78 

69 

68.8 

(.Minimum.... 

40 

53 

51 

50 

40 

44 

38 

34 

31 

27 

32 

52 

52 

57 

57 

48 

41 

53 

64 

51 

55 

51 

44 

45 

41 

39 

35 

41 

59 

44 

45.1 

Rutland 

...  )  Maximum  .  •. 

80 

76 

82 

74 

70 

65 

60 

59 

67 

62 

65 

66 

77 

77 

81 

75 

68 

72 

66 

64 

62 

65 

78 

70 

69 

74 

66 

72 

83 

85 

68 

70.9 

(Minimum.... 

46 

42 

49 

63 

47 

47 

45 

37 

44 

29 

37 

53 

53 

58 

50 

42 

55 

59 

51 

56 

62 

47 

48 

43 

53 

39 

43 

61 

49 

47.9 

St.  Albans 

...  (  Maximum... 

81 

76 

81 

75 

^ 

65 

63 

64 

72 

62 

68 

61 

70 

84 

80 

75 

71 

70 

71 

70 

63 

74 

72 

66 

71 

66 

69 

84 

78 

67 

71.0 

/Minimum.... 

51 

59 

60 

^ 

46 

39 

46 

43 

47 

41 

56 

51 

62 

47 

47 

59 

60 

.50 

55 

5( 

55 

51 

50 

48 

41 

66 

63 

45 

60.9 

Ses  page  36  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


May. 


Daily  Temr 

eratures  for  May 

,  1943 

( Continued) 

stations 

Day 

of  mont 

l! 

1 

2 

3 

4 

5 

6 

8 

9 

10      U 

12 

13 

14 

15 

Z 

iL 

IT 

Z. 

20 

21 

22 

^ 

24 

25 

26 

27 

28 

« 

30 

31 

St.  Jolinsbury 

t 

81 

82 

84 

75 

73 

64 

62 

~. 

65 

65 

62 

78 

7b 

80 

76 

70 

,. 

71 

72 

67 

70 

76 

71 

69 

74 

71 

72 

.a 

86 

73 

72.7 

40 

48 

54 

62 

43 

43 

43 

3^ 

43 

29 

31 

53 

49 

55 

71 

49 

4( 

57 

57 

62 

56 

5o 

62 

46 

4b 

50 

35 

42 

59 

51 

47.6 

8<)Uierset|l 

71 

75 

79 

71 

54 

62 

45 

55 

58 

55 

59 

65 

75 

74 

6^ 

55 

62 

64 

61 

66 

60 

69 

63 

63 

67 

60 

69 

78 

64 

66 

64.4 

39 

41 

45 

52 

40 

29 

35 

39 

30 

33 

32 

28 

38 

47 

50 

55 

50 

43 

47 

50 

49 

49 

54 

62 

41 

37 

44 

33 

34 

60 

50 

42.1 

While  River  Jet 

>     \\t'  viMllllll    ■  .  . 

79 

79 

78 

61 

66 

49 

59 

62 

5b 

65 

6b 

80 

70 

70 

71 

62 

7( 

ti8 

60 

70 

73 

70 

75 

67 

73 

8f 

82 

72 

69.9 

(  Miuimum.... 

41 

45 

5J 

43 

39 

36 

44 

38 

3b 

30 

28 

32 

55 

65 

65 

60 

47 

42 

b\ 

6( 

64 

57 

6b 

47 

44 

40 

40 

37 

40 

59 

44 

45  6 

Woodstock 

)  Miixii.iuu.  ... 

80 

85 

81 

75 

69 

58 

07 

68 

66 

68 

68 

81 

79 

76 

77 

70 

74 

70 

63 

65 

69 

76 

74 

73 

75 

72 

77 

84 

86 

73.9 

)  Minimum  — 

4-1 

43 

40 

35 

42 

34 

45 

43 

3b 

43 

26 

32 

50 

49 

5b 

58 

53 

40 

52 

50 

57 

66 

55 

49 

43 

53 

36 

3S 

36 

52 

45.5 

^UlSflH-IlM 

dts 

Aiulieist 

)  Maxinuim  ... 

78 

77 

86 

81 

64 

68 

50 

61 

50 

63 

64 

70 

85 

75 

77 

77 

6;' 

6f 

72 

69 

62 

75 

75 

74 

74 

77 

75 

76 

83 

87 

70 

71.9 

LMininimn.... 

51 

48 

55 

43 

35 

44 

45 

49 

42 

3 

43 

57 

55 

57 

66 

55 

52 

59 

58 

56 

57 

65 

49 

4b 

51 

42 

46 

61 

58 

50.9 

Blue  iiill 

j  M:i>:nuu«i  .•■ 

76 

72 

84 

Bi 

71 

69 

51 

64 

59 

67 

6b 

64 

69 

73 

73 

69 

59 

69 

74 

62 

67 

72 

73 

76 

71 

75 

72 

80 

86 

70.8 

1  Minimum.... 

5' 

45 

4b 

55 

51 

41 

44 

40 

44 

44|     42 

43 

5: 

45 

45 

54 

72 

55 

51 

52 

83 

62 

53 

57 

57 

53 

52 

54 

47 

50 

.59 

4^ 

49.7 

B^«toni 

\  .,l;i  Ai'MUill  ... 

74 

85 

85 

71 

63 

50 

55 

59 

67 

67 

67 

85 

54 

68 

70 

68 

71 

7b 

66 

63 

70 

77 

71 

or 

77 

69 

83 

88 

68 

69.5 

}    \;|',i  ;   mm 

5. 

50 

OC 

50 

45 

44 

44 

47 

48 

44 

48 

49 

48 

47 

61 

57 

53 

54 

5b 

54 

64 

55 

6u 

56 

63 

54 

52 

5; 

6.=; 

54 

52. 0 

Brockton 

_  \     .  1  M  inii:n  . . . 

8t 

72 

82 

75 

74 

65 

58 

65 

70 

69 

67 

85 

80 

73 

82 

71 

65 

71 

76 

70 

71 

74 

77 

77 

79 

79 

77 

80 

87 

85 

75.0 

"   '    .  :     ,,!,U::-1I     ... 

57 

44 

49 

55 

53 

43 

45 

42 

44 

45 

42 

41 

63 

46 

45 

54 

56 

51 

63 

64 

55 

54 

67 

56 

60 

47 

55 

48 

47 

57 

66 

50.1 

Clinton 

73 

76 

83 

82 

69 

6b 

48 

61 

67 

65 

67 

79 

6C 

73 

73 

61 

60 

69 

73 

62 

68 

72 

73 

73 

74 

73 

79 

.    85 

65 

m.  9 

48 

47 

55 

G2 

48 

40 

44 

45 

47 

47 

37 

451    5b 

49 

47 

54 

57 

52 

55 

5b 

60 

54 

57 

58 

64 

it 

55 

45 

53 

64 

66 

.^1.4 

foncord 

7'. 
46 

79 
44 

89 
52 

85 
60 

7( 
46 

69 
35 

48!     59 
431     43 

63 
42 

67 
41 

68 

30 

70 
41 

84 
62 

59 

48 

75 
47 

S 

67 
55 

61 
52 

71 

So 

74 
54 

62 

56 

69 
55 

73 
57 

76 

58 

77 
47 

78 
44 

76 
40 

83 
48 

88 
59 

71 
53 

72.1 
4.S.  7 



I''asc  WRVcliiiiUjl 

68 

6b 

61 

65 

70 

6- 

.56 

68 

61 

71 

65 

64 

67 

68 

74 

73 

73 

62 

73 

65 

75 

70 

69 

70 

75 

77 

79 

69 

72 

88 

64 

48 

38 

50 

51 

51 

47 

43 

41 

45 

35 

45 

53 

48 

46 

52 

55 

64 

63 

.53 

55 

50 

69 

57 

52 

50 

64 

43 

50 

58 

67 

W.  5 

Kail  River 

^    '  1,.  A  1  i;.!.;l^   .  .  • 

75 

68 

73 

73 

6b 

5b 

62 

61 

70 

65 

64 

81 

73 

74 

72 

70 

64 

72 

71 

73 

72 

74 

74 

78 

78 

79 

72 

73 

88 

74 

71.7 

/  ;ip  ililliU^i  . . . 

49 

42 

49 

52 

50 

39 

45 

41 

44 

45 

3b 

45 

53 

40 

47 

.^3 

56 

52 

54 

51 

53 

56 

57 

56 

60 

49 

57 

4b 

52 

57 

55 

4'V  I'i 

Fitchburg 

(        11      ,;.,;•,,.;;  

78 

82 

90 

68 

60 

61 

64 

69 

69 

85 

72 

77 

76 

70 

76 

58 

75 

75 

76 

78 

78 

79 

84 

90 

78 

7','  t) 

(   '.: :  'ii   '.i.;.i    ... 

47 

45 

57 

6C 

47 

3ft 

44 

43 

44 

47 

32 

40 

57 

41) 

47 

53 

66 

52 

64 

68 

55 

64 

57 

56 

50 

41: 

53 

44 

50 

64 

53 

50.1   , 

1^'ort  Dev-'iis 

75 

79 

88 

85 

69 

70 

4b 

68 

64 

66 

6b 

68 

81 

56 

74 

73 

63 

61 

68 

72 

62 

68 

72 

70 

75 

76 

75 

82 

85 

70 

7u.  9 

40 

44 

55 

60 

44 

37 

43 

42 

42 

37 

29 

43 

50 

41 

46 

55 

54 

51 

53 

55 

56 

65 

57 

.58 

49 

4S 

49 

42 

52 

66 

54 

-!  ■>  .  8 

l-'ramingham 

85 

7n 

89 

78 

71 

70 

59 

64 

69 

69 

70 

84 

84 

77 

77 

75 

74 

77 

74 

70 

74 

77 

79 

79 

78 

77 

84 

88 

St, 

70.5 

54 

44 

52 

62 

51 

40 

45 

42 

47 

46 

35 

40 

55 

48 

47 

56 

53 

52 

53 

57 

55 

57 

69 

49 

48 

53 

45 

48 

61 

54 

.50.6 

,,,   .,,,p.fp,. 

67 

65 

72 

74 

66 

60 

52 

55 

00 

64 

66 

59 

56 

55 

62 

60 

5b 

64 

70 

60 

68 

67 

58 

70 

65 

73 

63 

75 

85 

74 

M.'J 



/  Miui'mim.... 

5( 

4b 

53 

53 

51 

43 

44 

42 

40 

46 

48 

50 

50 

47 

44 

49 

52 

61 

49 

62 

64 

62 

53 

55 

50 

52 

61 

50 

62 

57 

53 

Haverliill 

Sb 

79 

87 

89 

75 

71 

64 

59 

63 

65 

70 

70 

83 

78 

72 

74 

73 

6o 

71 

75 

76 

67 

74 

77 

76 

77 

77 

85 

87 

89 

75 '2 

1  Minimum.'.!! 

55 

50 

56 

65 

52 

44 

45 

44 

47 

47 

41 

40 

57 

49 

47 

53 

57 

65 

54 

66 

58 

64 

57 

61 

55 

51 

54 

47 

52 

64 

57 

bl.H 

IIvTnnis 

)    Mu.MllUl!l]   .  .. 

57 

63 

67 

60 

55 

53 

64 

61 

60 

56 

67 

60 

58 

67 

63 

62 

63 

62 

69 

62 

66 

66 

70 

68 

72 

71 

64 

8n 

71 

a  8 



(  Minimum  ■   ■ 

52 

41 

50 

51 

52 

4o 

48 

44 

43 

45 

41 

49 

43 

48 

48 

49 

54 

54 

53 

53 

57 

56 

53 

56 

51 

58 

61 

55 

59 

54 

50.  7 

Lawrence 

i    .1|:I.X1I11UM1   .  .  ■ 

69 

.    77 

87 

84 

70 

67 

59 

60 

65 

65 

68 

68 

85 

55 

72 

74 

67 

64 

70 

73 

64 

67 

73 

75 

75 

73 

75 

7b 

84 

86 

75 

71.7 

)  Minimum 

53 

47 

54 

62 

49 

42 

43 

43 

44 

45 

3b 

42 

52 

46 

45 

52 

56 

64 

52 

64 

63 

66 

60 

60 

49 

52 

45 

48 

60 

55 

.50. 1 

Lowell 

\  Aiuxiiiiuni  ... 

72 

79 

81 

69 

67 

4» 

57 

63 

65 

06 

68 

83 

66 

72 

74 

66 

65 

71 

72 

71 

69 

72 

74 

76 

77 

76 

82 

87 

72 

70.9 

51 

48 

56 

63 

51 

42 

46 

43 

48 

4b 

38 

45 

66 

52 

47 

56 

58 

55 

55 

65 

55 

57 

60 

52 

50 

55 

47 

51 

65 

68 

.52.1 

Nuntiickot  ^ 

\  Maxiiiii;iii  ... 

57 

58 

57 

58 

67 

61 

54 

51 

53 

57 

61 

61 

64 

60 

64 

66 

66 

60 

64 

63 

66 

68 

52 

68 

72 

70 

63 

65 

63 

02  5   . 

1  MiiMiiunn     . 

46 

41 

48 

49 

49 

48 

47 

43 

44 

47 

47 

45 

50 

48 

tl 

53 

52 

5i 

61 

56 

56 

54 

62 

50 

56 

52 

57 

57 

48 

49.7 

New  Bedtord 

j  .Maximum  ... 

71 

62 

67 

66 

69 

62 

55 

59 

60 

67 

63 

59 

74 

65 

66 

64 

62 

68 

65 

70 

66 

72 

70 

74 

76 

77 

70 

71 

88 

64 

/  .Miuimum 

49 

47 

51 

62 

52 

44 

47 

44 

46 

46 

44 

46 

54 

49 

49 

.54 

56 

56 

56 

52 

60 

58 

55 

54 

61 

57 

50 

54 

59 

67 

51.8 

Vittsfieldll 

S  .Maximum... 

76 

76 

86 

81 

57 

64 

50 

58 

54 

56 

65 

72 

81 

80 

75 

70 

64 

69 

70 

68 

72 

75 

72 

69 

73 

72 

74 

83 

84 

68 

70.  3 

/  .Miuimum  ■■. 

53 

45 

54 

64 

40 

35 

42 

43 

40 

47 

32 

38 

43 

58 

56 

58 

51 

45 

51 

58 

57 

59 

51 

46 

49 

53 

42 

44 

52 

58 

4).0 

I'lymouth 

)  .Maximum  . .  • 

70 

72 

82 

83 

70 

64 

55 

55 

58 

67 

66 

66 

85 

69 

74 

69 

74 

64 

69 

78 

71 

75 

78 

71 

75 

67 

76 

70 

80 

88 

73 

71.5 

1  .Miniiiuiiii.... 

50 

39 

50 

53 

49 

40 

41 

43 

43 

44 

37 

45 

55 

42 

46 

53 

57 

61 

61 

53 

55 

52 

55 

52 

51 

47 

55 

44 

50 

53 

51 

48.6 

Proviucetown 

)  Maximum  .•• 
/  Miniinuai.... 
\  Maximum  .  .. 

63 
48 
84 

1 

64 
51 
85 

61 
52 
83 

65 
53 

74 

61 

45 
70 

58 
■'66 

55 
43 

60 
44 
63 

66 
46 
66 

61 
46 

68 

60 
47 
70 

08 
51 
84 

55 
46 
84 

65 

64 

58 

69 

67 

73 

67 

72 

69 

68 

75 

78 

69 

75 

68 

5.5.0 

Springfield 

"so 

"76 

"71 

"69 

"70 

"72 

"76 

76 

'75 

"76 

"76 

"■76 

"77 

"78 

"82 

"gg 

"87 

"75'3 

(  Minimum.... 

58 

49 

53 

61 

49 

40 

44 

45 

49 

46 

36 

4a 

57 

54 

66 

66 

53 

58 

52 

76 

58 

61 

55 

62 

41 

57 

47 

51 

60 

57 

52.1 

Stockbridge 

j  Maximum  ... 

72 

72 

83 

78 

60 

61 

52 

59 

53 

58 

63 

79 

78 

73 

70 

63 

66 

68 

66 

71 

73 

69 

66 

70 

70 

71 

79 

82 

66 

58.5 

f  Minimum.... 

46 

44 

53 

55 

42 

30 

42 

45 

40 

43 

27 

35 

66 

52 

65 

56 

49 

41 

50 

68 

66 

f8 

54 

50 

41 

45 

61 

36 

37 

58 

56 

47.1 

Swampscott 

S  Maximum  .  •  • 

61 

67 

72 

70 

58 

47 

51 

56 

68 

58 

61 

72 

61 

66 

61 

60 

57 

59 

65 

57 

67 

65 

64 

72 

63 

77 

65 

73 

87 

61 

63  4 

/  Minimum.... 

47 

47 

49 

54 

49 

41 

42 

41 

41 

43 

40 

46 

48 

46 

45 

48 

51 

48 

48 

52 

54 

52 

53 

56 

62 

48 

61 

46 

51 

69 

51 

48.3 

Taunton 

\  Maximum  .■ . 

82 

69 

78 

78 

73 

68 

58 

61 

61 

70 

68 

67 

81 

76 

75 

75 

73 

63 

72 

67 

71 

74 

75 

78 

77 

73 

75 

86 

86 

72.8 



)  Minimum.... 

50 

38 

50 

55 

50 

37 

46 

43 

46 

47 

30 

38 

55 

49 

48 

56 

65 

54 

55 

54 

66 

57 

60 

58 

47 

50 

64 

39 

49 

56 

64 

49.6 

West  Cummington  . . 

(  Maximum  . 

76 

78 

85 

81 

68 

63 

61 

57 

67 

59 

70 

79 

77 

74 

70 

65 

65 

70 

68 

64 

68 

71 

72 

70 

72 

74 

73 

82 

81 

70.8 

(Minimum.... 

45 

35 

47 

67 

53 

25 

38 

40 

32 

49 

21; 

30 

53 

64 

60 

.54 

54 

37 

53 

55 

63 

65 

57 

51 

38 

42 

49 

33 

38 

54 

54 

4.5.7  1 

Westfieldll 

j  Maximum  . . . 

78 

77 

84 

74 

70 

68 

60 

63 

69 

64 

68 

69 

85 

80 

76 

75 

65 

70 

72 

62 

74 

76 

75 

76 

78 

75 

78 

83 

87 

70 

72.8  1 

(  Minimum.... 

54 

45 

57 

30 

49 

36 

44 

41 

47 

43 

29 

35 

56 

54 

56 

53 

66 

63 

55 

54 

60 

56 

60 

49 

46 

65 

48 

40 

42 

67 

68 

49.3 

Williamstown 

S  Maximum  .-. 

74 

75 

83 

79 

67 

61 

56 

62 

60 

59 

65 

71 

78 

78 

77 

72 

68 

73 

75 

70 

64 

69 

75 

72 

65 

70 

70 

70 

82 

81 

75 

70.8 

(  Miuimum  ... 

51 

.52 

54 

66 

49 

35 

39 

49 

40 

42 

31 

40 

59 

58 

59 

61 

52 

43 

57 

61 

56 

58 

59 

48 

46 

48 

55 

41 

51 

45 

67 

60.4  ' 

Worcester 

j  Maximum  .■• 

75 

87 

83 

68 

66 

59 

61 

66 

67 

82 

66 

75 

73 

65 

59 

70 

74 

65 

69 

72 

74 

74 

76 

75 

74 

81 

86 

72 

71  4 

/Minimum.... 

53 

45 

54 

61 

47 

41 

44 

42 

45 

47 

30 

42 

53 

49 

46 

56 

56 

62 

50 

53 

55 

54 

58 

65 

44 

44 

61 

48 

51 

61 

54 

49.  S 

Mode  Is! 

nd 

i 

Block  Maud  I 

S  Maximum  . .  • 

60 

55 

61 

63 

63 

58 

66 

53 

50 

61 

60 

57 

63 

57 

55 

61 

61 

60 

65 

61 

68 

62 

67 

68 

68 

70 

71 

62 

66 

74 

60 

62.0 

(Minimum... 

43 

42 

48 

49 

48 

45 

46 

44 

43 

46 

44 

47 

52 

49 

48 

.50 

52 

52 

50 

50 

55 

57 

54 

65 

52 

51 

55 

50 

52 

65 

51 

49.5 

Kingston  

J  Maximum  . . . 
(  Mininmm.-.- 

85 
44 

63 
36 

72 
48 

70 
49 

70 
51 

63 
36 

57 

47 

58 
43 

68 
43 

67 
45 

64 
30 

69 
34 

'& 

70 
44 

68 
44 

67 
51 

66 

63 
64 

54 

67 
61 

72 
54 

71 
55 

71 
57 

72 
54 

74 
45 

74 
44 

77 
47 

69 
42 

71 
42 

89 
64 

89 
62 

69.8 
46.9 

Portsmouth 

\  Maximum    . . 

78 

63 

66 

65 

71 

62 

50 

61 

62 

72 

65 

60 

72 

72 

71 

68 

65 

65 

72 

67 

70 

69 

72 

70 

T> 

75 

80 

70 

69 

88 

80 

59.3 

(Minimum.... 

56 

40 

46 

49 

50 

40 

45 

41 

43 

43 

38 

44 

45 

48 

49 

50 

53 

63 

55 

50 

52 

56 

56 

55 

50 

51 

53 

48 

50 

65 

55 

49.1 

Providence  1 

(Maximum... 

76 

64 

78 

79 

74 

68 

65 

61 

62 

70 

63 

85 

73 

^2 

68 

68 

60 

68 

67 

65 

68 

68 

76 

74 

75 

78 

74 

81 

89 

72 

70.7 

(Minimum.... 

53 

50 

.53 

54 

50 

45 

46 

45 

48 

48 

41 

4£ 

58 

50 

65 

57 

55 

67 

66 

58 

60 

60 

60 

57 

53 

67 

52 

54 

64 

65 

53.2 

Conned  iad 

Bridgeport 

j  Maximum.  ■■ 

75 

70 

82 

72 

75 

66 

56 

63 

66 

68 

69 

70 

84 

72 

74 

67 

66 

69 

71 

74 

71 

68 

76 

75 

76 

77 

72 

77 

86 

74 

71.8 

(  Miuimum .... 

55 

46 

5? 

54 

48 

40 

46 

48 

48 

47 

39 

42 

56 

.53 

54 

58 

62 

57 

55 

61 

.69 

59 

50 

52 

52 

52 

45 

47 

59 

61 

51.6 

Cream  Hill 

)  Maximum  . . . 

76 

70 

79 

73 

60 

55 

61 

57 

58 

68 

65 

79 

77 

71 

67 

66 

64 

65 

69 

68 

70 

70 

70 

69 

71 

70 

72 

77 

84 

83 

69  9 

(Minimum  ... 

58 

45 

50 

61 

43 

35 

40 

45 

45 

45 

45 

42 

65 

59 

56 

47 

45 

53 

66 

55 

67 

57 

50 

44 

46 

55 

44 

49 

62 

66 

50.1 

Danbury • 

)  Maximum  . .  ■ 

81 

71 

84 

78 

70 

65 

55 

62 

56 

63 

65 

69 

82 

80 

75 

69 

66 

67 

73 

66 

70 

71 

74 

72 

73 

74 

74 

78 

85 

73 

71.3 

(  Minimum.... 

48 

41 

51 

58 

40 

37 

44 

48 

46 

45 

29 

40 

57 

50 

54 

64 

41 

50 

53 

60 

69 

44 

43 

40 

48 

39 

42 

61 

62 

48.2 

Hartford ' 

SJlf=n.;:: 

78 
50 

73 

48 

84 
53 

78 
58 

69 
47 

67 
41 

53 

46 

64 
47 

51 
48 

47 

66 
35 

67 
44 

85 
67 

79 
66 

74 
55 

66 
58 

66 
54 

57 

74 
57 

66 
60 

75 
61 

72 
62 

75 
64 

76 
51 

76 
48 

76 
65 

74 
45 

78 
62 

89 
61 

71 

58 

72.1 
52.3  1 

Mt.Carmel 

I  M-ixiiiuuii  . .  • 

75 

80 

68 

73 

65 

51 

63 

51 

65 

63 

66 

82 

74 

74 

71 

64 

66 

69 

65 

70 

56 

74 

75 

76 

76 

73 

76 

88 

70 

69.9  1 

(.Minimum  ... 

53 

43 

48 

45 

40 

35 

43 

44 

45 

45 

30 

37 

52 

50 

51 

64 

64 

49 

54 

52 

58 

67 

57 

60 

60 

48 

49 

44 

44 

53 

56 

48.1 

New  Haven  i 

\  Maximum  ... 

76 

65 

68 

67 

71 

61 

54 

58 

51 

66 

61 

64 

83 

69 

69 

66 

66 

67 

67 

71 

70 

67 

77 

51 

76 

77 

72 

76 

88 

72 

69.0 

(Mininmm.... 

51 

50 

52 

57 

49 

47 

47 

48 

48 

49 

40 

49 

56 

55 

63 

65 

57 

54 

67 

55 

58 

60 

59 

67 

54 

64 

59 

52 

64 

62 

59 

53.5 

New  London  

)  Maximum  . . . 

85 

59 

64 

70 

68 

66 

57 

5S 

51 

67 

70 

58 

76 

76 

62 

60 

60 

66 

68 

63 

65 

66 

76 

72 

70 

78 

77 

72 

89 

87 

68.4 

(Minimum.... 

54 

55 

50 

56 

52 

44 

48 

46 

47 

45 

39 

46 

54 

56 

51 

52 

54 

55 

56 

52 

53 

67 

.57 

56 

53 

62 

.^4 

48 

61 

56 

61 

51.9 

Norwalk 

j  Maximum  .  •  • 

77 

69 

83 

75 

73 

64 

55 

62 

58 

68 

65 

70 

86 

75 

74 

71 

68 

67 

70 

70 

71 

71 

70 

75 

74 

76 

78 

73 

77 

88 

73 

71.8 

(Minimum.... 

53 

43 

52 

55 

46 

37 

46 

49 

48 

48 

34 

37 

56 

50 

50 

62 

58 

48 

58 

55 

61 

.59 

59 

47 

48 

49 

50 

41 

41 

65 

63 

49.9  J 

Putnam 

Maximum... 

80 

72 

84 

80 

67 

67 

52 

53 

66 

66 

65 

82 

74 

74 

72 

63 

61 

70 

73 

67 

71 

74 

74 

75 

76 

74 

77 

85 

66 

70.7 

(Minimum.... 

51 

44 

51 

55 

42 

32 

41 

46 

45 

30 

37 

51 

48 

49 

52 

56 

52 

56 

53 

56 

55 

59 

68 

42 

42 

49 

40 

43 

51 

56 

47.9 

Salisbury 

S  Maximum  . . . 

81 

73 

84 

79 

77 

65 

57 

61 

58 

64 

63 

71 

80 

81 

74 

72 

6.5 

62 

69 

70 

68 

76 

73 

71 

69 

72 

72 

73 

81 

83 

74 

71.5 

(Minimum.... 

48 

40 

49 

52 

42 

30 

39 

40 

40 

38 

28 

40 

53 

62 

48 

50 

49 

51 

47 

54 

52 

56 

65 

42 

40 

40 

48 

37 

46 

57 

50 

45.6 

gtorrs  

j  Maximum... 

77 

73 

83 

79 

64 

64 

54 

60 

49 

62 

64 

64 

82 

77 

72 

63 

62 

68 

72 

64 

69 

71 

73 

75 

74 

73 

73 

76 

85 

68 

69.7  1 

1  Minimum.... 

4ti 

46 

52 

58 

42 

43 

42 

45 

43 

34 

64 

50 

53 

55 

66 

63 

55 

54 

57 

67 

58 

64 

48 

48 

52 

44 

47 

65 

52 

n-i\ 

Waterbury 

S  Maximum... 

80 

74 

86 

79 

72 

69 

51 

65 

52 

65 

69 

70 

86 

82 

73 

75 

68 

67 

72 

75 

62 

72 

72 

77 

72 

79 

72 

78 

81 

85 

65 

72.3 

(Minimum.... 

59 

61 

53 

61 

48 

44 

45 

46 

48 

47 

34 

43 

58 

55 

49 

56 

56 

50 

57 

56 

59 

60 

60 

51 

49 

48 

53 

45 

47 

60 

62 

52.2 

Westbrook 

\  .Maxiiiiuni  ... 

82 

65 

73 

70 

70 

67 

57 

69 

53 

69 

62 

65 

80 

69 

68 

67 

60 

6e 

70 

67 

70 

70 

70 

73 

74 

73 

77 

59 

76 

89 

83 

69.7 

(  Minimum.... 

48 

_^ 

49 

J!L 

49 

35 

46 

46 

47 

_^ 

27 

31 

52 

47 

50 

51 

56 

55 

62 

56 

67 

57 

j! 

45 

45 

37 

38 

52 

61 

'47. 6 

Seepage  35  for  explanation  of  rete 

ren 

e  m 

ark 

wvi 

rr 

J8t0 

[1-9-2 

8-42 
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GENERAL,   SUMMARY 

New  England's  weather  during  June,  1942  was  featured  b3' 
the  occurrence  of  torrential  shower^:  over  widespread  areas  of  the 
northern  division  during  the  evening  of  the  14tli  and  early 
morning  of  the  15th.  Centers  of  maxinunn  amounts  and  in- 
tensities were  Grafton  County,  N.H.  and  the  regions  ])ordering 
Oxford  and  Cumberland  Counties,  Me.  Southeastern  Maine 
coastal  areas,  too,  experienced  severely  heavy  showers  during 
the  afternoon  of  the  loth  as  the  storm  progressed  eastward  over 
northern  New  England.  At  Warren,  N.H.  and  Hiram,  Me. 
more  than  six  inches  of  rain  in  six  iiours  fell  during  periods  of 
maximum  intensity.  The  synoptic  aspects  of  this  storm  appear 
rather  complicatetd,  but,  briefly  stated,  the  causes  of  the  high 
intensity  precipitation  lay  in  the  presence  of  two  converging 
cold  fronts;  one  extending  from  northern  Vermont  to  central 
Georgia,  moving  southeastward;  the  other,  from  the  northeast 
Massachusetts  coast  to  extreme  northwestern  Maine,  moving 
southwestward.  The  warm  and  moist  air  between  these  fronts 
was  thus  compressed  and  forced  upward  at  an  accelerated  rate 
of  speed  allowing  for  extremely  rapid  condensation  and  resulting 
torrential  rainfall.  Severe  Hoods  occurretl  locally,  and  there 
were  many  reports  of  washouts  and  damage  to  early  crops. 
Stream  flow  and  storage  water  levels  rose  to  above  normal  and 
BO  remained  to  the  close  of  the  month.  Total  monthly  precipi- 
tation over  the  Section  was  above  normal  except  along  central 
and  south  coastal  areas,  soutliern  Vermont  and  western  Massa- 
chusetts. With  a  sliglit  excess  of  warmth  over  nearly  the  en- 
tire area,  agriculture  was  making  excellent  progress,  and  crops 
and  vegetation  were  well  ahead  of  the  normal  stage.  e.s. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
112  records,  was  64.8'^,  which  is  0.8°  above  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  63.6°;  for  the  southern  division,  66.2°.  The  highest 
monthly  mean  was  69.2°  at  Waterbury,  Conn.;  the  lowest  was 
55.1°  at  Eastport,  Me.  The  highest  recorded  was  96°  at  Wood- 
land, Me.  on  the  r2th;  the  lowe.st  was  30°  at  Ft.  Kent,  Green- 
ville and  Vanceboro,  Me.  and  Bloomfiekl,  Vt.  on  the  1st.  The 
greatest  monthlv  range  was  65°  at  Woodland,  Me.;  the  least 
was  28°  at  Block  Island,  R.  I. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  based  on 
195  records,  was  4.46  inches,  which  is  0.99  inch  above  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  5.20  inches;  for  the  southern  division, 
3.70  inches.  The  greatest  monthly  amount  reported  was  10.88 
inches  at  North  Bridgton,  Me.;  the  least  was  1.60  inches  at 
Hyannis,  Mass.  The  greatest  amount  in  24  hours  was  6.90 
inches  at  Glencliff,  N.  H.  on  the  15th.  The  average  number 
of  days  with  .01  inch  or  more  of  precipitation  was  12,  which 
is  two  above  the  mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  130  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  7.6  miles  per  hour,  which  is  1.1  miles  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged 
52  percent  of  the  possible  amount,  which  is  7  percent  below 
the  mean. 

Cloudiness  was  above  the  mean.  The  average  for  the  Section, 
based  on  143  records,  was  10  clear,  9  partly  cloudy,  and  11 
cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m, 
and  7:30  p.  m.  observations  at  14  stations,  was  80  percent, 
which  is  5  percent  above  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


)S88.... 
1889.... 
18U0.... 
ISill-... 
I892.... 


19:«... 
19:«... 
1934... 
19:i5.  . 
1936... 
1937- • • 
1938- •• 


Temperature 


Precipitatio 


No.  of  days  (all 
New  England) 


2  00 

0 

3,17 

0 

5.3ft 

0 

1.96 

0 

3.21 

0 

ft.  83 

2.84 

2  38 

4.03 

5.23 

3.35 

4.  08 

0 

7.27 

0 

3.28 

0 

3.08 

0 

4.31 

0 

3.70 

0 

3.14 

0 
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CLIMATOLOGICAL  DATA:  NEW  Ex\GLAND  SECTION 


June,   1942 


Climatological  Data  for  June,  1942 


Temperature,  in  degrees  Fahrenheit  j        Precipitation,  in  inches  No.  of  days 


Maine 


Baugortt 

Bar  Harbor 

Brassua  Uamt. 
Brunswick  .... 

Caribou' 

Eastpoil' 

EaslWinthiop. 

Ellsworth  

Eustis  

Faniiiugtou.... 
Ft.Fairliekiii(ne'r) 

Foit  Kent , 

Gardiner 

GreenvilMt 

Hiramt 

Houilon 

Jacknian 

Lewistou 

Machias-' 

Madisoir' 

Miadleaaiii 

Milliuocket3,4  .-.• 

Milo 

Mousehuad^ 

North  ISridgton...- 

Oldtown 

Oroiio 

Fortlandl. 

Presuiie  Isle-.-- -•■ 
RipoffonusDanil",'' 

Rockland 

Runilonl 

The  forks 

Upper  Dam 

Vanceboro 

Winslowf*.  ■* 

Woodlandlll 

For  State     


Penobscot  •  • . 

Hancock 

Somerset  . .  •  • 
Cumberland 
Aroostook... 
Washington  • 
Kennebec  •■• 


Franklin  .  .. 

....do 

Aroostook.. 


Kennebec  ■.  ■ 
Piscataquis.  • 
Cumberland- 
Aroostook  ■  ■  • 


WaslimKloii 

Oxford  ..'•• 
Penobscot  ■• 
I'iscntiuiuis. 


.do. 


Cumljerland. 
.Aroostook . . . 
Pisciitaiiuis.  • 

Knox 

Oxford 

Somerset 

Oxfi  rd 


Washington  . 
Kennebec  .. . 
VVasliington  ■ 


New  Hniiivshire 

Berlin  II 

Bethlehem — 

Concord' 

Dix\  ille  Notch 

Durliam    

Errol||3 

First  Conn.  Lakef. 

Fitzwilluun^  

Franklin 

GlenclilV    

Hampton 

HanoverS 

HllWboro 

Kearsarge  

KeeneS 

Lakeport 

Lincoln2 

Mancliester 

Milan 

Nashua^ 

New  Durhamt^.-- 

Newport  

North  stratfordii. 
PinkliamNotcht-- 

Plymouth 

W    Stewartstown2. 
Wolfboro  Falls- ■• 

York  I'ond    

For  State     ■  -  • 

Mt-  Washingtou-j-t 
Vermont 

Bellows  Falls 

Bennington 

Bloomlieldt 

Brattleboroll'^ 

Burlington' 


Coos 

Grafton  

Merrimack  .  -. 

Coos 

Stralford 

Coos 

do 

Cheshire  

Merrimack  -  - . 

Grafton  

Rockingham  . 

GrafKm  

Hillsboroueh 
Carroll 


Cheshire. 
Belknap  . 


Strafford 
Sullivan  • 
(loos  -  -  -   - 


Cai 


Chelsea 

Cornwallt 

Craftsbury  Com.- 

Dorset 

EastBiirnet^ 

East  Ryegate 

Enosburg  Falls--- 

Gilman 

MaysMillt 

Newtane 

Newport  « 

NorthHeldl 

Rea<lsboro2  

Rocliester^ 

Rutland 

St.  Albans 

St.  Johnsbury 

Searshurg  Mt.2  ... 
SearsbnrgSta-t^.. 


Windham 
Cliiltcnden 
Windsor -- 
Orange-.. 
Addison  •  - 
Orleans. . . 
Benningtoi 
Calr>donia 

do.  .. 

Franklin  . 

Es.sex 

Windham 


Orleans 

Wa.shington 
Benniiigton 
Windsor.   .- 

Rutland 

Franklin  — 
Caledonia  ■- 
Bennington 
Bennington  , 


505 

570 

1,484 


1.  6.50 
10 
603 


1.050 

514 

1,500 


+0.7 

+  1.8 

'+3.'4' 
'+i.'7' 


+2. 


+0.8 
+0.7 
+1.5 


+  1.4 
+  2.0 
+2.0 


-0  6 

"+6'.h 


-o.e 

+  1.8 
+1.7 

+1.1 


+0.8 
+0.6 
i-0.  6 


+3.43 

+4.38 
+  1.75 


+  4.70 
+  3.  95 
+2.  48 
+  0.  6G 
+  1.17 
+  3.50 
+  1.76 
+4.61 
+  3.05 
+  1.93 
+  3.13 
+  3.96 
+  0.89 
+  3.60 
+  1.42 


+  3.91 
■1-2.23 
+3. 22 


+  2. 17 
+  1.12 
+  0.31 
+  1.86 
+0.99 
+0.  33 
+2.  65 
+5.92 
+  0.  09 
+0.29 


+  0.51 
+2.58 
+  1.10 
+  0.82 
-tl.30 
+  3.77 
-0.12 
+0.50 
+  1.17 
+  1.37 
+  0.56 
+2.  40 
-0.  42 
-0.38 
+  1.49 


Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E-  Kamerling 
U.S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 

C  W.  Norswortliy 
G.  E.  Bnclianan 
Samuel  IJ.Soule 
U.  S.  Weatlier  Bureau 

C.  (;.  P.  &L.  Co. 
William  U.  Camming 


M. 


IPP 


Union  Water  Power  Co 
Bangor  Hydro  KlectricCo. 
Great  Nortliern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  I'aperCo.    , 
.June  Howler 
Ralph  F.  Webber 
C.  Iv.  Chadljourne 
Thomas  W.  Clark 
Univ.  of  Maine 
U.  S.  Weather  Bureau 
Me.  iCxpcriment Station 
Great  Northern  Paper  Co. 
Oliver  W.  Holmes 
Charles  A.  Mixer 
Ruth  IJurgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  >fe  Whitney 
St-  Croix  I'aiier  Co- 


Edward  Fenn 
George  E.  Tucker 
U.S.  Weather  Bureau 
Sarah  H-  Gleason 
Univ.  of  N.H- 
Union  Water  Power  Co. 
Conn   Valley  Lumber  Co. 
R.  R.  Ricker 
F.J.  Soutlimayd 
State  Sanatorium 
Frank  K.  Leavitt 
Dartmouth  College 
N.H   Research  Forast. 
Wendell  Lees 
C.  F.  Kobbins 
Arthur  W.  Mar.shall 
Walter  Boyle 
Public  Service  Co. 
Androscoggin  Kes-  Co. 
Pennichuck  Water  Works 
E.  E. Tobey 
H.P.Shppard 


F.  A. 


J.  B.  Dodge 
Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 

U.S.  Hurean  of  Fisheries 


B.  F.  Hydro-Electric  CO. 
State  Fish  Hatchery 
CJeorjiP  L.  Cooi)er 
Raymond  L.  Brown 
U.  S.  Weather  Bureau 
Cen.Vt.P.S.Corp. 
Mrs.  Theo.  G.  Taplin  1tt 
Sarah  E.  1/ane 
Jli^^s  E.  M.  Dustlu 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  F.  Devins  tit 
L.  n .  Pomeroy 
Gilman  Paper  Co. 
Fred  Mav  ttt 
Harold  P.  Grant 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B.  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  44  for  explanation  of  reference  marks 
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Climatolog'ical  Data  for  June,    1042,  «, Continued) 


Temperature,  in  degrees  Fahrenheit '        Precipitation,  in  inches 


No.  of  days 


'-2 


£3 


=i   ill 

llii 


Windham  — 
Windham  — 
Washington. 
Caledonia.... 

Windsor 

Windsor  — 
Windham  ... 

Windsor 

Windham  . . . 
Windsor 


Berkshire  •■ 
}lampshire 
iMiddlesex  ■■ 
Norfolk  .... 

do  .... 

Suffolk 

Worcester  .  ■ 
Plymouth  .. 
Hampden  .. 
Hampshire . 

SufTolk 

Worcester  ■  • 
Middlesex.. 
Plymouth  .. 

Bristol 

Worcester  .  ■ 
Middlesex  •' 

do 

Norfolk  .... 
Worcester  . . 

Essex 

Franklin  ... 
Middlesex  .  ■ 
Worcester  . . 
Barnstable.. 

Essex 

Franklin.... 
Hampden  .. 
Berkshire  ■■ 
Worcester  •• 
Barnstable- 
Essex  

Worcester  •  ■ 
Middlesex  . . 

Middlesex".. 

Bristol 

Plymouth  . . 


Worcester  •  ■ 
Worcester  . . 
Franklin  ... 
Nantucket- • 

Bristol 

Worcester  .. 
Plymouth  •  • 
Berkshire  ■■ 
Worcester  • 
Berkshire  •• 
Hampshire. 
Plymouth  .. 
Worcester  . . 
Barnstable.. 

Essex   

Bristol 

Franklin  -. 
Worcester  -. 
Berkshire... 
Middlesex  .. 
Hampden  .. 
Worcester  .• 
Berkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire . 
Worcester.. 
Hampshire-. 
Hampden  -. 
Middlesex  .. 
Berkshire  ■• 
Worcester  . . 
Berkshire  - 
Worcester  ■  • 
Worcester  ■  • 


Newport 

WashinKton 
Newport--.  . 
Providence 


700 


920 

1.037 

1,650 

•21 

1,050 

10 

25 


+2.2 
+1-4 
+2-1 


+1.6 

'+0-'i 


13§ 


+2.  34 
+  1.6.'i 
+  1.16 
-0-S2 
+0.78 
— 1.«0 
+0  37 
+0-79 


+0-25 
-0.11 
-0-51 

-6.' 72 
+  1.35 
+2.30 
+0.04 
+0.27 


-1.73 
-1.10 
+2-  84 


+0.90 
-0  82 
-0-  -52 
-2.34 
+  0.67 
-1.67 
+0,  10 
-1.57 
+  0-68 
+0.95 
-0-28 
-0.-54 
+0.81 
-0-04 
+  0.22 
-0-01 
-0.29 
-0-54 


—1.09 
+  1.10 
-0.04 
-1.17 
+0.17 
-1.42 
-2.01 
—0.70 
+2.10 
+0.54 


+  1.53 
+0.31 
—1.70 
+  0.13 
+0.93 
+1-46 
-0.41 
—2.04 
—0.80 
+0.34 
-0.  72 
-0.57 

+6.' 48 
-0-05 
+  1.84 
-0.20 


L.  L.  Leonard 
Conn.,  Uiver  Power  Co. 
N.  E.  I'ower  Co. 
Oilman  W.  Ford  It! 
Kvn  li.  Uoubleday 
Civil  Aeronautics  AutU. 
E.  T.  button  tit 
Olcott  Fall.s  Co. 
Walter  Adams  tfl 
Beuton  S-  Plnney 


N.  K.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

State  J)e[)t.  Public  Health 

Blue  Hill  Observatory 

U.  S.  Weather  Bureau 

Mrs-  Loring  H.  Ueed 

City  Engineer 

.State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met-  Water  Works 

Met.  Water  Works 

Fred  A-  Tower 

Joseph  L-  Kelley 

Itichard  (;.  lirigham 

Herbert  B.  Allen 

IT.  S.  Army 

Met.  Water  Works 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  Health 

State  Dept.  Public  Health 

.State  Dept.  Public  Health 

City  Engineer 

State  Dept.  Public  Health 

A.  W.Ladd 

N.  E.  I'ower  Co. 

State  Dept.  Public  Health 

St:ite  Teaoher'3  College 

State  Dept.  Public  Health 

Carl  Bergstrand 

Met.  Wafer  Works 

Es.sex  Company 

Props.  Look.s  A  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  II.  Hoeli;el 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Charlotte  A    Braun 

IT.  S.  Weather  Bureau 

CItv  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Comr.  (if  Public  Woiks. 

State  Dept.  Public  Health 


Met.  Water  Work 

.Javan  D.  Yo'k 

n.  S.  C.G.  Station 

Bristol  Co.  Agr.  School 

N.  E.  Power  (Jo. 

State  Dept    Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

O.  S.  Armory 

Met.  Water  Works 

N.'shit  II.  B:ii]gs 

West  on  K.  Lewis 

Water  Works 

Turners  Falls  P.  >t  E .  Co. 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

T.  F.  Whitbroad 

Stale  Dept.  Public  Health 

W^eston  College 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  College 

State  Dept  Public  Health 

Clifford  L.  Davis 


U.S  Weather  Bureau 
Agr.  Exp. Station 
Agr-  V.xp.  Station 
U.  S.  Weather  Bureau 


Se«  page  44  for  explanation  of  reference  marks. 
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June,   1942 


Climatolog'ical   Data  for  Jur 


lS43,  (Continued) 


Temperature,  in  degrees  Fahrenheit  j        Precipitation,  in  inches 


No.  of  days 


^°     S 


=      3 


se 


ConnecticiU 

Baltic^ 

Baiktianisieaci^i . 
Bridgeport^  ....•• 

BiirlLugtona 

Colchester 

Collinsville2 

Cream  Hillt 

Dan  bury 

Falls  Village^... 

Hartford! 

Lake  Konomoct-  ■  ■ 

Marion 

Mt.  Oarmel 

New  Havenl 

New  London  ••  • 

Norwalk  

Putnam  

Salisbury 

StorrsS 

VVaterbury 

West  brook 

West  n>ir!lan(i2 
Windsor  Locks  • 

For  State-. 


New  London 
Litchfield  ... 

Fairlield 

Hartford 

New  Loudon. 
Hartford  . . . 
Litchlield  ... 

Fairlield 

Litchfield  ... 

Hartford 

New  London. 
Hartford  .... 
New  Haven  . 


do 


New  London. 

Fairlield 

WindhHm.... 
Litchfield  ... 
Tolland 


Ha 


Middlesex 
Han  ford.. 
do.  ... 


+  0.8 
'+6.'5' 


+0.73 
+0.95 
-0.48 


The  Baltic  Mills  Co. 

Water  Bureau,  Hartford 

Bridgeport  Hydraulic 

Water  Bureau,  Hartford 

J.  F.  Bailey 

Edwin  It.  Wilder 

T.  S  Gold 

Danbury  Flying  Service 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

Helen  N  Upson 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Corastock 

Civil  Aeronautics  Auth. 

F.  Hniliman 

Apr.  Exp.  Station 

William  .T.  Pape 

James  Rintou! 

Water  Bureau,  Hartford 

U.  S.  Army 


DATES  OF  MISCELLANEOUS  PHENOMENA 

Auroras. —  22  d. 

Hdlos,  lunar. —  26th. 

Halos,  soUir.—  1st,  22cl,  26th,  27th. 

Hail.  —  (dates  and  general  location) —  18th,  Enosburg  Falls. 
Vt.;  t9th,  Searsburg  Mt.  and  Searsburg  Station,  Vt.,  Concord, 
Mass.;  25th,  Bar  Harbor,  Me.,  Winslow,  Me.,  Woodland,  Me. 

Thunderstorms.—  4-8th,  ll-30th. 

Fog,  dense.—  l-22d,  24-26th,  28-30th. 

Frosts.  —  (dates  and  general  locations  of  last  killing  frosts  dur- 
ing month) —  On  the  1st,  in  limited  areas,  especially  suscepti- 
ble, of  extreme  north. 

Sleet. —  (dates,  division,  number  of  stations  reporting;  N- 
northern  division;  S-southern  division.) —  None. 


Pressure,   V/ind,  Humidity  and  Sunshine 


Amherst 

Block  Island 
Blue  Hill.... 

Boston  

Bnrliusfton  . 

Caribou 

Concord  — 
Eastpoit  .... 
Greenville.. 
Hanover.... 
Hartford  ... 
Nantucket-. 
New  Haven. 
Nortlilleld  .. 
Portliuul...- 
Providonce. 


29. 96 
29.97 
29.  97 
29.94 
29.93 
29.  91 
29.  94 
29.95 
29.  95 
29.92 
29.  96 


29.  95 
29.94 
29.97 


30.30 
30.32 
30.31 
30.34 
30.30 
3(1-  37 
30.34 


30.  .33 
30  31 
30. 33 


29.58 
29.58 
29.59 
29.  58 
29.  58 
29  59 
29.  57 
29.64 
29.60 
29.56 
29.  62 
29.  56 
29,  56 
29.  60 
29.63 
29.  59 


Relative 
Humidity 


^.5 


Daily  Total  Solar  and  Sky  Radiation  Seceived  on  a  Horizontal  Surface. 

Values:  Gram-calorics  per  sq.  cm. 


9      10     11      12      13      14      15      16      17      18     19 


fTotal  Radiation 
lAv.  Cldns.  (0-10) 


439.2 
514.9 


Tenths  of  daily  total  ridiation  considered  in  average. 


Daily  Evaporation  (inches)  and  "Wind  Movement  (miles). 


Massabpsic  Lake     ^  Evaporation       200 
(Manchester),N.H.|^^,i„^l  jio^.ent    15 


Note:  Observations  taken  at  7:30  a. 


EXPLANATION  OF  REFERENCE  MAEKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  avfrages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.    Dcpartnies  of  precipitation  with  15  years  or  more  of  record  are 

''  "     "    -ted  to  a  uniform  3-5-year  period;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.    Refer- 

•■  number  of  days  missing;  for  example.  '  represents  two  days,  etc. 

follows:  Maine  —  Brassna  Dam,  Rorkwood;  Iliram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville;  — 
!«■;  New  Durham,  Alton:  Pinkham  Notch,  Gorhani;  York  Pond,  Berlin;  —  Vermont  —  Bloomfield,  North  Stratford,  N.  H. ; 
Searsburg  Station,  Wilmington ;  Somerset,  Wilmington ;  Vernon,  Shelburne  Falls,  Mass. ;  —  Massachusetts  —  Ashland,  Fram- 
iningham ;  —  Connecticut  -  Cream  Hill,  West  Cornwall ;  Lake  Konomnc,  New  London. 

for  New  England  Power  Co.  T.      Trace,  precipitation  is  le.--s  than  .01  inch  rain  or  melted  snow. 


t    Post-office  a<l<! 
New  Hampshire  —  Jn  -1  1  <-ii,,.,  m,  h  ,   L,i  !,-■,  r 
Cornwall,  Middlebiuj  ;  .Ma;,  >  iii.i,  (.uli.uu.  :. 
ingham;  Blue  Hill,  Miltuu;  Lake  CocliituaU 

tt    Notinchiiled  in  summaries 

*    Precipitation  included  in  that  of  next  measurement.  "    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  monnng 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  t%    Observation  taken  at  l.iio  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.    2  Precipitation  measured  in  morning;  amount  recorded 

is  for  preceding  24  hours  (ending  on  date  enfred).    3  Thermometers  not  supplied  by  Weather  Bureau.    ■*  Precipitation  measured  in  morning  recorded  as  of  preceding  date.     **' 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.       §    Also  on  other  dates. 
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Daily   Prec 

ipitation 

for 

June, 

.942 

Diaiiiage  basin 

Day  of  month 

H 

1 

■2 

3 

•1  »i  '■ 

t|  ,1  . 

10 

11 

12  1  13 

1  '^ 

|,5 

16 

17 

!■» 

19  1  20  1  21  1  2-2 

28 

24  1  25  1  26  1  27  1  28  1  29 

30  1  31 

Miune 
tonsorit 

3arIt;irbor.     .... 

■            :  !'am-.... 

k 

.07 

|'."i4 

J, 

)  .1 

".04 

... 

,J 

.... 

"t. 

....    T. 

•r.    .0- 

1.50   .3( 

'."69 '.ic 
.01  .0' 
.  01 . . . 

8.0£ 
3.5J 

.Oi 
2. 78 
2.3' 

.7" 
2.8t 
2.91 
3.74 
2.9c 

.8f 

l!l^ 
1.88 
.6b 
.73 
.65 
.17 
1.86 

.6- 

.6^ 
.4< 

1.7C 
.04 
.OS 

1.4- 

1    K 

.02 
.84 
.76 
1  .07 
.29 
.21 
.09 
.27 

1 

.16 
.09 
.01 
.14 
.55 
.08 
.02 
.29 
.10 
.12 
.02 
.30 
.89 
.12 
.36 
.38 
.06 
.22 

"."oi 

.07 
.72 
.05 
.96 
.02 
.35 

.06 
.09 
.05 
.21 
.12 
.04 
.15 

.OS 
.11 
.12 

.14 
.11 

.6. 
T 

1        1 

.02 
T. 

■:;■ 

.16 
.01 

1        1 
T    1  T 

".ii 

't. 

T. 

07! 

6  86 

1  Coast 

;  Kounebec 

Andri'seoggin.  .. . 

T. 
'.■44 

.4 
.8- 
.8< 

.20 
■?. 
T. 
.08 
.07 

!■••■ 
'."08 

\.0: 

... 

T. 
T. 

'."6l 
"."is 

".06 

"T." 
.01 
.02 

.37 

.Of 
.45 
.0 
.15 
.01 

"."62 

.07 

T. 

'■6i 

7.65 
6.32 
6.98 

Coast 

.01 
.07 
.09 
.10 

1 

tiirop  ... 

.5 
.5 
... 
.4( 
.7C 
.6t 
.6J 
.Oi 
.7C 
.5t 
.3 
.4« 
.36 
.3( 
.43 
.03 

■."33 
.80 
.4- 
.04 

i?^ 

.05 

... 
.04 
.14 
.29 
.... 

"t"." 

.54 

"oi 

T. 
.46 
.30 
.22 

;2( 

.05 
.02 

V.^ 

"."06 

.02 

'Si 

.0" 

5  4g 

Coast 

7  93 

.15 
.19 
.16 
.18 
.13 
.02 
T. 
.01 
.23 
.14 
.10 
.13 
.46 

"."27 
.13 
.10 
.13 
.70 
.26 

.0 

.95   .2C 

.0811.6,- 

"."6a 

::: 

":62 

.08 
■.60 

".19 

'."24 
.22 

T. 

■'  111 

....do 

St  John 

... 

•  KUnr  )* 

.08    .0-1 

■?  1( 

.46 
1.3 

.84 
.81 

1.1 

1.04 
.12 
.62 
.86 

2.29 
.38 
.34 

1.52 

'.'eo 

1.40 
1.20 
1.34 
.93 

.0: 

.78 
.20 

1.16 
.24 
.10 
.23 
.31 

1.19 

.Oi 
.21 
.23 
.19 
.05 
.08 
.53 
.03 
.35 
.10 
.19 

!l2 

"."is 

.08 

.12 

.16 

4  62 

....do 

Kennebec 

....do 

Saco 

"."ii 

■.07 
.04 

".W 

".oi 

."i^ 

tardiiier 

.4 

"."ii 

3.4- 
1.34 
6.02 
1.04 
3.0c 
2.81 

.52 
1.26 
.23 
3.55 
.05 
.34 
.09 
.20 

'.'.37 
3.70 
1.13 

.15 
2.94 
2.38 

.49 
2.07 

.40 
76 

.05 
.01 

reenviUeU 

"."o- 

.0 

't. 

... 

.61 

5.73 
8  17 

.08 

St.  John 

.... 

.07 
.0; 
T. 

.OS 
.2C 
.01 

'.02 
.22 

T. 
.03 
T. 

T. 

'."is 

.05 
.01 

."62 
.08 

't.' 
't.' 

.02 
"T".' 
"."62 

"."is 
"A3 

.18 
.01 
T. 

.... 

.... 

".'i8 

5  92 

.\ndroscoggin 

T. 

.03 

.31 

6  54 

7.74 
4  46 

Kennebec.   ... 

T. 

■■r".' 

.■29 
.28 

.11 

.Ob 
.7" 
.1; 
.74 
1.07 

T. 
T. 
■l- 
.42 

'.'76 

.0- 

'.'52 
.05 

'.'65 
.07 
.05 

1.75 
3.80 
3.37 

.0; 
5.8! 

1.0- 
1.52 
.10 
1.54 
•■'.  73 

I'li"  '    ' 

Andoscoggin 

Penobscot   

Presunipscot 

'."65 

7  31 

.02 

.04 

5.19 
5.34 

id 

"."64 
.06 
.01 
.02 
T 

."62 
.02 

.2f 

.o; 

'.'62 

"."io 
.01 

'."63 
.02 

.03 

.0 

.06 

'.'06 

... 

■.■5.5 

1.05 
.16 

't." 

'.'62 
.01 

.14 
T 

.20 

.06 

■.■61 

.07 
.18 

.34 

.02 

"."■27 
.08 

"T." 

6  35 

prill  i!iidgtOU... 

Pre.'iimpscot 

Penobscot   

....do 

Coast 

St.  John 

'."08 

■.06 
T. 

.06 
.03 

.10 

.01 
'.'66 

.04 

".'i- 

10.88 

^;r:::,r:::::::: 

4.72 
5.94 
3.17 

,  Damt.. 

Penobscot 

.55 
.45 
.34 
T. 
.44 

'.'54 

T. 

'.'26 

.11 

.6i 

t"^ 

'.'is 
.01 
.20 

.13 

".m 

.28 

".20 
.02 

■-? 

.59 
.01 

.2L 

5  21 

Coast 

.OS 
.01 

.19 

5  92 

Androscoggin 

Kennebec 

.03 

.78 
T.' 

.46 
.29 
.4h 

'.'is 
.02 

.16 

.15 
1.7! 
.79 
.16 
.OS 
.24 
1.41 
1.20 
.43 
T. 
1.78 
.02 
1.23 
1.26 

i.'ao 

.17 
.15 

'.'47 
.73 
1.2f- 

'.'16 
.07 

2.77 

'.'si 

4.21 

.71 
3.52 
1.5h 
1.6b 
2.00 

3.62 

2.88 

L91 
1.08 
3.09 
2.3s 

l.'Sb 
6.90 
1.55 
.40 
3.11 
1.98 

2^40 
3.37 
1.04 
3.42 
4.21 
1.45 
2  39 

.81 
.59 
.35 

1.  23 
.99 

1.91 

.02 

■'io 

.60 
.12 

.29 

.20 

'.'63 
.05 
■|' 

.17 
.24 
.02 

.01 
.06 

T. 

'.'01 

f.' 

■'lo 
■.■oi 

't. 
.1, 

■^oi 

.1( 

".'06 
.01 

3<t!    i.'l 

.19 

.18 
T. 
.02 
.04 

.26 
.13 
1.5S 
.18 
.18 
.30 
.25 
.04 

.02 
.05 
.22 

."."^ 

5  '19 

a 

.17 

"."64 
.39 

.59 
.63 
T. 
.23 
.35 
.55 
.73 
.22 

'.14 
.16 
.02 

;33 

.23 
.14 

.8C 
.01 
.55 
.12 

■."37 
.51 
.36 

iso 

.10 
.60 

.43 

.73 

;55 

.08 

'."n 

.05 
■.'29 
'."12 
'T." 

■'"r." 

.04 
.03 

■:o3 

■    1.5 

St. Croix  ...;:::: 

Kennebec . 

■.03 

T. 
■.'04 

tV 

".■65 

.02 
.06 

■.'03 
T. 
.02 
.03 
T. 
.06 
T. 
.02 

4.40 
4.89 

.^t  Croix 

.05 

'."6i 
.21 

.85 

■.■37 
.92 
.07 
.58 

.62 
.27 
.31 
.05 

i.^si 

.72 
.45 
.05 

't.' 

.02 

.25 
.10 

.13 
.14 
T. 
.17 

.20 
.01 

■'i'-' 

.18 
■.■62 

■t.' 

■.■o;i 

.17 

.05 

.6: 

.0> 
.4. 

.02 

.02 

■r. 

.03 

'.'oe 

.61 

■.■47 
.25 

■.■02 

r 

.08 
.14 

T. 

.04 

:r- 

T. 

■r. 

■.■qo 
'.ii 

.05 
T. 
T. 

'.'23 
.30 

■'!'.■ 

T. 

■.■06 
■.■2s 

5  82 

y.     !!.unpsl,ire 

<'tli''l.-li"in 

oiuoriU   

Connect  icot 

Merriniac  . 

.... 

'.'34 

4.84 
5  36 

bvilk'Notch'... 
mrliiiin 

Androscoggin 

Coast 

Androscoggin 

Couuecticut 

....do 

Merriniac  . 

.'.'.'. 

■•r.' 

5.52 
3  78 

rol-    

rst  Conn.  Laket. 

iwilliara 

iiiklin    

1.53 

'.'62 
.03 

.4r 
't.' 

.03 

'.'i4 

1.91 
.42 
.01 

."65 

'.■.50 
T. 
T. 

.51 

.05 
.07 

.01 

.08 
.23 

;o7 

.12 

■.■35 
.56 
T. 
.28 

■.OE 
.04 

T. 

ioi 

.04 
.03 
.07 

■.■62 

.02 

T. 

■.'is 
■.'64 

■.■21 

.09 

'.'ig 

.10 
■.■64 

.13 

.14 

"."3.5 
.04 

■.■34 
■.■ft 

5.36 

'i'.' 
't.' 

6  38 

incliff 

Connecticut 

Coast 

Connecticut . 

:::: 

•t.- 

T." 

■'i'.' 

'.'48 

.i4 

.41 

.6i 

.10 

liover 

Isboro* 

3  72 

Saco 

Connecticut 

f. 

'.'oi 

■f.' 

T. 

.'69 
■.'62 
.02 

".'62 

.23 
.30 
.15 

■."49 
.33 
.05 

"."24 

!l5 
.30 
.50 
.31 

.34 

■."67 
.29 

.20 
.10 

.10 
.02 
.04 
.04 
.21 
.10 
.08 
.01 
.24 
.19 
.15 
.05 

.10 

.13 
.46 
.09 

.■62 

5.44 
3.74 

,„g 

cohi2 

ichester 

....do 

....do 

■•r.' 

.11 

'.'63 

".u 

.03 

T. 

.07 

".bk 

.02 

ima".:::::::::: 

Merrimac 

...do 

Connecticut 

...  do 

Saco 

Merrimac 

.03 

'.■qs 
'.'oi 

T. 
T. 
T. 

■.'62 

.02 
.15 
T. 
■J\ 
T. 
.15 
.01 

.■63 

.'64 

.06 
.02 
T. 
.05 

.'is 
.02 

T. 

'■0'.\ 
.13 
T. 

•.■60 
.00 

.41 

.02 

* 

35 

.02 

.27 

6.  90 

»Diirham2t.... 

.05 

■.■55 
.05 

T. 

.07 

liofi 
.13 

'.h 

.92 

.02 
."23 

■.■19 
.15 

".oe 

.25 
■.■36 

.07 
■.■10 

'.■qi 

.19 
.02 

'.'ii 

■.■■24 
.31 

■."25 

.14 
T. 

■.■63 

'00 

T. 

■r. 

.60 

"t. 

■.'63 
T. 

'.2b 
.34 

't.' 

;o2 

r. 
■.'ii 

.03 
.08 

T. 

4.13 
4.80 
6. 25 

Stratford' 

kbam  Notch. . . 
mouth 

3.05]  .62 
2.04    .ISj 

Hewartsiown'. 
fboro  Falls.... 
kPond* 

Washingtontt. 
Vf-moiU 
Mows  Palls'. ... 

Connecticut 

3.81 
1.53 
2.  19 

.13 

1.12 
.98 
2.93 

.02 
.07 
T. 

.20 

6.35 

Androscoggin 

Connecticut 

.04 
.07 

.02 

T. 
.20 

2.22 

9.44 
2.81 

ooiniieldt 

C'oniiKcticut 

5  05 

....do 

Champlain 

.12 
■."20 

T. 

■f.' 

.38 

'.".31 

.55 

."67 

T. 
.24 

.41 

".'62 
.80 
.54 
.34 
T. 

1.00 
.21 

.18 
.19 
.87 
.44 
.08 
.97 

-.11 
.15 
.24 
.70 
.55 

i 

.ra' 

■■" 

.02 

T.' 

't.' 

t"." 

"."ie 

T." 

.20 
.02 
.08 
.03 
.34 
.80 
.04 

'."36 

'."62 
.25 

T. 

.05 
1   -J? 
.14 
.35 
T. 
.85 

.411 

.o;j 

;SJ 
1 

.34 

.57 
.41 
.10 

4.4.5 
)•-- 
1.42 
S.IO 
2.20 
.04 
.16 
2.09 

.21 

3.' 78 
2.58 

,'';^.l 

.08 
.04 
.05 

.'15 
T. 
.11 
.07 
.06 
.20 
.03 

.03 
.06 

.46 
.22 
.30 
.43 
.38 
.30 
.12 
.11 
.76 
.08 
.28 
.13 
.32 
.18 
.03 
.20 
.30 
.44 
.12 
.21 
.09 
.25 
.08 
.34 
.11 
.06 
.10 
.10 
.04 
.04 
.09 

■.■31 

.01 
.01 
.  Oil 
.07 

■.14 

■.■20 

T. 

'■i'.' 

.08 
.06 

T. 

."65 

.17 

T. 
.10 

."08 
.24 

'1'. 
■.■69 

"."64 

T. 

.48 

"t." 

'f.' 

■.■65 

■.'6i 

.'63 
■r. 

.05 
.03 

■.'6i 

.25 
.35 

'.■3.5 

.12 

■'i'".' 

T. 

■f.' 

.08 

.'09 
■V. 

:63 

T. 

6.36 
5.19 
5.80 
4.16 
5.91 
6.84 
4  57 

Wtsbury  Com.  . . 

....do 

Champlain 

St.  L,;iwrence 

Cbamplain 

Connecticut 

...do 

Champlain 

"!26 

1.15 
.45 
.95 
.50 

2.96 

2.85 
.70 

3.30 
.85 

1.10 
.08 
.01 

2.00 
.80 
.48 
.73 

2.73 

'.96 
.78 
.47 

U5 
2.88 

.01 
1.78 
2.22 
1.57 

.64 

T. 
■'02 

■f. 
T. 

."6i 

itBarnet' 

It  Ryegatc 

(sbiiig  Knlls.... 

nan 

-r. 

'i' 

■.■is 

.0! 

•I'. 
.29 
T. 

it; 

T. 
."07 

r.' 

.04 

.'35 

.05 

.'oi 

."62 
f  ■ 

."i6 

.25 
."03 

.04 

."6i 

Connecticut 

.06 
.01 
T. 

[44 
.02 

.■55 
.26 
.12 
.12 
.05 
.03 
.02 
.04 
.32 
.06 
.46 

."6i 

.05 
.34 

.'08 
.08 

T.' 
T.' 

4  93 

r-sMiun 

I'fiiue-' 

rDortJJ 

....do 

...do 

St.  Lawrence 

Champlain   

Connecticut 

do 

.'05 

.27 
.07 
T. 
T. 
.28 

.'02 

tV 

T. 
T. 

■'i'V 

M 
.04 
T. 

tV 

.01 
.01 
T. 
T. 

.02 

."58 
.87 
.06 

.'79 
•05 

;o5 
."26 

.05 
T. 

.03  1.20 

151       4J 

.05 

3.71 
2  72 

T.' 

.01 
T. 
.10 

.'lO 
.07 

.08 
.04 
T. 
.04 
.14 
.07 
.02 

.06 

"."6i 

.66 
.59 
.62 

T. 

;b5 

.36 
.09 

'.'is 
."26 

'.'i2 
■'i'".' 

.07 

.02 
T. 

■'i'".' 

.02 
.04 

't.' 

5  68 

thlieldi 

dsboro' 

iiester' 

land 

Albans 

Johiisbnry 

rsburgMt.'.... 
rsbiir?  Station . 
terif-yii; 

Urb.iiy  (near). 

tBnrkeS 

t  Hartford'.... 
te  River  June' 
ingham' 

mington' !!!!!. 

.is 

.13 
.14 
.32 
.01 

."ig 
'.ih 

21' 

T. 

02!     0->.     I4I 

5.02 

T. 

"".62 
.01 
.01 

'.12 

't'.' 

.10 

.11!.... 

90'    T     1 

."63 

2  87 

f." 

.08 
T. 
.03 
.05 
.03 

."6i 

.40 
T. 
1.06 
'1'. 
.11 
.08 
.88 
.48 
.02 

".'so 

.05 
'."67 

.40 
2.42 
2.50 
.40 
.25 
T. 
.24 
.64 
1.90 
.32 
.18 

■;;i 

3  40 

Champlain 

....do 

Connecticut 

....do 

....do 

....do 

....do 

....do 

....do 

■•••^0 

....do 

....do 

'!"do;  '.'.'.'.'.'..'.'.'.v. 
....do 

.'02 
.01 
.05 
T. 

.W 
T. 

.07 
T. 
T. 
.35 
.32 
.40 

.'6i 

.34 

.'24 
.03 

T." 
.02 

T.' 
.10 
.01 
.02 
.01 

.is 

.06 
.02 
T. 
.06 
.05 
.10 

.03 
.05 
.05 
.06 
.03 
.13 

"."io 
■."io 

10 

'.'39 
.02 

"."6i 

5.41 
6.47 

3.27 
2.66 
3.80 

5:43 
5.74 
4.59 

T. 

.75 

4.35 

3.29 

.01 

.09 

.04 

t'.' 

T 

3.75 

.30 

:o5    "I 

2.81 

oodstock 1 

j 

1 

.83 

.01 

3.81 

See  paKe44  for  eipianation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW 

ENGLAND 

SECTION 

■ 

■ 

■ 

June, 

1942 

Daily  Precipitation  for  June,  1942,  (Continued) 

Stations 

Drainage  Basin 

Day  of  month 

3 

1  1     2 

h 

4 

hi « 

7 

1     « 

9 

10  1  11 

12 

13  1  14  1  15 

16     17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29  1  3 

)     31 

Massachufetts 

.02 
.12 

.32 
.10 

.04 

f. 

T. 

'os 

.04 
.14 
.04 
.04 

.04 
.03 
.04 
.01 
.02 
.04 
.05 
.05 

.06 
.06 
.18 
.01 
T. 
.04 

T. 
.21 

.09 

■1?^ 
'J' 

.04 
.21 
.18 

.13 

.01 
.36 

.81 
.70 
.38 
1.02 

.40 
1.68 
2.00 

.29 

.10 
.12 

'.■45 
.  16 
.89 
.42 

■.'62 

;i5 

.18 

.07 
T. 

.02 
1.40 
.87 
.17 
T. 
.04 

t'. 

.72 
.45 
.14 

■.'62 

i'ei 

2.87 

f.' 

.16 
.25 
2.00 
T. 

.69 
T. 
.03 

.14 
.10 
T. 

.17 
.61 
.17 
.18 

.74 

"."08 
.36 

1.'54 

.09 

"."63 
.27 
.55 

"."io 

.12 

l."62 
2.67 

.01 
.35 

.03 
.06 
.05 
.10 
.22 
.05 
.40 
.13 
.05 
.19 
.11 

.'23 
.14 

.27 

'.'26 
.53 

■.'65 
.51 
.26 

'.'ie 

".20 

.06 
.60 
.17 
.01 
.51 
.34 
.47 
.40 
.05 
.10 
.10 
.37 
.29 
.43 
.31 
.04 

4.45 
3.63 
2.86 
4.24 

2.78 
4.24 
6.21 
3.07 
4.32 
4.05 
3.87 
5.57 
4.9S 
2  14 
2.K 
6.43 

Amiierstt 

Connecticut 

Charle' 

T. 

tV 

.34 

'tV 
■r. 

T. 

T. 
.13 
.26 
T. 
.01 

'.'62 
.14 

.6i 

■".05 

.05 
.19 
.78 
.24 
.21 

.05 
.16 
.11 
.2.5 

.09 
.04 
.23 
.03 

.... 

'.'63 

i.'i2 

T. 

.03 
.42 

r, 

.01 

.56 
.67 

Ashland 

■.■57 
.31 
.02 
.22 
.30 

■;66 

.08 
.56 
.37 

T." 

Beechwood*' 

Blue  Hint 

Boston' 

Coast 

....do 

....dp 

.01 

.05 
.02 

■'i'"." ; : 

Brockton 

Coa.st 

Connecticut 

....do 

".32 
.35 

T. 

'.'63 
.03 

T. 

'.'oi 

T." 

T." 

f. 

Cliasterlield" 

^04 

.04 

■."67 
"."67 

.07 

■.'72 
.23 

".'6i 
.02 

T. 
T. 
.09 

.06 
.19 
.08 
.33 
.18 

1.21 

.'09 
2.'44 

Clinton^ 

Merrimac 

....do 

T. 

T. 

'.'36 

.25.. 

Fall  River 

Fitc'hburg 

....do 

Merrimac  

.07 
.02 

'.'61 

.15 
.35 

Framiiigliam 

....do 

Charles 

T. 

■."64 
.04 
T. 
.02 

i 

'aI 

.27 
.05 

!ot 
'.'64 

.01 
.03 

.05 
.01 
.05 
.02 

.62 
.14 
.03 

".W 
.02 
.08 
.02 
.01 

.'02 
.03 
.02 
.10 
.17 
T. 
.01 
.02 

t. 
.05 
.09 

.12 

.14 
.35 
.15 
.02 
.10 

tV 

.17 

t. 

.04 
.22 
.05 
.15 

T. 

.08 
.39 
.52 

t. 

.25 
T. 
.01 
.10 

.■42 

.45 

i.67 
.11 

'.'ie 
.10 

.36 
■.•65 

T- 

■i'V 

.03 

■i'V 

■65 
'os 

i.i2 

.76 
L50 
.36 

'.OS 
.59 
.12 

T.' 
.72 

i.'79 

.95 
1.01 
1.22 

.02 
.90 

■.'11 

1.'32 
1.34 
.38 
,39 

.20 
.21 

.18 

1.11 

■.'67 

'.'62 

.86 

.74 
1.95 

■.'10 

.11 

21 

.11 

.07 
.10 
.15 
.01 
.07 
.27 
.24 
T. 
.20 

% 

.27 

.'28 
T. 
.15 
.48 
.45 
T. 
.02 
.47 
.21 
.32 
.47 
.15 

'.'06 

.49 

.27 
.01 
.35 

.18 

T. 
.04 
.42 
.22 
.27 

■."io 

.22 

.18 
.07 
.37 
.22 
.06 
.27 
.05 
.11 

'.■57 

'.i7 

.03 
.11 
.46 
.41 
.26 
.36 

'.'07 
.18 
.05 
.34 
.34 
.85 
.28 
.11 
.04 

.04 

.28 
.22 

3.47 

11 
3.0£i 
5.2£ 
3.0ii 

2.8f 
2.2f, 
4.  6( 
2. 4;:, 
4.  K! 
1.6( 
4.  3< 
5.0'. 
3.1; 

2.7',: 

4. 1; 
3.4- 
3,3: 
3.4i 
3.5;: 
3.8- 
3.3, 
1.63 
2.0( 
4.  4S 
3.81 
3  3.'! 

Franklin'* 

Connecticut 

(;oast 

Merrimac  . 

.07 
.25 
.16 
.25 
.60 
.19 
.24 
T. 
.02 
.09 

.'21 
.08 

.08 

.81 
.63 
.17 
.38 

.07 

.02 
.39 
.01 

1.55 

'.■52 

.72 

'.'oi 

.66 

'ei 

.09 
".06 

".si 

1.22 
.23 

'.'oi 

.96 

i'.'io 

.24 

.02 
.17 

f.' 

■48 

1.42 

't" 

.82 

2.'43 

1.14 

■.'65 

I'.Si 

.56 

T.' 

■.■33 

'.■96 
.70 
.02 
.02 

T.' 
T. 

'158 

■.'67 
2.67 
.83 
.89 

.08 
.14 

■.'65 
T. 
T. 

'.'61 
.15 

.27 

■.'64 
.13 

"."64 

"."65 

.02 

T. 

t. 

't.' 

.09 
.03 

.02 

1.33 
3.01 
.02 

Hardwick" 

Connecticut 

Coast    

Merrimac 

Connecticut 

....do 

....do 

„-do 

.21 

■32 

.62 
.07 

.03 
.14 
.12 
.06 
.22 

'.'55 
.16 
.12 
.30 
.01 
.15 
.04 
.04 
.12 
.02 
.18 
.04 
.04 
.28 
.02 
.06 

■.'is 

.05 
.45 
.16 
.29 

.70 

."62 
■.'65 

"t." 

't. 

.15 
T. 

"."63'; 

Haverhill 

.06 

!39 
T. 

.34 
.03 

.68 

!02 

■.'64 

Heath** 

.02 

.15 
■.'69 

.02 
.01 
T. 

T. 

i.'si 

'.'68 

t" 
.12 

't. 

.74 

2.'i4 
■.'97 

'.'06 
1.48 
.08 
.04 

'.'■72 

■.'69 
.01 

.97 
.04 
1.70 
1.98 
.21 
.75 
T. 

HoosacTunnel^... 

.... 

T. 

T. 

■."63 

.... 

■f. 
"."06 

".m 

"t." 
.10 
.21 

.92 

"."52 
.17 

".'oi 

".15 
.86 

.10.. 
■."6i ; : 

■.10.'; 

■."is!." 

.01 .. 
■.■63 '. '. 

Ipswich*' 

....do 

Merrimac  . 

'.Oi 

.37 
'20 

.01 
.30 

T. 
.06 
.12 
.30 

'iis 

Charles 

.28 

Lowell 

....do 

T. 
.06 
.07 

'02 
.07 
.22 
.05 
.03 
.02 
.05 
.02 
.03 
.41 
T. 

...do 

...do 

Charles 

Biackstnne 

Connecticut 

Coast 

...  do 

.'61 

.'oi 

Middleton 

.07 

.04 

L15 

.22 

.05 

.44 
.03 

Montague  City^  . 

T. 

.04 

t. 

■.■22 

.27 
.30 
.16 
.07 
.15 

'.19 
.17 
.20 
.07 
.01 

".■44 

Nantiicketl 

New  Bedford   .... 

.14 
.69 

■.'62 

.06 

.'03 

tv 

T. 

■.'26 

T. 

T. 
'1'. 
.32 

".is 

.01 
.60 

■."63 
.02 

.06 

'.'21 
.49 
.09 

'.■59 
.22 

■I' 

Nortlibridge**. 

Blackstone  

Coast 

Connecticut 

do. 

.05 

.'47 

.08 
T. 
.46 

Pembroke** 

T. 
"."76 

T. 
.13 

.01 

t. 

■t." 

Petersham      

.29 
.03 

'.'20 

.46 
.25 
.83 
.30 

.32 
.10 
.30 
.31 
.67 
.44 
.19 

.05 

4.3'' 
2.4. 
2.  7'. 
2.6' 
5.  7; 

Pittslield"'!. 

Housatonic 

Connecticut 

Coast   

.25 
1.29 
.28 
.81 

'.0\ 
.35 

T. 

.39 
.05 
.19 

Provincetown 

Coast 

....do 

do 

Rookport 

Segreganset 

ShelbnrneFalls^.. 

Connecticut 

.03 
.16 

.58 

.19 
.06 
.01 
.03 
.02 

.17 
■[■ 

.04 
T. 

.08 
.01 
.23 

.04 

i^ 
.04 
.18 
.03 
.05 
.01 
.03 
.10 
T. 
.01 
T. 
.05 

.04 

.07 
.01 

.02 

'.'6i 

T.' 

.'oi 

.01 

tV 

.05 
.03 

t. 

T. 

.07 

!08 

■63 
.01 

■.oi 

.02 

.27 
.15 
.06 
T. 

.20 
T. 

'is 

.18 
.21 
.02 
.05 
T. 

"Ai 
.i? 

T. 

.29 
.02 
T. 
.37 

'.'82 
T.' 

'.'83 
".'06 

'oi 

T. 

.76 

T. 

■.'06 
T. 

:.'' 
.02 

.16 

.08 
.27 
.04 
.06 
.51 

'."63 
■.■36 

'.'20 
'.'12 

.01 
.73 
.66 

.58 

.10 
.03 
.01 
.09 
.18 
.08 
.08 

^^ 
.40 
.58 
.52 

■56 
.80 
.92 
.68 

T.' 
■.'65 

.02 
.75 
.41 

.71 
.54 
.02 
.48 
.79 
.90 
.03 
1.13 
1.12 
1.80 
.63 
.07 
.48 
.45 

.30 

'.'is 

.58 

■62 
■.'69 

.70 

"oi 

.'47 
1.18 
.12 
.18 
.35 
.11 

■30 

■.'62 
T.' 

'.'60 

.16 

■.'29 

'.'69 
T. 
.21 

.74 
1.81 
.35 
.14 
.08 

'.'56 
T 

.05 
.92 
1.-5 
.61 
T. 

1.'92 
2.01 

3.00 
.20 

T. 

';36 

'62 

;3i 

.27 
']'. 
.80 
.17 
.06 

1.41 
.23 
.23 

3 '08 

2.55 

2.'i2 
2.63 

.'08 
.03 

'.'7i 
'.'57 

".92 
.01 

.'is 

L62 

2.' 50 
.04 

2.06 
.70 

::^ 

.05 
.16 

■.'i4 

'.'65 
1.57 

'.'6i 

.95 

■.16 

.'6i 

't'.' 

".'oi 

'.'62 
't.' 

'.'69 
.15 
.13 

.06 
.14 
.07 
.04 

■.■69 

■.'65 
.08 
.40 
.09 
T. 
.09 

.18 
.41 

■'23 

'i'.' 

T. 
.10 

■^oe 
■.'si 

't'.' 
.02 

.04 
T. 

.61 
.02 
.17 
.09 
.34 
.45 
.01 

■."6i 

.09 
T. 
.15 

'."29 
'Ai 

T 

.42 

iis 

.88 
.11 
.13 
.30 
.54 
.30 
.IS 
.01 
.09 
.12 
.80 
.18 
.48 
.06 
.32 
.30 
.24 
15 

.05 

.06 

'.■56 
.19 
.05 
.32 
.14 
.45 
T. 
.29 
.13 
.55 
.37 
.18 
.25 
.04 
.61 
.25 
.18 
.10 

.83 
.43 
.32 
.28 

'.'08 
.20 

'.'37 

ij4 

;i5 

.45 
.45 
.51 
.18 
.20 
.24 
.29 

'.'82 
.67 
.66 
.36 

.05 

.17 
.42 

■.'24 
"."62 

"."io 

.15 

".■59 
.80 

".'35 
.01 

T. 

"t.' 

.47 
.96 
T. 
.59 

■.'55 

■.'60 
T. 

T. 
.03 

■.'08 
.31 

T. 
.65 

.20 
.17 

'.'26 

".'is 
"t." 

.09 

"t." 

.02 

"t." 
t. 

".'22 

'.'64 
T. 

.'.^^ 

'."69 

"t." 

.54 

't.' 

'.'oe 
"oi 

'.'03 

.04 
.20 
.10 
T. 

.'22 
T. 

.io 
'.'63 

T. 

■.■29 
.16 
.61 

5.1: 

Ii 

4.7 
5.2, 

4.1' 
1.8 
2  4 
3. 8 

2.3: 

4.f 
4.C, 

■■s':^ 

3.^ 

], 

2.e 

2.'. 
3.- 

11 
3.Ci 
6.  J 
2.1 
5.^ 
5.: 

2.( 

4.; 

4.1 
2.! 

South  Egremont** 

Housatonic 

Coast 

Connecticut 

i.'eo 
"."oe 

.22 

.28 
'.■47 

'.'24 

Springfield 

Sterling 

.68.... 

Stoekbridge 

Swarapseott 

Housatonic 

Coast 

.25 

.58 

'.2y 

.38 

■.'35 
.24 

t. 

.40 

■.is 
'.'29 

.19 
.22 
.34 
.23 

.37 
.68 
.20 
.81 

]76 
.54 
T. 
.63 
.85 
.20 
.40 
.37 
.20 

'.\l 
.76 
.67 

'.11 
.16 

.56 

■!62 

...do 

Connecticut 

.14 
.03 
.14 
.10 
.22 

T. 
.06 
.05 
.03 
.34 
.09 

Turners  Falls 

'.'65 
T." 

■.'65 

T. 

'.'64 

.03 
'.'61 

"so 

.01 
.05 

Webster** 

Blackstone 

WestCumraington 

Westlield** 

Weston 

Connecticut 

....do 

.06 
.04 
■."54 

■.'i2 

1.21 

.07 
'.'64 

t. 

'."33 

.05 

".'67 

'.'67 
'.'06 
T.' 

t. 
t. 

■f. 
.07 

t. 

".'28 

'.'.'.'.  "t 

wis  tous'', :::.:: 

We5t  Rutland 

Connecticut 

....do 

Hudson  . 

.48 
.15 

.02 
.04 
.16 
.10 
.06 

.07 
.10 
.10 
.02 

.18 
.83 
.08 
.30 
28 
.29 
.47 
.21 
.50 
.09 
.21 
.26 
.05 
.01 
.11 
.19 
.11 
.47 
.07 
.12 
.12 
.50 
.40 

Williamstown 

T. 

■35 

.06 
.21 
.21 
.10 

.07 
1.30 
.52 
.94 
.54 
.96 
LI3 
.42 
L67 
.17 
.45 

■9.5 
.37 
.41 
.53 
.50 

1.58 
.25 
.28 
.44 

1.40 
.11 

.01 
.06 
T. 

T. 

Blackstone 

T. 

.07 

T°^ 
T. 

.'6i 

.'i2 
.21 
.01 

.13 

Jiho'ie  Maud 
Block  Tslaudl 

.09.. 
.20.. 
.03.. 

Kingston 

....do 

...do 

....do 

Thames 

Connecticut 

Coast..-    

Coast 

Connecticut 

Housatonic 

...do 

Housatonic 

Connecticut 

Providencei 

'.'62 

'.'6i 

T. 

Connedicitl 

T.' 

T. 

tV 

■.'04 

".■64 
T. 

■.'06 
'.'28 
'.'20 

Barkhamstcad^  .  .. 

Bridgeport 

Burlington'' 

Colchester  

Collinsville^ 

Cream  Hint 

Dan  burr 

Falls  Village 

Hartford  l 

'.'62 
T. 

'."6i 

.05 

.01  .. 

■.■71 '.'. 
".53'.'. 

T. 

T. 
T. 

"t." 

f.' 

'.'is 
'.'62 

.02 
.02 
.04 
T. 
.20 

.20 
.10 
.06 
.01 

.'26 

f. 

'.'os 

.50 
T. 

'.'78 

f. 

T. 

tV 

tV 

T. 

.12 

T. 
T. 

".'ii 
"."56 

t."  '.'.'. 

".55'.'.'. 

't."  ;;; 

.04... 
.05... 

3.t 

2.; 

2.t- 
4-'l 

6.; 

3.; 

3.' 

2 

4. 

6. 

...Coast 

...do 

....do 

....do 

Thames 

Housatonic 

Willimantic 

T. 

■.■qs 

New  London  

■;o5 

■.■76 

Norwalk  

.07 

tV 

'.'io 

Salisbury 

't." 

T. 

.051  .07 

.osL.. 

.79 
.71 

■.'63 

Westbrook  

West  Hartland^ .  . . 
Windsor  Locks.... 

...do 

Connecticut 

....do 

T. 

.01 

.82 
.20 
.04 

xplaiiation  of  refere 

nee  marks. 

See  page  44  for  e 
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Daily  Temperatuies  for  June,   1942 


4  I 

5 

6  1 

7 

J 

64 

J 

72 

4i) 

44! 

,V> 

fiol 

r<i 

fi-il 

4fi 

46 

5'2| 

.')4 

fi.S| 

6l> 

69 

-•2 

47| 

50 

4,) 

52I 

9  j  10  I  11  I  12  I  13  I  14  I  15  j  10  j  17     18 


l-l 


Mai. 

»ang"i- 

i&r  Hail'or^ncar)  . 

JaiibouU 

tastport ' 

i^niiingtou 

rortKeot 

Jardiiier 

Jreenvillen 

loulton 

iBwiston 

ladison 

lillinocket 

tmth  Biiagton 

Hdtown  

'ortliiul  • 

TesiiUf  Ule 

u<  Dam  .... 


.  S  Maximum  • 

(  Miiiimnin-. 

\  Mrtximuni . 

■'  )  Mi!iini\im.. 

\  .Maximum  . 

•  iMi.iiiiiuui.. 

*  Maximum  . 

■  (  Minimum.. 
S  Maximum  ■ 
\  .Minimum.. 

. .  j  Maximum  ■ 
)  Minimum.. 

,.  j  Maximum  . 
I  Minimum.. 

*  Maxin\uni  . 
(  Miuinuim.. 
\  .Maximum  . 

■  t  Minimum.. 
, .  \  .Muxinuim 

\  .Minimum.. 
..  {  Maximum  ■ 

i  Minimum.. 
.  J  Maximum. 

(  .Minimum.. 
,.  j  Maximum  . 

(  Minimum.. 
.  )  Ma.ximum  . 

(  Minimum.. 


1  Maximum . 

Minimum.. 

-Maximum  ■ 

.Minimum.. 

Ma.xinium  . 
'  Minimum  ■■ 
I  Maximum  . 
'  Minimum.. 

Maximum  . 

Minimum.  ■ 

Ma.Kimum  . 

.M  illinium  ■■ 

Maximum  . 

Minimum.. 


Xew  Hampshire 

j  Maximum  . 

imum.. 

Maximum  • 

inimum.. 

yi *  Maximum  . 

(  Minimum-  ■ 

1     )  Maximum  . 

(  .Minimum.. 

■  n'ticut  Lake  ||  \  -Maximum  . 

i  .Minimum.. 

Ma: 


j  Ml 
JMi 


Inkliam  Notcli 


\  Ma: 

)  .^l inimum.. 
)  Maximum  . 
(  Minimum 
j  Maximum  . 
(  Minimum  . 
j  -Maximum  . 
(  Minimum.. 
)  Maximum  • 
(  Minimum.. 
j  Maximum  • 
(  Minimum.. 
\  Maximum  . 
i  Minimum.. 
j  Maximum  • 
I  Minimum-. 
\  .Maximum  . 
( Minimum-  - 
\  Maximum  - 
(  -Minimum.. 


j  Maximum  • 
(  Minimum-. 
(  Maximum 
\  Minimum.. 
)  Maximum . 
(  Minimum-. 
j  Maximum  - 
i  Minimum.. 
S  Maximum  ■ 
(  Minimum- - 
J  Maximum  . 
)  Minimum. - 
j  Maximum  . 
\  Minimum-  - 
j  Maximum  . 
(  Minimum-, 
j  Maximum  . 
(Mi 


Falls j  Maximum  . 

i  Minimum-. 
:  )  .Ma.vimum  . 

/Mi   ■ 


*  Minimum -- 
(  Maximum  . 

(Minimum.  - 
)  .Maximum  . 

I  Minimum-. 


70i  66 
361  44 
71!    72 


55     5-il     61      55'     73 


501 
64  [ 

471     50 


60  .. 
50|  50 
64 


50J    53 
661     61 


55! 

6b     73 
53 


881    911    92     91     72 
49i     54;     65     62     59 


79I    85| 


79  8-5 
50  39 
77     82 


851     «4 
55!     611 

89      891 


91 

521 
93  92 
52  65 
89     91 


59  57 

54  51 

57  54 

52,  51 


40:     36      50      59 


48,     50      58      68: 


6S 
62 

58 
56 

53 
54 

47 

47;     47 

92 

81 

71 

67 

67 

51 

87 

83 

71 

(Wi 

6(1 

50 

W 

79 

64 
89 

59 

70 

52 
62 

e    62 
-    75 

65 

91      78 


46! 
751 

48!     52 


75.3 
50.8 
70.2 
51.2 
72.9 
51.3 
62.9 
47.8 
77.3 
50.5 
76.5 
50  4 
76.6 
61.1 
74.0 
48.8 
77.0 
52.0 
75.4 
55.3 
76.1 
51.5 
76.4 
51.9 
76.7 
51.9 
74.9 
54.1 
72.6 
52.2 
75.6 
51.7 
75.9 
52.8 


64.1 
74.9 
49.9 


76.1 
49.7 
74.2 
52.8 
77.2 


48.3 
75.0 
54.4 
71.2 
51.9 
75.7 
52.7 
77.0 
52.2 


55.0 
74.4 
-■ie.l 


74  0 
56.2 
78.8 
51.0 
76.1 
50.2 
77.4 
.55.  2 
73.0 
52.  0 
72.7 
51.9 
75.  1 
.51.8 
73.6 
54.2 
74  1 
50.7 

53.'  6 


I  page  44  for  explanation  of  referenoe  marks. 
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June. 


B 


Daily  Temperatures  for  June,  1942,  (Continued) 


)  Mai 


iinum.. 
I  Maxiniuii)  . 
'  Minimum 


Massdc/iiisetts 


East  Warehamll 


Fitchliuig  ... 
Fort  Devens  . 
Framingham 


\  Maximum  .. 
)  Miuimum... 
)  Maximum  .• 
I  Minimum.... 
I  Maximum  .  • 
I  Minimum.... 
<i  Maximum  .. 
)  Minimum... 
)  Maxinmm  .. 
(Minimum.... 
\  Maximum... 
(  Minimum  — 
)  Maximum  ... 
(  Minimum  — 


\  Max 
(  Mini 
)  Wax 
(Ml    " 


Gloucester  . 


I  MiuimiuD  — 
I  41  ax i mum  ... 
I  Minimum 

Tiovprhill  (Maximum... 

H^'"''^'''" I  Minimum.... 

Ilyannis 

Lawrence 


Nantucket  1... 
New  Bedford  . 

Pittsfleldll 

Plymouth 

Provincetown . 

Springfield 

gtockbridge . . . 
Swampscott. .. 


(Mi 

S  .Maximum  ... 
(  Minimum  — 
S  Maximum  . . . 

Maximum  . . . 
(  Minimum  — 
i  Maximum  . .  ■ 

(  Minimum 

S  Maximum . .. 
(  Minimum  ... 
S  Maximum  •  ■ . 

(  Miuimum 

\  Maximum  . .  • 

(  Minimniu 

(  Maximum  . .  • 
(  Miuimum  — 
(  Maximum  ... 
(  Minimum  — 


jM; 
(  M 


Tauuton 

West  Cummington 


nimum 

Maximum  .  ■• 
Minimum  — 
Maximum  . 

Minimum 

Ma: 


(Minimum  — 
Williamstown j  ^f^/™^™  • " ' 


Mode  Jfland 

j  Maximum  ... 

(  Minimum... 

j  Maximum  . . . 

'  (  Minimum  — 

Portsmouth j  Muu^um .  '■  '■ 


Block  Island  ' 
Kingston..   . 


ConneduMt 

Bridgeport 

Cream  HiU | 

Danbury j 

Hartfordi | 

Mt.  Carmel | 

New  Haven  i j 

New  London j 

Norwalk j 

Putnam j 

Salisbury j 

Storrs i 

Waterbury j 

Westbrook j 


Maximum  .  • 
Minimum... 
Maximum  . . 
Minimum  .. 
Maximum  .  ■ 
Minimum... 
Maximum  . . 
Minimum... 
Maximum  . . 
iMiuimnm  .. 
Maximum  . . 
Miuimum... 
Maximum  ■ . 
Minimum... 
Maximum  •  ■ 
Minimum... 
Maximum  . . 
Minimum... 
Maximum  .  ■ 
Minimum... 
Maximum  . . 
Minimum... 
Maximum  . . 
Minimum... 
Maximum  .. 
Minimum- .. 


Day  of  month 


«      4.j 


5R     49 
76 

54|     48 


13     14     15 


58; 


76 

56 
75 

55'  521  50 
801  74i  75 
65!  56.  54 
82  i  75i  76 
64  61  56 
76      77      76 


5!lt     50     50 


57      54      51 


48 
78  86 
53      55l     63 


53 

57 

76 

71 

50 

5( 

75 

75 

46 

41' 

74 

75 

Seepage  44  for  explanation  of  reference  marks. 


W.  B.  BoBton-10-26- 
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NEW    ENGLAND    SECTION 


Q.  H.  NOYES 


Vol.  LI  v. 


Boston,  Mass..  JULY,   1942. 


No.  7. 


GENERAL  SUMMARY 

Weather  conditions  in  New  England  during  Jul}',  1942  con- 
tinued generally  beneficial  to  agricultural  interests.  The  month 
was  slightly  cooler  than  normal  and  rainfall  was  generous  ex- 
cept in  portions  of  northern  Vermont,  the  upper  Connecticut 
Valley,  and  in  central  and  northern  Maine.  Centers  of  espe- 
cially large  monthly  totals  were  Manchester,  N.  H.,  Adams, 
Mass.,  Lake  Cocliituate,  Mass.  and  Salisburj',  Conn.  Major 
portions  of  total  monthly  amounts  fell  during  the  first  week  and 
after  the  26th.  At  the  clo?>e  of  the  month,  the  condition  and 
advance  of  most  crops  and  vegetation  were  favorable,  although 
the  Aroostook  potato  crop  was  badly  in  need  of  rain,  with  rust 
and  blight  spreading.  Water  storage  levels  continued  above 
|iiormal  throughout  the  month,  and  soil  moisture  was  ample  ex- 
cept in  the  areas  of  low  precipitation.  Temperatures  were  pre- 
dominantly subnormal,  and  periods  of  oppressive  heat  were 
noticeably  few  and  brief.  Of  thunderstorms  occurring  in  the 
Boston  and  eastern  ^Massachusetts  areas,  those  of  tlie  6th,  14th 
and  28th  were  noteworthy  for  their  spectacular  and  damaging 
nature.  e.s. 


Tl 
115 
past 
sion 
vnon 
59.6 
bury 
and 
9Sth 


.Mn-~. 


TEMPERATTTKB 

le  average  monthly  temperature  for  the  Section,  based  on 
records,  was  68.4*^,  which  is  0.7°  below  the  mean  for  the 
55  years.     The  average  temperature  for  the  northern  divi- 
was  66.8°;  for  the  southern  division,  70.2°.     The  highest 
thly  mean  was  73.4°  at  New  Haven,  Conn. ;  the  lowest  was 
°  at  Eastport,  Me.  The  highest  recorded  was  96°  at  Water- 
■,  Conn,  on  the  14th,  Cornwall,  Vt.,  Fort  Devens,   Mass. 
Westfield,  Mass.  on  the  19th,  and  Cavendish,  Vt.  on  the 
;  the  lowest  was  86°  at  Fir.-^t  Connecticut  Lake,  N.  H.  and 
!~et,  Vt.  on  the  9th,  and  Kearsarge,  N.  H.  on  the   lOth. 
■•^atest  monthly  range  was  55°  at  Kear.sarge,  N.H.,  Cav- 
il, Vt.  and  Chelsea,  \'t. ;  the  least  was  26°  at  Nantucket, 


PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
199  records,  was  4.32  inches,  which  is  0.57  inch  ai)Ove  the 
mean  for  the  past  55  years.  The  average  precipitation  for  tlie 
northern  division  was  3.36  inches;  for  the  southern  division, 
5.50  inches.  The  greatest  monthly  amount  reported  was  8.28 
inches  at  Salisbury,  Conn. ;  the  least  was  0.82  inch  at  East  Rye- 
gate,  Vt.  The  greatest  amount  in  24  hours  was  4.12  inches  at 
Sali.'^bury,  Conn,  on  the  2d.  Tlie  average  number  of  days  with 
.0!  !  ch  or  more  of  precipitation  was  12,  which  is  1  above  the 
:  tor  the  past  55  years. 


KiiitATA:  Annual,  1941  Climatological  Data,  Presque  Isle,  Me. 
\ugust  temperature  departure  should  be  -2.9;  June,  1942  Cli- 
natological  Data,  Amherst,  Mass.  mean  temperature  should  be 
'►7.6. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  126  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  7.5  miles  per  hour,  which  is  0.6  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged 
58  percent  of  the  possible  amount,  which  is  3  percent  below 
the  mean. 

Cloudiness  was  flightly  above  the  mean.  The  average  for  the 
Section,  based  on  136  records,  was  11  clear,  11  partly  cloudy, 
and  9  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m. 
and  7:S0  p.m.  observations  at  14  stations,  was  81  percent, 
which  is  3  percent  above  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshiie,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 


1898... 
1899... 
1900... 
lyni... 

1902... 
1903... 
1904... 
190.5... 
1906... 
1907... 
1908-.. 
1909 • • • 


Temperature 


1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

192.5 

1926 


No.  of  days  (all 
New  Eii<;laii(l) 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,   1942 


Climatolog:ical  Data  for  July,  1942 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches  No.  of  days 


^5 


05       OJC 


Maine 

Baiigurn   

Bar  Harbor 

Brassua  l)amt2. 

Brunswick  

CaribouU 

Eastpon' 

KastWiiitlirop. 
Ellsworth  


Penobscot ■  ■  • 
Hancock  .  ■  • . 
.Soniursot  . .  • . 
Ciiuiberland 
Aroostook  •  •• 
Wasliiiigton  • 
Kennebec  ■  • 
Hancock  . ..  • 
Franklin  .... 


faniiniKt 


do. 


j|<l  (ne'r) 

Fort  Kent 

Gardiner 

GreenvilleU 

Hiramt 

Houiton 

Jackiniin 

Lewi.ston 

Mncliia.s'.i 

Madlson^i 

Miaai^aaiu 

MillinocUeL-',^ 

Milo 

Mooseliead  '^ 

North  liridRtoii... 

Oldtown 

On.no. 

Porthind'. 

Presdue  IsU 

Ril.Oiicnusl)niu3t4 
Rockhuid  ...     ... 

RiinUord 

T!io  Forks2 

Upper  Dain 

Vanceboio 

Winslo-vt^.4 

Woodlandll 

l''or  State     ... 
Tfeio  llam'Oshire 

Berlin  ||2... 

Bethlehem   ■  •■ 

Concord' 

Uixville  Notch^  .. 

Durham    

J?rrol3   

-first  Con n.L'ketll 

.S'lt/.tvilliatn^  

■Franklin 

^lenclill^ 

ilanipton 

HanoverS 

Hiilshoroll^ 

Kears:irge   

Keene^  ■• 

Lakeporli; 

Lincoln-. 

Manchester 

Milan       

Nashnall-, 


Somerset 

.\ndroscoggin  ■ 
U'ashinfrton  ... 

.Somerset 

Oxford 

Penobscot 

i'iscataquis. .. . 

Somerset 

Cumlicrland... 


(Unnberhind. . 
.\ro(istook  .. .. 
Piscataciuis... 
Knox 


Wasidni?tou  . 
ICennehec  ... 
Wiisliington  . 


RockinghHm  . 

(irafton  

llillslx.i-ough 


New  Dnrhamt^    ... 

Newport^ 

Noith  slratfordii.. 
PinklKimNulcht-.- 

Plyinoulli 

W    Slewaitslown^. 
Wolfhoro  Falls-.  ■■ 

York  i'ond2 

For  State     -  -  •  • 

Mt.  WasliingtouJt 

Vermonl 


Clielsca 

Cornwallt 

Craftsbury  C^nm. 

Dorset 

Eastlinrnet^ 

East  Ryegate2.  .. 
Eiiosl)nrg  FhII-j-- 

Gihnaii  

MaysMillT^ 


Newport  XX 

North  Held  1.... 
Readsboro^     -.. 

Rochester^ 

Rutland 

St.  Allians  • 

gt..Tohn.sbnry..- 
Bearsbnri?  Mt.2  - 
Searsburg  Sla-t^ 


Wnidham  ■■  ■ 

do 

Orlean.o. 

Washington  . 
Bennington  . 
Windsor-   --. 

Rutland 

Franklin  .... 
Cak'donia  ... 
Bennington  • 
Bennington  . 


339 

1650 

»3 


171 

1.190 

125 

652 


—1.5 
-0.4 
+  0.2 
-1.3 


-0.S4 
+  1.64 
-1.14 


-1.09 
+  0.41 
-2.84 
-1.67 
+  l.,'-)5 
-1.43 
+  0.26 
-0.71 


-1.78 
-1.63 
- 1.  64 
-10.45 
-0.28 
-0.  26 
-2-17 


-1-10 
+2.'i4' 


,  0.79 
1.80 
0.35 
1.32 
0.49 
1.34 
1.77 
1,64 
1.02 
1.24 
0.40 
0.  .S8 


-0.46 
-0. 19 


-2.  16 
-2  10 
+  1.46 
—2.  43 
+2.  62 
-2.25 
-1.08 
+  1.26 
+  0.  42 


-3.U6 
+  4.33 
—2.  00 


+0.14 

-3.14 
-0.96 
-1.72 
-0.17 

-o!i2 


+  0.44 
+2.  14 
-2.  81 
+  1.23 
-1  29 
-0.31 
—1.36 
-2.  U 


+3.15 
+  1.66 
—1.99 
-2. 17 
+2.  50 
-2.  98 
-1.29 


28 

0 

2 

0 

8 

0 

18 

0 

3-4 

0 

80 

0 

8 

0 

28 

0 

29 

0 

18 

0 

12 

0 

30 

0 

4 

0 

29 

0 

2 

0 

20 

0 

80 

0 

3 

0 

30 

0 
0 

1 

7 

0 

2 

0 

80 

0 

21 

0 

8 

0 

2-8 

0 

19 

0 

4 

0 

ij 

0 

29 

0 

0 

2 

0 

20 

0 

20 

0 

8 

0 

2 

0 

15 

0 

28 

u 

27 

0 

5 

0 

0 

19 

0 

29 

0 

27 

0 

27 

0 

30 

0 

28 

0 

80 

0 

80 

0 

29 

0 

5 

0 

30 

0 

80 

0 

27 

0 

19 

0 

28 

0 

31) 

0 

0 

20 

0 

29 

0 

30 

0 

19 

0 

30 

0 

15 

0 

27 

0 

29 

0 

2 

^ 

27 

0 

20 

0 

5 

0 

28-2C 

0 

80 

0 

80 

0 

11 

0 

0 

11 

0 

30 

0 

12 

0 

0 

21 

0 

5 

0 

5 

0 

11 

0 

11 

0 

27 

0 

11 

0 

11 

0 

0 

20 

0 

27 

0 

27 

0 

5 

w. 

10 

s. 

12 

sw. 

10 

uvv. 

7 

sw. 

Civil  Aeronautics  Auth. 
B.  L.  Uadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Oo. 
Mrs.  Hannah  I.  Hatch 
State  Normal  Scliool 
C  W.Norsworthy 
G.  E.  Bucliacau 
Samuel  D.Sonle 
U.  S.  Weather  Bureau 
O.C.  P.  &L.(;o. 
Wiiliara  H.  Gumming 
p.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  IClectric  Co. 
Great  Northern  Paper  Co. 
Union  Water  Power  Co. 
Great  Northern  Paper  Co. 
June  fowler 
Ralph  F.  Webber 
(;.  L.  (;hadbonine 
Thonnis  W.  Clark 
Uuiv.  of  Maine 
TI.  S    Weather  Uureau 
Me.  ICxperimeiit  Station 
Great  Norlhorn  Paper  Co. 
Oliver  W.Holmes 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
Hollingsworth  it,  Whitney 
St-  Croix  Paper  Co- 


Edward  Fenu 
George  K-  Tucker 
U.  S.  Weather  Bureau 
Sarah  H.  Gleasou 
Uuiv.  of  N.H. 
Union  Water  Power  Co- 
Conn    Valley  Lumber  Co. 
R.  It.  Ricker 
F.  J.  Soutlnnayd 
State  Sanatorium 
Frank  F«I.eavitt 
Dartmouth  College 
N.  II    Research  Forest. 
Wendell  Lees 
C.  F.  Rohbins 
Arthur  W.  Mar.shall 
Walter  Boyle 
Public  Service  Co. 
Androscoggin  Res-  Co. 
Pennichuck  Water  Works 

E.  E.Tobey 
H.  P.Shepard 

F.  A.  smith 
J.  B.  Dodge 

Mrs.  HatlieC.  Trow 
Claude  Baker 
Kenneth  Berry 
U.S.  Bureau  of  Fisheries 

U.  S.  Weather  Bureau 


B.  F.  Hydro-KlentrlcCo. 
State  Fish  Hatchery 
(Jeorgp  L.  Cooper 
Raymond  T/.  Brown 
U.S.  Weather  Bureau 
Cen.Vt.P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Jli-s  E  M-  Dustin 
Rufus  S.  Gilbert 
N    E.  Power  Co, 
J.  P.  Devins  ttt 
L.  11.  Pomeroy 
(jilman  Paper  Co. 
Fred  May  tit 
Harold  P.  Grant 
Rev.  A.  B.  Crichton 
U.  S.  Weather  Bureau 
N.E.Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.E.Power  Co. 


See  page  52  for  oxpl.ination  of  reference  marks. 
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Climatological  Data  for  J\ily,    1943,  (Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


No.  of  days 


I'ermnni 

Bomorsellt-  ••■ 

Veriiout^ 

Waterbury2(near) 

WestBurke2 

West  Hartford 3... 
White  Kiver  Jc.U 

Wliitinjfliftm^ 

Wil<ler2 

Wilmington  2 

Woodstock 

For  State     ... 

.\[<viitnchiut:ttt 

Adaius|12 

Auibersll* 

AslilttiHm     

Beechwood  **.... 

BlueHillfS 

Bostoiii 

BoylstouS 


Coir-ord*,* 

Kufi  Waruhaiiill''! 

f.ill  I4iver 

Fit«Uil«irR3,4 

Fort  Devens  

Framiiigliaiii*,'*... 

Fra.iK-liti" 

Gartlner" 

Glouresler^ 

Grevnlieid 

Grotoii  •* 

Har.ivvirb** 

Halchville" 

HaverhillS 

Heatli** 

Holyoke-' 

Hoi)sucTiiiiiiell|2.. 

Hubhardstoii" 

Hya.inis2 

IPSHi<:ll" 

Jellerson^ 

liftki!  Cociiitnate^t* 

La«  roiice!* 

L0Hell3.4 

Maii>(iold" 

Mld.iloboro"... 
IIiddlfitoii2    .... 

Mllford" 

Iiillb.irj2 

Moiitaifue  City2 
Nautucketl  .... 
New  Hedford  •. 
NorililiriilBe**.  ■ 
Peiiil)rc.ke"* 


Wiudham.... 

Wiiidliam 

Washington. 

Caledonia 

Windsor 

Windsor  — 
Windham  ... 

Windsor 

Windham  .• . 
Windsor 


P»tHr.s!,rtm4 

Pitt,lieldll2 

Pill  ill  Held" 

Ply  month 

Princeton* 

Provincetown  — 

Rock  Dort 

8egropanset2 

Shellmnie  Fallsli2 

SoiithbridKe** 

South  Egremont". 

Spot  I'ond  4 

Springfield 

8terlir,g3  

Stock  iiriilRe 

Bwamps(^ott 

TanntonS 

Tnrners  Falls 

Ware  •' 

Wfh.t-r" 

uminiDgton 


iU'm;  Kiitland*.  • 
WillianistownS  .. 
Wincliendou"... 
Worrester3 

For  State  ... 

W'l'..',  idand 
Block  Island!.... 


Kingston 

Portsmonth  .. 

Providence'.  ■ 

For  State- 


liorksliire  .. 
Hampshire 
Middles»'.\  .. 
Norfolk  .... 
do  .... 

Sultolk 

Worcoster  . . 
Plymouth  .. 
Hampden  . . 
Hampshire. 

Sultolk 

Worcester  .■ 
Midtllesei  .. 
Plymouth  .. 

Bristol 

Worcester  . . 
Middlesex  .. 

do 

Norfolk  .... 
Worcester . . 

Kssex 

Fraukliti  ..., 
Middlesex  .. 
Worcester  . . 
Barnstable.. 

Kssex 

Franklin.... 
llarapden  .. 
Berkshire  ■• 
Worcester  •• 
Barnstable.. 

Kssex 

Worcester  •  • 
Middlesex  .. 

Kssex  

Middlesex  .. 

Bristol 

I'lymoulh  .. 

Kssex 

Worcester  . 
Worcester  .. 
Franklin  ... 
Niiritncket  ■ 

Bristol 

Worcester  .. 
Plymouth  .. 
Berkshire  .. 
Worcester  . 
Berkshire  .• 
Hampshire. 
Plymouth  •  • 
Worcester  . . 
Barnstable .. 


Bristol 

Fraukliu  ... 
Worcester  .. 
Berkshire... 
Middlesex  .. 
Hampden  .. 
Worcester  .. 
Berkshire... 

Kssex   

Bristol 

Franklin  .. 
Hampshire. 
Worceslnr.. 
Hampshire.. 
Hampden  .. 
Middlesex  .. 
Berkshire  .  ■ 
Worcester  . . 
Berk.shire  . 
Worcester  . . 
Worcester  . . 


Newport 

Washington 
Newport...  . 
Providence 


-0.6 

'+6!9 


-0.6 
■+6.'5 


t   i 


a    iij° 


20  54 
14  58 
14         60 


+3.33 
+0.70 
+  4.08 

+  i.'54 
+0  65 
+2.  5S 
+0  62 
+2  55 
+  2.04 


+  4.47 
+  1.83 
+2.  33 
+  1.08 


+2.30 
+0.90 
-0.78 
+  1.96 
+3.  34 
+0  86 
+2.  24 
+2.10 
-1.29 
+3.  02 
+  1.14 
+  4  44 


-0.69 
-0.59 
+  1.01 
-0.25 
+2.76 
+1.19 
+  1.84 
+2.26 
+0.02 
+2.19 
-0.02 


+2.40     1.24       27 


5.29      +1.76     3.11 


L.  L.  Leonnrd 
Conn.,  River  Power  Co. 
N.  E.  Power  Co. 
Oilman  W.  Ford  itt 
Evu  K.  Doubieday 
Civil  Aeronautics  Autli. 
K.  T.  Sutloii  1 1 1 
Olcott  Falls  Co. 
Walter  Ailams  III 
Benton  S.  Pinney 


N.  E.  Power  (,'o. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

Slate  Uept.  Public  Health 

Blue  Uill  Observatory 

U.  S.  Weather  Biiieau 

Mrs.  Loriiig  H.  Uee^i 

City  EnKineor 

State  Uept.  Public  Health 

State  Dcpt.  Public  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A.  Tower 

.loseph  L.  Kelley 

Ricliurd  ('  Brigham 

Herbert  B.  AUeu 

V  S.  Army 

Mot.  Water  Works 

State  Uept.  Public  Health 

State  Dept.  Public  Health 

lialph  M.  Barker 

Bureau  of  Entomology 

State  Dept   Public  llealtfi, 

State  Dept.  Public  Health 

State  Dept.  Public  Health, 

City  Engineer 

State  Uept.  Public  Health 

A.  W.  I.add 

N.  E.  Power  Co. 

State  Uept.  Public  Health 

Stiite  Teacher's  College 

State  Uept.  Public  Health 

Carl  Bergstrand 

Met.  Water  Works 

Essex  Coiiipanv 

Props.  Lock,s  Si  Canals 

State  Dept.  Public  Health 

State  Uept.  Public  Health 

William  K.  Hoolzel 

State  Uept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A    Braun 

U.  S.  Weather  Bureau 

City  Engineer 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

State  Uept.  Public  Health 

Met.  Waterworks 

Coiiir.  of  Public  Works. 

State  Uept.  Public  Health 
Plymouth  Cordage  Co. 

Met.  Water  Works 

Javan  D,  Yo'k 

U.  S.  C.G.  Station 

Bristol  Co.  ARr.  School 

N.  E.  Power  Co 

State  Dept    Public  Health 

State  Uept.  Public  Health 

Met.  Wafer  Works 

U.  S.  Armory 

Met.  Water  Works 

Nfsbit  H.  Baiig.s 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  P.  A  K   Co 

State  Dept.  Public  Health 

State  Ueiit.  Public  Health 

T.  F.  Whitbread 

State  Dept.  Public  Health 

Weston  College 

State  Dept.  Public  Health 

Met.  Water  Works 

Williams  Colle^'e 

State  Dept  Public  Health 

Clifford  L   Davis 


U.S.  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


page  52  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


July,  1942 


Climatolog-ical   Data  for  July,  1942,  (Continued) 


Connecticut 

Baltic^ 

Barkliaiiislead!!  . 
Bridgeport^... ... 


lUgt 


Colchester 

Collinsville^ 

Croam  HiUt 

Daiil)iiry 

Falls  VillagreSa  ... 

Hartforill 

Lake  Koiioiiioct.  • 

Marion  

Mt.  Carmel   

New  Haven' 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrs" 

Waterbury  

Westhrook 

West  HHrtlan.12.., 

Wind.'^or  Locks  ■ .  • 

For  .State       ■- 


Now  London  ■• 

Litcjiilield 

Kairlield 

Ilartloid 

New  London... 

Hartford    

LitolUield 


LitclUield  

Hartford 

Newf.ondon... 

Hartford 

New  Haven  — 

do  

New  London..., 

Kairlield 

Windham 

Litchfield 

Tolland  

New  Haven   ..   . 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


^S 


-0.2 

'+6'.3 


■t-2.32 

+2.' 51 

+6.64 
+  L2.5 

+2. 05 


+  1.2U 
+  0.10 
+  L78 


No.  of  days 


Water  Bureau,  Hartford 

J.  F.  )5ailey 

Edwin  II.  Wilder 

T.  S  Gold 

Public  Works  Dept. 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  Loudon  Waterworks 

Helen  N.  Upson 

B.  W.  McFarland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Coinstock 

Civil  Aeronautics  Auth. 

F.  Hurliman 

Afjr  Exp.  Station 

William  J.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 

U.  S.  Army 


DATES  OF  MISOELLANEOTJS  PHENOMENA 

Auroras  —  l'2th,  14-15th. 

H'llos,  hiiKir. —  2Lst,  26-27tli. 

//'/o.'),  solar.—  4th,  10th,  17th,  22(1,  31st. 

H'lil.  —  (dates  and  general  location) — 6th,  Danl)ury,  Conn.; 
8tli,  Farmington,  Me.,  Canaan  and  East  Barnot,  Vt.,  Snlisburv, 
Conn.;  14th,  Brunswick,  Me.,  York  Pond,  N.  IT.;  28th,  Pink- 
ham  Notch,  N.  H. 

T/innderstorms.—  l-16th,  18-20th,  23-31st. 

Fog,  dense.-  l-7th,  9-IOth,  12-14th,  17-20th,  22-31gt. 

Frosts.  —  (dates  and  general  locations  of  last  killing  frosts  dur- 
ing month) —  None. 

Sled. —  (datos,  division,  number  of  stations  reporting;  N- 
noi-thern  division;  S-southern  division.)—  None. 


Pressure,   Wind,  Humidity  and  Sunshine 


Amhern 

Block  Island 
BIueHill 


Caribou 

i^onc.rd 

lt:isini'rl 

Greenville... 

iianover 

Hartford  ... 
Niuituckfl  . 
Nfu-  Hiivot... 
Nditiiliel.l  ... 
ro.MMiii!..      . 


30.31 
30. 32 
30.3fi 
30.33 
30.  33 
30.  J3 
3U.3G 
30.  40 


29.  62 
29  51 
29.  (54 
29  56 
29.  63 
29.62 
29.  60 
29.  68 
29.  62 
29.  65 
29.  59 
29.65 


Kelative 
Humidity 


Daily  Total  Solar  and  Sky  Radiation  Received 

on 

a  Horizontal 

Surface. 

Values: 

Gra 

n-calorics  pei  sq 

cm 

) 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

10 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

20 

30 

31 

Monthly 

fTotal  Radiation 

4.-13 

84 

268 

495 

457 

503 

630 

431 

581 

595 

142 

565 

612 

479 

609 

570 

« 

74 

472 

503 

493 

660 

562 

523 

458 

535 

86 

327 

356 

146 

385 

433.7 

^^rS;^:j  Normal  Radiation 
LAv.  Cldns.  (0-10) 

524 

532 

540 

548 

556 

548 

541 

534 

528 

522 

516 

511 

507 

503 

499 

495 

490 

486 

481 

477 

472 

468 

464 

460 

457 

465 

473 

481 

489 

497 

501 

502.1 

9 

10 

7 

7 

6 

4 

2 

7 

3j     9 

10 

6 

' 

6 

3 

4 

10 

10 

» 

7 

7 

4 

6 

« 

' 

7 

'» 

8 

« 

9 

10 

6.8 

Tenths  of  daily  total  r  idiation  considered  in  average. 


Daily  Evaporation  (inches)  and  Wind  Movement  (miles). 


Massabe.sic  Lake 

(  Evaporation 

.  320 

.183 

.040 

.099.190 

.238.283.288.181 

.210 

.316 

.177 

.  007 .  138 .  332 

.364 

.174!.  180 

.  009 .  157 

.135 

.298 

.341.186 

.  196 .  232 

.218 

.015 

.102 

.284 

.048 

5.941 

(Manchester),N.n. 

I  Wind  Movent 

74 

49 

29 

40  !  51 

34     61      .50     47 

32 

41 

38 

52     41     52 

84 

48     40 

33     19 

38 

44 

54     41 

-!» 

53 

27 

24 

77 

36 

137S 

Note:  Observations  taken  at  7 :30  a.  m.  E  S.T. 


EXPLANATION  OF  EEFERENCE  MARKS 


Except  as  othorwist  indicated  obs  r\  itioii-,  )ie  KPnerillT  11  T  1    lit    111  tl     t 
vations  Maximum  and  mini  iinin  t  mi    1  1  1  h 

perature  are  coinpntpf  trjmthi  tm  1 
computf  d  Irnm  a 'loininl  )r  -landii 
ence  ktt>rs  "  ' ,°   etc  app  arin„' lu  tl 

t    Po^t^office  addresses  of  t         ~t        i  I  -  1  i       i  1  H 

New  Hampshire  —  Pl^^t  Conui  tti  ut  I  tk     It  him   Altcn    I'li 

Cornwall  Middleburj  ,  Mays  'lill   <     li  i  11    "Si  tition   \^lllmlgt 

ingham,  Blue  Hill    M  Itou    Lake  <  oil  Unit  —  Connetti  n 

tt    Notincludcd  in  siniimanes  tl      Obs  r\  1  r  lor  New  Engl   n 

*    Preeipitation  iiul  idrd  m  that  of  next  iriea-.urcment  **    K( 

recorded  as  of  pr  c  dm  '  date  Z    Precipitation  inc?Mired  with  n  <  1 

I  RigularW   atbtr  BuK  an  station    precipitation  and  ttmperaturt  lu  ) 
is  for  preceding  24  hours  (ending  on  date  enierfd)     •!  Tncrmometeis  not  su 

5  Observations  irregular. 

II  Observations  taken  in  morning;  niaximnm  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs. 


lOon  m  ar  siniset  ind  piecipitation  recnidod  is  foi  the  24  hours  ending  at  the  time  of  obser- 
t\  s  toi  ri  ct  t(jr  tlie  date  ou  which  they  are  recorded  Ihe  depaitnres  Irom  the  normal  tem- 
or  mnie  >  eais  ol  n  c(  id  Pepaitnies  ol  precipitation  ^^  ith  15  years  or  more  of  record  are 
lor  stations  ol  10  to  14  j(drs  ol  iKoid  the  means  lor  the  ptnod  ol  lecord  are  used.  Refer- 
aniule  '  r  pi  s,  ,its  two  d,i>s   1  tc 

1      kw  I  ii  \i-(   I  ilhMn     Pipo^enn~  D.  m  Millinocket    Winslow  Waterville; — 

1^       1     <  il    I     ni    11.  iln    -  \frmont  -  Bloomlield  Noith 'Stratford,  N.H.: 

■   I     1     f   \M1  t  111   li   ShdUirne  I  alls  JIass     -  Massachusetts  —  Ashland,  Pram- 

1     lliM   W     t  1     n    \    !      '  Konomoc  ^eu  London 

P(n\ir((>  1        III       pr     ipit  itioii  is  1<  ^s  thTu  01  inth  lain  01  melted  snow. 

llnini-hed  bs  Massachus<  Its  I)  pirlmntot  Public  I'ealth    pn  up  tation  measured  in  morning 

liiggiifi  tt    Ob^i  i\  itidu  t  ik(  1  at  1    111   m    retonl  il    s  of  preiedmg  day. 

'11   Hir  period,  midnight  to  midmgl  t     -  Pi  ecu  ilation  mt  a^un  d  in  morning   amount  recorded 

lied  by  \\  eather  Bur  au     *  Pmipitation  me.isuied  iii  morning  recorded  as  of  preceding  date. 


§    Also  on  other  datos. 


July,  1942 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


53 


D 

aily   Precipitation  for 

July,   1942 

Drainaue  basin 

Day  of  month 

1 

Stiitions 

1|     2       3  I     4 

^ 

6 

A 

« 

^ 

10  1   11  1   12  j  13 

14 

IS 

16 

17 

18 

19 

•20  1  21 

•22 

•28 

24 

26 

26 

27  1  28 

„| 

30 

31 

Maine 

BangorJI 

Bar  Harbor 

Brassua  Damt^ .... 

Bniiiswick 

Cariboull 

Eustyoit> 

East  Winthrop.... 

.04 

.05!  .79[.... 
.02L42    .19 

80    T     1  T 

T. 

■.■75 

't.' 

.02 
T. 

'.'ie 

■.■39 
.21 

.06 

.23 

■;64 

■'i'".' 
'.'ii 

.10 

'.f» 

.07 
.25 

i 

.02 

'.'io 

T. 

."27 

T. 

■.'25 
.•23 

't" 

.24.... 
.02.... 
.09    .05 

T.  '.^i 
.22.... 
.14.... 

;§§:::: 
'.'88  :?•! 

.23.... 

T. 
.32 

T. 
T. 

.87 

'.'oi 

'.'•28 
.01 
T. 

'.'26 
.10 
.18 

'!40 

'.'17 
.09 
T. 

.05 

.12 
.02 

.04 

.27 
.58 

■.'43 
.54 
.26 
'1. 
.07 
.41 

1 
.09 

T. 

1.80 

.■35 
.08 
.51 
.07 
L19 
L02 
.08 
.08 

'.'65 

:'i1 

.09 
.09 
T. 
.42 
.02 
.10 
T. 
.18 

'.05 
.29 
.12 

'!64 
.50 
.79 
.•24 

'.'3'2 
.03 

'.'si 

.02 

.4(1 
T 

■.■51 
.03 

'.'09 
1.21 
.01 

■^ 

.46 
.13 
T. 

i  60 

.08 
T. 
.02 
.04 

'T. 

■'i-'.' 

1.24 

'.'ig 
.21 

.05 

.95 
■.'63 

.60 
.30 
.03 
.08 

.02 
1.05 

T. 
.13 

'.'65 

i.'77 
.03 
.07 
.32 

i.'76 
'.'9.5 

■'84 

.04 

■'64 

.16 
'.'63 

■2.00 
5  00 

Coast 

.32 
.05 

■t.' 

.05 
.41 

T." 

't.' 

.01 

'.'65 
T 

'i-.' 

.05 
T. 
T. 

'.'64 

■2.39 
3.97 
1.97 
•2.62 

Androscoggin 

St.John 

l.'oast       

'.« 

.49 
.10 
.02 
.23 
.37 
.06 

losl'.'og 

^ll'°^ 

.15.... 

';25:::: 

.'28 

■.'27 
.02 

'.'62 

.... 

't.' 

.05 

'.'63 

.02 
.49 
.06 

T. 

'.■46 
.85 

3.  71 

Coast 

3  88 

Eustis 

Kennebec 

.22 

.46 
.36 

.06 

.07 
.13 

."06 
.32 
.05 

2.^28 

FarniinKtoii        ... 
n.  Fairfield tnr. )  . 
Fort  Iveut 

.do    .::.::::: 

T. 

.06   .06;  .23 
.18    .01.... 
....    .49   .11 
•3^,1.00   .05 

4  00 

...do 

Kennebec . 

.18 

3.15 
4.95 

w 

.06 
.39 
.02 
.06 

.10 
'.'66 

.... 
".■64 

.05 
.12 

.13 

.... 

Greenvillelt 

...do 

Saco 

.53 

2C 

.25 

3.12 
3  90 

:74  -■•ii 

.01 

'.'ii 

.'23 

':i2 

T. 
T. 

't.' 

■.'ig 

".'6i 

T. 

h"'?1?\ii 

St.John 

.80 
.05 
.21 

10 

T 

.44 

.84 

T.' 
.05 

.'24 
.49 
.03 

't.' 

.18 

".'ii 

.20 
.03 

'.'60 

.13 

.34 
.'65 

'.'39 
'."06 
■.'25 

'.'is 

.16 
.30 

.04 

02.... 

2.23 

JaciJ.naii 

Liwistoii 

Mathias' 

Madisou 

Middledam 

Uillinockol* 

Milo 

Moosehuad< 

North  IJridgtou... 

.03 
T. 

.20 
.,52 

.09 
.01 

'T.' 

.051  .•25;.... 

Androscoggin 

.09'  T. 
.86    .04 

T 

.07 

.12 

2.92 
2.89 

.11 
.28 
.02 

'.'67 

Kennebec 

.26 
.54 

.'■26 
.09 
.31 
.24 
.00 

't'.' 

'.'37 

'.'is 

.04 
'.'28 

.06 
.63 

■.'67 
.37 
.■53 
.17 
.80 
T. 
.47 
.16 
.16 

!03 

■.'09 
.67 

T. 

i. 

!37 
.15 

.07 

.33 
35 
.04 

I 

.12 
".'66 

.01 
T. 
.07 

'.■77 
T. 

:- 

'.'ie 
.20 

■'io 

.24 

".22 
.15 

'.'ie 

.26 

■.'io 

.13 

.ii 

.05 
".Yl 

'^: 

.03 
'.'69 

.05 
'.'67 

9-) 

T. 
.11 

'!72 
T. 
T. 
.03 
.06 
.15 

'.'6i 

"!32 

i'. 

.10 

".'6i 

'.'89 
.32 

■■'r'.' 

.18 
.50 
.09 
.12 
.•27 
T. 
.19 

'i''.' 
.29 
.05 
.06 
.12 
.51 
.04 
.06 

1.28 
.34 

T. 
.41 

■.'28 

■.'o'i 

.15 
.03 
.17 
.02 
.17 

■.'65 

T. 
.12 
.05 

.27 

07 

Penobscot   

Presumpscot 

.52 
T. 

.07 
.23 
2.80 

■:^ 

.14 
.08 
.07 

".'is 

.05 
.53 
.50 
.24 
.57 
.30 

.18 
.28 
.07 
.08 
.05 
.05 
.05 
.79 
.53 
.28 
.51 
.04 
.61 
.08 
.44 
.82 
.18 
.10 
.17 
.20 

■.'96 

■.'68 

.13 
.22 
.31 
.16 

.39 

.86 
.81 
.06 
.37 
.03 
.29 
.02 

.'ii 

.16 
.08 

.'64 
L07 

:::: 
.01 

.25 
.65 
.32 
L41 
.09 

i.'37 

'.'63 

'.'38 
.16 
.43 

.03 
.05 
.38 
.02 
1.69 

f.' 
.17 

i.'62 

'.'ii 

'.'63 
1.05 

.27 
'."39 

'T.' 

'."65 

i.'io 

'.'08 

'.'is 

.... 

.14 

■.■i2 
i.'oe 

.06 

.15 

2.05 

'.'ii 
'.'64 

.23 
.04 

.17 
':23 
T. 

T. 

i.'46 
.13 

'.'68 

.02 

'.'i.5 

'.'io 

.88 

4  77 

'.'65 

T. 

i'. 

.06 
.08 

Penobscot   

....do 

".'is 

.18 

3  38 

Oroiio 

Portland* 

Fres.iue  Isle   ...... 

Bipoi^enusDamH 

.18 
T. 

.64 

.05 

';45 

'.'io 

'.'62 

.■20 

.03 
T. 

.  11 

■.'64 
.Ofc 
.0? 

'!ii 
.01 
.ot 
.it 

'.'6. 
.0- 

'.'ic 

.'OJ 

'.'6'- 

.H 

■.■0 
T. 

.It 

.0 
.2ii 

'.'(11 
.25 
.06 
.16 
.1^ 
.13 

St.John 

Penobscot  

1  92 

.03 

'.'64 
.35 

.01 

.13 
1.17 

i.''}<) 
i.'ss 

.88 
.07 
1.05 
.35 
.31 
.14 
•f'l 

.02 
2.18 

.02 

.02    .20 

'.'26 

;7f 

■.'62 

.12 

'.04 
.02 

.'65 
'.'62 

■.■62 

T. 
''!'■.■ 

T. 

1.76 

:i 

.03 

.51 
.01 

.17 

Kuniiord            .    .   . 

Androscoggin 

.01 

.02 
".it! 

'!66 

.01 
.05 
.44 
.09 
.23 

'.'6i 

.87 
.45 
.17 
.36 
..50 
.51 
.17 
.55 
.43 
.05 
.62 
.02 
.21 

14^ 
.11 
.08 
41 

.01 
.06 
.31 
.10 

■.'65 
.15 

5.85 

Thel-orks' 

Upper  Dam 

Androscoggin 

Si.  Croix 

.43 

■.'i2 

.10 

'i?'.' 

.03 
■.'62 

't'.' 

';6b 
■.■08 

.■25 
T. 

■.■i7 

.01 
'.12 

.03 
.03 

.11 

T. 

.03 

.07 
.03 

■f 

".0\ 
.49 

2.66 

Wi'isiowt* 

.15 

3  15 

Woodland 

Xew  //rt/»p,i/iiie 

Berlin-^ 

Bethelehem 

Androscoggin 

Connecticut 

Merriniac 

1.53 

.23 

■f.' 

.15 

'.'s-i 

.18 
.19 
.05 

.88 

'.'63 
.06 

9.^ 

.60 
.14 
.12 
.21 
.23 
.13 

'."66 
.22 

".\2 
.36 

'.'62 
.70 
.14 

'.'44 

■.'21 
.08 
.27 
.17 
T. 
.10 

.25 

.02 
.05 
.15 
.01 
.29 
.03 
.32 

1 

.01 
.01 
.56 

'.■32 
.25 

.... 

'.'67 
.45 
.10 

'.'•25 
.12 

'.'27 

'.'6i 
'.'i4 

T 
.34 

'.'65 

''oi 

'."27 
.17 

".'25 
.01 

.27 

'.'33  '.'.'.'. 

'.'ie.';]. 
.50  .02 


'.'io'T.' 

5  02 

Di  XV  i  lie  Notch'... 

Uuihain 

Errol 

Androscoggin 

Coast 

Androscoggin 

Connecticut 

....do 

Merriniac 

Connecticut 

3.02 
6.99 
1.68 

FlrstConu.  i.akef2 

Fitzwilliam 

Franklin 

.46 
.44 

.%' 

'.'is 
.0-. 
1.35 

1.16 

'.'26 
1.64 

.05 
.38 
.58 
.68 
.6! 

f23 
.52 
.12 

1.2c 
.33 
.17 

■.■79 
.73 

1.  13 
.0.5 
.4a 
.90 

i'.o-i 

.05 
.12 

.41 
.('8 
.01 
.39 

i.^34 
.00 

■.'•27 
.20 
.15 

.07 

.10 

5.50 
4. 19 

GlencliS^ 

1  84 

.05 
.01 
T. 

■.'06 
T. 

■.'25 

■.■65 

'.05 

'.'64 
T. 

■!64 

.22 

.09 
.47 
T. 
.07 
.07 
07 
T. 
.05 
T. 
.05 

■.'20 
.07 
.03 
.05 
.23 
T. 
.04 
T 

■.'22 
.22 

.12 
.10 
.01 

'.'is 

.03 

't. 

■.■4.5 

.IC 

■.'6 

T. 

.55 

.18 
'? 

't.' 

'.27 

;f 
.i( 
.02 

'.■-io 
■f. 

■.■p2 

".m 

tv 

Hiuiover 

Connecticut 

.22 

.06 

.... 

■2.78 
4  82 

K-i-.'i-ge 

Saco 

Connecticut 

Jlerrimac 

....do 

...do 

.12 
.34 

'.'25 
.20 

T    !l   77 

't. 

.-25 

.54 

3.63 
6  23 

■  •  irt* 

T. 

'.'52 

.08 
.10 

.10 

't.' 

.13 
.02 

.14 
T. 

.03 

.32 
.63 
.10 
L05 

.'65 

■'i'".' 

3  95 

.>ter  "■.'.;;;; 

■.■43 

T. 

T. 
T. 

.07 

1.38 
7.76 
1  92 

1.10 
.41 

'■■^' 
.03 
.25 
.04 

T. 
.01 

'.'is 

.04 

'.'65 
T. 

"■■^' 
.01 

.08 
.02 

.'62 

.02 

'.'25 
.18 

''•29 
■V. 
.22 

.05 
.28 

't.' 

.50 
.(16 
.07 
.'22 
.14 

5.43 
3  32 

3.78 
1.60 
2,18 

ym'xutcht;; 

■all 

...do 

Counecticnt 

. .  do 

Saco 

.11 
.11 

■:^. 

■.02 
.04 

T. 
T. 

■.■71 
.24 

■.'64 
.04 

f.' 

■.'02 

■.■64 
.38 

.12 

'.■qi 

.■20 
.35 

■.'io 

.43 

'.■47 
T 

.12 

.43 
L51 
.01 
.55 
.04 
.47 
.30 
.42 
.04 
.61 
.05 
.03 

■'f'.' 
.96 
.6b 
T. 
.'22 
1.09 
.38 
.42 

'.'06 
1.34 
1.21 
1.20 

.78 

T. 

.6b 
.2'i 

T.' 
.16 

T. 

.07 

.66 

■.'09 
.6( 
.90 
T. 

'.'oi 

.02 

T 

.02 

.03 

.07 

.31 

.76 

.55 

.05 

.09 

.40 

.01 
T. 
.37 
.4u 
.43 
.66 
.06 
.04 

■.05 
.  12 
.2ft 
.41 
T. 

't'.' 
.18 
.88 
.19 
.03 
.30 
T. 

1.32 

.01 
.18 
.01 
.1( 
.28 
.21 
.0; 
T. 
.2s 

■.']5 
.08 
.01 

05 
.06 
.04 

.02 
.15 
.04 
.06 
.04 
,03 
.02 
.05 
.46 
.12 
.  98 
.04 
.01 
.04 
.47 

'.artstown'. 
ro  Falls 

Connecticut 

Piscataquis 

■i\-''\".-: 

.07 
'.'6'2 
.18 

';45 
.57 

.05 
.01 
T. 

'.05 
T. 

'!28 
.2b 
.12 
.03 

;,?-^ 

.29 
.12 

'.\i 
.68 
..30 
.58 
.11 
.08 
T. 
.35 

■■^' 
.25 

'.'23 

.08 

.22 
■.'61 

2.34 
3  46 

V.rl.  l^ond^ 

Jit.  Washington::. 

Bellows  Falls^.  ... 

Androscoggin 

Connecticut. 

.26 

.02 

.28 

.44 

1.04 
.12 
34 

21 

5.08 
4  23 

.74 

.28 
i7 

.29 
■.■36 

T. 

.03 

B.>iinington 

Bi'iniilieldT      .    ... 

Hudson 

Coir.iecticut 

...do 

Champlain 

Connecticut 

...do 

Champlfiln 

St.  L..wrence 

Champlain   

Connecticut 

...do 

Chauiplain 

Connecticrut 

....do 

....do 

St.  Lawrence 

Champlain   

.... 

.01 
.40 
.OG 
.04 
.01 

T«' 
T. 
.07 

■.'63 

.17 

6.92 

R' .ttifboro^ 

43i     01 

.01 
.01 

T. 

■.'i2 
't.' 

.13 
.02 

.'69 

".\5 
.08 
.15 
.07 
.16 

't.' 

:::: 

.M       ■ 

4  "4 

'ton  1 

.16 

.20 
.13 
T. 

'.'i9 

.22 

,10i  T. 

'.'O8 
"30 

'.'06 
.01 
.03 

.... 

T. 

.02 

T.' 

2.21 

trait-b;iry  Com.  .. 
Dorset. 

'.'57 
'.'62 
■.■67 

.05 

'.'oi 

.20 

.46'  .12 
.47:... 
.5J    .18 

i.ooL.. 

.07    .09 
09     17 

't. 
't. 

.15 
T. 

'.'05 

T.' 

2.10 
1.48 
2. 50 

3.58 

T.a-'.  Ryegatc2 

■T., 

0  82 

".in 

'.'27 

.6i 
.02 

T. 

.16 
1.53 
2.50 

i.'oe 

t. 

't.' 

.76 
.56 
2.44 
1.09 

'.'08 
.29 

.'61 
.06 
.91 

.58.38.... 

.08 
.27 

.50 

'.'is 

.09 
.28 
.33 

.14 

'.'is 

.02 

'.'63 
.69 
.08 

T. 
.16 
.19 
T. 
.01 
.75 
.35 
.33 

'.'08 
.■24 
.19 
.■25 
.■22 
.17 
.18 
.  9( 
.U 
.38 

1.21 
.05 
.76 

.11 

.02 
.01 
.16 
.15 
.03 

'.'ifl 
t" 

.03 

.0- 

'.'06 
.m 

'.'oi 

.24 

.  Miim 

.65    .60 

■.■17 

■'os 

7.06 

'.'osr::. 

.80|.... 

.70 
.31 
.72 
.60 

78 

.05 

■f.' 
.05 

T. 
T. 

.10 

eld' 

.•25j.... 

1  41 

A-iT' 

...do 

Champlain 

....do 

Connecticut 

....do 

....do 

....do 

::::t :::::::::::: 

...do 

.02 

2  64 

ins 

.22'  .58 

:86i  :3? 

.921  .51 

■  >bnry 

rgMt.*.... 
crista.  t2.. 

'.•ii 

.14 
.03 
.05 

1.39 
6. '20 
5.98 

-:t^t 

' riiTj  inearjs 

.77 
1.02 

.03 

■.'06 

.04 

;!::: 

.67 
.40 

.08 
.\t 

!54 

45 

If: 

6.93 
5.80 
1  41 

;Mk«2 

.32 

■.04 
.60 

07 

.06 
... 

Hartford'.... 
i:iver  Jct.tJ 
i?ham' 

::::t :::::::::::: 

....do. 

....do 

....do 

....do 

'.'so 

■.■45 

1.59 
.04 

1.00 
.42 
.81 

.... 
'.is 

'.'06 
■.'6i 

05   T. 

.55....    .08 
.24.        1  .16 

... 

T.' 

T. 
.01 

■.'64 

.'01 

T. 
T. 
.24 
T. 
.41 

f. 

■.'01 

.18 
.51 

1.16 
.13 
1.24 

.48 

3.65 
3.36 
6.23 
3.05 

....i.nuglon* 

'.Vwo.l-loL-k 

.11 

.04 

1.10 
..54 

.05 

't. 

::: 

.01 

5.  .58 
3.21 

!  for  explanation  of  reference  marks. 
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Daily  Precipitation  for  Jvdy,  1942,  (Continued) 

Drainage  Basin 

Day  of  month 

1 

^ 

3 

4 

6 

« 

7 

8 

9     10 

n 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mast^achntetts 
Adams^ 

Hudson 

LOO 
■f 

2.48 
.64 

.48 

■.'07 
1.56 

.62 

.28 
.53 
.35 
T 

1.54 
1.30 

194 
.52 

]04 
.55 
.88 
.50 

T. 

.54 

.07 
.26 
L52 

.05 
1.00 

1.28 
1.95 

T.' 

i.'28 
.91 
2.02 
1.06 

■.■96 
L42 

T. 

.13 
.08 

■.'54 

.72 

■r 

.31 
.98 

.56 

■.■44 
■.'37 

.'20 
.04 

'.■75 

■.02 
.73 

'.'89 

i.'21 
.41 

.77 
.85 
1.10 
.45 

'.'38 

".'23 

'.'06 
.58 

'.'65 

'.'65 
'1'. 
T. 
.04 
T. 
.04 
.07 

■.'oi 
.02 

'.'63 

T. 

'.'io 

T. 
T. 
.03 

■'62 
.05 

'.05 

'.'07 
.05 
■]■ 

.02 
T. 

'.U 

.05 
.09 

".06 
.26 

'.i5 
.04 

.02 

.'64 

.92 
.43 
.19 
.08 
.12 
.13 
.47 

!24 
.47 
.09 
.48 
.15 

'.■43 
.35 
.43 
.32 
.10 
.53 
.13 
.40 
.43 
.65 
.21 
.38 
.15 
.84 
.22 

!56 
.12 
.26 
.26 
.10 
.31 
.06 
.14 
.09 

l'.04 
.27 
.09 
.21 

■.'69 
.69 
.37 
.24 
.68 
.18 
.16 

.43 

'.'is 

.29 
.42 
.06 
55 

.02 

'.'35 
.11 

.48 
.55 
.46 

.14 

'.10 
.41 
.50 
.01 
.01 
.17 
.30 
.46 
.15 

!04 
.35 
.69 
.46 

".\5 
.14 

'.'35 
.13 
.01 
.65 
.36 

■.'io 

.03 
.36 
.79 
.15 
.22 
.76 
.31 
.15 
.38 

.28 

.06 
.04 

■■48 

.i5 

.25 
.04 
.18 

.07 
.02 
.01 

.01 

T. 
.25 
.10 

.63 

L02 
L32 
.53 
.37 
.25 
.66 

.05 
1.12 
L08 

.54 

.92 

'.'62 
1.66 
.36 
.88 
.86 
1  26 
.26 
1.84 
1.30 

'.'54 
.17 
.12 

1.40 
L32 

i.'4.5 
1.07 

T. 
2.36 
2.18 

.52 

T. 

.54 

■r. 
'1'. 

.■74 

.16 
.72 
1.39 
.35 
T. 

L28 
T. 
.02 
.03 
.71 
.09 

1.40 
.05 

.22 

.66 

.09 
.12 
.06 
.10 
.07 
.07 
.04 
T. 
.30 
.26 
.12 

.'69 
T 
.04 
.04 

'.'06 
.06 
.04 
.01 
.08 
.10 
T. 
T. 
.28 

'.'ie 

.06 

.'is 

.07 
.OS 
.10 
.13 
.06 
.05 
.01 
.07 
T. 
T. 
.21 

';66 

.05 
'O8 

;.^ 

.08 
T. 
.87 

7.50 
4.95 
7.60 
5.00 
5.47 
4.14 
6.53 
4.05 
6.33 
6.12 
5.10 
6.40 
4.96 
3.34 
2.88 
5.14 
5.60 
8.01 
6.03 
6.15 
4.73 
5.79 
5.32 
2.51 
5.39 
7.40 
4.<i5 
H.38 
fi.  36 
1.67 
fi.  53 
.M9 

(<.  01 
K  '.i(i 
f..51 
4.39 
1.61 
5.91 
5.R9 
4.52 
2.18 
■1.  61 
4.73 
3.58 
r,  87 
5.00 
6.(8 
6.73 
3.34 
6.37 

1.77 

Connecticut 

1.13 
T. 
T. 

T. 

.76 
.16 
Lll 
1.35 

3.56 

.06 
L27 
.06 

'.'35 

Beechwood** 

Coast 

....do 

....do 

Merrimac  .   . 

.02 
T. 
.04 

't.' 

Bostonl 

T. 

.01 
.13 

T. 

.22 
.12 

■.■40 
.67 
.11 

'.'ie 

.09 
.06 
1.27 
.45 
.15 

.03 

'.'io 

'.25 

Connecticut 

....do 

2.28 
1.40 

i'V 

.46 
.45 

.46 
.84 
.27 

.22 
1.12 

■!84 

■.'65 

■r. 
.12 

■.'01 

.01 
'.'61 

■f.' 
't'.' 

■.'62 

.44 
.55 

.04 

'.'i6 

■.'64 
.22 

'22 

i.'is 

'.'•28 
■.'67 

.03 
.01 
.05 
.07 

".08 
.01 
.66 
.59 

'.■95 

i.'os 
■.'26 

.51 

'.'58 

■f.' 

't'. 

'.'30 
.35 

't.' 

'.■62 

'T.' 

.23 

.43 
.65 
.09 

.'07 

'.'55 
.10 

'.'06 
.35 
.23 

'.'28 

.63 
.86 

ClK'Sterfield**  .    ... 

T. 

.01 
1.59 
.33 
■f. 
.04 

i.'eo 
.02 

.02 

.09 
.70 
.01 

'.'i'i 

v« 

1.18 
.25 
.70 
.10 
T. 
.31 
.86 
.08 

i.'si 

.05 
1.28 
1.09 
.12 
.01 

T. 

.08 

'.'i6 

■.'6s 

1.83 
.16 
LIO 

Chestnut  Hill^ 

1.55 
.01 

.79 

'.'56 
.01 

'.'06 
.68 
T. 

.88 

'.■i9 
.61 

.38 
.14 
.90 
.25 

."44 

.20 
.31 

i.'28 

f. 

'.'13 
.06 
.01 
.36 

'.'6g 

.07 
1.20 

.09 

T. 

.05 

.03 

.65 
2.50 

T. 

.02 
L39 

■^' 

'.'54 
.03 
'1'. 
.50 
.01 

'.'63 

.'03 
.74 
T. 
T. 
.43 
.03 

;o6 

T. 

■.'67 
.04 

't.' 

'^62 
.94 

T. 
T. 

.07 

'.'6i 

Concord 

....do 

^-1;::;::::::::: 

'.'36 

T. 

Ku»t  Waieliara"'' .  .. 

Fall  River 

l'itihburg< 

Fort  Deveiis 

.01 
'.'66 

■.'i5 
'.'oi 

T. 

'.'64 

....do 

....do 

Connecticut 

Coast 

.02 

1.08 
.01 

i.'is 

'.■46 
.02 

".16 
.01 
1.10 
1.75 
1.01 

.01 

i.'25 
T. 
.90 
.10 
.13 

1.41 

.01 

1.'64 
1.20 
2.00 
.63 

.11 

.06 

't.' 

.31 
.54 

.02 

T.' 

.71 

'.'6i 

;o6 

'.'38 

2.05 
LOl 

i.'43 

i.l4 
.89 
.55 

1.02 
.92 
.64 
.24 

.94 
.24 

.90 
.75 

.70 

Havdwic'U" 

IlatchvillH"  

Connecticut 

Coast   

'f. 
.14 

.01 
.04 
.01 

.05 

'oi 

'i''.' 
.11 

.16 

't. 

(lonnectieut 

...  do 

do 

1.05 

L72 

Holvoki'^ 

Hoosac  luniiel- 

Hubburilstiui".... 

Hyanni..- 

ili'iwich'** 

,.,do 

Coast    

....ilc) 

.M.Tiinu'C 

Cluulcs 

.91 

'.'41 

't. 

\ 

.24 

.27 
.17 

'.'47 

't.' 

'.'88 
[45 
T. 

.57 
'f.' 

.53 
L13 

LakeCochituate;'. 

'f  ■ 

.04 
T.' 

T.' 
T. 

1.56 
.14 

'.'82 

'.'24 

'.'oi 

'.'72 

....do 

Coast 

« 

M 

'.'69 

.95 
.05 

'.'■76 

'.'62 
.06 

't.' 

f. 

T. 

't.' 

T. 

T. 

'iV 

Man^lield'* 

s  n 

■  19 
.27 

T. 

".■i8 

.'25 

.80 
.35 

'.'14 

'.'63 

'.'i5 
.21 

'.'22 

'.'2i 
.'04 

.01 

'.io 

.27 
.07 

'.'57 

Mid^ilfboro" 

iMiddleton- 

Milfoi-d" 

Millbuiy^ 

Montague  City- .  .. 

Nantuckiiti 

New  Bedford     . .. 

...  do 

...  do 

Charles 

Blackftone 

Connecticut 

Coast 

do          

'.'is 

Lei 

.47 
1.45 
.28 

:r^ 

.09 
1.20 
1.51 

'.'75 
1.27 
.02 

.02 
.90 

Blaekstone 

.20 

T. 

.17 
T. 
T. 
.03 

.... 

'.'58 
'.'36 

't" 

T. 

1.27 
.22 

Peru'* 

Petersham* 

Connecticut 

....do 

1.06 
.94 

Plainfleld" 

Connecticut 

1.05 

't" 

1.47 

1.06 

Piovincetown 

(;oa.st 

.04 
.30 

Hockpoi't 

• 

Segrcganset2  ..... 
Shelburne  Falls'-  . . 

Connecticut 

1.04 
L02 
.18 
1.32 
1.05 

.75 
.35 

[37 
1.05 
.94 
1.06 
.40 
.27 
.07 
.47 
51 
.42 
.46 

.76 
.33 

!79 

1.17 
1.25 
1.67 
L05 
1.20 
1.00 
2.72 
1.39 
2.92 
L22 

.85 
1.05 

.82 
2.6f 

i.% 
.55 
4.12 
1.47 
1.77 
.75 

L53 

.17 

f. 

.26 

.88 

1.31 
1.80 

.... 

'.'65 

.36 

i.'30 
.31 
.53 

.84 

1.'26 

■.'.S8 
.27 

'.'6i 

T. 

.02 

f 

.is 

.03 

'.'ei 

'.'oo 

.44 

.02 

.'is 

.05 

'.'38 
'.'40 

.65 
.06 
.21 
.06 
.27 
.58 
.56 
.09 
.37 
.71 
.08 
.05 

1.09 
.22 
.12 
.22 
.58 

L09 
.42 
.52 

.53 
.74 
.59 
.39 

.62 
.32 
.21 
.07 

.47 
'.'62 

'.'43 

't'.' 
.'6i 

.15 

T. 
T. 
.34 
.32 
.02 
.04 

^37 

'.'61 

.17 
.08 
.43 

T. 

.90 
T. 

.49 

.21 

'.'i7 

'.'67 

.... 

■.'62 

■.'36 
.07 

T. 

'.'oi 

'."55 
T. 

.50 

'.'65 

.25 
.47 
.10 
.11 
.62 
.28 
.36 
.19 
1.00 
.30 

.08 
.45 
T 
.66 

■30 
.64 

■.■47 

.46 
.26 
.81 

.53 

.48 
.40 
1.17 

!96 
.43 
.34 
.55 
.68 
.50 
.46 
.55 
.40 
.47 
.67 
.72 
.63 
.51 
.42 
.41 
.60 
.65 

.01 
.01 
.63 

T 

.01 
.01 

■f.' 

45 

.17 
T. 

'^83 
'.05 

1.24 
1.36 
.31 

L54 

i.'oo 

.20 

'1'. 
L61 
L50 

.82 
1.60 
1.02 

.32 

.50 

.91 
L16 

.96 

.43 
.17 
.11 
.14 

.22 
.25 

2.60 
.12 
.44 
.12 
.65 

1.63 
.34 

L17 
.28 
.46 
.55 

2.56 
.40 

.31 

L18 
.63 
.65 
.71 

1.02 

.64 

.04 

'.'38 
LIS 

.22 
.01 

't' 
.02 

'ieo 

':49 

.0! 
!28 

T. 
.06 
.40 
.23 

'.'61 
T- 
.14 

■.'69 
.01 
T. 
.07 
.20 
.21 

'.% 
.12 

.06 

■."65 
T. 

■'!' 
.26 
.13 

't'.' 

'.'96 

■.'64 
.32 
.11 
.21 
.07 
.33 
.02 
T. 
.08 

.08 
.26 

.61 
.35 

6.14 
5.14 
5.11 
3.21 
6.96 
6.12 
7.00 
3.51 
5.20 
4.86 
4.78 
4.23 
6  27 
5.65 
6.18 
7.60 
4.39 
5.74 
5.28 
4.81 

2.73 
4.26 
4.04 
4.86 

6.22 

\% 
S.65 
4.67 
5.13 
6.61 
6. 81 
6.64 
4.47 
&S2 
3.29 

r^ 

if. 
5.191 
8.28! 
4.58' 
3.84. 
5.39 
6.24: 
6.39, 

SOUllllilidBe" 

South  EKicraont" 
SpotPoud* 

.49 
1.90 

.23 
.36 

'.'22 

'f.' 
'.27 
'.■54 
'.'65 

Honsatonic 

Coast       

"]] 

'::: 

:::: 

Connecticut 

.17 

T. 

.96 
.37 

'.■44 
1.85 
.97 
.29 
1.38 

'.'50 

!65 
.52 
.90 

'.08 

Stockbri.ige 

Swanu'scott 

Taunton 

Turners  Falls 

Honsatonic  

Coast 

...do 

Connecticut 

...  do 

Blaekstone 

Connecticut 

...  do 

Charles 

Connecticut 

....do 

Hudson 

.77 

.'43 
.05 
.28 

.vi 

2.' 35 

.20 

■.'i7 

Webster*' 

.... 

■.'06 

.01 
1.00 

■.'37 
'.'62 

".bi 

T. 

'.'i4 
't.' 

.07 

T. 
T. 

'.'26 

West  Cnmmington 
Westlield** 

;02 
T 
.02 
T. 

.01 

West  Otis** 

West  Rutland* 

Williainstowu   .... 
Wincdendon**  .... 

.'61 

.28 
1.62 
1.40 
1.61 

1.79 
.31 
.02 
.36 
..52 
.33 
.13 
.04 
.15 
.39 

1.80 
.21 
.92 
.05 

1.61 

i;56 

.20 
.81 

.23 

.16 

■r 
'.'61 

"'.: 

T 

.40 
T. 

■.'02 
.05 

.16 

.05 
.06 

.20 

T, 
.02 

.10 

'.05 

1:2^ 

'.'65 

'.'67 
T. 

T. 

.58 
'IV 
.22 
.10 
.10 
T. 

Connecticut 

Bla(!kstone 

Coast 

....do 

...do 

....do 

T. 

lihoile  hlnnd 

Block  Islandl 

Kingston 

Portsmouth 

Provideneei 

Cannecliciil 

T. 

13 
.11 

.28 
.86 
.25 
.57 
.36 
.51 
.10 
.06 
.64 
.01 
.46 
.49 

1.81 
T. 
.14 

2.40 
.6( 

122 
.09 
.37 
1.20 
T. 

T. 

T. 

'.'ii 

.20 
.07 

■.'69 
'.'62 

't. 

T. 

Barkha instead^  .  .. 

Bridgeport    

Burlington^ 

Colchester  

Connecticut 

Coast 

Connecticut 

"a2 

■42 
.07 
.02 
.06 
.01 
.27 

'.'66 

.32 

1.86 
i.'74 

'.'oi 

.23 
'.'i3 

.02 

'.'ie 

•f.' 

'.'io 

'.'20 

'.'i4 

.85 

'.'56 
.45 

1.60 
.48 

'.'63 

'.'26 
.16 

'.'io 
'.'99 

'.'49 

.60 
L90 

'f.' 

.07 
.28 
.05 
.13 
.25 
1.13 
.15 

'.bl 
1.60 
.25 
.02 
.52 
.07 
.08 
L41 

.09 
T. 

.'24 

L61 

.21 
'.■62 

'i'.' 
■f.' 

'.'62 

.'62 

.'02 
T. 

.18 
.04 

'.'62 
'i'.' 

Cream  Hillt. 

Honsatonic 

...do 

Honsatonic 

Connecticut 

.02 
.0-2 

"m 

Danbury 

Falls  Villages 

't.' 

T. 

.05 

T. 

.12 
.11 
.12 

'■96 
.01 

■r. 

T. 

T. 

.36 

■;2b 

i.'65 
.75 
.03 

T. 

't.' 

.02 

.10 

'.■43 

.01 

T. 
T. 

T. 
T. 

T. 

't.' 

T. 
T. 

T. 

NewHaveui 

New  London  

Norvvalk  

...  do 

....do 

...do 

.04 
■'22 

T. 

T. 

.07 

'.'63 
.30 

'.'63 

.43 

.01 

T. 

T. 

.02 

?ali"hiirv 

Btrl   re          

Williniantic 

.38 
.07 

.87 

'.05 

.02 
.10 
.05 

".'i9 

.13 
■.■37 

T. 

.02 

T. 

Waterbury 

Westbrook  

West  Hartland'' .  . . 
Windsor  Locks .... 

Coast 

...do 

Connecticut 

...do 

't.' 

■.'63 

't.' 

.10 

'f.' 

.46 

T. 

L60 

T 

T. 

.20 

T. 

.48 

T. 

.18 

Set  page  52  for  explanatioa  of  reference  marki. 
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Daily  Tomperaturea  for  July,   1948 


Stations 


.Viiiiie 

BsngorU 

B»r  Harbor  (near)  — 


ftstpoi  1 1 I  -jI?;^™'™  • 

WrmiMgton j  Maximum  • 

i  Minimum.. 

t.Mrtximiini. 

*  .Minimum.. 

firetiiville  It  ^  Maximnm  . 

*   i  ..Miiiimum.. 

Houlton  .    'l  .''iximum  . 

(  .Minimum.. 

Uwiston \  .liixiiiiuni 

/  :>I illinium.. 

Madison  3 \  .Miixiinuni  . 

)  .Nlininuun.. 

MillinocliutS )  Mrtxiinum. 

/  Minimum-. 

Rortli  Uridgton j  Ma.xiraum  . 

)  Minimum. . 

Olilt   wu  )  Maximum  . 

f  Miuimum.. 

1  1 j  Maximum  • 

(  Minimum  . 

Isle (Maximum. 

I  Minimum.. 

..isDamfS *  Maximum  . 

(  Minimum.. 

;i,i j  Maximum. 

)  Miuimum- ■ 

Euuilora  (Maximum. 

(  Minimum.. 

Tanceboro   (Maximum. 

)  Minimum-. 
Winsl.iw  t3 S  Maximum  . 

Woodlandll j  Ma.x.imum  . 

New  Hampshire 

Belli  a    i  Maximum  . 

(  Minimum -- 

•■  -   '   'letn    )  Maximum  . 

'  .'.Jinimuni.. 

1   j  Maximum  . 

(  Miiiiiiuim-. 

I  )  Maximum  - 

(  Miiii)num.- 

11,1-  Lake  lit  ..  j  Maximum. 

; i  Maximum  . 

(  Miiiimiun-.. 
1 )  Maximiun  .. 

(  .Mniimuin 
1   ; j  Maximum  . . 

, ,  j  Maximum  .  • 

(Minimum... 

e (  Maximum  . . 

(Minimum... 

)  Maximum  • 

(Miuimum... 

-■er j. Maximum. - 

(  Minimum... 

}  Maximum  .. 

)  Miuimum  - . . 

.1  Notelit )  Maximum  .. 

1  Minimum-  -. 

I-hii.    ith !  Ma.-dmum  -. 

(  Minimum... 

Vermont 

Benniigton (Maximum.. 

(Minimum... 
Ilofimlield  t *  .Maximum    • 

D,-,;  ,u.i„..-o  '' j  Maximum  •• 

(  Minimum... 

,]ii   (Maximum-. 

)  Minimum... 

sii  \  Maximum  ■■ 

I  Minimum... 

S  Maximum  . . 

(Minimum... 

1 (  Maximum  .  ■ 

"    (  Minimum... 

ry  Com S  Maximum  .. 

(  Minimum. ■• 

(  Maximum  . . 

(  Minimum  .. 

,'  Falls S  Maximum  . . 

(  Minimum-.. 

;j (Maximum.. 

I  Minimum -.- 
ill' j  -Maximum  - . 

S  -Maximiun  . . 

(  Minimum--. 

"t.  Ai'uns  S  .Maximum  . . 

(  Minimum... 


See  page  52  for  explanation  nr  refereoce  mar&B- 
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Daily  Temperatures  for  July,  1943,  (Continued) 


Day  of  month 


14      15      IG      17 


Vermont 

St.  Johnsbiuy S  Maximum  . . 

(  Mimmum  — 
Somersetll .Maxinuiui  .. 

(  Minimum... 
While  River  Jet.  Jt...     Maximum  .. 

)  Minimum... 
Woodstock j  Ala.xi mum  . . 

i  Minimum... 

MassachKsetts 

Amherst  3 \  Maximum  . . 

(  Minimum  — 
BluenillfS j  Maximum.. 

(  Minimum  — 
Boston' jiMa-ximura.. 

(  Minimum  — 
BrocktonS j  Maximum  .. 

)  Minimum.... 
Clintonl|3 j  Mhfimum  ' ' ' 

Concords j  Maximum  . .. 

/  Mimmum 

EastWarehamll )  ^H^^^lilH^r. :  1 ! 

Fall  River .)  Maxiinuiii  ... 

/  Miniimim... 

FitchburgS ;  Ma.xiinum... 

°  /  Mimmum 

FortDevens \  ;\li'-^.""iim  ••• 

(  Minimum 

FraminghamS )  .^JH.viinum  •• 

I  Minimum 

GlouceSterS }  Alaxmuim  ... 

I  Minimum  — 
HaverMUS (  Njaximum  . . . 

(Minimum 

Hvannis aiaxnnuii)  . .. 

•'  (  Minimum  •  ■ . 

Lawrence  3  j  Maxiniuin  . . . 

/  Minimum 

Lowells S  Maximum... 

(  Minimum  .. . 

Nantucket ' |  Jjf,f/™^™  ' " ' 

New  Beilford j  ^}f,f/,JJ'^^™  ' " ' 

Pittsfieiail j  M finimii™  '. ; '. 

Flymou  th |  M f,n'™u  ™  ' ' ' 

Provincetown \  Maximum  .  •  • 

/  -Minimum  — 

Springfield S  Maximum  . . . 

■-^      ^  (Minimum.... 

Stockbridge S  Ma.ximum  . . . 

°  ^^  (Minimum  — 

Swampscott \  Maximum  .  . . 

°  ^  (Minimum 

TauntonS J  Maximum... 

(  Minimum  — 

west  Cummington  . . .  j  ^^}^^  [   _ 

WestfieldS 5  Maximum  . . . 

(  Minimum 

WilliamstownS \  Maximum  .  •  • 

(  Minimum  — 
Worcester3 \  Maximum  . .  • 

(  Minimum  — 
Mode  Island 

Block  Island  > \  ^l"^^' ™™i  •  • ' 

(Minimum... 

KinL'Ston S  Maximum  .  • . 

n.m^^mn  (Minimum.... 

Portsmouth i  Maximum    • . 

(  Miunmmi  — 
Providence  i S  Maximum  . . . 

(  Minimum — 

Connecticut 

Bria^^^on. |^?3=::: 

c--H»'^ lifi=?::; 

D-uiburv  J. Maximum... 

•'  I  Minimum  — 

Hartford  ' }  j^{;',;^/^;'™  ] ;  ] 

Mt.  Carmel j  j';"<.iiiiiun  ... 

(  Minimum  ... 

Ne^H^^e'^^ iMh^nunn.::: 

New  London j  ^{;\^/,f ™j'    " ' 

Norwalk |  Maximum... 

(Minimum 

^"'-- \^=S:.:: 

s-'-'->-y l^f=S^::: 

8torrs3 iMhUmuT.;.'." 

Waterbury Maximum  . . . 

■'  (Minimum  — 

Westbrook S  'H?  '•' '"""'  ' " " 

(Minimum 


83 

S4 

fil 

68 

78 

7fi 

,% 

57 

8'2 

m 

m 

fi.=i 

87 

87 

6l|     59 


8^ 

78 

hS 

57 

74 

75 

«1 

61 

Vh 

78 

n7 

54 

74 

75 

fiV 

56 

7:h 

78 

«■; 

61 

74 

ttl 

61 

81 

77 

67 

i: 

77 

81 

W 

56 

76 

76 

61 

61 

8-.'. 

76 

55 

55 

7(1 

7(, 

511 

46 

75 

76 

56 

5S 

78 

8( 

57 

52 

70 

■n. 

47 

4( 

74 

7:- 

56 

5( 

71 

7H 

54 

4! 

'/H 

76 

54 

50 

71 

74 

ftH 

62 

74 

77 

55 

50 

7ii 

78 

5ft 

56 

76 

82 

60 

62 

7R 

81 

54 

56 

79. 

75 

hC 

h?. 

7.^ 

78 

4S 

4( 

V6 

7t 

54 

55 

76 

R( 

5H 

4!' 

77 

82 

58 

61 

7H 

R( 

57 

6( 

77 

82 

52 

52 

V5 

77 

52 

4<: 

7( 

71 

52 

42 

72 

76 

,52 

5(; 

77 

HC 

54 

51 

74 

8(1 

48 

48 

84 

hH 

86 

87 

67 

(;;- 

57 

51: 

57 

64 

H8 

82 

8( 

83 

86 

70 

6> 

65 

67 

89 

8!- 

81 

79 

83 

85 

66 

6! 

62 

61 

64 

62 

85 

81 

851     86 

6(i 

62 

52 

,59i 

64 

89 

8:- 

79 

SC 

85 

88 

68 

63 

ft; 

53 

54 

65 

83 

83 

8(: 

79 

79 

83 

72 

56 

56 

48 

4y 

58 

87 

81- 

79 

79 

83 

87 

68 

65 

57 

M 

56 

66 

94 

89 

82 

87 

79 

71 

66 

64 

55 

6(: 

68 

91 

8ft 

81 

8( 

84 

84 

68 

65 

57 

51 

54 

66 

Seepage  52  (or  explanation  of  reference  marks. 
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NEW     ENGLAND    SECTION 


O.  H.  NOTES 


Vol..   LIV 


Boston.   Mas^ 


.MCrST.    1942. 


No.  8. 


GENEKAL  SUmMARY 

Precipitation  wa.-;  detioiont  over  the  greater  portion  of  New 
England  in  August,  1942.  The  driest  area  was  located  in  that 
portion  of  the  Connecticut  River  Valley  which  extends  from 
(Tilnian,  \'t.  to  Hanover,  N.  H.,  where  less  than  an  incli  of  rain 
was  recorded  during  the  month.  Areas  of  above  normal  rainfall 
embraced  much  of  northern  Maine  and  the  extreme  southern  por- 
tion of  the  Section  including  Connecticut  (except  extreme  north- 
central  and  northwestern  portions),  Rhode  Island  and  the  por- 
tion of  Mas.sachusetts  which  lies  to  the  east  of  the  Rhode  Island 
lK)undary.  Elsewhere  rainfall  was  deficient,  although  this  con- 
dition adversely  affected  only  a  limited  agricultural  area  of  New 
Hampshire  and  Vermont.  At  the  close  of  tlie  month,  crops  and 
vegetation  were,  for  the  most  part,  in  fair  to  good  condition. 
The  mean  monthly  temperature  averaged  near  normal,  the 
month  being  cool  through  the  first  decade,  followed  by  a  period 
of  above  normal  warmth  which  extended  through  the  2od.  The 
closing  week  was  much  cooler  and  brought  the  first  widespread 
light  to  heavy  frosts  of  the  season  on  the  2-")th  and  2(jth  over 
susceptible  places  of  interior  northern  New  England  and  north- 
western Massachusetts.  Dates  of  maximum  temperatures  were 
the  21st  and  22d,  with  readings  in  the  lower  90's.  Monthly 
minima  were  generally  recorded  on  the  25th,  and  several  inter- 
ior stations  recorded  sub-freezing  readings  on  that  date.  With 
sunshine  and  cloudiness  averaging  near  normal,  the  month  on 
the  whole  was  representative  of  late  summer  weather  in  New 
England.  e.s. 

TEMPEBATTXBE 

The  average  montlily  temperature  for  the  Section,  based  on 
111  records,  was  66.9'^,  wliicli  is  0.1"^  below  the  mean  for  tlie 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  65.5°;  for  the  southern  division,  68.5°.  The  highest 
monthly  mean  was  71.7°  at  Chestnut  Hill,  Mass. ;  the  lowest  was 
59.2°  at  Fir.st  Connecticut  Lake,  N.  H.  The  highest  i-ecordtd 
was  94°  at  Cornwall,  Vt.  on  the  22d;  the  lowest  was  29°  at 
Bangor,  Me.  on  the  2-5th.  The  greatest  monthly  range  was  68° 
at  Bangor,  Me.  and  Kearsarge,  N.  IL;  the  least  was  27°  at 
Block  Island,  R.  I. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Section,  ba.sed  on 
196  records,  was  2.89  inches,  which  is  0.90  inch  below  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  2.12  inches;  for  the  southern  division, 
3.67  inches.  The  greatest  monthly  amount  reported  was  10.14 
inches  at  New  Haven.  Conn. ;  the  least  was  0.68  itich  at  Gilman, 
Vt.  The  greatest  amount  in  24  hours  was  4.28  incben  at  Mont- 
ague City,  Mass.  on  the  I5th.  The  average  number  of  days  with 
.01  inch  or  more  of  precipitation  was  8,  which  is  2  below  the 
mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  ]'27  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  7.4  miles  per  hour,  which  is  0.6  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged 
62  percent  of  the  possible  amount,  which  is  2  percent  above 
the  mean. 

Cloudiness  was  slightly  beloM'  the  moan.  The  average  for  the 
Section,  based  on  138  records,  was  13  clear,  10  partly  cloudy, 
and  8  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:80  a.  m. 
and  7:30  p.  m.  observations  at  14  stations,  was  80  percent, 
which  is  1  percent  below  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  end 
■Vermont;    Southern:  Massachusetts,  7:i.hode  Island,  and  Connecticut.) 


893  .... 

894 

895  

H9(i 


912---- 

yi3--- 


920   

921 

922 

923  

924 

925 

926 

927 

92S 

929 

930 


65.3  ,  91 

62. 3  98 

f.3..5  98 

64.9  I  94 

61.3  1  91 

62.4  92 
68.2  97 
63.0  94 
64.  1  93 

65.2  98 

67.3  93 
65.7  !  100 

62.5  I  93 

66. 6  104 
64  4  95 
71.0  !  100 
68  6  98 
69.2  I  95 
64.5  95 
63.0  I  95 
6.15  !  94 


Precipitation 


North      I      South 


69.  1 

69.0 
67.1 


67.1 

6S.2 
66.6 


07.3  I  91 
70. 0  {  97 
71.5  i   11-2 


67.5 
69.5 
68.8 
69.9 


i)6| 


4.87  i 
2.17  i 
6.93  j 

6^63 ; 


3.29  I 
3.48 
4.51  , 


2.97  ' 
2.38 
2.01  ; 
4.10  1 

2.  55 

3.  39 
3.73 
4.64 

4!  16  : 
4.S5  I 
3.20 


2.  30 

3.  99  i 

1,81 ; 


No.of  <iays(all 
New  England) 


3  62  I 
3.46 

1.8» 
3.03 
2.  12 


68.8     102  I      2S     3.52 


12  I  11  I     8 

8      13      ID 
10  I   13  I  10 
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Climatological  Data  for  Avigust,  1942 


Temperature,  in  degrees  Fahrenheit 


S" 


Precipitation,  in  inches 


No.  of  days 


=  g    I 


Muint 


Bant'ort:   

Bur  Harbor 

Brassua  Uamt^-- 

Brunswick  

CariboulJ 

Eastport' 

East  Wiiitlirup.  ■• 

KUsaortli   

Elistis  

F.iriiiiiiatoii 

i'C  Kairlielii  (ne'r) 

Fort  Kent, 

Gar.liiieJ 

QrweiiVil 

Hmunt- 

Honliun 

Lewist-M 


Penobscot 

61 

Hancock 

30 

Somerset 

1,100 

Cumberland  ■  •  • 

KG 

Aroostook 

6-^4 

Washington  ..-. 

Kennebec 

173 

Hancock 

24 

Fraiildin 

11C2 

425 

Aroostook 

eU- 


:-kel3,''.. 


Mooselieail  ■* 

North  Briilgtou..-. 

Oldtown 

Orotio. 

Portland'. 

Presiiue  Isle....... 

RipoK'eiiusDani.it-' 

Rockland 

aninlord 

The  ;A>rks2 

[Ipijer  iJaiii 

Viinceborn  

Winslowt».'» 


A'fM'   Hiwivuhire 

Berlin  II-' 

Bothleheni   ......•■ 

Coucori!' 

DixvilleNotch^  .. 

Du.lunn    

Errol  ■*      

first  Conn. L'ketll 2 

Fitznillianr'   

Franklin 

GlencliiV^ 

Hamilton 

HaiioverS 

Hillsbov(.||2 

Kearsurge  

Keene^  •  ■ 

LakeDor|2 

Lineulu2. 

Manchester 

Milan   

Nasbn«ll2,3 

New  l)iair,unT2.... 

Newport^   

Noith  stratford2.. 
PinkluuiiNotc^ht--- 

Plynionth 

W    St.MvartstownS. 
WoUl.oro  Falls.. ■• 

York  Pond2  

For  State     •■. 


Mt.  VVashingtontt 


Bullous  I'iiUs-..- 

BsnniiiKton 

BloomHoidt 

Brattleboroll-',  ■■  ■ 

Burlington' 

Cavendish 

Chelsea 

Corir.vallt 

Crat'tsbury  Com. 

Dorset 

EastBarnet2 

East  Kyegate2... 
Enosburg  Falls- ■ 

Oilman    

Mays.Mint2 

Ne\vfane2 

Newport  tX 

North  lieldl 

Readsboro^   

RocliesterS 

Rutland 

St.  Albans 

St.  Johnsbury.... 
Searsburg  Mt.2  .. 
Searsburg  Sta.t2. 


Coos 

Grafton     ... 
Merrimack  . 


Hill. thorough 

Carroll 

Cheshire 

Belknap 


(Jralton  ■• 
Hillsboro- 

(;oos 

Hiilsb.To. 
Slra.irord  . 


Sullivan 
Coos    ■  • 

do. 

(i  ration 

(■.iri-oU  . 


Addison  .... 

Orleans 

Bennington 
('aledonia    • 


do. 


Franklin 

Essex 

Windham  ..  . 

do 

Orleans 

Washington  . 
Bennington  • 
Windsor.   ... 

Rutland 

Franklin  •  •  ■  • 
Caledonia  .. . 
Bennington  ■ 
Bennington  . 


IJO 

1,110 
1,  'I/O 
339 
1650 
63 
1,260 
1.660 
121,0 

3yu 

1.660 
10 
603 
812 


1.  190 
125 
652 


-0.5 

+  0.'4 


1.8S 
1  66 
2.09 
2.21 
2.  25 
3  27 


-2. 28 
-1.06 
+  2.29 


-2.58 
-2.12 
-0.03 
-2.19 
-2,  .58 
-2.33 
—2.  46 
—0.73 
—2. 16 
-1.42 


Civil  Aeronautics  Autb . 

B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  S.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Ha'iiiahl.  Hatch 
State  Normal  School 

C.  W.  Norsworthy 
U.  E.  Buchanan 
Samuel  D.  Soule 
U.S.  Weather  Bureau 
v..  C.  I'.  &.  L.  Co. 
William  II.  Cumniing 
p.  M.  Tripp 

Cnion  Water  Power  Co 
Bangor  Hydro  Electric  Co. 
Great  Northern  Paper  Co- 
Union  WVter  Power  Co. 
Gr.-at  Northern  Paper  Co. 
.bine  Fowler 
Ralph  F.  Webber 
C.  L.(;hadbouriie 
Thomas  W.  Clark 
Univ.  of  Maine 
V .  S   Weather  Bureau 
Me.  Experiment  Station 
Great  Northern  Paper  Co. 
Onver  W.  Holmes 
Charles  A.  Mixer 
Kuth  DiirKin 
Union  Water  i'ower  Co 
Guy  W.  Butler 
HoUingsworth  A  Whitney 
St.  Croix  PapHi-  (■<>. 


Edward  Fenn 

George  K-  Tucker 

U.  S.  Weather  Bureau 

Sarah  II.  Gleason 

Univ.  of  N.  II. 

Union  Water  Power  Co- 

Coun    Valley  Lumber  Co- 

E-  R.  Ricker 

K-J.Southmayd 

State  Sanatorium 

Frank  K.  Leavitt 

Dartmouth  College 

N.  II   Research  Forest. 

Wendell  Lees 

C.  F.  Kobbins 

Arthur  W.  Marshall 

Walter  Boyle 

Public  Service  Co. 

Androscoggin  Kes.  Co. 

Peunicluick  Water  Works 

E-  E.Tobey 

H.  P.Shepani 


ith 


J.  B.  Dodge 

Mrs-  Hatlie  G.  Trow 

Claude  Baker 

Kenneth  Berry 

U-S-  Bureau  of  Fislieries 


B.  K.  Hydro. I,l,-c,trjc  CO. 
State  Fish  Hatchery 
(iforge  L.  Coopi-r 
Tiavinoiid  1,.  Brown 
U.S.  Weather  Bureau 
Cen.Vt  P.  S.  Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mi,<s  E.  M  Dustin 
Ruf\TS  S.  Gilbert 
N,  E.  Power  Co. 
J.  F.  Devins  ttt 
L.  H.  Pomeroy 
Oilman  Paper  Co. 
Fred  May  t1 1 
Harold  P.  Grant 
Rev.  A    B.  Crjchton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordvray 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 
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Climatological  Data  for  Aug:ust,    1942,  (Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


No.  of  days 


|5H 


'ei-inotil 


riuiuer^oUt- j 

Veriioiit- 

\Vateibuvj-2(iiear) 

West  Biirke^ 

West  Hartford^.- 
Wtiite  River  Jc.U 

WliiliiKtham"- 

Wilder^ ••• 

Wilmiiigtoir- 

Woodstock 

For  State     ■  ■  ■ 
MatSdChitfelti 

Adamsll- 

Aiuherst:*. 

Asllla.lai^     

BoecUwooil  ** 

BlaeHiliT^    

Boston'.; 

Boylstou* 

Brockton S   

Chester** 

'■'lestertleld**-  •• 
'  iiestiiut  liillli-.-l 


jM<-ord3.3 

Kast  VVarelittinl|2 

Krtll  River 

Kitclibiinr",  *  — 
FortDevens  .... 
{■'rainiiiKl'mn^,  ''• 

braiikliu** 

flardiisr'* 

Gloucester' 

Greeiitleld 

Grotoii** 

Ilanlivick  " 

Ilalchville*''    ... 

Haverhill* 

H^atli** ■ 

llolyokes ■ 

HoosHoTnmie'll- 
Hiibbardstoii*'.. 

HyaticiisS 

Ipswich"* 

JefTersou' ■ 

Lake  (;ochituate»T^ 
LawreuceS 


iiuilmin. 

Kill; 


WasUiugton. 

Caledonia 

Windsor 

Windsor  — 
Windham  ... 

Windsor 

Windham  .-  ■ 
Windsor 


Uurkshiro  . . 
Hampshire  • 
Middlesex  .. 
Norfolk  .... 
do  .... 

Snllolk 

Worcester  .. 
1M>  mouth  .. 
Hampden  .. 
Hampshire . 

Sullolk 

Worcester  .• 
Middlesex.. 
Plymouth  .. 

Bristol 

Worcester  .. 
Middlesex.. 


.do 


Lo\i 


Id" 


Miltord" 

Millt)ury2......,- 

Montaaue  City 2. 

Nantucket'   

New  Bedford  ...  • 
Northl)ridK«»*... 

Pembroke** 

Peru*' 

PetHrshnni^ 

Pitl.«IU-l.i|'i2 

PUilllieM** 


.,.|,,i|5 


Ktown  . 


Roc^kport 

Segreganset2 

Shelbnrne  Kallsll^ 
8onthbridg«**...- 
South  Kgreniont**. 

Spot  Pond  * 

Springfield 

Sterling'' 

Stockbridge 

Swampsi-ott 

TanntonS 

Tnrnor.'i  Falls 

Ware  •' 

WehstiT  •* 

West  Cnmniington 

Westfield**^ 

Weston'    

West  Otis** 

WestRntland*.    ■•■ 

WilliamstownS 

Winchendon** 

Worcester^    

For  State 

Wtmte  Irinnd 

Block  Islandi 

Kingston 

Portsmouth  

Providence' 

For  State 


Norfolk  ... 
Worcester . 

Essex 

Franklin  ... 
Middlesex  ■ 
Worcester  . 
Barnstable- 


Franklin... • 
Hampden  .. 
Berkshire  .. 
Worcester  •  ■ 
Barnstable- 

Kss»x 

Worcester  • . 
Middlesex  .. 

Kssex  

Middlesex.. 

Bristol 

Plymouth  .. 

Kssex 

Worcester  ■ 
Worcester  .. 
Franklin  ... 
Nantucket-. 

Bristol 

Worcester  . . 
Plymouth  ■• 
Berkshire  -- 
Worcester  • 
Berkshire  •■ 
Hampshire - 
Plymouth  -  • 
Worcester  •  • 
Barnstable-. 

Kssex    

Bristol 

Franklin  --. 
Worcester  -- 
Berkshire... 
Middlesex  -- 
Hampden  -- 
Won^esler  -  ■ 
Berkshire- •• 

Kssex    

Bristol 

Franklin  -- 
ilampshire  - 
WorcMter .- 
Hampshire- 
Hampden  - . 
Middlesex-. 
BerUiihire  -• 
Worcester  .  - 
Berkshire  ■  • 
Worcester  -  - 
Worcester  •  - 


Newport 

Washington  . 
Newport...  . 
Providence 


I,7U0 

9-20 

1.037 


J 


S= 


-0.7 
+1.1 
-1.2 


6.5  5. 70 

.S3  6.00 

8  8. 02 

10  4.  ,54 

...  8.06 


+2.  88 
-1..56 
-  2.  35 
-1.08 
-2. 17 
-2.20 
+  5.18 


—2.  ft! 
-2.22 
-0.36 
+  3.53 


-1.74 
-0.36 
-0  91 
-  2.32 


+0.  1!) 
+  1.17 
-2.15 
+  1.07 
+0.38 


-0.29 
-0. 92 
-1.40 
-0.78 
-2.  24 
-1.67 
-1.40 
-0.72 
a  00 
+  0.  65 
-1.06 


03  ggi 


L.  L.  Leoniird 
Conn.,  Kiver  Power  Co. 
N.  K.  Power  Co. 
Uiluiau  W.  Ford  Itl 
Kvu  K.  Duuhleilay 
Civil  Aeronauiius  Auth. 
E.  T.  Sutton  Itl 
Olcott  Fulls  Co. 
Walter  Adams  1 1 1 
Benton  S.  Pinney 


N.  K.  l-owerCo. 

Mass.  Afc'r.  Exp.  Sta. 

iWet.  Water  Woi'ks 

.State  Dept.  Public  Health 

Blue  Hill  Observati.ry 

U.  kS.  Weather  Bureau 

Mrs.  l^oriiig  II.  Iteed 

City  Eneineer 

State  Dept.  Public  Health 

State  Dcpt.  Pnblio  Health 

Met.  Water  Works 

Met.  Water  Works 

Fred  A,  Tower 

.loseph  I,.  Kelley 

Uichard  C.  liriKliam 

Herbert  B.  Allou 

U   S.  Army 

Met.  Water  Works 

.state  Uept.  Public  Health 

State  Dept.  Public  Health 

Kalph  M.  Barker 

Bureau  of  Entoniologv 

State  Dept    Public  Health 

State  Dept.  Public  Health 

State  Oept.  Public  Health 

City  ICnKlneer 

State  Dept.  Public  Health 

A.  W.  l,a<ld 

N.  E.  Power  (;o. 

State  Dept.  Public  Health 

St ;ite Teacher's  College 

State  Dopt.  T'ublic  Health 

Carl  Bergstraiid 

Alet.  Water  Works 

Essex  (  ompaiiv 

Props.  I.ock.s  St  (Canals 

state  Dept.  Public  Health 

State  Dept.  Public  Health 

William  It.  Hoelzel 

State  Dept.  Public  Health 

N.  E.  Power  Co. 

Charlotte  A    Biaun 

1!.  S.  Weather  lUirean 

Citv  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  \\(,rks 

Comr.  of  Puiilic  Woiks. 

State  Dept.  Public  Health 

Plymouth  Cordnsre  Co. 

Met   Water  Works 

Javan  D    Yo  k 

U.  S.  CO.  Station 

BrLstol  Co.  Agr.  School 

N    K.  Power  C.). 

Stale  Depf    Public  Health 

State  Dcpt.  Public  Health 

Met.  Water  Works 

U.  S.  Armory 

Met.  Water  WoiUs 

Nnshif  H.  B-ngs 

Weston  K.  Lewis 

Water  Works 

Turners  Falls  PA  K    Co 

St.ite  l)e).t.  T'lililic  Health 

Sti.te  Dept    Public  Health 


'!'.  F.  Whitbread 

State  Dept   Public  Health 

Weston  Cnllfi.jp 

State  Dept.  I'ublic  Health 

Mi'.t.  Water  Works 

WilUaniR  Colle^'e 

State  Dcpt  Public  Health 

Clifford  T,    Davis 


U.S.  Weather  Bureau 
Aer.  Exp.  Station 
Agr.  Exp.  Station 
U.  S.  Weather  Bureau 


See  page 60  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


August,   1942 


Climatolog-ioal   Data  for  Augast,   194.S,  (Continued) 


Connecticut 

Ba!tit2 

BarKiiainst>:a(12. 
Bridgepon''. ..  .•• 


New  London  •• 

Litcbfield , 

Fairfield 

Hartford 

Colchester \  New  London .  ■  • 

CoUinsvilleS Hartford    

Cream  Hint Litchfield 


Daiibury . 

Falls  Villagers  .. 

Hartford  1 

Lake  Kouomoct- 

Marion 

M  t.  Carmel 

NewHaveni 

Now  London  

Norwalk  

Putnam  

Salisl)ury 


Storrs'J 

Waterbury   

VVestbrook  — 
West  ilartland 
NYiiidsor  Looks 


Fairlield 

Litchfield  ••• 
Hartford  ■••. 
NewLoiidon. 
Hartford  • . . . 
New  Haven  . 

do  

New  London. 

Fairfield 

Windhiim 

Litchfield  ... 

Tolland 

New  Haven  . 
Middle-sex  . . 
Hartford  — 
do 


Temperature,  ia  degrees  Fahrenheit 


Precipitation,  in  inches 


Pi    I 


P     5 


"S? 


No.  of  days 


6.67 
3.  OF, 

'i'zi 


+0.54 
+4.'96 


-0.55 
+0.13 
-2.03 


J.  F.  Bailer 
Edwin  It.  Wilder 
T.  S  Gold 

Sewage  Treatment  Plant 
Coun.  Power  Co. 
U.  S.  Weather  Bureau 
New  London  Waterworks 
Helen  N   Upson 
B.  W   McFarland 
U.  S.  Weather  Bureau 
Dept.  of  Public  Works 
Ti.  M.Coinstock 
Civil  Aeronautics  Anth. 
F.  Hurliman 
At-T   Exp.  Station 
William  J.  Pape 
I    James  Rlntoul 

Water  Bnreau,  Hartford 
U.  S.  .-irniy 


DATES  OF  MISOELiI-ANEOTTS  PHJENOMENA 

Aurorns. —  7th. 

Hdlos.  J.  11.11(1  r. —  None. 

H'dos.  solar.—  4th,  8th,  12-14th,  '23d,  26th. 

Hdil.  —  (dates  and  general  location) —  4th,  Houlton,  Me., 
Pre.sque  Me,  Me.  and  First  Connecticut  Lake,  N.  H.;  11th, 
Piiikham  Notch,  N.  II.;  15t!i,  Salisbiuy,  Conn.;  17th,  Lake- 
port,  N.  H. 

Thamlerstorvis.—  l-4th,  O-lUh,  ]3-18th.  20-23d,  28-30th. 

Foff,  devse.—  1st,  6-22d,  24-27th,  29-31st. 

Frosts. — (dates  and  general  locations  of  last  killing  frosts  dur- 
ing month) —  Light  to  heavy  frosts  in  susceptible  places  of  in- 
terior of  northern  division  and  northwestern  Ma^s.  on  25-26th 
(killing  in  a  few  places  especially  susceptihle) . 


Pressure,   Wind,  Humidity  and  Sunshine 


Atmosphe 

ric  Pressur 

Relative 

(reduced  to  se 

a  level 

Humidity 

.stations 

^r^ 

i 

g 

a 

a 

a 

>l 

i 

I 

^ 

1 

-1 

i 

1 

£ 

p. 

rs 

s 

a 

Q 

0 

<i? 

g 

Q 

o 

00 

&,£ 

Aniherst 

30.  05 

30.  in 

W 

VM  71 

?. 

3.8 

22 

3 

67 

Block  Island   .... 

30.05 

30.  4i 

2H 

29.  72 

11.7 

30 

Drt. 

24 

83 

72 

84 

66 

Bluellill 

30.  05 

3(1.;  . 

29.70 

3 

12  6 

37 

W. 

4 

81 

61 

76 

56 

Boston  

30.03 

30.  42 

26 

29.  67 

3 

9  5 

2.-) 

se. 

9 

72 

54 

67 

66 

BnrliiiKton  

30.01 

30.44 

2!'. 

29.  62 

fi.9 

25 

se. 

16 

83 

57 

73 

67 

Caribou 

29.  9fi 

30.46 

26 

29  47 

23 

9.0 

86 

61 

76 

Concord  

30.  03 

30.46 

26 

29.67 

3 

5.7 

21 

nw. 

3 

85 

52 

73 

65 

30.  02 

30.44 
30.  4S 

26 
26 

29  58 
29.59 

23 
3 

88 
81 

Greenville 

4.1 

17 

5 

59 

79 

Hanover 

30.01 

30.  48 

26 

29.63 

23 

3.2 

17 

I)W 

4 

82 

54 

8(1 

48 

30.04 
30.05 

30.45 
30.41 

26 
2fi 

29.  71 
29.71 

2 
3 

a. 
ne. 

Nantucket     

10.1 

30 

82 

63 

New  Haven 

30.06 

30  44 

26 

29.  74 

3 

22 

n. 

23 

82 

66 

80 

77 

North  Meld 

30.04 

30  50 

29.66 

2 

6  2 

21 

.s. 

16 

82 

.... 

52 

Portland 

30.  02 

30.  44 

26 

29.  61 

3 

7.0 

23 

23 

HI 

56 

77 

70 

Providence 

30.05 

30.43 

26 

29.  71 

3 

V.l 

24 

s^v 

16 

83 

56 

75 

M 

Daily  Total  Solar  and  Sky  Radiation  Received 

on 

a  Horizontal  Sujface. 

Values: 

Gram-calories  pei  sq 

cm. 

) 

Station 

t|     2 

^ 

* 

5 

« 

7 

8|    9 

10 

11 

12 

13     14  1  15  1  16      17 

18     19 

20 

21 

22     23 

24|25 

26|27 

28 

29 

30 

31 

Monthly 

fTotal  Radiation 

5.56   482 

655 

513 

652 

576 

570 

450]     79 

194 

558 

332 

118    193 

312,  350   317 

4B9i  471 

483 

455 

314   460 

405   592 

584   566 

307 

210 

580 

554 

431.5 

^lt^l^!SS:]  Normal  Radiation 

505   514 

514 

515 

515 

515 

516 

516   516 

514 

511 

507 

503 

500 

497   494   494 

495   495 

495 

496 

496 

496 

430   476 

466 

456 

444 

433 

422 

418 

490.9 

Uv.  Cldns.  (0-10) 

4       8 

2 

6 

7 

2 

' 

8      10 

' 

4 

10 

10 

10 

9       9 

8       0 

0 

3 

7 

7 

6       1 

1 

1 

9 

10 

0 

0 

5.5 

Tenths  of  daily  total  radiation  considered  In  average. 


Daily  Evaporation  (inches)  and  Wind  Movement  (miles). 


Massabesie  Lake 
(Manchester),N.H. 


Wind  Mov'ent 


152 .  170 
37     26 


174].  224.  223. 184 


1041.  232 
55     62 


;  taken  at  7:30  a.m.  E  S.' 


EXPLANATION  OF  EEFERENCE  MASKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  tliis  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are 
computed  friim  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35- year  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  ».'',°,  etc.  appearing  in  the  table  indicate  number  of  days  mi.ssing;  for  example,  '  represents  two  days,  etc. 

t  Post-office  addresses  of  thei^e  stations  are  as  follows:  Maine  -  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripo^enus  Dam,  Millinocket;  Winslow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg:  New  Durham,  Alton:  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  -  Bloomfield.  North  Stratford,  N.  H  ; 
Cornwall,  Middlebury :  Mays  Mill,  Colrain,  Mass. :  Scarsburg  Station,  \\  ilmington ;  Somerset,  Wilmington ;  Vernon,  Shelburne  Falls.  Mass. ;  -  Massachusetts  -  Ashland,  Fram- 
inghara;  Blue  Hill,  Milton;  Lake  Cochituate,  Framiughani;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konomoc.  New  London. 

tt    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

•    Precipitation  included  in  that  of  next  measurement.  '*    Record  furnished  by  Massachusetts  Department  of  Public  Health ;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  entered).    3  Tnermometers  not  supplied  by  Weather  Bureau.    *  Precipitation  measured  in  morning  recorded  as  of  preceding  date. 

5  Observations  irregular. 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.       §    Also  on  other  dates. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 
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Daily 

Precipitation  for   August, 

1942 

Draiiiaee  basin 

Day  of  mo:. ih 

„ 

stations 

1  1    ■> 

3 

1     ^ 

5  1     6  1     7  1     !i  j     y      10  1   11  1   12 

13 

14 

10      16      17  1   IS  j  19 

20  1  21 

■22  1  23 

24 

25 

26 

27 

28 

-•9 

30  1  31 

1 

.V.<inf 

T.     T. 

T. 

.18 
.02 
.05 
.02 
.01 
.22 

.•23l  .'26!  T. 

.14 
.45 

i.'os 

'         1         ' 
.09.... 

....i....     .171  .06 

't.' 

T. 

1 

T. 
.01 

0  72 

Barilarbor....... 

Brd.-;.sua  Damt'  . . . 

Bmiiswick 

CariboulJ 

Easlixirt' 

fast  Winthrop  ... 

Ellsworth 

Eustis 

Farmiiisftoii 

Kt.  Fairfield  (nr.) 
Fort  Kent 

ICoast 

Kennebec 

Androscoggin 

St.John.     

1 

.96 

::•: 

'.'ii 

r 

•2. 19 
5.05 
1.71 
3.39 
1.88 
1.66 
2  09 

.2? 

•V. 

.3 

.05 

T. 
"64 

'tV 
.01 

.7lll.22i.19 

.72;... 

1.30 
10 

.06 

.02 

.... 

.2t 
.OS 
.OJ 
.45 
.11 
.2t 
.43 
.17 
.00 
.04 
.!• 
.59 
.36 
.04 
.14 
.04 
.82 

".14 
.28 
.11 
.lb 

.oy 

.02 
.3b 

.01 

.05 

.09 

.12 
T. 

T. 

.52 
.78 
.50 
.65 
.2S 
.71 
.29 
.61 
.35 
.59 
.85 
.64 

■.'36 
.95 
.67 
.46 

■.'56 
.67 
.68 
.85 
.19 
T. 
.15 

1.10 
.90 
.15 
.69 
.79 
.94 

■.SO 
.20 

■-'r'.' 
.22 

.03 
.83 
.15 

.■2i 
.19 

'02 
.99 
.17 
.02 
.61 
.37 
T. 
.40 

.■s?:'i, 

.041  .14 
.441  .01 

.58    . . . 

.51 
.01 

.00 
.40 
•>7 

.10 
.02 
'I- 

.61 

'.'oi 

T. 

T. 

T. 

T. 
T. 

:;;: 

,  c^jf .',"        

.03 

0-? 

'.'76 

.78 
.49 
.05 

!o3  .'36 

"64l'5^ 

0-^ 

1  Kennebec 

T. 

.04 
.01 

■.'is 

.07 

'.'is 

.27 

.01 

T. 
T. 

.10 

.10 
.15 

.'04 

'.'65 

.10 
1.60 

.08 
.01 

■.'62 

.... 

:::: 

.0^2 
17 

't.' 

.04 

'.'6i 

2.21 
2.  '25 
3.^27 
2.11 

!    ...do 

iSt.John 

1    ...do 

.22 
.15 

.04 

'.'62 

■.'63 

.08 
i'.26 

.36 
.05 
.44 
.06 
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.07 

1.33 
.35 
T. 
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.44 
.21 
.55 
.08 
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.29 
.08 
.18 
.11 
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l'.35 
.39 
.06 
.10 
.33 

1.00 
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.42 

'.Ob 
.04 
T. 
.22 

T. 

.20 

.02 
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.50 
.41 
.•27 

tireeiivilleU 

Hiram  t 

...do 

.23 

T. 

T. 

.41 

4.14 
1.43 
3.67 
4.69 
1  09 

HollltOM    
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IiPwIstoii 

St.John 

Kennebec 

Androscoggin 

■.'37 
.02 
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.03 
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'.'ii 

.07 

T. 
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1.24 
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2.06 

T. 
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f.' 
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.'25 

't.' 

.45 
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■1'. 

'.'63 

■r 
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::;■ 

T. 

■.'61 

.05 
.22 
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34 
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MiUliiockef 

>1 

■2.  14 
2.  12 
2.31 
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Pre.snmpscot 
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("oust 
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■.05 
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r. 
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t: 
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f. 
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.6:; 

f. 
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'.'ib 
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.78 
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.2b 
T. 
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.06 
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T. 
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T. 
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'•i'.' 
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.05 

■.'67 

.'36 
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T. 

■.'65 

Moost'liead< 

.12 

.02 
.... 

j 

5  ■>! 

North  Hridgton... 

.... 

r 

i.fi:; 

Orono 

1.^26 

■.'io 
".u 

.10 

f.' 

.'64 

.03 
T. 

■;62 

■.■20 
T. 

.■94 

.01 
■.■65 

'.'03 

"■t 

'.'64 

'1'. 

r 

T. 

i'rosque  Isle   

Kil)oireiiii«  Dami"'. 

I'enobscot 

5  77 

Rockland 

(.oast 

AndroseogRin 

Kennebec 

Androscoggin 

.11 
.02 

".09 
.20 

'.'22 

.'lo 
T. 
.33 

.i? 

.48 
.01 

.13 
.15 
T. 
.15 
.04 

T. 

■.07 
.05 
.13 

.33|.... 
.021   -   . 

2  11 

;::; 

T. 

Tlio  Forks* 

Upper  Dam 

.14 
.26 
.28 

".a 

'.Si 

.18 
.05 
T. 

.13 

.05 
.02 

■'io 

'.■22 

'.'•22 

't.' 

!35 
T. 

'.'i7 
T. 

.08 

't.' 

.27 
'.'32 

■r. 

■'62 

T. 

.01 

3.49 
2.  'Al 

Wiii-U>>v+< 

Kennebec 

St  Cioix 

Andro.scosein 

Oonueilicut 

Merrimac 

.Androscoggin 

Coast 

Androscoggin 

Connecticut 

...do 

Merrimac 

('onnecticut 

Coast 

Connecticut 

Connecticut 

"'  ■.■o5 

1  14 

WO'.clUllKl 

.\i-ir  //.i Dips/lire 

Berlin-' 

Bethelehem 

.24 

■.'24 
"6=i 

't.' 

'.'62 

•r. 

1.82 

2.  07 
2.  0.5 
0.'j5 
3.10 
1.57 
2  25 

JMxvilleXorch*... 
Durham 

Errol     

First  Conn,  i-aket* 

.11 

.20 

.17 

.■62 

.12 

.04 

'!i5 

.07 

f. 
".(y2 

T. 

2.36 
.16 
.03 
.17 
.00 
.3b 
.22 

1.07 

.34 

.  14 

"23 
.05 

.15 

3.17 

'.'.:. yo^ 

(iioncliff-' 

1.59 

Hampton 

1  44 

Hanover    

Hillsboro' 

Kear.'^arge 

Iveene 

r 

T. 

T. 

T. 

T. 

T. 

.05 

.18 
.■21 
.43 
.36 

T. 

0.B6 

1.8H 
1.41 
1  87 

.17 
.23 

.25 

'.'25 
.35 
.19 
.16 
.21 
.07 
.23 

.29 

.24 
.05 
.82 

Lintolii^ 

Manchester    

Milan 

...do :::::::. 

...do 

Androscoggin 

Merrimac 

..do 

Connecticut 

..  do 

:::: 

T. 
.22 

.01 

■.■i2 

.02 
.■37 

.■72 

.06 
".19 
.'23 

.03 
■.■92 

'26 

■.'06 
."62 

.10 

.■56 
.13 

.■32 
..52 

■.'46 
.03 

n:i 

.11 

".05 

.01 
.53 

'.'23 

".13 

'.'08 
.07 
.01 
.'22 

.16 

.20 
2.65 

.07 

.38 
.24 
,17 
.04 
.18 
.27 
.02 
.05 

.'69 
.76 

■;68 

.18 
.06 

■.'io 

T. 
.10 

.10 

'.'49 

.03 

.02 

.■If 
.08 

'06 
.90 
.57 

1.'25 

■.6i 

.... 

■.■64 
■.'08 

'.'is 

■f.' 

.04 
T, 
3( 

'.m 

'.'is 

2.  U 
1.37 
1.88 

■.'oi 
■!io 

T. 

T. 

't.' 

New  DurhamSt... 

.66 
.40 
.09 
.17 
.10 
.08 
.26 
.20 

.08 

.16 

T, 
'.'13 

.17 

Newport-  . 

".04 

.■22 
.06 
.06 
.50 

.19 

.75 
.03 
.11 

T. 

1   14 

.40 
.05 

■.■22 

.02 

.18 

.... 
■^48 

•i'. 
r. 

'■i- 

Saco 

Jlerrimac . 

Plvn)ontli 

'.'02 
.'62 

.:; 

T. 

T.' 

.... 

'f.' 

.01 

1  38 

W  St'jwartstowu' 
Woliboro  Falls.... 

Coniiecticnt 

l^iscataquis 

Andro?coggin 

Connecticut 

Hudson 

Connecticut 

.do 

■2.57 

York  Pond'' 

Mt.  WashingtonJt. 

Bellows  Falls'. ... 

Bennington 

Bloonilieldt 

.18 
.10 

.01 

.07 

•r 
r 

T. 

'.'67 
.02 

.40 

:^. 

i.'ei 
.21 

.15 

■.'lo 

3  49 

.48 
1..58 

.02 
.02 
.81 

.30 
.05 
.12 
.■20 

LOO 

.02 

.03 

.08 

... 

.07 

.40 
''31 

.19 
'.06 

.01 
.3^ 

1.86 
4.  .36 

1.74 
3. -21 
3.36 

BnrliMgtonl 

(Cavendish 

Champlain    

Connecticut 

..do 

f;hami.l:iin    

St.  Luvrence 

Champlain 

Connecticut 

...do 

Champlain 

Connecticut 

...do 

..do 

.18 
T. 
.08 
.25 

.'io 

.05 
.32 
.11 
.28 

.'oi 

.40 
.20 
.02 
.04 
.10 
.35 
.32 
.49 
.08 
.18 
.45 

.'33 
.10 

T. 
T.' 
T.' 

T. 

.50 
.53 
.15 
.■25 
.23 
.27 

■'28 
.05 
.09 

.36 
.23 
.07 

.23 

;o'2 

.25 

T. 

.01 
T. 

't. 

'.m 

T. 
.24 

.07 
.01 

'.'08 

■.■61 

:::: 

.... 

... 

■;:: 

.... 

1.08 
T. 
.03 
.30 
.05 
.40 
T. 

'.■45 
.10 
.05 

't'.' 

4.19 
1.83 
0.74 
1.17 

Chelsea 

Connvallt 

:io  ■■ 

Ea,-:t  Barnet^ 

East  I'.yegate-   .... 
Kuo>b.uK  Falls.... 

.20 
.12 
.54 
.07 

'.'os 

.01 

.10 
.08 

■.'06 

67 

■% 
.30 

m 

... 

'.'38 

'.'oi 

.03 
T. 
.02 

'.'04 

.03 
.19 

.14 

.03 
.03 

.'24 

'.'oi 

.06 
.18 
.09 

■'i'.' 

0.68 
0  64 
6.14 
0.65 
1.47 

Mays  Minn 

Xi-wiane' 

.57 
.14 
.12 
.13 

;o4 

.06 
.06 
.19 
.60 
.47 
.17 
.50 
.03 

.04 
.33 

'.'08 

T. 

■.'29 
.72 

.01 
.04 
.05 
.02 
.13 
.65 

.04 
T. 

'.'63 

Newporttl 

Northtielil' 

St.  Lawrence 

Champlain   

Connecticut 

...do 

1.14 
•01 

■1- 
.03 

■t.' 

.15 

.... 

.12 
.01 

.... 

.02 
.12 

■2.96 

Readsboro- 

Rochester" 

1  57 

Rutland 

Champlain 

..do 

Connecticut 

...do 

...do 

....do 

.20 
.54 
.13 

r. 

.27 

T. 
'.'18 

!oi 

.35 

'.'oi 

".(ii 
.■26 
.07 
.84 
..59 
.06 
.24 
.05 

".U 
.01 
.18 

.32 
.05 
.62 

i.'is 

T. 

.10 
.18 
T. 

St.  Albans 

■.'02 

.16 
.17 

T 
T. 

.11 
.02 
.15 
.13 
.09 
T. 
.04 
.75 
.12 
.01 
.12 
.20 
.08 

.03 
T. 
.05 
.02 
.04 

T. 
.11 

1.5& 

St.  Johnsbiiry 

Searsbnrg  Mt.'  .... 

J.  55 

.11 
.10 
.01 

.43 

.24 
49 

■.■64 

.18 
.44 
.02 

Somerset^ 

2  54 

Venionts 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

2  11 

Wat-rbiiry  (near)2 

T. 

.27 

T. 

.83 
.02 
.30 
T. 

.38 
.29 
.50 
.11 

'.'46 

.80 

'.'62 

T. 

'.'65 

.18 
.46 
T. 
.01 

't.' 

T. 
.14 

•  H 

2.28 

2  70 

W.  -;  ..^r.ttordV... 

.50 
.11 

.01 
.42 

't'.' 

:::: 

'.'62 

.20 
.0^2 
.18 
.25 
.33 

\Vhit.;Kiver  Jct.tt 
Whitin(?ham' 

■.'63 

.03 

.05 
.45 
.06 
.34 
.32 

T. 

2.42 
1.76 

Wilder' 

0  91 

Wilmington' 

Woodstock 

'f.' 

.... 

...; 

1.72 

1 

02 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


August    1942 


Daily  Precipitation  for  AugTist,  1942,  (Continued) 


Massachvfetts 
Adams'- 


ISoyUtuii 
Hroiktoii 
ChesItT" 


Drainage  Basin 


Hvidson 

Connecticut . 

Cliarles 

Coast 

...do 

....do 

Merriinac  . . . 

Coa.it 

ConuRcticut. 
....do 


Fall  Kiv 
Ifilclihu 
Fort  l>e\ 


My  mouth 

Pi-iiicetouJ 

Itorkport 

S<'gr!gaiiset'-' 

Slielliuino  Falls'-' 
.Southl.ridge'*.  .. 
South  Egremont* 

Spot  Fond 4   

Hpfiiigti.dd 

StiTling'- 

.Stockbridg.' 

Tamaoii.  .'.'.'.'.'. 
Tun;p!-<  Kails   ... 

W-.iri-'-' 

\V-l)>twr*" 

■W.-st  Cnnnninsto 

•\v,.,t;iri,i"   


liho'Ie  Idaiid 
Block  Islandl  .  .. 

KiuK.^tou 

I'ort.nKHith 


Moniniac  .. 


Const 

Blaokston'e  '. . 

Coast 

Connecticut . 

....do 

Ilousatouio  . 
('onuecticut . 


'ouuecticut . 


(i.i 

Bla(k>t.oiu-  . . 
(.'onnei  ticut . 

do 

Clmrles 

C.jnneclicut . 

...do 

Huilsou  ... 
Conuocticut . 
Blackstone  . . 


I'-alls  Vilbig.'-  .  , 
Hartfoi-d  ' . . . 
Lake  Kouoiuoci 

Marion    

Mt.  Cannpl    

New  Haven  1  ... 
Nfw  London  ... 

Norvvalk  

Putnam 

Sali.sbury 

Storrs  

Waterhurr 

WVstbrook    . . 
Wpst  Hartlaud'- 
Windsor  Locks  . 


Housatoriic. 

.   do.       .    . 

riousa  tonic 

(Connecticut 

luiunipiac  . 
.     Coast    . . 

...do 

...do 

do. 


Thames  .    . . . 

Housatonic. . 
Williraantic. 
Coast 


Day  of  month 


.23  ....|. 
...I  T.  i. 
...|T.|. 

t.'^'t.'!! 


.  25  . . . 

.031 '  •  '■ 


.021  T.  1. 
.23  T.  !. 
.0<s    ...|. 


T.     .04 

T.| 

T.  I 


'.m\T.' 


|10| 


.15i  .25    .0' 

.501  T.    ... 

.75  T.    ... 

.83  .01|... 


.41'  .30 
,  43!  .  12 
,431  .03 


...    .85 
.73I  .06 
...11.27;  .08 
.29    .1(1 


14     15      16      17      18 


.24 

.08 

82 

....  1  .  02 

.38 

05 

.04 

57 

T 

, 

65 

8U|   ... 

T. 

54   .051.... 

07...    i    -12 

66 

.03 

07 

ri     n'>l 


.29i  .02J, 

.'67    .62! 


07;  .04....; 
17i  .24...  |. 
..|  .081  .131. 


2.05i  .06 

.24|  .40! 
.49i  .031  T. 
.05  .5Ul  .03 
.14  .36 
.51  ....I 
...1.851 
.  85i . . . . 
.77:....! 
.81!  T. 


.08  .39,  .03 
.091  .471  .04 
.601  .  02  . , . . 
.58:  .05   .04 


.08'.. 
.15  .03 
.43    .02, 


2.-,  T. 
49I  .01 
.86,  .141.... 
T.  I  .75]  .12 
....il.  49|4-2S| 
1.39|2..53l  T. 
2.39^2.  55!  .01 


.051  .071.,..  I 
.051  .101....  . 
.06  .941....  . 
...  .07  . 02  . 
.03  .07;....  . 
. . .  I  .  06l  .  021 . 
. . .  1  .13!  .  03! . 
.02!  .03....  . 

.051  .55I. 

.11....1. 

.07    .21  . 


.16!  .01 

.17....! 
.251.0,-,!,... 


T. 

1.87 

.13 

.85 

.02 

T. 

23 

.28 

36 

.74 

18 

60 

01 

.21 

02 

.21 

06 

.17 

•,^^ 

.63 

.20 

37 

.62 

.01 

.31 

.04 

5(1 

.76 

.04 

.57 

.16 

.66 

.08 

45 

.07 

1.70 

.03 

.  (!;■) 

.  ~r> 

.32 

.  08  1  61    .  15;  .  03 

1.26,  .111..., 

.13 

.04 

.14      8II    .., 

.81 

38 

.(J3|    .. 

,21 

.78 

.411 

.Oftl.... 

.40 

.08 

.01 

.55.... 

. 

.04 

.-c. 

.fif 

.13 

T. 

.18 

.97 

T. 

T. 

.51 

84 

2  23 

T 

.39 

1.06 

1.08 

.22 

2.24 

2.  34 

.03 

.16 

.90 

1. 10 

.72 
<7 

tV 
.... 

:::: 

;;;'. 

tv 

T. 

■■64 

T. 

.... 

TV 
T^° 

15| 

T. 

98 

.06 

60 

•oj 

45' 

30 

.  33 

01 

.1.1 

88| 

. 

.11 

hd, 

• 

.67 

4.5, 

■ 

59' 

::. 

I  22  I  23  I 


...  1.46|1 

'.  i.'35l. 
.Ill  T.  i 
,18}  .28; 

:i5i-'"' 


1.05; 

.9511.00  T.     .20 


T.  1: 


See  page  60  for  explanation  of  reference  marks. 


August,  1942 


CLI.MATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


OS 


Dai 

ly  Temperatu 

res 

foi 

Aug\ist, 

1942 

ns 

Day  of  Month 

static 



Mean 

_i 

2 

3 

4 

_i 

^ 

_1 

s 

^ 

^ 

_11_ 

12 

2L 

^ 

_^ 

_!!_ 

17 

_^ 

19 

^ 

21 

^ 

23 

JiL 

28 

26  1 

27 

^ 

29 

30 

ii. 

Banijor;t 

\  .Maximum  ••■ 

63 

81 

": 

79 

75 

77 

— 

81 

73 

75 

77 

82 

85 

70 

8'. 

83 

85 

82 

79 

83 

92 

. 

69 

. 

72! 

70 

72 

71 

77 

87 

79.1 

■  'Minimum.... 

68 

57 

52 

50 

4b 

43 

4:' 

42 

52 

57 

60 

5b 

51 

89 

63 

65 

64 

56 

b: 

5i 

60 

56 

43 

45 

29 

35i 

41 

47 

45 

37 

50.  4 

Bar  Harbor  (near)  . 

V  .Maximum.  •• 

70 

74 

79 

75 

74 

72 

75 

66 

72 

71 

77;     75 

6b 

75 

-f 

75 

78 

76'     80 

81 

84 

82 

72 

66 

69 

7( 

68 

68 

78 

73.7 

(  Minimum.... 

5S 

56 

58 

61 

64 

54 

57 

61 

4(1     54 

57 

57 

56 

67 

6C 

59 

5'. 

57 

59 

57 

62!     62 

60 

58 

48 

45i 

46 

50 

42 

45 

54  .8 

CariliouU 

\  .Maximum. ■■ 

70 

72 

71 

711     69 

71 

81 

7b 

65 

70 

7,^ 

7b 

7b 

81 

80 

81 

77 

73 

7b 

75 

88 

83 

62 

62 

70 

73 

6; 

73 

76 

85 

74.  1 

■  (  .Minimum... 

55 

49 

51 

48 

49 

46 

4S     54!    84 

60 

52 

46 

53 

m\     65 

61 

55 

60 

57 

59 

60 

63 

43 

38 

34 

42 

64 

46 

40 

44 

50.9 

Eastport' 

)  Maximum  ... 

64 

73 

77 

75 

73 

68 

6b 

74 

65 

72 

65 

70 

7b 

60 

72 

6b 

67 

75 

75 

79 

80 

71 

74 

67 

64 

66, 

67 

62 

67 

71 

76 

70  4 

■  )  Miniunmi.-.- 

49 

48 

52 

6b 

83 

52:    55 

53 

63 

83 

64 

55 

5; 

84 

5b 

84 

54 

54 

55 

53 

6; 

65 

84 

54 

80 

481 

48 

48 

53 

50 

49 

52.9 

Farinjugton 

\  Maximum  ■■■ 

81 

81 

78 

7b 

72 

77 

81 

82 

70 

81 

81 

83 

82 

87 

88 

87 

82 

791     8h 

84!     91 

83 

67 

70 

71 

79 

72 

67 

79 

87 

79.4 

'  )  Minimum.... 

60 

52 

58 

48 

6-. 

41 

45 

46 

52 

54 

61 

54 

8: 

62 

68 

57 

61 

54 

68 

53 

62 

49 

36 

36 

39 

48 

59 

44 

44 

.53. 2 

Fort  Kent 

.  )  Maximum  . .  • 

81 

82 

75 

69 

67 

70 

7b 

84 

81 

72 

70 

7b 

77 

841     87 

88 

87 

79 

74 

7b 

77 

89 

88 

62 

64 

73 

74 

74 

76 

88 

89 

77.8 

hMinimum.... 

5fa 

54 

47 

49i     49 

48 

53'     81 

4b 

45 

61 

67 

48!     61 

61 

62 

641     66 

51 

52 

88 

55 

62 

43 

36 

35 

44 

57 

58 

42 

40 

51.4 

Gardiuer 

(  .Waxinuun.-- 

82 

82 

79 

77 

74 

74 

77 

78 

79 

75 

80 

81 

80 

71 

8: 

84 

85 

81 

78 

85 

83 

89 

87 

75 

68 

70 

73 

08 

76 

84 

78.3 

■  (  Mininnnn.... 

67 

54 

59 

581     48 

45 

46 

50 

49 

64 

60 

5b 

53|     60 

63 

67 

67 

61 

62 

58 

62 

59 

61 

52 

41 

37 

40 

4b 

45 

41 

53.  0 

Greenville  J  J 

j  Maxinuim  ••• 

78 

80 

75 

72 

6b 

741     74 

82 

701     75 

78 

78 

80 

71 

80 

85 

81 

78 

76 

84 

79 

88 

81 

62 

64 

68l 

74 

6;' 

66 

77 

82 

75.5 

■  (  Mininnim-... 

57 

51 

Ob 

4b 

5*. 

461     45 

4-- 

48 

53 

57 

50 

46 

5b 

61 

68 

6! 

54 

49 

56 

54 

52 

53 

46 

35 

32i 

38 

49 

42 

:i6 

45 

49.  3 

Houlton 

.  \  viHxiim.m  ... 

79 

76 

72 

74 

74 

73 

84 

80 

74 

75 

77 

79 

80!     82 

83 

81 

81 

82 

78 

89 

83 

78 

68 

751 

78 

72 

73 

77 

86 

78.0 

\  .Miniinnm.-.- 

66 

64 

54 

51 

48 

47 

84 

47 

63 

54 

61 

51 

50 

66 

67 

66 

68 

89 

52 

58 

69 

60 

62 

86 

48 

39 

40 

4( 

■10 

37 

43 

52.  2 

Lewision 

..  \  •.lii.ximiun    •• 

82 

83 

78 

7s 

74 

76 

7b 

6< 

77 

82 

83 

80 

72 

82 

87 

bb 

81 

80 

86 

86 

90 

66 

69 

72 

74 

76 

69 

79 

88 

78.8 

*  Minnnum.... 

til 

62 

65 

5b 

54 

61 

86i     56 

591     58 

64 

63 

61 

65 

6b 

72 

71 

61 

59 

63 

68 

6:1 

66 

51 

47 

45 

47 

53 

t;o 

54 

50 

.58.9 

Madisons 

..  \  .Muxinnun... 

80 

80 

79 

76 

72 

74 

76|     80 

7b 

77 

7b 

80 

79 

7S 

83 

87 

8h 

85 

8( 

8b 

84 

89 

S3 

75 

68 

72 

75 

71 

67 

85 

78.8 

(Minunum.... 

60 

51 

1.0 

& 

47 

41 

48 

45,    oOi     55 

63 

65 

c5 

61 

61 

6b 

69 

56 

51 

56 

67 

65 

62 

4b 

38 

361 

41 

48 

61 

M 

43 

53.2 

Millinockets 

. .  )  Mtixinuui.  .  •• 

81 

78 

7b 

74 

70 

79 

77 

82 

81 

7b 

78 

80 

83 

78 

80 

83 

82 

80 

7h 

83 

80 

90 

83 

66 

68 

70| 

78 

72 

73 

80 

84 

78.1 

)  .Mininnim  — 

57 

55 

69 

50 

52 

52 

65 

45 

53 

54 

60 

57 

.51 

."•b 

6.^ 

69 

68 

88 

53 

89 

62 

87 

m 

48 

39 

36| 

40 

83 

58 

37 

43 

83.7 

North  Bridgton..... 

. .  \  Maximum  .  •  • 

81 

81 

78 

78 

73 

74 

77 

78 

67 

78 

83 

8:5 

82 

71 

84 

bC 

82 

81 

86 

8b 

91 

86 

72 

68 

71 

76 

7b 

72 

70 

85 

79.1 

1  Minimum.... 

89 

54 

6fl 

51 

51 

44 

49 

51 

55 

53 

62 

56 

5b 

61 

6t 

6b 

69 

68 

5o 

69 

6b 

5b 

Ob 

49 

38 

37 

41 

49 

02 

5( 

47 

54.7 

Oldtown  

76 

79 

77 

72 

74 

73 

78 

76 

73 

74 

81 

S-. 

79 

78 

80 

79i     79 

7b 

84 

83 

87 

86 

7b 

67 

69 

75 

73 

71 

75 

82 

77.2 

i  Minimum-... 

60 

59 

61 

56 

53 

41 

58 

53 

62 

57 

62 

64 

67 

60 

6;- 

69 

70 

61 

5!> 

60 

67 

61 

66 

55 

44 

40 

44 

52 

60 

46 

47 

.57.0 

Portland  ' 

. .  \  Maximum  . . . 

8:i 

78 

82 

80 

80 

76 

74 

74 

6- 

73 

77 

8t 

74 

68 

81 

84 

8b 

81 

77 

85 

8t 

91 

87 

72 

71 

68 

71 

71 

68 

79 

77.2 

*  Minimum  ... 

62 

57 

58 

65 

50 

48 

52 

49 

64 

56 

64 

88 

64 
82 

60 

68 

56 

5b 

62 

Cli     62 

66 

44 

42 

•111 

40 

50 

57 

4i 

44 

56  6 

Presquelsle    

. .  \  Maximum... 

79 

75 

72 

71 

74 

73 

82 

81 

71 

74 

75 

76 

78 

83 

8C 

81 

78 

75 

79 

75 

8b 

87 

70 

(i5 

70. 

74 

71 

Ti 

76 

84 

76.6 

*  Minimum.... 

So 

48 

63 

nt) 

4^- 

52 

48 

53 

89 

59 

50 

48 

61 

65 

67 

65 

56 

48 

58 

60 

5b 

68 

44 

36 

34- 

41 

62 

.57 

66 

4.S 

.03.1 

Ripcgenus  Dam  ts.. 

..  V  .Maximum  •■• 

84 

78 

81 

79 

72 

70 

72 

74 

M 

78 

72 

8( 

76 

78 

81 

8-1 

82 

8" 

80 

81 

80 

81 

91 

80 

67 

70: 

72 

80 

79 

76 

kU 

78.1 

(  Minimum-... 

56 

56 

88 

57 

50 

46 

48 

4b 

60 

47 

48 

58 

50 

52 

51 

54 

6( 

56 

.52 

55 

55 

62 

5C 

46 

38 

40l 

42 

47 

55 

42 

44 

50  6 

Rockland 

;  Maximum  ... 

78 

80 

82 

8. 

7b 

75 

71 

79 

67 

75 

71 

8( 

77 

67 

77 

82 

8- 

81 

8( 

7</ 

85 

85 

73 

69 

72; 

T.> 

68 

71 

74 

84 

76.9 

(Minimum-... 

56 

56 

5b 

49 

47 

47 

59 

49 

61 

56 

57 

5S 

.55 

59 

6( 

61 

67 

c'J 

53 

5b 

6( 

56 

58 

58 

42 

39| 

42 

4t 

55 

48 

45 

.53.5 

Ramford     

S  Maximum.   - 

81 

81 

77 

76 

48 

74 

77 

75 

SO 

67 

78 

81 

W 

81 

72 

85 

84 

85 

80 

7b 

85 

8b 

89 

83 

64 

67 

72- 

75 

75 

69 

80 

87 

78.2 

)  Minimum-.-. 

61 

60 

56 

52 

4li 

4b 

4b 

55 

62 

51 

6!: 

67 

66 

'i? 

11 

51 

57 

58 

66 

63 

44 

38 

38  j 

42 

49 

53 

48 

46 

63  6 

Vanoeboro    

. .  j  Maximum  .  ■ . 

72 

75 

7( 

74 

74 

76 

70 

82 

7J 

71 

71 

78 

81 

79 

80 

77 

83 

78 

89 

87 

67 

72 

75 

72 

7b 

83 

75.8 

(  Minimum 

6ii 

53 

54 

49 

4b 

44 

52 

4:' 

44 

57 

56 

54 

52 

54 

60 

65 

65 

55 

52 

52 

62 

54 

62 

51 

43 

36 

37 

4t 

52 

39 

40 

61  2 

Winslow  13 

..  j  Maximum  ... 

81 

82 

* 

80 

78 

78 

77 

»2 

80 

78 

78 

82 

82 

82 

82 

85 

84 

85 

82 

84 

85 

89 

86 

76 

70 

721 

77 

77 

73 

75 

85 

80.2 

57 

57 

53 

62 

47 

53 

57 

55 

57 

64 

58 

56 

62 

01 

69 

70 

02 

81 

6( 

6b 

60 

63 

53 

46 

39 

42 

52 

53 

44 

46 

55.6 

Woodlandll 

(Maximum... 

80 

79 

79 

78 

7b 

77 

73 

84 

80 

75 

72 

82 

85 

67 

82 

80 

7.- 

81 

80 

87 

82 

92 

90 

70 

67 

72i 

79 

72 

71 

72 

84 

78.2 

i. Minimum.... 

56 

5li 

57 

81 

50 

49 

56 

46 

47 

46 

58 

60 

54 

57 

5( 

66 

64 

62 

56 

58 

63 

60 

62 

45 

35 

39 

47 

65 

46 

38 

53.2 

Kew  Hompmiie 

Berlin;! 

.  i  Maximum  ... 

76 

78 

77 

75 

69 

71 

74 

79 

62 

79 

82 

81 

82 

77 

86 

78 

83 

79 

76 

86 

86 

90 

80 

70 

64 

70 

79 

80 

78 

81 

86 

77.8 

(  Minimum-.-. 

60 

54 

84 

47 

4; 

37 

42 

42 

48 

53 

56 

53 

49 

53 

62 

64 

62 

52 

52 

56 

6b 

54 

62 

49 

33 

34 

40 

53 

48 

45 

60.2 

Bethlehem 

\  Maximum  ... 

78 

78 

T> 

70 

68 

72 

80 

75 

78 

SI 

79 

80 

77 

85 

8S 

81 

77 

75 

85 

84 

87 

79 

69 

64 

79] 

78 

75 

72 

81 

85 

77.0 

■  '  .Minimum. .-- 

58 

59 

60 

.53 

42 

45 

46 

59 

57 

69 

57 

54 

59 

69 

69 

66 

55 

5b 

64 

66 

69 

6b 

4S 

3f 

38 

43 

56 

60 

58 

61 

56.2 

Concord' 

.  1  Maximum  .    - 

82 

80 

81 

7s 

73 

74 

78 

81 

64 

72 

85 

83 

7b 

72 

88 

85 

8b 

80 

79 

8b 

9C 

8,' 

6b 

6b 

72 

77 

78 

70 

79 

86 

78  9 

(  \|itiimnin---- 

6J 

52 

5b 

5P 

4! 

42 

45 

48 

58 

58 

60 

55 

60 

66 

6b 

71 

6S 

56 

50 

51- 

66 

62 

64 

41 

33 

34 

39 

53 

55 

49 

44 

53  9 

Durham 

\  Maximum  ... 

8a 

87 

83 

81 

7.- 

77 

78 

75 

76 

87 

82 

79 

74 

8f 

82 

8b 

83 

82 

87 

90 

93 

87 

72 

72 

72( 

74 

77 

72 

74 

82 

80.3 

°  (  .Minlljiuill.-.. 

40 

54 

62 

52 

49 

43 

50 

49 

63 

55 

61 

5h 

5b 

6i 

65 

71 

65 

66 

6j 

53 

55 

62 

64 

55 

38 

36: 

38 

4b 

.58 

55 

39 

54.3 

First  Conn.  JLakent 

*  Maximum  ... 

70 

73 

66 

65 

5! 

63 

66 

65 

n 

73 

7b 

68 

79 

7b 

73 

70 

79 

75 

82 

6b 
59 

5( 

56 

64| 

71 

61, 

tit 

7b 

7h 

69.6 

(  .Mininnim--.. 

50 

49 

53 

45 

41 

37 

39 

40 

43 

50 

53 

56 

45 

46 

61 

62 

63 

58 

4i 

49 

6b 

55 

41 

30 

•31 1 

31 

48 

54 

49 

45 

48.7 

Franklin 

.  \  Maximum  .  -  ■ 

80 

82 

80 

80 

72 

67 

78 

81 
58 

76 

73 

85 

80 

79 

73 

81 

80 

89 

SO 

85 

80 

6i 

67 

611 

68 

73 

70 

78 

SO 

77.6 

(  Minimum 

60 

58 

63 

52 

46 

42 

47 

49 

58 

62 

55 

59 

65 

6b 

70 

71 

57 

50 

57 

6b 

62 

63 

52 

37 

38, 

41 

51 

61 

49i     47 

55.4 

Glencliff    

i  Maximum    -- 

75 

77 

71 

70 

66 

66 

70 

78 

68 

74 

80 

76 

78 

73 

80 

77 

7b 

74 

73 

82 

SO 

83 

77 

67 

60 

67 

74 

6.'- 

69 

76 

I    sc 

73.8 

"  1  Muiimnm 

59 

.55 

61 

50 

46 

43 

47 

54 

60 

55 

55 

55 

61 

05 

68 

65 

55 

01 

00 

64 

63 

49 

37 

40 

43 

54 

60 

621     51 

54.7 

Hanover  3 

^  Maximum  .  -. 

80 

SO 

77 

77 

69 

70 

78 

78 

08 

75 

81 

s; 

74 

81 

81 

84 

78 

78 

86 

8b 

88 

77 

67 

6; 

72! 

78 

76 

77 

84 

;    84 

78.0 

■  (Minimum-.. 

60 

79 

61 

79 

49 

78 

45 

72 

42 

74 

79 

48 
87 

59 
62 

5S 
72 

63 
82 

55 

84 

65 
76 

62 
70 

87 

71 
80 

67 
b5 

79 

51 
79 

57 

67 

61 

65 
81 

49 

3b 
66 

?^! 

4( 
78 

5r 

61 
68 

53 
77 

44 

,54.6 

Hillsboroii 

■  *  Minimum-... 

58 

50 

61 

52 

44 

41 

43 

45 

47 

56 

54 

60 

63 

64 

68 

70 

59 

51 

56 

6." 

62 

70 

6^ 

35 

34i 

39 

52 

56 

50 

53."  5 

Kearsarge 

.  )  Maximum --- 

SO 

83 

77 

77 

73 

75 

77 

82 

63 

77 

84 

82 

81 

73 

8b 

85 

8h 

82 

76 

87 

87 

93 

86 

84 

70 

72| 

78 

81 

70 

81 

87 

79.8 

(Minimum.... 

50 

49 

54 

42 

37 

37 

40 

43 

49 

52 

55 

49 

49 

5t 

65 

60 

65 

50 

46 

50 

60 

52 

58 

42 

30 

3o! 

35 

4b 

60 

4S 

4( 

48.1 

Keenes 

.  S  Maximum  .   . 

85 

78 

81 

78 

74 

74 

80 

81 

67 

72 

S3 

84 

77 

78 

87 

82 

87 

80 

81 

85 

90 

79 

69 

70 

72i 

77 

77 

73 

80 

85l     79.2 

(Minimum-... 

6:i 

52 

5b 

50 

45 

42 

44 

46 

59 

60 

62 

56 

61 

67 

68 

74 

69 

51 

51 

55 

65 

64 

63 

51 

36 

361 

42 

6f 

64 

60 

46 

55.0 

Manchester 

.  )  Maximum  .  ■ . 

78 

75 

76 

74 

68 

70 

75 

7.) 

65 

71 

80 

77 

75 

71 

83 

83 

76 

77 

80 

83 

86 

80 

66 

65 

68' 

71 

74 

68 

71 

77 

74.  9 

(  Minimum.-.. 

62 

58 

64 

56 

52 

48 

52 

53 

60 

60 

62 

60 

61 

65 

67 

71 

72 

64 

56 

61 

68 

67 

66 

5S 

43 

4:;| 

44 

5f 

68 

53 

47 

58.3 

Nashua  ||3 

)  Maximum... 
■  (Minimum.... 

87 
64 

^5 

83 
60 

80 
50 

76 
49 

76 
44 

80 
46 

f; 

65 

-6 
5H 

^ 

86 
.57 

1 

75 
61 

88 
65 

87 
7(1 

88 
73 

82 
65 

82 
61 

84 
52 

91 

59 

91 
61 

84 
66 

72 

58 

70 
3(3 

^^! 

78 
39 

To 

70 
50 

76j     86 
51  i     41 

80  2 

54.0 

PinkhamNotclit.... 

)  Maximum  ... 

73 

77 

70 

69 

68 

67 

75 

61 

73 

77 

72 

75 

7» 

77 

75 

72 

83 

80 

83 

76 

61 

61 1 

72 

73 

la 

77 

83 

72.6 

■  (Minimum--.. 

55 

52 

60 

54 

47 

42 

44 

43 

54 

5'J 

si 

58 

49 

5K 

62 

62 

64 

51 

51 

58 

60 

54 

61 

48 

48 

34 

39 

50 

57 

45 

46 

51.6 

Plymouth 

.  (Maximum  -.. 

84 

81 

80 

77 

71 

75 

77 

79 

75 

84 

80 

76 

85 

84 

79 

78 

87 

86 

88 

81 

69 

67 

69 

75 

74 

69 

78 

83 

78.2 

(Miniimim---- 

64 

54 

63 

49 

48 

39 

42 

48 

69 

58 

54 

54 

60 

65 

67 

66 

70 

55 

49 

57 

66 

60 

49 

33 

31 

39 

51 

63 

58 

52 

53.8 

rermont 

1 

Bennington 

.  )  Maximum  ... 

85 

85 

78 

77 

76 

72 

79 

8) 

75 

80 

80 

82 

80 

81 

90 

85 

86 

79 

82 

87 

S8 

85 

77 

68 

73; 

81 

7S 

75 

80 

84 

80.5 

.  i  Maximum    •• 

l^ 

50 
80 

48 
83 

46 
79 

46 
75 

n 

^? 

50 

46 
82 

48 
80 

48 
81 

46 

8-i 

52 

87 

U 

56 

89 

60 
90 

90 

.55 
81 

48 
81 

50 
89 

54 

57 

58 
90 

51 
79 

72 

40l 
72' 

42 
81 

77 

C4g  g 

Bloomlieldt 

"77 

83 

"86 

»2.2 

(  Minimum-... 
j  Maximum... 

58 

..^. 

57 

43 

38 

..''. 

42 

42 

50 

56 

59 

..'' 

50 

59 

63 

61 

65 

..'' 

50 

..''. 

59 

54 

..'' 

43 

32 

"i 

37 

54 

..." 

°80.6 

Brattleboro  11 

(  Minimum-  • .  • 





.... 

.... 

Hurlington  * 

.  i  Maximum  ■.. 

"78 
61 

■77 
53 

76 
61 

■72 
50 

■'69 
81 

■72 

46 

s 

"si 

62 

"67 

"74 
62 

"78 
61 

80 
87 

"82 
87 

"72 
62 

"85 
61 

85 
68 

"77 
62 

"88 
57 

"73 
63 

1; 

"85 

"76 
67 

"i 

s 

■a 

'78 
48 

"67 
59 

"78 
62 

77 
59 

"si 

64 

"76.1 

67.2 

Cavendish  

.  i  Maximum  ... 

83 

82 

79 

78 

78 

73 

79 

80 

79 

75 

82 

83 

78 

76 

88 

84 

84 

SO 

79 

85 

88 

82 

IS 

70 

72I 

79 

79 

74 

79 

85 

79.7 

(Minimum--.. 

58 

50 

57 

46 

41 

41 

42 

56 

59 

58 

81 

63 

64 

fr5 

65 

68 

51 

49 

52 

6f 

61 

33 

34! 

39 

49 

57 

54 

51 

.52.1 

Chelsea  

J  Maximum  ... 

81 

81 

79 

75 

71 

72 

82 

68 

78 

84 

81 

80 

73 

87 

85 

83 

80 

75 

87 

88 

90 

80 

67 

68 

741 

81 

74 

73 

84 

88 

79.0 

(Minimum... 
(Maximum... 

59 
84 

s 

82 

8 

;s 

34 

78 

38 
80 

54 

79 

.53 

78 

53 

84 

46 
81 

.... 

Cornwall  t 

"85 

"so 

88 

'  '96 

"84 

"83 

78 

"87 

"93 

.... 
"94 

"8.5 

"73 

67 

"73' 

'84 

"so 

'76 

"si 

"86 

"si'i 

■  (  Minimum-... 

61 

52 

61 

53 

48 

47 

48 

51 

59 

61 

63 

88 

56 

63 

65 

69 

66 

66 

58 

6-1 

66 

68 

69 

52 

40 

42 

50 

59 

62 

61 

64 

57.8 

Craftsbury  Com 

.  (  Maximum  ... 

75 

77 

70 

70 

6.5 

69 

73 

79 

65 

73 

78 

76 

81 

72 

83 

82 

74 

74 

73 

S3 

81 

83 

74 

68 

62 

69 

77 

68 

76 

78 

81 

74.2 

(  Minimum  •  ■ . 

59 

53 

69 

53 

44 

43 

45 

47 

57 

57 

59 

55 

53 

62 

62 

66 

64 

55 

56 

60 

66 

64 

67 

45 

35 

381 

43 

57 

60 

58 

49 

.54.2 

Dorset  

.  i  Maximum... 

79 

76 

76 

74 

69 

11 

74 

74 

63 

76 

77 

79 

76 

72 

82 

80 

78 

75 

73 

79 

84 

83 

78 

62 

64 

081 

74 

73 

74 

78 

81 

75.0 

(Minimum  --- 

.56 

65 

62 

.... 

, 

41 

41 

56 

54 

.... 

65 

6.5 

63 

67 

68 

53 

55 

.... 

44 

32 

341. 

.... 

Euosburg  Falls 

.  )  Maximum.. - 

83 

80 

73 

74 

■74 

75 

80 

% 

67 

70 

76 

"81 

fa 

72 

92 

93 

78 

76 

79 

"83 

"so 

87 

72 

68 

69 

72 

67 

"so 

"84 

78 

"m 

"77.' 7 

/  Minimum -..- 

49 

52 

58 

50 

38 

41 

42 

57 

61 

62 

55 

59 

62 

65 

68 

63 

52 

54 

64 

63 

62 

57 

46 

35 

381 

62 

58 

62 

59 

40 

54.1 

Newport  J  J 

S  Maximum... 

76 

80 

73 

71 

68 

73 

74 

80 

76 

80 

80 

81 

68 

84 

83 

78 

76 

75 

84 

85 

74 

58 

63 

72I 

78 

68 

80 

80 

84 

76.8 

(Minimum.... 

48 

43 

56 

50 

46 

44 

46 

48 

56 

60 

66 

52 

63 

67 

56 

58 

64 

61 

61 

52 

37 

40j 

47 

58 

61 

54 

51 

53.6 

Northfield' 

.  j  Maximum  . . . 
'  Minimum... 

79 
55 

I^ 

75 
54 

74 
51 

43 

69 

76 
41 

80 
43 

57 

11 

80 
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11 

72 
62 

85 
64 

86 
67 

11 

It 

U 

86 
64 

86 
62 

77 

5f 

40 

65 
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70 

79 
41 

71 

5h 

?i 
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53 

84 
61 

76.2 
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Rutland 

.  (Maximum... 

81 

80 

80 

79 

71 

72 

78 

82 

80 

79 

81 

81 

79 

75 

86 

84 

81 

80 

85 

85 

88 

86 

81 

74 

65 

71 

78 

78 

74 

79 

83 
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50 

61 

49 

43 

41 

41 

43 

55 

56 

59 

-50 

52 

64 

64 

65 

50 

49 

59 

65 

62 

70 

47 

33 

34 

40 

54 

59 

53 

49 
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St.  Albans  

.  (  Maximum  ... 

77 

80 

76 
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74 

78 

85 

71 

74 

78 

81 

82 

74 

86 

86 

79 

74 

85 

87 

78 

64 

67 

74 

82 

73 

70 

81 

86 
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63 

56 

61 

57 

47 

48 

51 

69 

60 

60 

62 

69 

58 

64 

60 

71 

68 

63 

67 

68 

71 

63 

46 

40 

48 

87 

89 

62 

67 

58 

89.0 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


August,  1942 


Daily  Temperatures  for  Augnst,  1942,  (Continued) 


Day  of  month 
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GENERAL  SUMMAKY 

Althougli  the  teinperature  averaged  but  fractionally  above 
normal  in  New  England  during  September,  1942,  there  were 
two  decidedly  warm  periods:  from  the  1st  through  the  8d,  and 
from  the  loth  through  the  19th.  The  accumulated  tempera- 
ture excess  was  mostly  counterbalanced  by  otherwise  generally 
cool  weather,  particularly  during  the  last  three  days  of  the 
month.  The  season's  first  killing  frosts  of  appreciable  extent 
occurred  in  susceptible  places  of  the  northern  division  on  the 
24th  and  26th.  These  were  followed  by  another  on  the  29th 
which  generally  ended  the  growing  season  of  staple  food  crops 
of  normally  perishable  nature  throughout  the  Section,  except 
along  the  immediate  south  coast.  Little  damage  was  occasion- 
ed, however,  since  harvesting  of  this  produce  was  nearly  com- 
pleted by  that  time.  INIontlily  maxima  occurred  on  the  1st  and 
2d  with  temperature  readings  in  the  90's  over  widespread  areas; 
monthly  minima  were  generally  on  the  29th.  Monthly  totals 
of  rainfall  were  unevenly  distributed  over  the  Section.  More 
than  4  inches  was  recorded  in  western  Massachusetts,  Vermont, 
and  northern  New  Hampshire  (and  adjoining  portions  of  Me.), 
while  less  than  2  inches  fell  in  the  area  extending  from  the 
southwest  Maine  coast  to  Rhode  Island  and  western  Connecticut. 
Of  especial  benefit  were  the  more  generous  amounts  over  the 
area  west  of  the  White  Mountains,  where  water  supplies  and 
soil  moisture  deficiencies  had  been  approaching  critical  condi- 
tions. On  the  27th,  strong  southerly  winds  and  gales,  attend- 
ing a  passing  disturbance  of  marked  intensity,  caused  some 
damage  in  many  parts  of  the  Section.  e.  s. 


TEMPERATURE 

The  average  monthly  temperature  for  the  Section,  based  on 
106  records,  was  60.8*^,  wliicii  is  0.6°  aliove  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  59.0°;  for  the  southern  division,  62.7°.  The  highest 
monthly  mean  was  66.0°  at  Chestnut  Hill,  Mass. ;  the  lowest  was 
53.7°  at  First  Connecticut  Lake,  N.  H.  The  liighest  recorded 
was  96°  at  Orono,  Me.  on  tlie  1st;  the  lowest  was  20°  at  Somer- 
set, Vt.  on  the  30th.  The  greatest  monthly  range  was  69°  at 
Kearsarge,  N.  H.;  the  least  was  39°  at  Rockport,  Mass.  and 
Block  Island,  R.  I. 

PRECIPITATION 

The  average  monthly  precipitation  for  the  Section,  based  on 
191  records,  was  3.oiJ  inches,  which  is  0.20  inch  below  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  4.11  inches;  for  the  southern  division, 
3.07  inches.  The  greatest  monthly  amount  reported  was  6.44 
inches  at  ]\Iays  Mill.  Vt.;  the  least  was  1.28  inches  at  Portland, 
Me.  The  greatest  amount  in  24  hours  was  2.84  inches  at  Pink- 
ham  Notch,  N.  H.  on  the  27th.  The  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  10,  which  is  1  above 
,the  mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND  HUMIDITY 

The  prevailing  direction  of  the  wind,  h'ased  on  127  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  8.0  miles  per  hour,  which  is  0.6  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged 
55  percent  of  the  possible  amount,  which  is  3  percent  below 
the  mean. 

Cloudiness  was  slightly  above  the  mean.  The  average  for  the 
Section,  ba.sed  on  132  records,  was  13  clear,  7  partly  cloudy, 
and   10  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m. 
and  7:30  p.m.  observations  at  14  stations,  was  84  percent, 
which  is  3  percent  above  the  mean. 


COMPARATIVE  DATA    (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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Climatolog-ieal  Data  for  September,  1942 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches        ;    No.  of  days 
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Nortli  liridgliHi..- 

Oldtown 

Orouo. 

Fortlandi. 

Presqiielsle------- 

RipogeiuisUamst'* 
Rockland  . 


Cumberland 
Aroostook ... 
Washington 
Kennebec  •■ 
Hancock  ... 
Franklin  ... 

....  do 

Aroostook . . 

do 

Kennebec  .. 
Piscataquis . 
Cumberland 
Aroostook  ■• 
Somerset  •  •• 
Androscoggi 
Washington 
Soiiierset  ... 
Oxford 


Pel 


>cot  ■ 


iunil 


The  Forks2. .. 
Upper  Dam... 
Vaueeboro  . . . 
Winslowts.-*.. 
Woodlaudll  •• 
For  .State 


(lumberland 
.\roostook .. 
Piscataquis. 

Knox 

Oxford 

Somerset  .  •  • 

Oxfnrd 

Washington 
Kennebec  •. 
Washington 


Hem  Ildiiivsliire 


Berlin  ti- 

Bethlehem   ....■■ 

Concord' 

Dixville  Notch2  . 

Durham    

Errol3 

First  Conn.  L'ketp 
Fitzwilliam»   •.•■ 

Franklin 

Glenelill- 

Hampton 

Hanover^ 

Hillbboru||2 

Kearsarge  

Keene**  •  ■ 

LakeporlS 

Lincoln^. 

Manchester 

Milan   

Naslnmr.!,3 

NewDnrliamt2,4 

Newport^ 

North  Stratford^ 
PinkliamNotcht- 

Plymouti! 

W    Sleuartstown 
Wolfboro  Falls.- 

York  Pond- 

For  State      •• 


Mt.  Washiiigtor 

Vernwiil 
Bellows  Falls2.. 

Bennington 

Bloomlieldt  •    •  • 
Brattlebnrol|2,  3 


i)ack  . 


iftoi 


Rockingham  . 

Grafton   

HIlKsborough 

Carroll 

Cheshire 

Belknap 

Grafton  

Hillsboro 


Hillshoro. 
Strafford  . 
Sullivan  ■ . 
c;oos 


Burlington  ' 

Cavendish 

Chelsea 

Cornwallt 

Craftsbury  Com. 

Dorset 

EastBarnet^ 

East  liyegateS. .. 
Enosburg  Falls-. 

Qilman 

MaysMillfS 

Newfane2 

Newport  JJ 

North  field  1 

Re»dsboro2  

Rochester2 

Rutland 

St.  All>ans 

St.  Johnsbury  ..■• 
Searsburg  Mt-2  .. 
Searsburg  Sta.t2. 


Windham  - . 
Bennington 

Essex 

Windham  .- 
Chittenden. 
Windsor. -.. 

Orange 

Addison  — 

Orleans 

Bennington 
Caledonia  -■ 

do 

Franklin  ... 

Essex 

Windham  -  - 


do. 


Orleans 

Washington 
Bennington 
Windsor-  -- 
Rutland  — 
Franklin  ... 
Caledonia  . . 
Bennington 
Bennington 


+0.70 

-0.83 
+  0.S5 
-0.01 
-0.35 
-0.77 
4  0.49 
+  0.53 


+  0.64 
-0-87 
+  0.34 
+  0.84 
+  1.69 
0.00 


-0.04 
-0.07 
+0. 10 


+  1.49 
+0.77 
+  2.15 


-0.05 
+0.58 
+  1.44 
+1.49 
+0.21 
+  0.44 


14 

w. 

10 

sw. 

13 

nw. 

10 

sw. 

1 

w. 

13 

nw. 

10 

nw. 

14 

Civil  Aeronautics  Auth. 
B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerliug 
U.  S.  Weather  Bureau 
U.  S-  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co. 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C-  W.  Nors worthy 
G.  K.  Buchanan 
Samuel  D.  Soule 
V  ■  S.  Weather  Bureau 
C.C  P.  JiL.Co. 
William  H.  Cumming 
p.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  IClectricCo. 
Great  Nortliern  Paper  Co- 
tinion  Water  PouerCo. 
Great  Northern  Paper  Co. 
Herbert  Bnswell 
Ralph  F.  Webber 
C.L-Chadbourne 
Thomas  W-  Clark 
Univ.ot  Maine 
U.  8    Weather  Bureau 
IMe.  Itxpi-riiueiit  Station 
Great  Northern  Paper  Co. 
Oliver  W.  Holmes 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co. 
Guy  W.  Butler 
HoUingsworth  A  Whitney 
St.  Croix  Paper  Co. 


Edward  Fenu 

George  K-  Tucker 

U.S.  Weather  Bureau 

Sarali  H.  Gleason 

Univ.  of  N.  il- 

Union  Waler  Power  Co. 

Conn   Valley  Lumber  Co. 

R.  R.  Rioker 

F.J.  Southraayd 

State  Sanatorium 

Frank  K.  Leavitt 

Dartmouth  College 

N.  H   Research  Forest. 

Wendell  Lees 

C.  F.  Robbins 

Arthur  W.  Mar.shall 

Walter  Boyle 

Public  Service  Co. 

.\ndroscoggin  Res.  Co. 

Pennichnck  Water  Works 

E.  E.  Tohey 
H.  P.Shepard 

F.  A-  Smith 
J.  B.  Dodge 

Mrs-  Hattie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
11.  S.  Bureau  of  Fisheries 


U.  S.  VVeather  Bureau 


B.  F.  Hydro- IClectricCo. 
State  F'ish  Hatchery 
George  L.  CoO|)er 
Raymond  L.  Brown 
U.S.  Weatliev  Bureau 
Cen.Vt.P.  S.Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarali  E.  Lane 
Mi.-s  E.  M.  Dustiu 
Rufus  S.  Gilbert 
N.  E.  Power  Co. 
J.  P.  Devins  ttt 
L.  H ,  Pomeroy 
Oilman  Paper  Co. 
Fred  May  ttt 
Harold  P.  Grant 
Rev.  A    B.  Crichton 
U.  S.  Weather  Bureau 
N.E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E.  Power  Co. 


See  page  68  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  September,    1942,  (Continued) 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches        •    No.  of  days 


ifll 


5  o 


=5    '.III 


Vermont 


Soinersellt-  ■  • 

Veriioiit- 

Wateibuty2(near) 

West  Biirko- 

West  Hartford -•■• 
White  River  Jc.U- 

Wliitiiiirham- 

Wilder^ 

WilminKtoii- 

Wooilstock   ••• 
For  SUte 


Massaehu  setts 


AJams||2 

AiulierstJ* 

AshlaIl<lt^     

Bet-cbwood  *•... 

BlaeUiUt"    

Boston' 

Boylstoii* 

Brockton^   

Chester" 

Cl'.esterfleld".--- 
Clieitmit  HillllS.'* 

Clinton." 

Concord*.*  — 
East  Wareliamll^ 


Fall  River. 


KramiiiKlianW.  *. 

Franklin*' 

Gardner*' 

Gloucester* 

GreentioUl 

Grolon  •• 

Har.lwick*' 

Hatohville"  .... 

UaverhillS 

Heath** 

Holyoke2. 

Ho(isttcTnnnel||2 
Hubhardston**.. 

Hyanni^2 

Ipswich" 

JplT.!rs..n5 

Lake  CochitiialeSf* 

Lavvience^ 

Lowell^.-' 

Mansliold" 

Middleboro** 

Middleton2    

Milford** 

Millhury2 

Montague  Clty^. 

Nantucket'   

New  Bedford 

NorthbridKe'" 

f'einl)roke** 

Peru** 

Petersliani4 

Pitts  tieldP 

HlainHeld** 

Plynionll) 

Princeton^ 

I'rovincetovrn 

Rockport 

Segrt!ganset'.2 

Shelliurne  KallsH^ 

Sonthl)ridee'* 

South  Kgrenioiit**. 

Spot  Pond  * 

Springfield 

aterlinB* 

Sto(;k  bridge 

iwanipscott 

Taunton-'' 

Turners  Falls 


ebst"' 


West  Cummington 

\Vestf1eld**» 

Weston*    

West  Otis** 

WestRntlau.H.   ... 
WilliamstownS  .... 

Wiufliendon** 

Won'ester"    

For  State  


Kfimie  Mmul 
Bloi'k  Island'... . 

Kingston 

Portsmouth 

Providence' 

For  State.... 


Windham 

Windliaui  — 
Washington. 
Caledonia  — 

Windsor 

Windsor  — 
Windham  ..  ■ 

Windsor 

Windham  ... 
Windsor 


Berkshire  .  ■ 

Hampshire 

Middlesex  .. 

Norfolk  .... 
do  .... 

Suffolk 

Worcester  . . 

Plymouth  .. 

Hampden  ■  • 

Hampsliire. 

Sntlolk 

Worcester  ■• 

Middlesex  .. 

Plymouth  .. 

Bristol 

Worcester  . . 

Middlesex  •• 
do 

Norfolk  .... 

Worcester . . 

Essex 

Franklin  ... 

.Middlesex  -. 

Worcester  . . 

Barnstable.. 

Essex 

Franklin  — 

Hampden  .. 

Berkshire  •■ 

Worcesler  .. 

Barnstable.' 

lissex 

Worcester  . . 

Mid.ilesex  .. 

Essex 

Middlesex  .. 

Bristol 

Plymouth  -. 

Essex  

Worcester  ■ . 

Worcester  .. 

Franklin  ... 
Nantucket- . 
Bristol 

Worcester  . . 
Plymouth  .. 
Berkshire  .. 

Worcester  . 
Berkshire  ■. 
Hampshire. 
Plyniontli  .. 
Worcester  . . 
Barnstable.. 

Essex    

Bristol 

Franklin  ... 
Worcester  . . 
Berkshire... 
Middlesex  .. 
Hampden  .. 
Worcester  .. 
fierkshire... 

Essex   

Bristol 

Franklin  .. 
Hampshire. 
Worcester.. 
Hampshire.. 
Hampden  .. 
Mi.idlesex  . . 
Berkshire  .. 
Worcester  .. 
Berkshire  • . 
Worcester  ■ . 
Worcester  . . 


Newport  — 
WasliinKtOM 
Newport- . . 
Providence 


—0.8 
'+6.'4' 


+0.1 
'  +  i.'6 


•f  0. 12 
+  1.13 
+2.34 


-  1.90 
+  0.63 
+0.  Ofi 


—  1.77 
-0.82 
-1.85 


+0.01 
-0  .59 
-2.00 
-1.2R 
-0.  -if) 
-l.,52 
+  1.80 
+  1.,35 
-0.14 
—1.31 


-1.67 
+  1  52 
-1.04 
-1-95 

+6-52' 
-.3.11 
+  1.42 
—1.84 
+  0.15 
+0.01 
-1.21 
-0.63 


0 

13 

0 

15 

0 

12 

0 

12 

0 

11 

L.  L.  Leonard 
Conn.,  Kiver  Power  Co. 
N.  E.  Power  Co. 
Oilman  W.  Ford  tti 
Eyu  Iv   Doubieday 
Civil  Aeronautics  Autli. 
fi.  T.  tfulton  III 
Olcott  Fall.tCo. 
Walter  Adams  III 
Benton  S.  Pinney 


N.  K.  Power  Co. 

Mass.  Agr.  Exp.  Sta. 

Met.  Water  Works 

State  Dept.  Public  Health 

Blue  mil  Observatory 

U.  S.  Weather  Bureau 

Mrs.  Loring  U.  Ueed 

City  Engineer 

State  Dept.  Public  Health 

State  Uept.  Public  Uealth 

Met.  Waterworks 

i\Iet.  Water  Works 

Fred  A.  Tower 

Joseph  L.  Keiley 

Richard  C.  Brigbum 

Herbert  B.  Allen 

US.  Army 

Mot.  Water  Works 

.State  Dept.  Public  Health 

■State  Dept.  Public  Health 

Ralph  M.  Barker 

Bureau  of  Entomology 


State  Dept   Public  Health 

State  Dept.  Public  Health 

■State  Dept.  Public  Health 

Cit.v  Kngiiieer 

State  Dept.  Public  Health 

A.  W.  I, add 

N.  K.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacliei's  College 

State  Dept.  Publio  Health 

Carl  lierg-.-fraud 

Jlet.  Wiitei-  W(iik..f 

Es.se.x  Company 

Props.  Locks  ,(,  Canals 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  |{.  Hoelzel 

State  Dept.  Public  Health 

N.  E.Power  Co. 

Charlotte  A    Biaun 

V.  S.  Weather  Bureau 

Citv  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

Met.  Water  Works 

Coinr.  .'f  Public  Works. 

State  Dept.  Public  Health 

Plymouth  Cordage  Co. 

Met.  Waterworks 

.iavan  D    Yo-k 

IT.  S.  C  G.  StHtion 

Bristol  Co.  Agr.  School 

N    E.  P(,werCo 

State  Dept    Pnblict  Health 

State  Dept.  Public  Health 

Met.  Waterworks 

IT.  S.  Armory 

Met.  Water  Works 

N.-sbit  H.  B.ings 

Weston  K.  Lewis 

Water  Works 

Turners  l-'allsP  A-  K.Co 

State  Dept.  Public  Health 

State  Dept  Public  Health 

T.  F.  Whitbroad 

State  nept.  Public  Health 

Weston  Colle-e 

State  Dept.  Public  Health 

Met  Wat  lu- Works 

Williams  (^olle^'e 

State  Dept  Public  Health 

CllfTord  L    Davis 


I'.S  Weather  Bureau 
Agr.  Exp.  Station 
Agr.  Exp.  Station 
XT  S.  Weather  Bureau 


See  page  68  for  explanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA  :  NEW  ENGLAND  SECTION 


September,   1942 


Climatological   Data  for  September,   1948,  (Continued) 


ConnecticiU 


Baltic2 

BarlHianistt-ailS... 
Bri<igeport'*-  ■.  . — 

Bu.li.iKioii2, 

ColcliHStor 

Collinsville2 

Cream  Hillt 

Danbiiry. 

Falls  Villagers  ..., 

Hartfordl 

Lake  Konoraoct.  • 

Marion 

Mt.  Carmel 

NewHavenl 

New  London  

Norwalk  

Putnam  

Salisbury 

Storrs3 

Waterbury  

Westbrook 

West  lliir!laii(!2... 

Windsor  Locks  • .. 

Koi-  Stati»  ■    •• 


New  I-oiu1ou 


iQeU) 


Fairfield 

Hartloiu  .  . . 
New  London • 
Hartford  .  ■ . 
Litcb field  ... 

FairMeld 

Litchfield  ... 
Hartford  .■•■ 
New  London. 
Hartford  •  ■  •  . 
New  Haven  . 

do  

New  London. 

Ff.irfield 

Windhiim.... 
Litchfieia  ... 

Tolland 

New  Haven  . 
Middlesex  . . 
nart.'or.l  .... 
do 


Temperature,  in  degrees  Fahrenheit  j        Precipitation,  in  inches 


-0.9 
'+i.'6' 


+0.7 
+0.4 
+0.8 


-2.22 

-i.'se' 


No,  of  days 


Tbe  Baltic  Mills  Co. 

Water  Bureau,  Haiti ord 

Bridgeport  Hydraulic 

Water  Bureau,  Hartford 

J.  K.Bailey 

Edvyiu  K.  Wilder 

T.  S  Gold 

Sewage  Treatment  Plant 

Couu.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

Helen  N  Upson 

B.  W.  McParland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Corastock 

Civil  Aeronautics  Auth. 

F.  Ilurlimaii 

Acr.  Exp,  Station 

Wllliara  .T.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 

U.  S.  .\rmy 


DATES  OF  ia:iSCEL,L,ANEOUS  PHENOMENA 

.4«m-r(.s.— 5-8th,  10-Uth,  13-1.5th. 

Hdlos.  lii.v.ar. —  '22d. 

H^'los,  solnr  —  14th,  23rl,  26tb. 

Hail.  —  (dates  and  general  location) —  28tb,  Jackman,  Me., 
Berlin,  N.  H.,  Cavendish,  Vt. 

Thunderstorms.— 10- l]th,  15-19t]i,  24-25th,  2Sth. 

Fog,  dense.—  l-2d,  4-7th,  9-20th,  2 2- 30th. 

Frosts.  —  (dates  and  general  location  of  first  killing) —  In  sus- 
ceptil^le  places  of  the  nortliern  division  on  24th  and  26th;  wide- 
spread over  Section  except  along  the  immediate  coast  on  29th 
and  30th. 

Sleet. —  (dates  and  general  location) — None. 


Pressure,   Wind,  Humidity  and  Sunshine 


Relative 

(reduced  to  sea  level) 

Humidity 

Stations 

.      1 

■s 

-§& 

-5 

1 

a 

S 

a 

c 

a 

« 

S 
& 

s 

^1 

i 

£ 

S 

s 

,5 

p. 

^£ 

S 

W 

" 

J     a 

<> 

% 

Q 

W 

o 

«    ^u. 

Amhertt 

30.06 

30.  ,56  '  29 

29.64 

•'7 

3  8 

28 

28 

60 

3U.05 

SO.  5 ! 

29 

29.  73 

20 

12  9 

34 

D«. 

21 

86 

86 

fiO 

Bine  Hill 

30.07 

30.51 

29 

29.66 

27 

13,6 

h7 

S. 

27 

85 

64 

82 

52 

30.0.5 

30.  53 

29 

29.  67 

27 

10,  0 

40 

27 

77 

60 

73 

57 

Biirlinston  

30.02 

30.53 

29 

29.47 

27 

8.1 

2V 

87 

62 

76 

59 

Caribou 

30.  02 

30.  52 

26 

29  50 

20 

10.8 

88 

59 

74 

Concord  

30.  06 

30.48 

29 

29.  65 

27 

5  8 

24 

se 

27 

1)0 

56 

81 

53 

Eastnort 

30.  05 

30.49 

9 

29,08 

28 

8.7 

29 

8. 

27 

92 

75 

86 

44 

Greenville 

30.  06 

30.50 

26 

29.  63 

20 

5.  2 

22 

27 

87 

Hanover 

30.  04 

30.  52 

2q 

29.55 

27 

3  1 

24 

G. 

24 

87 

61 

84 

47 

30.66 

30.  5(1 

29 
29 

29.68 
29.  37 

27 

7  0 

30 

ne. 

90 

87 

58 
70 

80 
91 

52 
69 

Nantucket     

30.05 

28 

10.3 

30 

29 

New  Haven 

30.06 

30  57 

29 

29  67 

27 

7.8 

28 

27  j  85 

66 

84 

66 

Nortl.tield 

30,06 

30.55 

29 

29.  55 

7.  U 

32 

27  !  82 

48 

Portland 

30.  05 

,■50.  52 

29 

29  64 

27 

7.4 

29 

se 

27  [  85 

62 

83 

50 

Providence 

30.06 

30.51 

29 

29,71 

27 

7.3 

31 

sw 

27      86 

59 

81 

54 

Daily  Total  Solar  and  Sky  Radiation  Received 

on 

a  Horizontal 

Surface. 

Values: 

Grara-ca 

lories  per  sq 

cm 

) 

Station 

1 

■' 

3 

4 

5 

0 

' 

8j    9 

,. 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22  [23 

24 

25 

26 

27 

28 

29 

30 

31  JMonthly 

fTotal  Radiation 

520 

506 

353 

93 

466 

571 

474 

114 

73 

212 

70 

108 

498 

458 

375 

375 

397 

369 

,. 

33 

72 

440   400 

398 

454 

369 

148 

402 

451 

444 

328.  7 

fllniton'"  M^s!^  Normal  Radiation 

414 

409 

405 

401 

397 

393 

391 

389 

387 

385 

382 

380 

378 

378 

378 

377 

377 

376 

376 

876 

372 

367   8G2 

357 

352 

347 

342 

335 

330 

325 

874.6 

lAv.  Cldns.  (0-10) 

0 

0 

6 

10 

4 

1 

6 

10 

10 

« 

10 

10 

1 

2 

2 

6 

1 

6 

9 

10 

10 

3       3 

2 

1 

8 

10 

3 

4 

0 

6.2 

Tenths  of  daily  total  radiation  considered  in  average. 


Massabesic  Lake      j  Evaporation 
(Manchesterj.N.H.  |^,i^,l  Mov'ent 


Daily  Evaporation 

inc 

hes)  ai 

d  Wind  Movement  ( 

miles). 

.162 

.196 

.226 

.  095 .  049 

.196 

.190 

.156 

.063 

.000 

.044 

.016 

.050 

.220 

,,« 

.103 

.086 .  165 

.115 

.108 

.096.086 

.140 

.n2 

.110 

.136 

.092 

.080 

.141 

.102 

31 

35 

42 

33     15 

49 

39 

58 

58 

87 

43 

45 

29 

43 

.4 

24 

24     27 

36 

61 

32  1  70 

34 

32 

52 

41 

97 

88 

59 

37 

.... 

3.480 
1361 


Note:  Observations  taken  at  7:30  s 


EXPLANATION  OF  EEFERENCE  MARKS 

Except  as  otherwi.se  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maxiranin  and  minimum  temperatures  recorded  at  this  time  are  uearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departuies  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standard  mean"  ad.insted  to  a  uniform  3.5-year  period;  for  stations  of  10  to  14  years  of  record  tjie  means  for  the  period  of  record  are  used.  Refer- 
ence letters  ",'',''.  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  '■  represents  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  as  follows:  Maine  —  Brassua  Dam,  Rockwood;  Hiram,  West  Baldwin;  Ripogenus  Dam,  Millinocket;  Winslow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton;  Pinkham  Notch,  Gorham;  York  Pond,  Berlin;  —  Vermont  -  Bloomfield.  North  Stratford,  N.  EC; 
Cornwall,  Middlebury  ;  Mays  Mill,  Colrain,  Mass. ;  Searsburg  Station,  Wilmington:  Somerset,  Wilmington  ;  Vernon,  Shelburne  Falls,  Mass. ;  —  Massachusetts  —  Ashland,  Fram- 
ingham;  Blue  Hill,  Milton;  Lake  Cocaituate,  Framingham;  —  Connecticut  -  Cream  Hill,  West  Cornwall:  Lake  Konomoc,  New  London. 

ft    Not  included  in  summaries  ttt    Observer  for  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snow. 

•    Precipitation  included  in  that  of  next  measurement.  "    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  IJ    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station ;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  mea.sured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  entered).    ^  Tnermometers  not  supplied  by  Weather  Bureau.    *  Prec'ipitation  measured  in  morning  recorded  as  of  preceding  date. 

5  Observations  irregular. 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.       §    Also  on  other  dates. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Daily   Precipitation  for 

September 

1942 

Oraiimse  basiu 

Day  of  month 

•3 

stations 

1    ^ 

.j     .|     5 

6|     7|     8|     9 

12 

13  1  14 

16     .6 

17 

18 

19 

20  1  21  1  2'>  1  23 

24 

25 

26 

27 

28 

29 

30 

31 

H 

BaniforlJ 

BurUarbor........ 

BrassuaDanit-.... 

Bmiiswick 

CaribouJJ 

East  Winthrop.... 

Penobscot 

i 
.05  T. 
Oil  -OR 

.03 

.95    .01 
1.16    .01 
.70   .45 
.61    .04 
.67  T. 
.38   .01 
.42    .02 
.73    .01 
1. 28  . . . . 

T. 

t.- 

.06 
.08 

■.'05 

.01  .... 
.  01  .   . . 
.03.... 

.06 

•'is 
.02 

■'oi 

't.^ 

T. 

.46L..    T. 
.90'  .36    .01 

T.' 

T. 

•'oi 

.66 
.03 

'.•6i 
.11 

.03 
.01 

1.02 
T 
.02 

i;24 
.02 

t 

.41 

.42 

.03 

3.21 
•j  n7 

^n 

....|.-.. 

K.Min.'l.,'C 

'.03 
T. 

■r. 

.03 

\r- 

.02 

.03 

■^'  -T. 

4.36 
1.73 
3.04 

St.John 

Const 

.    .01 

■.'os 

.07 
.08 

■.'05 

■'oh 

.07 

.07 

"t. 
■.■6i 

•r. 
.... 

.6i 

•■.•48 

.01 
.,06 
.06 

.12 

:::• 

::: 

.... 

.14 
.14 
.60 
.05 
.17 
.11 

■.'26 
1.37 
.48 

".bi 
.20 
.70 

1.15 
.26 
.58 
.06 

T. 

■.■63 

.48 
1.16 

1.06 

".•24 

z 

•.■34 
't'.' 

.01 
.28 

T. 

.■."' 

3  13 

BlUwortii 

Kennebec 

do 

T. 
.01 

Vis 

T. 
.10 

.08 
■'19 

'.'36 
.25 
.05 

.53 

.24 

.44 
.51 
.37 
.28 
.40 
.35 
.42 

.13 

4.14 

FanniiiKtoii 

Ft.Fairlield(nr.). 

i.a  ....!  T. 

::.:  .121... 

.501.27 

3  88 

St.  John 

.04 
.03 

•r. 

.06 

.... 

.... 

.54    .04 
.23.... 
.56    .07 

■'ii 

.06 

'•15" 

•.05 

•.•©3 
.03 
.07 

T.' 

.05 

".bi 
.02 

'.'os 

T. 

.11 

.03 
■.'67 

■.'6i 
.02 

.13 
'.'67 

.02 

".ii 

.08 
2.04 
.11 
.01 
.16 
.02 

1.66 
.89 
1.16 
.11 
.93 
2.01 
1.34 
.83 
.51 
1.24 
1.72 

i.'56 
1.09 
1.50 
.81 
.17 
1.57 
1.85 
.79 
.16 
1.94 
.58 
.44 

'.'92 
1    TiS 

3.14 

1. 
.01 

'.•08 

'.•65 

't.' 

4  00 

G?JeuvUleiJ 

Hiranit     

Hoiilton   

...do 

.12 

1.08 
.68 
.83 

1.31 
.38 
.44 

1.28 

.76 
.60 
.94 

'.■is 

.49 
.15 
.83 
.74 
1.12 
1.17 
.94 
.32 
.94 

.49 
.32 
.21 
.54 
.19 
l.l.i 
1.43 
.09 

•?5 

.(H 
1.02 
.34 
.08 
.22 
.47 
.42 
.80 
.76 

■.'■76 

.48 

.'94 
.28 

.58 

.63 

.89 

.74 

.11 
.51 
.3S 
.48 
.70 
.29 
..52 
.37 
.62 
.46 
1.30 
1.00 
.59 
.35 
1.05 
.45 
.15 
.50 
.59 
1.04 
1.13 
1.00 

.19^ 
.75 

!io 

1.26 
.58 
.92 
.55 

!03 

!oi 

.81 
•.■08 

i'oe 

.48 

T.' 
.03 
.01 

■0; 
■."27 

.27 
.04 
.03 

'.Ot 

.32 
.30 
.06 
.29 

■  li 

.42 
.4- 
.10 
.27 
.03 
.66 

■.■39 

.12 

■^69 
.37 
.29 
.06 
.12 
.41 
.07 

.12 

.03 

.'09 

■.04 
.34 
.14 
.13 
.01 
.05 
21 
.13 
.13 
.18 
.53 
.18 
T. 
.05 
.07 

n 

.... 

•.'io 

1 

r. 

.62 

.10 

.48 
.15 

'.'22 
.15 
.02 

.08 

KpiinlVipp 

.05 

.11 

.01 

•t'- 

'.■69 

4  13 

.08 

1.31 

.39 

.... 

4  79 

Maili-;i)U            

Keiniebec 

■.02 

■r. 

T. 

T.' 

.04 
.01 
.03 
05 

.04 
.01 

'.'64 

•.■72 

.01 
.54 

.14 

'.•34 
.13 
.08 

•.'23 

■.'oi 

.07 

'"os 

.27 

.14 
.24 
2.11 

1.40 
.02 

'01 
.13 
.22 
.04 

i.^96 
.05 
1.25 

3.17 

Mia.iledam 

Millinockel< 

i'enobscot    

Presuinpscot 

Kennebec 

.05 
•.'64 

.05 

.29 
.54 

V44 
.89 

.24 

.65 
.25 

.64 

.08 

■.'.55 
.91 

1.00 

.05 
.60 
.18 
.18 
.32 
.30 
.10 

.... 
•.•37 

•.•43 
T. 

'.'63 

'.ii 

.26 

3.83 

Moosehead* 

Noitli  Briilgtoii... 

.06 

.01 

.01 

.10 
.48 
.28 
.16 

.22 

..52 

.10 

.24 

.33 

.01 

T 

.49 

.20 
.42 
2.02 
.54 

.33 
.16 

"3:82 

I'enobscot   

do 

/^-„..« 

2.50 

T. 

r. 

.17 

'.'si 

T. 
.17 

".bi) 

".60 

■.'23 

.88 
"!36 

■'so 

.54 
.03 
.24 

.26 
.7f 
.55 
.03 
.81 

''65 
'.'02 

'.'ii 
't.' 

.08 
!07 

.27 
1.27 

i.'og 

•1'. 
.01 

•r 

.42 
■.01 

1  28 

Prosduelsle   ...... 

KipuKeiius  Damf. 
R()(  klaiul 

St.  John 

.13 

'.•ie 

■.'23 

.52 
.01 

'.■34 
.03 

.10 
.05 

".oi 

■.25 

.01 
.07 
.48 

T. 
.05 

.12 
.05 

■;62 

.03 

'.18 
.07 
.24 

".'62 

■■. 

".02 

Tl!eKorks= 

Upper  Dain 

Vaucehoro 

Wiiislowt* 

Kennebec 

.... 

.05 
.05 

.08 

■.'io 

4.  20 
4  86 

St. Croix 

.30 

.3'. 

.26 

'.03 
.22 

.30 

.23 
.06 

'.'is 

.20 
.40 

.26 

.'(ly 

.06 

'.'59 
T. 

'.'37 
.04 

;4i 

T,' 

1.6t 
.35 

■r. 
■.'02 
't. 

't. 

T. 
T. 

3.00 

bt.  Croix 

.01 

T. 

Of 

.09 
.13 

■.'67 

■.'69 

".bi 
'.bz 

4.17 

New  Wiinvshire 

■J  .54 

Botheleliem 

CoiKordl .^.... 

DixviUe  Notch-... 

Connecticut 

M-^rrimac 

.14 

.04 

■.•62 

Ej;;;; 

...i  .3.)|i.66 

T.  ji.ii^:  .0'. 

.5.  82 
6. 23. 
5  30' 

Coast 



15i 

't. 

.06 
1.16 
.02 
..57 

;25 

.41 
.99 
.10 
1.6- 
.08 

'.'ii 

.85 
1.35 
.01 
.91 
.07 
.03 
2.84 
.28 
.09 
.19 
.06 

3.23 

.02 
.75 
.50 

.49 
.62 
1.65 

■It 
2.  Co 

"ib 
1.14 
.86 
.75 
1.30 
2.60 
.01 
.60 

■.■94 
2. 12 
.73 

L87 
.87 
1.38 

l.Ot 
1.40 

1.57 

ITir.il 

.04 
.15 

'.iy 

■v: 

.30 
.28 
.02 

'.'85 
T 

..58 
.08 

.80 

.01 
.1; 

4  57 

KconuV:ak4t^ 
Fitzwilliam 

.'12 

■.■63 
.08 

.35 

j 

5  IS 

....do 

Merriniac 

.06 
T. 

.18 
.27 
.40 
.41 
.23 
.43 
.11 
.33 
T. 
.32 
.04 
.04 
.40 
.10 
.30 
.16 
.16 
.21 
.12 
.04 

.24 
.33 
.08 

T. 

.03 
.03 
T 

I 

■.'07 

.151.... 

GleiicliffS 

.05 
.14 
.4i 
.02 
.35 
.08 

.03 
.34 

.11 

.4- 

T. 

'.'07 

'.'■28 
.37 

.0; 
■,,,■■ 

Coast           .          .    . . 

1  78 

Hanover. 

Hillsboro^ 

.14 

'.■62 
.07 

■.■51 
.03 

4  ."9 

.Merriniac 1 

.     T. 

.08 
.0: 

'.'03 

■'lo 

.11 

■.'63 
T. 
.06 

■.12 
.45 

.08 
'.'04 

.01 

■v. 

.01 
'.■64 

3.91 

Keursarge.   

Connecticut 

Merrimac 

....do 

....do 

.04 

■.oi 
.53 

.82 

'.■•28 
.40 
1.60 

!i( 

.31 

.67 

.01 
T. 
.71 

■.'30 

.'34 
.18 
.0- 

.'oi 

1.47 

.01 
.20 
.28 

2  96 

Lakeports     

"67 

.03 

.02 

".bk 

05 
.03 
.02 
.01 

.01 
.21 

.14 

.04 
.05 

.04 

■'is 

.03 

'.'69 

2.63 

Liiiculn^ 

Manchester    

3  23 

.06 
.02 

■.•08 
.04 

.'07 
.12 

.27 
.47 
.48 

Ne\v  Durham^t... 

■  do 

.04 
T. 

2.95 

No.  StraUord- 

Pinkham  Notcht.. 

...  do 

Saco 

Merrimac 

Connecticut 

Piscataquis 

Androscoggin 

T. 
.05 
T. 

.43 

.09    .24 

.  18| . . .  . 

■■44 
.20 
T. 
T. 

.71 

■'65 
.02 

.04 

■.■42 
.14 
.25 

't. 

.03 

.'61 
T. 

.09 
'.'22 

T. 

T. 

T. 
■.'62 

.14 
.31 

'.'23 

.65 

.27 
.96 
T. 

.'62 

.01 

6  20 

AV.StfWartslown^. 
Woh'boro  Falls.... 
York  Pond'' 

Mt.  Wasliingtoutt. 

Bellow  sFalls^... 

Bennington 

BUiuinlieldt 

.42 
.04 
.44 

.07 
.15 
.38 

.10 
.08 

4.65 
2.36 

7  70 

2  80 

Hudson 

CoiiiieclU'Ut. 

!ii 

.07 

.45 

4  33 

...  do 

BurlinKtoii  ' 

CavHndish 

Chnniplain 

ConiK-cticut 

..do 

ChamplHin    .... 
St.  Ltwrence  .  . 

.34 

.05 
.18 

[12 

■'24 
.14 

AO 
.11 

".21 
.23 
.21 

•f.- 

■1 

.18 

•.-14 
.24 

.18 

.13 
.06 
.01 
T. 
.04 
•Oj 

.10 
.07 
T. 
.08 
.13 

■.'65 
T. 
.02 

!io 

fl7 

T.' 

T. 

.25 
1.02 
.48 
.53 
.21 
.95 
.13 

'.■76 
.48 
.18 
.46 
.65 
.45 
.70 
.15 
.09 
.91 
.90 
.64 
.40 
.02 

''is 

1.05 
.83 
.22 
.90 
.65 

.01 
T. 

T. 
.06 

T. 
T. 

■.05 
.06 
.27 

.58 

■.■42 
.17 
.80 
.10 
.44 
.16 

■.■43 

•.•(18 
.13 

.01 

.19 

.77 

'.■55 
1  20 
.23 

'.'oi 

.6! 
.38 

'.'is 

.13 
.20 
.07 
.08 

■.■35 
.82 
T. 
1.21 
1.01 
.28 
.40 

T. 

.83 
.05 
.61 
.80 
.  33 

!l( 
.64 
.11 
.49 

■''l'.' 

T. 

i.'so 

2.  40 
1.11 
1.73 
.90 
1.58 
2.00 
.16 
.18 
1.48 

.45 
.43 
1.78 
2.22 
.43 
.46 
1.30 
1.90 
.92 
.78 
.60 
.69 
.05 
.24 
.17 
.27 
1.93 
..56 
.06 
.49 
1.26 

T. 

.« 
.63 

.19 
.70 
2.48 
1.97 

2.00 
1.49 
1.43 

.m 

T. 
1.26 
1.54 

.73 

.42 
1.75 
1.98 
1.99 
1.71 
1.07 
2.27 
2. 05 
1  76 

.06 
1.48 

T. 

4.97 
4  51 

Conuvallt 

6  11 

Craitsbury  Com.  . . 

.01 

.01 

■.'O6 
.02 
.13 
.02 
.02 

.04 

't.' 

T. 
.17 
.12 

4  53 

.12 
.08 

't.' 

.15 

.15 
.45 
.46 

.'60 
.13 
.10 
.48 
.81 
.09 
.30 
1.00 
.66 
.60 
.41 
.25 
.55 
.02 
.17 

■.'26 
.01 

'.'20 
.07 

.13 

.05 
.04 
.06 
.10 

.40 

'.•52 
.28 

'."59 
.09 

•.'i2 

.52 
.06 

.■42 

■.■65 
T. 

■.■06 
■'02 

:::: 

'.'i5 

T. 

Ea^tBamet^ 

East  Ryegate2   .... 
lino^burg  Falls.... 
Gilinan 

Connecticut.    .. 

...do 

Champlain 

Coi'iv  ctieut .... 

.02 
.14 
.06 

5.16 
4  81 

:::; 

2.98 
4  83 

May's  Mill'* 

6  44 

;;;; 

't.' 

.... 
.... 

i.'i2 

.41 

■.■46 

.40 

.41 
■.■57 

NewporttJ. 

St.  Lawrence... 
Champlain     . . . 



.06 
.42 

.02 
.07 
.09 

'.'oi 

4  96 

Roadsboro' 

Connecticut 

....do. 

't. 
'.•64 

.04 
'.'64 

4.71 
4  21 

.17 
.06 
.23 
.01 
.07 
.11 
.43 
.21 
.06 
.06 
.07 

ioi 

.09 

.02 

'.'62 
.04 
.02 
,05 

".bi 

.05 
.06 
.08 
.08 

';67 

.02 
.05 

St.  .\lban.s 

...do 

Connecticut . 

4.75 
5  00 

Searsburg  Mt.*  .... 

...do 

...do 

....do 

....do 

....do 

...do 

....do 

...do 

::::t ::::::::: 

....do 

do. 

V'" 

■s 

".bi 

■:65 

5  84 

Spar'iburg  Sta  t2 

.02... 

.'68::: 

5  57 

Soinpfset^t 

... 

5  29 

Vernon*' 

Wat*!!!  :rv  inear)^ 

....    .26'  .06 
.301  .03; 

'.'os 
't.' 

.16 

.... 

:::: 

•.'63 
■.•32 

.03 
.05 

■.'26 

'.'08 

'.■32 

.01 

3.51 
4  52 

W.->t  l.'.iike2 

m  .1^ 

.06 

.10 

.11 

J' 

.23|  .17 

".(a 

.30 
.05 
.17 
.19 

.19 

■t.' 

.'63 

White  River  Jct.tt 

.20 

.40 
.30 
.03 
.29 
.80 

;44 

.... 

5  62 

Wilmington' . . . 

.ii 

.... 
.... 

1.48 
.12 

4  71 

•r. 

4  10 

r" 

See  page  68  for  explanation  o(  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


Sfptember,  1942 


Daily  Precipitation  for  September, 

1942, 

Coutinued) 

stations 

Drainage  Basin 

Day  of  montli 

3 

H 

M 

2 

" 

4 

M 

6 

7 

8 

9  1  10 

11 

12  1  13 

14 

15      10  1  17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Massachiifelts 
Adams'' 

Hudson  . 

■. 

.11 

.56   .88 
1.45    .04 

Rfil      Ofi 

■1-- 
.04 
.02 
.12 
.05 
.01 

80 

■'63 
T. 

't'.' 

■, 

.19 
.12 
.47 
.28 
.06 
.17 

.31 

'.'62 
.01 
.03 
.01 

't. 

't.' 

.01 

'f.' 
.03 

.02 

't.' 

'.'62 

T.' 

'.'58 
.88 

•f.' 

'.'64 

.09 
1.69 

.53 
L13 

T. 

.27 

T. 
1. 01 
L27 

.59 

.03 

T 

T. 

■.'60 

1.54 

4  63 

Connecticut 

Cliarles 

Coast       

T. 
T. 

.08 
.31 

.38 

.03-.-   1 

.Oil.... 
.01  .... 

■.'ii 

.01 

;P1 

.01 
.02 
.01 

■.'64 
.04 
.01 

■.■92 
.20 

.90 
.80 

Beecinvood** 

01 

2  71 

Blue  llillt 

'.'.'.'.di<'..'.'.'.'.'.'.'.'.'.'.'. 

T. 
T 

''03 

;22 

T.     .78 

.17 
.02 

'.18 
.22 
.09 

■.'93 
.20 
.53 

.'03 
'.■34 

.'63 

2.49 

'il 

•      .14 

.011  .01 

.07 
.03 
.04 

Brockton 

Coast 

T. 

;2o 

T. 
.25 

.13 

1  68 

.1(3 
.22 

tV 

.17 

;o4 

.29 
.20 

f. 

.06 

....do 

Coast 

Merrimac 

....do 

Const 

do.               

T. 

■.83":5o 

.30 
.06 

.02 
'.'08 

.03 
.12 
.04 
.01 
.06 

.14 
.32 
.06 
.13 
.01 
.30 
.02 

■.62 
1.37 

t. 

t. 

"■.Ii 

Chestnut  111111 

Clinton'' 

'.'oi 

.63 

.74 

.81 
.45 
:-!9 

'.'87 
.57 

L12 
.95 

2.21 
2  46 

Fall  Kiver 

1  66 

.10 

.311  .75 

'.'6i::;: 

T. 

F.aminK'iu.m4 

Franklin"    

...do 

Charles   

.01 

.13 

.01 
.11 
.13 
.05 

■.'io 
t. 

.05 
.03 
.07 

;20 
.16 
.04 
.06 

■?■;■ 

.17 
.09 

'.'35 

.33'  .57 
.28!  .51 

.01 

.05 
.02 
.06 
.06 

.03 

;o6 

.01 

'.'62 

't.' 

'.'64 

■'i'.' 

';o7 

.06 

•:o2 

'1 . 

'.'06 

■;82 

.'21 

.18 

T. 
.01 

T. 

'.'21 
'.'65 

.13 

.30 
.09 
.31 
.20 

.01 

T. 
T. 

'.'24 

'.'6i 

1. 

'.'62 
.50 
T. 

■.'75 
'.'65 

.55 

.70 
1.52 

■;76 

L06 
1.26 

T. 

1.50 
.01 
.64 

1.17 

'.'67 

1.88 
1.89 

Glomvsn.r 

t'oast 

;i 

'.15 

';o5 

■■i-V 

.02 

T. 

.31 

.80 
.42 

'.'96 

;37 

';27 

'.■4i 
.03 
.32 

.531.  47 
.70   .34 

2.26 

Connecticut 

Const    

Merrimac 

Connecticut 

.05 

T^« 
1.57 
1.18 

i.'os 

.69 
'.■35 

'.'01 
.56 

.44 
1.20 

.  >iy 

1.16 

't.' 

Havcii.ill 

Xleatil'* 

.  45l  .  331  .  17 
1-271  .25!..., 

.04 

■;3s 

.05 
.02 

.27 
.17 

t. 

.17 
.17 

T 

T. 

L94 
6  08 

HoLvokc^ 

...  do 

...do 

....do 

Coast 

...clo 

Merrimac 

Cliarl.'s    

Meiriniac 

.15 
.13 

i;62 

.02 

';62 

.02 
T. 
.01 
.01 
.27 
.03 
.14 
.20 
.20 
.33 

't.' 

'.'64 

'.'62 

:i 
;g 

1.21 
.65 
.62 
.64 
.44 
.49 
.30 
.49 

;47 

.70 

.57 
.46 
.41 
.83 

.... 

1    121     20 

.01 

't.' 

4.64 

Hubbardstou".... 
Hyannis-^ 

Ipswicli" 

JclVcr^iin-'' 

.03 
it 

.13 

2.75 

■f 

.01 

OS 

.02 

T. 
T. 

.... 

;oi 

.03 

•■63 

■;66 

.01 
;;;: 

't.' 

.33 
.15 
.19 
.17 
.15 
.28 
.33 

t. 

.02 
.11 
.02 

T. 

".'61 

.45 
.06 
.65 
.16 
.67 
.96 
1.01 

;53 

.01 
.15 

2.32 
2.68 

LakeCi>ch!tnati-l'. 

Lawr.Mice 

bOWDlll 

•?! 

T 

t. 

63 

.02    .05 
.181  .05 
.  351  T. 
.oh;  .01 
.03 

2.22 
1.77 
2.54 
2.07 
2.14 

Middleboro'*  .    . . . 

...do 

..do 

Charles 

'.'is 

.01 
.05 

'.'ei 

".6b 

.05 

.34 

.08 
..32 

.23 

RliUdk'ton- 

.14 

;o4 

.07 

•■rv^l     a^--- 

1:29 

T. 

't.' 

T. 

.... 

2.00 

Milford" 

.31 

';i4 

'.'28 
33 
.80 
.50 

i.'so 

T.     .61    .01;     . 
.46,,,        .OOJ  T. 
.93!    .36,         |.... 
T.  1  .01    T.  1  T. 

.34....    .01    T. 
....,,      !  .02    .. 

;;;;  :3o 

.02 

.... 

1.90 

lilack.-tone 

Connecticut 

Montaguf  (;it.v-  .  .. 

5.34 
2  46 

.25 

'.'16 
.06 

T. 

■;oi 

.06 

T. 

■.05 
.02 
.05 
.11 

T. 

T. 
.36 
T. 

'.09 

'.'32 

't. 

't'.' 

.31 
.05 

'.'39 

.45 
.21 
.55 

'.'44 

.03 
".21 

■f. 
'.'67 

■f.' 

T. 

.40 

i.'io 

.48 
1.17 
L12 

;2o 

1,22 

1.56 

Pembroke" 

Coast 

Connecticut 

....do 

Honsatonic 

.'46 

.01    .Oil    .03 
.88|.09 

.;:. 

T 

T, 

2.56 
5.40 

l.'8§ 

3.02 

I'itUlield^ 

.05 

TQ;      fin 

.03 

5.32 

.99]  .28    .20 
.78,  .23    .13 
»    1.29      ■» 

6.12 

I'Lvnioutli 

Coast             

.30 

■;i5 

.Oi- 
.16 
.09 

T. 

■.'03 

.'64 

.03 

't.' 

';62 

.05 
.04 

T. 

.50 
.18 

.26 

.... 

1.62 
.67 

3.55 
2.57 

I'rovincetovvii 

Kockiioft 

Coast 

...  d«' 

....do 

Connecticut 

Thames 

Honsatonic 

Coast 

(  onnectticut 

NFerrimac 

Honsatonic 

f^oast 

...do 

Connecticut 

..  do 

Black-tone    

CoMnectnnit 

Charles::;!:;:;;:!: 

Connecticut 

Hudson                   .    . 

■;;: 

. .. 
... 

"4' 

'.05 

t'. 

T- 

::;■  :;:: 

...- 

Sc'grfgan,set-'  ...... 

Shelbnrne  Falls-  . . 
Sontlibiidse".  .- 
.South  Kgremont'* 

Spot  PomH 

8prin!;field 

Sterling5 

Stnekbridge 

HwampM-ott 

Tauntiin 

Turner.-,  Falls 

Ware" 

Webster" 

WestCumniington 

We.'tlieia*' 

Weston 

Wesi  Ot.is".      ... 
AV-st  Ritland^  .... 
WiMiani-,tiiu  n 

::     .40 

'    ,s:;  1  ;i5 
..^  .11     s:   T. 

:;;:  ;32i;oo  ;oa 

■.'23 
.06 
.15 
.07 
06 

't' 

.01 
.06 
05 
T. 

'.'30 
.10 
T. 

.22 

;56 
i;37 

■;: 

.02 

i.'is 
t'. 

■;o7 
;;;; 

T. 

;oi 
02 

'.'oi 
't.' 

T. 

t. 

■.'lo 

T. 

.35 
.02 
.17 
.20 
.13 
.10 

.43 

■-.:: 

';i3 

.^24 

't.' 

;;;. 

'.'67 
'.'64 

'.'ie 
.02 

'.'62 
t, 

.65 
.14 

t. 

;;; 

.03 

T.' 
1.25 
T. 

T. 

■;oi 

.10 
T. 

'.'46 

'.'36 

1.18 
1.73 
.53 
.49 

2.10 

i'.44 
L50 

.72 
1.43 
1.60 

.02 
1.18 
1.01 
1  44 
1.58 

.06 

.30 

'.'29 

.60 
.55 
.53 
.47 
.04 
.34 
.78 

■;38 

1.57 

1.13 
1.32 

l"53 

t'. 

:::: 
:::: 

2.27 
5.68 
2.46 
5.65 
2  22 
4.73 

'    ■  09 

.... 
'.'53 

'  *    ll'  IK 

.69 
.02 
.6(1 
.97 

2.35 

t. 

■.36 
.30 
.01 

■;o5 

.36 
.09 
.67 

;o6 

.07 
.28 
.16 
.  13 
.14 
.04 
.20 
.08 
.24 

.011.20 

T.  i  .72 
....]  .61 

T.  il.37 
....1  .85 

.13   .37 

.63 
.34 
.16 

;i2 
;i9 

.36 

'.'75 
.04 
.13 
.15 
.16 

t. 

.87 
.16 
T. 

.03 

.8- 
.01 
.94 
.04 
.78 
.02 

'.'58 
.01 

.03 

T." 

1  .OS 

.13 
.02 
T. 
.02 
.10 

'.'52 
.50 
.07 
.05 
.19 
T. 
.12 
.01 

T. 

'■r. 
■.'27 

■■66 
'.'08 

.13 

'.'62 
T. 
.02 

.02 
T. 
■.'62 

;o2 

::;; 

5.51 
2.07 
2.04 
5.29 

■^■■^■ 

3.48 

,  . .      .  28    T. 

■.'79 
'.'56 

'.'is 

■;87 

.47 
.92 
.84 
.51 

1.74 

.59 

'.'52 
.6£ 

;29 
T. 

.37 

T. 

1.01 

.77 

1.2& 
.61 
.84 

.43 

.58 
.74 

.40 
.46 
.73 
.36 

!4; 

.72 

'.'38 
.96 
.51 

.Si 
.77 
.T. 

.3r 
.6c 

.0'- 
.7' 

.er 
5 

.03 

■;io 

.... 

■;o3 

't. 

■;o2 

.06 
.13 

t. 

';o9 

.19 
.30 
.55 
.12 

;66 

.60 
.57 

t. 

.35 

■.Ob 
.32 
.40 
.37 
.41 
.66 
.30 
.68 

:3i 

.40 
.45 

.05 

;o2 

T. 

.08 
.03 
T. 
.01 

59 

.10 

T. 

4.73 
1.72 
5.56 
3.24 
3.69 

Wiin'neiidon'*  ... 

Worcester 

Rhode  NamJ 

Block  Islandl 

Kingston 

Connecticiit 

Blackstone 

Coa-,t 

do.            

;oi 
.01 

T.^ 

'.'08 
.02 
.05 
.16 
.04 
.04 

'.'14 
.01 

;62 
.02 
.01 
.02 

.07 
T. 

.22 
.02 

".k 

T. 

'.'61 
.'61 

;66 

.05 
.01 
.02 

'.'06 

.oe 
■f. 

T. 

■'1'' 

.'62 
.25 
T. 

.04 
.05 
.01 

4  13 
2.44 

1.85 

't. 

2.21 

Providenrel 

Co.n,>'clicnt 

...do 

t. 

.20 

1.68 

Barkhamstcad^  .  . . 

Hrulgeport 

Burlington^ 

Colchester     

CoIiinsville= 

Cream  Hillt 

Danburv 

Falls  Villages 

Hartford  i 

Coniiecticnt 

Coast                 

.02 

■.'04 

.37 
T. 

'.'oi 

2.05 
.55 
1.6" 

2.59 

1  -• 

.10 
.02 

".19 

';62 

.15 
■.09 

't.' 

3.77 

Coast 

CoiHiecticut 

Honsatonic 

..  d.) 

Housatoiuc 

Connecticut 

Coast 

Qiiinnipiac 

...  Coast     

...do 

do. 

.... 

T. 

I 

t. 

f 

04 

t. 

.25 
T. 

T. 

'.'04 

;;:; 

.05 
'f.' 

'.'64 

.10 
- 
.06 
.22 
.06 
T. 

't. 

.05 
2G 

.07 

;o4 

'."ii 

.10 

T. 

■.'06 
'4' 

.01 
■f.' 

.80 
1.51 

:;: 

2.18 
3.31 
3.62 

.96 
.01 
.5! 
.94 
.79 
.03 
.52 
.60 
.66 
.06 
.19 
LOS 
.44 

¥^ 

3.21 

3.24 

Lake  Konomocl.  . 

Marion    

Mt.  Carmel 

NewUavenl 

1.66 

't. 

T. 
T. 

T.' 
T. 

T. 
T. 

'.05 

T. 
T. 

';63 

J. 

t. 

.13 

'.'6i 
■f.' 

".21 

't.' 

'.'03 
.29 

't.' 

f. 

T.' 
T. 

't'.' 

T.' 

".'63 

'.'66 

L47 
.34 
.62 

'.'46 
.03 

L40 
.87 
.85 
.02 

2.12 

't.' 

't'.' 

3.  76 
2.49 
2.16 

1. .. 

1.44 

Norwall;  

...  do 

Thames 

Honsatonic  

Willimantic 

f. 
'.'02 

T. 

.IS 

't. 

Oi 

T. 
.04 
.04 

.02 

T. 
.30 

T 

L64 

.Ic 

.0. 
.Of 

.68j.... 

4.49 

2.24 

T. 

T. 

■f.' 

T. 

3.  09 

Westbrook  

West  Hartland^ . 

do 

L93 

T. 

.35 

1    * 
1.3' 

L25'  .2C 

't. 

'.'62 

4.74 

VVind-^or  Locks... 

...  do 

.01 

T. 

T. 

T. 

t. 

See  page  68  for  explanation  of  reference  marks. 
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Bail 

y  Temper atuies  1 

or  September 

1942 

Day  of  Month 

Stati 

Mean 

1 

2 

» 

_1 

-1 

6 

_i 

_!i 

11 

_li 

Jl 

14 

^ 

16 

17 

18 

19 

20 

21 

22 

23 

ii 

25 

26 

27 

28 

29 

30 

81 

u....~,.,.n                          *  Maximum  •■• 

93 

93 

,. 

63 

73 

67 

. 

78 

1 

60 

70 

73 

„ 

75 

79 

79 

8b 

82 

76 

69 

1. 

60 

68 

68 

67 

66 

69 

56 

53 

61 

71.3 

BaiigoitJ .-v.x  liiuiii 

i  Minimum.... 

49 

52;    65 

53 

44 

34 

83 

51 

47 

50 

50 

48 

48 

45 

47 

65 

58 

65 

59 

46 

42 

35 

37 

35 

36 

33 

51 

36 

29 

27 

44.6 

Bar  Harbor  (near) 

\  .Ma.\iinmn  .■■ 

8-1 

81 

711    59 

71 

70 

79 

74 

64 

58 

66 

6b 

75 

71 

6b 

75 

73 

75 

72 

59 

54 

68 

65 

62 

64 

61 

64 

71 

73 

78 

68.7 

"  (  Miiiimnin.... 

53 

5b 

55!    55 

5.5 

45 

8S'    561     51 

61 

55 

51 

56 

51 

48 

64 

63 

63 

54 

54 

46 

47 

44 

41 

53 

39 

4b 

44 

36 

37 

49.3 

CarihouJt 

S  .Maximum  .  •• 

6& 

86 

71 

68 

62 

68 

74 

671     69 

55 

70 

70 

69 

6'. 

72 

72 

82 

8b 

77 

68 

58 

49 

5b 

59 

69 

71 

53 

48 

56 

67.1 

■  (  Minimum.... 

5i 

59 

47 

47 

38 

34 

45 

42 

35 

47 

50 

4b 

54 

47 

42 

66 

61 

59 

60 

38 

36 

40 

39 

33 

36 

29 

46 

31 

27 

30 

43.7 

FastDOrt 1 

\  .Maximum  .•• 

Si 

80 
54 

72 
53 

55 
53 

71 
63 

61 
47 

67 

48 

71 
61 

5b 
4b 

65 
50 

661     65 

55|    53 

74 
53 

69 
52 

69 
52 

65 
62 

6b 
62 

63 
52 

6i 

67 

4b 

5! 

67 
48 

67 
50 

^5 

63 
49 

56 
45 

65 
54 

61 
42 

49 
36 

63 
38 

64.0 

)  .tliuimum  — 

49.8 

Fariuington 

. .  \  Maximimi  ■  ■  • 

94 

92 

80 

68 

72 

68 

81 

77 

64 

66 

66 

73 

84 
52 

78 

81 

88 

87 

80 

69 

62 

7( 

70 

66 

66 

68 

68 

65 

65 

73,6 

t  Minimum 

47 

4; 

57 

56 

38 

34 

34 

57 

50 

50 

64 

57 

44 

49 

57 

57 

55!    63 

53 

44 

47 

38 

33 

S3 

31 

3! 

41 

28 

26 

45.6 

Fort  Kent 

..  UMaximum... 

91 
62 

91 
63 

82 
56 

73 
36 

69 
36 

72 
37 

7b 
35 

76 
49 

75 
31 

4^ 

77 
51 

75 
45 

74 

41 

I 

4( 

75 
56 

85 
58 

90 
58 

5£ 

82 
51 

78 
32 

74 

42 

59 
42 

66 
31 

1 

64 
36 

69 
41 

48 
27 

57 
31 

73.9 

)  Miuinnim.... 

43.0 

Ganiiuer 

J  Maximum.  •• 

90 
47 

90 
49 

77 
64 

66 
65 

73 

49 

67 
39 

7; 

75 
55 

66 

50 

61 

50 

66 
54 

69 

57 

65 

74 
5C 

79 
48 

78 
65 

85 
5b 

79 
56 

73 

6b 

68 
53 

68 
46 

64 
44 

69 

40 

36 

66 

40 

34 

70 
47 

42 

53 
29 

69 
27 

71.3 

■■  )  Minimum.... 

47.3 

Greenville  Jt 

j  .Maximum  ..• 

&> 

80 

70 

67 

65 

62 

7( 

70 

64 

56 

73 

67 

71 

70 

70 

77 

83 

85 

75 

67 

59 

64 

63 

66 

59 

60 

68 

50 

50 

59 

(Minimum.... 

53 

48 

52 

40 

36 

38 

33 

39 

3a 

4b 

49 

51 

53 

47 

49 

55 

54 

50 

62 

42 

39 

45 

35 

30 

30 

28 

44 

34 

27 

28 

42'.  6 

Houlton 

\  .Muxinuiui  ... 

90 
60 

90 

58 

84 
49 

74 
44 

l^ 

67 
37 

7f 
41 

72 
4b 

35 

65 
4i 

74 
52 

73 
4b 

75 
57 
76 

72 
48 

76 
50 

73 
47 

85 
63 

8ft 
61 

79 
57 

70 
45 

52 
42 

60 
42 

6b 
38 

67 
32 

64 
40 

65 
30 

72 
48 

72 
48 

52 
28 

62 
28 

'.'.'.'. 

72.0 

■'  )  Minimum.... 

45.4 

Lewiston 

..  \  iMttXlmuui    .. 

93 

92 

71 

64 

72 

67 

79 

77 

64 

62 

66 

67 

75 

79 

77 

87 

81 

75 

69 

58 

68 

69 

69 

66 

65 

68 

.5-1 

54 

62 

70.9 

(Minimum.... 

56 

59 

P2 

59 

63 

46 

42 

59 

54 

54 

69 

60 

55 

.50 

55 

61 

62 

60 

61 

52 

60 

47 

46 

44 

44 

40 

53 

42 

37 

34 

61.9 

Madison  s 

..  (  Maximum  ... 

48 

90 
63 

87 
58 

68 

68 

69 

67 
36 

74 
34 

73 

58 

70 
4( 

67 

50 

66 
55 

69 
56 

76 
53 

74 
45 

78 
4b 

79 
56 

81 
62 

83 
57 

77 
63 

71 

54 

69 
45 

67 
47 

70 
40 

1 

65 
36 

64 
33 

69 
50 

67 
43 

56 
30 

60 
27 

71.9 

(  Minimum.... 

47.2 

MillinocketS 

..  )  .Maxluium  ... 

90 

88 

87 

68 

70 

63 

75 

73 

70 

69 

70 

74 

75 

7b 

78 

88 

87 

83 

75 

64 

67 

60 

70 

66 

66 

70 

68 

.52 

71.8 

)  Mininnnn.... 

57 

55 

65 

47 

39 

42 

3b 

67 

35 

49 

55 

49 

58 

47 

53 

56 

61 

54 

64 

50 

44 

4-! 

41 

32 

38 

31 

4f 

42 

27 

46.9 

North  Bridgton 

. .  \  Maximum  . .  • 

90 

71 

66 

74 

67 

79 

75 

67 

62 

63 

71 

77 

77 

SO 

78 

8b 

81 

75 

70 

62 

70 

68 

66 

69 

67 

54 

60 

71.6 

(Minimum.... 

5U 

61 

58 

57 

49 

42 

3b 

58 

54 

51 

55 

5b 

56 

44 

50 

58 

67 

5b 

62 

52 

46 

46 

40 

39 

34 

33 

50 

40 

31 

28 

48.0 

OUUowu  

. .  \  Maximum  . . . 

90 

8.- 

80 

68 

71 

70 

73 

72 

7( 

63 

6b 

69 

74 

74 

76 

74 

82 

SO 

73 

65 

57 

07 

68 

65 

63 

72 

71 

55 

59 

71.1 

(  Minimum •... 

65 

61 

57 

64 

43 

40 

58 

4h 

.52 

67 

54 

60 

60 

51 

58 

61. 

58 

61 

55 

47 

45 

43 

38 

47 

35 

50 

43 

33 

34 

50.2 

Portland  > 

..  J  Maximum... 

»8 

86 

78 

62 

78 

69 

72 

75 

61 

64 

65 

67 

80 

76 

74 

73 

83 

7( 

71 

68 

55 

65 

6b 

66 

67 

60 

67 

59 

61 

58 

69.4 

(  Minimum  ... 

50 

52 

67 

58 

60 

41 

3h 

5h 

54 

54 

58 

58 

48 

43 

51 

60 

6h 

5c. 

5; 

54 

50 

42 

41 

4( 

36 

65 

36 

28 

29 

48.4 

Presquelsle 

..  UMa.ximiuu... 

8b 

8!> 

80 

68 

68 

62 

75 

7i 

70 

65 

69 

71 

71 

72 

7.; 

82 

87 

85 

75 

59 

5» 

6( 

68 

67 

60 

72 

72 

49 

50 

70.4 

(Minimum.... 

59 

60 

58 

43 

44 

33 

39 

50 

57 

4b 

51 

4b 

56 

51 

61 

5^ 

61 

59 

58 

48 

37 

41 

41 

31 

4t 

28 

45 

41 

28 

30 

46.8 

RipogenusDam  13. 

..  \  Maximum... 

SO 

88 

86 

76 

76 

74 

70 

80 

7l 

72 

62 

76 

70 

72 

7'' 

80 

81 

86 

90 

70 

69 

62 

65 

60 

05 

72 

64 

56 

72.4 

(  Minimum-... 

51 

54 

60 

56 

40 

42 

3b 

40 

42 

42 

44 

60 

50 

45 

5C 

54 

5b 

55 

60 

5C 

38 

40 

40 

35 

3t 

3'J 

44 

38 

32 

3C 

46.1 

Rockland 

)  Maximum  . .. 

90 

87 

74 

66 

77 

69 

72 

74 

62 

61 

69 

69 

78 

74 

71 

73 

7i 

72 

6( 

68 

57 

59 

69 

65 

63 

65 

67 

66 

65 

69-2 

JMininmm.... 

50 

53 

56 

54 

51 

37 

39 

54 

51 

50 

54 

61 

56 

46 

47 

55 

6' 

54 

54 

54 

4(' 

46 

37 

37 

47 

36 

49 

52 

30 

2t 

47.6 

Ruujford   

.    J  MaxinuiBQ  .   • 

91 

92 

71 

68 

69 

65 

K( 

75 

64 

59 

65 

70 

74 

8( 

81 

85 

8^ 

78 

71 

63 

7( 

67 

67 

64 

63 

70 

53 

64 

60 

70.9 

»  Minimum.... 

52 

52 

58 

52 

41 

39 

36 

56 

51 

51 

55 

58 

55 

46 

49 

58 

6< 

5S 

64 

49 

42 

45 

39 

35 

37 

33 

50 

40 

31 

29 

47.3 

Vauceboro   

..  ;  Maximum  ... 

89 

8S 

68 

70 

72 

63 

73 

71 

67 

6b 

72 

73 

7b 

71 

7b 

72 

8: 

83 

7b 

69 

51 

6b 

69 

69 

6fa 

64 

72 

79 

52 

60 

71.1 

(  .Minimiun-... 

50 

54 

55 

54 

47 

42 

34 

62 

35 

64 

45 

48 

-56 

4( 

42 

4h 

61 

57 

60 

49 

43 

43 

48 

40 

41 

32 

44 

30 

26 

4.5.6 

Winslow  fS 

89 

91 

72 

71 

75 

77 

75 

65 

67 

70 

75 

76 

7b 

79 

84 

8b 

83 

80 

78 

61 

67 

71 

71 

67 

70 

72 

56 

58 

74.0 

. .  i  Maximum  ... 

50 
92 
54 

53 
92 

48 

60 
72 
59 

57 
61 
56 

46 
72 
53 

44 
02 
40 

38 
72 
42 

58 
73 
36 

51 

67 
37 

53 
59 
48 

57 
6b 
52 

6( 
70 
48 

60 
75 
49 

48 
72 
46 

52 
78 
46 

58 
70 
52 

62 
83 
55 

64 
83 
5b 

61 
76 
67 

68 
70 
50 

4i 
52 
46 

48 
5b 
47 

44 

70 
48 

36 
68 
38 

67 
40 

68 
32 

32 

52 
30 

30 

.59 
26 

"51.5 

Woodlandll 

"69 
39 

"55 
61 

69.4 

46.0 

^^ew  Unm 

jnhire 

R  Tlin  II 

\  Maximum  .  •  • 

93 
47 

90 
45 

76 
50 

72 
56 

3e 

63 
33 

78 
33 

77 
37 

63 
5b 

63 
50 

66 

76 
53 

70 
56 

74 
43 

84 
49 

82 
60 

88 
58 

85 
54 

78 
66 

69 
63 

67 
34 

73 
37 

67 
36 

65 
31 

58 
32 

58 
30 

72 
35 

54 
36 

53 
31 

62 

28 

71.6 

" 

!  Minimum.... 

43.7 

Betblehem 

. .  ;  Maximum  . .  ■ 

89 

88 

83 

67 

65 

63 

77 

73 

6'. 

64 

64 

70 

72 

83 

85 

82 

86 

82 

70 

65 

67 

62 

66 

68 

65 

70 

68 

50 

58 

71.1 

(Minimum.... 

55 

54 

59 

57 

42 

35 

39 

59 

57 

49 

55 

5' 

53 

47 

53 

62 

64 

58 

59 

45 

36 

3i 

44 

36 

38 

34 

.52 

34 

27 

3( 

48.2 

Concord' 

. .  \  Maximum  . . . 

% 

92 

82 

67 

74 

67 

78 

77 

59 

70 

64 

6b 

77 

7b 

84 

85 

8b 

8. 

78 

70 

65 

72 

68 

74 

65 

65 

75 

56 

55 

72.8 

(  Minimum 

49 

48 

55 

56 

50 

40 

35 

56 

53 

53 

57 

57 

49 

42 

50 

62 

61 

68 

61 

52 

47 

43 

37 

39 

35 

33 

52 

3fa 

28 

27 

47.3 

Durliam 

..  \  Maximum  ... 

85 

94 

87 

65 

78 

8( 

77 

62 

74 

65 

8( 

72 

77 

87 

82 

85 

80 

75 

72 

64 

75 

72 

77 

69 

65 

79 

61 

57 

64 

74.3 

(  .Minimum 

47 

49 

59 

59 

64 

38 

34 

55 

57 

55 

58 

5! 

57 

44 

49 

56 

59 

54 

61 

51 

45 

51 

42 

39 

34 

4b 

45 

27 

26 

49.0 

First  Conn.  Lake  ||t 

..  )  Maximum  ... 

76 

77 

65 

66 

56 

57 

70 

68 

58 

55 

67 

66 

05 

64 

76 

77 

7b 

8^; 

77 

5b 

60 

67 

57 

66 

62 

47 

49 

66.8 

(  .Minimum.... 

47 

47 

48 

51 

34 

29 

3'_ 

40 

5; 

48 

46 

60 

54 

40 

40 

52 

57 

57 

54 

bt 

29 

3( 

33 

34 

34 

29 

41 

32 

24 

27 

41.6 

Franklin 

..  j  Majcimum  .•■ 

91 
51 

4!- 

81 
56 

63 

58 

61 
51 

59 
37 

75 
37 

75 
58 

53 

65 
52 

65 
58 

65 
57 

75 
55 

75 
43 

83 
49 

74 
62 

87 
6( 

82 
60 

72 
62 

70 

64 
42 

69 
42 

60 
3! 

6b 
39 

60 
38 

62 
37 

72 
49 

60 
39 

53 
26 

57 
29 

70.0 

48.0 

Glencliff 

. .     .Maximum  . . . 

84 

85 

72 

64 

59 

74 

70 

64 

6( 

70 

72 

78 

84 

79 

84 

79 

6b 

62 

6. 

62 

58 

59 

68 

64 

48 

58 

68.1 

(  Minimum 

58 

56 

62 

52 

46 

40 

40 

59 

49 

50 

56 

65 

55 

48 

61 

63 

51 

57 

61 

46 

41 

45 

40 

35 

34 

50 

37 

30 

29 

48.4 

Hanover  3 

)  Maximum  . . . 

89 
54 

91 

49 

72 
57 

56 

70 

48 

65 
36 

75 
36 

73 

67 

65 
50 

7( 
50 

64 

58 

73 
57 

-5 
55 

74 
44 

84 
50 

86 
61 

84 
60 

85 
56 

82 
62 

71 

50 

65 

41 

70 
38 

67 
40 

36 

59 
36 

65 
32 

72 
51 

54 
35 

55 
25 

61 
29 

71.9 

■■  (Minimum... 

46.9 

Hillsboroil 

..  \  -Maximum  ... 

88 

89 

82 

60 

72 

65 

76 

7t; 

57 

70 

60 

71 

76 

77 

85 

87 

85 

84 

7b 

61 

64 

09 

67 

72 

63 

67 

71 

54 

53 

63 

71.9 

(Minimum.... 

50 

50 

59 

56 

45 

39 

35 

55 

54 

50 

53 

56 

57 

43 

56 

60 

5b 

58 

61 

65 

44 

46 

43 

39 

34 

33 

40 

3b 

30 

26 

47.6 

Kearsarge 

..  )  Maximum  ... 

90 

93 

70 

65 

71 

67 

81 

77 

63 

65 

63 

72 

77 

77 

84 

83 

8b 

88 

80 

6; 

6b 

72 

70 

66 

67 

64 

69 

56 

56 

61 

72.3 

(  Minimum.... 

42 

44 

51 

54 

35 

29 

30 

51 

50 

49 

54 

54 

4b 

38 

44 

56 

5h 

51 

57 

51 

38 

45 

37 

34 

32 

29 

48 

36 

26 

24 

43.1 

KeeneS 

..  S  Maximum  .   . 

89 

90 

80 

67 

75 

69 

76 

76 

64 

77 

69 

72 

78 

7« 

87 

8b 

82 

73 

69 

72 

70 

73 

65 

68 

72 

67 

57 

64 

74.6 

(  Miuimum .... 

51 

55 

54 

59 

51 

38 

3B 

55 

50 

54 

60 

58 

60 

45 

52 

62 

59 

59 

62 

55 

43 

51 

38 

41 

37 

35 

57 

37 

25 

27 

48.9 

Manchester 

..  )  Maximum... 

81 

83 

76 

66 

70 

63 

72 

74 

61 

67 

61 

ft5 

72 

71 

79 

81 

78 

77 

74 

70 

6( 

65 

64 

71 

60 

63 

72 

54 

62 

59 

(Minimum.... 

53 

55 

59 

60 

54 

45 

43 

58 

54 

55 

58 

58 

5ii 

51 

54 

64 

61 

61 

62 

53 

52 

48 

47 

48 

44 

41 

54 

40 

35 

34 

5L9 

Nashua  |13 

. .  )  Maximum  • . . 

92 

92 

88 

70 

77 

70 

76 

75 

6( 

74 

63 

69 

80 

78 

89 

91 

8b 

84 

81 

73 

58 

74 

72 

77 

67 

68 

78 

58 

59 

65 

75.0 

(Minimum... 

55 

59 

50 

40 

38 

54 

57 

55 

58 

58 

59 

44 

50 

64 

61 

59 

58 

69 

61 

a 

37 

43 

38 

35 

5f 

45 

33 

"50.0 

PinkhamNotclit.... 

..  (Maximum... 

88 

87 

68 

"60 

63 

62 

76 

70 

6( 

60 

58 

65 

72 

72 

77 

79 

80 

81 

74 

65 

64 

62 

56 

58 

56 

51 

52 

57 

66.9 

(Minimum-... 

48 

44 

65 

53 

39 

35 

60 

46 

47 

52 

52 

54 

43 

47 

58 

53 

51 

60 

46 

4(1 

44 

40 

35 

34 

31 

46 

37 

28 

28 

44.8 

Plymouth 

..  (Maximum-.. 

88 

76 

65 

72 

64 

76 

76 

66 

68 

72 

74 

73 

81 

82 

79 

81 

78 

71 

66 

60 

64 

68 

60 

64 

57 

60 

60 

70.3 

(  .Minimum-... 

50 

49 

54 

55 

48 

42 

55 

51 

51 

58 

68 

68 

41 

48 

60 

61 

60 

63 

53 

40 

40 

36 

36 

32 

32 

54 

42 

30 

27 

47.2 

Vermont 

Bennington 

(  Maximum  - .. 
(  Minimum  — 

84 

85 

81 

69 

74 

67 

78 

72 

69 

83 

73 

76 

74 

74 

88 

89 

84 

88 

83 

74 

66 

71 

67 

74 

70 

69 

74 

70 

54 

61 

74.7 

Bloomlleldf 

..  (Maximum    •• 
(  Minimum 

"96 

"92 

"74 

"78 

"66 

"79 

"si 

"so 

"68 

"72 

"78 

"77 

76 

"86 

"89 

"88 

"89 

"90 

"68 

"75 

"69 

"73 

"66 

"62 

"72 

"64 

"59 

"59 

"76.' 6 

Brattleboro  11 

. .     Maximum  . .  • 
)  Maximum  - .. 

"86 

'75 

69 

63 

"68 

"ei 

"72 

"73 

"73 

"83 

"80 

"83 

77 

"70 

"59 

66 

"54 

"58 

Burlington' 

"85 

"87 

"7.3 

"76 

64 

"64 

59 

69 

"55 

68 

"l\ 

51 

"69.' 5 

■'  (Minimum--.. 

56 

58 

57 

47 

46 

37 

43 

62 

54 

64 

66 

67 

57 

61 

59 

65 

59 

62 

66 

43 

40 

36 

40 

40 

38 

37 

43 

38 

29 

42 

49.0 

Cavendish  

. .  (  Maximum  . . . 

88 

90 

79 

72 

72 

67 

78 

74 

69 

69 

74 

78 

76 

86 

85 

84 

86 

81 

77 

67 

72 

67 

64 

67 

71 

60 

55 

64 

73.7 

/  Minimum... - 

48 

46 

49 

57 

42 

34 

33 

54 

54 

51 

69 

67 

52 

42 

50 

65 

67 

58 

54 

38 

35 

35 

32 

31 

53 

31 

23 

27 

46.2 

Chelsea  

.    (Maximum... 
(Minimum... 

91 

91 

66 

73 

70 

66 

..'° 

74 

67 

70 

64 

75 

.." 

"^ 

86 

87 

86 

87 

82 

73 
50 

66 
37 

71 
32 

f. 

68 
34 

^? 

66 
30 

71 
52 

52 
33 

56 
25 

62 
25 

72.6 

Comwallt 

..  (  Maximum  ... 

"93 

93 

"87 

■75 

"76 

"7i 

79 

"73 

"67 

78 

"68 

"78 

77 

"77 

"87 

"8.5 

"88 

"90 

"83 

75 

59 

70 

64 

71 

59 

71 

74 

54 

69 

60 

'.'.'.. 

"74.' 5 

(Minimum-... 

53 

56 

82 

57 

55 

47 

42 

46 

61 

54 

53 

55 

53 

54 

49 

56 

65 

60 

63 

49 

41 

38 

45 

40 

40 

43 

38 

36 

28 

.34 

49.1 

Craftsbury  Com 

..(  Maximum-.. 

85 

72 

68 

60 

60 

75 

68 

62 

66 

64 

69 

68 

69 

81 

79 

83 

85 

78 

70 

59 

67 

56 

64 

53 

62 

68 

48 

50 

57 

67.6 

(  Minimum-.. 

52 

54 

55 

53 

42 

35 

37 

59 

72 

50 

50 

55 

54 

53 

46 

54 

63 

56 

57 

64 

46 

37 

34 

40 

31 

34 

32 

47 

34 

27 

31 

46.1 

Dorset 

..  )  Maximum.. - 

83 

83 

80 

61 

70 

62 

85 

60 

74 

65 

71 

72 

73 

81 

81 

83 

83 

78 

70 

62 

65 

61 

64 

69 

65 

70 

50 

61 

61 

70.3 

(Minimum  .-- 

38 
70 

40 
80 

40 
72 

51 

68 

54 
75 

57 
71 

53 
73 

51 

84 

-., 

"Sh 

.... 
91 

"81 

EQosburg  Falls 

. .  i  Maximum.. - 

"87 

83 

"72 

"72 

"71 

"76 

"72 

"69 

"65 

"72 

"70 

"64 

62 

"82 

"67 

72 

"68 

"65 

"74.0 

(  Minimum... 

58 

52 

58 

.50 

40 

31 

34 

58 

58 

.55 

57 

52 

50 

.57 

68 

52 

63 

68 

58 

52 

34 

32 

36 

33 

42 

31 

51 

35 

25 

31 

47.0 

Newport  :j 

.    (Maximum... 

87 

85 

65 

72 

62 

64 

79 

72 

60 

65 

74 

71 

71 

72 

82 

82 

84 

87 

80 

51 

60 

58 

65 

58 

65 

70 

49 

61 

69.3 

(  .Minimum-.-. 

54 

55 

53 

43 

43 

41 

41 

59 

50 

55 

57 

-5(1 

50 

52 

62 

58 

59 

5? 

42 

36 

42 

34 

32 

36 

35 

53 

35 

28 

35 

46.9 

Northfield' 

..  (  Maximum  -.. 

88 

88 
47 

65 

57 

72 
43 

68 

64 
33 

77 

70 
61 

62 

68 
52 

72 

73 

74 

83 

86 

84 
68 

85 
65 

71 
48 

61 
37 

69 
32 

59 
33 

65 
33 

66 
31 

65 
30 

70 

51 
33 

59 

70  0 

(Minimum-... 

52 

35 

61 

58 

51 

46 

54 

63 

62 

43 

26 

30 

45.0 

Rutland 

..     .Maximum... 

85 

88 

84 

69 

68 

63 

75 

72 

66 

73 

72 

74 

74 

75 

84 

87 

90 

83 

75 

61 

67 

03 

73 

60 

68 

74 

56 

55 

60 

72.7 

(Minimum-... 

49 

48 

54 

51 

40 

33 

35 

57 

60 

50 

64 

64 

53 

42 

62 

62 

55 

55 

56 

50 

37 

32 

41 

35 

31 

30 

51 

34 

24 

26 

44.7 

St.  Albans 

.  -  )  Maximum.. - 

89 

77 

71 

66 

68 

80 

73 

68 

71 

66 

75 

74 

73 

84 

84 

86 

89 

80 

74 

69 

60 

68 

59 

70 

73 

52 

56 

61 

72.  2 

'  Minimum.... 

_!! 

63 

56 

49 

53 

38 

43 

60 

64 

53 

54 

55 

56 

53 

60 

65 

65 

65 

66 

47 

36 

41 

40 

41 

46 

39 

60 

_^ 

^ 

42 

50.7 

8e*  page  68  for  explanation  of  r«f«renoe  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


September,  1942 


Daily  Temperatures  for  September 

1943, 

( Continued) 







■ 

Statioi 

IS 

Day 

Of  month 

s 

1       2  j     3|     4 

5 

_i 

8 

9 

10 

A 

12 

13 

14 

15 

J^ 

17 

il 

h 

20 

21 

22 

23 

h 

^ 

26 

27 

28 

29 

30     31 

Vermont 

1         1 

1 

j 

1 

1 

i 

St.  Johnslmry 

(  Maximum... 

90     91!     84i     73 

68 

6t 

!     82 

7- 

72 

66'     66 

73 

7S 

74 

84 

87 

86 

89 

8C 

79 

68 

72 

6« 

70 

62 

68 

70 

55 

6l|.... 

73.  6 

(Minimum-... 

52      51 i     59:     5C 

33 

i     33 

56 

57 

51 

59 

55 

53 

44 

52 

62 

5t 

6C 

50 

38 

3b 

39 

31 

30 

31 

53 

36 

27 

30'.... 

46.4 

Somersetll 

(  ,\laxii:uim  ... 

82      79'     70:     61 

6.=. 

6 

!     68 

6f 

55 

73!     60 

67 

69 

68 

79 

81 

82 

8; 

78 

66 

59 

63 

64 

68 

55 

64 

67 

46 

51 

6I!.... 

67.1 

■    (Minimum.... 

4S      42|     48j     5J 

41 

a-i 

!     31 

41 

50 

49|     52 

54 

54 

37 

42 

'     55 

50!    5 

51 

54 

40 

34 

33 

28 

29 

42 

35 

26 

20 

41.9 

While  River  Jet.  U- 

\  Maximum  .  •• 

88     91      66!     &t 

68 

6e 

77 

73 

59 

67 

64 

74 

76 

76 

8b 

8; 

66      8?!     8 

70 

65 

72 

6t 

6S 

6C 

65 

73 

64 

55 

61 

:::: 

71.5 

■  (  Minimum.... 

53      48     561     5^ 

41;     3t 

3o 

5- 

51 

.52 

59 

5; 

4t 

1     45 

5 

62 

59l     58!     6 

50 

41 

39 

37 

37 

33 

32 

45 

29 

25 

28 

45.9 

Woodstock 

..  )  Maxlimim  ... 

87      90'     79;     8C 

69!     68 

77 
33 

74 
58 

72 
53 

70 
51 

68 
60 

76 
57 

76 
53 

72 
48 

85 
41 

86 
60 

85'     88 

8' 
59 

74 
51 

65 
40 

71 
34 

67 
39 

70 

11 

67 
31 

71 
52 

3' 

56 
24 

62 
26 

73.9 

(Minimum  ... 

53     4(1     55 

5fc 

44 

34 

59 

5" 

46.0 

MasMch 

'Sells 

j 

Ainlieist  3 

(  .Maximum  ... 

87     90     8' 
51     54     5- 

69 
57 

77 
50 

7C 

43 

77 
42 

72 
56 

61 
55 

7b 
55 

65 

60 

67 

60 

78 
57 

79 

49 

65 

6f 

63 

84 

6; 

81 
63 

72 
52 

67 
49 

72 

48 

71 
43 

76 

48 

67 
40 

72 
41 

73 
62 

62 
34 

57 
29 

6£ 

28 

74.6 
51.0 

■■  (  Minimum.... 

Blue  niUts 

)  AlHXimiim  ... 

85     88     8-1 

6-1 

73 

6- 

71 

75 

61 

70 

66 

64 

77 

75 

85 

83 

80 

79 

75 

71 

56 

07 

72 

76 

71 

54 

60  ... . 

71.6 
54.  § 

'■  (  Minimum.... 

58     621     62      5- 

56 

4" 

51 

5- 

54 

56 

56 

67 

60 

57 

59 

65 

65 

6L 

56 

47 

48 

6C 

53 

49 

51 

56 

43 

33 

40'.... 

Boston  1 

..  \  Maxnimm... 

83      9l'     88'     6.= 

78 

7C 

75 

73 

62 

71 

62 

67 

80 

781     87 

87 

83 

74 

7' 

74 

5d 

67 

66 

74 

69 

64 

78 

53 

53 

58 

72.2 
56.3 

(Minimum.... 

61|     6(i;     64|     6C 

60 

52 

54 

62 

57 

58 

59 

6( 

63 

68 

62 

67 

66 

6J 

■     63 

56 

51 

51 

53 

54 

54 

52 

58 

44 

39 

39 

BrocktoiiS 

..  \  Maximum  ... 

89 

93      92i     7fc 

79 

78 

70'     79 

7( 

75 

72 

68 

81 

81 

85 

84 

86 

83 

1    **1 

7b 

65 

73 

72 

74 

72 

79 

77 

69 

65 

76.8 

(  Minimum-... 

50 

57!     621     58 

58 

48 

47 

57 

57 

56 

59 

68 

51 

55 

66 

6L 

59 

65 

49 

48 

47 

48 

51 

48 

58 

44 

35 

34 

Clintnn||3 

\  Maxiiimm  ... 

84 

88!     851     66 

75 

66 

73 

73 

60 

76 

61 

66 

78 

74 

83 

86 

85 

81 

78 

72 

56 

68 

69 

74 

65 

68 

76 

68 

53 

61 

71!  9 

■  (  Minimum.... 

5i 

64      66!     59 

54 

4- 

47 

58 

57 

55 

58 

57 

5s 

53 

57 

67 

65 

63 

69 

50 

47 

49 

48 

4b 

39 

.57 

44 

32 

■i4 

54  0 

Concords 

)  .Maximum  ... 

91      88!     67 

78 

70 

76 

75 

60 

75 

62 

68 

79 

80 

87 

88 

84 

80 

72 

55 

72 

74 

76 

70 

71 

77 

59 

58 

65 

74.5 

(Minimum-... 

49 

66     59     60 

53 

42 

41 

57 

57 

56 

59 

58 

55 

46 

53 

6b 

63 

6( 

.58 

5o 

52 

46 

40 

45 

41 

36 

68 

38 

27 

26.... 

50.3 

East  Wavehamll 

)  :<laxumini  . .. 

81 

82     88      70 

79 

67 

73 

79 

62 

75 

64 

69 

80 

78 

77 

78 

81 

81 

80 

75 

56 

67 

68 

74 

72 

79 

61 

65 

68|.... 

S'.i 

■■  (  Minimum  ... 

48 

57     58!     60 

59 

44 

45 

58 

59 

59 

60 

59 

60 

58 

63 

66 

64 

66 

60 

60 

51 

42 

45 

50 

43 

68 

45 

33 

Fall  River 

.  \  .Muxiiiium... 

87 

89!     92!     7C 

78 

71 

73 

63 

73 

68 

82 

80 

84 

82 

87 

81 

79 

73 

58 

71 

72 

75 

71 

69 

78 

72 

58 

62  ] ! ! . 

74.7 

(Minimum... 

57|     611     C61     58 

57 

47 

57 

.59 

57 

57 

58 

56 

68 

64 

58 

66 

65 

66 

60 

58 

49 

49 

50 

51 

60 

46 

59 

44 

36 

M  .'.'. '. 

54.7 

FitChlHUgS  

.  )  Jlaxinuim  ... 

91 

92     9I)|     67 

78 

72 

78 

76 

68 

88 

68 

6S 

80 

79 

90 

91 

90 

83 

72 

59 

75 

73 

75 

69 

70 

78 

70 

60 

65  ... . 

76.7 

(  Minimum.... 

58 

6I1     61      59 

52 

42 

43 

60 

55 

55 

58 

57 

61 

5( 

53 

64 

62 

6; 

61 

5.-1 

50 

46 

48 

45 

41 

38 

58 

43 

28 

52.1 

Fort  Devens 

\  ,\laxinumi  ... 

89 

93l     91      76 

7b 

78 

75 

78 

72 

77 

75 

86 

78 

80 

78 

91 

88 

86 

82 

73 

80 

74 

73 

72 

67 

77 

72 

57 

65  .... 

77.  £1 
49.1 

■  (  Minimum.... 

50 

55      61      58 

51 

40 

49 

54 

54 

57 

50 

45 

50 

62 

61 

59 

59 

49 

45 

4( 

41 

41 

33 

50 

44 

'26  .'.'.'. 

FramingliamS 

\  .Maxinmm  . 

8fa 

89      88      78 

77 

77 

75 

75 

72 

75 

75 

70 

79 

7; 

88 

82 

79 

64 

70 

71 

76 

73 

69 

79 

74 

58 

62  ... . 

76.6 

(  Minimum.... 

50 

58      62     59 

56 

47 

43 

54 

56 

55 

58 

58 

61 

50 

54 

64 

62 

60 

62 

,60 

49 

46 

47 

48 

42 

57 

46 

32 

30  ... . 

51.  si 

UloucesterS 

.  \  Maximum... 

75 

79     80i     6h 

74 

66 

72 

72 

62 

65 

61 

66 

75 

69 

74 

77 

75 

69i     69 

70 

56 

63 

63 

67 

60 

62 

70 

68 

51 

55..., 

67.8 

(  Minimum.... 

55 

59      61!     60 

58 

50 

49 

56 

58 

5s 

58 

59 

60 

61 

55 

64 

61 

60 

61 

50 

52 

50 

47 

51 

48 

47 

56 

45 

37 

38  ... . 

53.9 

HaverhillS 

85|     891     891     72 

76 

76 

76 

77 

66 

71 

68 

79 

79 

86 

87 

86 

80 

77 

76 

64 

71 

71 

76 

74 

67 

78 

75 

56 

61  .... 

75.3 

•  (Minimum-'.'' 

59     63'    651    61 

67 

49 

48 

59 

58 

56 

58 

60 

65 

55 

60 

68 

66 

61 

6! 

64 

52 

50 

48 

48 

50 

41 

58 

48 

36 

33!.... 

5.5.2 

Hyannis 

(  .\l-:iximuni  ... 

79      77.     84 

72 

75 

67 

66 

73 

65 

66 

65 

64 

75 

72 

76 

75 

79 

73 

71 

73 

61 

61 

64 

70 

67 

62 

75 

70 

54 

67 

69.6 

(  Minimum 

57      63      67 

62 

63 

55 

57 

62 

59 

60 

60 

60 

61 

61 

61 

67 

64 

63 

61 

53 

50 

54 

55 

50 

58 

45 

42 

36 

57.4 

Lawrence  3  

,  »  -ilaxmunu  ... 

89      90|     86 

76 

77 

70 

76 

77 

63 

74 

64 

68 

79 

77 

87 

87 

83 

81 

78 

73 

66 

74 

71 

75 

67 

67 

77 

73 

57 

63 

'.'.'.. 

74.8 

(  Minimum  ... 

66|     581     61 

60 

66 

48 

45 

58 

56 

56 

56 

59 

61 

52 

55 

66 

64 

60 

60 

55 

52 

49 

46 

49 

47 

42 

56 

46 

35 

'^^ 

.... 

53.2 

Lowell3 

(  Maximum  . . . 

86      88      85 

66 

74 

70 

73 

61 

72 

62 

6.i 

79 

76 

85 

88 

87 

82 

81 

71 

57 

72 

71 

75 

67 

69 

75 

58 

57 

73.0 

■  (  Minimum  -- 

59      61 1     66!     63 

58 

49 

48 

57 

59 

67 

59 

69 

61 

64 

57 

68 

66 

60 

62 

62 

63 

61 

47 

50 

47 

41 

58 

48 

35 

33 

54,9 

Nantucket' 

.  \  Maximum  . . . 

76     761     85     71 

74 

67 

70 

73 

63 

71 

67 

66 

77 

■/i 

75 

78 

80 

77 

77 

77 

58 

62 

67 

71 

66 

64 

74 

68 

55 

57 

70.5 

(  iMinnnum   ... 

55     61      64     63 

63 

54 

55 

61 

59 

62 

60 

59 

59 

60 

60 

66 

62 

60 

62 

58 

54 

54 

63 

52 

52 

52 

61 

47 

43 

43 

57-1 

NewBodtorrt 

)  Maximum... 

84      S5|     901     70 

76 

70 

72 

75 

64 

72 

67 

67 

81 

78 

80 

75 

80 

76 

71 

56 

67 

72 

76 

71 

68 

74 

63 

69 

63 

72.6 

■  (  Minimum.... 

57 

62      66      61 

60 

53 

56 

61 

60 

60 

61 

60 

60 

60 

62 

67 

65 

67 

64 

66 

52 

52 

63 

58 

55 

51 

63 

45 

39 

42 

.57.6 

Pittsfieldll 

i  Maximum  .  •  • 

86l     821     67 

73 
50 

65 
42 

73 
41 

70 
45 

69 
5-1 

76 
54 

63 
67 

72 
58 

73 
58 

S 

49 

87 
69 

83 
60 

8! 

75 
61 

66 

64 
46 

64 
43 

44 

71 
47 

59 
38 

68 
41 

70 
48 

50 
41 

52 
31 

59 
30 

70.5 

(  Minimum   ... 

5j;     56 

59 

49.6 

Plymouth 

)  Jlaximum  ... 

83 

90!     88 

67 

79 

70 

75 

75 

65 

69 

61 

6,') 

79 

72 

85 

84 

78 

74 

76 

75 

60 

70 

65 

75 

67 

65 

79 

71 

54 

58 

72.6 

(Minimum.... 

56 

58!     65 

60 

58 

47 

49 

57 

58 

59 

59 

58 

60 

50 

58 

65 

65 

61 

58 

53 

51 

51 

44 

48 

49 

43 

59 

46 

32 

53.8 

Provincetown 

\  Maximum  ... 

i  Mininnim 

.... 

68 
56 

1 

"'87 
62 

82 
59 

69 
57 

Springfield 

.  i  Maximum... 
(  Minimum  — 

"85 
50 

"90    "90 

55     60 

"7i 

■'78 
53 

"78 
45 

"75 
44 

■75 
55 

■72 
63 

"76 
53 

"67 

5S 

"77 
56 

I 

85 
57 

65 

"85 
62 

"'75 
61 

49 

"63 
49 

44 

"70 
50 

"76 
44 

"73 
42 

"69 

41 

■".58 
30 

"64 
29 

74.9 

51.6 

Stockbridge 

.  (  Maximum... 

81|    82j     76 

60 

63 

70 

68 

64 

75 

66 

68 

70 

72 

82 

85 

80 

80 

71 

69 

63 

66 

64 

71 

58 

64 

70 

50 

51 

60 

69.1 

(  Minimum.... 

49     51     54 

59 

45 

38 

36 

49 

56 

55 

69 

57 

53 

43 

51 

60 

60 

60 

59 

51 

46 

43 

42 

43 

32 

38 

49 

39 

28 

27 

47.7 

gwampscott 

\  Maximum .  .. 

77      81      87 

66 

75 

64 

71 

73 

60 

66 

60 

67 

77 

72 

78 

78 

78 

71 

69 

70 

55 

62 

65 

69 

66 

62 

75 

60 

62 

56 

68.7 

■  (Minimum-... 

54      59      61 

59 

56 

46 

49 

59 

56 

56 

57 

57 

60 

51 

66 

62 

60 

58 

50 

49 

47 

46 

50 

47 

49 

56 

40 

33 

32 

52  8 

TauntonS 

.  i  Maximum  . . . 

86     88i     87      73 

76 

75 

73 

77 

74 

73 

73 

68 

79 

79 

84 

83 

85 

82 

80 

74 

66 

71 

69 

74 

70 

70 

80 

74 

71 

63 

75.9 

(  Minimum.... 

47      53i     60i     56 

55 

43 

40 

57 

58 

69 

61 

57 

62 

47 

51 

66 

63 

63 

59 

61 

51 

50 

38 

42 

48 

38 

59 

47 

32 

26 

51.6 

West  Cummington  . 

.  1  Maximum  . 

85     85     79 

44     47;     58 

69 

71 

67 

72 

68 

66 

79 

74 

69 

74 

73 

84 

85 

83 

80 

77 

69 

62 

66 

67 

81 

66 

64 

70 

70 

55 

62 

72.1 

(  Minimum.... 

58 

4(1 

33 

33 

49 

50 

51 

55 

52 

55 

39 

55 

67 

54 

57 

60 

54 

42 

34 

33 

37 

29 

31 

51 

33 

22 

24 

44.6 

WestfieldS  

.  S  Maximum  . . . 

90      90|     88 

69 

76 

73 

76 

71 

65 

79 

78 

6S 

77 

78 

90 

88 

89 

84 

78 

71 

66 

71 

70 

74 

75 

70 

72 

57 

57 

65 

75.2 

(  Miulmum.... 

48     53'     56 

56 

51 

42 

40 

54 

56 

55 

57 

55 

61 

47 

56 

70 

58 

59 

61 

69 

50 

.50 

44 

47 

37 

38 

52 

28 

27 

27 

60.1 

WiIliamstown3 

.  j  Maximum... 

81      SO     82 

66 

62 

68 

72 

71 

67 

76 

68 

71 

72 

71 

83 

83 

82 

81 

77 

71 

63 

64 

62 

71 

62 

69 

72 

54 

51 

58 

70.3 

(Minimum  ... 

54      57i     64 

55 

f>2 

44 

4! 

59 

56 

56 

61 

60 

63 

48 

55 

66 

61 

63 

6i 

51 

44 

42 

45 

46 

39 

44 

46 

43 

30 

30 

50.9 

WorcesterS 

S  Maximum  . . . 
(Minimum.... 

55 

88      90 
581     59 

58 

75 
52 

69 

44 

74 

41 

74 
57 

61 
56 

78 
56 

66 

58 

65 
57 

79 
61 

77 
47 

86 
53 

65 

89 
61 

82 
60 

81 
60 

71 
55 

66 
49 

72 
47 

73 
44 

73 
46 

67 
40 

69 
42 

73 
56 

69 

41 

57 
30 

64 
29 

74.0 

51.2 

JJhode  Ishmd 

1 

Clock  Island  ' 

\  Maximum  . . . 

73 

77,     82 

70 

72 

6i 

69 

69 

63 

69 

67 

64 

76 

73 

75 

76 

77 

70 

69 

71 

66 

65 

67 

71 

65 

65 

74 

58 

63 

67  ... . 

68.6 

•  (Minimum-.. 

58 

62,     64 

62 

62 

5.'. 

56 

63 

60 

60 

60 

59 

61 

60 

63 

67 

64 

64 

63 

66 

51 

52 

56 

60 

55 

64 

57 

47 

43 

46  ... . 

58.0 

Kingston 

\  Maximum  . . . 

83 

73 

75 

69 

71 

72 

63 

79 

66 

80 

78 

79 

80 

84 

75 

77 

71 

62 

70 

72 

72 

68 

66 

76 

71 

68 

59    . .  . 

73.0 

i  Minimum.... 

46 

51;     59 

57 

53 

46 

44 

52 

59 

56 

58 

59 

60 

48 

62 

65 

62 

63 

59 

61 

50 

40 

46 

41 

49 

60 

42 

32 

27  ... . 

61.3 

Poitsniouth 

.  \  Maximum    .. 
(Minimum... 
\  .Maximum... 

79     801     90 

62       .Mil      K9 

75 
58 
72 

78 
56 
79 

75 
50 
71 

72 
53 
76 

73 
58 
77 

71 
57 
63 

72 
58 
74 

70 

66 
58 

82 
"82 

80 
80 

80 
""88 

81 
'86 

86 
"89 

82 

'bI 

79 
"79 

70 
58 
73 

61 
49 
57 

70 
49 
72 

73 
48 
71 

72 
52 
75 

51 
71 

68 
47 

74 
59 

70 
44 
58 

59 
■59 

62  ... . 
39 

74.1 

Providence  ' 

89 

91:      93 

60::;; 

"75."  i 

■  (  Minimum.... 

57 

62     65 

61 

60 

53 

54 

60 

58 

59 

61 

60 

63 

57 

61 

67 

67 

66 

63 

55 

52 

51 

52 

52 

52 

49 

57 

43 

39 

36  ... . 

56.4 

Coiir.edkiU 

Bridgeports 

(  Maximum  . . . 

82 

86     89 

78 

78 

70 

74 

71 

68 

76 

71 

67 

79 

79 

85 

84 

85 

75 

74 

72 

68 

70 

71 

76 

67 

67 

73 

58 

55 

60 

73.5 

'  (  .Minimum.... 

51 

53i    63 

63 

54 

51 

50 

60 

57 

62 

69 

59 

65 

58 

63 

63 

67 

65 

57 

49 

48 

.50 

52 

46 

46 

56 

43 

34 

35 

54.2 

Cream  Hillt 

)  Maximum  ... 

84 

85i    83 

72 

74 

72 

70 

70 

67 

77 

71 

74 

75 

84 

87 

78 

69 

67 

66 

69 

68 

71 

66 

64 

68 

68 

56 

3I"::: 

72.3 

(Miuiuuira  ... 

55 

58     62 

60 

50 

44 

48 

56 

56 

54 

58 

56 

58 

60 

68 

60 

64 

61 

55 

44 

45 

46 

52 

39 

43 

54 

39 

29 

52.2 

Danbury 

)  Maximum  ... 
■  (Minimum.... 

'42 

"46"4«!".i2 

"48 

"44 

"4! 

",54 

"eo 

"56 

58 

■58 

"44 

"56 

■'60 

""62 

"63 

"62 

"'64 

"'46 

■42 

"'38 

■42 

"36 

"33 

"45 

"■41 

"26 

"28 

"48.' 7 

Hartford' 

i  Maximum... 

8S;    90j    90;    72|     77 

69 

75 

71 
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&ENERAL  SUMMARY 

Rainfall  averaged  slightly  below  normal  in  New  England  dur- 
ing October,  194'2,  with  Maine  and  New  Hampshire  accounting 
in  least  measure  for  the  Sectional  average.  Negative  departures 
from  normal  monthly  amounts  in  those  two  States  ranged  from 
about  20  to  30  percent,  while  in  the  rest  of  the  Section,  rainfall 
averaged  about  normal.  Greatest  totals  (from  four  to  five  inch- 
es) were  recorded  in  the  Berkshires,  eastern  Connecticut  and 
southern  Massachusetts.  Rain  which  occurred  on  the  5-()th  and 
during  the  period  18-27th  accounted  nearly  in  full  for  the  month- 
ly totals.  The  period  8-1 7th  was  especially  dry.  The  first  light 
snow  of  tlie  season  fell  over  Aroostook  County  on  the  2d.  Light 
snow  again  fell  over  portions  of  the  extreme  north  on  tlie  19th, 
and  again  on  the  27th  over  nearly  all  of  the  northern  division 
and  in  tlie  Berksliires  of  Massachusetts.  The  snow  melted  as  it 
fell  in  most  instances,  and  at  the  close  of  tlie  month  no  cover 
remained.  The  month  averaged  slightly  warmer  than  normal 
throughout  the  Section  except  for  a  very  limited  area  of  north- 
western Massachusetts.  Minimum  temperatures  did  not  reach 
the  low  levels  usually  recorded  in  October.  Harvesting  of  late 
fruits  and  other  hardy  crops  was  completed  by  or  before  the 
middle  of  the  month.  e.  s. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Section,  based  on 
110  records,  was  51. 0'^,  wliich  is  1.5°  above  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  48.9°;  for  the  southern  division,  53.0°.  The  highest 
monthly  mean  was  56.6°  at  New  Bedford,  Mass. ;  tlie  lowest  was 
43.6°  at  First  Connecticut  Lake,  N.  H.  The  highest  recorded 
was  85°  at  Weston,  Mass.  on  the  9th;  the  lowest  was  18°  at 
Kearsarge,  N.  H.  on  the  29th.  The  greatest  monthly  range  was 
62°  at  WVston,  Mass. ;  the  least  was  27°  at  Block  Island,  R.  I. 


PRECIPITATION 

The  average  monthly  precipitation  for  thf  Section,  based  on 
193  records,  w.ns  3.11  inches,  which  is  0.38  inch  below  the 
mean  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  2.72  inches;  for  the  southern  division, 
3.50  inches.  The  greatest  monthly  amount  reported  was  5.88 
inches  at  Plainfield,  Mass.;  the  least  was  1.01  inches  at  Orono, 
Me.  Thp  greatest  amount  in  24  hours  was  2.18  inches  at  Plain- 
field,  Mass.  on  the  3 1st.  The  average  number  of  days  with  .01 
inch  or  more  of  precipitation  was  8,  which  is  I  below  the  mean 
for  the  past  55  years. 

The  average  snowfall  for  the  northern  division,  based  on  96 
records,  was  a  trace;  for  the  southern  division,  based  on  97  rec- 
ords, none;  for  the  Section,  based  on  193  records,  was  a  trace, 
which  is  0.2  inch  below  the  mean  for  the  past  55  years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  130  records, 
was  southwest.  The  average  velocity,  based  on  the  records  at 
15  stations,  was  9.2  miles  per  hour,  which  is  0.6  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
59  percent  of  the  possible  amount,  which  is  5  percent  above 
the  mean. 

Cloudiness  was  below  the  mean.  The  average  for  the  Sec- 
tion, based  on  139  records,  was  14  clear,  8  partly  cloudy,  and 
9  cloudy  days. 

The  monthly  relative  humidity,  based  on  tlie  7:30  a.  m. 
and  7:30  p.m.  observations  at  13  stations,  was  83  percent, 
which  is  4  percent  above  the  mean. 


COMPARATIVE  DATA     (  Northern:  Maine,  New  Hampshire,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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Climatological  Data  for  October,  194S 
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ESSPJE 

Windham 


Orleans 

Washington  . 
Bennington 
Windsor-   .■ 

Rntland 

Franklin  — 
Caledonia  .. 
Bennington 
Bennington  , 


+2.8 
+2.6' 


+0.6 
+3.4 
+2.2 


+2.0 
"+6.'7 


-O.'C 
-1.13 
-0  6H 
-  1.  29 
+  0.  U 


-1.70 
-1.05 
-1  39 
-1.03 
-2.  19 
-1.10 
-1.34 
-0.4S 
-1.97 
-1.  12 
-1.  09 
-1.81 
- 1.  32 
-0.92 


-0.  62 
+  0.44 
-1  00 
-0  73 


-0.35 
+0.69 
-0.81 


+0  24 
-0.56 
-0.07 
+0.  25 


+0.43 
+  0.07 
+0.64 
+0.66 
-0.62 
+  0.34 
-0.61 
-O.OS 


14 

8 

17 

10 

H 

9 

Ifi 

y 

7 

14 

7 

Civil  Aeronautics  Auth. 
B.  L.  Hadley 
Walter  Thurston 
Samuel  E.  Kamerling 
U.  8.  Weather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Bangor  Hydro  Electric  Co- 
Mrs.  Hannah  I.  Hatch 
State  Normal  School 
C  W.  Norsworthy 
U.  E.  Buchanan 
Samuel  D.  Soule 
U .  S.  Weather  Bureau 
C.C  P.  cfe  L.  Co. 
William  H.  Cumming 
p.  M.  Tripp 
Union  Water  Power  Co 
Bangor  Hydro  Electric  Co. 
(iri'Lit  Northern  Paper  (.:o- 
Tniun  Water  Power  Co. 

Paper  Co. 


ilerl. 


Bus 


Ralph  F.  Webber 

C.  L.ClnMibourne 

Tlu, I, -.as  W.Clark 

Uiiiv.  of  Maine 

r.  S    Wi'ather  Bureau 

.Me.  Experiment  Station 

Great  Northern  Paper  Co. 

Oliver  W.  Holmes 

(Charles  A.  Mixer 

Kuth  Dnrgin 

I'luon  Water  Power  Co. 

Guy  W.  Butler 

Hollingsuorth  .V:  Whitney 

at-  ('roix  Paper  Co. 


Edwar.l  Kenu 

George  IC  Tucker 

0-  S.  Weather  Bureau 

Sarah  H.  (Jleason 

Univ.  of  N.H. 

Union  Water  Power  Co. 

Conn    Valley  Lumber  Co. 

K.  R.  Rx-Uer 

F.J.  Sontlimayd 

State  Sanatorium 

Frank  K.  Lea v ill 

Dartmonlli  College 

N.  11    Research  Forest. 

Wendell  Lee.s 

C.  F.  Robbins 

Arthur  W.  Marshall 

Mrs.  Li.  G.  Cooper 

Public  Service  Co. 

Androscoggin  Res-  Co. 

Pennichnck  Water  Works 

E.  K.Tobey 

H.  P.Shei>ard 

E'.  A .  Smith 

J.  B.  Dodge 

Mrs.  HattieG.  Trow 

Claude  Baker 

Kenneth  Berry 

U.S.  Bureau  of  Fisheriee 


Raymond  L.  Brown 
U  S.  Weather  Bureau 
Cen.Vt  P.  S   Corp. 
Mrs.  Theo.  G.  Tapliu  ttt 
Sarah  E.  Lane 
Mi-s  E   M.  Uustin 
RufusS.  Gilbert 
N    E.  Power  Co. 
J.  F.  Devins  t11 
L    II .  Pomeroy 
Gilman  Paper  Co. 
Fred  May  til 
Harold  P.  Grant 
Rev.  A.  B.  Crirhton 
U .  S.  Weather  Bureau 
N.  E.  Power  Co. 
E.  E.  Ordway 
George  H.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  Itt 
N.  B.Power  Co. 


See  page  76  for  explanation  of  reference  marks. 
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Ciimatological  Data  for  October,    1943,  (Coatmued) 


i'ermoiU 

SoiuerseUfs 

Veriioiit^ 

WateibuiyS(neai) 

West  Biirke^ 

West  Hartlor<]2   ... 
White  Kiver  Jc.n. 

WliitiiiithuiuS 

WiiderS 

Wiliniiigrtoii- 

Woodstock  •  •  •  • 
For  State 


.Viifmchitseds 

Adauifi-' 

AIullbr^l}^ 

A.slilai.dt<     

BoechwooU  *• 

Bluellillt^   

Uostoiil 

Boylstoii* 

Brockton 3   

Chester  ♦• 

ChoslorHeld" 

Chestnut  Uilll|i,4. 

Clinton  3 

CoiwordS.s 

East  Wareliamll- 

Fall  Klver 

FiUhl.Mr»3,4  .    ... 

Fort  Deveus  

I>runiiiiir>>iiiii3,4. . 

Franklin"" 

Gardner** 

Gloucester*  —  ■   • 

Greenlieid 

Groton  •* 

nardvvicU  •• 

Hatohville** 

HaverhillS 

Heath** 

Holyoke'i 

Hoosac  Tunnel  11- 

Huldiardston*' 

Hyannis* 

Ip.twifh** 

Jellerson^ 

I.ako  Cocliituale'it'' 

LaH-reiiceS 

Lowell3,4  

Manslield**-  ■• 
5Iid.llel,oro*«.. 
Middletor.a   ... 

Miltord**  

.\iillbury2  

Montairue  (:it> 
Nantucket  1  ... 
New  lieilford  .. 
Nortlil>rldee**. 
I'euibrokH**  .. 
Peru** 


Windham  — 
Windham.  ■• . 
Washington. 
Caledonia.  ... 

Windsor 

Windsor.... 
W  indham  .. . 

Windsor 

Windham  ... 
Windsor 


Rett 


Pittsli».i,ll|2 

Plai.lli.-l(l** 

PlynioMtli 

Princeton^ , 

Provincetown  — 

Kdckport 

segrrtiranset'.! 

Shelburne  rallsii2 
.Sonti.hrid.?..**.... 
South  Kgreiuont*' 

Spot  Pond  * 

Springlifld   

Sterlings 

Stockliiidcre 

Swainpscott 

TanntonS 

Turners  Falls 

Ware  "   

W.^lHt.T  •♦ 

West  Cummington 

WestHeli|**3 

We.<iton3        

WestOtis** 

We..*t  Kutland4.  .  . 
Willianistown'*  .... 

WInchendou" 

Worcester*         

For  Sbito  

Hlimle  Idnmt 

Block  IslHudl 

Kin^.ston  ..     

Portsmouth 

Providence! 

For  State 


Berksliire  . 
Hampshire 
xMiddlesex  . 
Norfolk  .... 
do  .... 

Suffolk 

Worcester  . . 
Plymouth  .. 
Iliiuipdeu  .. 
Hampshire. 

Suffolk 

Worcester  . . 
Middlesex  .. 
Plymouth  .. 

Bristol 

Worcester  - . 
Middlesex  .. 

do 

Norfolk  — 
Worcester . . 


Franklin  .. 
Middlesex  . 
Worcester  . 
Karnstahle. 

^.-iex 

Franklin... 
Hampden  . 
Berkshire  . 
Worcester  ■ 
Barnstable. 

K.'iSex 

Worcester  . 
Middlesex  . 

IXsex    

Middlesex  . 

Bristol 

Plymouth  . 

Kssex  

Worcesti'r 
Worcester  .. 
I'Vanklin  ... 
Nantucket.. 
Bristol 


i'iymouth  . 

Berkshire  • 

Worc'ester 

Berkshire  .. 

Hampshire. 

Plymouth  .. 

Worcester  . . 

Barnstable  .■ 

Kssex    

Bristol 

Franklin   ... 

Worcester  . . 

Berksiure . .. 

Middlesex  .. 

Hampden  .. 

Worcester  .. 

Berkshire. . . 

Kssex    

Bristol 

Franklin     ... 

Hampshire. 
Woro-MK-r .. . 
Hampshire..  . 
Hampden  ... 
Middlesex... 
Berk.shire  ... 
Worcesrer  . . . 
I!er;,-.si,ire  .. 
Worce.ster  . . 
Worcester... 


Newport... 
WashinRtoi 
Newport... 
F'rovidenee 


Temperature,  in  degrees  Fahrenheit '        Precipitation,  in  incheg 


y^\  I 


52  6 
53.4 
54.5 
53.6 
52.6'> 
57     54. 0 


+3.7 
+2.2 

+3.0 


-0.3 
+  1.0 


+0.9 
+2  4 
+1.6 


+  0.4 
+  1.'5 


+  1.6 
+0.6 


2.46 


+  0  98 
-0.  36 
-  0.  59 
+  0.U5 
+0  3.i 
+0.34 
-0.51 


2  62 
3.61 

4.40 
2.  42 
4.94 
3.38 
3.18 

3  52 
4.89 
3.02 
3.43 
3.71 
2.74 
2.77 
3.84 
4,17 
2.  91 
3.50 
3.20 
2  »7 

4^78 


No.  of  days 

7t\ 


1.09 


25 

3.  5S 

22 

4  5S 

26 

2  73 

48 

3.  08 

23 

5.88 

56 

4.  ."iW 

53 

3.  32 

'  pa?e76  for  explanation  of  refereuc 


+  1. 


-0.15 

0.00 

0.00 

-0..58 

-0.69 

-0.25 

+0  46 

-0.  05 

+0.56 

0.00 

'+6.'3i' 
+0.  98 
+  0.12 
+  0.33 
+  1.42 
-0.37 
0.00 
+2.21 


+0.39 
+  1.43 
+  0.24 
—0.26 
+  0.22 
+  0.  13 
-0.84 
+0.95 


-  0.40 
+2.  25 
+0.21 
-0.  n 
+0  34 
-0.20 
+0.04 


26 

0 

•£1 

T. 

27 

'J'. 

26 

0 

21 

0 

21 

0 

18 

0 

17-18 

18 

0 

18 

0 

31 

0 

31 

0 

17 

0 

18 

0 

18 
18 

0 
0 

L.  L.  Leonard 
Conn.   River  Power  Co. 
N.  t,.  Power  Co. 
tjrilmaii  W.  Pord  ttl 
Kvu  K.  Doubleday 
Civil  Aeronaullos  Auth. 
K.  1.  hiuilon  lit 
Oleott  Falls  Co. 
Walter  Adams  Itl 
Benton  .s.  Piniiey 


N.  K.  Power  Co. 
*!^«''t/.\Ki-.  Exp.  Sta. 
Met.  Water  Works 

US.  Weather  Bureau 

Mr.s.  Lorins  H.  Reed 

Cily  iSii^Mneer 

.State  Dept.  Public  Health 

.state  1  ept.  Public  Health 

Met.  Witter  Works 

MetWaler  Works 

I' red  A.  Towei- 

Joseph  [..  Kelley 

Kichard  C.  BriKham 

Ileihert  B.  Allen 

I'    .S.  Army 

Met.  Water  Works 

State  J)ept.  Public  Health 

r,   1  ^.  ",'''''■  l^ut'lic  Health 

Ifalph  M    Jiarker 

Bureau  of  Entomology 

State  l)ept   Public  Health 

State  Oept.  Public  Health 

f.^f  «"«'?'• ''"blic  Health 

City  KuKineer 

'^•^ate  l>ei>t.  Public  Health 

A.   \\  .  l,add 

N.  E.  Power  Co. 

State  Dept    Public  Health 

Stide  teacher's  Colleire 

State  Dept.  Public  Health 

Carl  Berctslraud 

Met.  Water  Woikn 


Essex  Ci 
Props^r,ocks"X.'(:anHl8 
State    )ept.  Public  Health 

^f'^^fljept.  Public  Health 
Charlotte  A   Biaun 
U.S.  Weather  Bureau 
City  Encineer 
State  Dept.  Public  Health 
.state  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  Works 
Comr..:fPubIi,.  Works, 
state  Dept.  Public  Health 
Plymouth  Cordasre  Co. 
Met.  Water  Works 
Javaii  D    York 
C.  S.  (■  (.;.  St,if,i„„ 
Bristol  Co.  A-r.  School 
N    E.  Power  Co 

State  Dept    Public  Health 

State  Dept.  Public  Health 

Met.  VVater  Works 

U.  S.  Armory 

Met.  Water  Works 

N.sblt  H.  B.:..g.s 

Wesion  K.  Lewis 

Watei'  Works 

Turners  Palls  I'  .^  k   Co 

State  Dept,  Public  Health 

State  Dept,  Public  Health 

T.  F.  Whitbroad 

State  Dept.  Public  Health 

.state  Dept.  Public  Health 
Met  Wafer  Works 
Williams  College 
state  Dept   Public  Health 
Clifford  T,    Davis 


US  Weather  Bureau 
Agr.  Rxp  Station 
.Agr.  Kxp.  Station 
U  S,  Weather  Bureau 
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Climatologrical  Data  for  October,  1942,  (Continued) 


Baltit^ 

BaikhaiusuiauS  . 
Britigeport"-  ■.  .•  • 
B„rl„.giun2..... 

Colchester 

Colliiisville2 

Cretttn  Hillt 

Danbury  l|2. 

Falls  Village-',  3  . 

Harllurdi 

Lake  Koiioinoct. 

Marion 

Mt.  Carmel 

New  Haveul 

New  London  — 

Norwalk  

Putnam  

Salisbury 

StorrsS 

Watfrbiirv   

West  brook 

West  irir(lanil2. 

Windsor  Looks  •  ■ 

For  Stat^.-    • 


New  Loiidou  ■ 
Lituljtield  .... 

Fairiield 

Uartioid 

New  London. 
Hartford  .... 
Litohtield  .... 

Fairiield 

Litchfield  .... 

Hartford 

New  London.. 

Hartford 

New  Haven  .. 

do  

New  London.. 

Fairiield 

Windham..... 
Litohfleld  .... 
Tolland   


Hav 


Temperature,  in  degrees  Fahrenheit 


+2.  i 


Precipitation,  in  inches 


No.  of  days 


ga    •: 


18 

0 

18 

0 

1» 

0 

18 

0 

IH 

0 

18 

0 

18 

0 

18 

0 

18 

0 

17-lS 

0 

18 

0 

18 

0 

■n 

0 

21 

0 

•22 

0 

18 

0 

18 

0 

18 

0 

0 

18 

0 

18 

0 

18 

0 

17 

0 

18 

u 

The  Baltic  Mills  Co. 

Water  Bureau,  Hartford 

Bridgeport  Hydraulic 

Water  Hureau,  Hartford 

J.  F.  Bailey 

Edwin  K.  Wilder 

T.  S  Gold 

Sewage  Treatment  Plant 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  Ijondon  Waterworks 

Helen  N   Upson 

B   W.  McFarland 

V.  S.  Weather  Bureau 

Dept.  of  Public  Works 

L.  MCoinstock 

Civil  Aeronautics  Auth. 

F.  llurliman 

Afcr   Exp    Station 

William  .1.  Pane 

James  Rintoul 

Water  Rnre;iu,  Hartford 

V.  S.  Army 


DATES  OF  MISCEI.I.AWEOUS  PHENOMENA 

Auroras  — 2-m^,  ll-16th,  lS-22d,  26th,  28th-30tb. 

Halos,  lunar.—  15th,  19th,  22-25tli. 

Halos.  solar.—  13-14th,  16-17,  24-26th,  29-30th. 

Hail.  —  (dates  and  general  location) —  7th,  Berlin,  N.  H.; 
17th,  StorrH,  Conn.;  23d,  Glencliff,  N.  11.,  Lakeport,  N.  H. 

Thanderstornis.—  Ist,  6-7th,  18th,  21-23d,  26th. 

Fog,  de,i.se.—l-4th,  6-9th,  ll-14th,  16-lnth,  21-27th,  29-31st. 

Frosts.  —  (dates  and  general  location) —  Killing:  At  those  less 
susceptible  inland  areas,  not  affected  in  September,  on  the 
2-4th,  nth,  or  13-14t]i;  at  immediate  coastal  areas,  not  affect- 
ed in  September,  on  the  28th  or  29th. 

Sleet. —  (dates  and  general  location)  —  19th,  Lake  Frontiere, 
Me.,  Pinkham  Notch,  N.  II.,  Paitland,  Vt. ;  27th,  Pinkham 
Notch,  N.  PI.;  28th,  Lincoln,  N.  H. 


Pressure,   Wind,  Humidity  and  Sunshine 


AmiK-rt-t . 

Block  Ma 
Blue  Hill. 


!-S 


s| 


Caribou.  ■ 
roncord  ■ 
Kiisiport  . 
Greenvill 
Hanover. 
Hartford 
Nant 


ket 


08 

30.62 

(19 

30.67 

07 

.30.  67 

04 

30.66 

OH 

30.65 

(18 

30.72 

(17 

30.67 

OH 

30.70 

(W 

30. 72 

07 

30.  64 

(18 

30.  63 

10 

30.64 

(18 

30.  72 

Oil 

30.69 

09 

30.66 

29,42 
29.45 
29.36 


29.33 
29.  41 
29.37 
29.44 
29.  42 
29.  62 
29.  31 
29.42 


15  0  j 
14.4  I 
10  2  !  33  i   n« 

9.6  !  34     s. 
10.  3  j . . . ,  i . . . 
5.9  I  20 
9. 5     29 
5.2     17 


Relative 
Humidity 


18  I  81  I  70 
18  !  86  57 
18  !  79     52 


Daily  Total  Solar  and  Sky  Radiation  Received  on  a  Horizontal 

Surfa.ce.     (  Va!ue.s :  Gram-calori 

s  per  m 

cm.) 

Station                         1    ^  ^ 

3  1     4 

5 

G 

9 

10 

11  j  12  j  13 

14 

1,-3  j  16 

17 

18  j  19  1  20 

21  1  22     23 

24 

25 

26 

27  1  28  j  29  1  30 

31 

Monthly 

r Total  Radiation 
fSnV.^^s:]Norrnal  Radiation 
LAv.  Cldns.  (0-10) 

413   428 
320   315 
1       0 

329    413 
309   303 
4       5 

139 

305 
10 

300 
307 
4 

403 
309 
0 

403 
311 
0 

338 
313 
6 

315 
5 

381    361    392 
317   314   310 

6  1     4        4 

249 
306 
10 

229 

302 

8 

183 
10 

350 
296 

1.51 
293 

7 

261    173 
283   273 
5     10 

249    178    174 

263   254J  245 
7|9j    8 

171 
236 
8 

227 

10 

56 
226 
10 

324    326   268   2S1 
224   223   222!  221 

268 
220 
5 

278.4 

279.4 

5.6 

Tenths  of  daily  total  radiation  cori.<idered  in  average. 


Daily  Evaporation  (inches)  and  Wind  atovement  (miles). 


Massabesic  Lake 
(Manchester),N.H. 


Evaporation 
Wind  Mov'ent 


12S .  085 
51     33 


082.021 
52     32 


056.102 
31 


043|.  059 
61      22 


057     2. 667 
53        1, 437 


Note:  Observations  taken  at  7:30  a.  m.  E  S.T. 


EXPLANATION  OF  EEFERENCE  MAKKS 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  tempi-ratures  recorded  at  this  time  are  nearly  always  correct  for  the  date  on  which  they  are  recorded.  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  record.  Departures  of  precipitation  with  15  years  or  more  of  record  are 
computed  from  a  normal  or  "standard  mean"  adjusted  to  a  uniform  35-ycar  period ;  for  stations  of  10  to  14  years  of  record  the  means  for  the  period  of  record  are  used.  Refer- 
ence letters  »,'■,«,  etc.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  'i  represents  two  days,  etc. 

t  Post-office  addresses  of  these  stations  are  as  follows:  Maine  -  Brassua  Dam,  Rockwood:  Hiram,  West  Baldwin;  Rlpo^enus  Dam,  Millinocket;  Wiuslow,  Waterville;  — 
New  Hampshire  —  First  Connecticut  Lake,  Pittsburg;  New  Durham,  Alton:  Pinkham  Notch,  Gorham:  York  Pond,  Berlin:  —  Vermont—  Bloomfield,  North  Stratford,  N.  H. ; 
Cornwall,  Middlebury ;  Mays  Mill,  Colrain,  Mass. ;  Scarsburg  Station,  Wilmington ;  Somerset.  Wilmington  ;  Vernon.  Shelburne  Palls,  Mass. ;  -  Massachusetts  —  Ashland,  Fram- 
iugham;  Blue  Hill.  Milton;  Lake  Cochituate,  Framiughani;  —  Connecticut  -  Cream  Hill,  West  Cornwall;  Lake  Konomoc,  New  London. 

tt    Not  included  in  summaries  t+t    Observer  lor  New  England  Power  Co.  T.      Trace,  precipitation  is  less  than  .01  inch  rain  or  melted  snovp. 

*    Precipitation  included  in  that  of  next  measurement.  **    Record  furnished  by  Massachusetts  Department  of  Public  Health;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  ++    Obsenation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Rfgular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  2  Precipitation  measured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  ent'-red).    '■i  Tnermometers  not  supplied  by  Weather  Bureau.    *  Precipitation  measured  in  morning  recorded  as  of  preceding  date. 

5  Observations  irregular. 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almost  always  occurs.       §    Also  on  other  dates. 
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Daily 

Precip 

itation  for  October, 

194 

3 

Drainage  basin 

Day  of  month 

- 

Stations 

1 

2j     3|     4 

b 

« 

8 

« 

10  1  11  1  12 

13 

- 

15  1   16  1  17 

18  1   19  1  20 

21   1  2-2  1  23  1  24  |  25  |  26 

«|.. 

29 

30  1  31 

I 

Maine 

Bausori: 

Bar  Harbor....... 

Brissua  Damt«  . . . . 

Bninawick 

Car.bouU 

Eu.stport' 

East  Winthrop  . . . . 

EII>wort!i 

Eustis 

Fannington 

Kt.  FairtieUUnr.)  . 

Fort  Kent 

Gardiner 

Qre«nvilleJJ 

Hiramt      

HouUoii  

Jaokman 

Lewistnn 

Penobscot 

Coast 

Kennebec 

.04 
".04 

... 

.i 

1        1  T. 

T.     .81    .0 
....  1.371... 

.11 
.12 

■r. 

T. 

.01 
■■(if 

.01 

l.OB    .04 

1  T 

„i 

....1---- 

2  24 

T. 

'.■u. 

■r 

.16 
.04 
.02 
.01 
.03 
.03 
.35 

.20 
.41 
.14 
11 

.05 

■t. 

.10 
1.12 

.36 
1.69 

.75 
1.91 

.14 
1.10 

.17 
.07 
1  3b 
.02 
.01 
.02 
.55 
.22 

.61 

T. 

T. 

T. 

:08l  .85 
.031  .66 
T.  1  .55 
.  03'    «" 

•V. 

!95 

.48 
.06 
.38 
.20 
.35 
.15 

2  90 

Sl.Joliii 

I  oast 

.32 

.^; 

T.  1 

3  02 

.01 
.22 

T. 

.0 

.16 

•r 

2  28 

rn^st'^        

.02 
.01 

1.14 
.56 

1 

02 
.46 
.90 

3  51 

.O- 

.02 
.06 

.06 
.04 

.04 

T. 

....do 

...do 

.20 

.0" 

.02 
.09 
.03 
T. 

.70 
.91 

.12 

.12 
1.05 

.49 
.59 
.40 
.15 
.67 
.98 
.67 

.11 

".1% 
.46 
.45 
.07 
.32 

1.41 
.54 
.19 
.18 
.Ob 

2.'U7 

.18 
.03 
.01 
.06 
.81 
.57 
.10 

isa 

.28 
.7f 
.24 
.01 
.97 
.27 
.85 
.61 
.25 
.31 
.5( 
.49 
.29 
.16 
1.06 
.85 
.11 
.60 
.18 

.10 

.48 
.12 
.14 

J^ 
.25 
.oO 
.35 

■.■•23 
.24 
.14 
.21 
.71 
.60 
.21 
.01 
.62 
.83 
.35 

'.'21 
.44 
.79 

.40 

.54 

.69 

.28 

.53 

T 

.67 

.26 

.64 

.42 

.27 
.22 
.33 
.33 

■.■35 
.40 

1.35 
.12 
.53 
.3- 

■.■02 
.12 
T. 

■.■62 

■.ie 

.25 
.01 
T. 
.04 
.11 

.15 
.20 
.30 
.46 
.18 
.33 
.10 

.11 

.82 

•r. 

.14 

.08 
.26 

T. 

.04 
T. 
.04 

03 

...do 

.14 

.02 

551  -OH 

.04 

■.■05 
.10 
T. 
.33 

■r. 

.2( 

.10 
■t." 

01 
T. 

.07 
.04 
T. 

.■02 
.01 

.02 

2  25 

■'^ 

■.io 

T." 
.06 

.02 

2  25 

.03 
T.' 

T 

.O' 

0. 

Kennebec 

Androscoggin 

Coa.st 

... 

.08 
.09 

■.'62 

75l  .m 

.0 

2  15 

5b 

2  21 

T. 

42 1     01 

".W. 

'.■ie 

.56 
.40 

■.■73 

.02 
.05 
.46 

T. 
.14 
.05 

.37 
.47 

'.'22 
.36 

1.63 

Mii1.IIe<lam 

Millino<'ket< 

Milo   

xMoosehead^ 

North  Bri.Iatou... 
Oliltown 

.4S 
.61 
1.16 
.24 
.65 
.67 
.3S 
.67 

:S 
.1? 

^■: 

1.21 

;i 

.38 
.60 
.40 
.47 

:i 

.5! 

.... 

.11 
.04 

■.■55 

2  04 

r"enob...(ot    

Presumpscot 

Kennebec .   

.14 
.53 
.04 

T. 
.0 

.02 

.41 

2.80 
2  35 

.01 

.06 

.21 
.■62 

.0: 

.20 

1.85 

Penobscut    

do 

.03 
'."09 

.OJ 
.01 

.u 

.24 

.09 

1.71 

.... 

.02 

■■.07 
.04 

.13 
.43 
T. 

.51 

T. 

1   01 

Purtl.in.l"    

Pre.-nue  Isle    ...... 

RiDoRcnns  DaniT-* 

Coast 

St.  John 

Penobscot  

•V. 
.25 
.01 
.01 

T, 

T. 

■.'28 

.54 

.IS 
T. 
.07 
.01 
.28 
.22 
.43 

■.■53 

T. 

.22 
T. 

.41 
.20 
.62 
.02 
.27 

T. 

.39 

't. 
.17 
.41 
.24 

'.It 

■.'6i 

■■iV 

1.31 
2  66 

.01 

Rimil'ord 

Aiidroscoffgin 

Kennebec. 

Andro>coggin 

St.Croi.K 

.05 
.02 

.6e 

T. 

.01 
■.'Oij 
'.'05 

".bb 

M 
.05 

■"go 

.01 
.02 

.^oe 

.03 
.04 
.02 

.04 

.72 

T. 

'.63 

2.  IB 

.17 
.07 

T. 

■.■12 

.04 

.43 

Cpper  Dam 

l!08 
.0: 
.0'^ 

.10 
.17 

■.■42 

.0 

.07 

.o.> 

.  13 
.20 

1.83 

2.62 

.3C 
1 

.01 
.51 
.17 
.30 
.08 
.42 
.12 
.08 
.32 
.04 

■.'22 
T. 
.37 
.2. 

■.■3( 
.K 
.2' 
.01 
.13 
.05 
.10 
.43 
.41 
.14 

■.■14 

.81 

03 
.42 
.52 

■38 
.22 
.26 
.20 
.66 
.62 
.21 
% 

;o2 

.04 
.63 
.17 

^28 
.33 
.36 
.29 
.01 

■.■25 
.12 
.13 

.27 

■^20 

.35 
T. 

.18 
.06 

■;63 

.61 

■.■]5 
.38 

■.■35 
.29 

■.■65 
.61 
.01 

.78 
.37 

■.■45 
.01 

■.■■26 

.55 
.96 
.01 
.99 
.05 

!82 
.37 

Woodland 

St  Croix 

Andro.-iCOKsiii 

'.'onueeticut 

.02 
.02 

3.81 

Sew  ll.imvshire 

.01 

'is 

■'66 

:::: 

T. 

.01 

'1-. 

.Uj 

.01 

B?tliulel>em  .       .  . 

T.  I.;:: 

Concord' 

2  23 

Dixville  Notch=.  .. 

Andro.^coggiu 

Coast 

.OS 

081 

.46 

3.79 

Durhtun .       .   . 

".-A 

0  12 

Androscoggin 

Connecticut  ...   . 
...do 

.01 

".iy^ 

.05 
.25 

■.■flf 

.01 

■.■72 

.  18 
T. 
93 

.06 
.06 

■.'62 

■'25 
■'06 

T. 

■.^86 

First  Conn,  i.akef^ 
Fitzwilliam      ...  . 

.07 

T. 

3.06 
2.96 

.68 

(Connecticut 

Coast 

.04 
.05 
'1'. 
T. 
02 

.62 

.93 
.07 

'.12 
.2b 
.50 
.82 
1.07 

.52 
.27 

.80 
1.0( 
.54 
.45 
1.07 
.45 
.55 

.04 

.95 
.53 
.92 

:S 

.36 

I  .50 
1.35 
.89 

T. 

Hampton 

1  86 

T. 

.11 

.50 
T. 
.73 
.16 

.60 

■■78 

■'2? 

T. 
.03 

".VI 

.04 

.47 
.43 
.02 

't.' 

.24 
T. 

■.■63 
.42 

T. 

.90 
.55 
.01 
T. 
.71 

■.■6.5 
T. 
T. 
.58 
.60 
.60 
.70 

■.02 
.05 

T. 
T. 
T. 

■.07 
.02 

T. 

.io 
■.'12 
.52 

.02 

Hillsboro= 

AVlerrimuc 

Saco.  . . 

■r. 

.54 
.64 
.50 
.88 
.64 
.65 
..50 
.48 
1.  10 

T. 
T. 

T. 

T. 

.10 

■.■38 
.43 

.45 

■.29 
T. 
.33 

2.48 

T. 

■'oi 

.01 
.01 

■49 

3  05 

Connecticut 

Merrimac 

....<lo 

. .  do 

■v. 

;c3 

.03 
.03 

.02 

T. 

'.■()2 

2.62 

■'f. 

Lincoln:! 

.18 

■:i3 

'\\ 

3.24 

Nashua" 

Mrrrimac 

do 

2  32 

New  nurhamn  . . 

'.■63 
.06 
.04 

■.■65 

■31 

T. 

.05 
■.■67 

tV 

.12 

.■13 

.... 
.07 

■.02 

.... 

.46 

■f.' 

T. 

■'08 

.23 

.03 
T. 

■.■05 

■.'oi 

T. 

■'!'■.' 

■t. 

.01 

■'oi 

.... 

■t. 

::•■ 

2.14 

No.  Stratford' 

..  do 

Merrimac  .!!!.] 

T. 
.04 

.'07 
T. 
.02 
.03 
.03 

.08 

'.'oy 
't. 

T. 

■.■(13 

■.'oi 

T. 
.07 

.80 
.92 

'.9\ 

.86 
.44 

1.70 

.32 

.77 
.83 

'.'78 
.71 
.95 

1.04 
1.00 
.93 

'.To 
.60 
.65 
.60 
.88 
.94 
.68 
.92 
1  01 
.62 
.17 
.69 
.72 
.50 
.45 
.11 
.09 
.85 
.42 
.71 
.67 
.48 
.04 

Pinkham  Notch t.. 

T. 

.39 
.32 

.17 

.87 

.90 
.11 

i.^46 
.48 
.75 
1.54 
1.16 

i;o4 

i.^43 
1.55 

iJos 

.73 
.35 

3.  61 

Plymouth 

■'  80 

W.StHwartstown'. 
WoUboro  Falls.... 
York  Pond'' 

Mt.  Washiugtontt. 

Connecticut 

Piscataquis  

Androscoggin 

Connecticut 

Hudson 

■r. 

T. 

.13 

2.95 
2.23 

2  27 

4.98 

\'e)Tnoiit 
Bellous  Foils'.  ... 

.07 

T. 
.04 

T, 

2.25 

Bennington 

.05 

.is 

T. 
T. 
.01 

.12 

.05 
T. 

'.'22 
T. 
.03 

13 
.03 
.01 
T. 
T. 
.05 
.02 
T. 
T. 

.■io 

.03 

.10 
.03 
.02 

■.■65 

T. 

3  4'' 

Blcoiutieult 1 

Connectnut 

.  do 

Champlaiii    

Conneciicut 

do 

ChaniDlain    

St.  l,Hwrence 

.02 

T.' 

... 
T.' 

t! 

Brattleboro^ 1 

Burlinfrtonl 

T. 

■.■03 

.04 
.08 
.21 
.18 
.01 
.02 
.07 

.06 

.02 
T. 
.03 
01 
.02 
T. 
.31 
T. 
.04 

.01 

T. 

T. 

T. 

T. 

T. 

.■;:: 

■'>■.■ 
.... 

■■3.21 
2.  54 

Con.walit 

T. 

■.■fli 

.01 

.24 
.57 

.20 
.15 

.■31 
.04 

Dorset 1 

Champlam   

Connecticut. 

do 

Chaniplain 

Connecticut . 

tV 

T. 

3  46 

.... 

.01 

.01 

T. 

.'09 
■.■05 

East  Ryegate2  .... 
EiiosbiirK  Kail?.... 
Gilman 

2.98 
3.70 

MaysMiim 

Newfane". 

....do 

.  do 

.05 

1.02 
.86 
.14 
.02 
1.08 
1.66 
.56 
.82 
1.20 
1.12 
1.13 
1.11 
.92 
1.38 
1.67 
1.04 
.01 
1.14 
.93 
1.09 
.30 

T. 

■r. 
'.'os 

.05 
.02 

■.'oi 

■.■05 

3.79 
2  73 

Newport:! 

Northlieldl 

St.  Lawrence 

Champlain     

T. 

T. 
T. 

T. 

.04 

3.74 
3.29 

Readsboro' 

Connecticut 

.16 

3  36 

.     do 

Rutland 

Champlain 

.73 

4  09 

St.  Alhans 

..do 

St.  JohM.sborr 

Connecticut 

...do 

...do 

....do 

....do 

....do 

...do 

....do   

T. 

T. 
.13 

.03 
.07 

.01 
.02 
T 

!io 

T. 

.08 

T. 

3  24 

SearsbiirgMt.V... 

.06 
.01 

.01 
.01 

■■'r '■ 
■.'03 

'.2\ 
.26 
.05 
•J* 
!il 

S«arsburgSta.t2.. 

Sonier«(>tn 

Ven.or.i^   

T. 
.04 
.02 
T. 

.02 

.31 

2.96 
2.69 

Wi.t.rrniry  (near)2 
West  Hnrke2 

.01 

4.13 
3.65 

West  Hartford'.... 

T. 

■.■91 

2.75 

Whito  River  Jct.J} 

...do 

....do 

....do 

....do 

....do 

'^:: 

Whitingham' 

.13 

.83 
.14 
.61 
.14 

.18 
.31 
.12 

3.80 

Wilder' 

2.35 

Wilmington' 

Woodstock 

.71 

.03 

.78 

2.62 

1 

See  pace  76  for  explanation  of  refareoce  marks 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October,  1942 


Daily  Preoipitatioa  for  OctolDer,  I 

»42,  (Continued 

stations 

Drainage  Basin 

Day  of  month 

1 

1 

^ 

3 

'hl« 

7 

8 

9 

10 

" 

12 

13 

14 

15 

16 

17 

18  1  19 

20 

21 

22 

23  1  24 

25 

26 

27 

28 

29 

30 

31 

Massachvfetls 

Adams'- 

Aiiiherstt 

Hudson 

75 

T.     .04    .62 

lofi  .'sTl'.'oi 
'.'62!  !l5  .il 

... 

T.^ 

T. 

.01 

.78 
1.17 
1.30 

.56 
.44 

■.'62 

■.■44 
1.24 
1.47 
.02 
.69 

T. 
.42 
.48 
1.17 

■:63 
■:35 

.68 

.24 
T. 
.01 

1.01 

:5e 

.84 

■.■62 

■.■55 
1.14 
1.23 
1.19 

'.■49 

.01 
.01 

■.■77 

.76 
T 

.63 

.53 

01 

1.20 

r. 

.67 
.02 

T. 
T. 
.01 
.06 

T. 
.01 

i 

T. 

'.'12 

':6i 

.04 
.54 

'.'67 

'.'28 

T. 

.18 

T 

T, 

.21 

.10 

T. 

.19 

.01 

:% 
'.'64 

.02 
.10 
.21 

.06 

T 

.06 

".20 

'.'63 
.03 
T. 
.21 
.05 

■.■42 

t' 

.12 
'.'03 

'.'os 

.36 
.22 
T. 

't,' 

T. 

T. 

.01 

T. 

't.' 

T. 
T. 

T. 

.02 

'.'02 

.18 

t'. 

.04 
.0-2 

■.02 

.62 
.14 
T. 
.01 

'.'9.5 
.18 
.14 
.14 
.07 

.96 
.95 
.09 

1.06 

.... 

T. 

.07 
.41 

2.83 
3.27 

A^hlaiidtJ 

Charles 

Coast     . 

T. 

.... 

Becchwcod*'   .    ... 

02 

4.20 

....do 

....do 

Merrimac  .... 

Coast 

Connecticut.  . 

...do 

Coast 

Merrimac  .... 

....do 

Coast 

..do 

.... 

Ho. Mill 

1 

T , 

■t.' 

.01 

+.■ 
T. 

.02 

.01 

1.  ih 
.95 
1.20 

l.ll 
1.34 
1.26 

■t.^ 

1  31 

.46 
.08 

:::: 

T.' 

:::: 

t'.' 

1.70 
1.65 
.05 

2  78 

lt:iyi-t..iii 

lirm  ki'ii- 

<;h'!■^tl■l■li^'ilY" .".'.!  ^ 

T. 

■64 

...    .34 
T.      .  54 
.251.-... 
.50|  T. 

:::..::. 

2.72 
2.74 
4.51 
4  57 

Chestimt  Hiil' 

CliiiUdi' 

,59.... 
T.       35 

.05 

■•;■> 

3.23 
2.65 

.02    .46 

74 

.08   .63 

.92.... 

.  oel  .  ii 

■.■-22 
1.12 

.18 
.21 

".m 
'.'03 

T. 

'.'ii 

■:26 

T. 

:i 

.68 

1 

.03 

FnimiPchnm^ 

■'do:  ••■::■: 

.■-larli.s          ... 

iil.-naiiiar       .. 
Coniiccti.-i.l  . 
<'0ilSt       

ConiK'vti'-ut  .'. 
...  do 

:Z:::::::: 

Coast 

:::: 

;::: 
:::. 

.  6-21  .  56L  . . . 

■t.^ 

.... 

.01 
■'65 

:::: 

T. 
''62 

':6i 

■.■63 

1.16 
1.32 
.76 

:::: 

:::■ 

T. 

1.06 
1.43 

■.■57 
.56 
.84 

■.■54 

■.■56 
1.47 

i.'ii 

.01 
.01 

.... 

.20 
.18 
.60 
in 

T. 

.07 
.13 
.51 

:,  t.... 

:::::::: 

.05;  .m....\.... 

A)A  .561 

::: 

... 

■'f.' 

3.77 
2  46 

<,,ro'  111!*' 

::::!:t::: 

T.  1  .54;.... 

'.'.'.'\  .05    !60 
.  Ou'  .  52! . . 

....1   .     1  .87 

■.'6i 

:::: 

T. 

.... 

.... 

.16 
.50 
.07 

.57 

Hi.'.iwirk" 

Ihivriiiiil 

Hl-iM    :■' 

1.26 
1.77 

■:83 

.02 
.04 
1.  U3 

'60 

■t.' 

1.17 
1.  36 
132 

T. 

.02 
1.19 
1.14 

.82 

'.■% 

1.02 

T. 

1.34 
.80 

V'.'M 

i.'55 
1.41 

.05 

.25 
.04 
.95 

.... 

.56 

.... 
.... 

.... 

3.61 
4.40 
2.42 
4.94 

IliH.vi,    1  i.nnil-'.  .. 
Hnl.i«:,;M>ln;r-"    .. 
UMllUli--        

:::. 

■f 

't:  :::: 

::::'.::: 

f 

'iV 

T. 

.... 

...    11.05 
.561.... 
..501   .07 

3.18 
3.52 

.70 

T. 

T. 

.05 

Mfrnniac 

.40 

.21 

.59 

.... 

3  43 

h»l-C.'r''Atuyl'\1. 

Charli-s 

Merrimac  .... 

....do 

Coast 

...do 

...do 

Charles 

::;: 

.03 
.04 

'.'25 
.04 

■.'06 

.87 
.07 
.42 
.62 
.57 
01 

;;;; 

'.'08 
T. 

■.'65 
.07 
.10 

'.'62 
.02 

.... 

.05 

3.71 

L(.«-li' 

M;ni,ni.!,;*' 

,  0-i .... 

...  1    . 

1,251  T, 

■:i:::: 

l:Sj:: 

'.'.'.'\"" 
1.021... 

;-i8  .: 

.98   T. 
l.Ui  T. 
1.47 

...    .20 

.  02,  .  13 

:::: 

.... 

'.'26 
.10 

2.77 
3.84 

Mi'liilit'iii- 

e.-> 

.::: 

1.'67 

.30 

.60 

■.■72 

.93 

'.'85 
.57 
.74 

1.58 

't" 

04 

.2. 

1.92 
.65 

....    .03    .07 
.  Oo'  .  23  . . . . 

2  91 

-Mill.^l-'i'^'    

.04    .57 

.06 

3.50 

¥'''V\'\ 

tioiiuecticiit.  . 

1 
.17    .05 
.01  .... 

.89 

2.87 
3.70 
4.78 

Nurlii;r;ils-e" 

Blackstone... 
Coast 

.... 

......... 

t. 

't. 

.03 

:::: 

.'.':. 

i'io 

T. 

'.'21 

.03 
1.38 

....:  .07!  .5%   , :  T. 

|.0.j.40    .05j.... 

.". 

:o2 

.91 

.25 

T. 

T. 

T. 

3.58 
4  58 

j,  ,,  „.  'i,.,,,,) 

.67 

I'itl-'ii'lil  - 

Honsatonic. . . 
Connecticut .  . 
Coast 
Mprriniao  .... 

. .     |. . 

02|      flill     OK 

.07 
'.'20 

■.'03 
't'.' 

1   in 

3.08 

Plainfi.-M" 

Pmviu.vtnvn      , 
Rtx'l-poiL 

:::: 

.8(1 
.05 

* 

.44:.... 
.  4u; .... 

....[l.ln!.... 
.11    .151  .54 

2.18 

5,88 
3:32 

:^o      .vticnt.. 

tlon-atonic''' 

Coa,t 

Connecticut.  . 
Mcrnmac  .... 
Hon.satonic   .. 
Coast 

.06 
05 

T- 

1^ 

"62 

'1' 

— 

■8ni  ■• 

1'. 

.82 

58 

1.05 

.67 

.18 
.02 

t. 

.41 
.78 

4' 
.63 

.12 

.65 

.10 

.40 
.70 

1.35 
.32 

".lb 
'.12 

.79 
1.25 
.04 

{.■67 

.06 
■i^ 
.06 
.70 
.14 
.18 

.78 
1.96 

T. 

'.01 

.67 
.02 
.78 
1.70 
.16 

'.'52 
I.'OI 

:81 

.18 
.02 
.60 

1.02 
.85 

1.52 
.30 

,51 
.16 
.57 
.67 
.54 
.25 

'.30 
T. 
.60 
.67 

T 
1.22 

l'.30 
.22 
.02 
.60 
.96 

'i''. 

.04 

.U[  T. 

.42|.... 

2.34 

.86 
.42 

'.'06 

.8.|.... 

:h:.:. 
:S|:::: 

1.  42| .... 
1.38  ... 

.65... 

.09!.... 

:::• 

■.■35 

.85 
.02 

4.08 

South  Ksr.MiKiMt" 

Spot  Fund* 

SpriiigHuld 

StiTling'^ 

Sto(  kt)i-id8-e 

Swiiiupscott 

T. 

.... 

t'.^ 

T. 

.12 
■■02 

r.' 

T. 
.06 

T.^ 

■.■01 

T.' 

".in 

.01 
■t. 
.02 

t: 

.04 
T. 

T. 
1.42 
I.  33 

.56 

.07 
1.60 
1.50 

.10 

i.36 

.11 
.70 
T. 

88 
.10 

:43 

.01 

T 

.02 

.02 

.03 

.21 

'.'84 

T.^ 

1.01 
T. 

.02 

■.■72 

1.30 

If 

.98 

2.85 
3  74 
4.72 
3.30 

•-•■i-- 

T. 
T. 

.02 
.71 

1.16 
.02 
.03 
,91 
.60 
..55 
.48 
.93 
.03 

1.00 
.62 

1.04 
.66 
.52 

.21 
.10 
T 
.16 

.73 

T 
.03 

.24 

"53 
T. 
.11 

'.'27 

.08 
.43 

3.45 
3  39 

■;64pi-' ;5n;::;:|.:: 

...  :::. 

.'65 

.14 

T. 

.... 

.16 
.18 
.20 
.08 

.05 

.02 
'.'62 

'.'6-2 

.01 
.01 
T. 
T. 

3.23 
2.29 

"06      bS 

Tunii.-<  li-aDs 

■War-** 

wi.^ii.'i':''"""'"" 

\\r,-t'.ll 

Wu.sr  Otis'* 

Conneclicut.  . 

do 

i;:a.  ketone 

(■'■VIi'hc1.1.-1'1.'  ' 

:]'. 

ll:ld-.:.r,   . 

Blackstone  . . . 

.... 

T. 

.... 

::: 

.01 

T.  1  .6i 

....1  .60 
05-     "■' 

..  I.... 

T. 

■::■■::■ 

: 

T. 

.01 
T. 

'.01 
.01 

.69 
.03 

.78 
T. 
1.28 

1.17 
.39 

1.44 

.36 
1.38 
1.39 

.87 

1.46 
1.51 

.8;' 
\.l 

1  38 
1.34 
1.23 
1.35 

.29 
1.37 
1.06 

.95 

\.n 

1.08 
1.72 
1.30 
1.40 
1.19 
1.04 
1.65 
.25 

:::: 

T. 

'.25 
.50 

'.'88 

3.24 
3,56 
4.04 
3.16 
4.46 
3.23 

■'■     n. 

.... 

:::: 

2.35 
.49 

.6,5 

5.70 

W.-.t  Rutland'  ... 
WiiicheiKioii** 

.... 

■; 

:::: 

.06 
.03 

T. 
T. 

.42 
.01 

.27 

i' 

.29 

tV 

.01 

•.■73:::: 

.■46}::: 

.... 

.... 

3.47 
2.95 
3.44 

Worcester 

3.46 
3.60 

KiiiR.stoii 

Portsmou'-li 

Providence' 

Connecticut 

....do 

.  do 

.     do 

.89 
.20 
.26 

'.7£ 
.56 
.44 
.70 
.40 
.26 
.48 
.39 
28 

4.27 

... 
:::: 

:::: 

T. 

■t. 

■.■30 

'.'oi 

T. 
.03 

".m 

... 
... 

T. 

'" 
T.' 

3.74 
3.09 

4.20 

Barkhiunstcad^  .  . . 

HndKpport 

Burliiigt(.n- 

coiuusviiif-. ;!;;;; 

Cr'-.ru  tlillt 

I)ai;l)iiry  - 

Falls  \'illagi'2 

Hartford  ' 

Coniiecticnt.  . 

Coast 

C;oiinecticiit.. 

Coast 

Connecticut .  . 
Honsatonic... 

do 

Hou-satonic  .. 
t'onnccticut.  . 

Coast 

Quinnipiac  ... 
...Coast    .... 

...do 

...do 

...do 

Thames  .      ... 
Honsatonic  .. 
Willimantic.  . 
Coast, 

...do 

1.13 

:S 

.88 

3.95 

........ 

.02 
.05 

T. 

.18 

■'!'■. 
.01 
.20 

.12 

't'.' 

.86 
■.'27 
■.'55 

.58 
■.■32 

■■^' 
.65 
T. 
.57 
.72 
.46 
.09 

90 

T. 

3.11 
3.76 
3.72 
3.25 
3.53 
3.16 
3.34 
2.80 

...,|,^,,|.u.. 

....!....!  .01 

1     oil  T. 

■'■■■ 

t.    .'01 

'.13    .Ol 

,39JT. 

.95 
1.11 

'.'so 

.53 
.97 

T. 

T. 

■f. 

't.' 

■f' 
.01 

Lake  Koi'.omort.  .. 

Marion    

Mt.  Carrael    

New  Harenl 

T.' 
T. 

.03 
.01 

l.Of 
.28 
.43 

'!•.■ 

't. 

T. 

.... 

T.^ 

'i'.^ 

5.26 
3.07 
3.83 
3.89 

.0.51  .5S 
.111  .32 

.35 

.47 
.79 

.03 
.59 
.65 

3.59 

::;: 

t.  "::: 

2.79 

....!.... 

4.17 

^ali^hi.ry 

3.74 

■  "-|  n* 

3.47 

Water!)iirv 

\V"Stl)rook  

Wp.st  Harlland^.  .. 
Windsor  Locks.... 

..    ....   ,  .^„^  ■-;,i---- 

'.'oi 

2.76 

T. 

.... 

'          1     qi 

.14 
.05 

.04 
1.06 

3.63 

...]  .60 
02'    '''' 

.. 

T. 

3.04 

do 

.... 

... 

.69 

T. 

T. 

3.24 

See  page  76  for  explanation  of  reference  marks 
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D.. 

iiy 

Tempers tui  68  lor  October, 

194S 

Day  of  Month 

stations 

~j 

1         1 

Mean 

1 

2 

_i 

i     ' 

' 

6 

1    ' 

8 

9 

10  1  U  1  12 

IS 

14 

16 

17 

— 

19 

20 

21 

22 

23 

24 

25 

26 

^ 

28 

29  1  30 

81 

Main 
Bangortt 

\  Maximum  ■■■ 

59 

5b 

6S 

1 
!    65 

., 

7 

L 

69 

76 

6-.J 

68 

5 

67 

70 

r-- 

7C 

60 

61 

46 

61 

51 

5b 

62 

67 

58 

58 

53 

66 

BO 

64     63 

~ 

61  5 

■  (  Minimum.... 

S8 

34 

3C 

1    27 

48 

..1..^^ 

36 

48 

84 

33 

2 

25 

26 

35 

27 

24 

33 

33 

33 

31 

48 

47 

38 

41 

47 

30 

2b 

26 

46 

48 

35.7 

Kar  Harbor 

1  Miiinnnin 

■33 

"ib 

"•ic 

|--38 

44 

63      4= 

"46 

"56 

"k 

"35 

4 

"32 

"ii 

44 

"36 

"2< 

"32 

"32 

38 

32 

"48 

"62 

"47 

"46 

'46 

"40 

"34 

"30 

""49 

■"52 

4i.2 

CaribouJt 

)  Maximum.- 

49 

46 

6C 

62 

6:. 

63!     54 

e'. 

67 

6c 

62 

8 

65 

68 

59 

50 

54 

44 

41 

47 

55 

58 

61 

55 

63 

50 

52 

42 

53 

6b 

69 

58.8 

'  JMiuimiim... 

32 

32 

34 

29 

41 

4 

3- 

35 

35 

3i 

32 

3 

27 

85 

3b 

28 

2;i 

36 

34 

33 

34 

4'- 

4h 

34 

32 

29 

29 

30 

43 

49 

34.7 

Eastport' 

Maximum  .  •  ■ 

51 

53 

5t 

66 

6h 

5 

60 

63 

61 

5( 

60 
41 
70 

6. 

60 

5! 

64 

54 

62 

49 

51 

60 

53 

5t 

57 

54 

60 

52 

55 

48 

54 

66 

69 

6,5.4 

■  1  Miiiunuui-..- 

•J4 

39 

4-i 

42 

47 

5 

4- 

44 

60 

4'.; 

4, 

39 

40 

46 

41 

35 

39 

3! 

37 

44 

48 

49 

4b 

46 

4b 

38 

37 

37 

47 

60 

43.  1 

Farmington 

)  Maximum.  •• 

60 

60 

64 

68 

74 

6 

6t 

73 

79 

61 

6- 

70 

75 

6( 

65 

50 

55 

51 

61 

47 

6'. 

55 

67 

49 

50 

62 

58 

6b 

72 

62.  7 

'  }  Minnnuiii.... 

42 

34 

3 

29 

4b 

3 

37 

34 

36 

3" 

30 

3. 

27 

25 

40 

29 

25 

36 

35 

30 

27 

.52 

4b 

38 

33 

43 

31 

27 

22 

38 

47 

35.1 

Fort  Kent 

.  j  Maximum  .•• 

55 
37 

4b 
36 

3' 

29 

65 

38 

5( 

64 
41 

66 
3b 

60 
46 

5' 
2 

60 
29 

6. 
4( 

6t 
24 

6! 
38 

63 
34 

53 
2( 

60 
21 

69 
24 

62 

2b 

48 
35 

691     55 
34I     41 

82 

65 
36 

57 

29 

56 
27 

51 
37 

4( 
2! 

65 
27 

60 
43 

74 
51 

88.3 

34.3 

Gardiner 

.  j  Ma.Minum... 

60 

67 

6 

66 

6b 

7( 

64 

68 

77 

64 

69 

fr 

66 

64 

7( 

61 

61 

61 

55 

62 

68 

61 

6( 

bO 

59 

6b 

.57 

52 

56 

61 

65 

61.8 

j  Minimum.... 

41 

31 

29 

30 

43 

5- 

34 

31 

42 

4L 

32 

3. 

28 

21 

42 

32 

27 

33 

34 

28 

25 

47 

64 

40 

37 

42 

37 

28 

22 

4( 

47 

36  9 

Greeuvillen 

j  .Maxinmro    •■ 

55 

62 

5S 

65 

6b 

6. 

58 

6b 

72 

c-t 

64 

5. 

68 

69 

65 

57 

60 

48 

45 

47 

57 

8b 

6b 

66 

60 

50 

41 

5f 

60 

66 

57.9 

'  )  Minimum.... 

36 

32 

30 

26 

4^ 

41 

40 

37 

4C 

3 

28 

2t 

23 

26 

s; 

24 

22 

35 

3< 

37 

44 

43 

3( 

3-2 

42 

29 

25 

24 

40 

46 

83.4 

Uoultou 

S  .MuxMuum  .-. 
i  Minimum.... 

56 
37 

l\ 

61 
34 

64 

3'! 

6< 
4' 

59 
41 

4( 

73 
36 

6r 
35 

67 
32 

56 
3- 

67 

28 

71 
2b 

2h 

66 
24 

67 
25 

61 
38 

5b 
37 

58 
43 

42 

6( 
4b 

65 
45 

60 
35 

64 
37 

54 

40 

50 
29 

45 
27 

53 
29 

62 
42 

65 
49 

61.2 

36.2 

Lewiston 

62 

60 

64 

66 

73 

6>- 

68 

71 

77 

64 

69 

6i 

67 

68 

72 

64 

62 

49 

63 

60 

57 

6{ 

67 

5,'- 

60 

53 

66 

62 

6! 

64 

70 

62.7 

■iMrnimum..:; 

46 

41 

3a 

37 

51 

6 

42 

41 

47 

42 

37 

3- 

34 

33 

46 

38 

34 

40 

42 

38 

32 

52 

60 

44 

44 

47 

35 

33 

30 

44 

.52 

412 

Madison  S 

.  *  .Maximum... 

60 

6S 

64 

64 

64 

6- 

62 

67 

76 

70 

69 

64 

67 

69 

71 

66 

62 

52 

.52 

60 

59 

60 

6- 

5; 

57 

63 

62 

63 

57 

60 

60 

61.5 

(Minimum.... 

■id 

35 

33 

32 

46 

51 

41 

3b 

41 

31 

4 

29 

29 

41 

30 

27 

36 

31 

30 

27 

47 

55 

40 

4: 

4f 

30 

24 

35 

49 

37.1 

MillinocketS 

.  )  Muxunun.  ... 

57 

54 

60 

65 

68 

6t 

61 

67 

73 

64 

66 

5i 

6b 

6i 

67 

63 

60 

5( 

64 

53 

58 

59 

65 

61 

'5,^ 

49 

53 

46 

56 

63 

68 

60.5 

(  .Minimum.... 

41 

34 

35 

30 

42 

54 

42 

33 

46 

31 

29 

4C 

28 

3. 

41 

27 

23 

36 

36 

35 

33 

44 

55 

■}l 

34 

43 

38 

2i 

24 

4( 

80 

36,  9 

North  Briiigton 

.  j  Maximum  . .  ■ 

6;5 

69 

63 

66 

71 

6t 

67 

69 

79 

65 

69 

64 

65 

66 

71 

64 

60 

62 

54 

60 

61 

68 

67 

60 

49 

49 

62 

57 

63 

69 

62.  1 

(  .Minimum  — 

41 

33 

29 

30 

4b 

64 

34 

35 

42 

47 

31 

3- 

2b 

26 

44 

33 

30 

38 

35 

29 

49 

21 

51 

4 

37 

44 

34 

3( 

25 

42 

49 

37.2 

.  j  Maximum. -. 
(  Minimum.... 

67 
4li 

55 
36 

61 

60 
35 

67 

4f 

6- 

56 

64 
41 

67 
42 

73 
49 

72 
39 

65 
35 

64 
41 

63 
31 

67 
33 

6b 
42 

64 
32 

69 
30 

58 

36 

50 
34 

52 
32 

6b 
35 

62 
47 

68 
57 

64 
46 

67 
41 

64 

4h 

,57 
42 

50 
32 

56 
27 

62 
41 

66 
60 

61-4 



4I..2 

Portland  1 

.  ).Ma.ximum... 

60 

60 

ei 

62 

70 

68 

60 

79 

61 

64 

6 

61 

64 

6h 

5fa 

58 

49 

5b 

52 

57 

5,9 

64 

5b 

67 

5b 

5f: 

54 

57 

60 

6lj 

60.  9 

(  .Mininuuu  . .. 

43 

36 

3.-. 

31 

50 

4t 

38 

41; 

36 

32 

34 

31 

29 

3b 

34 

31 

35 

31 

26 

27 

,53 

48 

43 

44 

4t 

32 

2H 

25 

40 

51 

37.  4 

Presque  Isle 

.  j  Maximum  . . . 

57 

50 

6s 

76 

64|     65 

61 

61 

69 

64 

6.1 

5- 

66 

68 

61 

57 

66 

63 

43 

50 

56 

57 

60 

62 

60 

52 

52 

42 

54 

60 

71 

(  Miuimum.... 

36 

82 

33 

30 

4l|     5i 

41 

3f 

4t'. 

2b 

38 

35 

27 

49 

3b 

27 

27 

34 

37 

36 

35 

41 

54 

32 

34 

3a 

35 

29 

32 

42 

47 

36.7 

RipogeuusDamt3... 

.  t  Maximum  •  ■  • 

60 

52 

64 

70 

6." 

6b 

70 

69 

68 

6,1 

64 

68 

71 

70 

60 

63 

6u 

59 

58 

60 

52 

61 

40 

65 

62 

'61.6 

(Minimum.... 

•is 

32 

34 

32 

36 

4J 

42 

35 

40 

32 

3C 

39 

31 

3i 

34 

32 

28 

"32 

"34 

35 

32 

"35 

36 

3b 

""31 

2b 

28 

"41 

"34.  4 

Kocklami 

59 

60 

64 

63 

66 

6- 

63 

69 

71 

66 

66 

6 

66 

64 

65 

59 

60 

47 

59 

56 

60 

59 

■'6.5 

58 

65 

6b 

5fa 

53 

66 

"■59 

5,L, 

60.  6 

(Mfnimlm.'." 

41 

34 

38 

32 

40 

5-4 

3( 

34 

47 

44 

33 

4 

29 

32 

44 

37 

2h 

32 

33 

29 

2b 

47 

51 

4: 

39 

4t 

33 

29 

26 

4b 

47 

37,9 

Kuuiford     

j  Maximum  . 

62 

60 

6^ 

64 

70 

G.= 

63 

69 

75 

64 

68 

& 

6» 

70 

73 

68 

6h 

52 

63 

4S 

58 

60 

64 

54 

57 

49 

4,0 

50 

57 

64 

69 

61.5 

Uimmum.... 

41 

35 

:;l 

32 

47 

4ii 

41 

34 

3b 

3S 

;,& 

34 

2a 

30 

42 

31 

2i 

37 

37 

28 

49 

44 

36 

35 

43 

3; 

29 

2b 

38 

4b 

36.6 

Vanceboro    

.(Maximum... 
!  Minimum.... 

55 
34 

53 
33 

37 

i 

66 
32 

64 
5( 

61 
40 

62 
34 

74 
40 

71 
41 

67 
2  s 

5t 
34 

60 
27 

4a 
27 

41 
3t 

41 
26 

6( 
22 

47 
28 

61 
37 

60 
36 

54 
34 

59 
37 

61 

53 

58 
32 

65 
32 

50 
45 

2' 

67 

22 

55 
21 

63 
34 

6t 
32 

57.3 

33.  S 

Winslow  t3 

.    Maximimi  . . . 

70 
44 

60 
31 

6; 
33 

29 

6h 
46 

6s 
5' 

64 
39 

68 
36 

75 
45 

75 
41 

71 
3a 

6f! 

41 

65 
2b 

67 
35 

70 
4: 

71 
3( 

6; 

62 
35 

6( 
37 

52 
33 

60 
31 

62 
48 

68 
5( 

6-' 
42 

60 
38 

5b 
4b 

6S 
3- 

51 

30 

57 
24 

64 
42 

6b 
49 

64  1 

3811 

Woodlandll 

.  j  Maximum  . . . 

54 

62 

62 

63 

70 

64 

62 

68 

75 

65 

68 

56 

67 

70 

6b 

57 

bl 

69 

52 

50 

6C 

59 

60 

59 

57 

57 

55 

47 

57 

62 

64 

60.6 

iMunnuuM.... 

36 

36 

3b 

35 

34 

51 

43 

39 

4 

37 

30 

3L 

27 

29 

34 

27 

22 

26 

2; 

33 

36 

40 

51 

47 

39 

3b 

47 

29 

23 

34 

45 

35-  5 

New  Hampshire 

Berlin  11 

S  Ma.Kimum  .  •  • 

64 

55 

64 

66 

71 

56 

63 

72 

74 

6t 

65 

fo 

74 

72 

73 

67 

Ob 

55 

4b 

46 

67 

62 

86 

66 

55 

49 

40 

48 

63 

64 

7(. 

60-9 

)  Minmunn... 

32 

27 

2:i 

25 

29 

4f 

42 

30 

32 

34 

31 

3 

24 

2b 

28 

25 

25 

2b 

37 

37 

26 

29 

53 

39 

32 

34 

33 

33 

23 

23 

4t 

31-6 

Bethlehem 

.  (Maximum  ... 

63 

58 

61 

64 

65 

6V 

62 

70 

72 

64 

62 

6 

65 

64 

69 

65 

62 

66 

50 

44 

65 

65 

56 

61 

50 

4b 

46 

60 

67 

72 

60-8 

)  Mmnnum.... 

42 

2S 

2b 

32 

50 

4'.; 

42 

3b 

48 

37 

36 

34 

31 

33 

42 

33 

32 

40 

36 

35 

29 

45 

48 

4( 

35 

38 

31 

31 

27 

42 

47 

37.1 

Concord' 

.  S  Maximum  . 

66 

62 

63 

67 

69 

6" 

6b 

72 

79 

6b 

70 

6t 

64 

63 

74 

63 

62 

59 

55 

50 

63 

7( 

69 

69 

60 

54 

46 

53 

61 

67 

73 

63.9 

(  Nhnimnni... 

40 

32 

2b 

30 

51 

41 

36 

31 

3b 

40 

35 

3-.^ 

30 

33 

40 

32 

30 

42 

32 

28 

27 

55 

45 

35 

36 

46 

32 

26 

20 

38 

50 

36.0 

Durham 

j  .Maximum  ... 

6» 

63 

65 

69 

73 

72 

72 

75 

8!) 

6b 

S3 

6' 

65 

68 

72 

es 

62 

57 

58 

53 

62 

68 

73 

64 

61 

54 

6! 

61 

62 

68 

75 

66.1 

i  Mniiiijinn 

35 

34 

30 

29 

47 

6'. 

3b 

33 

3'l 

44 

22 

29 

31 

45 

32 

30 

35 

32 

2b 

27 

63 

52 

38 

38 

46 

35 

31 

22 

3; 

61 

36.1 

First  Conn.  X^akeilt  • 

.  )  Maximum  ... 

oy 

50 

60 

64 

W 

5 

54 

65 

66 

59 

60 

5 

65 

65 

63 

61 

65 

45 

39 

41 

60 

87 

53 

53 

55 

46 

41 

5h 

6-1 

67 

56.3 

1  Mmnnuni.... 

34 

27 

24 

26 

34 

4V 

38 

31 

31 

30 

29 

29 

29 

28 

24 

24 

26 

32 

34 

28 

32 

44 

3 

33 

35 

2t 

24 

24 

2f 

4b 

31.0 

Franklin 

S  Maximum  .  ■  • 

60 

56 

5f 

,i9 

69 

5- 

57 

63 

73 

63 

62 

61: 

63 

63 

6b 

58 

5b 

68 

63 

49 

66 

63 

6.^ 

5b 

67 

48 

4h 

5C 

iT'^ 

61 

64 

59.1 

39 

36 

29 

32 

52 

4!; 

31 

33 

37 

47 

36 

3a 

31 

37 

4b 

33 

32 

37 

30 

32 

26 

52 

43 

4( 

33 

45 

38 

3t 

4C 

36.8 

Glencliff    

.  j  -Maximum    . . 

60 

55 

Ob 

62 

63 

5a 

60 

66 

71 

62 

63 

68 

63 

69 

67 

63 

63 

66 

49 

44 

60 

60 

60 

5" 

5b 

51 

47 

46 

38 

64 

6i 

58.5 

1  Minnnnm 

40 

33 

29 

34 

50 

46 

36 

3b 

47 

41 

39 

3e 

32 

35 

45 

47 

.33 

39 

3b 

37 

3( 

48 

48 

40 

36 

44 

29 

29 

30 

43 

49 

38.7 

Hanover  3 

t  Maximum  .  .. 

63 

58 

60 

& 

67 

6.- 

64 

71 

74 

6b 

6b 

04 

64 

60 

71 

67 

66 

60 

52 

51 

61 

71 

62 

5b 

62 

4! 

48 

4'. 

59 

62 

70 

62.0 

■  )  Minimum  ... 

43 

30 

27 

30 

52 

48 

33 

33 

40 

42 

30 

3t) 

ao 

30 

42 

3-2 

2b 

40 

30 

32 

26 

50 

4b 

37 

33 

44 

3: 

34 

22 

4( 

47 

36.3 

Hillsboroll 

S  Maximum  ... 

65 

60 

61 

63 

67 

64 

67 

71 

76 

6ft 

70 

6l 

63 

63 

73 

6b 

62 

67 

55 

49 

58 

71 

68 

5b 

66 

49 

44 

52 

61 

66 

72 

62.5 

(Minimum.... 

33 

35 

30 

32 

50 

54 

36 

34 

41 

4C 

32 

34 

29 

29 

32 

38 

34 

33 

31 

35 

28 

33 

53 

3b 

32 

33 

2( 

22 

32 

34  4 

Kearsarge 

.  (  Ma.ximum  ... 

62 

61 

62 

64 

70 

62 

68 

70 

78 

6b 

71 

64 

67 

67 

74 

66 

65 

67 

57 

49 

61 

63 

67 

57 

57 

49 

47 

6:^ 

68 

64 

70 

62.8 

(Minimum.... 

37 

27 

25 

26 

44 

49 

■M 

30 

¥' 

43 

40 

28 

24 

22 

39 

30 

24 

36 

2b 

25 

21 

49 

44 

35 

31 

39 

30 

25 

18 

3b 

43 

.32.8 

Keenes 

S  Maximum  •   . 

66 

61 

65 

66 

66 

64 

71 

71 

71 

67 

67 

& 

68 

61 

57 

50 

60 

7t 

67 

,59 

62 

64 

5( 

54 

62 

66 

71 

64.2 

■  (Minimum.... 

39 

32 

27 

28 

54 

53 

35 

32 

3h 

49 

39 

31 

29 

31 

48 

41 

41 

42 

31 

33 

28 

54 

63 

40 

34 

48 

3; 

2S 

23 

,36 

47 

38.0 

Manchester 

j  Maximum  . .  • 

62 

67 

57 

61 

65 

64 

64 

66 

72 

62 

65 

5; 

60 

61 

67 

61 

57 

6(i 

54 

52 

60 

67 

57 

58 

67 

4b 

51 

5h 

62 

67 

60.3 

(Miuimum.... 

44 

40 

34 

37 

53 

50 

43 

39 

43 

44 

39 

4( 

37 

39 

46 

42 

38 

45 

43 

38 

34 

5fl 

48 

42 

40 

48 

37 

34 

29 

40 

49 

41.6 

Nashua  ||3 

j  Maximum  •■. 
i  Miuimum... 

68 

3m 

65 
40 

64 

30 

69 

29 

76 
33 

7( 
55 

70 
36 

73 
33 

f. 

69 

40 

74 
3:; 

64 
33 

67 
32 

67 
32 

76 
35 

65 

38 

38 

60 
40 

59 
3( 

52 
27 

67 
29 

74 
30 

72 
52 

04 
43 

60 
38 

57 
41 

49 
36 

66 
25 

63 

21 

68 
22 

75 
35 

66-5 

34.5 

Pinkham  NotcUt 

j  Maximum  . . . 

59 

53 

60 

60 

07 

55 

58 

66 

71 

63 

66 

58 

65 

65 

68 

64 

59 

64 

46 

43 

5b 

56 

57 

,50 

54 

4b 

45 

44 

54 

60 

67 

57.7 

)  Minimum-... 

40 

29 

27 

29 

45 

45 

40 

34 

52 

40 

32 

34 

2b 

29 

41 

30 

30 

40 

37 

29 

26 

46 

47 

38 

34 

38 

30 

30 

28 

39 

46 

35.9 

Plymouth 

I  Maximum  • .  • 

67 

62 

58 

63 

55 

65 

66 

68 

75 

65 

66 

64 

64 

61 

70 

65 

60 

60 

54 

50 

57 

67 

64 

57 

58 

51 

48 

60 

56 

68 

60  9 

(  Minimum.... 

44 

35 

25 

31 

50 

54 

36 

30 

35 

44 

37 

35 

30 

27 

45 

31 

29 

43 

30 

42 

23 

52 

55 

40 

31 

43 

32 

29 

22 

36 

38 

36.5 

verdant                             | 

Benni.igton 

j  Maximum  ... 

67 

62 

62 

67 

69 

64 

66 

73 

73 

64 

63 

62 

70 

60 

73 

69 

62 

5b 

51 

49 

60 

71 

65 

69 

64 

67 

49 

52 

66 

69 

73 

63. 5 

(  Minimum..-. 

34 

29 

26 

27 

51 

33 

30 

40 

42 

30 

28 

28 

32 

48 

40 

44 

44 

33 

34 

27 

53 

48 

31 

47 

31 

32 

23 

38 

47 

36.6 

Bloomlleld  t 

(Maximum    .. 
(Minimum.... 

■41 

25 

27 

27 

52 

■47 

39 

"31 

'31 

'30 

"31 

25 

26 

27 

32 

"32 

26 

. 

"25 

"24 

"36 

"49 

.50 

"36 

"30 

■35 

32 

"si 

"23 

""46 

"44 

"33."  8 

Brattlebo.  o  II 

1  Maximum  .  •• 

LMiiiimum  ... 
(  Maximum    .. 

'63 

■56 

'60 

62 

69 

56 

65 

63 

"ei 

57 

67 

Burlingtoni 

"67 

69 

56 

"65 

■55 

"63 

"62 

"59 

'50 

49 

'64 

"65 

"57 

"55 

"59 

■"51 

"42 

"48 

""56 

"63 

"59."  6 

(  Minimum.... 

41 

34 

30 

38 

53 

47 

44 

40 

49 

36 

34 

37 

34 

36 

44 

36 

34 

43 

44 

33 

50 

40 

38 

40 

33 

31 

36 

49 

5,5 

Cavendish  

(Maximum... 

68 

62 

03 

64 

64 

61 

66 

73 

69 

67 

63 

65 

63 

72 

67 

65 

60 

54 

55 

6,5 

69 

66 

68 

69 

65 

61 

82 

59 

64 

69 

e,2.i 

(Minimum  --. 

39 

29 

24 

27 

51 

52 

36 

31 

35 

38 

35 

35 

29 

30 

45 

36 

30 

41 

30 

36 

27 

49 

49 

39 

32 

38 

29 

33 

21 

31 

47 

3,5.6 

Chelsea  

(  Ma.ximum  .  ■■ 

67 

58 

64 

66 

70 

63 

66 

71 

73 

68 

67 

62 

67 

67 

71 

64 

65 

56 

49 

49 

6(1 

68 

64 

59 

62 

60 

47 

50 

58 

65 

72 

62.5 

(  Minimum-. . 

42 

28 

23 

24 

63 

50 

3;^ 

30 

37 

32 

32 

36 

25 

25 

41 

30 

26 

38 

30 

33 

24 

52 

42 

3t; 

34 

35 

32 

29 

21 

39 

40 

33.7 

Cornwall  t 

(  Maximum  ... 

67 

61 

65 

62 

70 

68 

69 

69 

75 

69 

68 

58 

67 

68 

68 

60 

67 

64 

67 

51 

65 

68 

65 

69 

64 

56 

42 

.54 

58 

65 

(Minimum-.-. 

47 

33 

31 

37 

54 

52 

45 

40 

56 

38 

34 

39 

35 

38 

46 

40 

.52 

46 

40 

41 

35 

61 

51 

41 

40 

40 

31 

34 

32 

45 

52 

41!  8 

Craftsbury  Com 

(  Maximum  . . . 

6.1 

53 

62 

67 

61 

58 

68 

67 

61 

60 

66 

64 

65 

67 

60 

64 

63 

49 

43 

60 

65 

60 

53 

60 

48 

43 

44 

57 

65 

70 

69.0 

(Minimum... 

43 

30 

26 

32 

60 

47 

40 

38 

60 

33 

32 

33 

31 

34 

40 

31 

29 

43 

37 

35 

29 

48 

44 

35 

34 

39 

29 

30 

31 

44 

49 

36.9 

Dorset 

(.Maximum... 

65 

62 

61 

61 

62 

62 

63 

68 

68 

62 

64 

60 

70 

66 

63 

56 

52 

48 

59 

71 

62 

62 

67 

52 

47 

46 

61 

66 

61.1 

(  Minimum  ... 

30 

28 

23 

30 

50 

45 

43 

23 

43 

35 

31 

32 

28 

29 

41 

36 

39 

43 

32 

30 

29 

49 

48 

32 

32 

37 

31 

26 

23 

36 

49 

34.9 

Euosbnrg  Falls 

(  Maximum... 

73 

72 

76 

70 

65 

64 

73 

74 

72 

75 

72 

74 

6b 

73 

71 

76 

6.5 

53 

57 

69 

62 

61 

64 

72 

52 

63 

49 

67 

70 

72 

66.7 

(Minimum-... 

24 

28 

25 

23 

45 

44 

39 

39 

63 

31 

29 

29 

28 

29 

36 

24 

25 

42 

34 

29 

28 

49 

37 

33 

32 

33 

29 

35 

29 

40 

42 

33-6 

Newport  tt 

(  -Maximum  ... 

66 

52 

60 

64 

69 

54 

60 

69 

69 

60 

63 

68 

66 

67 

66 

62 

66 

54 

48 

46 

62 

66 

58 

56 

62 

61 

38 

46 

58 

66 

70 

69-7 

(  Minimum.... 

45 

30 

24 

.34 

51 

42 

42 

40 

32 

34 

33 

40 

40 

35 

28 

28 

41 

37 

33 

33 

49 

40 

34 

36 

32 

29 

30 

32 

45 

51 

36.7 

Northfleld" 

(Maximum... 

67 

65 

61 

63 

70 

61 

65 

70 

73 

65 

64 

59 

65 

66 

70 

63 

63 

59 

49 

48 

58 

68 

59 

56 

59 

49 

40 

48 

68 

65 

71 

60.9 

(Minimum-     . 

41 

28 

23 

28 

51 

44 

38 

36 

47 

34 

32 

32 

26 

28 

38 

30 

27 

36 

36 

28 

26 

62 

37 

33 

33 

34 

32 

29 

26 

45 

60 

34.8 

Rutland 

(  Maximum  . .  ■ 

6ti 

62 

68 

69 

6.1 

67 

70 

74 

66 

60 

69 

62 

70 

62 

69 

58 

53 

51 

65 

72 

66 

58 

62 

54 

49 

62 

64 

74 

76 

64.0 

(Minimum.... 

41 

29 

23 

33l 

52 

61 

44 

35 

46 

41 

33 

29 

32 

45 

36 

31 

46 

34 

40 

31 

62 

61 

.39 

40 

46 

31 

31 

25 

44 

49 

St.  Albans  

(  .Maximum... 

65 

63 

61 

66' 

71 

62 

66 

70 
46 

68 

59 

67 

58 

68 

68 

64 

60 

61 

61 

50 

49 

67 

61 

67 

61 

57 

44 

48 

59 

65 

68 

6l".5 

(Minimum  ... 

49 

31 

34 

4l| 

52 

4ii 

44 

55 

31 

41 

34 

40 

43 

46 

35 

47 

41 

37 

38 

62 

44 

^ 

41 

41 

29 

31 

36 

48 

56 

41.5 

8e«  paKe  76  for  explanation  o(  reference  marks 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


October.  1942 


Daily  Temperatures  for  October,  194S,  (Continued) 


Day  of  month 


I    2 


10     11      12  I  13     14     15 


17      18      19     20 


I  Minimum- 


:ells 


\  Miixiiiium 
)  Minimum- 

(  Minimum - 
)  .M^ixniuim 
(  Miuiuuim 


ixiiiunu 


i'ennont 

St,  Johnsbury 

tcomersety 

White  River  Jet.  It.   ■ 
Woodstock 

Manmcli 

Amherst  3 

Blue  tlillt^ 

Boston  1 

Brocktona 

Clintonll-'i 

Concords 

East  Warehamll 

Fall  River 

Fitchl)iug3 

Fort  Devens 

FraminghamS 

GloucesterS 

HaverhillS 

Hyannis 

Lawrence  3  

■  "■  imum- 
Lowelia    S  Maximum  . 

(  Minimum 
Nantucket  i \  Maximum  . 

New  Bedford 

Pitts  tieldll 

Plymouth 

Provincetown 

Springfield 

Stockliridge 

Swampscott 

TauntonS 

West  Cummington 

WestiieldS 

WilliamstownS 

Worcester3 


/  Minimum. 
(  Minimum. 
(  Minimum- 
)  Minimum 
i  Minimum 

Uir' 


j  Maximum  . 
!  Minimum-. 
)  Maximum  . 


.Ma 


/  iliiiiiiium. 
S  Maximum  . 
)  Minimum - 
[  Maximum 
*  Minimum - 
S  Maxinuim  . 
)  Minimum- 
S  Maximum 
/  Minimum - 
\  Maximum 
/  Minimum - 
J  Ma.\imum 
(  Minimum. 
S  Maximum 
)  Minimum 
(  Maximum  . 


Rhode  fsliiiid 
Block  Island  ' S  Maximum 

Kingston..   j  Maximum 

"  I  Minimum- 

Portsmouth \  -Vla.xiraum 

(  Miniiiiuin  ■ 
Providence!    - 


(  Mininuuu- 

Cmmeclmd 

S  Maximum  , 

\  Minimum-. 

)  .Maximum  - 
/  Minimum 
\  .Maximum  - 
'  Miuimum-  - 


Bridgeport3. ,. 
Cream  liillt.  - . 

Danbury 

Hartford  ' 

Mt.  Carmel  — 
New  Haven  ' . . 
New  London  .. 

Norwalk 

Putnam 

Salisbury 

Rtorrs  3 

Waterbury j  Mfnimur 

Westbrook    . . . 


.Minimum- 


Minimum-  - 
Maximum  . 
Mi  nimum . . 
Maximum  . 
Minimum - 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum-. 


Minimum. 


65  61 
43!  29 
631    55 


64  67 

30  54 

631  68 

27  52 


621     72 

3fi!    50 
64l     67 


3D|  351 

62l  56|     55 

35i  43 

65[  62i 


32      40     34 

m\     68!     63 
34|     40j     25 


64|     62 


60.     .5G|     52 


601     39'     3S| 
57!     42!     44! 


71  73 

44|  461 

72|  741 

38'  44! 

72:  75 


441     45 
691     74 


68  70  72 

54  42  40 

60  44'  43 

64[     66  651  G8|     69 

571     54I  51!  ,54 


52i  47 
55|  64 
53'     39 


54 

-47 

6H 

72 

47 

60 

66 

70 

5S 

51 

69 

67 

0-1 

52 

70 

5:- 

56 

V( 

68 

53 

57 

tti 

67 

75 
46 

75 
46 

70 

bO 

41 

4(1 

74 

65 

40 

35, 

68 

59! 

45 

43 

72 

fil 

46 

4.') 

75 

65 

45 

39 

75 

35 

33 

71 

71 

421 

42 

6(1, 

55 

48; 

44 

43; 

45! 

49      42|     421     38      36 


37      49:     59]     42!     45' 


i::::i: 


65      67 


43  34  38 
621  62'  62 
321     30,     34 


53      44      43]     42 


61      66      70 


62      63 


63i 


39  42 

64I  63 

321  37!  34 

65|  64!  62 

43'  4G  40 

64  66  65 


30!  47]     52 

65|  69! 

351  57 

631  64 


48 


67 


371  31 
60|  61 
32I    34 


70  67; 
36|  40! 


42  44 

83  76 

45I  52 

77  74 


651  631  661 

45  311  38 

65  66  60 

27}  26  30 

65  65 


38 


61  61  59 
35  38|  36 

62  65 
40  34  35 


421  41 
67  65 
41  37 


51   58 

28'  28 
50 1  55 


55|  59 

331  26 

55I  59 

36i  40 


54 

381  43 

56  64 


sj  33 


62.4 
35. 1 
61.5 
35.0 


40.4 
62.4 
44.9 
63.5 
48.1 
65.5 
44.8 
63.1 
42.7 
66.5 
38.6 
63.4 
43.5 


47.8 
64.4 
42.5 
63  5 
43.4 
61.1 
50.6 
63.6 
49.5 


37.5 
59.9 
43.4 


60.9 
51.2 
63.2 
41.0 
64.9 
4.5.7 


44.9 
61.5 
43.  2 
6,5.3 
38  5 
65.5 
43.0 
64.3 
39.3 


60.6 
37.4 
62.9 

41  1 
67  4 

42  1 
66.6 
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GENERAIi   SUM.MAKY 

November  in  New  England  in  1942  opened  with  a  mild  da}', 
immediate!}'  entering  upon  the  transition  period  wliich  is  most 
active  in  the  passage  from  late  summer  toward  winter.  The  4th 
and  .5th  were  very  definitely  sul)normal  in  temperature,  while 
the  6th  was  again  mild.  Then  followed  a  period  of  about  norm- 
al coolness  xmtil  another  warm  day  on  the  lOtli;  thence  to  the 
middle  of  the  month  it  became  colder.  From  the  l6tli  to  the 
20th  it  was  everywhere  warmer  than  normal,  and  thereafter 
temperature  changes  were  alternately  from  colder  to  warmer  and 
again  to  colder  for  about  every  three  days  to  the  close  of  the 
month.  With  each  change,  the  cold  was  slightly  predominant. 
Snowfall  was  slightly  deeper  than  November's  normal  in  the 
north,  but  subnormal  in  the  south;  and  sleet  was  rather  fre- 
quent but  not  very  important.  Snow  on  the  ground  remained 
from  3  to  8  inciics  deep  from  south  to  north  in  Maine,  New 
Hampshire,  and  \'ermont,  at  the  clo.se  of  the  month.  Fre- 
quency of  precipitation  was  greater  than  normal  throughout  the 
Section,  and,  while  total  amounts  for  the  month  were  moderate- 
ly deficient  in  far  northern  Elaine,  they  increased  progressively 
toward  the  southwest,  so  i!iat  the  largest  excess  was  over  Con- 
necticut. This  generous  surplus  of  precipitation  largely  restored 
the  levels  nf  central  New  England  ground  waters,  and  for  the 
time  being,  at  least,  banished  any  prospect  of  a  shortage  of 
water  supplies.  Conditions  of  sunshine  and  cloudiness  did  not 
vary  significantly  from  normal,  and  no  outstandingly  adverse 
wpiither  conditions  occurred.  e.  s. 


TEMPERATURE 


The  average  monthly  temperature  for  the  Sectioi'.,  based  on 
114  records,  was  37.9*^,  wliich  j.s  0.1°  below  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  35.0°;  for  the  southern  division,  41.1°.  The  highest 
monthly  mean  was  45.8°  at  New  Bedford,  Mass.  and  Block  Is- 
land, R.  I.;  the  lowest  was  28.8°  at  Caribou,  Me.  The  highest 
recorded  was  75°  at  Chestnut  Hill,  Mass.  on  the  1st;  the  lowest 
was  2°  at  First  Connecticut  Lake,  N.  H.  on  the  29th  and  30th. 
The  grf^atest  monthlv  range  was  67°  at  Bloomfivhi,  Vt.;  the 
least  was  40°  at  Block  Island,  R.  I. 


PRECIPITATION 


The  average  monthly  precipitation  for  the  Si-ction,  based  on 
196  records,  was  4.78  inches,  which  is  1.30  inches  above  the 
mean  for  thf>  past  55  years  The  average  precipitation  for  the 
northern  division  was  4.06  inches;  for  the  southern  division, 
5.52  inches.  The  greatest  monthly  amount  reported  was  7.87 
inches  at  Burlington.  Conn.;  the  least  was  1.65  inches  at  Burl- 
ington, Vt.  The  greatest  amount  in  24  hours  was  2.50  inches 
at  Bridgeport,  Conn,  on  the  25th.  Tiie  average  number  of  days 
with  .01  iiich  or  more  of  precipitation  was  14,  which  is  4  above 
the  mean  for  the  past  55  years. 

The  average  snowfall  for  the  northern  division,  based  on  90 
records,  was  7.8  inches;  for  the  southern  division,  based  on  85 
records,  0.5  inch;  for  the  Section,  ba.sed  on  175  records,  was 
4.3  inches,  which  is  0.3  inch  below  the  mean  for  the  past  55 
years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  134  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  10.1  miles  per  hour,  wliich  is  0.5  mile  per  hour 
below  the  mean. 

The  sunshine,  based  on  the  records  at  13  stations,  averaged 
42  percent  of  the  possible  amount,  which  is  2  percent  below 
the  mean. 

Cloudiness  was  slightly  above  the  mean.  The  average  for  the 
Section,  based  on  141  records,  was  9  clear,  7  partly  cloudy,  and 
14  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:30  a.  m. 
and  7:30  p.m.  observations  at  14  stations,  was  78  percent, 
which  is  2  percent  above  the  mean. 


COMPARATIVE  DATA     (  Northern:  Maine,  New  Hampshire,  nnd 
Vermont;    Southern:  Massaohusoita,  Rhode  Island,  and  Connecticut.) 
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Climatolog-ical  Data  for  November,  1942 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches  No.  of  days 
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Civil  Aeronautics  Autb. 
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Augusta  Water  District. 
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Ceu.Vt.P.  S.  Corp. 
Mrs.  Thso.  G.  Taplin  Itt 
Sarah  E.  I.ane 
Mi-s  E.  M.  Du.stln 
Rufus  S.  Gilbert 
N    E.  Power  Co. 
J.  F.  Devins  ttt 
L.  n .  Pomeroy 
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Fairbanks  Museum 
George  Brlggs  ttt 
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Climatolog-ical  Data  for  Nevember,    1942,  (Continued) 


l> 


doioersetlt-  •  •• 

Vemoiit^ 

VVaterbury2(near) 

Wost  BiirkeS 

West  Hartford"^  .. 
Whit*  Kiver  Jc.  Jt 
M'liitiiifrliaiu-'    •■• 

Wilder-' 

Wiluiiiigtoii- 

Woodstock 

For  State     .  •  ■ 


iltuuuichuMU$ 


AdaiOb||S 

AiulierstlS 

Aslila.Klt-'      

Beeohwood  *•... 

BlueHiliT*    

Boston' 

Bojlstoii* 

BrocUloiiS   

Chester** 

CtiPSterHeld*"-  • 
Cliostiiul  llillB».'« 

Ciiiitoni.3 

OoiKordS.5.... 
E8.->t  Wareliamll- 

Fall  Kiver 

Fitolit'.irft^.''  •  •■ 
Fort  Deveiis  .... 
C'lainingliaiiiS.*. 

Franklin** 

Gardner** 

Gloucester* 

Oreeutleld 

GrotO!!** 

llarlAick** 

Halchville**  .... 

Haverliilia 

ileatli** 

Hol.voke2 

HoosBn'niiiiiei||2 
n«i)l>.irdstoii**- 

llynni.is2 

Ipswlcli** 

JelTersoiiS 

i.ake  CochitiialeSt* 

Lawrence* 

(,owells,<     

MansHeld** 

Miditleljoro** 

Mlddleton2    

Milford**  

\ii!il)iir>2  

Montaprue  Citji! 

Nantucket'   

New  Bedforil 

NorllihridKrt** 

I'enjUrokt;** 

Peru'* 

Peteralmni* 

PIttslieldP 

PlainHeld** 

Plyniotitli 

Princeton* 

Provlnoetown 

Rockport 

SecreKanseta 

Sliellmrne  l''iills||2 

9<)ntl.l>rid(?.-** 

South  Kgreniont**. 

Spot  Pond  * 

SpringliHld 

Sterlings 

Stock  hridge 

S-.Tanipscott 

TanutoiiS 

Turners  Falls 

Ware  •* 

Webstnr** 

West  Cummington 

Wp»ttield"» 

WfstonS       

We.-*tOtis** 

WeslKntland^.    .    . 
Willlanistown8.... 

WinHiendoii** 

W..rce.-f;r» 

For  State  

Winile  lulimil 

Block  Island' 

King!)ton 

Portsmouth  

Providence' 

For  State 


Windham 

Windham.... 
Washington. 
Caledonia.... 

Windsor 

Windsor... 
Windham  .■ . 

Windsor 

Windham  ... 
Windsor 


Uerksliire  .■ 
Hampshire  • 
Middlesex  .. 
Norlolk  .... 
do  .... 

SutTolk 

Worcester  . . 
Plymouih  .. 
UampdeTi  .  ■ 
Hampshire. 

Sntfolk 

Worcester  •• 
Middlesex  .. 
Plymouth  .. 

Bristol 

Wortvster  •  • 
Middlesex  .. 

do    .... 

Norfolk  .... 
Worcester  . . 

Essex 

Franklin  .... 
Middlesex.. 
Worcester  . . 
Barnstable.. 

Es.sex 

Franklin.... 
Hampden  .. 
Berkshire  .. 
Worcester  • . 
Barnstable.. 

Essex 

Worcester  .. 
Middlesex  .. 

Essex    

Middlesex.. 

Bristol 

I'ljniouth  .. 


.-sex 


Worcester 
Worcester  . 
Franklin  .. 
Nantucket- 

Bristol 

Worcester  . 
Plymouth  . 
Berkshire  . 
Wor<«ster 
Berkshire  . 
Hampshire 
Plymouth 
Worcester  . 
Barnstable . 


Bristol 

Franklin  ... 
Worcester  ■  • 
Berkshire... 
Middlesex  . . 
Hampden  •• 
Worcester  .. 

Berkshire 

Essex    

Bristol 

Fraiiklhi  ... 
Hampshire . . 
Worc-slpf ... 
Hampshire.. . 
Hampden  . . . 
Middlesex  • . 
Berkshire  ... 
Worcester  .. . 
Berk.shire 
Worcester  .. 
Worcester  • . . 


Newport 

Washinsrtoii  . 
Newport-..  ■ 
Providence   . 


Temperature,  in  degrees  Fahrenheit  Precipitation,  in  inches 


No.  of  days 


1.110 

15 
165 


+  1.5 
+  i.'7 


+3.5 
+0.1 
+0.5 


-0.5 
'+0.4 


-0  6 
"+6.9 


3?. 


+  1.16 
+2.  37 

+  1.5B 
+  0.91 


+4.05 
+  2.  44 
+  1.50 


+  1.65 
+  1.24 
+  2.25 
+  1.53 
+  1.55 


+0.bf> 
+  1.95 
+  0.25 
+2  43 
+  1.09 
+  2.  49 
+  3.(10 
+0.37 
+  0  .'12 


+  1  .52 
+2,  33 
+  0.82 
+  1.55 
+  1.83 


1  m 

f~  -ssi 


12. 5 

17 

7.5 

9 

8.7 

15 

3.2 

20 

■r. 

1 1 

T. 

16 

L.  L.  Leonard 
Conn.,  River  Power  Co. 
N.  E.  Power  Co. 
Uilnian  W.  Ford  ttl 
Eva  li    Uouljieday 
Civil  -Veroiiaufius  Autb. 
E,  '1'.  Sniton  ill 
Hydio-IClectric  Corp. 
Walter  A<lain8  III 
BentoD  S.  Pinney 


N.  E.  Power  Co. 
Aluss.  Agr.  Exp.  Sta. 
Met.  Water  Works 
State  Uept.  Public  Health 
Blue  Hill  Observatory 
U.  S.  Weather  Bureau 
Mrs.  l.oriiig  II.  Ueed 
City  EiiKineer 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Met.  Water  \Vork.>) 
Mel.  Water  Works 
Fred  A.  Tower 
.lo'.ieph  I..  Keiley 
Uidiiird  (;.  Brigham 
Herbert  B.  Allen 
U   8.  Army 
Met.  Water  Works 
State  Dept.  Public  Health 
State  Dept.  Public  Health 
Balpli  M.  Barker 
Bureau  of  Entomology 
State  Dept   Public  Health 
State  Dept.  Public  Health 
state  Dept.  Public  Health 

State  Deiit.  Public  Health 

A.  W.  l.add 

N.  E.  Power  Co. 

State  Dept.  Public  Health 

Stiite  Teacher's  rollege 

State  Dept.  Public  Health 

Carl  Berg.- (rand 

Met.  Water  WovIih 

Esse.x  Company 

Props.  Locks  ,v:(;anHls 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

William  K.  Iloelzel 

State  Dept.  Public  Health 

.N.  E.  Power  Co. 

Charlotte  A    Braun 

U.  S.  Weather  Bureau 

Cll.y  Engineer 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

State  Dept.  Public  Health 

!«()t.  Water  Works 

Comr.  nf  Public  Works. 

State  Dept.  Public  Health 

Plymouth  CordHgn  Co. 

Met.  Water  Works 

.Javan  D    Yo.k 

(I.  S.  ^'U.  Station 

Bristol  Co.  Ajyr.  School 

N    E.  Power  Co. 

Slate  Dept    PubUiMIealth 

State  Dept.  Public  Health 

Jlet.  Waier  Works 

v.  S.  Armory 

Met.  Water  Works 

N-shit  H.  B.'ings 

Wesion  K.  Lewis 

Water  Works 

Turners  Falls  P  ,«,  K    Co 

State  Dept   Public  Health 

State  Dept  Public  Health 

T.  F.  Whitbr^ad 

State  Dept.  Public  Health 

Weston  Colletre 

State  Dept.  Public  Health 

Met  Water  Works 

Williams  Collet-'e 


"w.  ,    r.s.  Weather  Bureau 
sw.   1    Airr.  Exp.  .Station 
Agr.  Exp.  Station 
r  S.  Weather  Bureau 


-<ee  pageS4  for  explanation  of  reference  marks 
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C3LIMAT0L0GICAL  DATA:  NEW  ENGLAND  yKCTiON 


November,   1942 


Climatolog-ical  Data  for  November,   1842,  tContinued) 


CoimecticiU 

Ballk2,5 

BaiUiiaiiisteauS  . . 
BridKeponS. ...... 

Biiriiiigioiii! 

C'oiclitisler 

CoUiusville2 

Cream  Hillt 

Daubiiryll- 

Falls  Village'-i,  3  . . 

Hartford  1 

Lake  Koiiomoct-  ■ 

Marion 

Mt.  Cancel 

New  Haveiil 

New  Louiion 

Norwalk   

Putnam  

Sali.sbury 

Ston-sS 

Wattrhiiry   

Westbrciok 

West  H  .!■  Ian<i2.. 
Windsor  Loeks  ■  •  • 

For  .State       ■• 


New  Loudon  • 
Litolitield  .... 

Fairtield 

llan:oid 


New  London . 
Hartford  ... 
Litclilield  ... 

Kairtield 

LitcUrield  ... 
Hartlord  ••  . 
NewLondou. 
Hartford  .... 
New  Haven  . 


do 


NewLoiido 
Fairfield  . 
Windham. 
Litchfield 


Now  Haven 
Middlesex 
HaiMord  .. 
do.  ... 


Temperature,  in  degrees  Fahrenheit 


2S 


+  M 
■+0.7 
'  +  i.'7 


!    Q 


Precipitation,  in  inches 


^a  \Z 


+  2.53 
+  8  50 
+  3.07 


No.  of  days 


The  Baltiu  Mills  Co. 

Water  Kureau,  Hartford 

Uridgeport  Hydraulic 

Waier  Kurtau,  Haritord 

J.  F.Bailey 

Edwin  K  Wilder 

T.  S  C-Jold 

Sewage  Treatment  Plant 

Conu.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  \\  aterWorkt 

Helen  N  Upson 

B   W.  McFarland 

V.  S,  Weather  Bureau 

Dept.  of  Public  Works 

L.  M.Comntock 

IT.  S   Weather  Bureau 

P.  Hurliman 

A^r    Exp.  Station 

William  .1.  Pa.oe 

James  Rintoul 

Water  Kuiev.u,  Hartford 

U.  S.  Army 


DATES  OF  MISOELLANEOUS  PHENOMENA 

Auroiv^  —  l-4th,  10-lItb,  13-1  !;h,  23-24tli. 

Halos.  Innnr.—  I7th,  19th,  •22-'24tli. 

Halo^.  solar.—  7th,  9th,  l7th. 

Hnil.  —  (dates  and  general  location) — None. 

Thunderstorms. —  10th,  scattered,  Mass.,  general,  R.  I.  and 
Conn.;  IBth,  scattered,  ^[e.  and  southern  division;  20th,  gen- 
eral, northwestern  Vt.;  25th,  general,  southwestern  Conn. 

Fog,  dense.—  \-M,  7-lOth,  18th,  17-21st,  23-27th,  29-30th. 

Frosts.  —  (dates  and  general  location) — Over  limited  coastal 
areas,  not  previously  affected,  on  the  5th;  over  islands  on  14- 
15th. 

Sleet. —  (<iates,  division,  nunfber  of  stations  reporting;  N- 
northern  division,  S-southern  divi.'jion) —  3d,  Nl,  S2;  8th,  Nl; 
9th,  N2;  10th,  Nl;  13th.  Nl,  SI;  19th,  Nl;  20th,  N3;  21st, 
N3,  S2;  23d,  Nl;  24th,  numbers  uncertain,  widespread  glaze 
with  sleet  over  a  considerably  smaller  area  ;  27th,  Nl,  S7;  29th, 
S3;  30th,  Nl,  81. 


Pressure,   Wind,  Humidity  and  Sunshir 


i;oncori1 

Ki.Stln)ll 

(I'reenvill 
Hanover 
Hartford 
Nantiukt 
Nei>  llav 
Nnrllillol 


30.  02 
30. 06 
30.  03 
30.  (10 
30.  04 


:iO.  63 
30  61 
30.61 
30.  62 
30  60 
30.61 
30.62 
30.  61 


29.39 

29.  27 
29  31 
29.  33 
29.31 
29.  28 
20.37 
20.  32 
29.  33 
29.34 
29.  35 
29.  28 
29.  .32 
29.  36 
29,  35 


Daily  Total  Solar  and  Sky  Kadiation  Keceived  on  a  Horizontal  Surface. 


les:  Gram-calories  pel  sa  cm.) 


12     13 


Monthly 


r Total  Radiation 


232'    79 
199,  196 


181  161 
173j  167 
6       8 


204      66 
156   155 


174.0 
6.2 


i  daily  total  radiation  considered  in  average. 


EXPLANATION  OF  REFEKSNCE  MARKS 


Except  a>  otherwise  indirntcd  obKiTviitions  arc  generally  iiiado  late  in  tiif. 
vation.s.  Maximum  ami  viMi':"vitii  tfM''ii"r-\tiirc.--  r'—i  Tfieti  ■.•t  tii-  liiv   tv  '■\-.iy 

pera  tore  are  computci!   '■   ■■     1 1, ..,,-,.,■:,„,.,,  i  r ; ),-■,    ,   .,;.„"   .,,,  ,t:, .;..,.  i::,i 

computed  from  a  nori  1. 1  i       i,,  ,,,  ,i    :    ,   ,-, 

ence  letters  »,'',°,  etc.  ai^i'    .:■■/,'  :•  ■  .■   ur :.  ,-'.■■  i.i    i.'h  •  i >.•',_,-,:.,..,  ;,;; 

t  Post-office  addr."..~..i  t,u-.f  .-iati,,u^  uk- a,  ioi|.,„  ...  Mam,-  Ura^u,. 
New  Hampshire  —  First  Cunnecticut  Lake.  Pittsburg;  New  Durban),  Alton;  I 
Cornwall,  Middl.bury  :  Mays  Mill.  Colrain.  Mass.;  Searsburg  Station.  Wilmiui 
ingham;  Blue  Hill.  Milton;  Lake  Cochituate,  Framinghaui;  —  Connc-ctiout 
Not  included  in  summaries  ttt    Observer  for  New  England 


afternoon,  iiesr  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
ly  I.),.,:,,-  .•ov.,.,.t  f,,r  iiie  date  on  which  they  are  recorded    The  dcpartur^-s  from  the  normal  tem- 

■;'_!  1"  ^  1    ■  :  '>     viarsof  reconi.     Departuics  of  precipitation  with  15  years  or  more  of  record  are 
;  -I    ,       -  of  10  to  14  years  of  reeoid  the  means  for  the  period  of  record  are  used.    Refer- 

!ii(\a:ii>'    ,      !•  i>rese:its  two  days.  etc. 
Dam,  lioi'kv.o.o-l ;  Uiram,  West  Baldwin;    Ripottenus  Dam.  MiUinocket:  Winslow.  Waterville; — 
inkhani  Notch,  (jorham;  York  Pond.  Berlin;  -  \'ermont  -  Bloomfield,  North  Stratford.  N.  H  ; 
;ton;  Somerset,  Wilmington;  \'ernon,  Slielbtirne  Falls.  Mass.;  -  Massachusetts  -  Ashland.  Fram- 
-  Cream  Hill.  West  Cornwall ;  Lake  Kononioc.  New  London. 

Power  Co.  T.      Trace,  precipitation  is  Uss  than  .01  inch  rain  or  melted  .snow. 


*  Precipitation  included  in  that  of  next  measurement.  *'    Record  furnished  by  Massaclmsetts  Department  of  Publi<' Health  ;  precipitation  measured  in  i 
recorded  as  of  preceding  date.                   +    Precipitation  measured  with  recording  gage.  +?    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.    -  Precipitation  measured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  enfred).    3  Tnermometers  not  supplied  by  Weather  Bureau.    ■■  Precipitation  measured  in  morning  recorded  as  of  preceding  date. 

*  Observations  irregular. 

II  Observations  taken  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  vyhich  it  almos   always  occurs.        §    Also  on  other  dates. 
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Daily  Precipitation  for  November,   1942 


Drainage  basin 

Day  of  month 

- 

Stations 

1 

-'h 

4!     5i     6 

9 

10 

_1L 

12  1   13  1   14  1   15 

Jl 

^ 

IS  1  19 

•20  j  21   1  '22  1 

23 

24 

25  1  26 

27  1  28  1  29 

30 

31 

t- 

Maine 

1 

1         1 

1 

1 

1 

JiimrorJt 

Penobscot 

.54 

....1.19 

01 

T. 

.81 

42  T.  It. 

T. 

T. 

.30 

.27   T.  1.... 

.02 

■^\  -v. 

.111 10 

T. 

4.10 

}ar Harbor 

Coast 

.97 

....    .72 

.35....   T. 



".■•22 

16   .02 

.34 

.20    .01  .... 

.28!  .65 

.091  .  09  . . . . 

.35 

4.45 

irassiia  Damt^.... 

Kenneljec 

.03 

.66        . 

T .05 

.03 

.■qs 

■.02 

.80 

.02   .07   .281  T. 

't.' 

.25 

.13!   .18 

1. 

.121  .26 

''■■  1  .iP' 

T. 

.30 

'2.80 

Sniiiswick 

.•\niir'iscoggln 

.55 

....    .86 

.05....I.... 

r. 

.02 

. . .  - 

.  12  . . . . 

.551.. ..!.... 

.55 

.04!  .13 

".\9 

1.35    .'25 

.  '26l  ■!'. 



.48 

5.35 

jaribouH 

St.  John 

.45;       .,.06 

T. 

... 

.01 

.53 

T. 

T. 

.25   .04    .02 

■.11 

.26 

.02!  T. 

T. 

.01  .... 

.12i  T. 

'1'. 

T. 

1.87 

trtstport' 

East  Wiiithrop  .... 

( 'oast    

■.05 

.... 

.19 

.10 

.30   .12.... 



.07 

.02... 

.05    .16 

.'23    .05 

.01 

.02 

•2.68 

Kt'iini'bec 

!64l  ."oil  !53 

.22 

■'64 

.48 

.24 

.06   .02 

■.01 

.48    .'20 

.21 

.04 

.15 

3.44 

illswoi-Ui 

iii>t:s  

Coast   

.721....  11. 26 

.08 

■.'25 

.68;  .02 

'.'.'.. 

.26 

.24 

.'23   .44 

.06 

'.'07 

.11 

4.32 

Kennebec 

.65!  .03 

.... 

.■62 

".ia 

.01 

.45 

■t. 

.16    .03 

.06 

.'25 

.61 

.30   .28 

.'20 

't. 

.'28 

2.74 

fui  iiiiiKtOIl 

....do 

.  S'2  T. 

.35 

.04 

.13 

.29 

.421.... 

.16 

.10 

.03 

".05 

.90 

....1  .55 

.'24 

4.08 

^t.  Kairtielddir.)  . 

St.  John 

.3ll.... 

"'.'is 

.36 

.20 

.46    .20 

.43 

.06 

06 

.16 

2. 42 

Fort  IviMit 

Jardiiier 

...do 

.  72    . . . 

.26 

.23 

.  22 

.43 

.08 

.05 

.i2 

2.11 

Kennebec 

...do 

:l«'i:::: 

■32 

■.'ii 

■'oi 

.02 

■."64 

'.'48 

.16 

■t.^ 

.61 
.27 

■f.^ 

■.■26 

.40 
.08 

.07 
.28 

".03 
T. 

... 

"."63 
.06 

.60 
.12 

.^06 
.12 

.'23 
.11 

.03 

'.'20 

'.'22 
.02 

4. '26 

Jreunvillejj 

3.00 

HLirauit        

Saco 

.701.... 

[gc 

■."oi 

T. 

.13 

.28 

.53 

.17 

.34 

.'23 

.85 

.80 

.41 

■•j,-  • 

.40 

576 

aoulioii   

St.  John 

.201.... 

•■^6 

.11 

.09 

■.13 
.05 
T 

■f 
.02 
.08 

.90 
.17 

'.\4 
.47 

■'is 
.02 

'.'.'.'.K... 

.■26 
.11 
.46 

■'67 

.05 
.51 
08 

.'22 

.33 

.06 

.... 
.70 

■.ii 

.12 
.12 
.33 

.07 

"ii 

.18 
.30 
.'20 

'2.81 

Kennebec 

2.01 

>rti>t()n 

.\ndroscoggiti 

■f.^ 

4.23 

Mafiiias" 

Coast 

.96.... 

;i2 

■.■88 

■.■35 

.50 

.70 

.65 

'.'26 

.'20 

4.62 

\|.i.).-..n     

Kennebec 

.27  .... 

.29 

.01 

'.03 

■f.^ 

.14 

■.38 

.'23 

"i'." 

■.■qs 

"."6'2 

"'■p. 

.60 

■.■47 

■  ".bb 

T. 

.33 

'2.94 

;:      S;:::::: 

Andoscoggiii 

Penobscot     

1.05    ... 
.  51  . . . . 

03 

.04 

.56 

.31 

.i'i 

.04 

.38 

.08 

.70 

.11 

.38 

.14 

3.94 

".is 

.01 

".'67 

.04 

■.■99 

"."67 

.28 

.36 

't." 

.17 

.... 

.05 

.21 

.02 

".'\2 

.".'." 

3.18 

Prosunii'.scot 

32 

.46 

.06 

.05 

"."64 

.40 

* 

.60 

.18 

'."ie 

T. 

'.'■23 

3  10 

M    .- h.'aa's.".!!!!. 

Kennebec 

45 

'.'61 

.13 

.02 

.05 

.50 

■.'25 

■."25 

.10 

.32 

.15 

■u 

.11 

.30 

'2.75 

Nnitll  Hiidgtoii . .. 

Presumpsi'ot 

.89.... 

.45 

T. 

■.■06 

.04 

.34 

.'25 

.05    .33 

'."•24 

.73 

.53 

.46 

't. 

.44 

4.75 

iliUowu 

Penobscot   

....do 

.58.... 
.  32  . . . . 

.74 
.73 

■.■38j.... 

.01 
.04 

■.'oi 

■'oi 

.36 
.12 

;o7 

.11 
.11 

.25 

.14 

.26    T. 

'.'2'2 

.10 
.  09 

.63 
.'29 

T. 

.13 

■.'i4 

.16 
.09 

4.04 

.42 

■r 

'2.77 

-"urtlaiul  '    

Coast 

.33i.... 

.87 

■r. 

.  i'i 

.35 

.51 

02 

.'23 

.38 

.  93 

.02 

.55 

■."39 

'J 

.... 

4.71 

ri.-,..eNle  ....... 

ot.  John 

'.i:^' 

.21 

.27 

■.'65 

r 

.07 

.12 

.02 

.42 

■."25 

"t"." 

.26 

'.'26 

't'.' 

■."38 

■'ii 

.4i 
.14 

T. 

T. 
.04 

T. 

.52 

.'io 

.06 

"."ie 

.10 

1.68 

I'enobscot  

3.15 

Coast 

i.io'.... 

.78 

■.■36 

.55 

'.'6.3 

".■33 

.04 

■.■63 

'.'69 

1.'23 

.12 

T 

'.■31 

4.91 

i       !!!!!! 

Androscoggin 

.77....!  .05 

■.'62 

■.■50 

.17 

.01 

.09 

.10 

.02 

.19 

.94 

■■io 

.1.- 

'.'25 

.04 

3.46 

■'  k-- 

Kennebec 

.02    .ol!  .02 

'.'ii 

.02 

"t"  ■ 

.04 

■.■57 

.23 

'.'67 

■.■'29 

.38 

.02 

't.' 

.24 

.•26 

.09 

.'22 

3.09 

i)aia 

Androscoggin 

.(iS.... 

.04 

.02 

.46 

.03 

"."oi 

.14 

.03 

.14 

.38 

.03 

■'is 

.40 

.03 

.'24 

.oi 

■.'09 

.18 

3.10 

Si.  Croi.\ 

.61 
.50    .03 

.61 
.65 

.29 

.03 

.02 

.04 

.'20 

.46 

"."25 

.26 
.23 

lb 

.03 

.22 

.Ob 

'.'66 

.08 

■.'19 

■■30 

.21 

.30 
.15 

.18 

.13 

.■23 

3.54 

'....-..    .sji.  '.'.".'.'.'.' 

Kennebec 

2.94 

\\^..Uv.>d 

.St  Croix 

.74;.... 

1.14 

.... 

.30 

.45 

T. 

T. 

.i4 

■.■6-2 

T. 

.72 

.31 

.15 

3.97 

.\ew  Hiimpshirf 

Berlin- 

Andro.scoggin 

T.    1.02 

T. 

.01 

.02 

...!.. 

.02 

.16 

T. 

.02 

.17 

.02 

.02 

.03 

.08 

.06 

.06 

.'23 

.41 

.12 

■29 

.13 

2.88- 

acth'l.-l.em 

Conneitlcnt 

1.01  .... 

.02 

.02 

.M 

■r. 

.25 

.42 

.14 

T.' 

.05 

.42 

.11 

■J'. 

3.10 

Merriniac 

.  84  . . .  . 

.'66 

T. 

T. 

■'2*. 

T. 

.10 

T. 

.66 

.02 

.'24 

.42 

1.02 

.03 

2; 

.30 

4.80 

.          '■  Notch'.". 

Androscoggin 

Coast 

.09  1.32 
.47.... 

i.is 

■.■67 

.03 

.02 

.Ob 

1.80 
.18 

t. 

.31 
.21 

.14 

.111 

.02 
.62 

.24 

.13 
.01 

■.04 
.'26 

■.■'2i 

.13 

.50 

.15 
.'22 

.14 
.24 

■.■i7 

".ii 

.40 

4.92 
4.52 

■    .        

Androscoggin 

1.  20  ... . 

.03 

.8i 

.42 

■.'62 

.05 

".■36 

59 

.04 

.21 

■.■6'2 

'.'69 

.30 

4.08 

i-'irsi  Oiiii.  Luket« 

Connecticut 

.011.18 

tv 

T. 

.05 

■.■62 

.08 

■.■53 

.17 

.21 

.18 

.04 

■."64 

.'25 

■.'3b 

■■r.' 

.10 

.08 

.'25 

T. 

.■20 

4.49 

fitzwilliam 

...do 

.78 

.77 

T. 

■'oi 

.lb 

".'lb 

'1'. 

.42 

..30 

.01 

.43 

■.■4.0 

'.31 

.05 

.31 

.22 

.'25 

Franklin    

Merriniac 

•  !l.8« 

.42 

.17 

.27 

"62 

.53 

.02:  .'26 

.35 

.6( 

.'22 

.37 

T. 

.41 

5!  52 

(ilpncliff- 

Connecticut 

Coast 

.4.5 
.18 

1.20 

1.15 

■]65 

.02 

.02 

■.'09 

.08 

.36 
.41 

'r.' 

.19 
.23 

.09 

'.'62 

.'22 
.52 

.43 

.lu;  .13 

'.'io 

■:23 

.14 
.54 

.04 
.19 

.14 
.'29 

"".22 

.16 
.31 

4.17 

H;i"-rtMn 

.  21 

4.34 

Connecticut 

1.94 

T. 

■f.^ 

".bb 

.50 

T. 

f. 

.15 

■.■(16 

.47 

■f.^ 

.31 

,11 

.57 

T. 

.36 

"!'24 

.07 

4,84 

to-'.".'." 

Merriniac 

.88 

■.04 

.4( 

■.■32 

T. 

T. 

T. 

.05 

.21 

.38 

.10 

.09 

'r. 

.90 

.75 

.15 

.63 

4.89 

:  .'•' ....... 

Saco 

1.25 

T. 

.24 

.01 

1.16 

".bi) 

.01 

.4( 

.33 

■.■is 

.32 

.65 

.5U 

.  .^. 

.50 

5.60 

'1                  .......... 

Connecticut 

1.4l!.... 

.64 

.02 

".bs 

.11 

"."'23 

.02 

■;: 

.41 

.03 

.^■i 

■.■39 

.19 

.03 

'.'33 

.01 

.36 

4.75 

M..rriraac 

•  11.04 

* 

.'59 

.20 

'.■zl 

* 

".■72 

T.        • 

'15 

T. 

.43 

.81 

.09 

■.■43 

.50 

....do 

.82  1.24 

.02 

■f.^ 

t. 

.10 

1.13 

■f.^ 

.62 

".oi 

't.' 

.10 

.25 

.  lOi  .  33 

.30 

.02 

.08 

.28 

.50 

6;i2 

'1,;         .-ter     

...do 

.51.... 

.82 

r. 

".bk 

.■2b 

r. 

.1.' 

.52 

.02 

.21 

'.'•i'? 

.98 

.06 

.32 

"."sf 

.01 

4.93 

Andro.scoggin 

1.06.... 

« 

".■44 

.34 

.04 

.'2« 

.03 

.  21 

.14 

.lb 

.10 

.30 

3.08 

isii-iniA-. '".'.'.'.'.'.'. 

Merriniac 

.2.i    .34 

.i9 

.oi 

".b'l 

.31 

.10 

.10 

".■i3 

'.■31 

.02 

.05 

,35 

.0; 

.93 

.48 

.  03 

■.■26 

.39 

4.28 

New  l)iirli»m2t... 

.do 

1. 161   . 

.20 

.  2o 

".5\ 

.05 

r 

.26 

.50 

.  61 

.01 

','■2.5 

.40 

4.20 

Ne<'.  :'(,n» 

Connecticut 

.95    .27 

■36 

".b'-i 

'f ' 

.02 

.14 

.16 

■f.^ 

■.■ig 

.36 

.05 

.10 

"Ab 

■r. 

.64 

.51 

.21 

■.ii 

.33 

4.65 

!Jo.  Strairord- 

...  do 

.l.<1.60 

T.' 

T. 

.03 

.63 

.  1?; .  12 

T. 

.13 

T. 

.14 

.17 

'1, 

1.09 

T. 

.  12 

.24 

.42 

4.99 

Pinkham  Notcht.. 

Snco 

2.061.... 

'.06 

.02 

'^bi 

T. 

1.15 

.15 

■■(i-i 

.40 

.09 

T. 

.12 

.52 

.16 

'.'2i 

.60 

.11 

.49 

'.'15 

.36 

6.78 

Ply  month 

Mcrrimac 

1.73]    ... 

T. 

.04 

.15 

.48 

T. 

.37 

.53 

.02 

.30 

.25 

.57 

T. 

1'. 

.70 

5.25 

W.Stuwartstown-. 

Connecticut 

.04,1.44 

T. 

t. 

.03 

.65 

T. 

.19 

i 

.07 

.06 

■.■6'2 

.34 

.16 

.09 

.03 

T. 

■.■i2 

.31 

3.55 

Woliboro  Falls.... 

Piscataq'iis 

.»«!.... 

'.'si 

T. 

.25 

T. 

.26 

.50 

.08 

.'26 

'.'36 

.45 

.  11 

.39 

'.'67 

.36 

4.72 

Yorkl'ond' 

Androscoggin 

.08J.85 

■f.^ 

.61 

T. 

.46 

.2b 

■.■ib 

■f.^ 

22 

.15 

■i-.' 

.22 

.'20 

.07 

.25 

.32 

3. '24 

Mt.  VVashingtontt. 

2.37    .01 

.54 

•r 

.o^ 

1.39 

T. 

.02 

.47 

.12 

.34 

1.05 

.'20 

.24 

1.32 

.64 

.75 

.02 

9.58 

Vei-nwiU 

Bellows  Falls'. ... 

Connecticut 

1.83   .44 

.40 

.11 

.04 

.20 

.24 

.04 

.26 

.16 

.14 

T. 

.59 

.45 

.17 

.17 

.39 

5.63 

tennington 

Hudson 

.  70  . . . . 

.34 

■'65 

■.■63 

.43 

■.■65 

.15 

.56 

.05 

.33 

.30 

1.32 

.04 

.08 

■■'r'.' 

.19 

4.62 

BloOMitieldt 

ConnectKut 

1.85    .01 

.02 

T. 

T. 

'!i3 

.40 

.01 

.26 

■.■i4 

.14 

.40 

T. 

.02 

.11 

■.04 

.02 

.34 

4.21 

}rattlebor<)2 

.  do 

.01 

'.'.'.". 

Jurlin^'toni 

Cliaiiiplain    

....  .   .. 

.31    T. 

■■.01 

■.ii 

■."6i 

".b'^ 

'1" 

'.■ii 

".bb 

■.oi 

".'lb 

■^e 

'.'67 

■.■65 

.12 

'.'66 

'.'.■35 

■.'65 

i.65 

raven.liih 

Connecticut 

I  24   T. 

".13 

■f.^ 

t 

T. 

■f.^ 

■.■62 

.12 

.64 

T. 

.45 

t'.' 

T 

.35 

T. 

.'23 

.31 

.07 

T. 

.13 

■f.' 

.03 

.45 

4.17 

Chelsea 

do 

Champlain    

1.08   T. 
.651  .15 

T. 
T. 

.06 
.04 

.651  T. 
.321  .10 

.01 
T. 

.10 
.01 

T. 
T. 

.'29 
..56 

T. 

T. 

.20 

.02 

.09 
.41 

.'22 
.30 

T. 
.16 

.51 

.18 
.04 

.10 
.14 

3.49 

Donuvallt 

2.90 

Oraftsbury  Com.  .. 

St.  Lawrence 

1.33.... 

.04 

.3a 

.  2.5 

.04 

.24 

.13 

".02 

T. 

.12 

'.■53 

.04 

.03 

.05 

'.'29 

.03 

.09 

.29 

3  94 

Dors»-t 

Champlain   

.881.... 

'.07 

05!.... 

.96 

T. 

.43 

57 

.02 

..30 

.'20 

..35 

.12 

T. 

.11 

.15 

4.21 

Ea=t  Barnet' 

Connecticut 

.80|  .91  .... 

■r 

.41 

.07 

■.■6i 

.07 

■.■67 

.19 

.32 

".bb 

.13 

.04 

.12 

.32 

.31 

3.83 

Ea<t  Kypgate^   .... 

do 

1.31    .36    ... 

.03 

.58 

.21 

.04 

.05 

.11 

.16 

.'20 

.07 

.23 

.05 

.13 

.'29 

.41 

4.23 

Champlain 

.61    T. 

't'.' 

".ib 

."12 

.26 

.58.... 

'■'r'.^ 

.38 

.07 

.14 

'.'05 

.15 

2.74 

Connecticut 

1.78.... 

.:;. 

T. 

■.■32 

.14 

T 

.15 

.12 

.14 

.12 

.38 

.'26 

3.41 

''liiin';::::: 

...do 

1.81    .07 

.56 

■.■13 

'.'oi 

.'62 

.05 

.58 

']'. 

■.■47 

.05 

.05 

.07 

.35 

11 

.05 

.88 

■:98 

.10 

.02 

T. 

.55 

6.91 

.  do 

St.  Lawrence 

2.15.... 
1.40't. 

.35 

.03 

.05 

".■Ii 
.57 

"."6i 

.13 
.03 

■f.^ 

.08 

.05 

.13 

.06 

'.'2i 

.14 
T. 

.15 

.03 
.02 

.60 
.04 

.64 
T. 

.15 
.'28 

.03 

".27 

.21 

.01 

4  97 

-rl::'.  ;;■.!;;;; 

't'.' 

3.01 

!''.'1> 

Champlain     

l.U 

T 

'!• 

.02 

.56 

.01 

.14 

n 

T. 

;i2 

.06 

.11 

.10 

.12 

T. 

.'28 

.41 

T. 

3.15 

,  ^  ,,,ro' 

Connecticut 

1.13 

.07 

■.'37 

■.■06 

.01 

.05 

.31 

.41 

.02 

.04 

■.■is 

.32 

■.■o» 

.05 

.79 

1.  ■2■^ 

.10 

'■■r.' 

.42 

5.64 

do 

Champlain 

.85 
.19 

.35 

T. 
.02 

"'io 

T. 

52 

.98 
.05 

"."62 

-.1^ 

.16 

:S 

■r. 

".12 
.03 

.14 

.'28 

■f.' 

.i4 

.15 

.25 

^01 

.08 
.06 

T. 

'.'64 

.10 
.14 

'.'.'.'. 

4.39 

liir'nhl.      ...'.'.'. 

2!  61 

it.  Allians. .!!!.... 

..do 

.35 

tv 

.03 

!l3 

.18 

.03 

.02 

.27 

.50 

.01 

.00 

.00 

r. 

.30 

.02 

.01 

.'29 

2  29 

it.  Jolln^bnry 

Connecticut 

1  35 

T. 

.02 

:::: 

■f.^ 

f. 

.08 

.25 

r 

.1! 

03 

T. 

.09 

.47 

.07 

.01 

.11 

.49 

T. 

.04 

.33 

3.45 

Jearsburg  Mt.'  .... 

....do 

.97 

.15 

.'35 

.01 

.01 

.04 

.01 

.10 

.84 

.04 

.17 

.07 

.29 

.'29 

.09 

.38 

09 

.06 

.94 

.87 

.16 

.01 

.01 

.32 

6.27 

iear.-ibnrg  Sta.  t2  . . 

....do 

....do 

.95 

.85 

:il 

r. 

.05 

.01 

T. 

.02 

.07 
.08 

.58 
.75 

T. 

.40 
.42 

.08 
.17 

.02 

.09 
.13 

.20 
.10 

.06 
.04 

.33 
.  15 

.■10 
.04 

.03 
.02 

1.01 
.62 

.83 
.72 

.08 
.09 

.01 
T. 

.01 
.01 

.41 
.40 

.... 

5  84 

(oniPF'^i-t-t 

6:20 

.'eni.n''^   

....do 

1.34 

.18 

.02 

.39 

'.'.'.'. 

.18 

.04 

.03 

.13 

.32 

.12 

T. 

.85 

.90 

.13 

.08 

.44 

5.75 

.Vat  :i.  iry  iuear)2 

....do 

.55 

.49.... 

■.■is 

■.01 

.60 

r. 

.  19 

.19 

.02 

.12]  .04 

.04 

.25 

.37 

T. 

.06 

.07 

.18 

... 

.42 

3.75 

VVst  lliirke* 

...do 

....do 

.90 
1.07 

.30 

.28 

.08 

.02 

.50 
.52 

.35 
.12 

.10 

.06 

.07 
.34 

.17 
T. 

.13 

.'20 

.05 
.31 

'.'50 

.11 

.42 

.37 
.40 

3.49 

Vest  Hartford'.... 

.... 
.03 

.. 

.02 



.17 

'r.' 

■.■05 

.08    .20 

4.43 

Vhite  River  Jct.Jt 

....do 

1.46 

T.  i  .011.... 

■f.^ 

■.03 

■.■43 

T, 

T 

.08 

T. 

t. 

.02 

.40 

T. 

.'28 

.67 

.02 

.24|  T. 

.33 

4.08 

Vhitineham' 

....do 

1.19 

.12    .34    .10 

.01 

.07 

.34 

.46 

.02 

... 

.06 

■.■i4 

.01 

.30 

■.09 

:o5 

1.381.19 

.05   r 

.05 

■.'53 

6.50 

Vilder' 

....do 

1.50 

.45!  .02.... 

T. 

.04 

.52 

.10 

.02j  .01 

.04 

.41 

.01 

.24 

.16 

T 

.17 

.45 

.111  .19 

.35 

4.79 

Vilmington' 

....do 

1  02 

32    ... 

■.■62 

.01 

.62 

.46 

.  10,   . . . 

.01 

.05 

.03 

.03 

.08 

.05 

.74 

.99 

.04.... 

T. 

.47 

5.04 

VooiUtoek 

....do 

1.14 

.08 

.^62 

.42 

T 

f;4 

.45 

1 

.  30  . . . . 

.38 

4.62 

...|.... 

1 

See  page  84  for 

explanation  of  refer 

snce 

1 

mat 

1 

k£. 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

CLIMATOLOGICAL  DATA:   NEW  ENGLAND  SECTION 


November,  1942 


Daily  Precii/itation  tor  November, 

1042, 

Continued) 

stations 

Drainage  Basin 

Day  of  month 

3 

1 

2 

3 

4 

5 

_!_ 

7 

8 

9 

ii 

U 

12 

13 

14 

15 

16 

^ 

^ 

^ 

21 

22 

23 

24 

25 

^ 

27 

^ 

29 

30 

31 

1 

Massachvfetts 

Adams^ 

Hudson 

LOS 

.24 

.50 

.07 

.03 

.01 

.02 

.42 

.42 

.09 

.13 

.21 

.57 

.09 

.11 

.85 

2.30 

.04 

.02 

t. 

.44 

7.59 

Amiierstt 

Connecticut 

L12 

.... 

.84 

T. 

■.'24 

tV 

.09 

,41 

.52 

.83 

1.45 

.01 

.16 

.40 

6.07 

Ashlaiidt-l 

Charles 

14 

.25 

.38 

.46 

.15 

.05 

.04 

si 

25 

93 

I  02 

1] 

.30 
.35 
.25 

.37 
.47 
.11 

5.04 
7.74 
5.37 

Beetlnvood" 

.5S 
.43 

.-."^ 

.80 
.68 

i'. 

T. 
T. 

■i'V 

.22 

.70 
.30 

tV 

.23 
.13 

.Oc 

.08 

!70 
.24 

;::: 

.'25 

.30 
.61 

:::: 

■11 

1.12 

.50 

L90 
1.40 

;o7 

.'22 

.... 

t. 

'.'i7 

Blue  Hiiit. .;];;;; 

...do 

Boston' 

...do 

.35 

.... 

.58 

T. 

T. 

.64 

t. 

■.■09|.... 

.36 

't.' 

.54 

.64 

.98 

.02 

.24 

T. 

.25 

4.69 

Boylitoii'' 

Merrhnac 

.48 

.81 

.... 

.75 

.  62' . . . . 

.27 

.75 

1.7B 

. 

.40 

5.84 

Broikloii 

Coast 

Connecticut 

.27 

.67 

.55 

tV 

t 

i.oi 

.52 

".ib 

.15.... 

■.'31 

.13 
.17 

'.'•il 

.38 

•,;.■ 

'.'lO 

.35 
1.63 

.90 

1.  .5; 

.21 

.10 

.28 

t 

.34 

.53 

4.27 

Chester" 

.05    ... 

6.53 

Cliesterlii'ld" 

...do 

.70 

i'V 

.02 

.62 

.23 

.05 

.  17 

.07 

.48 

.05 

.20 

I.3O1I    .VI 

12 

't'.' 

5.20 
5.10 

Chestnut  HilH 

Coast 

.24 

.  17 

.61 

.... 

.... 

.06 

'.'64    '.'.' 

.  07l  .  28 

.25 

.37 

.04 

.66 

.99 

.05 

.26 

ClUitouS 

Merrimac 

.37 

.  8b 

T. 

T 

.  6sl      . . 

.241    ... 

.  22 

T. 

.67 

L81 

.41 

5  21 

Conchoid 

....do 

.30 

.81 

.02 

'i'V 

.26    .08 

.09!.... 

.34 

:: 

.53 

.56 

1.02 

.05 

.31 

.20 

■.'66 

4.65 

East  Warehaiu^  . 

Coast                 .     . 

49 

■.'9..=, 

.65 

.08 

.77 

49 

T, 

.  01 

"na 

.  13 

08 

2» 

45 

1.  13 

12 

Ai 

90 

6  13 

Fall  Kiver   

...do 

:66|":" 

.45 



... 
.08 

.  56]  .  10 

T.' 

.37 

.07 

.■..,1:05 

.16 

. 

.59 

1.14 

.01 

.31 

.44 

;2i 

5.20 

FiUthl.iuif'' 

Merrimac 

.69!  .47 

.51 

.  251 ... . 

.36 

.04 

■  ■«' 

.15 

.37 

.12 

T. 

'.03 

.84 

.65 

.11 

t. 

.43 

5.02 

FortDevens 

...do 

.... 

KramiuKlianii 

...do 

'.19 

.26 

'.3o 

T. 

'.'52 

.14 

.04 

'.'65 

.18 

■'27 

.25 

'.'08 

,8S 

i.'oo 

■.'69 

■.'27 

.39 

"4.' 99 

rraiiUlin" 

Charles 

.47 

.14 

.41 

.... 

.04 

.74 

.13 

.20 

'.'65 

.07 

.27 

.18 

.19 

.85 

.35 

.10 

.22 

.■66 

5.76 

Gardner" 

Comiecticut 

.58 

.30 

.30 

.03 

.15 

'isi 

.47 



.67 

.45 

.11 

.16 

.42 

4.28 

Gloucester 

Coast 

.25 

1.10 

f. 

.01 

t. 

.'62 

T. 

.20 

.44 

.03 

.27 

T. 

.53 

1.24 

.28 

.38 

.01 

.29 

5.65 

tiroton*' 

Merrimao 

.23 

.51 

.44 



.'36 

.18 

T. 

.07 

.28 

•  31 

.12 

.05 

.84 

.54 

.12 

.18 

.39 

4.56 

Hardwlck" 

(;oniiectieut 

1.40 

'.'.'.. 

.. 

.05 

.26 

.27 

.30 

.11 

.80 

.25 

.60 

1.11 

.29 

.29 

5.73 

HatchvilU^"    .... 

Coa.st    

.40 

.27 

T. 

.08 

.53 

.07 

■45 



.'06 

t. 

'.'22 

:::' 

'.'24 

.37 

.78 

.08 

.13 

.53 

4.21 

Hav.Ti.ill 

Meniinac 

.17 

1.14 

t',' 

r 

.01 

,01 

.42 

T. 

.19 

'.'48 

T. 

.36 

.40 

1.05 

.36 

.33 

t. 

'.'25 

5.50 

Heatli"* 

(.'oinieeticut 

.  lU 

■.'50 

.22 

.02 

r 

T. 

.44 

t. 

.29 

T. 

- 

'.'65 

.07 

.10 

.38 

'.'13 

1.39 

1.42 

.10 

T. 

'.05 

.36 

5.62 

Iloljok.'^ 

...do 

.64 

T. 

72 

.  21 

.02 

..    1  .25 

Ob 

T, 

.30 

.ii 

.43 

'.'os 

.12 

1.2( 

1.14 

.20 

.03 

".ii 

5.87 

Hoosiir  iriint-!-... 

...  do 

1.24 

.13 

.39 

.08 

'.05 

.01 

.04 

..     1  .43 

T. 

.41 

.10 

.12 

.24 

T. 

.41 

.09 

.06 

1.05 

1.57 

.13 

.02 

■'oi 

.49 

7.07 

iliibbiu.Nlon"    ... 

..ilo 

.61 

.40 

.27 

.41 

.10 

.32 

.10 

.49 

.06 

■.14 

.59 

.21 

.18 

.07 

.40 

4.35 

H,vanuis'^ 

Coast 

.0.3 

.25 

i-io 

'.'67 

'.'76 

... 

.10 

.20 



'.'io 

.05 

.10 

.  15 

.■25 

.25 

.75 

.10 

■.'io 

'.'70 

4.12 

lyswicl." 

....do 

.15 

.'23 

'.'77 

".'.' 

... 

.03 

■.■43 

.16 

.07 



'.'io 

'.'41 

.01 

.07 

.35 

.03 

.82 

.82 

.04 

.26 

■.'36 

5.05 

Jefferson"' 

Merrimac 

Charles 

■.^■:., 

1.05 
..52 

T. 

tV 

.43 
.60 

.12 

.34 

;•■' 

'.'67 

.32 
.21 

■.■31 

.83 
.35 

'.'09 

1.06 

1.50 
1.50 

■.09 

■23 
.31 

t. 

.42 

.40 

5.54 

LakeCochitiiatel^. 

6.36 

Lawrence 

Merrimac 

.ag 

1.06 

T. 

.04 

.39 

'1' 

.18 

.74 

.01 

.46 

.::: 

.48 

.65 

.10 

.29 

.29 

5.08 

LouelH 

....do 

b'oast 

.38 
.41 

.  Ifj 

.90 
.56 

.03 

.47 
.37 

.15 

.20 

.09 

.68 
.09 

T. 

.07 
.25 

.50 

.... 

.17 

.95 
.73 

.46 
.73 

.06 
.05 

.24 
.■20 

.35 
.47 

5.38 

Manstirld" 

4.26 

Wid.llcl.dio" 

. .  (if) 

.  68 

.46 

.12 

.70 

.35 

.04 

.02 

.01 

.17 

.22 

.::. 

.13 

.72 

.98 

.05 

.18 

.56 

5.29 

!Mi.l<lletoi,- 

('O 

'  « 

■},^ 

.19 

.70 

T. 

.30 

n 

t'.' 

.15 

.22 

.05 

.09 

.25 

.02 

.84 

.65 

.02 

'.'22 

■.'26 

4. '21 

.Mill.ird'* 

ciiarie.^!. :.;;..:;;. 

.15 

.  39 

.  55 

'."ie 

.05 

'.'65 

.11 

.28 

.19 

'.'i3 

.7I1I.O2 

.10 

.29 

'.'38 

4.76 

Millljiiiy- 

lilaek.stone 

Connecticut 

.20 
1.30 

.42 
.45 

"45 

.22 

.47 

.15 

-  ih;     nfi 

T. 
.06 

'.'i2 
.20 

.20 
.31 

'.19 

.18 

.13 
.06 

.90 
1  02 

.68 
1.11 

.08 
.14 

Ai 

.09 

■.'47 
.40 

5.35 

MontagueCity^., 

■'i'V 

.::.  ;ir,!:o4 

6.03 

Nantiicketl 

Coast 

.86 

.03 

T. 

.03 

'.'69 

.44 

T. 

.  18   T. 

.05 

T. 

.05    .01 

t. 

.39 

.55 

.01 

.01 

'.■32 

.38 

3.40 

New  Bedford    .... 

do 

.95 

.33 

.04 

.07 

.92 

.37.... 

.'2 

.01 

.23.... 

.50 

1.^20 

.56 

.19 

.66 

'.'.'.'. 

6.05 

Northbridge** 

Rlackstone 

Coast 

:ll 

';4o 

:i 

tV 

.02 

t. 

".i'l 

.25 

.06 
.01 

■.'65 
.02 

.12 
.09 

■.f. 

;i5 

'.'18 
.12 

.81 
.61 

1.05 
.99 

.11 
.08 

.25 
.16 

■.■45 

.50 

4.83 

Pembroke" 

'.'.'.'.\'.'.'.'. 

4.86 

Peru" 

Connecticut 

.11 

'.'55 

'.'62 

.02 

.24 

.08 

.04  .... 

40 

.55 

.05 

.35 

1.61 

.79 

.10 

.04 

Voi 

.27 

5.23 

Petersham'' 

....do 

1.00 

87 

.45 

.36 

"'.'      ♦  i  .  56 

.53 

.55 

.65 

.35 

.44 

5.76 

I'ittsHeld^ 

Ilonsa  tonic 

1.00 

.04 

.46 

■.'07 

tV 

.03 

'.'64 

T. 

.07   T. 

.  .      .38 

.07 

.41 

'."04 

.25 

.61 

1.41 

.05 

'.'62 

.. 

'.'26 

5.81 

Plainlield" 

Connecticut 

.58 
.60 

T. 

T. 

T. 

T. 

.40 

.'70 

13 

.50  .... 

.10 
.06 

'.'45 
T. 

.04... 
.47    T. 

* 

L57 

.52 

.88 
■94 

.02 
.47 

.10 

..32 

.32 

'."eo 

4.59 

Plymonlh 

Coast             

.'59 

5  77 

Princeton'' 

Merrimac 

.52 

1.01 

■.'62 

■.■49 

.  38i . . . . 

.  38 

.62.... 

* 

* 

1.35 



.44 

6.21 

Provmeeioun 

Coast 

RoekDort 

■'si 

■.'85 

.03 

T 

.02 

.03 

■.'57 

T. 

■.'■26 

■!57 

'.05 

'.'36:;;; 

;::' 

'.'si 

1.'46 

■.'32 

".■32 

"oi 

't.' 

'.'29 

"5.' 90 

Segregan.setS 

ShelburneFalls-''.. 

Connecticut 

.84 
1.73 

■.'06 
.06 

■.'60 

.26 
.  15 

T. 

■62 

■.03 

.... 

■.■« 

T. 

.55 
.15 

'.'56 
.07 

T.' 

:?^ 

.:''. 

.34 

.04 

.42 

1.50 

i.'29 

'.'os 

■.'65 

.30 
T. 

L02 
.33 

4.69 

■.'63 

.14 

■.'47 

7.27 

Soutlil>ri<lKe". 

Thames 

.17 

,47 

-57 

■.■75 

■.■32 

.08 

'.'69 

.09 

','34 

.  221 . . . . 

.26 

L02 

.95 

.10 

.17 

.52.... 

6.06 

South  Egreniont** 

!l"U,<atonic   

.13 

.60 

.03 

'.'61 

■■65 

.28 

.06    .04 

.40 

28 

.4,sl    .11'.... 

.■20 

.51 

1.63 

.04 



.37 

'.'.'.'. 

5. '22 

Spot  Pond^ 

.23 

.18 

.67 

T. 

.03 

Ou 

.05..., 

.08 

.37 

.12    .32|.... 

.01 

.76 

.72 

.03 

261 

.29 

4  89 

Springfield 

Coun.Mtirul    ...... 

.... 

.64 

.  96 

tV 

.22 

T. 

.  06!     . 

...I  .2Si    ... 

.71 

1.42 

.03 

'.261 'tV 

t. 

.02 

5.  12 

Sterlings 

.3G 

.99 

■.'6i 

.■ii 

* 

26 

.26,    ... 

58 

* 

• 

1.50 

.01 

.45 

5.06 

Stoekbridge 

lloiisatonic   

1.10 

.  6S 

08 

.01 

.22 

tV 

't" 

.09 

T. 

.  62  . .  . . 

T. 

.  43 . . ; ; 

.44 

2.00 

'1' 

.31 

t. 

6.04 

Swanipscott 

Coast 

.2o 

T 

.01 

.05 

.67 

T. 

.09 

.41!    ... 

.01 

.34  ... 

.38 

1.15 

■.'i^2 

■.24 

.02 

.18 

4.70 

Taunton 

...do 

.72 

'(ill".'. 

tV 

■'ii 

.70 

T. 

.38 

.os; .... 

T. 

.37;.... 

.43  1.05 

.21 

.32 

.64 

5.65 

Turners  Falls 

Conneelicnt 

■fi7 

.72I 

r 

t"  ■ 

.22 

.15 

.25 

.51 

.59  1.58 

T. 

.46 

5.40 

Ware" 

do 

.15 

"5 

.12 

.... 

,20 

.16 

.04 

'.'38 

.06 

.43 

.04 

.'•23 

.94 

.68 

.27 

.05 

'.'23 

.15 

'.'25 

5.12 

Webster" 

Blackstone 

-30 

.42 

.46 

T. 

■■49 

.20 

.05 

.04 

.07 

.J,- 

.21 

.22 

.■20 

.56 

.47 

.08 

.  11 

.41 

4.29 

WestCiunmington 

Connecticut 

2.04 

.611 

.02 

.03 

.21 

.17 

T. 

.20 

.24 

■1 

.48 

.52 

2  22 

.02 

06 

T. 

.32 

7.13 

Westlield" 

.   ..do 

T. 

.84 

.12 

T. 

.34 

.08 

.  17 

.60I.... 

■.'2,8 

1.33 

1.50 

.10 

T. 

.33 

5.75 

Weston 

Charles 

.43 

.77 

.01 

tV 

t. 

.63 

T. 

.111.... 

'.■33 

. 

.62 

.4,S 

.91 

.48 

.34 

T. 

.33 

5.44 

WostOiis** 

t^.nnecticut 

.05 

.65 

.02 

!o3 

".62 

.18 

.05 

...    t.... 

.30 

.18 

.45 



'.'i7 

.87J1.40 

.33 

4.70 

West  KnMand*  .... 

...do 

.60 

.50 

.30 

.... 

.42 

.'22 

.04'    .. 

'.'is 

.13!.... 

.73 

.05 

T. 

.07 

.6S|  .40 

'.'08 

■;ii 

25 

4.78 

Williaiiistown    .... 

Hudson 

.85 

.24 

t. 

T. 

T. 

.47 

.09 

2.00 

.89 

T 

..51 

5.38 

Winci.en.lon"  ... 

Connecticut 

.21 

.49 

.'33 

.;:. 

.04 

.35 

..30 

.02 

.25 

.15 

.41 

11 

■.'02 

.56 

.44 

.16 

'.'07 

.36 

4.27 

Worcesfr 

Blackstone 

.36 

1'.  02 

T. 

.55 

'.'i? 

T. 

.22 

't.' 

.18 

.64 

.69 

.83 

.02 

.30 

■'i'.' 

.23 

■'62 

.... 

5. -23 

Kho,le  iKlami 

Blook  Island' 

Coa^t    

.64 

.12 

T. 

.15 

.69 

T. 

.20 

.05 

.03 

.03!.... 

.01 

.70 

1.16 

.01 

.14 

....1.51 

.02 

4.46 

Kingston 

....do 

.58 

.22 

.12 

.40 

■'.25 

.28 

'.'.'.'\  .02 

.08 

.63 

1.36 

.37 

•42 

.46 

5.19 

Portsmouih 

..   (iO 

.55 

.23 

i' 

.01 

tV 

.76 

t'. 

.43 

T, 

.18 

2.' 54 

.29 

.77 

5.76 

Providenee' 

...  do 

.68 

T. 

.01 

'.■56 

T. 

.20,.... 

.04 

.05 

.32 

.81 

1.17 

.02 

.33 

.53 

5.03 

Coniii'ci.iCHt 

1 

Ballic^S  

Thames 

.65 

..52 

.08 

.74 

.23! 

.24 

.55 

2.00 

.76 

.68 

6  45 

Barkhauistcad-  .  . 

Connecticnt 

1 .  in 

'.'96 

.43 

.09,  .03 

■.06 

.09 

'.'03 

.35 

.5liL62 

.07 

.'6-2 

'.'•ie 

6.  54 

Hridgepon 

1.  46 

.  6.>1 .... 

T. 

T. 

.'io 

.74 

T       .. 

.05 

'.{0 

.48|2.50|.... 

.07 

'.'48 

.02 

6.62 

Burlington'^ 

<:op.iiecticnt 

1.34 

.Hh 

.30 

■.'27 

■■*■ 

.I4I.... 

.08 

■■04 

37 

'.'06 

.61.1  .81 

•2.12 

.27 

■.'67 

.55 

7.87 

Colchester       

Co.ist 

.85 

.71 

.08 

■.01 

'.03'  .57 

.29 

.12 

. . . . 

.19 

.48  1.98 

.14 

.23 

'.13 

.48 

6.29 

Collinsville'' 

Connecticut 

1.13 

.74 

.'20 

.21 

'.'iai  ., 

.05 

■.'65 

.38 

'.'28 

... 

..37 

.61 

1  88 

.15 

.08 

.05 

.47 

6.83 

Cream  Hillt 

Honsatonic 

1.74 

1.01 

■."61 

'.'32 

.28 

T.' 

'.'08 

1 

.24 

.63 

.49 

;o3 

.07 

.12 

.25 

7.00 

Danhury  " 

..,d>. 

1.76 

.62 

.62 

.04 

.01 

"A'} 

.68 

.01 

T. 

.31 

.19 

'.'06 

;;;: 

.35 

I'.SC 

.80 

.05 

.27 

7.09 

Falls  Villages 

Honsatonic 

.72 

.80 

.01 

T. 

.03 

.02 

.43 

tV 

.04 

'.'64 

.19 

.48 

.13 

- 

.21 

.46 

L90 

.03 

.32 

5.81 

Hartford  ' 

Connecticut 

Coast 

1.05 
.40 

.12 

.91 
.50 

T. 

t 

■.'20 

.■73 

'.'84 

.15 
.30 

.09 

T. 

.50 

'."i9 

.01 

.77 
.65 

2.00 
2.36 

,02 
.35 

.22 
.30 

'.'48 

■■90 

7.05 

Lake  Konomocl.  .. 

6.99 

Marion    

Quinnipiac 

1.13 

.83 

T. 

.06 

r. 

.76 

.08 

.10 

'.28 

.48 

1.84 

.02 

.22 

■.'66 

.31 

6.17 

Mt.  Carmel    

...Coast    

.73 

i' 

.82 

i'V 

T 

.09 

T. 

.66 

T.' 

T. 

T. 

T.' 

.08 

't. 

■^20 

't.' 

.46 

.95 

.•21 

.16 

't. 

t. 

.53 

4.89 

New  Haven' 

...   do 

.05 

.64 

tV 

10 

.01 

.76 

T 

.05 

.10 

■.'03 

.70 

.94 

.09 

.53 

4.53 

New  London  

..  do 

AS 

.26 

T, 

t 

.18 

'^72 

t" 

.14 

t; 

.04 

.05 

... 

..50 

2.35 

'.'08 

.19 

* 

'.70 

5.34 

Norwalk  

...  do 

1.61 

.47 

".■ii 

T. 

.10 

.11 

.66 

I. '27 

.07 

• 

.43 

5.44 

Putnam  . 

Thames 

Honsatonic    

LOS 
.95 

.79 
.85 

.02 

.05 

.11 

■.'70 

•iV 

T. 

.25 
.3?, 

T 

'.'.'.'. 

.05 
.47 

::, 

.08 

.55 
.65 

T 

.63 

I   64 

't. 

.05 
.07 

.09 

.46 

.48 

Salisb'iry 

,64|-2.18l  .07 

6]87 

Storr>  

Willimantic 

.81 

.02 

.43 

.30 

.15 

.45 

't. 

.62 

2.05    .02 

.27 

.50 

6.35 

Waterbury 

Coast 

1.16 

88 

T. 

.04 

59 

T. 

.07 

.10 

.55 

L80 

T. 

.20 

.24 

'.'65 

5.91 

W-stbrook    

...  do 

.59 

^49 

/oi 

T. 

'.'is 

.68 

T.' 

.05 

;i5 

.57 

1.98 

.03 

.12 

.08 

.53 

5.58 

West  Hartland* .  .. 

Connecticut 

...do 

.70 

r 

.91 

T. 

T. 

.... 

.25 

1.60 

.10 

.15 

.... 

.12 

'.■'1 

T. 

.65 

.60 

1.56 

.03 

2.90 
.25 

T.' 

'.■45 

.40 

5.92 

Windsor  Locks.... 

't.' 

'.■77 

5.79 

1  page  84  for  explanation  of  refereii 
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iy  Tein-peratui  es  lor  Ncvei^ber,   li 


if  (line 
,rtt  *  M 

Bar  Harbor |  Mufiinnm'. 

Cariboult iMmuumn 

Eastport'.    ;  Maximum 

Farmington J  Maximum 

^""'^^^^ iMUnLm 

o-'""- !^J1^^= 

Greenville  « i  J'!"'.' 

Houlton j  MKximum 

Lewis  ton 

Miiiimuiii 
Ladison  3 )  Miixiiiuiii 

I  .Miinnuiiii 
MillinocketS ;  ^mxiimui 

)  Mill 
North  Biidgton J  Maximum 

(  Mini 
Oliltown  J  Maximum 

I  Minimum- 
Portland  • !  Maximum 

I  Minimum 
Presque  Isle  . . .  )  Maximum 

(  ^ti^imum  ■ 
RipogenusDam  t3....  j  Maximum 

<  Minimum- 
Rockland }  Maximum 

I  Minimum- 
Ramford      (Maximum 

*  Mm 
Vanceboro   >  Jiaximum 

(  Miuimum- 
Winslo w  t* (  Maximu: 


1 

Bennington i  Maximum 

'  Mini: 

BloomBeld  t \  -''laximum 

Minimum. 

Brattleboi o  ;i J  Maximum 

I  Minimum 

Burlington i \  Maximum 

(  Minimum. 

Cavendish  (Maximum 

'  Minimum 

helsea  |  Maximum 

Minimum  - 

Cornwall  t (Maximum 

(  Minimum - 

Craftsbury  Com j  Maximum 

i  Minimum. 

Dorset )  -Maximum 

Minimum 
E  lOSburg  Falls j  Maximum 

Newport  ;j  j  Maxi 

}  Minimum 

Northfleldi   jM 

(  Minimum- 

Rutland S  Maximum 

Minimum - 

8t.  A.lbans  (  Maximum 

'  Minimum 

^ee  paife  84  for  explanation  of  reference 


f<s 


CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


November.  1942 


Daily  Temperatures  for  November 

1942, 

1  Continued) 

Jay 

of  mon 

th 

Statior 

IS 

i 

1 

z 

* 

5 

6 

7 

1     « 

ll 

10      11 

12 

13 

14 

— 

(76 

!^^ 

18 

1  ^^ 

20 

21 

22 

23 

24 

il 

26 

1  ^" 

|28 

29 

30 

lii 

13 

Vermont 

I 

F 

1 

1 

1 

1 

1 

V 

1 

1 

St.  Johnsbury 

S  Maximum... 

68 

48 

ii 

1     4( 

49 

52 

511     43 

48 

66'     5' 

3 

34 

1    34 

1     3C 

i    4' 

58      55     49!     43 

41 

30 

3^ 

31 

4 

4     5 

48|    3' 

26 

30l.... 

43.6 

(  Mininr.un-..- 

-lb 

31 

1     28 

1" 

41 

26      25 

26 

2' 

3C 

1 

2- 

1     1" 

14 

•^ 

1     22     3 

29:    29 

27 

15 

9 

15 

3 

32     16 

15 

2i 

.... 

25.7 

,SomPrsi>t|| 

)  Maximum  ... 

5fc 

4C 

1     38|    3fc 

48 

4' 

53|     4 

4- 

54 

1    3 

3 

35 

r 

37 

541     6 

5 

1     53I     5b 

37 

26 

4C 

37 

4 

43      3: 

25 

33 

i 

41.8 

(  .Miniuuira-... 

4' 

2c 

26 

'^' 

1 

V^ 

3 

24 

19 

3 

1     29 

2 

11 

1 

5 

5'     1, 

1     161     0 

29 

3b 

14 

6 

2i 

43I     29|     18 

17 

K!!! 

21  6 

While  Itiver  Jet.  tt. 

\  Mii.xiauun  •  .- 

6: 

4>' 

4: 

50i     5£ 

501     40 

46 

5' 

44 

3 

44 

1   22 

3:^ 

!    5: 

'     60     56     5 

62 

43 

32 

36 

36 

4 

491     4 

32 

31 

4C 

46.0 

'  (  MiuiiMum.... 

3a 

•2f 

3t 

•2i 

r 

34 

2 

29 

26 

351    2^ 

2 

22]     18 

9 

201     221     29|     291     29 

24 

12 

IC 

18 

3 

4 

28 

18 

17 

8 

24.1 

Woodstock 

)  Maximum  ... 

6- 

54 

4' 

43 

4t 

5£ 

621    41 

46 

59 

51 

4 

45 

!     37 

34 

50      6 

5' 

501     64 

60 

31 

37 

34 

4 

601     45 

39 

31 

38 

47.3 

(  Minimum   ... 

47 

29 

38 

2f 

16 

3- 

27|     25 

26|    3 

2 

26 

It 

10|     181     2 

3" 

30     29 

26 

15 

17 

38 

■6-i 

19 

2b 

Ma,v.s.iW/i 

.>--f«s 

Amlu'i.st  3 

S  iMaxiuiuni  ... 

66 

St 

4- 

4e 

b-i 

5- 

56     43 

54 

er 

44 

4( 

51 

28 

39 

55l     58 

60|    5c 

68 

43 

37 

41 

37 

4 

49 

43 

34 

34 

43 

48.3 

)  Minimum.... 

3t 

3-2 

3-.^ 

26 

2 

41 

33     32 

30 

3f 

29 

2 

28 

21 

17 

2- 

1    25 

36 

36 

36 

27 

20 

15 

28 

3 

431     3C 

28 

24 

2' 

29.4 

Blue  Hil!t3 

i  iMa.ximum  ... 

es 

5- 

S'^ 

44 

5 

6£ 

54     45 

48 

61 

56 

4( 

49 

32 

35 

56 

64 

65 

5 

69 

63 

34 

39 

43 

46 

4J 

1     41 

34 

38 

49 

49.3 

■  (Minimum.... 

47 

3- 

33 

3 

3 

3S 

391     37|     32 

3' 

35 

2' 

28 

20|     16 

2£ 

4C 

4- 

3i, 

42 

34 

22 

21 

31 

4 

4C 

1     32 

25 

23 

32 

32.9 

Boston  I 

.  )  Alaxuiunn  ... 

71 

6C 

5t 

4fc 

5r 

62 

5 

1     48 

49 

64 

b-z 

4 

53 

3l 

3b 

69 

66 

69 

56 

70 

68 

37 

41 

45 

4! 

45 

46 

46 

46 

51.0 



(  ivlinimum.... 

4t 

4- 

37 

35 

33 

4£ 

4 

37 

3b 

4 

34 

3 

32 

20 

37 

41 

51 

44 

45 

28 

26 

26 

36 

44 

4-. 

43 

32 

3 

34 

:::: 

36.0 

BiocktonS 

)  Maximum  . .. 

71 

6" 

5fc 

4' 

54 

63 

62|    50 

51 

62 

62 

4- 

53 

45 

39 

58 

1     64 

61 

5- 

72 

70 

40 

42 

4f 

48 

4i 

38 

62 

50 

53.8 

■  i  Minimum.... 

54 

36 

3- 

33 

3l 

4C 

42|     34 

32 

32 

26 

2b 

22 

17 

26|     3 

4' 

41 

37 

38 

24 

20 

30 

4'. 

4 

40 

26 

22 

33 

33.2 

\  s[:\  xniium  .  .. 

61 

57 

43 

4.3 

51 

58 

5 

44 

51 

6; 

48 

43 

50 

30 

3b 

57 

64 

58 

56 

68 

42 

41 

39 

41 

4' 

45 

44 

40 

40 

45 

48.6 

5.^ 

3h 

42 

32 

23 

41 

36i    29 

27 

29 

38 

28 

27 

21 

17 

33 

49 

39 

41 

21 

17 

28 

44 

40 

27 

22 

32 

32.6 

Conrord  -i 

\   »i;i  \innim  .  .  ■ 

"I 

60 

52 

46 

53 

61 

56 

1     43 

54 

63 

4h 

4 

29 

39 

59 

69 

57 

55 

70 

65 

36 

42 

38 

48 

45 

42 

36 

39 

46 

60  1 



■  (  .Minimum.... 

39 

31 

36 

2.5 

20 

39 

■1^     25 

25 

27 

27 

2, 

29 

19 

17 

31 

2- 

36 

36 

2.J 

20 

13 

25 

38 

41 

30 

24 

27.8 

Kast  WareUamJl 

.  )   Uaxur.um  ... 

68 

65 

S8 

42 

46 

55 

65 

56 

55 

62 

61 

5 

50 

53 

■i-' 

i- 

59 

6: 

67 

66 

68 

45 

43 

62 

52 

48 

4b 

38 

53 

52.9 

(Minimum.... 

52 

3.- 

40 

31 

25 

30 

4c 

28 

31 

31 

38 

23 

23 

24 

17 

25 

31 

32 

34 

29 

44 

2ii 

16 

22 

40 

41 

27 

31 

33 

31.3 

Fall  Itiver 

.  (  .Max;!, mm... 

64 

58 

5b 

48 

53 

62 

5 

53 

52 

6 

57 

43 

53 

33 

4( 

55 

62 

58 

58 

67 

61 

41 

40 

47 

51 

46 

45 

3b 

44 

52 

49.5 

(Minimum... 

4S 

37 

32 

2t 

43 

38 

*j 

32 

36 

35 

27 

28 

22 

18 

43 

47 

40 

44 

37 

22 

19 

32 

44 

42 

32 

27 

25 

33 

32.0 

Fitchlmrg:!  

.  )  \Ui.:;iiuim  ... 

fic; 

(ir 

h' 

48 

54 

60 

58 

55 

62 

58 

40 

50 

33 

39 

-< 

71 

57 

59 

68 

63 

37 

44 

37 

46 

4u 

43 

34 

40 

42 

50.9 

)  Miiiiiiuim.... 

:-.i 

22 

23 

28 

26 

34 

25 

23 

21 

17 

2b 

33 

4b 

33 

35 

36 

21 

15 

25 

42 

33 

28 

30 

28 

30.2 

Kort  Dev«in.3 

\     ■•[,.  \  IMIIIII    . . . 

71 

41 

5.J 

60 

58 

43 

53 

6' 

5b 

51 

4b 

37 

35 

58 

69 

65 

57 

66 

6b; 

35 

41 

45 

47 

47 

45 

40 

36 

42 

51.6 

(  -Miiiinium 

4i 

47 

22 

42 

33 

23 

26 

25 

33 

36 

21 

19 

14 

28 

25 

4b 

3(_ 

33 

32 

20 

10 

22 

31 

42 

32 

25 

22 

17 

28.9 

Framingham3 

.  )  .'laxnhnm  . 

72 

67 

57 

46 

51 

61 

6( 

61 

51 

63 

62 

45 

6( 

41 

36 

58 

64 

62 

n 

711 

3b 

41 

43 

48 

48 

45 

41 

38 

44 

52.7 

'  Minimum.... 

.'.4 

34 

35 

32 

2o 

38 

3'. 

29 

35 

30 

37 

28 

27 

22 

17 

27 

28 

48 

3b 

36 

36 

23 

11 

28 

36 

42 

33 

28 

24 

32 

31.7 

<Jioucester3 

62 

5o 

52 

45 

49 

60 

53 

48 

48 

88 

55 

43 

50 

37 

36 

5- 

57 

54 

64 

65 

60 

36 

40 

44 

49 

46 

45 

40 

47 

49.2 

■  i  Minimum'. ;^' 

52 

40 

37 

34 

28 

44 

39 

33 

32 

41 

33 

28 

33 

24 

20 

35 

39 

42 

3b 

35 

35 

25 

21 

31 

44 

43 

36 

29 

25 

32 

34.3 

ITaverhiUS 

71 

62 

56 

47 

51 

62 

59 

46 

56 

67 

62 

42 

54 

41 

35 

5b 

65 

64 

55 

66 

66 

36 

40 

39 

49 

49 

44 

38 

39 

45 

52.1 

56 

4' 

36 

34 

27 

42 

40 

30 

34 

37 

40 

29 

31 

25 

20 

31 

37 

60 

39 

36 

25 

21 

27 

3b 

43 

36 

3' 

25 

31 

34.2 

n.vannis 

\    'UI.MIUUIIJ   .  .. 

65 

.".S 

56 

44 

49 

61 

5d 

54 

61 

57 

59 

48 

53 

38 

37 

54 

59 

55 

63 

60 

62 

40 

40 

50 

55 

51 

47 

37 

41 

52 

51.7 

56 

36 

40 

35 

31 

43 

41 

37 

37 

37 

40 

29 

29 

26 

20 

30 

4: 

47 

42 

36 

40 

32 

25 

29 

50 

43 

37 

29 

27 

36.2 

1  iw  i(>iire  3 

\    i;a.\l!iiuiii  .  .  . 

69 

58 

52 

47 

51 

61 

53 

45 

58 

63 

58 

54 

50 

33 

36 

59 

65 

57 

55 

67 

63 

40 

3b 

48 

45 

43 

36 

40 

44 

60.8 

/  Minimum 

48 

3.5 

35 

32 

26 

3b 

39 

30 

32 

53 

26 

30 

22 

17 

28 

31 

38 

35 

36 

31 

15 

■J5 

35 

41 

34 

27 

24 

27 

31.2 

LOVVL'113 

,  )  Maximum  ... 

OS 

.^9 

46 

46 

52 

57 

52 

43 

50 

6C 

44 

39 

47 

31 

37 

55 

67 

56 

54 

60 

43 

37 

39 

36 

46 

46 

40 

35 

37 

42 

47.3 

(  Minimum  .. 

55 

37 

37 

33 

26 

39 

38 

30 

35 

37 

29 

30 

26 

18 

31 

45 

37 

37 

37 

22 

IV 

27 

34 

40 

34 

27 

24 

30 

32.  4 

Nantucket  • 

.  S  Maximum... 

65 

57 

57 

44 

52 

63 

54 

56 

50 

56 

45 

55 

35 

43 

57 

60 

57 

60 

57 

40 

42 

52 

55 

48 

48 

38 

63 

63 

52  2 

/  Miiiiiu'.iin      .. 

4!) 

46 

41 

39 

40 

45 

43 

41 

3s 

3<J 

3b 

34 

35 

25 

24 

43 

48 

44 

42 

44 

40 

33 

31 

31i 

47 

44 

35 

32 

31 

37 

38.9 

New  Bedford 

\  Juaximum  ... 

64 

58 

56 

50 

51 

64 

56 

55 

61 

57 

46 

54 

3.!. 

40 

54 

60 

i,!i 

59 

66 

64 

42 

42 

52 

52 

48 

48 

39 

a* 

53 

53.1 

(  Minimum.... 

48 

43 

39 

37 

34 

49 

44 

40 

37 

47 

37 

34 

25 

23 

39 

46 

48 

46 

47 

38 

28 

2b 

40 

45 

45 

35 

32 

'   31 

36 

38.5 

Pitt.^tieldll 

62 

39 

49 

53 

51 

44 

50 

59 

39 

38 

46 

27 

34 

52 

60 

83 

52 

64 

44 

43 

37 

43 

46 

46 

40 

37 

35 

4.5.9 

■  /  MiVnmiiin   '.  ■  ■ 

56 

31 

3.' 

31 

21 

23 

32 

31 

32 

31 

35 

25 

27 

16 

14 

15 

25 

27 

36 

34 

43 

22 

16 

1" 

34 

40 

t 

23 

21 

25 

28  3 

Plymouth 

Provinceton-i; 

Spriui;  field 

\  .Miixiiiium  ... 

69 

61 

5ft 

46 

52 

64 

51 

50 

62 

63 

45 

?3 

40 

39 

49 

66 

59 

56 

70 

66 

41 

43 

46 

49 

49 

39 

41 

53 

52.9 

(  M;(i!lMlllll...- 

51 

30 

■y-> 

32 

26 

44 

28 

31 

32 

37 

25 

26 

23 

lb 

26 

40 

48 

38 

36 

39 

25 

19 

29 

44 

43 

35 

26 

23 

34 

32.8 

1  Vi'ii'iinmni.'.. 

i\ 

"59 

58 

"56 

'52 

60 

58 

'56 

53 

'63 

'63 

43 

'52 

"41 

"39 

"57 

"64 

'63 

"61 

"70 

'68 

■41 

■39 

■39 

'36 

'68 

"63 

41 

"36 

"■43 

53.2 

/  .Mininium 

51 

34 

34 

30 

22 

37 

37 

32 

311 

33 

37 

27 

28 

20 

17 

29 

27 

47 

38 

38 

37 

22 

16 

29 

33 

35 

31 

26 

21 

28 

30.8 

ytocUbridge 

62 

55 

49 

45 

51 

54 

57 

45 

52 

60 

5! 

40 

46 

29 

39 

68 

64 

57 

54 

66 

57 

37 

40 

39 

46 

47 

45 

31 

39 

40 

48.5 

41 

28 

36 

27 

18 

42 

30 

27 

32 

35 

26 

22 

29 

IS 

14 

21 

21 

?e 

31 

29 

32 

21 

27 

38 

40 

2b 

23 

19 

27 

27  7 

Swampscott 

.  )  Maxi'r.uim..'. 

6>i 

58 

49 

46 

48 

61 

49 

44 

48 

60 

43 

43 

50 

30 

35 

53 

57 

54 

65 

.57 

36 

3b 

44 

48 

46 

43 

36 

46 

45 

48.7 

(Minimum.... 

41 

37 

33 

28 

46 

38 

31 

29 

43 

32 

27 

30 

19 

17 

32 

37 

40 

35 

36 

29 

22 

19 

29 

40 

40 

29 

26 

26 

29 

31  6 

TauiitonS 

68 

60 

55 

46 

54 

64 

60 

50 

52 

62 

43 

52 

38 

39 

57 

62 

57 

55 

71 

64 

38 

41 

45 

511 

47 

43 

38 

41 

62 

52  2 

(  Miuimum  — 

58 

32 

37 

30 

19 

42 

24 

28 

28 

37 

22 

22 

24 

14 

26 

29 

47 

34 

29 

38 

22 

11 

28 

46 

43 

36 

27 

18 

34 

30.7 

West  CuBnuington 

(  Maximum  . 

57 

49 

41 

50 

54 

42 

49 

58 

57 

37 

44 

31 

33 

57 

65 

85 

62 

64 

60 

37 

40 

34 

46 

46 

43 

31 

32 

37 

47.2 

/.Minimum.... 

45 

26 

32 

27 

14 

30 

30 

26 

24 

25 

32 

19 

20 

15 

11 

18 

24 

38 

30 

30 

35 

16 

22 

33 

40 

30 

22 

16 

29 

25.5 

WestfieldS 

.  \  Mi.ximum... 

66 

53 

48 

46 

51 

59 

56 

45 

54 

63 

59 

40 

5" 

34 

40 

57 

62 

59 

57 

70 

65 

39 

39 

37 

47 

50 

46 

33 

35 

41 

50.2 

56 

sij 

37 

32 

20 

36 

35 

30 

28 

27 

33 

22 

19 

15 

21 

21 

46 

39 

32 

37 

23 

12 

2.i 

33 

45 

33 

26 

18 

28 

29.4 

William3towr.3 

j  Maximum  ... 

GO 

■J  4 

49 

4! 

48 

51 

46 

49 

51 

51 

46 

42 

43 

35 

35 

53 

59 

64 

49 

62 

5h 

39 

4(1 

40 

45 

46 

46 

31 

35 

46 

47.1 

■  i  Minimum  ... 

44 

32 

39 

25 

20 

27 

23 

31 

32 

38 

28 

28 

31 

IS 

lb 

23 

26 

47 

36 

33 

28 

23 

16 

27 

40 

40 

29 

27 

24 

24 

29  2 

Woi'cc.5tei'3 

.  i  Maximum  . . . 

67 

58 

50 

45 

63 

57 

54 

47 

53 

68 

56 

39 

49 

31 

3b 

59 

66 

58 

5f) 

69 

62 

38 

44 

34 

45 

45 

44 

34 

36 

44 

49.6 

46 

3! 

35 

29 

21 

36 

35 

29 

27 

27 

33 

27 

25 

20 

17 

29 

32 

43 

37 

36 

36 

21 

14 

25 

34 

42 

32 

26 

22 

29 

29.9 

Rlindf  h 

and 

Block  iMand' 

i  Maximum  ... 

65 

58 

57 

47 

51 

60 

54 

66 

50 

62 

55 

45 

53 

33 

44 

52 

67 

67 

54 

60 

60 

39 

43 

53 

61 

48 

49 

37 

55 

4b 

51.8 

47 

46 

41 

38 

38 

51 

46 

44 

40 

46 

37 

33 

25 

25 

42 

47 

49 

47 

51 

39 

28 

32 

39 

46 

44 

34 

32 

34 

36 

39.7 

Kingston 

.  i  Maximum... 

67 

56 

56 

47 

51 

62 

55 

64 

51 

56 

42 

53 

38 

39 

64 

61 

60 

60 

67 

60 

38 

44 

46 

48 

47 

47 

38 

50 

52 

52.0 

/Minimum.... 

47 

31 

37 

27 

22 

45 

38 

32 

32 

29 

31 

22 

24 

23 

18 

29 

31 

37 

31 

31 

37 

24 

1.5 

31 

43 

42 

32 

24 

21 

29 

30.5 

Portsmouth 

(  M:',xi>m;m    .. 

66 

f. 

58 

47 

53 

64 

61 

54 

53 

63 

64 

45 

55 

36 

39 

55 

62 

53 

56 

65 

63 

40 

41 

48 

52 

62 

47 

39 

46 

52 

53.1 

'  >ii::iin'iin   - 

50 

35 

34 

28 

43 

41 

36 

33 

38 

32 

27 

28 

23 

19 

30 

38 

47 

38 

40 

37 

23 

2,i 

33 

44 

41 

31 

25 

24 

34 

33  8 

Providence  ' 

\  ..iaxiiiium  •  ■  ■ 

70 

59 

54 

46 

50 

62 

55 

61 

51 

62 

.52 

43 

53 

34 

40 

69 

66 

60 

59 

71 

61 

37 

40 

45 

4b 

46 

44 

37 

63 

51 

62  0 

(  .uiniiiunn 

47 

39 

34 

29 

45 

43 

35 

35 

42 

33 

33 

34 

23 

21 

36 

42 

47 

43 

46 

31 

25 

21 

35 

42 

42 

32 

29 

2b 

33 

35.4 

Connecticut 

Bvidgepoit3 

\  Maximum  ... 
■  (Minimum.... 

64 
47 

61 
33 

57 
40 

48 
33 

54 
30 

60 
43 

54 
41 

56 
39 

52 
36 

63 
45 

58 
36 

43 
27 

52 

30 

36 
24 

40 
20 

54 
32 

60 
32 

62 
48 

60 
35 

71 
44 

61 

40 

43 
26 

41 
21 

35J 

48 
41 

63 
46 

50 
36 

37 

28 

50 
23 

52 
30 

52.7 

31.7 

Cream  Iliilt 

.  \  Maximum  ... 

6i 

54 

51 

42 

50 

51 

56 

44 

51 

67 

55 

39 

44 

30 

36 

57 

64 

56 

60 

67 

63 

36 

42 

36 

43 

45 

45 

32 

36 

41 

48.1 

(  Miuimum  ... 

42 

34 

32 

28 

26 

40 

H5 

37 

32 

38 

32 

24 

27 

18 

29 

39 

47 

36 

42 

35 

22 

17 

30 

■ib 

45 

30 

22 

20 

31 

31.0 

Danbury .'. .. 

(Maximum... 

63 

50 

45 

53 

58 

56 

48 

56 

46 

46 

50 

30 

41 

58 

65 

60 

5,-! 

71 

47 

45 

46 

41 

47 

51 

44 

41 

45 

45 

51.1 

■  (  Minimum.... 

56 

38 

31 

16 

35 

36 

29 

29 

30 

37 

24 

28 

23 

15 

23 

23 

26 

29 

37 

45 

24 

12 

27 

37 

43 

34 

2B 

20 

28 

29.6 

Hartford  ' 

_  \  Maximum  ... 

68 

60 

51 

4S 

63 

55 

47 

53 

63 

49 

44 

52 

31 

41 

56 

63 

61 

5b 

72 

60 

39 

42 

40 

50 

51 

45 

37 

44 

45 

51.3 

'  Minimum  — 

45 

33 

3.S 

30 

23 

43 

36 

34 

33 

34 

30 

24 

23 

32 

30 

36 

33 

42 

32 

23 

19 

32 

40 

45 

30 

26 

23 

29 

31  9 

Mt.  Carmel 

.  )    !-,x!imm,  ... 

65 

59 

49 

48 

51 

.59 

56 

52 

65 

62 

43 

42 

52 

36 

40 

59 

60 

59 

68 

60 

39 

43 

39 

47 

50 

43 

36 

48 

44 

50.6 

(  .Minimum  ... 

37 

27 

36 

31 

24 

42 

32 

31 

28 

36 

24 

21 

29 

22 

14 

24 

39 

23 

47 

3.5 

20 

13 

30 

3b 

40 

40 

21 

17 

25 

2.S.  6 

New  Haven  ' 

(Maximum... 

64 

60 

55 

48 

51 

55 

54 

52 

63 

50 

44 

52 

32 

38 

60 

61 

58 

69 

02 

40 

41 

42 

50 
42 

62 

49 

37 

52 

46 

51.7 

■  (Minimum.... 

45 

37 

39 

34 

30 

49 

43 

41 

48 

33 

30 

25 

22 

37 

41 

49 

42 

50 

36 

28 

24 

35 

49 

32 

29 

29 

33 

36.8 

New  London    

.  S  Maximum    .. 

68 

65 

58 

49 

56 

62 

59 

55 

56 

62 

62 

47 

53 

49 

41 

62 

62 

61 

67 

67 

44 

47 

46 

48 

51 

50 

43 

46 

53 

54.8 

(Minimum.... 

57 

36 

38 

34 

28 

48 

43 

37 

44 

38 

28 

32 

24 

22 

36 

34 

50 

41 

32 

32 

26 

22 

36 

43 

47 

35 

27 

26 

36 

36.3 

Norwalk 

,  j  Maximum... 

63 

57 

49 

54 

60 

57 

56 

55 

64 

57 

44 

53 

47 

43 

55 

61 

63 

61 

73 

66 

50 

43 

43 

49 

53 

61 

41 

47 

49 

54.2 

1  Minimum.... 

49 

28 

39 

28 

23 

36 

39 

34 

34 

33 

35 

24 

26 

24 

19 

24 

25 

42 

31 

38 

42 

22 

15 

35 

43 

46 

37 

27 

20 

27 

31.6 

Putnam 

(Maximum... 

67 

58 

53 

46 

52 

56 

50 

61 

45 

59 

58 

40 

51 

29 

37 

57 

65 

69 

57 

71 

69 

38 

41 

41 

46 

46 

38 

35 

39 

50 

50.5 

■  (Minimum.   .. 

48 

28 

32 

30 

20 

33 

30 

25 

29 

30 

25 

22 

25 

20 

17 

30 

29 

44 

33 

33 

37 

28 

11 

28 

37 

42 

28 

24 

22 

29 

29.0 

Salisbury 

i  Maximum... 

6:3 

62 

51 

45 

48 

60 

52 

46 

47 

55 

55 

37 

43 

37 

36 

63 

59 

57 

.53 

63 

62 

47 

48 

41 

43 

45 

43 

35 

3ii 

39 

48  4 

(  Minimum  — 

34 

27 

26 

18 

36 

30 

30 

28 

31 

29 

19 

20 

16 

10 

22 

27 

44 

31 

32 

38 

28 

12 

25 

34 

38 

29 

18 

16 

29 

27.0 

Sterns  3 

j  Maximum  ... 

65 

56 

52 

44 

51 

67 

48 

53 

48 

40 

49 

27 

34 

56 

64 

58 

55 

67 

58 

37 

41 

39 

45 

46 

4! 

34 

49 

41 

48.9 

(  Minimum.... 

41 

33 

33 

28 

26 

41 

30 

32 

28 

23 

27 

20 

18 

82 

29 

42 

39 

21 

17 

82 

39 

41 

28 

26 

22 

24 

30.1 

Waterbury 

S  Maximum  ... 

67 

61 

56 

55 

54 

60 

52 

58 

64 

47 

46 

(Minimum.... 

50 

31 

37 

38 

■22 

45 

32 

31 

46 

27 

32 

"23 

19 

'31 

"'28 

28 

"28 

39 

39 

20 

16 

"]7 

'39 

45 

"26 

32 

20 

20 

'si'i 

Westbrook    

S  MMximum... 

65 

62 

57 

50 

65 

61 

55 

56 

62 

61 

47 

56 

41 

41 

55 

63 

66 

60 

67 

64 

44 

46 

44 

47 

51 

47 

41 

46 

52 

54  0 

(  Minimum.... 

57 

27 

38 

J! 

19 

44 

29 

30 

26 

29 

19 

22 

22 

J! 

24 

23 

37 

29 

30 

42 

18 

12 

29 

43 

41 

33 

20 

14 

27 

29.0 

See  page  84  for  explanation  of  reference  marks 
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GENEKAL,   SUMMARY 

The  tirst  winter  mouth  of  the  season  was  attended  by  the  usu- 
al characteristics  of  cold  weather:  zero  and  below  zero  therni- 
oiueter  readings,  snow,  sleet  and  glaze.  The  first  ten  days  were 
variable  as  to  temperature,  which  averaged  slightlj''  below  norm- 
al, and  there  were  several  unimportant  occurrences  of  snowfall. 
A  brief  warm  period  at  the  In'ginning  of  the  second  decade  was 
followed  by  persistent  cold  tlirough  the  '2'2d,  during  which  peri- 
od sub-zero  readings  were  frequent  over  large  portions  of  the  Sec- 
tion, and  records  of  low  temperature  of  lotigest  duration  were 
established.  The  remainder  of  the  month  was  relatively  warm, 
but  not  sufficiently  so  to  counterbalance  the  temperature  defici- 
ency previously  established,  and  the  month  on  the  whole  aver- 
aged considerably  colder  than  normal.  On  r)ecemher  2d,  the 
pressure  fell  to  tlie  extraordinary  low  readings  of  28.17  inches 
at  Caribou,  Me.  to  28.68  inches  at  Block  Island,  R.  1.;  and  on 
the  27th,  barometer  readings  rose  to  30.99  inches  at  Caribou 
and  to  80.84  inches  at  Nantucket.  For  the  Section  as  a  whole, 
and  for  the  period  of  time  involved,  the  recorded  range  of  baro- 
metric pressure  during  this  interval  is  probably  of  record  pro- 
portions, and  particularly  at  Caribou.  Total  snowfall  and  pre- 
cipitation slightly  exceeded  normal,  with  general  indications  of 
run-of¥  being  a  little  above  normal.  Ai  the  close  of  the  month, 
snow  cover  was  measured  in  various  portions  of  the  Connecticut 
River  drainage  area,  indicating  a  water  equivalent  for  future 
run-off  ranging  from  about  2  inches  to  6  iriciies.  On  the  80th, 
a  glaze  storm  of  severe  intensity  sharply  attacked  mid-portions- 
of  Massachusetts  and  adjoining  portions  of  Connecticut,  Ver- 
mont and  New  Hampshire,  with  attending  damage  to  tree  limbs, 
poles  and  wire;  a  :d  general  transportation  was  heavily  impeded. 

TEMPERATTJRE 

The  average  monthly  temperature  for  the  Section,  based  on 
115  records,  was  22.2'^^,  wbicli  is  4.8'^  iielow  the  mean  for  the 
past  55  years.  The  average  temperature  for  the  northern  divi- 
sion was  18.5°;  for  the  southern  division,  26.2°.  Tlie  highest 
monthly  me.an  was  32.7°  at  New  London,  Conn,  the  lowest  was 
9.7°  at  Ft.  Kent,  .Me.  The  highest  recorded  was  59°  at  Vance- 
boro,  Jle.  and  at  five  stations  in  ^Massachusetts  on  tbe  2d;  the 
lowest  was -85°  at  Lake  Frontiere,  Me.  on  the  19th  and  20tb. 
The  greatest  monthly  range  was  79°  at  Vancebcro,  Me.;  the 
least  was  5G°  at  Hoosac  Tunnel,  Mass. 


PRECIPITATION 

Tiie  average  monthly  precipitation  for  the  Section,  based  on 
!95  records,  was  4.74  inches,  which  is  1.88  inches  above  the 
ni^^an  for  the  past  55  years.  The  average  precipitation  for  the 
northern  division  was  3.'-<8  inches;  for  the  southern  division, 
5.52  inches.  The  greatest  monthly  amount  reported  was  9.01 
inches  at  North'iridge.  Mass.;  the  least  was  1.52  inches  at  New- 
port, Vt.  The  greatest  amount  in  24  hours  was  3.71  inches  at 
Lake  Cochituate,  Mass.  on  the  1st.  Tbe  average  number  of  days 
with  .01  inch  or  more  of  precipitation  was  11.  which  is  1  aiiove 
the  mean  for  the  past  55  years. 

The  average  snowfall  for  the  northern  division,  based  on  91 
records,  was  15.4  inches;  for  the  soutbern  division,  based  on  88 
records,  9.7  inches;  for  the  Section,  based  on  179  records,  was 
12.6  inches,  which  is  1.6  inches  above  tbe  mean  for  the  past  55 
years. 


WIND,  SUNSHINE,  CLOUDINESS  AND   HUMIDITY 

The  prevailing  direction  of  the  wind,  based  on  185  records, 
was  northwest.  The  average  velocity,  based  on  the  records  at 
16  stations,  was  11.1  miles  per  hour,  which  is  0.4  mile  per  hour 
above  the  mean. 

The  sunshine,  based  on  the  records  at  14  stations,  averaged 
41  percent  of  the  possible  amount,  which  is  2  percent  below 
the  mean. 

Cloudiness  was  somewhat  above  the  mean.  The  average  for 
the  Section,  based  on  187  records,  was  9  clear,  7  partly  cloudy, 
and  15  cloudy  days. 

The  monthly  relative  humidity,  based  on  the  7:80  a.  m. 
and  7:S0  p.m.  observations  at  14  stations,  was  77  percent, 
which  is  the  mean. 


COMPARATIVE  DATA     (  Northern:  Maine,  New  Hainpshiie,  and 
Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut.) 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December,   1942 


Climatologicai  Data  for  December,  194S 


Temperature,  in  degrees  Fahrenheit  |        Precipitation,  in  inches  No.  of  days    I 
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15.1 

■?. 

12.2 

2 

15  0 

30 

12.5 

30-31 

14.9 

31 

19.3 

30 

17.0 

30 

6.2 

30 

n  9 

30 

22.3 

30 

25  9 

2 

22.2 

Civil  Aeronautics  Auth. 

B.  L.  Hadley 
Walter  Tiinrston 
Samuel  E.  Kamerling 
U.  S.  V\  eather  Bureau 
U.  S.  Weather  Bureau 
Augusta  Water  District. 
Baugor  Hydro  Klectric  Co 
Mrs.  Haniiaii  1.  Hatch 
State  Normal  School 

C  W.Norswortliy 
G.  E.  Buchanan 
Samuel  D.  .Soule 
U  .  S.  Weather  Bureau 

William  U.'(  umming 
p.  M.  'I'ripp 
Union  Water  Power  Co 
Bang(jr  Hydro  Klectric  Co. 
Great  Northern  Paper  Co- 
Union  Water  Power  Co. 
Greal  Northern  Paper  Co 
Herbert  Bi  swell 
Ralph  F.  Webber 

C.  L.Chadboiirne 
Thomas  \V.  Clark 
Univ.  of  Maine 

V.  S    Weather  Bureau 
Me.  Kxiieriment  Station 
Great  Northern  Paper  Co 
Oliver  W.  Holmes 
Charles  A-  Mixer 
Ruth  Durgin 
Union  Water  Power  Co 
Guy  W.  Butler 
HolIinKS>vorth  fi  Whitney 
St- Croix  Paper  Co. 


U.S.  W 


Bureau 


Univ.  of  N.H. 

Union  Water  Power  (;o. 

Cuun    Valley  Lumber  Co. 

R.  R.  Ricker 

F.J.Soutbmayd 

State  Sanatorium 

Frank  15.  Leavitt 

Dartmouth  College 

N.  11    Research  Forest. 

Wendell  Lees 

C.  F.  Robbins 

Artbnr  W.  Marshall 

Lewis  Blanchard 

Public  .Service  Co. 

.Androscoggin  Kes    Co. 

Peuidclinck  Water  Work.. 

E.  K.  Tobey 
II.  P.  Shepard 

F.  A.  Smitli 
J.  B.  Dodge 

Mrs.  Hatlie  G.  Trow 
Claude  Baker 
Kenneth  Berry 
V-  S.  Bureau  of  Fisheries 


U.  S.  Weather  Bureau 


B.  K.  Hydro-Electric  i;o. 
State  Fish  Hatchery 
ifeorge  L.  Cooper 
Raymond  L.  Brown 
U.S.  Weather  Bureau 
Cen.Vt  P.  S   Corp. 
Mrs.  Theo.  G.  Taplin  ttt 
Sarah  E.  Lane 
Mi  s  E  M.  Dustin 
Rufus  S.  Gilbert 
N    E.  Power  Co 
J.   F.  Deviiis  t11 
L.  H    Poineroy 
Gilman  Paper  co. 
Fred  Mav  ttl 
Frank  Hall 
Rev.  A     15    Crichton 
U.  S.  Weather  Bureau 
N.  E.  Power  Co. 
E    E.  Ordway 
George  II.  Ross 
B  W.  Fisher 
Fairbanks  Museum 
George  Briggs  ttt 
N.  E,  Power  Co 


See  page  92  for  explanation  of  reference  marks. 
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Climatologrical  Data  for  December,    1942,  i  Continued) 


I  trtnont 
doinersellt^  •  ■• 

Voniout* 

SVuterbury2(near) 

VVost  Burke- 

West  K»rtlor(12   .. 
White  Kiver  Jc  U 

WhitiiiKhaiiiS 

Wilder^ ••• 

WiliuiiigtOM- 

Woodstock 

For  State     •  ■  • 
.Mif^Mtcliinellg 

A<lillll^||2 

AmIierillS 

A8lilandt<     

Beochwood  *• 

Blue  llill+»   

Bosio:il 

Boylotou* 

Brockton 3   

Chester** 

Ch.iStertield" 

Chestnut  Hillll^.  < 

Oliutou.s. 

Cou(ord3,5 ■ 

East  Warehamlis 

Fall  lUvor 

F'itci rB3,4 

FortUeveiiS  

itrauiiub'iiaiii3,-«.- 

Kra.ikliu**  

Uiir.iiier**. 

QlourosterS  ...•■■ 

Gieeiitield  

Grotoii  ** 

H-.>r<lwi<-k»» 

U'llchville*' 

HavcrhillS 

Hijath**;     

Holy(ilte2. • 

HoosaoTuiiuelp  • 
Hubhardston'*--- 

Hyaiinis^  

Ipswich'* 

Jellersoii" •• 

Lake  CochitualeSt^ 

La\vr.-no«3 

Lowell3,4  .... 
Mantilieid".  .. 
Mid.llohoro**.. 
Muldletoii2  ••■ 
.MiUord'*  


Nanluiket*   

New  Hydford 

NorthhiidRH**.  ••• 

Peiiil.rokt-" 

Peru'* 

Petersliani* 

l'ittslieldl|2 

Plainlield** 

Plymouth 

Priucetoii* 

Pro\  iiiotowii 

Rockport 

Segrngaiiseti! 

Shelhuriie  Kallsi|2 

Soiit'il.ri.igH** 

Soath  Kgremout**. 

Spot  Poii.1  ■» 

SprillBlield    

Sterlings 

Stock  bridge 

Swainpscott 

Taui)tou3 

Turners  Palls 

Wa 


Web-ter  •* 

West  Cummington 

VV(?stfield*'3 

Wn»ton3    

WestOtis** 

Wc^t  Kntland<.   .  . 
Wllliainstowii3  — 

WiiichPudon*' 

VVorcp-it<!r3  

For  .State 

Hho'le  iKlfind 

Block  Islandl 

Kingston  ■•   

Portsmouth  

Provideu<'el       

Kor  State 


Windham  — 

Windham 

Washiuston. 
Caledonia 


Windsor.. 
Windham 
Windsor.. 
Windham 
Windsor.. 


lierksiiire  . . 
Uampshire  • 
Middlesex.. 
Norfolk  .... 
do  .... 

Suffolk 

Worcester  . . 
Plymouth  .. 
Hampdeu  .. 
Hampshire. 

Suffolk 

Worcester  .■ 
Middlesex  .. 
Plymouth  .. 

Bristol 

Worcester  •  • 
Middlesex.. 

do    .... 

Norfolk  ••. 
Worcester  . . 

Kssex 

Franklin  — 
Middlesex  .• 
Worcester  . . 
Barnstable.- 

lis.-.ex 

Franklin.... 
Hampden  .• 
Berkshire  .. 
Worcester  • . 
Barnstable  ■• 

Kssex 

Worcester  ■  • 
Middlesex  .. 

Kssex    

Middlesex  .. 

Bristol 

Plymouth  ■■ 

Kssex 

Worcester 
Worcester  .. 
Franklin  ... 
Nantucket-. 

Bribiol 

Worcester  . . 
Plymouth  .  • 
Berkshire  .• 
Worcester  . 
Berkshire  .- 
Hampsl'.ire. 
Plymoulh  .. 
Wtucester  . . 
Barnstable .. 


Bristol 

Franklin  ... 
Worcester  . . 
Berkshire... 
Middlesex  .. 
Hampden  ■. 
Worc'sier  . . 
Berksiiire. . . 

KSS(!X    

Bristol 

Franklin  -. 
Hampshire. 
VVoro-ster . . 
Hampshire.. 
Hampden  .  ■ 
Middlesex  . . 
Berkshire  .. 
Worcester  . . 
Berkshire  ■ 
Worcester  . . 
Worcester  .  ■ 


Newport 

Washiiifton 
Newport. . . 
Providence 


Temperature,  iu  degrees  Fahrenheit  Precipitation,  in  inches        :    No.  of  days 

g 


2_ 


■% 


+  1.91 
+  2.53 
+3.14 


4  1.  -27 
+  2.  U 
+  0.10 
+  3.00 
+  2.49 
+  1  19 
+  2.11 
+  3.07 
-0  03 


+  0.K> 
-0.15 
+  5.36 


+  2.  .53 
+  0  78 
+  0.03 
+  3.21 


+  0.flB 
+  1.59 
+  2.« 
+  1.71 


ill 


cv;   s  o 


L.  L.  Leun.ird 
Conn.,  Kiver  Power  Co. 
N.  K.  Power  Co. 
Ullmau  W    Ford  1tl 
EV!.  li   Uijubieday 
Civil  Aeronaulius  Autb. 
E   T.  t*ulton  lit 
llydio-Kleciric  Corp. 
Walter  A.lams  III 
Benton  .s.  Piniiey 


.Mass.  A;;r.  Exp.  Sta. 
Mel.  Walur  Works 
.State  Uept.  Public  Health 
Blue  Mill  Dh.sorvatory 
U.  S.  Weather  Bureau 
Jlrs.  l-oring  II.  Keed 
('ity  KuKineer 
State  Dept.  Public  Health 
State  Uept.  Public  Health 
Met.  Water  Works 
Met.  Water  Work.s 


ley 


'ubiic  Health 
'ubiic  Health 
'ublic  Health 


state  Dept.  Public  Health 

A.   \V    l.adcl 

N.  E.  I'owerCo. 

State  Dept.  Public  Health 

Stiite  Teachei's  I  ollege 

State  Dept,  Public  Health 

Carl  Bei-«..fr«iHl 


Public  Health 


Health 
Ilci.Uh 
Health 


iM,<   Health 

:;«s'" 


Bristol  Co.  A-r   School 
N    K.  Power  Co 
State  Dept    Public  HeaUb 
State  De[)t.  Public  Health 
Met.   Wmer  Works 


I  .  s    .Armory 

Met.  Water  Works 

N   sbit  U     l!:n.es 

Wcsloii  K.  Lewis 

Wiiter  \\'oiks 

Tiii-iiers  Falls  P.t  K.Co. 

.«tHteDept    Public  Health 

Slate  Dept  Public  Health 

■y.V.  \Vt;  it  bread 

State  Dept.  Piiblic  Health 

Westoti  Cnllei'e 

State  Dept    Public  Health 

Met   Water  Works 

Williams  Collew 

State  Dept  Public  Health 

Clifford  T,   Davis 


i:  S  Weather  Bureau 
Airr.  F.xp.  Station 
Ai?r.  Exp.  Stivtion 
U.S.  Weather  Bureau 


See  page  92  for  explanation  of  refere 
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Climatologrical  Data  for  December,  1942,  (Continued) 


Connecticut 

Baltic''!,5 

Barkiiitiiiati-aai!.. 
Bridge porlS. ...... 

Buriiugioiia 

Colcliaster 

Collinsville2 

Cream  Hillt 

Danburyll^ 

Falls  Villageii.s  .. 

Hartford' 

Lake  Koiiomoot.  • 

Marion 

Mt.  Carmel 

New  Haven' 

New  London  

Norwalk  

Putnam  

Salisbury 

8torrs3. 

Watcrbnry  

West  brook 

West  llHrilanils.. 

Windsor  Locks  ■  •■ 

For  State-     .. 


New  London 
l.uol.fleld  ... 

Fairfield 

Hartford. 
iSew  London  ■ 
Hartford    . . . 
Litchfield  ... 

Kairtield 

Litchfield  ... 
Hartford  •  •  . 
New  London. 

Hartford 

New  Haven  . 


Newl-ondon. 

Fairfield 

Winabiun.... 
Litchfjeld  ... 
Tolland   


Temperature,  in  degrees  Fahrenheit 


a^ 


Precipitation,  in  inches 


No,  of  days 


2S   § 


The  Baltic  Mills  Co. 

Water  Bureau,  Hartlord 

Bridgeport  Hydraulic 

Water  ISureau,  Hariford 

J.  F.  Bailey 

Edwin  It.  Wilder 

T.  S  Gold 

Sewage  Treatment  Plant 

Conn.  Power  Co. 

U.  S.  Weather  Bureau 

New  London  Waterworks 

Helen  N  Upson 

B.  W    McParland 

U.  S.  Weather  Bureau 

Dept.  of  Public  Works 

I,.  M.C;omstoth 

U  S   Weather  Bureau 

F.  Hurliman 

Apr    Exp.  Station 

W'illiara  .1.  Pape 

James  Rintoul 

Water  Bureau,  Hartford 

U.  S.  Army 


DATES  OF  misc;elz.aneous  phenomena 

Pressure,   Wind 

Kumidity  and 

Sunshine 

.-J./^-orcs.— 8-lOth,  21st. 

Hflog.  h.uiar.—  1st,  nth,  13-14th,  Ifi-ISth,  20-22d. 
H'lios.  solar.—  1st,  lO-Uth,  16-l7th,  22- 23d,  25th,  27th. 
Hail .  —  (dates  and  general  location) — 2d,  scattered  over  west- 
central    New  Hampsire,   extreme   western    Massachusetts   and 

Stations 

Sen  Level 
(extremes-incnes) 

Wind 

Relative 
Humidity 

if 

2 

J 

i 

1 

1 

s 

i 

a 

1 
00 

a 

d 

1 

■J. 

if 

northwestern  Connecticut. 

Thanderstorms. —  1st,  south-central  Connecticut;   2d,  general 
over  extreme  western  Maine,  central  and  southern  New-  Plamp- 
shire  and  adjoining  portions  of  Vt.,  and  the  southern  di\isioii. 

Fog,  dense.—  11-Mth,  28d,  28-30th. 

Amherbl 

Block  Island  .... 

BhieHili 

BOHioH    

hin'.-.umou 

Caribou 

concord  

30.  yo 

30.  S5 
30.  8S 
30  90 
30.  ?9 
30  99 
30.  97 
30  92 
30  97 
30.94 
30.89 
30.84 
30.87 
30.94 
30.94 
30.  t<8 

27 

27 
27 
27 
27 
27 
27 

^^ 
27 
27 
27 

27 
27 
27 

28.  57 
28.68 
28.  51 
28.  49 
28-49 
28.17 
28.  45 
28  42 
28.25 
28  46 
28  59 
28.67 
28  65 
28.45 
28.40 
28.61 

2 

2 
2 
2 
2 
2 
2 

I 
2 
2 

2 

2 

6.7 
21.2 
18.9 
13,5 
10.4 
12.7 
8.1 
13  2 
7.5 
4.5 
9  6 
13.3 
9.8 
7.5 
9.9 
10.3 

48 
57 
71 
47 
35 

■33' 
46 
23 
26 
37 
3S 
34 
30 
47 
49 

w. 

se. 

s. 
w. 

sw. 
sw. 

sw. 

2 
2 
2 
2 
22 

'2 
2 

3 
2 
2 
2 
2 
2 
2 

78 
79 
72 
85 
88 
79 
75 
90 
87 

80 
85 

78 
76 

68 
63 
56 
72 
79 
51 
67 
76 
71 
61 
68 
71 

'hk' 

57 

70 
69 
61 
78 
86 
66 

82 
82 
71 
75 
78 

67 
70 

48 
48 
40 
39 
23 

36 
43 

'33 

50 
53 
51 
26 
50 
40 

1246 
1032 
1212 
1132 
1124 
1705 
1352 

Sleet. —  (dates  and  general  location) —  12tli,  scattered    over 
southern  Maine;  22-23d,  scattered  over  Section;  27th-31st,  fre- 
quent and  widespread  affecting  all  or  mncli  of  Section   (glaze 
widespread  and  severely  datnaging  on  28-30th). 

Greenville 

1593 
1417 

Hartford 

Nantucket      

Nev,   Haven 

Ncrtlilield 

ITovi'.lfiil'e.  '.'.'■'■'■■ 

1200 
1014 
1130 

1474 
1302 
1126 

Daily  Total  Solar  and  Sky  Kadiation  Received  on  a  Horizontal  Surface. 


:  Gram-calories  pei  sq  cm. 


Station 

1 

2 

3 

4 

5 

7 

8 

9 

10 

11  1  12 

13     14 

15 

16 

17  1  18 

19 

20  1  21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Monthly 

rxotal  Radiation 

80 

„ 

139 

197 

168 

X61 

172 

220 

29 

147 

79    132 

22 

220 

no 

115 

229   220 

211 

183 

233 

87 

130 

57 

143 

191 

104 

30 

26 

» 

172 

132.1 

rMilto^J"?!-^:]  Normal  Radiation 

154 

150 

147 

144 

140 

136 

136 

135 

135 

134 

134    133 

133 

132 

132 

131 

130    130 

129 

128 

129 

127 

126 

125 

125 

124 

124 

123 

125 

127 

129 

132.5 

Uv.  Cldns.  (0-10) 

10 

7 

5 

2 

4 

3 

5 

0 

9 

10       5 

10 

6 

10 

7 

3       4 

2 

5 

0 

10 

7 

10 

6 

4 

10 

10 

10 

10 

3 

6.3 

Tenths  of  daily  total  radiation  considered  in  av 


EXPLANATION  OF  REFERENCE  MARKS 

Except  as  othorvvise  indicated  observations  are  generally  mad"  late  in  tl;t'  altcrnoon.  near  sunset,  ai;d  preiipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  obser- 
vations. Maximum  and  minimum  temperatures  recorded  at  this  time  are  nearly  always  correct  for  the  ilate  on  wliich  they  are  recorded  The  departures  from  the  normal  tem- 
perature are  computed  from  the  averages  of  the  entire  period  for  stations  having  10  or  more  years  of  recird.  Departni es  of  precipitation  u  ith  15  years  or  more  of  record  are 
computed  from  a  normal  or"sta.ndard  mean"  ad.iusled  to  a  uniform  :j.'i-year  period;  fcir  stations  of  10  to  1 1  years  of  record  the  means  for  tlie  period  of  record  are  used.  Refer- 
ence letters  »,'',°,  etc.  appearing  in  t!ie  table  indicate  nuint)er  of  days  missing:  for  exampl",  ^  n-prese  ^ts  two  days.  etc. 

t  Po^t-office  addresses  of  these  stations  are  as  follows:  Maine  -  Bra.ssua  Dam.  Rnckwood:  Hiram,  West  Baldwin:  Ripoienus  Dam.  Millinocket;  Winslow,  Waterville;  — 
New  Hampshire  —  Kir.^t  Conueeticnt  Lake,  Pittsburg:  N.-m  Durham,  .\lt'.n:  Pinkham  Notch,  Goriiam;  York  Poi;.i.  Berlin:  -  \'ermont  -  Bloomfield,  North  Stratford.  N.  H  ; 
Cornwall,  Miil<!l'  bury  :  >rays  Mill,  Colrain,  Ma^s. :  >S.  arslmrg  Stition,  Wilmington:  Somerset,  Wilmington :  N'frnon.  Shelburne  Falls,  Mass.;  -  Massachusetts-  Ashland,  Fram- 
ingham:  Blue  Hil'.  Milton:  Lake  Cochituate,  Krainingliani :    -  Connecticut  -  Cream  Hill,  West  Cornwall:  Lake  Kononioc,  New  London. 

tt    NotiiK  hided  in  summaries  ttt     Observer  for  New  England  Power  Co.  T       Tr*ice.  precipitation  is  less  than  .01  inch  rain  or  melted  snovr. 

*    Precipitation  included  in  that  of  next  mf  asurement.  •*    Record  furnished  by  Massachusetts  Department  of  Public  Health  ;  precipitation  measured  in  morning 

recorded  as  of  preceding  date.  +    Precipitation  measured  with  recording  gage.  ++    Observation  taken  at  1.30  a.  m.,  recorded  as  of  preceding  day. 

I  Regular  Weather  Bureau  station;  precipitation  and  temperature  are  for  24  hour  period,  midnight  to  midnight.  ^  Precipitation  measured  in  morning;  amount  recorded 
is  for  preceding  24  hours  (ending  on  date  eni"red).    3  Thermometers  not  supplied  by  Weatlier  Bureau.    *  I'recipitation  measured  in  morning  recorded  as  of  preceding  date. 

5  Observations  irregular. 

II  Observations  tak'Mi  in  morning;  maximum  then  read  is  charged  to  preceding  day  on  which  it  almos'  always  occurs.        §    Also  on  other  dates. 
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Daily  Precipitation  for  December,   1942 


Drainage  basin 


I  10  j   11  I   12  I 


l-h 


.6|: 


■27      28     29     30 


Maine 

Biingorll 

Bar  Harbor 

Brdssua  Duuit-  . . . 

Bruusivick 

CaribuiiU 

Eabtpurt' 

East  Wiuthrop  ... 

Ellsworth 

Eustis 

FHriiiingtoii 

Kc  Fairtielddir.) 

Fort  Kent 

Gardiner 

GreenvillelJ 

Hiramt      

Houltoii   

Jacknian 

Lewistoii 

Machias' 

Mailisun 

Middledam 

Milliuockel^ 

Milo   

MooseheadS 

North  Bridgtou  . . 

OMtowu 

Orono 


sle 


)>»mt^ 


T:ie  Forks'  . 
Dpper  Daiu 
Vauceboro  . 
Wiiislowt''. . 
Woodland.  . 


Self  Utwipshire 

BerlniZ 

Bethelehem 

Coi.cordi 

Di.xville  Notch= . . 

Durh.mi 

Erroi      

V'.:-  •  i>nu.  i,aket' 
>  nam 

Kaiiiptou 

Hanover 

Hillsboro^ 

Kearsarge 

Keeiie 

Lakeport2 

Lincoln  "''  

Manchester 

Milan 

Naslum* 

New  I»nrliam2t... 

Newnort^ 

No.  Stratford* 

Pinkham  Notcht. 

PLvmonth 

W".  Stewartstown* 
Wolfboro  Falls..., 
York  Pond* 


Mt.  Wa<hington«. 

''ermont 
Bellows  Falls*.  ... 

Bennington 

BlooinHel<it 

Brattleboro2 

Burlinertoii  * 

Cavendish 

Chelsea 

Cornxviillt 

Craft^bnry  Com.  .. 

Dor.'ift. 

Ea.^t  Barnet* 

East  Ryegate2   . . . , 
Eiiosburg  Falls  — 

Gilman , 

MaysMill't  

Newfane* 

Newport:i 

NorthlieldJ 

Readsboro' 

Rochester* 

RMt!;llwl 


iry  . 


.:rs  (near)2 

\^'  -r  !i,irke2 

Wrsi  Hartford*... 
Whit«!  River  Jit. tt 

Whitineham* 

Wilder* 

Wilmington* 

Woodstock 


Penobscot 

Coast 

Kennebec 

Andri'scoggin. 
St.  John 

Kennebec 

Coast 

Kennebec 

....do 

St.  John 


Kennebec  .  . . 

...do 

SacQ 

St.  John 

Kennebec .  . . 
.\ndroscoggln 


Konnel)ec  .  . . . 
.■\ndoscoggin  ■ 
Kenob.scot  . . . 
Presnnipscot  . 
Kenn»bec . . . . 
Presumpscot  . 
Penobscot   . . . 

....do 

Coast 

St.  John 

Penobscot   . . . 

Coast 

Androscoggin 
Kennebec  . . 
Androscoggin 

Si.  Croix 

Kennebec  .  . . . 
St  Croix  


Androscoggin 
Connecticut .  . 
Merrimac  .  . . 
Androscoggin. 

Coast 

Androscoggin, 
Connecticut  . 

...do 

Merriniac  .... 
Connecticut . . 

Coast 

Connecticut.  . 
Merrimac .... 

Saco 

Connecticut.  . 
Merrimac  .  ... 

...do 

...do 

Androscoggin. 
Merrimac  .... 

do 

Connecticut.  . 

...  do 

Saco 

Merrimac.  ... 
Connecticut .  . 
Piscataquis.. . 
Androscoggin . 


Connecticut .  . 

Hudson 

Connecticut.  . 

do 

Champlain  ... 
Connecticut.  . 

do 

ChaniplHin  . 
St.  L.wrence 
Champ'ain  ,. 
Connecticut. 

do. 


Champlain  ... 
Connecticut. . 

...do 

..do 

St.  Lawrence  . 
Champlain 
Connecticut.  . 

..do 

Champlain  ... 


....do. 
...  do. 
....do 
....do. 
....do. 
...do. 
....do. 
....do. 


.52!  1.18 
.3»| 
.77   T 


.02    .02 

tV  T, 


.  44|  .  2:< 
'.  93  T, 


. . .  3.  :^ 

.101.3 
.03|   .6 


.78 

.52 

.42i   .68' 


I         I        I 


.10  T. 
T. 
T. 


.02 

.06    .02 

.0' 

.04    .01 

.05 


.01    .01    .03 


'.Oil  -041' 


Iff 


-I  T- 
.05 


36 
20 

1.07 
.06  1.22 


2.  ml 

5.27 

i.vn! 

.4h 

4.77 

.6BJ 

.Hh 

4.12 

l.fiH 

5.20 

■H 

.16 

2.85 

3  29 
3.77 
4.15 
5.86 
2.42 
2.66 
4.75 
2.67 
4.14 
4.62 
1.88 
2.93 
4.82 
4.88 
5  37 
3.08 
4.44 
6.  35 
2.88 
4.54 


4.02 
3.52 
5.29 
3.48 
2.61 

4.y<> 

3.18 


4.72 
3.  34 
6.19 


6.34 
3  91 
5.59 
3.60 
5.59 
5.69 
4.18 
1.84 
5.56 
4.26 
2.57 
5.77 
4.12 


4.82 
3.92 
2.59 


3.72' 
4.22 
2.18^ 
2.34 
2.10 
1.81 
6.12- 
5.34 
1.52' 
3.43- 
4.33 
3.43 
2.3* 
2.68 
2.64 


6.42 
2.72 
5.66 
4.62 
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Daily  Precipitatic 

n  for  December, 

1943,   ( 

Continued) 

Station.s 

Drainage  Basin 

Day  of  month 

d 

1 

2 

3 

4 

° 

6 

7 

8 

9 

10 

11 

12 

13  1  14 

15 

16 

17 

18 

19 

20 

21 

22  1  23 

24 

25 

26 

27 

28 

29 

.30 

31 

H 

Mnsxachufelts 

.85 
.72 
.01 
.01 
1.75 
1.00 
2.1rt 

.06 
I 

■r 

T. 

.02 
.■62 

T. 

* 

.;» 

't.' 

iV 

.02 

.05,  .28 
.31,.... 
.  39  . . . . 

'.■('13 
.08 
T. 
T. 

'.'65 

.03 
■1' 

T.' 

.05 
.07 
.02 
.03 

'.'64 
.18 
.30 

'.'65 

'.'is 

.20 

'!6i 

.09 
.  14 

'.'oc 

■.'24 
.'O6 

't.' 

0:^ 

.08 

'.'27 
.10 

■1- 

...      .43 

'.'67 
.46 

.47 

.02 

.92 

.97 
.51 
.41 
.70 
.72 

.70 
.46 
.35 

.67 
.47 
.74 
■31 

.66 
.30 
.22 
.78 
.24 
.30 
.61 
60 
.61 
.96 
.90 
.14 
.48 
.36 

.49 
.62 
.4( 
,34 
.53 
.38 
.,55 

.38 
.63 

.83 
.66 
.18 
.24 

.08 
1.33 
1.20 

.66 

.16 
.55 
.24 
1.03 

.87 
.68 
.54 
.14 
.96 

1.08 
.26 
.34 

1.03 
.51 
.S7 
.38 
.59 
.1^9 

.9r 

37 
1.14 

.63 
.44 
.39 
.74 
.65 
.41 
.24 
.21 
65 
.22 
.53 

.28 
1.17 
.06 

1.17 
2.33 
1.  IL 
.80 
1..54 
1.57 

1.00 
1.07 
1.01 
.91 
3.12 
1.98 
.33 
.84 
L22 
2.73 
1.11 
1.0b 
.80 
1.87 
1.13 
.86 
.4( 

i;o9 

1.29 
1.04 
.62 

^■V 

1.20 
.36 
1.85 
.86 
.66 
.75 
1.06 
1  04 
1.26 
.23 
.86 
1.03 
.50 
.75 
2.03 
1.05 
.85 
.79 

.82 

■v.' 

3.' 02 
.01 

'.'38 

■r.' 

'.'08 
■1- 

1.67 
1.26 

'.■36 

3.' S3 

i.'6.3 

1.20 
1.26 
'I'. 

i.'i9 

".89 

't'.' 

2.  82 

Aiiiherstt 

(Joiinecticnt. 
Charles 

.74 
3.1b 
1.41 

T. 

6  03 

A-:hlaiul1< 

6  89 

.13 

r. 

.08 
.14 

.29 
.19 
.12 
.11 

.04 

'.'04 

14 

.15 
1 

.06 

't.' 

'.'.'. -d')'.  .'....'. 

T. 
T. 

:::: 

T. 
T. 
T. 
T. 

T. 

.42 
.48 
.42 
.08 
.34 
.20 
.23 
.3( 
.33 

■.■45 
.30 

T. 
T. 

^25 

T. 

'.'i4 

4  72 

Broi  kloii 

Coast 

Cunnei-ticut. 

foa-V'-.:::::: 

.Merrimac  .  .. 
....do 

3.44 

Chester" 

1.'2U  ]oi; 

1.  S8!  .03 
0313  Of 

1.09 
1. 18 

6.19 
5.51 

Chestnut  Hill' 

Clinton* 

'.'46 

.... 

.03 

't'.' 

'.'64 

■■'r'.' 

T. 

.29 

:": 

'.'02 
.'63 

.'6s 

.17 

'.'6i 
'.'05 

:i^ 

.03 

■.'03 
.01 
.St' 
.31 

't.' 

T. 

:::: 

.03 
T. 
T. 

T.' 

.02 
.05 

.46 

'.'64 

1 

.01 
T. 

.oi 

'.03 

.'46 
28 

.14 

.05 

"An 

.04 
.04 

.12 
.05 
.24 
.28 

'.'ii 

.25 

4.83 
6.  CO 

■r. 

.  03  . . . . 

.12 

.28 
.10 

'.'62 

6.45 

1.01 
..5.i 

r 

■.■63 

'i',' 
.04 

t" 
'1 

'r" 

•;:: 

7: 

Kail  River 

FitchbuiK^ 

McrniiuH'   ... 

...do 

...d(p 

<'!:;irl.'S   

Connecticut. 

.20 

I.  'II 

.    ..[.05 

';53 

4.05 
5.68 

Fort  Devi-n^ 

't.' 

.0,51.... 

5.28 

i-. 

.... 

13 

i 

.31 
.60 
67 

'.',50 

.85 
.43 

.... 

.:"". 

'.'65 
T. 
.49 

.55 
T. 

'9  --idl  '1" 

'.'26 

.■ii 
.10 

.13 

.09 

.30 
.18 

■.'ii 

'tV 

i'.' 

1    v; 

'.07 

.09 

.09 
.  32 

.28 

.36 

'.'o-i 

■■"!■■•■ 

Gardu.T"' 

GloncfM.-r 

1.171      - 
...    11.17 

.  19 
.2t 
.23 

'.'26 
".'32 

■.'6.5 

■.■35 
.23 

.55 

.05 

1 

.10 

.22 

.33 

'.'20 
.... 

.2i 

.08 

".V2 
T. 

.11 

.14 
.17 

.'ii 

.07 
T. 
.24 
.15 
.11 

■^40 
'.'26 

't.' 

T. 

't.' 

3.78 
4.66 

Hanluirl.*'. 

Cuiii.ccticul  . 

McVrimac'.';: 
(.■onnecticut. 

...do 

. .  do 

•Jo 

.'.\io. '.'..'.'.'. 
:.bu-iliiiac  .  .. 

'.iiarlcs 

Mci  riiuac  .  . . 

....Uo 

Coast 

....do 

83 

4.67 

Hatclivd:  "■      ... 

Havrvhill     

Hcati," 

Hol.vc.Uc-' 

Hoos,;c'lrnn-.'i-.  .. 

.53 
'V. 
1.3C 

.97 
1.85 

2  33 
.10 
1.47 
1.49 

■^.^ 
2.04 

'.'oi 

.23 
.01 
.05 

t' 

T. 

■'oi 

T. 
T. 

'.'02 

.'6i 

T 

.... 
'i'. 

■.••20 

■'oi 

■.'65 

.27 
.20 
.25 
•i'. 
.03 
.19 

'.'24 
.36 
.35 

3.53 
5.51 
5.73 

6!  06 

llyai:i,i-- 

Il«vvicli" 

JefTers..n5 

T 

T 

3.83 
5.00 
6.81 
7.58 

Lawrence 

.  50I2.  30 

.... 

.18.... 
.  29I .  .  . 
.  3R' .... 

.  K!  . ... 

i\';';7 

4.55 
6.49 

Mansfield" 

MiddlebDro" 

1.72 
1. 11 

.02 

2-?t 
.02 
2.40 
1.65 
.79 

T.' 
.08 
.01 
T. 

T. 

.... 

".in 

.31 
.03 
T. 
T. 

T. 
T. 

'.'O'i 
■V 

T. 
T. 

'.'oi 
.02..., 

.... 

.25 

.24 

.■i" 

■.'26 
'.■i9 

■.'io 
'.  i.5 

.18 

't.' 

■.'20 

't. 

•,•,.•■ 

.20 
.15 

.10 

.15 
.  12 

■'ii 

■'ia 

.14 
.14 

■'lo 

.20 
■.'26 

;::: 

■.'64 
T. 

'.'62 

.42 
42 

48 

4.82 
3.89 

5.15 

Jlilfonl" 

li'iUi;ii:  V- 

Charles 

Bhickstone  . . 
Coniicctieut. 

Co,i.,t 

do 

3.51 

'63 

''1 

6.  90 
6.71 

Jlontague  City^ .  .. 

Nnntii<^Uetl 

N.'W  Kcdiurd    .... 

Northbridgp" 

Pembroke" 

1 

:::;r;39 

.05 

■■« 

'.'23 

'.'20 

24 
.51 
.22 

'.'22 
.33 

'.'I8 

'.'68 
.16 

.... 
.... 

't.' 

'.'46 
1.14 
.66 

.77 
.93 
.66 
.61 
.38 

1.20 
1.61 
.91 

5.98 
4.56 
3  84 

Piackstone 

3.40 
1.07 
.91 

1.  u; 

i.'52 
.20 

1.32 

2.  02 

■.'25 
T. 

'.'32 

1:3.5 
.01 

.85 

1.74 

■;:: 

.50 
.96 

■v.' 

.02 
.05 

.08 

.  (h 

T. 
T. 
.11 

■.'65 

'.01 
T. 

T.' 

".65 
■.'oi 

T. 
T. 

■.'62 

'.'oi 

T. 
f.' 

T. 

.15 

■.'01 
T. 

t" 

::; 

f.' 

.30 
.34 

'.'17 
.11 

■1'" 
.4.^ 

'.'27 

9.01 

Coast 

Conueclicut. 

Hou^ato'nic'; 
Connccti.-ut. 

Mc'rrin.ac  .    . 

(■oa.st 

...d- 

...do 

Connecticut. 

■riiaines 

Honsatonic.. 
Coa-t....   ... 

Mcininac  '.■. 
Hon.sabjnic   . 

Coast 

...do 

Connect  ient 

.05 

T. 

3.41 
4.33 
4.42 

Fitt-lield"' 

Phiinlii-ld" 

Hlynionlii 

5.24 

6  15 

5^43 

Rockpoit 

Segn'gans.'t-' 

Shelbiirn^-  Kiills^  .. 

South  i;;,M'vr.i..nt" 

Spot  IVin.H 

Spri.isiicld 

.... 

T. 

.69 

.10 

1.50 

T. 

3.90 

T. 

T. 

1'. 

'.'14 
^06 

'.■46 
.  2f, 
.33 

.36 
.42 
,28 
.09 

26 
.35 

2' 

.28 

.16 
.01 

.06 
.03 
.01 

T. 
.15 
.0.3 

.01 

T. 

.01 

T. 
T. 

.02 
.07 
.02 

T.' 

■.'65 

.06 

.01 
.11 
.16 
.  15 
.23 
.09 

.10 

.... 

.'30 
.21 

.08 

■.'2i 

T. 

T. 
.18 
.15 
.02 
T. 
.09 

.14 
.27 

'.'■76 
1.00 
.28 

1  20 
.65 
.40 
.48 

1.15 

1.24 
.69 
.63 
.92 

.42 
.95 

1.07 
.7.1 
.29 

.30 

is 

13 

1.10 

1  14 
1.55 
1.12 
2.30 
3.14 
1.60 
1.64 
1.27 

2  53 
1.15 

..50 
1.85 

70 

.87 

1.02 

2.14 

1.5' 
1.81 

.69 
1.49 

1  70 

1  74 
2.04 

1.40 
1.17 

\z 

IS 

1.45 

IS 

2.15 
1.80 
1.60 

2  05 

1.60 

'.'22 

'.'68 

.... 

':' 

.90 
.10 

■i'go 
't.' 

1.59 
'■.11 

1  63 
T. 
1.43 

.61 

'.'22 
.92 

T 

■'.10 

.01 
T. 

3.80 

6.82 
5.93 
6.13 
5.31 

.20 

.  30 
.08 
.20 

.06 

5.96 
5.78 

fill! 

't'.' 
.23 
.70 

.90 

5.01 
4.09 
3.96 
6  20 
4.79 

Webster" 

Black.-toue    , 
Connecticut. 

..do 

Charles 

Connecticut. 

.do 

lllld^on 

(  nmiccticut. 

l.'JI    .01 
.08  1.68 
1.44  .... 
....3.28 
I.I5I  .02 

1.12  r. 

i.'22i:;;: 

.0011.79 

.SRI  ..52 
.l,-,2.08 



.46!  .49 

4.51 

WestCnnnuington 
Westlield*' 

T. 

.01 

.291  .03 
01     .  'M 

.45 

7? 

6.78 
6.35 

Weston 

,21 

.25 

.24 
.34 

..50 
.39 

.35 

■.■45 

■57 
'I' 

1.00 
.15 
.11 
.67 
.35 
.69 
.26 
.46 

•i 
■90 

16 

.50 

•f 
.44 

' 

T. 

6.63 

West  Oiis"   . .   . 

1.19 
.77 

5.11 

West  Rntlin,<ll     .. 
WillianistowM 

T.' 

.12 
.03 
.02 
T. 

T.' 

.32 

.81 

4.  ,54 
3  SO 

.06 

■'' 

.60 
.34 

■35 

.■59 

.16 
.25 

.06 
■.'10 

T. 
T. 

r. 

'■'!•'.■ 

't.' 

.03 
■■!■■ 

'.20 
.62 
.13 

.12 
.10 
.05 
.02 

'.'20 
.05 
.08 
.05 
.20 
.01 
.04 
.08 

.'in 

.06 
.05 
.07 
.12 
.19 

.30 
.05 

... 

.10 

'.'i2 

.07 
.02 

.12 

■■{3 

.16 
.32 

.20 
.17 

.18 
.14 
.40 
.20 
.05 

!2.5 
.21 
.20 
.10 
.20 

]23 
.22 
.15 
..30 
.08 
.30 
.14 
.35 
.20 
.10 
.04 

T. 

.... 

■.02 

... 

.30 
T. 

.25 
.02 

.10 
.05 

'.14 

'.'22 

'.'si 
.22 

.06 
T. 

'.'08 

'.'24 

.29 
.34 

.14 
.20 
.08 
.27 
.13 
.18 
.22 
.18 
... 

:2.3 

.29 

.02 

.42 

.14 

T 

.12 

T. 

.44 

.34 

T. 

'.'05 
T. 

.50 

,33 
.84 

1  08 
1.02 

1.05 

.65 
.79 
1.25 
.,55 
.81 
.75 
.85 

.'tVl 
1. 10 
1.35 

.10 

bse 

1.00 
1.15 
1  01 
70 
.92 
1-20 
1.J8 

1.22 

I.  10 
.37 

.31 

.38 

.65 

.77 
.45 
.68 

;4o 

.69 
.70 
.64 
.17 
1.02 
.45 
.40 
.47 
.87 
.30 
.38 
.74 
.90 
.,57 

4.94 
5.96 

Block  Island  1.  ... 
King.^toM 

Coast 

....do 

.  do 

..do 

T. 

... 

T. 
^02 

T. 
.'02 

::; 

.... 

... 

5.36 
6.38 
3.84 

Providenoe' 

Coiinectieiit 
Baltic^,  6  

.78 

:i6 
'02 
^07 

.78 

■.02 
1.33 
.50 

2.80 
1.21 

l'  5R 
1   40 
1.33 
.75 
.80 
.55 
.73 
3.13 
1  56 

r 

.55 

6.39 
7  28 

Bj,rkhan)stoad^  .  . . 

Hndgcport    

Bnrlington^ 

(;o' Chester   

Coilinsville^ 

Cream  Hillt 

Danhnr.v  2 

Falls  VilUige2 

Hartford  ' 

Lake  Konoiiiocl.  .. 

Coni;ccticiit. 
Coa.-t 
Coiinocticnt. . 

Coast 

Connecticut. 
Housatoi.ic. 

Housatonic   . 
Connecticut. 

Coast    

Quinnipiac. 
.     C'oast 

...   do 

....do 

...  do 

T'lami-s 

Housatonic  . 
Willimantie. 
Coast 

.02 

.04 

... 

.02 

T. 

T. 

T. 
T. 

i'V 

::;: 

■.'05 
.'02 
.09 

.11 
.04 
11 
.14 
T. 
'I' 
.03 
.04 

T. 

.02 
'.'62 
■.'03 

■.'io 
.01 

.01 

T. 

r'.' 

't.' 

r: 

5.83 
5.91 
6  99 
5  60 
6.60 
5.74 
5  63 
4  18 
6.69 
8.77 
5.70 

Mt.  Carmel    

NewHavenl 

T. 

.05 

'.'65 
T. 

5.99 
6  49 
6  90 

Norwalk  

Putnam  . 

'.03  2'.  73 
.0.5[  .98 

T. 

T. 
'!■ 

T 
T. 

5.61 
7.71 

Salisbury 

5.85 

Storrs  

5.61 

Waterliurv    .   . . 

.03 
T. 

..50 
1.72 
1.00 
1.38 

.6O1I  7C 

5.  .54 

Westbrook  

West  Hartland*  .  . . 

...  do 

Connerticut. 
....do 

.45 

't'.' 

.38 
.85 

2.18 
2.48 

6.70 
5.35 

Windsor  Locks  ... . 

.84 

.08 

7.65 

See  page  92  for  explanation  of  reference  marks. 
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Bailj 

•  Temperatures  for  December, 

1942 

■^ 

Day  of  Mouth                                                                                                            | 

Strttioi 

■ 

_L 

3 

4 

5 

6 

JL 

8 

J- 

_H 

11 

12  1  1;! 

14 

Jil 

16  j  17      18  1  19 

20  1  21  1  22 

ill 

H 

25     26  1  27 

28 

29 

30 

81 

Mean 

.yfaint 
Bangor;: 

j  Maximum  ■ . . 

. 

61 

": 

32 

36 

37 

35 

31 

27 

88 

34 

19i     16 

18 

. 

16 

1 
7I     11    -3 

3,      2 

. 

»■! 

! 

87 

39 

29 

21 

23 

22 

40 

41 

26.7 

6 

11 

25 

26 

IS 

26 

16 

11 

9 

10 

28 

7 

10 

-11 

-17i  -3-16 

-17-14 

-10 

10: 

25 

21 

-4 

-6 

16 

16 

21 

15 

9  0 

Bar  Harbor 

1  Maximum.  •• 

36 

40 

34 

37 

36 

3s 

33 

30 

37I 

39 

40;     40 

30 

29 

27 

15      13      11 

5       3 

33 

34 

38 

39 

33 

22 

;« 

34 

33 

42 

31.2 

)  Minimui...... 

12 

31 

26 

27 

26 

24 

26 

20 

11 

121 

26 

28,     23 

9 

16 

14 

-11       3|  -6 

-14-11 

-7 

21 

24 

28 

20 

-3 

13 

18 

21 

26 

14.7 

CariboaJt 

)  Maximum... 

23 

40 

24 

24 

26 

27 

25 

19 

21 

311 

20 

24,     18 

11 

12 

2 

-3 

31-10 

-41    -8 

13 

20 

30 

28 

16 

12 

20 

17 

27 

32 

17.4 

1  Minimum.... 

4 

22 

16 

14 

9 

16 

13 

7 

—  1 

8! 

16 

\i  A 

-2 

-2 

-15 

-21 

-14-18 

-19-20 

-15 

11 

13 

—4 

-13 

8 

15 

14 

2.5 

Eastporti 

(  Maximum  ... 

34 

52 

30 

35 

35 

34 

28 

25 

38 

21 

26 

18 

6 

10       0       t  -2 

^ 

31 

37 

36 

32 

21 

30 

29 

37 

41 

27.8 

(  .vi-.iiuuuui.... 

11 

30 

26 

24 

26 

22 

17 

15 

18 

28 

271     21 

12 

18 

-4 

-12 

o!-13  -13-11 

24 

31 

14 

10 

21 

19 

28 

19 

14  8 

Faniiingtou 

*  Maximum  .  ■  • 

47 

31 

34 

35 

84 

31 

29 

39 

33 

31;     27 

25 

30 

21 

9 

15       2 

121       9 

18 

33 

36 

38 

34 

20 

25 

23 

31 

34 

27. 2 

).\Jimmum.... 

6 

18 

21 

25 

24 

27 

24 

16 

3 

7 

26 

25      10 

7 

-  2 

-17    -2J-15 

-17-12 

-13 

15 

20 

25 

15 

11 

15 

15 

18 

10 

10.3 

FovtKe.iC 

\  Maximum  •-. 

24 

38 

38 

36 

25 

27 

20 

20 

18 

32 

27 

22 

24 

23 

13 

10 

0       2    -1 

-2 

-3 

9 

18 

25 

26 

30 

20 

19 

17 

21 

31 

19.6 

0 

9 

16 

16 

7 

10 

12 

8 

-8 

1 

14 

16 

-2 

-2 

-13 

-23 

-11-17 

-21 

-23 

-15 

-3 

3 

10 

7 

-17 

-5 

-5 

14 

19 

—0-2 

Garainer 

IMttxiiuum... 

32 

52 

35 

33 

39 

37 

36 

33 

31 

39 

36 

36 

33 

26 

30 

29 

16 

15 

13 

8 

22 

34 

38 

38 

36 

24 

28 

26 

33 

42 

30.3 

i  Minniiiim.... 

5 

25 

23 

20 

24 

22 

22 

16 

7 

8 

26 

26 

15 

6 

13 

9 

-12 

-5 

-9 

17 

-15 

-10 

13 

25 

21 

23 

-3 

15 

14 

12 

20 

10.9 

Greenville  JJ 

i  Muximuni  -■■ 

34 

44 

23 

25 

28 

28 

26 

23 

26 

38 

29 

28 

24 

12 

16 

13 

2 

4 

-9 

-5 

-4 

17 

30 

39 

34 

27 

20 

24 

18 

33 

35 

22.  0 

22 

17 

18 

18 

23 

16 

13 

6 

9 

24 

7 

0 

s 

-16 

-18 

-11 

-24 

-25 

-19 

-14 

16 

21 

2u 

1 

-8 

12 

12 

17 

8 

5.2 

Houlton 

)   .MU.MllHHIl  .•• 

37 

45 

34 

34 

33 

30 

30 

29 

32 

33 

26 

24 

20 

15 

16 

14 

2 

5 

0 

—2 

-5 

15 

24 

25 

30 

23 

21 

21 

20 

22 

34 

22.8 

)  .Minimum.... 

-2 

24 

24 

18 

17 

14 

4 

5 

4 

16 

12 

3 

4 

5 

-1 

-20 

-5 

-15 

-22-20 

-13 

12 

11 

15 

11 

-14 

11 

13 

14 

22 

5.0 

Lewiston 

i  Miixunum    .. 

32 

49 

31 

33 

37 

36 

34 

32 

26 

40 

39 

34 

25 

23 

31 

27 

8 

16 

10       8 

27 

36 

37 

38 

32 

21 

24 

22 

40 

40 

28.7 

1  Minimum.... 

13 

25 

25 

25 

28 

28 

28 

20 

16 

16 

30 

25 

18 

12 

23 

-5 

-6 

1 

-12 

-12    -7 

-1 

2U 

29 

27 

13 

6 

19 

19 

21 

21 

15.0 

Madison  3 

j  .Maxiiiuini  ... 

29 

4S 

35 

20 

33 

33 

33 

31 

28 

38 

35 

32 

30 

26 

27 

21 

7 

14 

5 

9       6 

18 

30 

36 

36 

36 

22 

25 

23 

31 

37 

27.2 

i  Minimum.... 

20 

21 

24 

23 

28 

25 

15 

5 

9 

24 

26 

6 

6 

13 

2 

-14 

2 

-11 

-18-16 

-12 

12 

22 

24 

22 

18 

21 

10.3 

Millinocket  3 

)     .l.^XlllKlIll  .  .. 

28 

46 

45 

28 

30 

31 

29 

25 

26 

34 

29 

25 

27 

23 

19 

13 

5 

7 

3 

-3|  -2 

12 

28 

30 

34 

31 

20 

23 

22 

24 

34 

23.4 

(  .\linimum 

7 

21 

20 

20 

19 

23 

22 

15 

8 

7 

23 

22 

0 

4 

4 

0 

-15 

-12 

-14 

-20-17 

-10 

5 

16 

18 

12 

-15 

13 

15 

17 

22 

7.4 

North  Biidgton 

\  .Maximum  . .  • 

27 

47 

30 

34 

36 

38 

33 

31 

25 

37 

41 

35 

33 

25 

32 

26 

16 

0 

8       5 

27 

32 

39 

38 

35 

24 

27 

25 

34 

28.1 

(  Minimum.... 

» 

23 

21 

23 

25 

26 

24 

19 

7 

S 

25 

25 

15 

7 

15 

0 

-16 

-6 

-13 

-16-11 

-10 

12 

26 

25 

17 

—3 

17 

16 

l^ 

17 

Oldtown  

S  Maximum  . .  ■ 

2» 

52 

38 

■M 

34 

35 

33 

30 

27 

36 

33 

31 

28 

24 

26 

23 

14 

u 

g 

4 

3 

25 

31 

37 

38 

37 

18 

24 

26 

31 

41 

27.7 

1  Minimum. -.■ 

9 

28 

26 

22 

30 

23 

17 

10 

% 

28 

25 

16 

8 

13 

10 

-12 

2 

-8 

-15 

-10 

19 

25 

25 

lb 

-2 

18 

17 

20 

27 

13.7 

Portland  ' 

\  Maximum  .  •  • 

40 

52 

3.i 

38 

40 

38 

35 

28 

47 

43 

29 

24 

31 

27 

11 

21 

7 

14 

12 

32 

37 

38 

39 

35 

22 

27 

24 

43 

41 

31.8 

■ 

(Minimum  ... 

15 

24 

2(1 

26 

27 

25 

19 

]  1 

11 

31 

28 

17 

11 

23 

-5 

-12 

•2 

-12 

-15 

-7 

-0 

18 

31 

25 

14 

10 

20 

20 

22 

22 

14.2 

Presque  Isle 

j  Maximum  . .  • 

21 

40 

43 

44 

31 

34 

34 

25 

22 

33 

30 

30 

25 

18 

15 

12 

0 

5 

4 

0 

-5 

11 

21 

25 

32 

24 

10 

20 

19 

22 

34 

21.9 

)  Miuimura.... 

1 

15 

17 

15 

10 

is 

14 

11 

3 

6 

17 

19 

8 

2 

0 

-11 

-20 

-11 

-15 

-21 

-20 

-15 

4 

4 

24 

8 

-15 

9 

10 

14 

20 

3.9 

RipogeuusDamtS  .. 

)  Maximum... 

34 

38 

30 

30 

30 

24 

24 

26 

36 

30 

34 

30 

26 

21 

17 

21 

12 

6 

5 

-12 

-5 

20 

26 

34 

30 

82 

22 

27 

24 

S3 

33 

23.8 

)  Minimum... 

14 

16 

10 

10 

12 

17 

10 

12 

14 

17 

4 

2 

2 

4 

-20 

-20 

-18 

-26 

-26 

-19 

-e 

-2 

10 

13 

-18 

-16 

4 

10 

10 

14 

1.4 

Rockland 

Maximum... 

.S6 

51 

34 

37 

39 

41 

38 

34 

2.-( 

41 

42 

41 

33 

28 

33 

2b 

8 

18 

10 

9 

8 

33 

37 

39 

41 

34 

25 

31 

29 

35 

42 

31.2 

1  Minimum. .■■ 

3f' 

23 

21 

24 

24 

15 

11 

11 

2b 

31 

22 

14 

4 

-12 

0 

—11 

—16 

-12 

-7 

20 

27 

22 

17 

4 

18 

18 

23 

21 

13.  2 

Ruiuford       

\  Maximum  . 

26 

44 

30 

34 

34 

34 

31 

28 

38 

35 

33 

18 

30 

20 

6 

12 

-2 

4 

5 

17 

36 

37 

40 

29 

21 

27 

24 

32 

34 

26.  2 

)  Miuimum.... 

9 

20 

22 

25 

25 

20 

24 

17 

in 

10 

25 

18 

8 

5 

12 

-10 

-12 

-4 

-17 

-19 

-13 

-6 

1.0 

26 

28 

5 

-6 

16 

16 

19 

15 

10.0 

Vanceboro   

)  Maximum  ... 

26 

59 

43 

35 

33 

26 

33 

29 

26 

37 

27 

27 

30 

21 

26 

11 

10 

12 

-2 

-3 

23 

31 

31 

33 

32 

20 

25 

'J3. 

23 

37 

25.  S 

(Minimum.... 

-4 

52 

20 

20 

16 

21 

16 

15 

6 

4 

20 

20 

8 

0 

3 

-20 

-10 

-13 

-20 

-19 

-14 

7 

8 

13 

6 

—7 

12 

12 

22 

17 

5.T 

Winslow  \'i 

(  Maximum  .■■ 

32 
5 

40 
23 

32 

24 

35 

36 
26 

34 
24 

32 
18 

30 
9 

11 

39 

33 
26 

32 
14 

30 
6 

30 
14 

30 
12 

12 

-12 

14 
0 

12 
-8 

11 
-15 

12 
-13 

19 
-12 

30 
14 

38 
25 

37 
23 

f. 

35 
16 

33 
16 

26 
16 

33 
20 

40 
24 

30.5. 

13.0- 

Wooillaiulll  

)  Maximum' '.  '■  '■ 

35 

50 

28 

32 

31 

35 

33 

28 

25 

37 

30 

44 

35 

18 

24 

12 

10 

10 

8 

0 

1 

15 

27 

40 

34 

21 

20 

28 

21 

40 

39 

26.  2- 

(  .Minimum.... 

2 

24 

25 

23 

18 

17 

19 

14 

7 

4 

9 

22 

18 

10 

8 

8 

-IS 

-5 

-10 

-19-22 

-18 

-6 

10 

16 

12 

-2 

13 

14 

15 

19 

7.3. 

New  Hampmre 

Rfrlin  II 

)  Maximum  . .  ■ 
(  Miiiimt.m.... 

39 

'S 

24 

18 

26 
18 

2o 
23 

30 
25 

30 
22 

28 
15 

23 

34 
-3 

37 

IS 

39 

27 

27 

7 

23 
3 

29 
2 

16 

16 

16 

-15 

10 

-1£ 

-5 
-12 

-5 

-26 

2 
-26 

31 

-17 

34 

-10 

34 

14 

37 
23 

24 
12 

26 
—13 

30 

31 

15 

33 
20 

28 
26 

25.8 

»**"'"  11 

5.2 

Bethlehem 

(Maximum  ... 
(  .Minimum 

3U 

7 

47 
19 

2.S 

17 

23 

18 

27 
18 

27 
23 

25 
21 

27 
6 

2"l' 
4 

35 

8 

40 
25 

34 
23 

29 
13 

15 

25 
9 

19 
-6 

0 

-20 

—4 

—4 

-18 

-6 
-31 

0 
-24 

12 
-11 

32 

12 

34 

17 

33 

27 

30 

10 

23 
-1 

27 
18 

28 

37 
25 

36 
12 

23.9 

7.5 

fioncordi 

S  Maximum. 

35 

53 

33 

33 

36 

37 

35 

33 

28 

39 

45 

43 

26 

22 

33 

26 

11 

17 

4 

5        7 

31 

3b 

36 

41 

33 

23 

31 

27 

41 

30  4 

(  Minimum... 

13 

24 

22 

23 

25 

26 

25 

18 

8 

13 

26 

23 

14 

7 

22 

-5 

-10 

] 

-14 

-16I-I2 

-13 

18 

31 

24 

b 

—3 

20 

22 

24 

23 

12.4 

Durham 

}  Maximum  . . . 

41 

54 

37 

34 

39 

42 

38 

36 

35 

43 

49 

47 

34 

33 

32 

2n 

20 

18 

13 

12 

34 

42 

40 

46 

43 

30 

30 

31 

37 

43 

(  .MiiiJimnn.... 

Iti 

34 

22 

22 

20 

31 

35 

24 

i' 

10 

32 

32 

18 

10 

20 

lb 

-8 

—2 

2 

-18 

-7 

— 1( 

-6 

31 

30 

23 

4 

17 

21 

22 

29 

15!  3 

First  Conn.  Lake  lit  • 

j  Maximum  • . . 

3rt 

38 

20 

22 

23 

23 

20 

16 

28 

30 

33 

33 

24 

18 

16 

10 

10 

1 

—17 

-14 

-4 

27 

27 

28 

32 

22 

20 

27 

28 

32 

23 

20.4 

(  .vliniimnii 

11 

13 

13 

15 

19 

16 

4 

-3 

3 

17 

24 

16 

-1 

-6 

-25 

-24 

-19 

—33 

-33 

-24 

-4 

15 

22 

- 

-15 

-12 

17 

15 

21 

2.3 

Franklin 

j  Maximum  . . . 

34 

46 

28 

28 

34 

32 

31 

30 

25 

33 

42 

37 

32 

25 

32 

3t 

8 

10 

8 

1 

3 

1! 

38 

40 

37 

3' 

23 

29 

27 

34 

34 

28.0 

(  Minimum 

» 

28 

21 

12 

24 

26 

25 

19 

4 

10 

28 

18 

12 

8 

18 

2 

-12 

6 

-6 

-17 

-12 

-12 

12 

29 

2( 

U 

-5 

2( 

22 

21 

22 

12  1 

Glencliff       

j  Maximum    .  - 

29 

45 

26 

23 

27 

28 

26 

26 

26 

35 

36 

34 

28 

Is 

24 

23 

2 

12 

2 

—3 

—2 

23 

31 

32 

31. 

2- 

27 

2b 

39 

37 

24.8. 

(  .Minimum 

13 

19 

15 

17 

21 

23 

21 

14 

8 

14 

21 

22 

14 

0 

12 

-6 

—  15 

0 

-18 

-24 

-18 

-8 

22 

26 

27 

S 

20 

22 

24 

15 

10.1 

Hanover  3 

Maximum.  ■■ 

33 

44 

31 

30 

35 

35 

34 

32 

23 

38 

45 

38 

28 

20 

3( 

28 

9 

14 

2 

—2 

2 

28 

35 

4( 

3( 

21 

29 

28 

35 

35 

27.8 

(  Minimum-... 

20 

20 

18 

25 

26 

24 

13 

5 

18 

27 

21 

12 

3 

18 

-5 

-15 

0 

-14 

-19 

21 

27 

26 

—4 

20 

23 

23 

20 

10.8 

Hillsboroll 

(  Maximum  ... 

44 

50 

32 

32 

36 

36 

28 

32 

3( 

40 

44 

32 

40 

24 

31 

28 

14 

17 

15 

7 

8 

32 

3» 

35 

4L 

2( 

35 

32 

32 

35 

32 

30.9 

(  Minimum--. 

14 

15 

18 

18 

18 

20 

22 

19 

g 

6 

t 

25 

20 

5 

5 

21 

-15 

-9 

-11 

-21 

-12 

-12 

-17 

25 

1^ 

17 

-1 

22 

20 

20 

9.5 

Kearsarge 

j  Maximum  . . . 

42 

40 

31 

32 

35 

36 

33 

31 

26 

41 

4C 

25 

22 

31 

18 

2 

15 

13 

3b 

-K 

0', 

3C 

2;^ 

2(1 

26 

33 

34 

28.9 

(Minimum---. 

1» 

23 

20 

23 

26 

26 

25 

13 

-2 

4 

23 

18 

7 

6 

10 

-3 

— c 

0 

-14 

-15 

-11 

-12 

13 

17 

21 

—6 

lb 

18 

20 

19 

9.7 

Kee-.e3 

Maximum  -   - 

34 

52 

31 

33 

3C 

37 

37 

36 

31 

41 

42 

41 

34 

25 

32 

29 

19 

23 

15 

3 

12 

30 

34 

43 

2S 

25 

33 

32 

38 

38 

31.7 

(  Minimum---. 

18 

26 

21 

22 

27 

28 

28 

24 

12 

17 

3( 

25 

19 

6 

19 

9 

-13 

5 

-10 

—17 

-If 

-  8 

26 

33 

2b 

2C 

24 

26 

26 

2( 

15.5 

Manchester 

Maximum  . .  ■ 

39 

52 

32 

32 

35 

38 

36 

34 

28 

J'l 

4.5 

43 

27 

2r 

34 

33 

21 

21 

10 

6 

11 

34 

40 

40 

43 

34 

2b 

36 

30 

42 

40 

32.5 

(Minimum--.. 

21 

25 

24 

24 

29 

30 

28 

22 

16 

23 

31 

27 

21 

12 

25 

0 

—2 

13 

—8 

-10 

-6 

—2 

23 

35 

29 

It 

6 

27 

26 

29 

26 

18.1 

Nashua  y3 

)  Maximum  -  ■  - 

57 

57 

34 

34 

38 

40 

40 

37 

2b 

42 

4- 

44 

24 

25 

32 

28 

24 

'£ 

12 

12 

14 

3'. 

43 

37 

47 

3^ 

32 

32 

31 

42 

34 

34.0 

(  Minimum  --. 

16 

30 

22 

23 

24 

28 

29 

18 

s 

14 

28 

24 

16 

10 

2C 

24 

-12 

-13 

-14 

-11 

-li? 

16 

32 

32 

2 

6 

21 

23 

22 

15.5 

Pinkham  Notclit 

j  Maximum  .-• 

2.T 

40 

21 

22 

24 

26 

25 

23 

2:^ 

35 

3" 

31 

25 

15 

25 

20 

8 

-4 

4 

3b 

33 

32 

32 

2t 

23 

24 

23 

30 

30 

23.0- 

(  Miuimum  . .  - 

3 

19 

15 

16 

20 

22 

20 

10 

2 

5 

24 

24 

5 

9 

-10 

-15 

-4 

-20 

-28 

-16 

-13 

24 

24 

25 

-6 

14 

16 

18 

15 

7.5 

Plymouth 

j  Maximum.. - 

32 

41 

30 

30 

33 

35 

33 

34 

31 

40 

41 

35 

33 

25 

30 

29 

10 

10,       5 

1 

12 

.<^4 

37 

3i 

20 

29 

28 

37 

37 

27. 9^ 

3 

25 

20 

21 

28 

26 

24 

25 

0 

17 

2t 

15 

10 

7 

13 

6 

-1( 

—  5 

-si -21 

—  10 

-12 

11 

25 

23 

r 

18 

22 

22 

22 

11.4 

Vermont 

Benni:  gton 

S  Maximum.  - - 

36 

49 

27 

28 

31 

32 

33 

32 

35 

.39 

4C 

39 

32 

25 

32 

30 

15 

20 

1; 

4 

10 

29 

35 

35 

40 

3.' 

35 

39 

36 

40 

40 

31  2 

(Minimum-.-. 

11 

24 

19 

20 

24 

26 

26 

12 

8 

22 

3 

21 

13 

-8 

18 

10 

-21 

3 

-26 

-27 

14 

27 

28 

26 

1.-^ 

—3 

25 

30 

30 

21 

13.4 

Bloomtieldt 

(Maximum    .. 

27 

42 

35 

32 

35 

31 

34 

23 

37 

37 

40 

35 

30 

34 

22 

4 

8 

2 

-4 

2 

20 

30 

32 

33 

32 

23 

30 

31 

36 

35 

26. » 

(Minimum--.. 

0 

27 

18 

23 

22 

25 

22 

3 

-5 

6 

24 

26 

9 

0 

11 

—3 

-23 

-12 

-17 

-32 

-30 

-20 

18 

25 

27 

IC 

-15 

20 

13 

24 

13 

6.7 

Brattleboi  o  || 

j  Maximum  .-• 

(  Minimum  ■ .  ■ 
;  Maximum    . . 
(  Minimum.... 

35 

10 

39 
22 

30 
22 

■31 

27 

34 

27 

2! 

■32 
2;j 

■■31 
13 

30 

8 

35 

21 

'4 
21 

35 
26 

"26 

'2i 

5 

•if 
20 

20 

-6 

'  8 
-6 

10 
-2 

-16 

-12 
-23 

-2( 

"28 
0 

25 

34 
25 

33 
16 

Burlington  * 

1 

"28 

■■30 
17 

■32 

17 

37 
31 

"32 
16 

26.2 

12.0 

Cavendish  

j  Maximum... 

34 

43 

30 

30 

33 

40 

41 

25 

37 

45 

43 

31 

24 

32 

30 

7 

13 

8 

-4 

3 

26 

35 

35 

40 

34 

22 

30 

30 

35 

34 

29.2 

(  Minimum  -•■ 

6 

22 

20 

21 

25 

21 

26 

17 

0 

19 

2^ 

16 

3 

14 

■^ 

-1; 

-5 

-9 

-24 

-20 

-14 

25 

28 

11 

-8 

20 

24 

24 

21 

11. 0 

Chelsea  

(Maximum... 

31 

36 

24 

2'. 

32 

30 

30 

24 

15 

2S 

2.^ 

27 

24 

18 

2f 

1 

I 

-6,-10 

25 

31 

34 

3b 

2," 

22 

28 

28 

33 

33 

22.9 

(  Minimum--. 

-1 

22 

20 

22 

26 

26 

24 

7 

-1 

12 

17 

7 

—3 

lb 

-' 

-22 

—  7 

-14 

-2h!-24 

-15 

24 

27 

21 

4 

-12 

21 

25 

25 

16 

8.3 

Cornwall  t 

.  (  .Maximum  •-- 

32 

42 

32 

29 

34 

37 

35 

35 

33 

37 

44 

37 

29 

24 

30 

28 

'.'     14 

9 

—3 

g 

22 

31 

34 

36 

2i 

22 

32 

32 

40 

36 

28.6- 

(Miuimum.... 

14 

26 

18 

21 

26 

27 

27 

18 

10 

26 

2C 

27 

20 

2 

IS 

-14 

4 

-4 

-21 

-20 

-6 

22 

25 

28 

14 

3 

22 

22 

30 

19 

14  1 

Craftsbury  Com 

.  S  Maximum  .  - . 

26 

39 

24 

25 

26 

27 

2h 

26 

23 

34 

3f 

33 

26 

17 

I'i 

2 

-3 

-8 

-3 

lb 

3r 

30 

32 

2£ 

20 

27 

27 

35 

22.5 

1  Minimum... 

6 

20 

16 

■I 

22 

23 

21 

10 

0 

14 

2- 

24 

13 

—3 

10 

—  8 

-17 

-  9 

-18 

-32 

-2; 

-12 

15 

22 

23 

!■ 

-4 

18 

16 

2? 

12 

7.6 

Dorset 

.  (  Maximum  ... 

34 

40 

25 

27 

31 

31 

34 

3f 

33 

29 

19 

25 

25 

9 

14 

10 

-4 

29 

33 

33 

37 

34 

22 

30 

30 

34 

35 

26.5 

(Minimum  ... 

13 

22 

0 

\i 

22 

2b 

26 

11 

2 

23 

2E 

19 

10 

1 

18 

3 

-18 

3 

-9 

-26 

-2! 

-16 

29 

29 

27 

( 

-2 

22 

28 

26 

19 

10.5 

E.osburg  Falls 

.  )  Maximum  . .  • 

35 

37 

2< 

3(1 

31 

31 

31 

30 

25 

34 

4; 

45 

32 

27 

24 

20 

H 

0 

-2 

2 

29 

31 

34 

35 

3C 

34 

31 

37 

42 

37 

27.6 

(  Minimum... 

0 

21 

19 

24 

26 

24 

26 

8 

2 

19 

2i- 

29 

16 

8 

-10 

-2.3 

-13 

-15 

-30 

-30 

-18 

9 

30 

t 

-11 

25 

13 

31 

12 

7.7 

Newpovril  

(  Maximum  . . . 

32 

40 

26 

28 

29 

27 

26 

25 

34 

3t 

34 

26 

2C 

18 

6 

5 

-9 

-10 

-1 

28 

32 

33 

33 

U 

24 

■2h 

28 

3b 

34 

23. 6. 

(  Minimum--.. 

6 

19 

11 

20 

23 

22 

16 

"5 

0 

15 

2- 

23 

5 

-3 

11 

-14 

-18 

-25 

-31 

-28 

-12 

22 

15 

— f 

-12 

12 

12 

25 

10 

5.1 

N-rtilieldi 

.  (Maximum... 

3; 

41 

29 

30 

31 

32 

31 

29 

23 

37 

45 

3; 

22 

22 

28 

25 

11 

-4 

—  7 

5 

32 

34 

34 

35 

2£ 

23 

28 

29 

34 

26.1 

(  Minimum      - 

20 

20 

22 

27 

28 

25 

7 

-3 

17 

2. 

19 

8 

3;     22 

-8 

-12 

—7 

-2( 

-27 

-18 

-12 

27 

25 

—4 

— 1( 

23 

25 

26 

7 

8.9 

Rutland 

-  )  Maximum.  •• 

3^ 

47 

31 

28 

37 

35 

35 

35 

32 

36 

4. 

3< 

34 

21I     31 

29 

11 

14 

—6 

5 

3r 

35 

36 

39 

3r 

26 

33 

32 

39 

38 

29.8 

(  -Minimum 

15 

25 

19 

21 

24 

27 

29 

18 

in 

27 

3f 

23 

17 

3:     19 

0 

2 

-i; 

-22 

-2 

-12 

2f 

28 

30 

u 

-2 

24 

25 

28 

20 

13.6 

St.  Albans  

.  j  Maximum... 

33 

4C 

28 

3C 

32 

31 

30 

29 

20 

36 

4 

36 

30 

is:     25 

21. 

7|       8 

f 

-8 

2' 

31 

35 

35 

2E 

24 

30 

34 

37 

38 

26.2 

(  Minimum  .. . 

14 

26 

19 

24 

2G 

1     2« 

23 

14 

15 

25 

3C 

29 

14 

-'^ 

l.") 

-7 

-12 

1   -" 

-15 

1-25 

-IS 

12 

22 

23 

2 

19 

16 

29 

13 

11.2 

See  page  92  for  sxplanation  of  reference  marks. 
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CLIMATOLOGICAL  DATA:  NEW  ENGLAND  SECTION 


December    1942 


Daily  Temperatures  for  December,  1942,  (Continued) 


St.  Johnsbury  .... 

(  Maximum  •■■ 
(  Miiiiimnn   ... 

somersetll 

'  (  .Miiuin\!Ui   ... 

While  River  Jcl  It. 

S   M.iMmuui  ... 
■  1  Miuiuuini   ... 

Woodstock  

■  /  .\Ininnuui   ■■■ 

M.i.s.vnc/i' 

srils 

Amlierst  3 

S  Mn.\munii  ... 

Blue  nillt3 

,  )   Ma.Mi.iuin  ... 

"  ■ /  Minimum 

B^"^'^'^""^' iMimmum 

C'i"t""«^' JMnnmum 

<^''"'^<"-'^'   iMniimum 

^-'^^•«'^"'^'-"'i iMHumZ 

I^^""^^^'^'- /Mhdmum. 

Fitcliburg3 |  ^laxniuun 

^  /  .Minimum 

Fort  Devens \  'l'<-\"iunn 

I  Miiumuni 

Fnimineham'^ \  ■^[■ixiiniiiu 

*=  I  .Minimum 

Gloucester3 \   ^JuMmiim 

/  Miiniuum. 
Haverhilia *  M,ixim„iii 

)  iMiiiinmra 

"-""'"•"* I  MiViiinum' 

l^^^^^'-'^""'^  '     l.Uini'num 

Lowells j  Maximum 

/  Minimum 

Nantucket  i j  'uf  ^n,",','™ 

New  Bedford j  Maxiuu'iu 

Fitcsiieldll j  \l nu'r'iii" 

Plymou th j  MnnVmi'm 

Provincetown j  MHXimuui 

Springfield j  Ma.Kimum 

^^       *'  (  Minimum 

Stockbridge )  Mmi' m'n" 

swampscort j  ^^};',;=;,;;;^™ 

Taunton- j  Minminii'i 

West  Cummington  ...  j  jIj";^'',"''" 

WestfieldS j  M''ni'i'ii' ui'i' 

Williamstown3  j  Maxiiuum 

(  iMinimum 
WorcchterS i  Maximum 

(Minimum. 

Block  Island  ' )  Mhm'un™ 

Kingston j  Mmiuiu'm. 

Portsmouth j  Mfninm'm 

Providence  '    j  MiiMiiium 

ComieHu-vt 

Bridgeport 3 |  Mfidmum  • 

Cream  Hill V ]'mn!^;un 

I»a"'^"'-y iMh^mum. 

Hartford  ' j  yji',^/,',',"/,'" 

Mt.  Carmel \  ^Jv  ^."''"'" 

i  ..I  nil  mum 

New  Haven  i j  .\1  a.xi mum 

New  London j  Maximum 

Norwalk  *  .Maximum 

'^""^'^"' (  Minimum. 

Putnam j  Maximum 

s-'^^-'-y iSBB. 

«*--^ !^f;^= 

Waterburv (Maximum 

(  Minimum- 

Westbrook j  ^liixinumi 

(  Mimmum- 


Day  of  month 


I  J  J 


25'     25      24 


22!  26 
281  31 
20 


19 

23 

5« 

ft3 

23 

2.5 

ib 

5K 

-i4 

5> 

27      2n 
46l     5(1 

2'J 

2b 

,51 

.53 

27 

25 

32 

.51 

24 

24 

ftr 

37 

2( 

2H 

4i 

.58 

25 

21 

44 

54 

21 

1(! 

4>^ 

.57 

2!. 

2(1 

4ti 

,57 

31 

4.5 

,5V 

23 

2H 

45 

5S 

v: 

2,T 

4( 

.55 

22 

21 

42 

.54 

27 

24 

45 

.57 

21 

34 

51 

35 

34 

34      241     22 

2ri 

26 

5bI    o^l    37 

39 

4.3 

SIJJ     2S 

21 

32 

3.5 

5t 

37 

31 

3fi 

41 

2(1 

2-> 

25 

2M 

31 

35 

27 

2K 

31 

3- 

74 

17 

IS 

1(1 

25 

59 

;>> 

35 

% 

41 

37 

41 

32 

34 

4! 

22 

2- 

37 

4( 

2,5 

2K 

3iJ 

42 

27 

30 

.37 

41 

25 

28 

31 

3H 

22 

35 

3;i 

^' 

2(> 

4'' 

2(1 

31 

29 

4C      45 

4:^ 

27 

3( 

27 

38 

Af 

42 

24 

25 

3( 

4( 

38 

2( 

2(i 

25 

3f 

3S 

32 

2( 

Hi     15 

•M 

391     36 

K 

25 

26 

3? 

3f' 

37 

24 

2^ 

25 

4( 

45 

4? 

IV 

25 

16 

10     11      12     13     14 


",i 

18 

38 

38 

3( 

3  J 

3^ 

35 

26 

YU 

32 

31 

22 

17 

38 

36 

20 

20 

40 

45 

2.; 

17 

3^ 

31 

21 
3.1 

15 

an 

1." 

21 

34 

2t 

22 

19 

20 

15 

3(- 

2! 

■'( 

20 

;i( 

35 

io 

2,5 

27 

4( 

3^ 

2:- 

21' 

4( 

3' 

16 

17 

27 

14 

14 

31 

28 

12 

12 

3ft 

21 

18 

18 

3V 

3.1 

17 

n 

41 

3? 

13 

241  26'  17 

3o|  35  ,32  25| 

5:    26  23  10  01 

J  , !  ,J  .!  J 


3'^ 

17 
38 

15 

19 

27 

39 

15 

18 

37 

45 

2i- 

2h 

32 

38 

38 

42 
18 

38 

42 

18 

30 

39 

39 

11 

23 

42 

26 

40 

.38 

41 

16 

27 

38 

14 

31 

28 

38 

40 

18 

29 

4( 

44 

18 

34 

3S 

42 

27 

-U\     3s      311     26 


20      20 
45      27 


« 

20 
46 

14 
30 
20 

30 

■■43 
26 

'si 

22 

2J 

46 
42 

4C 
36 
45 

41 

u 

2^ 
1 

32     24 

l»l       3 
2 


19      20      21      2: 


23 

24 

25 

32 

38 

39 

IV 

25 

27 

32 

34 

-12 

24 

23 

38,     38 

■.:i 

28     26 

34 

36      »i 

27|     27 

... 

..,, 

47 

19 

U 
23 

14 

-16 

10 

31 

32 

21 

4 

2r 

2,. 

27 

18 

-17 

121       2 

■i-\'^ 

1^ 

26 

-11 

27 

33 

31 

23 

v." 

17 

2 

3( 

31 

23 

19 

-1 

ni 

-14 

2f 

34 

32 

14 

2r 

G 

1 

28 

3: 

34 

23 

2.i 

291     35      32|     2f 


24 

2ol-". 

19    -"2 

2;i 

281     16 

24      15 

2(1 

0|   -S 

sl  -9 

28 
12 

221     15 
9I-I2 

16 
12 

14 

3(: 

27 

17 

24 

12 

2(' 

(■ 

-7 

12 

-4 

3.-, 

34 

2ft 

3r 

20 

22 

1( 

-4 

K 

4 

31 

31 

2ft 

3H 

22 

21 

16 

-13 

15 

' 

4ul     35 


33      33      34j     29 


391     46' 


:, 

.i? 

32 

33 

46 

4-' 

43 

4! 

36 

36 

35 

3V 

2 

31! 

37 

38 

34 

■4, 

39 

2-. 

31 

-- 

-^Vt 

27 

20, 

13      36 

43 

411 

I3I-I5 

33 

.i'' 

lol     28 

34 

Hi 

■'0  -  12 

26 

27 

15      32 

3f 

37 

r, 

-11 

28 

32 

ii 

32 

42 

':6 

11 

-6 

27 

32 

15 

41 

43 

41 

0 

'.) 

3,) 

35 

14 

36 

44 

■M 

-V 

-13 

33 

31 

11 

3t. 

42 

3M 

-5 

—3 

3.; 

1.; 

41 

4( 

-i 

4 

36 

37 

1ft 

35 

43 

.38 

i( 

-2 

2i' 

34 

25 

33 

34 

-14 

( 

25 

28 

14 

34 

38 

44 

1( 

-11 

:-( 

31 

16 

35 

43 

—6 

2> 

32 

12      27 

42 

38 

18-11 

2? 

2'^ 

1ft 

3ft 

44 

40 

:- 

34 

36 

17 

3,-> 

4V 

52 

—  7 

! 

32 

19 

34 

4-' 

4( 

-16 

-<- 

25 

3{ 

3 

36 

4-> 

37 

12 

-12 

28 

2<; 

n 

2ft 

3ft 

22 

-<r 

22 

27 

12 

■M 

4( 

36 

-17 

-7 

28 

31 

12 

3ft 

4^ 

■M 

-12 

— V 

31 

32 

•2C 

35 

4f 

3<- 

-14 

-13 

28 

29 

27 

28 

29 

30 

— S 

21 

3(: 

3( 

ft 

6 

24 

m: 

-ft 

'2>. 

22 

30 

-9 

21 

27 

33 

26 

34 

18 

26 

21 

37 

2( 

29 

3( 

37 

26 

31 

'M 

17 

20 

26 

33 

17 

2ft 

3.T 

37 

27,     26 

,'     38 

31 

^9 

JS 

34 

14 

24 

33 

41 

29 

31 

35 

14 

21 

30 

34 

21  i 

34 

4o 

2S 

:,s 

38 

3ft 

24 

21 

54 

4S 

3!: 

21 

3V 

33 

28 

23 

3;- 

32 

U 

16 

^2^ 

32 

22 

II 

32 

29 

22 

19 

41 

31 

2fi 

20 

42 

32 

28 

25 

See  page  92  for  explanation  of  reference  marks. 
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G.  H.  NOYES 

Pr.tci::  5  cents  a  covt:  25  cents  a  ykar;  (not  stamps). 

KKMITTASCE    PAYABLE   TO    SllEKlNTEX  DENT  OF    DOCUMENTS.    WaSUTNOI 

ON.    0.  C. 

Vol.  LIV.                 Boston,  Mass.,  Annual,  11)42. 

No.  13. 

GENERAL.    SUMMARY. 

The  weather  during  1942  in  New  England  had  no  general 
characteristics  markedly  different  from  the  usual.  The  avei-age 
temperature  was  tlie  same  as  in  1941,  a  fraction  of  a  degree 
above  normal.  Precipitation,  however,  w:ks  12  inches  greater 
than  in  1941,  and  brought  water-supply  and  stream-flow  back 
to  satisfying  levels.  The  opening  of  the  year,  mid-winter,  was 
attended  by  no  outstanding  weatlier  events,  nor  was  there  any 
noteworthy  occurrence  of  severity  during  the  remainder  of  the 
season.  March  was  ratlier  warm,  lending  to  the  general  im- 
pression that  the  winter  had  been  mild  and  gentle.  More  pre- 
cipitation occurred  in  March  than  in  any  other  montli  for  the 
past  several  years,  but  there  were  no  freshets,  and  the  month 
was  followed  by  one  of  the  driest  Aprils  of  record  and  a  some- 
what dry  May.  During  this  drier  period,  fire  .hazards  of  varying 
degree  existed,  but  no  great  damage  resulted;  agriculture  was  in 
advance  of  normal.  Rainfall  deficiencj'  was  restored  in  .June  by 
very  heavy  rains  in  the  3d  week,  particularly  in  Grafton  County, 
N.  H.,  and  Oxford  and  Cumberland  Counties,  Me.,  and  adjoin- 
ing localities.     The  causes  of  these  high  intensity  rains  lay  in 

[Continued  on  page  102J 


The  average  annual  temperature  for  the  Section  was  46.4°, 
which  is  0.5°  above  the  mean  for  the  past  55  years.  The  aver- 
age temperature  for  the  northern  division  was  44.0°;  for  the 
southern  division,  48.9°.  The  highest  annual  mean  temperature 
was  52.3^  at  Chestnut  Hill,  Massachu.-etts;  the  lowest  was  37.3° 
at  First  Connecticut  Lake,  New  Hampshire.  Tiie  highest  temper- 
ature reported  was  96°  at  a  number  of  stations  on  several  days 
in  Julj',  and  at  one  station  each  in  .June  and  September;  the 
lowest  was  -37°  at  Enosburg  Falls,  Vermont  on  February  3d. 
The  annual  range  for  New  England  was  133°;  the  greatest  local 
annual  range  was  130°  at  Enosburg  Falls,  Vermont;  the  least 
local  annual  range  was  88°  at  Xantucket,  ^lassachusetts. 

The  average  animal  precipitation  for  the  Section  was  44. (>1 
inches,  which  is  2.59  inches  aljove  the  mean  for  the  past  55  j^ears. 
The  average  precipitation  for  the  northern  division  was  41.07 
inches;  for  the  southern  division,  48.42  inches.  The  average 
annual  snowfall  for  tlie  northern  division  was  Si. 2  inches;  for 
the  .southern  division,  37.8  inches;  and  for  tlie  Section,  69.6 
inches,  wliich  is  3.7  inches  below  the  mean  for  the  past  55  years. 
The  greatest  annual  precipitation  was  60.36  inches  at  Burling- 
ton, Connecticut;  the  least  annual  amount  was  28.04  inches  at 
Presque  Isle,  Maine.  The  greatest  local  monthly  amount  was 
10.88  inches  at  North  Bridgton,  Maine  in  .June;  the  least  local 
monthly  amount  was  0.43  inch  at  Springfield,  iMas,~achusetts  in 
April.  The  greatest  amount  in  any  24  hours  was  6.f0  inches  at 
Glencliff.  New  Hampshire  on  June  15th.  The  average  number 
of  days  with  .01  inch  or  more  of  precipitation  was  127,  which  is 
5  above  the  mean  for  the  past  55  years. 

The  prevailing  direction  of  the  wind  was  northwest.  The  av- 
erage velocity  was  9.4  miles  per  hour,  which  is  0.5  mile  per  hour 
hour  below  the  mean.  The  maximum  velocity  recorded  during 
the  year  was  71  miles  per  hour  from  the  southeast,  in  December, 
at  Blue  Hill,  Massachusetts. 

The  sunshine  averaged  53  percent  of  the  possible  amount, 
which  is  the  mean  for  the  past  49  years.  Cloudiness  was  some- 
wat  above  the  mean;  the  average  for  the  Section  was  130  clear, 
98  partly  cloudy,  and  137  cloudy  days. 


COMPARATIVE  DATA     i  Northern  :  Maine,  New  Hampshire,  and 
"Vermont;    Southern:  Massachusetts,  Rhode  Island,  and  Connecticut). 


I'eniperature 

Prpcipitntion 

No. 

of  rinv-s  (nil 

North 

South 

North              South 

New  KiiRlaiKl) 

Year 

s 

si 

-o 

S 

_ 

'E 

1 

1 

1 

l» 

1 

s 

3 

1 

2 

i 

2 

s 

I 

1 

Is 

1 

1 

1888.... 

41.5 

99 

-44 

45.8 

102 

-26     51.44 

105.3  1  57.10     55.4 

147 

109 

131 

IVfi 

1889... 

45.5 

-44 

49.4 

98 

-22  !  43.50 

61.2  ,  52.71  1  22.3 

138 

104 

115 

146 

ibyo.... 

43.0 

98 

-36 

48.1 

100 

-13  ;  48.66 

88.7 

49.75 

44.3 

147 

107 

i;w 

1891.... 

44.8 

101 

-30 

49. 2 

100 

-10     40.21 

69.9 

47.  23 

41.6 

133 

116 

121 

128 

189'2.... 

43.3 

-30 

47.7 

102 

-14 

3».35 

69.5 

39.  20 

49.8 

127 

r'4 

110 

13V 

1893.... 

41.5 

102 

-39 

46.7 

98 

-23 

38.79 

102.  1 

46.64 

82.  3 

136     126 

126 

1894.... 

43.6 

96 

-42 

48.4 

106 

-25 

35.  28 

88.  2 

38.03 

73.3 

1895.... 

43.5 

100 

-29 

47.8 

100 

-19 

36-72 

52.5 

.38.36  1  38.5 

122 

131) 

115 

120 

1896.... 

43.1 

100 

-12 

47.9 

97 

—24 

38.  27 

bO.5 

42-89     5.5.1 

127 

112 

133 

1897.... 

43.6 

102 

-28 

48.6 

100 

-15 

46.20      78.2 

50.19 

48.9 

122 

131 

ion 

134 

1S98.... 

45.4 

-39 

49.4 

Ul3 

-19 

43.76  |l09.  1 

55.65 

65.0 

129 

130 

!0'^ 

133 

1899.... 

43.9 

101 

-32 

48.2 

97 

-26 

33.78 

86.3 

4.1.27 

50.3 

110 

1,53 

1900.... 

44.1 

99 

-30 

49.4 

101 

—  14 

45.  40 

97.4 

45,53 

28.7 

106 

1.52 

!o:t 

110 

19()1.... 

43.5 

101 

-31 

47.9 

104 

-14 

43.  20 

82.7 

52.  84 

29.  4 

114 

144 

131 

1902.... 

43.4 

96 

-30 

48.1 

94 

-17 

45.  32 

71.0 

46  ,55 

62.3 

124 

143 

I'M 

I9(«-..- 

43.4 

lUO 

-37 

48.2 

98 

-15 

37.  00 

63.0 

45.71 

34.4 

110 

1.57 

119 

190-1. -.• 

40.  2 

97 

-44 

48.  1 

9S 

-29 

37.13 

95.8 

42.  97 

74  0 

116 

1,5:1 

118 

1905... 

41.8 

9b 

-45 

47.1 

98 

-20  i  35.02 

67.2 

39.29 

41.7 

106 

1,57 

9fi 

112 

1906.-... 

43.  I 

102 

-36 

48.5 

97 

-14 

39.  46 

94.8 

46.  07 

46.9 

111 

15! 

94 

120 

1907.... 

43.6 

106 

-45 

50.1 

99 

—26 

10.  74 

84.2 

45  33 

67.3 

117 

102 

126 

1908.... 

43.9 

100 

-39 

49.0 

10! 

-18 

32.  28 

77.6 

38.  40 

34.6 

102      171 

102 

1909.... 

4;',.  9 

100 

-32 

47.7 

98 

—  14 

38.64 

93.6 

40.13 

42.2 

112  1  15a 

99 

113 

1910.... 

43.  9 

99 

-31 

48.6 

98 

-24 

33.81 

69.0 

36,86 

41.0 

111  1  15S 

98 

114 

1911.... 

43.7 

106 

-33 

47.8 

106 

-14 

34.95 

78.  5      38.  82 

36.6 

112 

158 

91 

116 

1912.... 

42.6 

101 

-39 

48.0 

100 

-22 

41.43 

74.7  ,  42.15 

38.4 

110 

161 

95 

110 

1913.... 

45.3 

Ui2 

-30 

50.2 

100 

-10 

36.95  1  52.6  !  43.21 

15.2 

109 

16! 

86 

118 

1914   •■■ 

41.8 

99 

-44 

47.6 

97 

-23 

32,  20 

79.5  1  37.67 

104 

15^ 

9.->    116 

1915... 

44.7 

96 

-38 

49.1 

95 

-   6 

39.  00 

55,4 

44.64 

33.7 

115 

148 

99    118 

1916.... 

42.9 

104 

-34 

47.5 

-22 

39.  89 

104,9 

41.63 

73.8 

130 

15:- 

89    124 

1917.... 

40.4 

100 

-44 

46.0 

102 

-24 

39.49 

91,5 

39.81 

51.8 

123 

147 

»<>,  129 

1918.... 

42.  2 

102 

-44 

48.1 

104 

-25 

39.71 

81.1 

38.48 

42.4 

123 

14' 

9? 

124 

1919.... 

43.4 

102 

-39  1  49.2 

102 

-16 

37.64 

65.4 

47,  80 

50.5 

126 

13! 

85 

141 

1920.... 

42.6 

102 

-45 

47.7 

99 

—24 

46.70 

117.8 

51.07 

64.4 

126 

141 

88 

137 

1921.... 

44.7 

lul 

-33 

50.3 

101 

—10  ;  33.83 

47.2 

40,  94  1  30.  5 

118 

152 

91 

1?? 

1922.... 

42.8 

94 

-40 

48.9 

96 

-25  !  39.75 

90.4 

45.31  !  48.2  ,   115 

1.57 

125 

1923.... 

41.5 

98 

-38 

48.1 

102 

-18  '  37.90 

97.6 

42.  50  !  64.  8 

lis 

!,=,; 

891  123 

1924.... 

41.7 

98 

-34 

47.6 

99 

-23 

35.10 

77.9 

36.75     42.3 

104 

!6- 

87 

115 

1925   .. 

42.4 

99 

-48 

49.1 

ini 

-21 

41.01 

92,  8 

41.92     28.8 

131 

147 

123 

1926..    . 

40.4 

102 

-31 

47.0 

105 

-15 

37.  46 

113,9 

41.45  1  61.2 

127 

141 

9^ 

1.30 

1927.... 

43. 5 

9b 

-32 

49.4 

97 

-14 

43.  08 

82.9 

48.84     31.8 

130 

138 

95 

132 

1928... 

43.2 

97 

-37 

49.2 

98 

—  9 

38.  26 

71   7 

42,55      27.3 

129 

138 

133 

1929.... 

43.1 

98 

-36 

49.1 

102 

-17 

38.36 

96.5 

41.49  ,  46.2 

128 

141 

91 

!;13 

l;);0.... 

44.2 

9h 

50.0 

104 

-16 

34.  34 

56.3 

34.02  1  31.6 

116 

149 

91 

125 

19ol.... 

45.3 

98 

-32 

50.4 

MO 

-24 

39,80 

70.8 

42.  14      43. 9 

125 

14: 

86 

1.36 

1932.... 

44.4 

98 

-31 

49.9 

96 

-16 

40.75 

71.0 

46.  95     39.  2 

125 

145 

89 

132 

19S3  ... 

43.5 

Jl'O 

-50 

49  2 

103 

-22 

41.22 

108.1 

48.25     68.5 

136 

129 

144 

1934.... 

42.2 

96 

-44 

48.2 

101 

-27 

40.  59 

76.2 

45.24      49.0 

127 

142 

90 

133 

1935.... 

42.4 

104 

-44 

48.3 

Ml 

-28 

38.61 

88.4 

38  21  1  55.2 

i''5 

l:v 

87 

139 

1936.... 

42.9 

99 

-29 

48.7 

103 

-25 

48.68 

89.4 

51.70  1  43.0 

137 

i:« 

9! 

i:39 

1937.... 

44.9 

100 

-28 

49  8 

102 

._  ^ 

44.78 

64.2 

49.8!   i  24.2 

128 

i;> 

9-1 

1,34 

1938.... 

44.6 

98 

-37 

49.9 

99 

-29  1  4.i.43 

75.1 

55.98      48.3 

139 

i:?5 

91 

139 

1939.... 

42.4 

100 

—34 

48.6 

99 

-12  !  36.68 

89.1 

38.95      44.0 

123 

131 

100 

134 

1940.... 

41.7 

96 

-34 

46.6 

98 

-15 

41.49 

91  7 

44.44  1  52.7 

13i 

i:^2 

95 

i;s9 

1941.--. 

43.8 

100 

-30 

49  2 

98 

-16 

31.34 

64  0 

3.3.  .S8  !  40.0 

105 

1.52 

95 

118 

1942.... 

44.0 

■" 

-37 

48.9 

96 

-25 

41.07 

81.2 

4S.42      37.8 

127 

m 

98 

137 

Period 

43.2 

105 

-50 

48.4 

106 

-29 

39.  65 

81.4 

44.04 

46.2 

122 

141 

97 

127 

fflONTHLY  AVERAGES  AND  EXTREMES,  1942. 


Temperature. 

Precipitation 

Weather. 

Win 

d. 

Monlh 

=  = 

a_ 

rt 
S 

s 

s 

Is 

is 

■5  . 

a  . 

tir  <u 

Il 

>5  <a 

§ 

u 

s 

?^ 

£ 

a- 

i  rr^ 

c-a 

£ 

li 

c 

<u 

< 

< 

-■ 

< 

Jan.... 

21.5 
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9 

12  1    8 

11 

52 

nw. 

in.  5 

68  8. 
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21,5 

-1.1 

54 

-37 

2.70 

-0.4C 

10 

7 

11 

58 
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1?  2 

54  nw. 
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•f4.5 

66 
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6.13 
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8 

8 

15 
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10.7 

70  s. 
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46.4 

+  2.7 
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— 1.4C 
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10 

12 
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11 

58 
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+3.4 
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57  s. 
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sw. 

9.2 

48  e. 

Nov  . . . 

37  -^ 

-0.1 

75 

2 

4.78 

+  1.3(1 

4.  ■' 

14 

9 

7      14 

42 

nw. 

10  1 

66  s. 

Dec... 

22.2 

-4.3 
+0.5 

59 
96 

-33 
-87 

4.74 
44.61 

+  1..38 

12,6 

u 

127 

9 

7  1   15 

41 

IT 

nw. 

-J.\ 

71  se. 

Annual 

+2.59 

59.6 

130  j  98    137 

nw. 

71  se. 

98 


CLIMATOLOGICAL  REPORT:   NEW  ENGLAND  SECTION. 


Year,  1942 


Climatologrical  Bata  for  the  Tear  1942. 


Ba  nsor 

Bar  Harbor  (near) 

Brassua  Dam 

Brunswick 

Caribou 

Eastport 

East  Wintlirop  . .. 

Ellsworth ■  • . . 

Eiistis 

Farmiugton 

Fort  Kent 

Gardiner 

Greenville  

Hirani 

Honlton 

Jaclcmin 

Lewis  ton   

Maehitis 

Matlison  

Middle  Dam 

MiUinocket 

Mooseliead 

North  Bridgton  . . . 

Oldtown 

Portland 

Presqiie  Isle 

Kipogeuus  Dam.  . . 

Rooklivnd 

Rumf onl    

Vanceboro 

Winslow 

Woodland  

For  State  t  ■  ■ 
yew  HamiKliire 

Berlin 

Bethlehem 

Concord 

Durham 

Errol 

First  Conn.,  Lake. 

Fitzwilliani 

Franklin 

GlencMf  

Hanover  

Hillsboro ■ 

Kearsarge 

Keene 

Lebanon  

Manchester 

Milan 

Mt.  Washington  1 

Nashua 

Newport , 

Pinkham  Notch. .. 

Plymouth 

WoUboro  Falls  ... 
York  Pond 

For  State  J.. 
Vermont 

Dellow.'i  Fall.-^ 

Bennington 

Bloonifield 

Burlington 

Cavendish 

Chelsea 

Cornwall 

Craftsbury  Comm. 

Dorset 

East  Barnet 

Enosburg  Falls  . . . 

(iilman 

Marshfield 

Mays  Mill 

Newfane 

Newport 

Northtleld 

Readsboro    

Roche.ster 

Rutland 

St.  Albans 

St.  Johnsburv.  ... 
Searsbnrg  Mt  .... 
Searsburg  Station. 

Somerset  

Vernon 

Waterbury  (near). 

West  Burke 

White  River  Jet.  .. 

Whitingham 

Wilder 

Wilmington 

Woodstock  

For  State  t  • 


Temperature  (degrees  Fahrenheit). 


Penobscot  . . 

Hancor-k 

Somerset 

Cumberland 
Aroostook  . . 
Washington 

Kennebec 

Hancock 

Franklin 


do  . 


Kennebec . ... 
Piscataijuis  . 
Cumberland 
Aroostook  .. 

SomiTSPt^ 

Andvoscoggir 
Wasliiiigion 

Somerset 

Oxford 

Penobscot  .. , 
Somerset  — 
Cumberland 
i'enobscot.  ... 
Cumberland 
Aroostook  ... 


Kennebec  . . . 
Washington. 


Coos 

a raf ton  

Merrimack 
Strafford  . . 

Coos 

do  . . . 

Cheshire  ... 
Merrimack 
Grafton  .  . . . 


do 

Hillsbororough  , 

Carroll 

Cheshire    

Graftim 

do 

Hillsboro 


Hillsborough 


Giaftor 
Carrol . 

Coos  .. 


Wiiidbam  ... 
Bennington  . 

Essex 

Chittenden  . 

Windsor 

Orange 

Addison 

Orleans 

Bennington . 
Caledonia . . . 
Franklin  .... 

Essex      

Washington 
Windham  . . . 


Orleans 

Washington  ... 

Bennington 

Windsor 

Rutland   

Franklin 

Caledonia 

Bennington 

do 

Windham 


do 


Washington 

Caledonia 

Windsor 

Windham  

Windsor 

Windham 

Windsor 


1,450 

370 

1,640 


Precipitation  (Inches).    - 


June  12 
.iiineii' 


do  12 
do  12 
June  12 


June  11 
do  12 
July  19 
June  12§ 


June  12 
July  19 
Aug.  22 
June  12 
July  19 
June  13! 
do  12 
July   19 


do     12§ 
june'iig 


July  13§ 
June  12S 
July  19 
June  12 

do  12 
July    19 

do  19 
June  12§ 
July    19 

do      2 


Jan.  9 

Feb.  4 

Jan.  11 

do  9 


Dec.  20§ 
do  20 
Jan.      8 


Feb.  4 
Dec.   20 

Jan.  8 
Dec.  20 
Jan.  8 
Dec.  20 
Jan.  9 
Dec.   20 


Jan.     11 
Dec.    19 


June  12 
July    19i 


Dec.  2i) 
do'  9 
Feb.' "4' 


Dec.  21 

do  20 

do  20 

Jan.  8 

Feb.  4 

Dec.  20 

do  20 

do  21 

do  20§ 

Feb.  3 


Dec.   20 
do     20 


Dec.  20 
do  20 
do     20 


37.23 
52.82 
39.95 
42.  99 
30.  H,T 
30.29 
40.49 
45.  15 
38.11 


42.  75 
4,5.  70 
35.78 
35.96 
41.65 
49  HO 
3fi.  18 


5  92 
6.54 

7.74 
5.84 


41)  S7 

5.  30 

42.  17 

6.  ;Jo 

48.74 

10.88 

42  19 

6.28 

44  15 

7.55 

28.  04 

4.13 

39.55 

5.77 

4fi.  01 

6.92 

41.91 

7  35 

39.98 

6.25 

36.57 

5,47 

44.29 

7.78 

40.22 

10.88 

35.03 

6.16 

34.27 

5.82 

42.05 

5.67 

44.07 

8.65 

37.1!; 

5  63 

46.  61 

5.36 

45.84 

6.92 

41.29 

6.38 

44.  95 

9.79 

34.75 

4.84 

45.87 

6.70 

45. 19 

5.74 

40.  62 

6.23 

34.  ;is 

4.62 

42.  3!i 

6  12 

44.76 

■i.'..  69 

5. :» 

66.  21 

9.  .58 

45.  82 

6,90 

36.  73 

4  89 

55.  20 

6.78 

38.68 

a.  Hi 

37.91 

5.95 

39.00 

5  21 

41.77 

9.79 

40.66 

5.63 

42.  65 

6.92 

37.65 

5.05 

3H.  56 

6.36 

43.  rj) 

5.19 

37.53 

5.80 

43.38 

5.91 

44.55 

6.84 

34.60 

5  16 

40.03 

6.14 

29.81 

4  93 

40.01 

5,88 

57.28 

7.06 

44.  61 

6  00 

38.  59 

5.68 

35.  25 

5.02 

47.24 

6.70 

39  53 

5.51 

34.55 

5.41 

35.  25 

6.47 

35.65 

5.06 

51.63 

6.27 

51.85 

6.24 

54.63 

6  94 

4,5.93 

5.80 

38.74 

5.43 

39.  77 

5.74 

38.57 

5.62 

54.  20 

6.61 

34.  22 

4.79 

48.14 

5.79 

40.63 

4.62 

41.31 

7.06 

do 
Mar. 
Aug. 

do 
Mar. 
June 
Mar. 

do 

do 
June 


June 

.^.■yt. 
Mar. 

do 
June 

do 
Mar. 
June 

do 
N.iv. 


do 
July 
June 
Nov. 
June 
Mar. 
Nov. 
Mar. 

do 


July 
J  u  ne 
d.. 


Sept. 
Aug. 
June 

do 
July 

do 
June 

do 
July 
Mar. 
Jime 


do 
July 
June 

do 
Sept. 
Mar. 
Nov. 
Mar. 
Nov. 
July 


June 

0.72 

do 

2.19 

do 

1.57 

do 

1.71 

do 

1.05 

Mar. 

1.29 

do 

1.68 

June 

2.26 

do 

1.16 

:Nrar. 

2.22 

June 

1.  02 

do 

1.18 

do 

2.  25 

1.43 

do 

1.37 

1.43 

do 

1.09 

1.45 

Mar. 

1.03 

Aug. 

do 
Jan. 
Aug. 
Apr. 
Feb. 
Aug. 
Feb. 
Jan. 
May 
Apr. 
Aug, 
Oct. 
Aug. 
Apr. 
Jan. 
Aug. 
Mav 
July 


Aug 


Aug 
Jaa. 
Aug. 
Jan. 
Aug 
Jan. 
Aug 

do 
Jan. 
Aug 

do 

do 

do 
Jan. 
July 


240.2 
59.1 
51.4 


134.5 


52.7 


Sky. 


Bold  face  type  gives  state  values,     t  All  complete  records  used  in  determining  state  values.     §  Also  on  other  dates. 


Ye.\r,  1942. 
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CUiratolo^ical  Data  for  the  year  1942,   (Continued) 


Counties 

1 

i 

1 

Temperature  (degri'es  Kahronhoitl. 

Preeipitat 

ion  (inches). 

£ 

1 

s 

Sky. 

■3 

Stations 

1^ 

t 

3 

B 
< 

1 

i 

1 

jl 

■5 
c 

1 

£ 

1 

P- 

i 
1 

t 

11 

t. 

= 

1 

y. 

.1 

Ma.o$acliiiS(!ts 

Adams 

Amherst 

^tti\i:::;:;::::: 

Boston 

Berkshire 

llitmpshire...   . 

Middlesex  

Norfolk 

Suffolk 

Hampden 

Hampshire  .... 

Suffolk 

Worcester  

Middlesex 

PlymouUi 

750 
217 
227 
640 

15 
540 
110 
600 
1,360 
124 
39» 
139 

IS 
190 
402 
172 
210 
1.110 

15 
165 
950 

50 

50 
1,450 

90 

800 

1,030 

30 

30 
820 
148 

57 

65 
190 

53 

276 
330 
100 
35 
63 
20 
1.037 
1,650 
21 
1,050 
4(10 
720 
970 
160 
199 
555 
850 
20 
20 
200 
450 
1.205 
224 
1,  400 
900 
711 

625 

20 
57 
0 
57 
102 
0 
49 
0 
0 
57 
42 
53 
19 
52 
5b 
57 
0 
0 

45.0 
48.7 

94 

July   19 
do     19 

-20 

-15 

Dec. 
do 

21 
20§ 

20 
107 

52 

56 
125 

46 

49 

29 

22 

55 
54 
16 
70 
78 
67 
20 
24 
26 
16 
31 
24 
47 
22 
44 
13 
22 
48 
21 
44 
91 
82 

117 
31 
56 
16 
27 
13 
40 
69 

129 
30 
48 
24 
56 
53 
28 
31 
36 
43 
20 
46 
20 
20 
22 
47 
62 
1 
43 
31 
15 
55 
4» 

100 

65 

1 
63 

8 
110 

?.\ 
49 
36 
52 
14 
47 
9 
42 
82 

7 
125 
72 
51 

7 

9 
53 
56 



48.78 
47.85 
48  67 
46.32 
42.47 
51.06 
37.72 
.53.  53 
51.  »9 

44.  63 
49.  22 
46.01 
49.  65 
45.17 
48.20 
48.81 
4fi.  90 
46.43 
48.80 

"44.62 
48.03 
42.  68 
53.79 
49.40 
50  98 
41.97 
46. 32 
48.71 
53.86 
54.78 
42.26 
48.29 

45.  14 
46.56 
42.93 
47.95 
46.17 
53.21 
42.46 

46.  00 
46.07 
44.  49 
55.03 
46  40 
50.71 
56.84 
49. 51 
48.59 
46.11 
49.12 
49.53 
49.66 
38  81 
44.77 
51.06 
39. 84 
55.35 
47.97 
53.09 
44.04 

■■45.' 17 

40.67 
52.40 
48.71 
43.96 

47.  02 
52  98 
44  99 

52.63 
58. 62 
60.36 
45.50 
5.5.72 
51.45 

7.50 
7.89 
7.60 
7. 89 
7.00 
7.54 
7.09 
7  67 
6.43 
6.98 
7.53 
6.79 
8.45 
7.53 
6.73 
7.02 
7.76 
7.07 
6.81 

July 

5'uYy 

\'^- 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

1.42 
0.96 
1.60 
1.83 
1.60 
1.69 
1. 22 
1.38 
1.53 
1.58 
1.40 
1.64 
1.04 
1.16 
1.63 
1.73 
1.03 
1.27 
1.82 

Aug. 
Apr. 

do 

do 

do 

do 
May 

X- 

do 
do 
do 
do 
do 

43.2 
33.6 

41.8 
50.7 
30.6 
36.9 
39.2 

■68.'2' 
30.9 
37.6 
38.3 
41.3 

148 
112 
127 
112 
125 
109 
101 
107 
128 
126 
Ul 
124 
124 
126 
111 
124 
120 
111 
117 

"■97' 
111 
113 
131 
116 
153 
128 
101 
132 
102 
119 
115 
110 
123 
134 
113 
138 
112 
128 
124 
106 
138 
122 
112 
101 
105 
125 
115 
130 
133 
104 
125 
128 
116 
114 
128 
111 
135 
108 
139 
139 

99 

165 

106 
102 

160 
98 

nw. 
nw. 

48.5 
50.7 

91 
93 

•JulyiV 
do    14 

-16 
-11 

Dec. 
do 

20 
20 

«8? 

137 
130 

124 

145 
148 

nw. 
sw. 

RrookSm 

5L2 

95 

June  13 

-13 

Dec. 

20 

94 

nv»' ' 

fhe-ter 

gK;»iii;:::::: 

52.3 

48.7 
48.3 
42.9 
49.9 
49.2 
50.8 

92 
89 
91 
91 
92 
95 
94 

jiine  13% 
July  ul 
June  13S 
July   20 
Sept.    3 
July    19 
do     14 

-14 
-16 
-16 
-24 
-12 
-13 
-13 

Dec. 
do 
do 

Jan. 

Dec. 
do 
do 

20 
20 
20 
11 
20 
20 
20 

Clinton 

85 
162 
130 
126 

147 

1(16 
108 
125 

133 
97 
127 
114 

East  Wai-eham 

sw. 

Worcester 

Middlesex 

Norfolk 

Framingham 

do    1  33.7 

Gardner 

Worcester 

Essex  . 

do 
do 

62.0 
29.0 
43.0 

Gloucester 

12 
13 
0 
0 
42 
0 
0 

^0^ 
35 
0 

5^ 
57 
56 
0 
0 
0 
0 
0 
0 
56 
59 

.5 

0 
52 
0 
11 
0 
0 
0 
45 
0 
12 
29 
66 
47 
0 
1 
23 
0 

5^ 
0 
49 

48.2 
48.0 

86 
94 

July   20 
do     20 

-10 
-15 

Dec 
Jan. 

20 

103 
151 

■'155 

172 
102 

90 
112 

Fr»nklin 

Worcester  . .  • 

Barnstable 

Essex 

Franklin 

Hampden 

Berkshire 

Wore  .ster 

Harnstaule 

Hardwiek 

5.93 
7.95 
6.90 
7.40 
6.59 
7.11 
6.64 
8.29 
7.36 
8.52 
8.39 
6.64 
7.69 
6.92 

6!76 

6.69 
7.42 
7.59 
7.82 

6  03 
7.30 
7.94 
7.74 
7.27 
7.80 
6.13 
7.64 
6.96 
7.48 
7.00 
6.72 
7.18 
6.57 

7  58 
7.76 
7.51 
7.50 
5.15 

"d^o^' 
do 
July 
Mar. 
do 
do 
do 
do 

do 

do 
do 
do 
do 

Aug 
Mar. 

0-71 
0.61 
1.35 
1.63 
0  88 
1.58 
1.01 
0.  .55 
1.87 
1.70 
1.90 
1.31 
1.81 
LOO 
0.89 
1.80 
0.99 
1.35 
1.45 
0.90 

^lo^- 

Hatch ville    

H'lverhill         

51.2 

94 

June  14§ 

-12 

Dec. 

20 

^ll1 

103 

107 

Heath 

HoosacTuiinei.i!.. . 
Hubbardst  m 

do 
do 

do 

"d^o^- 
do 
do 
do 

do 
do 
do 
Aug. 

do 

X- 

do 

do 

do 
Feb. 

do 

X- 
do 
do 

26.7 
75.0 

'so.'o' 

■47.'3" 
33.4 
30.1 
36.5 

'38.' 5' 
38.5 
36.3 
42.7 
37.1 

'42'.2' 

■28.'6' 
52.5 
47.6 
32.9 
42.3 
38.5 
24.5 
43.1 
43.9 
38.7 
39.5 
55.8 

45.3 

94 

June  12§ 

-17 

Jan. 

11 

128 

87 

150 

w. 

49.2 

85 

Aug.  21 

-9 

Dec. 

20 

154 

66 

145 

■  ■  ■  ■  ■ 

]IV"t'^ou 

Worcester 

Middlesex    

Kssex 

Middlesex 

Bristol 

Lake  Cochituate 

48.0 
49.2 
49.4 

92 
92 
93 

July   14 
June  13§ 
July    25 

-21 
-14 
-14 

Dec. 
do 
do 

20 
20 
21) 

102 

145 

118 

w 

Mansfield 

PIvmouta 

Essex 

Worcester 

do 

Franklin 

Nantucket 

Middleton 

218 

63 

84 

Milford             

202 

82 

81 

Montague  City 

50.0 
50.8 

85 
91 

Aug.  21§ 
July   20 

-3 

Dec 
do 

20 
20 

115 
153 

96 

154 
141 

sw 

New  Bedford 

Neweuryport 

Fittsfield     

Essex' :::::::::: 

J  "if  1  1:53 
do       1.49 
Mar.     1.42 

sw. 

Berkshire 

Hampshire 

Plymouth 

Worcester 

Franklin 

Worce^ter 

Berkshire 

Middlesex 

Hampden 

Worcester 

Berkshire 

Fssex 

Bristol 

Franklin 

WorcesUT 

Hampshire 

Middlesex 

Berkshire 

Worcester 

BerKsbire 

Worcester 

do 

46.1 

93 

July    19 

-18 

Dec. 

20 

49.8 

94 

June  13 

-14 

Dec. 

20 

99 

108 

1,58 

do 
Nov. 
Mar. 
Dec. 

JuTy 

Mar. 

do 

do 

do 

do 

do 

July 

Mar. 

l.,38 
1.78 
1.21 
1.39 
2.20 
0.43 
1.41 

1.'61 
0.85 
1.  Ifi 
0.74 
2.28 
1.72 
1.  29 
1.01 

SheibumeFalis.:::. 

46.3 

94 

July   19 

-17 

Dec. 

21 

127 

90 

158 

South  Egremont-.-- 

spVingfleia:::: :::::: 

50  9 

95 

Juiy-20- 

-15 

"Dec. 

20 

200 

70 

95 

Iffi^dge:::::::. 

Swamp.*cott 

45.5 
47.1 
49.4 

88 

90 
91 

July    19 
do     20 
do     20 

Aug.  22 

-22 
-14 
-25 
-16 

Jan. 
Dec. 
Jan. 
do 

20 
11 
lis 

136 
138 
89 
101 

125 
79 
162 
140 

104 
148 
114 
124 

nw. 
uw. 

Turners  Falls 

Webster 

West  Cummington  . 
Weston 

44.5 
50.0 

90 
93 

July    19 
June  13§ 

-24 

-18 

Jan. 
Dec. 

20' 

Apr.  1  76. 1 
Sept.    30.6 

119 
132 

117 
111 

120 
122 

nw. 

nw. 

West  Otis 

West  Rutland 

^^■• 

61.5 
25.4 

46.8 

90 

June  ]2g 

—18 

Dec 

20 

Winchendon  

6.61 
7.62 
9.01 

6.20 
7.32 
7.10 
8.02 
7.98 
6  70 
8.02 

7.74 
8.15 
7.87 
7.18 
7.08 
7.00 

Mar. 
do 
Dec. 

Mar. 
do 
do 

i.35 
1.26 
0.43 

0.85 
0.74 
n  79 

Apr. 

do 
do 
do 
do 
Apr. 

do 
do 
do 
do 

52.2 
45.7 
40.2 

22.9 
35.9 
35.5 
25.7 
33.4 
47.3 
29.3 

125 
118 
118 

115 
108 
106 
100 
116 
123 
107 

49.8 

91 
96 

85 

July    19 
July    19 

July   20 

-11 
—4 

Dee. 
Jan. 

Dec. 

17 
11 

20 

129 
129 

165 
144 

123 
110 

98 

113 
126 

102 
133 

. 

For  State  t   ... 
Mwle  Mand 

Block  Island 

(Greenville 

nw. 
w. 

Newport 

Providence  

Washington  .... 

Newport 

Providence 

Wa.s!iington 

■■■'ioo' 

225 

8 

62 
0 
53 

72 
0 

48.4 

90 
90 
95 

July   20 
do     20§ 
do     14 

-23 
-9 
-10 

Jan. 
Dec. 
do 

20 
20 

sw 

Porrsmouth 

Aue    n  K4 

rip' 

Providence  

Man 
Dec. 
Aug. 

Mar. 

do 
Nov. 
Mar. 

do 
Nov. 

0.72 
1.47 
0.72 

0.61 
1  12 
0.72 
0.67 
0.88 
0.S4 

93 
195 
121 

122 
73 
115 

150 
97 
129 

For  State  t  • . . . 
Connecticit 
Baltic 

50.0 

98 

•July- 14" 

-23 

Jan. 

11 

sw. 

Sew  London  .... 

Hartford 

do 

New  London  .... 

l!ft?ha::.:::: 

Fairfie'd 

Litchfield 

Hartford 

do 

New  Haven 

do 

New  London.... 

Fairfield 

Windham 

Litchfield 

Tolland         .... 

140 
144 
262 
460 
300 
1,300 
3i«5 
585 

63 
400 
200 

23 

14 
116 
485 
L015 
610 
340 

40 

0 
48 

0 
54 

0 
47 

9 
27 
55 

0 

164 
73 
50 

9 
52 
55 

3 

Bridgeport 

Burlington 

50.8 

93 

July   14§ 

-10 

Dec. 

21 

29.2 

si'.s 

40.0 
64.3 
29.1 
36.7 
25.8 
28.9 
30.3 
30.8 
23.0 
34.0 
28.0 
41.0 
27.3 
24.5 
SI,(1 

3^  R 

116 
120 
122 
112 
136 
101 
130 
127 
120 
105 
122 
98 
110 
113 
120 
109 
113 
122 
113 

123 

126 

116 

nw. 

Colchester    

Collinsville 

49.3 

92 

July   19§ 

-12 

Dec. 

20 

59 
199 

83 
126 
103 

86 

1.50 
119 
201 
209 
66 

143 
75 
108 
131 
137 
115 
115 
113 
119 
91 

97 

163 
91 
174 
108 
125 
164 
77 
102 
127 
73 
67 
202 

w. 
sw. 

Cream  Hill 

47.6 

■48;  4" 

50.0 

90 
92 
93 
93 

July  19 
do    19 
do     19 
do     14 

-18 
-16 
-18 
—10 

Dec. 

Jan. 
do 
do 

20 

8 
8§ 
11 

FaiisVriiage'-'. ::::'.: 

Hartford  . 

Marion   

46.40 
49.57 
50.48 
53.01 
.57.71 
46.10 
57.  50 
53.05 
54.87 
47. 20 
49.  25 

11:^ 

6.14 

7.05 
7.68 
8.66 
10.14 
6.90 
9.32 
7.71 
8.28 
7.84 
8.05 

i5;?i 

Mar. 
Nov. 
Mar 
do 
Aug. 
Dec. 
Aug. 
Dec. 
July 

0.79 
0.65 
0.78 
0.91 
1.32 
0.64 
1.77 
0.99 
1  111 

do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
Apr. 

nw. 

Mt.  Carn.el 

NewHiiveri 

New  I.ouilon 

Norwaik  

Putnaln 

Salisbury 

47.8 
51.3 
51.6 
60.1 
47.9 
45.6 
47.6 

'48'6' 
49.1 

93 
93 

89 
95 
90 

90 
96 
91 
96 

July    14§ 
do     14 
May  30§ 
July    14 
do     19 
June  13 
July    14§ 
do     14 
do     20 
July   14 

-18 

-7 

-16 

-17 

22 

Dec. 
do 
do 
do 

Jan. 

Uec. 

21 
20 
20 
21 

2 
21 
21 

9 
11 
21 

nw. 
nw 

Storrs   

-17  1    do 
-13    Jan. 
-16       do 
-22    Dec. 

Mar.    0.71 
do      0. 66 
do      1.  fil 

Aug.   0.61 

113 
183 
187 
135 

6.') 
86 
87 
104 

187 
96 
91 

126 

nw' 

Waterburr 

Westbrook  

For  State  t 

New  Haven  

Middlesex 

SW. 

sw. 

Bold  face  type  gives  state  values,    t  Ail  complete  records  used  in  determining  state  values.    5  Also  on  otner  dates. 
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CLIMATOLOGICAL  REPORT:    NEW  ENGLAND  SECTION 


Year,   1942 


Monthly  and  annual  precipitation  for  the  year  1942,  -with  departures  from  the  normal. 


January.    February.      March.  Ap: 


Maine. 

Bangor 

Bar  Harbor  (near)  ■ 

Brassua  Dam 

Brunswick 

Caribou 

Kastpiirt 

Kast  Winthrop 

Ellsworth 

Eustis 

Farmington 

Vt.  I'airfield  (near). 

Ft.  Kent  

GAidiner 

Graenville .. 

Hiram 

Houlton 

Jackman 

Lewiston 

Machias.   

M;i(lison 

Mi.ldk'  Dam 

Millinocket 

M  l<i 

Mooseiieati 

Morthltriagton.... 

Oldtown 

Orono 

rortlaiKi 

Fresqne  Isle 

Ripogeu! 
Rockland  , 

Rumford 

Squa  Pan  Dam 

The  Forks 

Upper  Dam 

Vanceboro 

Winslow 

Woodland    

Net"  Ilamru'liire. 
Alexandria 


Concord  

Dixville 

Durham 

Errol 

First  Conn.  Lake 

Fitzwilliam 

Franklin 

Glencliff 

Hampton 

Hanover 

Hills  ioro 

Kearsarge 

Keene 

Lakeport 

Lebanon  

Lincoln 

Manchester 

Milan 

Mt.  Washington  — 

Nashua  

Newport 

New  Durham 

North  Stratford 

Pinkham  Notch 

Plymouth 

Randolph 

West  Stewartstown 

Wolfeiioro  Falls 

York  Pond 

Vermont. 

Barre 

Bellows  Falls 


Burlington 

Canaan 

Cavendish 

Chelsea 

Cornwall 

Craftsbury  Common. 

Dorset 

East  Barnet 

East  Ryegate 

Enosburg  Falls-  • 

Gilman 

Marshtteld 

Mclndoes  Falls 

Mays  Mill 

Middlesex 

Newfane  ...  .   

Newport    

Northfleld  

Readsboro  

Rochester 

Rutland 


-1.241 
-1.79; 
-0.481 
-1.48 
-0.33 
-0. 95 
j-1   n7i 


2.21 


1.4hi-I.2i; 
1.43-1.21 
2.59I-I.33 
4.371-1-0.07 
2.  54|  -0.  85 
1.711-0  5.S 
2.46  -I.QSI 

2.  41  -0.  24| 
1.91  -0.87 

3.  07  —0.  53! 
3.22  +0.05' 
3.27  -0..W 
3.  20  -n.  77i 
l.-lT  -0.81 


2. 18  -0. 14 
3.63  -0.22 
2.85  4-0.86 

3.95 

2.05 

1.29  -2.06 
2.  72  —0.  02 
2.26  -0.70 
2.37  +0.35 
3.011+0.  u; 
3.52+1.4;. 

2.  67  +0.  6il| 

3.  07  I -0.32] 
2.711-0.02 
3.39  +O.31I 
2-64  +0.711 
2.65+0  68! 
3.37  -0.241 
3.56  +0.67, 
2.81  +O.OU1 
2.76  +0.84i 


1+0  91 


+2.63 
+  2.24 
-1-0.45 


4'.4lU 
6.771-1 


2.22-1.26 

3.67-0.08 
3,151-0.27 
3.351 


3.29,-0.18 
2.  96  +0.  04 
1.  87  -2. 291 


+0.01 
-1.30 
-1.93 


July.         August.    September.    October.   November.  December.     Annu; 


+  3.43  2.00 
t4  38  5.00 
+  I.75I  2.39 
i  3.97 


+3.50  4.95 

+  2.01  3.12 

+4.61  3.90 

+3.11  2.23 

+  1.93  1.96 

+3. 13  2. 92 

+3.961  2.891 


-0.84 
+  1.64 
-1.14 


-1.09 
+  0.46 
-2.84 


0.72  -2.28 
2.19-1.06 
5.05+2.29 

1.71J 

3.  44 

1.88-1.12 


2.11-1.85 
1.18-2.29 
4. 14; +0.77 
1.43-1.77 
3.67+0.92 
4.59+1.73 
1.09-2.03 
2.  I4!-0.83 


m  2.24 

3.87-0.  lOi  3.72 
4.  36  +0.  55'  2.  26 

1.  73I [2-  'JO ' 

3.  04l I  3.  02 

3.481+0.701  2.79 
3.131-2.47,  2.28 
-0.83  3.51 
+  0.85!  2.09 
-0.01,  3.02 
-0.351  . 
-0.77  1  78 
+0.491  2.98 
+  0.64  2,25 
-0.80  2.25 
+  0.67  1.37 
+0.  64  2. 15 
—0.87  2.21 
+0.34  4.06 
3. 17J-0.84I  1.63 
5.44+1.691  2.04 
3.83  O.OOl  2.80 
I  2,35 


-1.90 
-1.10 
-1.34 
-0.48 
-1.97 
-1.12 
-1  09 
-1.81 
-1.32 


.94 


+  0.80 
-0.15 
+0.49 
-0.33 
-0.63 
+0.39 
-0.08 
+1.80 


-0.53 
-0. 53 
+0.10 


1+0.29]  6.23+3.18;  3.  6l!  +  0.04| 

j-0.  12| I  3.79 

'-0.08!  7.55+3.69'  2.17 
+n  .W;  3.  14' +0.92  J  1.06 
+  0.31,  4. 27] +  1.43]  2.48 
6.  92!    '  3.  58: 


I  2.21 
3.05+0.121  1.91  -0.441 
3.02+0.27 


2.72 

1.52 

-i.56 

1.28 

2  81 

-0.19 

2.  63 

-0.80 

2.  53 

-0.  83 

1.7S 

-1.08 

2.25 

-0  84 

2.  64 

-0.57 

2.  07 

-0.96 

1.  72 

-1.00 

3.  07] -1.22 
1.89-0.78 

2.79' 

3.  64| 

2  15: -0.74 

2.  55] -1. 18 

1.62    

2.09-1.68 

3.  07] -0.22 
1.481-1.98 
2.29 


+0.  15 
1.51 
2.09 


-1.04 
-2'.  62 


-0.57 
-0.96 
—0.40 
-0.33 

-6. 

-0.99 

-0.06 


3.10 

+0.69 

3.42 

2.75 

+0.1C 

0.77 

-1.38 

1.8! 

-1.08 

3.30 

+0.97 

2.  90 

+0.08 

2.  06 

-0.47 

3.7s 

+  1.3E 

2.  90 

+  0.26 

2.  28 

-0  42 

1.69 

-0.7( 

4.45 

+  1.26 

1.  30 

-1.02 

4  20 

2.79 

1.73 

-0.95 

3.  62 

+0.  IC 

1.34 

2.21 

-0.54 

1.64 

-1.32 

1.90 

-0.85 

2.  83 

2.39 

-0.9c 

2. 19 1-0.  07 

2.51   

2.901-0.23 

2. 22 

-0.49 

+4  50,  2.  19  -1.60 


4.  77  +1.  30 
4.03  +1.40 

5.  67  +2.  64 
1.06 


+  5.  42 
+2.01 
+  1.79 
+3.29 
+  1.81 
+  1.76 
+1.96 


+0.08 

0.64 
+  0.0C 


+0.36 
+1.33 
-0.70 
+0.08 


+3.01 
+1.24 
+  3.25 


+1.53 
+  1.76 
+0.73 


4. 12  . . . 
5. 17  +2. 
4.72  +1.75 
3.  50,+ 1  18 
2.89+0.85 

3.31 

4.44|  +  1.30 
3.63, +  0.72 


3.45! +0.56 
3.  73! +  1.10 
1.45|-1.33l 
3.  53  -0. 25 
2.12 
2.47 

hO 

-2.31 
-1.97 


4.42 

3.60+1.39 
3. 82!  +0. 98 

2. 60i 

4.  431 

3.81 

6.96+3.18 

3  40 

5.49+1.90 
4.581  +  1.99 
4.011+1.45 
5.791  +  1.51 
5.611+2.41 
3.421+0.79 


-0.44 
+  0.03 
+  0.24 


-2.30 
-0.06 
+0. 
-2.29 


26  5.21 
5.92 
7.36 
4.85 
5. 


-0.  27 

-1.01 

-0.63 

-1.31 

-1.06 

-0. 

-0.90 

-0.59 

+  0.12 

+  0.44 


-0.44 
+0.03 
+0. 12 


+  1.12 
+O.31I 
+  1.86I 
+  0.99| 
+0.33 
+2.  65 
+5.92 
+0.  09l 


3.  82  +1.  37] 
3.27-0.21] 

2.69! I 

2  56 1 

4. 31 1 

6.  87  I +3.291 

2.56 

3.82 

-1.04 

+  1.06 
-1.34 

+0  24 


6.26 

4  00, +0.56 

4.52 


4.97 

2.81 

2.81 

5.05 

6.36 

5.81 

5. 191  +  1  36 

5.80+2.46] 

4.16+0.75 


4.57 

4.  03' +0.7' 
5.641  +  1.41 
4.93]   .... 

5.  88| 

4. 88] 

3.71  + 

4.43  .. 

2.72-1.22 

5.68+2.25 

5.02+1.83' 

2.87-1.32 

3.40-0.01 

6.41+1.47 


-2. 43 
-+2.62 
-2.  25 

+  L26 
+  0.42 
-2.  35 
+  3.25 
-0.73 


-1.72 
-0.17 
-2, 


3  921 


1.06 


0.31 
2.  101 -1.36 
1.4^,-2  11 

2.  .so;... 

3.  5h!  . . . 

0.891... 
0.82-3 
2.56-2 
1.60... 
2.  58  . . . 
1.25... 
7.06+3.15 

2.25! 

+  1.66 


-2.17 
+  2  50 
-2.93 
-1.29 


-1.  bo    3.80  -0.70 

....    I  3.12    

-1.02 1  3.44-0.26 

3  07 

-0.31 1  4.20+0.80 
-0.94,  4.  S6+1.54 
.Is- 25 


3. 77 

3  54  -0.02 
5  82  +2.  04 
5.23+1.781 
5.  30  +0.  481 
2.14  -1.59| 
4,57  +0.60] 
5.18+0.071 
2.931-1.22 


3.  06' -0.93 
5.481  +  1.30 
1.78] -2.  39 

4.  .391  +  1.  15 

3  911 

4.62' 

2.961-0  64 
2.  63': -1.11 

3.88 

5.85+1.20 

3  23-0.  15 

4.40+1.10 

7.70I 

2.83-0.59 

2.86 

2. 95 

4.28 

6.20 

4.11 

4.12 

4.65 

2.36 

5.21 


+0.48 

-2 

+0.04 


4.76  , 
2.80-0.66 
4.01'  +  0. 16 
4.331  +  0.06 
4.97I  +  I.49 
4.71I.. 
4.611+0.77 
5.61+2 
5.I1I  +  I.96 
4  ,531, 
4  84!., 
5.161. 
4.811  +  1.79 


1.47 

+2.58I 

1.44 

... 

1.57 

-2.12 

2  96 

-0.03 

1.34 

-2.19 

i.6(; 

-2.58 

1   67 

-2.33 

1.14 

-2.46 

1.64  -1.45 
1.95  -1.03 
2  23  -0.  62 
3.  79  +0  45 
2.12  -1.00 
2.34^-0.73 
1.39 


3.05 

2.62 

3.09 

2.  28 

3  24 

2.  64 

1.76 

4.98 

2  32] -I 

2.35  -0.22 


4.04|+0.83 


-0.45 
0.32 

+  1.72 
4  92  +1.30 
4.52 
4.08 
4.49 
4.63 
6.52 
4.17 
4.34 
4.84 
4.89 
5.60 
4.75 
5.22 
4.62 
6.12 
4.93 
3, 

9.58 
4.28 


-0.  35 
+  0.69 
-0.81 
+  0.24 


3.62 

2.  25 

3.42 

2.88 

3.21 

3.08 

2.541-0.56 

2.781-0.07 

3.061+0.25 

3.84 

3.46 

3.I3I 

2.  98' +0.07 
3.70+0.04 
2.451 

3.  64  I 
3.10 
3.791+0.63 


+  2.27 
+  0.58 
+  1.56 
+  1.99 


-2.74 
+  1.20 
+  1.25 


2. 73 1-0. 73' 
+0.941  3.741+0.66' 
+  1.86  3.29+0,43] 
-0.54  3.361+0  07; 
-0.05!  3.' 
+0.58]  4.091+0.561 


4.  23] +1.461 
2.74-0.57 

3.41 

3.65 

4.16' 

6.91|  +  2.  73 

2.  84 

4.971+0.38 
3.011+0.60 
3.15+0.22 
6.64+2.04 
+0.77 
70 


hO.Ol 


37.23' 
62.  82 1 

39.  96  f 
42. 99 
30. 65 1 
30.  29 

40.  49 
45. 15 
38. 11 
46.  36 1 

30."  85] 


-1.08 
+5.16 
+2.48 


1-i.  /0l4Z.  10 

+2. 05  45. 70 
+  0.82  35.78 
+  1.80  35.96 
+  1.4.5  41.66 
-1. 18|49.80 
+  1.29136.18 
+  1.28143.41 
+0.3140.87 

+  1.36 

+0.9142.17 
+  1.75  48.74 
+  O.22I42.  19 


4.12 

5.20 

2.85 

4.74I 

5. 18| 

3.811+0.82 

6.341+2.75 


—2.14 
+5.23 
-5.69 
+6.70 
-1.62 


+  2.21 
—5.  92 
—2.95 


+  2.7 

+  0.55 

+  0.70  46.61 

+2.  14|45.  84 
41.29 
44.95 
42.63 
34.75 
45.87 
45.19 
62 
45.65 


+0.26 


3.07 


3.91|+0.24 


2.18'. 
2.341+0  20 
2.10-0.64 
1.81!. 


—3.95 
-1.  20 
+  4.54 
+  1.15 
+4.64 
-1.02 
+0.51 
+2.42 
+  1.37 
+  3  31 
+  1.06 
—0.81 


27 
45. 82 
36.73 
37.17 
37.  83 
65.20 

'65 


35.58 
40.66 
42.65 


,|2.61|- 


5.34+2.20 
I.52I-I.OO 
3.43+0.94 
4.331+0.77 
3.43+0.47 
2.34+0.10 


32. 

40.03 

29.81 

40.01 

35.74 

5' 

35.74 

44.61 

38.59 

35. 25 

47.24 


-6.00 
-1.98 
-4.23 

-4122 


+4.95 
+3.' 86 


-0. 56 
-3.46 
-3.27 


Year,  1942. 
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Monthly  and  annual  precipitation  for  the  year  1942,  with  departures  from  the  normal.    (Continued) 
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March. 

April. 

May. 
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December. 
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0. 

■g 

0. 

■s 
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•s 

■{^ 

•s. 

■Jj 

'c. 

■g 

■p. 

t 

•a 

tj 

•E 

t; 

a 

-3 

1 

1 

1 

1 

1 

2. 

0 

I 

1 

1 

1 

1 

1 

& 

1 

1 

£ 

1 

1 

S 

& 

Ph 

0 

£ 

fi 

£ 

P 

fS 

p 

P 

£ 

P 

£ 

P 

£ 

P 

£ 

« 

Ch 

« 

cu 

p 

Ph 

p 

£ 

P 

\'irmont.  Cont'd 

1        ; 

\ 

1     '                  1                  II' 

i 

St.  Albans 

1.33-1.61I  1.52+0.  n 

3.42+0.78 

2.9^2!-0.0fi 

•2.  781-0.  •27'  6.47  +2.71I  2.85  -0.82,  1.55,-0.73    4.75  +1.44    •2.69-0.62    2.  ■.•9:     0.00,  -2.68  +0.-27 

34. '25 

+1.26 

St.  Johnsbury 

1.66-0.63   1.96-0.08 

4.-28+1.71 

•2.67+0.06 

•2.98+0.08    4.77+1.45    1.39-2.36'   1.55—2.16'  5.06+1.49    3.24'  +  0.34    3.45+0.65,  2.64+0.21 

36.65 

1  +0.76 

Se.irsburg  Mt 

•i.S9-1.45    -i.W-O.U 

5.54+1.08 

-2.85 --2.  02 

4.97+0.84    3. ■27-1.27    6.'20+0.98    •2.14,-^2.42    5.84^0.21     3.30-0.6l|  6.27+2.09    5.46+1.77 

51.63 

1  -0.94 

Scarsbvinf  Sta. 

3.13  -2.0s    3.26 -0.0-2 

6.-24 +1.38 

-2.72' -2.55 

4.69+0. 68'  •2.66'-1.70|  5.98+1.04     1.67-2.60    5.57+0.441  3.56-0.08]  5.84,+  l.;t8    6  531  +  2.39 

51.85 

1   -1.72 

Soiuei^et 

2.65-1.S9    4. 18 +0.41 

6.  94  +2.  33 

3.49-1.  is 

5.'22+1.05    3.S0  -0.59    6.93+2.37    2.54-1.77    5.^29+0.771  •2.96-l.'29l  5.^201+0.41,  5.43+1.^2f 

54.631  4-1.88 
4,S.98;  -1-3.84 

Vernon 

2.72-0.74 

2. 48  -0.  43 

5.67+2.-22 

1.-28  -2.  18 

5.59+2.47    2.65—0.95    5.80+1.78    2.11  -2.  08|  3.51,-0.421  2.69-0.43'  5. 75,+'2.  12    5.68+2.48 

Waterbury  Dam 

West  Burlce 

1.72 

■2.04 

3.24 

3. 69 

•2.76 5.43 1.41' ■J. '28 4.521 '4.13 3.  75| 3.87 

38.74    

1.48-1.64 

2  49+0.-22 

4.41  +1.6.) 

■2.  .57  -0.93 

3.28-0.10    5.74+2.34    1.80-2.44    •2.70-0.34,  4.  53 -rO.  12    3.  65+0.  61 1  3.49+0.34    3.63+0.74 
3.121  +  0.45    4.59+1.65'  3.651-0.19    0.  72 —2.  ,55'  4.80+1.131  2.751-0.161  4.43+1.481  3  7(1+1.37 

39.77,  +0.57 

We.st  Hartford 

2.04-1.04 

1.93-0.13 

4.19+1.47 

•2.  55  -0.  71 

40.361  --4.  60 

White  River  Jet 

L99-0  71 

0.97-1.-29 

3.90+1.05 

•2.75-0.57 

3.14+0.45    4.35+1.16,  3.36|-0.88:  '2.42-0.63    5.62+'2.34,  2.551-0.17    4.08,+  1.161  3  44 +0. 9( 

88.57    -1-8.31 

WhitiiiKiiara 

2.9-2-1.39 

3.40+0.20 

6.  61  +2  61 

2.39 -2. '28 

4.56+1. (G    8.^29-0.82    6.23+2.09,   1.76-2.11    6  .32 +1.  86  1  3.  80+0.  43'  6.  50 +^2.  37 

fi.42+2.58 

54.  ^20    +6.66 

Wilder. 

1.65  -0.78 

1.40  -0.49 

3  63 +1.-20 

2.  52  -0.  65 

3.18+0.68    3.75+0.78    3.051—0.93!  0.91-2.1(1    4.27+0.741  2.35!— 0.40 

4.791+1-66 

2.72+0.38 

34.^221   -0.12 

2.  70  -1.  69 
-2.79-0.24 

3.72+0.35 
2. 14|-0  63 

5.79+1.30 
4.531+1.35 

•2.871-1.47 
3.10|+0.11 

4.52-1-0.42,  -2.811-1.801  5.58+1.62 
3.81+0.51   3.81+0.37    3.21-0.74 

1.72  —2  28    4  71  4-11  xa 

3.02 
2.62 

-0.5b 
-0.56 

5.041-1-0.91 
4.  62  +1.  38 

6.611+1.76 

4.621  +  1.78 

48.14 
40.63 

—1  10 

yVo^l"u>°k  '.'.'.'.'.'.'.'.'.'.' 

1.88-1!  95 

4.101+0.63 

+2^02 

MnfMChuaelU. 

1 

I 

1 

Adam*  

1.80-^2.05 

1.77-0.56 

4.55+0.93 

■2.41-1.94 

4.67+1.17   4.45i-|-0.25   7.50+3.33 

1.42 -'2.08 

4.681-0.09 

2.83 

+0.  (12 

7.69+^4-06 

5.16+1.91 

48.78 

+  4.94 

Aiuherst 

3.  54' +0. 11 

1.66-1.52 

7.89+4.30 

0.96 -'2. 35 

-2.98-0.77,  3.63-0.11    4.95+0.70 

'2.93-1,28 

3.94+0.15 

3.271-0.31,  6.07,-1-2.44 

6.081  +  2. 53 

47.851   +3.79 

.\shland 

3.  48  -0.  42 

3.85—0.02 

7.43+3.-22 

1.60l-'2.15 

-2.46-0.71'  2.86,-0.51    7.60+4.08 

2.43 -1.1b 

1.71-2.1;-* 

3.  32|— 0.  01 

5.04+1.50 

6.89+3.  14 

48.67|  +4.88 

3. 30' 

1  7-> 

1.-29 

•2.-5 4.78 4.63 

1.28' 

3,3(il 

3.681 

4.  col 

4,57l 

42..59I 

Beechvfood  . .... . . .... 

3. 68 

3.14 

6. m '.'.'.'.'.. 

1.-26 

1.91 1  4.^24 ,  5.00| ■2.,54 2.71 

4. '20 

7.741 

4,4(1 

4.S.  <'7'    

Belcliertown 

3.50' 

1.33' 

5.08 

1.'29 

3.34' 14.71 14.98! 1  .7L' 4. '291 

4.37 

7.^32|., 5.1, _■     .... 

Blue  Hill 

3.57-0.52 

3  88[     0.00 

7.  89  +3.  64 

1.83-2.08 

1.98-1.51    -2.78-0.82    5.471+1.     1     J.-t-l.J,    -'.49-1.54 

3.161-0.60 

5.37  +  1-59    :-■        '    1. 

-  — 6.'4i 

Boston 

3. 69+0.  Ob 

3.4d'+0.08 

7. 00  +3.  43 

1.60-1.74 

2  ll|-l. 071  4.-241  +  1. 35!  4.  141+0.  ti.S    -'""-I    ■.  i    1.9(11-1.18 

2.  781-0.  87 

4.69-1-1-36;  -1.:        !   ,, 

1^    '  +2.33 

Boylston 

Brockton 

4.59  +0.71 

2.57  -1-26 

7.54+3.34 

1.  69  -2.  22 

2.36'-0.92    B.211+'2.30l  6. 51 +'.i.,">     J     i,    -1.:!.'    J.  t'.i-1.71     2.  7J  — 0. 4(1    ,1.^4  +2.  U-2    ,,,,        _    |i 

•  I'l'l    +6.15 

3.46+0.17 

3.18+0.06 

7.09+3.53 

1. -24, -2.  24 

1.22-1.721  3.07, +0.01    4  I.I      i'  n-    -    -       , ,  1 ;     .    -      -l:'-    j:        r.  IT    ..._-,    1  .,.  i,     ,            -,,  : 
■  4. 53H-0. 92'  4.32-1-0.27    (,.           .•    ,       1    '",      .'    '          Ti      ••      ,     i    ,i       '    ,-    i,,         ,-      -    - 

■     ■-■    -1.92 

Chester 

3.35-0.;? 

•2.02-1.11 

7.  67  +3. 98 

1.38l-^2.41 

'1     11    +9.20 

r^hfkerAi-fiplil 

,  3  00-0.41 
i  3.64,-0.4J 
4.3m'+<I.o5 

1.87-1.10 
3.  60  -0.  32 
3.16-0.61 

6.  43 +-2.  50 
6.98+2.90 
7.5:^+3.-29 

1  1.53— ^2.  57 
'  L  58— 2.34 
1.40' --2.  57 

5.  18+1.20;  4.05  -0.7.>    f,   1  _       _,,,,-,                  ,     ,      i      ;             -      ,  _        ',',,..' 
2.(y|-l.  181  3.87.+0.45'  /i.ln-  -1    .   '     ^'■■'      '■-■---I       '■  ■'     ■—  '      ''■'■'     ,Uii.'-'    ■)-.,,;    !:i 
;  •2.45—0.8-21  5  57+1.47    6.Af^2.b\i    -'.  "'.i  -  1 .  i.     i^.  Ji.  - 1.  ii,".    .l.i.:' ~{i.  b\r  a.'/i  ^tL  b.j^  (,,:t, +2.  il 

■I.-''    +4.41 
1!.  ill!     -(I  15 

^.yUcaLCliicni 

Chestnut  Hill 

Clinton 

49.  ■Z2<  +•(.  57 

CoUlbrook  

5.  72 

1  041 

4.58 

4.  781 5.  'M -.l.-A) H  2(1 H.  Ii    

4.65 

o.Oi'l 

Concord 

'3." -23 -6.' -2' 

'-3.3i  -6.07 

6.79+3.21 

1.54-1.96 

'  2.43-0.65 

4.99+1.62'  4  96+1.481  2.47  -1.14    'J.  (JH -1.  (17    :!.  i:(+0.05 

4  65 

+  1.24 

6.46+3.07 

46.' 61 

+3.80 

East  Wan-ham 

1  4. 35  +0.  * 

3.  69  +0.  42 

8  45  +4. 16 

1.04-3.15 

1  79  -0  9-i 

2. 14  —1.  73    3  84  +0.  33    (1.  94  +3. ■-'J    8.  bo  —1.  89    4.  IJ  +U.  36 

6.13 

+2.  26 

4.1l!-0.03 

49.65 

Fall  River 

1  4. -2-2' -M).  It 

3.  lu  -0.  73 

7.53+3.32 

1.16 -2.  !I8 

]  2. 03-1. •^e 

2.10-1.10!  2.881-0.31,  7.24-1-8.  19    1.6(j,-19(i    4.00+0.34 

5.20 

+1.53 

4.05 

-0.12 

45.17 

+0. 12 

Fitchlmrg 

3.39     0.0*. 

3.  88+0.  64 

6.73+3.21 

1.53-1.78 

3  -25 -0.24 

6.43+'2.84;  5.141+1.371   1.94,-1.98    2.341-L32;  2.97 

-0.61 

5.02 

+1.55 

5.68 

+•2.39 

48.20 

+6.17 

Fort  Dc vens 

2. 73 

!  3.41 

7.  00 

1  1.39' 

1  3.991 

5.60 

;   ..      

2.  02 

5.28 

Franiin$:haiu 

3.62-0  3'. 

;  3.711-0.20 

7.  02  +2.  74 

!  1.73-1.96 

'  2.  19j-l.(lU 

■3'47+6.'i9 

8  01+4.47 

2.18 

-1.56;  I  881-1.71 

3.11 

-6.' 34 

■4.' 99 

+i.'26 

6.90 

+3."ii 

!l8.'8i 

+4:61 
+5.19 

Franklin 

Gardner 

4. 43|+0. 6-i 

3.01+0.05 

7.76+3.96 

1.  031-2.  73 

•2.27;-0.5^2 

3.29-0.35 

5.46+1.6 
5.57-1-1.39 

5.081+1.83 

3.13 

-1.12i  1.89-1.87 

3,80 

-I-0.5U 

6.76 

+2.61 

5.60 

+2.11 

46. 90 

3.  691+0. -2!: 

1.94-1. -27 

7.0' 

+3.38 

1.2- 

-2.48 

3.  Ti 

+0.65 

6. 15j  +  2.  33 

2.12 

-1.83 

3.181-0.82 

3.77 

+0.7( 

4.28 

+0.61 

3.78 

46.43 

-3.55 

Gloucester  

Greenfield 

3.18|-1.0C 

4.69+0.66 

l.^-." 

+2.27 

1.62 

-2.  54 

2.7i 

-0.60 

4.73'+1.08 

4.25 

+0.80 

2.  26! -L  85 
.  ..      1 

2.46 

-0.90 

5.65 

—1.76 

4.66 

-1-0!  74 

48.80 

+1.83 

Groton 

1  3.871+6.3 

'2."66i-6.'87 

[... 

'i'.k 

-2."22 

'3."  63 

+6.' 24 

■3.'69P6.'48 

'5.79 

+2.30 

■i.'95 

-i.'8'2 

2,53!-1.34 

'2.62 

-^6.' 84 

i'.ib 

+6.'89 

'5.' 49 

+2.' 65 

Hard«  i<k 

3.37-0.4- 

1.71I-1.46 

5.93+2.16 

0.7 

-2.99 

•2.9t 

-0.52 

5.23+0.90 

5.32 

-1-0.90 

1.76-2.74 

3.59]-1.00 

3.61 

+0'.  3i 

5.  78 

+1. 95 

4.67 

+1.-21 

4-i.'6'2 

-i.'gi 

Hatohviile 

4.  67  +0.  9t: 

3.  •291-0.  17 

7.95+-3.5f 

0.61 

-3.66 

2  28 

3.02t-0.82 

•2.51 

-0.78 

7.18 

+■2.  88 

3.381-0.37 

4.40 

4.21 

+0.25 

3.58 

-0.19 

48.03 

+0.74 

Haverhill 

t  2.94]-0.11 

3  ol'  +  0.6b 

6.  9(1  —3.  22 

•2.02 

-L64 

2.32 

\—o'.  4- 

2.881-0.52 

5.39 

+  1.96 

1..85 

-1.56 

1.941—1.35 

■2.42 

—0.48 

5.50 

+2.43 

6.51 

+2.19 

42.  68 

+4.18 

Hoath 

3.12-0.44 

2.  791-0.  3U 

7.  15+3.21 

1.841-2.82 

5  2 

1+1.  43 

2.28 

-2. 34 

7.40 

+3.34 

1.63 

-2.  35 

6.  Obi +  L  32 

4.94 

+  1.46 

5.62 

+1.09 

5.73 

+2.61 

53.79 

+6.71 

Hofyoke 

2  75 -0.8'. 

3.  lOi— 0.  43 

0.  59+2.  64 

0.88! -'2. 97 

4. '26 +0.70 

4.60 

+0.  67 

4.95 

+0.86 

•2.24 

-1.98 

+0.  60 

3.38 

+0.09 

5.87 

+2  49 

6  89 

+2.  76 

49.  40 

+4.60 

Hoosac  Tunnel 

2.  74  -1  62 

■2.831-0.16 

7.11+2.90 

2.3a 

-2.02 

4.58+1.17 

2.  43 

-1.67 

6.38 

+2.24 

1.68i-2  17 

4;6; 

0.00 

3.18 

+0.42 

7.07 

+3.60 

6.06 

+2.64 

50.98 

+  5.33 

Hiibbardston 

3.04-0.09 

1.781 -0.8b 

6.  641 +-2.  88 

1.01 

-2.96 

3.30 

-0.09 

4.52 

-1-0. 10|  6.  36 

+2.  10 

1.451-2.20 

2.75 

-2.19 

3.52 

+  0.09 

4.  3,=il-tO.  37 

4.I2I+O.02 

3.30 

+0.09 

41.97 

-'2.  76 

Hvannis  

2.-29!— 0.9o 

3.29-0  33 

!  8.29+3.94 

0.5.3 

-3.13 

1.72 

-1.56 

2.65 

-0.52    1  67 

-1.29 

8.60+5.18 

3.72 

-K).  ,S2 

+1.^29 

3.83 

-0.06 

46.82 

+3.39 

Ipswich 

4.39i+0.4a 

4.14+0.38 

1  7.36+3.37 

1.87 

-2.16 

2.46 

-0.53 

4. 39+0. 68 

653 

+8.02 

•2.18-1.081  ^2.32 

-1.50 

3!  02 

-0.15 

5.  051+1- 60 

5.00 

+  1.29 

48.71 

+5.25 

4.  98+0.  85 
2.60 

3. -221-0.87 
3.89' 

!  8  52I+0.09 

6.86 

1.70 
1.81 

—2.49 

4.  63 
2.54 

+1. 19 

5.0^2|+0.95 

6.19 
5.94 

+1.14 

2.14-2.17    2.68 
1.65; '   1  97 

-1.56 

3.43 
2,  63 

O.OU 

6. 541+1- b-* 

6.81 
5.  56 

+2.73 

53.86 
43.51 

+5.50 

Lake  Kenoza  

5  21 

Lake  Cochituate 

5.  12 +1.-25 

3.15-0.61 

8.39+4.21 

1.90 

-2.'6i 

2  51 

-6.'93 

3!  13 -6.' •is 

8.27 

+  4.'44 

2.44]  — 1.741  2.  •221—1. 49 

3.71 

"6."  66 

6.36 

+2.' 42 

7.  .5b 

+3.' 92 

54.78 

+9.' is 

3.481-0.  18 
3.48+0.22 

•2.99,-0.27 
3  05-0.10 

6.64+2.78 
7.69  +4.09 

2.021-1.56 
1.  84  -  1.  72 

2.90 
3.15 

-o!i6 

2.771-0.54 
4.131+0.81 

6.01 
5  96 

+•2.21 
+2.41 

1.31 -'2.  63    1.771-1,69 
1.81 1-2. '22,  2.641-0.92 

2.74 
■2.77 

-0.68 

-0.69 

5.08 
5.38 

+1.54 

4.  .55 
6.49 

+1.  Ob 
+3.08 

42.  2b 
48. '29 

—  0.17 

Lowell  ............... 

+6  49 

>Ian-i:p;d 

4.0ll-n.37 

2.  601-1.  13 

6.92+2.69 

1.06-2.91 

1.84 

-1.73 

3.44 

-0.04!  6.51 

+2  89 

3.77,-0.36 

2.071-^2.  13 

3.84 

-0.25 

4.26 

-0.06 

4.82 

+  1.  02 

45.14 

+2.38 

Miduleboro 

4.  42  +0.  35 

2.871-0.87 

7.86:+3.G9 

0.89-2.98 

1.17 

-1.91 

3.31 

+0.  22 

4.39 

+-1.10 

6. 16+2.  63 

2.141-1.48 

4.17 

+  0.46 

5.29 

+1.66 

3.89 

+  0.  12 

46.56 

+'2.  98 

Milford 

4.  681+1. '25 

■2.911-0.  II 

7.77  +  4.34 

0  99  —2.  68 

•2.4( 

-0.42 

3  63 

-0.29 

6.91 

+2.09 

•2.70 

-  1.  23 

1.90-1.87 

3.50 

+  0  56 

4.76 

+1.27 

6.90 

+  3.69 

47.95 

-i-6.60 

.Millbury    

2.91  -L -29 
•2.70I 

3.96|+0.  64 

7.  28 +-2.  57 

1.3.5-^2.89 

2.  09 

-0  67 

3.87 

-0.54 

5.89 

+2.36 

2.10 

-1.69 

1,46-3.80 

3.20 

0.00 

5.35 

+  L80 

6.71 

+3.  30 

46.17 

-0.21 

Montaguo  City 

Nantucket 

3. Oil 

6.541 

1.4.5! 

4.771 

3.31 

4.52 

6  69 

6.34    

2.87 

6.08 

6.98 

63.21 

4. -24 +0.47 

2.  741-0  63 

7.421+3.67 

0.90 

-2.06 

2  11-0.74 

1.68 

-i.'64 

2.18 

-6.' 69 

7.12 

+3.''7'2 

2.46+0.01 

3.70 

+  6.'31 

8.40 

+6.'ib 

4.56 

+  6'8'2 

42. 4b 

+4.02 

New  Bedford 

2.81-1.12 
4.011 

4.  Oil  to.  .30 
3.80I 

6.96+2.79 
6.97: 

0.91 
1.53 

-3.00 

1.47-2.27 
2.61 

2.0b 
2  92 

:.':''. 

•2.61 

-0.59 

L61 

+3.47 

•2.91  -0.59 
1.58 

4.78 
2.81 

+  0.98 

6.06 
4.72 

+2.02 

3,84 

-0.15 

46.00 
46.07 

+0.75 

Newburvport 

7.S'ii 

5. 74 

Northbridge 

4. 32: +0.41 

2.871-0.82 

7.681+3.45 

1.14 

-2.'57 

2.  '25  -1.  04 

4.49+1.10 

4  731+1.01 

2.50 

-1.74 

1.56]- 2.  00 

3.80 

+6.'i2 

4.88 

+6.' 98 

9.01+5.36 

49.18 

+  4.' 26 

Pembroke 

3  39'-0.12 

2.151-0.84 

i 

1.10 

-3.  ■28 

1.58-1.42 

8  86 

-0.04 

3.  .581"  0.^25 

3  79— 0.36 

2.  .56-1. '26 

3.58 

+0.33 

4.86 

+  1.39 

3.41  -0.  12 

Peru  

3  42  -0  48 

2.181-0.98 

8.121+3.35 

2  09 

-1.62 

5.^26 +L  33 

3.35 

-1.17 

6.87+2.76 

8.  36  -0.  91 

5.40-0.35 

4.58 

1-1.42 

5. '23 

+  1.49 

4.88+1.31 

54.' 19 

+6.  is 

Petersham  

3.32+0-40 

'2. 191-1. 15 

5.94+2.30 

0.78 

-3.  02 

4.37 

+0.17 

5.O0I  +  I.I9 

1.58 

-2, 32 

3. 02-1.  ,62 

'2.73 

-0.37 

6.76 

+  1.91 

4.  42'  +  1.08 

PittsHeld  

1.771-1  27 

•2.0-2' -0.71 

5.85+2.42 

1  57 

-1.53 

3.901+0.83 

2.41 

-1.42 

6.081  +  1.84 

1  49 

-2.64 

5  82+1.30 

3  08 

0.00 

5.81 

+  2.55 

5.24 

+2.14 

44.' 49 

+3'5i 

Plainfield 

2.98(-0.37 

2.  121-0.  64 

7.30+3.30 

1.42 

4.94 

+0.91 

2.72 

-2.01 

6.73l+2.^26 

4  08 

+0.19 

6.12+1.36 

5.88 

+■2.21 

4.  .59 

+0.15 

6.16 

+3.24 

55-03 

+8.23 

Plymouth 

3.15-1.18 

3.91-0.16 

7. 94! +.3. 35 

1.13 

-3' 14 

1.70 

—1.60 

2.  62 

-0  70 

3.34+0.02 

4.89 

+  1.171  8.551-0,  14 

4.59 

+0.65 

6.  77 +!•■'» 

3.81 

-0.28 

46.  40 

-0.23 

Princeton 

3  741-0.84 

3.08-0.45 

7.  74  +3  79 

1  38 

-2.33 

4.07 

+  0.641  5  72 

+  2.101  6.87+2.19 

2.08 

-•2. 15 

•2.57-1.31 

3.32 

-0.14 

5.21 

-+1.42 

6.43 

+  1.68 

60.71 

+5.05 

Provincetown 

2.4SI-1.35 

2.07-1.36 

7.09+3.36 

0.92 

-2.  61 

1.25 

-1.74:  3.38 

+  0.54 

'2.6H'-0  02 

4.18 

+  1.07 

.         1 

Slu^lburne  Falls 

•2.67-0.55 

8. '281+0. 40 

6.87+8.41 

L78 

—2  17 

5.00 

+  1  5fi    5.13 

+  1.53 

6.  14  +2.40 

3.45-0  29 

6.58+1.67 

■  2.' 85 

-6!34 

■7.'^27 

+3.' 46 

6!82 

+3 '63 

56.' 84 

+  i6.'76 

Southbridge 

4.361+0  65 

2.641-0.81 

7.  80+3.  74 

1.21 

-2.90 

2  69 

-1.09    4.^28 

+0.31 

6.14+1,18 

3.25-0.92 

■2.46-1.95 

3.74 

+0. 39 

6,06 

+  2.^29 

5  93 

+•2.37 

49.51 

+3.21 

.«outh  Egnimont 

Spot  Pond 

Springfield 

3.97+0.89 

L. 551 -1.29 

5.  63  +2.  78 

1.39 

-2.05 

3.28 

-0.  06   2.  541  -1.  70 

5.41+1.26 

3.20-1.40 

5.551+1.51 

4.72 

+  1.43 

6.22 

+  1.97 

6.13+3.23 

48.69 

+6.57 

4.44+0.52 

3.7-2-0.19 

7.64+3.43 

2.20 

-1.92 

2.45 

-0.61    3.99+0.13 

8.21  -0  14 

2.74-0.78 

2.221-1.60 

3  30 

+0.24 

4.89 

+L60 

5.31 

+  1.49 

46.11 

+2.17 

3.27-0.13 

2.77-0.65 
2.90I-O.68 

.5.4.51  +  1.83 

0.43 

-2.87 

4. -27 

+0.55   4.711+0.93 

6.  96' +2.  69 

2  00' -2. 24 

4.73+1.13 

3.45 

-0.26 

5.12 

-(-1.61 
-1-1.42 

5.96 

+2.68 

49.12 

+5.27 

I^&ge:;:::;:::: 

4.53+0.87 
3. 131+0. 09 

7.48'-3.44 

1.41i-'2.46 

4.  .321+1.05 

5.24+1.46    5.12+1.42 

1.95-1.67!  2  851-1.47 

3.  .89 

+0.22 

5  06 

5  78 

+1.97 

49.63 

+5.57 

1.361-1.-26 

5.301+1.82 

1.701-2.03 

4.16 

+0.67 

4.14 

-0.41    7.OOI+2.88 

3.08 

-1.  40I  5.  51  +0.  90 

3.23 

+0.13 

6.04 

r:?2? 

5.01 

+2.53 

49.66 

+5. 92 

Swampscott 

3.29-0.86 

4.34+0.99 

6.72|  +  '2..58 

1.61:--2.89 

1.70 

-1.13 

1.84 

-2.04    3.  51 '+0,40 

2.65 

-0.  72!  2.  07 

-1.67 

2.29 

-0.84 

4.70 

+1.61 

4.09 

+  0.78 

38.81 

-3.79 

Taunton 

2  97:-l.  59 

3.961+0.02 

7.  18, +2.  97 

0.851-3.28 

1.77 

-1.59 

2.41 

-0.80   5.2O1+I.49 

4.04 

0.  («!  2.  04 

-1.67 

4. 74  +0.  95 

+  1.59 

3.96 

+0.  03 

44.77 

+  1.88 

Turners  Fails.'!!!.'!;!; 

3.26-0.05 

2.031-0.61 

6.57+8.-20 

1.16 

—  1.97 

4.80 

+  1.40 

3.87 

+0.34   4.85I  +  I.I8 

4.89 

+0. 65I  5. 29 

+  1.52 

3. '24+0. 44 

5:40 

+2.00 

6.20 

+  3.21! 

51.06 

+  11.31 

WHT" 

1.70i-l.  10 

5.30+-2.-24 

1.07 

-2.38 

.8.41 

+0.08 

4.091-0.721  4.78+0.761  2.751-  1.06,  3.48 

-1.04 

3.56+0.70 

5.12 

+  1.40 

4.79 

+1.80 

Webster 

'S.' 43 -6.' 2-2 

1.70-1.92 

7.58+3.78 

0.74 

-2.  64 

2.23 

-1.00 

•2.89-0.57    4  28+0.58    '2.461-1.37    1.74 

-L95 

4.041+0.77 

4.29 

-K).83 

4.. 51 

+  0.77 

39.' 84 

-2.' 94 

West  Cummington 

2.  70' 

•2.6-2 

7.761 

2.28 

5.00 

'2.30    6.27     1  3  24' 1  6.11 

3.16' 

7.13 

6.78 

56.35 

Westfield 

3.  89  +0.  03 

2.19  -1.50 

6.  19 '+'2.  32 

0.75-3.38 

3.99 

+6.'i'7 

4.69+0.48;  5.65+1.741  •■2-891-1.32;  4.73+0.52 

4. 46, +0.81 

5.75 

+i.'74 

6.  35 

+2.' 67 

51.53 

+  4.' 28 

3.46-0.11 

3. 58  +0  88 

7.51+3  88 

2.04I-2.36 

2  09 

-0.90 

4.O1I-O.O5!  5.18+2.16!  3.08-0.55,  1.7'2!-3. 11 

3,231-0,40 

5.44 

+2.04 

6.63 

tti^ 

47.97 

+5.  57 

west'>t>.. .!.!.'..!*!'! 

3.131+0.04 

1.47-1.43 

5. 72+2. 13 

L  291 -2.  36 

4.50 

+0.83 

6. 15,+!.  84,  7.50'+8  101  2. '26 

-2.48,  .5.56+1.42'  5.70+2.25 
....        4.  091 1  8.  40! 

4.70 

+0.98 

6.11 

53. 09 

+8.61 

Wosto\    ;■  Field 

.  1 

2.111 

4.58 



O.50I 

4.71 

3.94 

4.741    -■•-    1  '-22 

7.33 

5.92 



West  Rutland 

3.  4.5  -0.  25 

2.39-0.61 

5.15 

+  1.14 

l.OI 

-2.  65 

4.98+1.291  4.19!~0.20 

4  391+0.86    2.45 

-1.81'  3.'24!-l,84    3.471  +  0.21 

4.78 

+i.'52 

4.54 

+1.181 

44.04 

-i.'io 

Williamstown 

2.29,-0.43 

M3I-1.28 

4  31 

+1.18 

1.78 

-1.11 

3.54+0  36; 

5.74+1.52;  1.07 

-3.03   3.69+0.15'  2.951-0.11 

5.38 

+2. 33 

8  86 

-0.961 

Winchendon    

3.23-0  05 

1.72I-L17 

6.61 

+3.00 

1.35 

-■2. 12 

2.48|-0.70  5.  .33 +1.57 

5.28+1.07!  2.39 

-1.55 

4.13 

+0.  01  <  3  44+0.  34 

4.27 

+0.82 

4.94 

-  -1.  59 

45.17 

+2.' si 

Worcester   

3.57-0.03 

3.661+0.43 

7.62 

+3. 80 

1.26 

-2.31 

3. 00  -0.  66  3. 79 

+0.45 

4. 81+1.  09 1  •A  70 

-1.38 

2.44 

-1.19 

3.46-0.20 

5.23 

+  1.55 

5.96 

+'2.  44 

47.50 

+3.99 

Jtho  'e  Island. 

Block  Island 

4.03+0.25 

■2.52 

-M4 

6. 201+2. 37 

0.85 

-2.68 

1.73-1.75    L64 

-0.98 

2.73-0  35 1  5.70;+2.08 

1.85 

-0.81 

3.60 

+0.04   4.46 

+0.83 

5.36 

+1.56 

40.67 

-0.63 

Greenville 

3. 49 

4.29 

7,32! 

0.74 

3.38] 1  4.88 

5.85 1  4.61' 

2.02 



4.06 

5.84 

6.00 

62.40 

Kingston  

3.61 

-1.18 

4.60 

+6.' 30 

7.10 

+2.37 

0.72 

-3.'9i 

1.72 

-2.14 

•2.65 

-6.'8i 

4.26 

■+0.92 

6.00 

+1.70 

2.21 

-1.69 

4.27 

+0.22 

5.19 

+6.' 95 

6.38 

+i.'77 

48.71 

-i.'si 

10- 
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Year,  1942 


Monthly  and.  annual  precipitation  for  the  year  1942,  with  departure  from  the  normal.    (Continued) 
January      February       Marcl 


April 


May 


June 


July 


August     I  September      October     November   December       Annual 


Mode  Maud  Cont'd 

Portsmouth 

FroTidence 

Slocum 

Wood  River  Jet 

ConnecHcuU 

Baltic 

Barkhamstead 

Biidjjeport 

Burlington 

Colchester.     .     

Colliusville 

Cream  Hill 

Panbury 

Falls  Village 

Hartford   

Lake  lionomoc •• 

Marion 

Mt.  Carmel 

NiMv  Hartford 

New  Haven 

New  London 

Norwnlk 

Futiiam 

Sali>bury 

Storrs 

Wateriiurv 

Wi-stbrook  

West  Ilp.rtlaiul 

Windsor  Locks 


+1.00 

+6: 


.86:-!.  16! 
.  20  +0.  26i 
.  04'+l.  60j 


42  ( +0.  44! 
93|-l,15l 

75  +1.  nl 


2.46 

3.43 

2.61 

5.01 

3.00 

4  30- 

2.36- 

2.93:. 

2.  30  ■ 

2.11!" 


74  -1-3. 
22i.... 

15!H-3.' 


0,00 


-t-0.77 


-1.32 


-1.  42|  8.01  -1-3.91 
-0.281  6.67  4-2.44 
-1.12    8.  a2-f-3.97    1.77 


0.99 
1.07' 
0.71 
0.66 
1.01 
0.82 


5.01 
4.43 

-3.  80|  2.54 
-3.52,  4.  43'+0..W 
-2.79.  5  39,-1-1.41 

4.91   

-2.  48l  5.  40  —1.  74 
-2.7li  3.  89. -1-0.  29' 
-3.22    2.51i— 1.051 

..    ..    4.47| 

4.  00 1 

-2'2o!  3!  67  I -6.' 62! 
-3.15,  1.83,-1.54! 
-1.93  4.86,-H.07| 
I  2,591 

5.16, 

-2.85  2.721-0.78; 
-3.  10|  3.  81 1-1-0.  02 


3. 43      0.  OCi 

5.18 
3.061-0.-1 

6.  .12' 

2.  601-0.  8p 
5.80,-1-1.67 
5  ll-t-0.891 

2.  60' 

4.  94  4-0.  73 
4.0;i  -r0.9ol 
2.871-0.48! 
2.  60| I 

2.  901 

4.961 

3.  06  -0.  04' 
2  16—1.09! 


!.91 


i.44 


,10 


4.28' 

6.  20| 

3.73,-1-0.56 
3.44-0.  lOl 
2.94I 

I  4.551 

1  6.17! 


6,  61 14-2, 
5.811... 
5.64|  +  L 
4.  47  ,4-0. 
5.52I4-I. 
3.  29  I ... . 
5.42!.... 
6. 22 : ... . 


8.28!... 
5.58|-1-C 
3,84  -C 

5.  39  . . . 

6.  24  I . . . 
6.  39  ! . . . 


4. 39  -1-0. 54 

2.75 

9,51  4-4.96 

4.  f-8  1 

3.961-0.55 
4.  52  4-0. 13 
2.  34  -2.  03 


-2.22 

-i 

-i.'67' 
-1.  491 
-  0.  851 


6.45 
6.54 
6.62 
7.87 
6.29 
.03  6.83 
04    7.00 


-1-2.  28 
4-3.29 

4-3, 


10. 14  4-5.  88 
6. 36  4-2  02 
9. 32  4-4.  61 
5.70 


3.34  4-0.31  5.81  +2. 
2.80  -0.72!  7.05  4-3. 
5.26  -fl.:i6    6.99  +3. 


2.79  -L21 

1.64  ....  4.171.... 

4.  49 3.  74  ! ... . 

2.24  -1.83  3.47|-0. 

3.09  -0.78  2.76-0. 

1.93 3.63|.... 

4.74! 3.04'.... 

4.  02  I I  3.24  .... 


.  23'  4.  53  4-1. 
.09!  5.34-1-1. 
.  85I  5.  44  14-2. 


52.63 

52.  91 
.0158,62 
..  60.36 
.42,45.50 
.30  55 
.24  5L45 


4-3.03 
4-8.44 
4-4.86 


4-3.29 
4-4.67 


53.01 
53,04 
57.7 


-12. 18 

.101  4-1.11 

I  57.  50  4-12.  07 

53.05     

54.87     

.20    4-2.66 
149.35    4-2.81 

51. 29     

...51.10     


[Continued  from  page  97] 

the  presence  of  two  converging  cold  fronts;  one  extending  from 
northern  Vermont  to  central  Georgia,  moving  southeastward; 
the  other,  from  the  northeast  Massachusetts  coast  to  extreme 
northwestern  Maine,  moving  southwestward.  The  warm,  moist 
air  between  these  fronts  was  thus  compressed 'and  forced  up- 
ward at  an  accelerated  rate  of  speed,  allowing  rapid  conden- 
sation and  resulting  torrential  rainfall.  Severe  floods  occurred 
locally,  and  there  were  washouts  and  local  crop  damage.  Mid- 
summer followed  along  in  reasonably  orderly  fashion,  with  but 
few  damaging  thundershowers.  On  the  25th  of  August  there 
were  scattered  records  of  temperatures  slightly  below  freezing. 
The  advent  of  autumn  was  indicated  by  killing  frosts  in  various 
communities  on  the  24th,  26th,  29th  and  30th  of  September.  A 
storm  of  notable  intensity  moved  over  the  Section  on  September 
27th,  with  generous  rains,  southerly  gales,  and  some  accompa- 
nying damage.  In  October  appeared  the  first  traces  of  snow  at 
higher  elevations  and  in  northernmost  regions.  The  period 
from  tlie  8th  to  the  17th  was  practically  rainless.  Winterish 
conditions  gradually  intensified  during  November,  and  tlie 
month  was  13°  colder  than  October.  Winter  developed  with 
characteristic  severity  during  December,  with  a  few  sub-zero  oc- 
currences on  the  first  day.  General  severe  cold  prevailed  from 
the  16th  through  the  22d,  with  sub-zero  readings  breaking  all 
records  for  the  duration  so  early  in  the  season.  On  the  30th,  a 
severe  glaze  storm  attacked  portions  of  mid-Massachusetts  and 
adjoining  regions  of  Connecticut,  Vermont,  and  New  Hamp- 
shire, with  resulting  damage  to  trees  and  hampering  of  trans- 
portation. On  December  2d,  pressure  fell  to  the  exceedingly 
low  readings  of  28.17  inches  at  Caribou  and  28.68  inches  at 
Block  Island,  and  was  attended  by  the  highest  temperatures  of 
the  month.  On  December  27th,  pressure  rose  to  30.99  inches 
at  Caribou  and  30.84  inches  at  Nantucket.  This  established  the 
greatest  pressure  range  ever  recorded  within  the  Section  in  such 
a  .short  period  of  time.  Temperatures  were  not  particularly  low 
following  the  high  pressure,  and  no  unusual  weather  attended 
the  great  pressure  extremes. 


KILLING  FROSTS. 


Maine 

Bangor 

Bar  Harbor  (near)  .. 

Caribou 

Eastport 

Farming  ton 

Fort  Kent 

Gardiner 

Greenville 

Houlton 

Lewiston 

Madison 

Millinocket 

North  Bridgton  .... 

Oldtown 

Oiono 

Portland 

Presque  Isle 

Ripofrenus  Dam  • 

Rumford 

Vanceboro 

Winslow 

Woodland 

New  Hampshire. 

Berlin .. 

Bethlehem 

Concord  

Durham 

First  Conn.  Lake 

Franklin 

Glenclitf 

Hanover 

Hillsboro 

Kearsarge. 

Keene  (near) 

Manchester 

Nashua 

Pinkham  Notch 

Plymouth 

Veiwont. 

Bennington 

Bloomfield 

Burlington 

Cavendish 

CheUca 

Cornwall 

Craftsbury  Comm. . . 

Dorset 

East  Barnet 

Enosburg  Falls 

Newport 

Northfield 

Rutland  

St.  Albans 

St.  Johnsbury 

Somerset 

Whito  River  Jet.   .... 
Woodstock 


Last 

in 

spring. 

May 

11* 

Apr. 

28* 

May 

12« 

Apr. 

27* 

Jlay 

12* 

.lune 

1* 

May 

li 

June 

1* 

do 

r 

Apr. 

17* 

May 

11 

do 

!?• 

do 

11 

do 

n 

do 

11* 

do 

11* 

do 

12 

do 

do 

11 

June 

1* 

Apr. 

28* 

June 

1 

June 

1 

May 

11* 

12* 

do 

June 

1* 

May 

12 

do 

II 

do 

IV* 

do 

11 

Slav 

11* 

do 

!■)• 

do 

11* 

June 

2* 

May 

12 

May 

11 

do 

12* 

Apr. 

22 

May 

11 

do 

^.fo^- 

22 

91* 

May 

n 

do 

12 

do 

12* 

Apr. 

22* 

May 

12 

do 

11 

Apr. 

22* 

May 

12 

12* 

do 

12* 

do 

12* 

Aug. 
Oct. 
Sept. 
Nov. 


Sept. 
Oct. 
Sept 

do 

do 

do 


Sept. 
Aug. 
Sept. 

do 

do 

do 

do 


do 

do 
Aug. 
Sept. 

do 


Masfochusetts. 

Adams  

Amherst. 

Blue  Hill 

Boston 

Brockton 

Chestnut  Hill... 

Clinton 

C^oncord 

East  Wareham. . 

Fall  River 

Fitchburg 

Framingham  .. . 

Gloucester 

Haverhill 

Hoosac  Tunnel.. 

Hyannis 

Lake  Cuchituate 

Lawrence 

Lowell 

Nantucket   

New  Bedford  . . . 

Pittsdeld 

Plymouth 

Provincetown.. . 
.Shelburne  Falls. 

Springfield 

Stockbridge 

Swanniscott 

Taunton 

Turner's  Falls  . . 
Westfield 

Weston 

WiUiamstown  . . 
Worcester 

Shode  Maud. 

Block  Island 

Kingbton 

I'ortsmouth  

Providence 

Coirnecficiit. 

Bridgeport 

Colchester 

Cream  Hill 

Uanbury 

Falls  Village  .. . 

Hartford 

Mt.  Carmel  .... 

New  Haven 

New  London.  ... 

Norwalk    

Putnam 

Salisbury 

Storrs 

Waterbury 

Westbrook. 


Last  in     First  in 
spring,     autumn. 


Apr. 
May 
Apr. 

Mar. 


Apr. 
May 
Apr. 
May 
do 
Apr. 
May 
Apr 


Sept.  25 
do  29 
do  28 
do  29 
Oct.  28* 
Sept.  29 


29* 


do  29* 
do  29 
d)  29 
Aug.  25 
Sept.  30 
do  29 
do  29 
14*     do     29 


15 


Oct.  29 
..  Sept.  29 
28*      do      30 

10* 

11*  Sept.  26 
do  29 
do  29 
do  29 
do  26 
do  29 
do  28 
do  29 
do  29 
do     29 


Nov.  14 
Sept.  29 
Nov.  5 
Oct.    29 


do  29 

do  29 

do  29 

Oct.  28 

do  2 

Nov.  5 

Oct.  27 

Sept.  29 

do  29 

do  29 

do  29 


Year.   1942. 
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Monthly  and  annual  mean  temperatures  for  the  Year  1942,  with  departures  from  the  normal. 


January.    February,  i    March. 

April. 

May. 

June.           July. 

August. 

September!  October. 

November  December.    Annual. 

Stations. 

i 

£ 

£    1 

5   i    ? 

2 

3 

t 

1 

£ 

i 

£ 

£ 

t 

£ 

3 

2 

3 

£ 

£ 

3 

£ 

6 

0 

£ 

3 

a! 

i 

« 

f! 

3 

s 

s 

2 

a 

2 

3 

2 

3 

2 

P 

2 

5 

2 

3 

2 

3 

3 

a 

1 

1 

1 

1 

0. 

s 

1 

a 

R 

a 

1 

a 

k 

a 

^ 

a 

1 

1 

Fl 

S 

^ 

P 

S 

fc- 

t- 

^ 

^ 

H 

Sth 

Q 

&H 

0 

b^ 

P 

e- 

0 

miine. 

1 

15.8 

17.4 

33. 8 

41.8 

54.0 

63-0 

1  66.0 

64.8 

58-0 

48.6 

34.1 

17  8 

Bar  Harbor 

?8.5 

+0.f 

23.2 

+0.6   38.2 

+6.5 

44.5 

+3.S 

55.0;  +3.0 

60-7    +0.71  64.2 

-i-< 

64-2 

-0-6 

59-01  +0-6 

37.8    -0.9 

23.0 

—3-8 

7.6 

12.41 i  28.J 

37.6 

53.6 

62-5 

55-41 

45.2, 

28-8; 

10-0 

38  9 

Eastport 

20.2 

— 0.2 

21.3 

'  -0.2   :f5.2:  +6.3 

41.0  +2.0!  48  7;   +]  (,!  55.]]      0.01  59.6 

-b.i'  61.6 

+0.9;  56-91    rl-1 

49.2     +1.7 

36. 9I   +0.2 

21.3:  -5-0 

42. 2 

+  0.6 

Farmington 

1S.( 

+  1.6 

18.3 

+0.4   34.0    +5.1 

-1.0'  66.8 

+0.5,  59.6    +1.3;  4.89  1   +1.5;  35.61   +1-S 

18.8     -2.5j  44,  £ 

+  1.1 

Ft.  Kent 

N  f 

12.  0 

1  29.21 

39.-5 ;  56.8 1  63.4 65.( 

64.6 

58.4 1  46.31 31.4 

9.  7  , 1  40  4 

Gardiner 

ls.^ 

-0.6 

20.0 

+U.  5    3.5.1,   +4.4 

43.3   +0.9   56.4'   +2.5!  63.8    +0.7|  67.2 

-1.8 

66.0 

-1.0   .59.3    -0.1;  48.8]  +0.2   35.4    -I.I 

20  6 

OreenviUe 

u.:' 

-1.2 

12.5 

-1.0   29.2    +4.7 

37.9    +0.9   53.3    +3. 8t  61.21  +2.0'  63.  i 

-1.2 

62.  4 

+0.1    5.5.4    +0.2'  4.5.61   +1.  ll  31.2'  +0.6 
+  1.5;  ,58.7;   +3.4    4.S.  7  '  +3.5   33.2]  +1  9 

13.  6 

-5.21  39.8 

+0.4 

Houlton 

II.S 

-o..- 

l.i.7 

+2.0   32.5    +6.9 

41.5    +2.2    56.2,   +4.61  64.5    +2.8    66.  f 

-1.:- 

65.1 

13  9 

-4.7|  42.3 

+  1.8 

Lewiston 

20.  4 

+  1.7 

20.7     +1.5   36.4    +1)  5 

44.6,   +3.2,  57.8    +3.7;  65.41   +1.7    69.6 

+  0.1 

68.8 

+  1.41  61.  4|   +1.5:  ,52.0  1    +2.9|  36.6       O.C 

21   8 

M:iilison  

lli.S 

+  1.9 

17.4     +2.2|  34.4    +7.5 

43.81  +3.7   57.2I  +4.6'  63.8    +2.  ll  67. t 

-0.£ 

66.0 

+0.6I  59.61   +2.3'  49.3     +2.8'  34.9    +1.3 

18.8 

-1.4]  44.1 

+2.2 

Millinocket 

14. -1 

+0.8 

17.1     +2.11  32.1    +5.1 

43.41   +3.5    57.2,   +4.6     64.2,   +2  5;  67.2 

-0.4 

65.9 

+0.9]  ,59.4,    +2  4,  48.7,   +2.6'  33.2|  +0.2 

1.5.4 

-3.6   43.2 

+1.5 

North  Bridgton 

19.1 

+0.2 

18.8      -1.2|  35.  2i   +5.0 

44.81  +2.4t  57.6    +3.1     64.3    +0.9    67.8 

-L5 

66.9 

-0.1;  59.81   +0.1 

49.6;    +0.71  35.5!   -0.6 

19.6 

-4.1!  44.9 

+0.4 

Oldtown 

19. -1 

+  1.4 

20.2     +0.7,  36.11  +5.5 

44.81   +2.9    57. 2I   +3.4]  64.5    +1.6!  68.C 

-0.4 

67.1 

+o.<; 

60-6,  +2.4 

,50.  8 

+  2.9    37.2    +1.2 

20  7 

-2.0]  45.5 

+1.7 

Portland 

•.>0H 

-1.6 

22.1;  -1.7    36.0    +4.2 

44.6    +1.6,  54,8]   +1.5  1  62.41    -0.  ll  66.8 

-1.8 

,58.9    -0.7 

49.2 

-0.  7l  36.2     -l.J 

23.0 

-4.  61  45. 1 

—0.4 

11.9 

+  1.2 

14.1      +0.8    30.4,  +6.7 

39.9    +2.  ,5   56.11   +.5.6     63.6,   +4.8^  64.6 

-1.1 

64.8 

+  1.5 

.56.  6l  +4.  2 

47.8 

+3.  7]  32.  6    +2.  5 

V>,) 

-3.5   41.4 

Ripogenus  Dam 

10.8 

—  1.4 

11.8     -0.2    29.0|   +7.0 
18.2  1  +0.3;  34.2'   +5  3 

40.2    +3.3    55,81   +5.6     64.4;   +2.5    66.2 

-o.« 

64.3 

-0.5 

,58.8;   +2.C 

48.8 

+2.31  33.3!   +1.3 

12  6 

—4.6   41.3 

+  1.4 

Ruiuford 

17.1 

-0.1 

43.7,   +2.8i  57.4'   +4.2     64.2    +1.6'  67.1 

-1.2 

6.5.9 

+0.4 

59.11   +1.2'  49.0 

+1.9 

34.8    +0.5 

18.1 

-3.91  44.1 

+  1.1 

Wlnslow 

20  6 

+2.4 

21  2     +1.7    37.2    +6.7 

46  6    +3.9   59.8;   +5.3  '  66  4    +0.8;  69.8 

+2.  a 

67.9 

+2.6 

62.8'  +2.8    51.1 

+  1.8 

37.4    +1.0 

21.8 

-1.9:  46.9 

+2.6 

Woodland 

XewHiwips>,irf. 
Berlin 

14.0 

-2.6 

16.  8  !   +0.  2'  32.  8 

+  5.3 

41.3    +1.2    54.6 

+  3.9     62.4    +0.7 

66.2 

-1.2 

65.7 

-0.4 

57.7;   +0.3 

48.0 

+1.3 

33.4 

-0.8 

16.8 

-3.71  42.5 

+0.4 

146 

-0.3 

14.  o'  -2.2 

32.2 

.,,., 

42.6   +3.1   56.4 

+4.2     62.9    +1.4 

65.8 

—0.6 

64.0 

0.0 

,57.6    +1.3 

46.2 

+0.6 

32.0 

-1  2 

15  5 

-4.8;  42.0 

+0-6 

Bethlehem 

IB.  J 

+1.0 

15.0     -1.4 

33  4 

+7  0 

43.61  +3.8    58.8 

+6.0     63.5 

+2.0 

67.2 

-+0.7 

66.6 

+3.  <J 

59.  61  +2.  8 

49.0'  +3.4I  33.2 

+0.5 

15  7 

-4.3;  43  5 

+2.1 

20.  S 

-1.3 

21.1     -1.7 

36.8 

+  6.0 

46.6   +3.2!  58.  ij 

+4.5    64.9 

+2.0 

68.0 

+0.6 

66.4 

+0.9 

60.  ol  +2.1) 

■50.0  1   +2.2    36.7 

+  1.3 

21.4 

-2.6   45.9 

+  1.4 

Durham 

25.2 

+1.7 

24.1     +0.6 

38.8    +5.4 

46.  0|   +2.21  59  a 

+  4.6     64.9 

+1.3 

68.4 

-1.1 

67.3 

+0.1 

61.61   +'■■' 

51    1      +1.1'  40.4    +1,9 

25  3 

-1.7    47.7 

+  1,5 

Fir.st  Conn.,  Lake 

7.2 

—4.1 

6.9 

-4.7 

26.4    +4.4 

37.0;  +I.9I  52.2 

+3.7     59.6 

+  1.6|  61.0 

—0.7 

,59.2 

53.7!  -0.1 

43.6  ;   +0.9    29.  ol   -1.2 

11  4 

-5.2   37.3 

-0.4 

Franklin 

20.2 

+0.3 

20.6 

+0  6 

36.  1    4-5. 2 

45.  4'   +2  6   57.  6 

+2.5;  64.7 

+  0.8    68.2 

-1.3 

66.4 

-0.2 

,59.  f 

-0.4 

48.0 

-0.1    3=i.2    -0.7 

20.0 

-.3.9]  4.5.1 

+0.4 

15.6 
17.8 

-1.  7|  33.  Ul   +6.  3 
-I.O!  35.4;   +5.9 

43.4    +4.4'  56  8 

+  5.0     61.6 
+3.9     64.2 

+  1.1    65.4 
+0.5    67.8 

-0.3 
-0.8 

64.2 
66.3 

+0.5 
+0.5 

58.2 

r^.i 

48.6 
49  2 

+3.2    34,4    +1.7 
+  1.8    34. n<  —1.1 

17.4 
19.3 

—2!  9    44.8 

Hanover 

19.0 

+1.1 

46.1 

+3.8   .58.6 

+  1  i 

Kearsarjte 

17  •> 

19  •? 

1  34.4! 

42. 1) 

48.6 

63  6 

65.6 

64  0 

,57,7 

47.8 

1  33.0; 

+2. 5;  38.6    +1.9 

19.3 

Keene(near) 

22.6 

+1.5 

22.4 

+1.2    37.8,  +5.S 

48.4 

+4  7    60.6 

+5.3 

66.  3 

+2  7 

69.  C 

+0.2 

67.1 

-6.8 

61  i 

+2.4 

51.1 

'-l.i  47:4 

+2.3 

Manchester 

24.2 

+0.1 

24.4 

+0.5 

38.4    +.5.8 

47.0 

+  3.9    59.4 

+3.0 

63.2 

-0.6 

68.4 

-1  > 

66  6 

-2.2 

m.i 

-0.2;  51.0 

+  2.0!  38.8 

-0.1 

2,5.3 

-2. 1,  47.  5 

+0  7 

Nashua 

23.6 
14.7 

-0.6 
-2.  2 

24.5 
1,5.2 

+0.1 
-1.2 

38.6    +5.3 
30.41  +6.0 

48.2 
40.4 

+4.4 
+  4.2 

60.2 
54.2 

+3.9 
+4.2 

65.8 
.59.8 

+0.6 
+0.9 

69.2 
6.3.0 

—1.0 
+0.3 

67.  1 
62,1 

-1.1 
+  1.2 

62.5 

,55.  8 

+1.7 
+  L7 

50  5 
46.8 

+  0.7 
+  3.2 

38.4 
32.  5 

-0.7 
+  0  Q 

24.8 
1,5? 

-2.5;  47.6 
—4  8]  40.8 

+0.8 

Pinkham  Notch 

+1.2 

Plymouth              

18.7 
21  6 

+1.1 
1  4 

19.6 
19  5 

+1.2 
2  7 

35.6    +7.2 

40.8 

47  8 

+  4.3 

58.8 

+4.8 
+3  4 

60.2 

+2.2 

67.4 
69  6 

-0.7 
+0  4 

66.0 

+0.9 
.-0  n 

58.8 

+  1-1 

48.7 
50  0 

„. 

36.0 
38  4 

+2.0 

+0.3 
+3.3 

-2!  1 

19.6 
22  3 

-2.7    45.0 

-5.3  44.8 
-2.2  45.7 

+2  0 

\Wmo,it. 

Hloonitieh'. 

14  7 

13.8 
16.5 
1,S.8 

-1.3    33.2!  +7.3 
-2.9i  35.41  +6.3 
+0.5'  37  8'   +8.6 

4'>  0    -»-■'  ii\   "  « 

+.5.9 

+2.7 
+  6.3 

69  5 

+2. 9 

66  2 

36.8 
36.2 
26. 3 

16.8 
19.1 
20.1 

17.8 
20. 2 

i"o 

66.6     -1.3 
65. 9     +0.  6 

49.3 

49.  2 

■+6.i 
+2.5 

-0.2 

+  2.5 

Cavendish 

+  1.8 

47.8 

+6.2 

59. 5 

64  .1) 

+  1.8 

68.6 

+0.5 

+  1.3 

Cornwall 

20.2 

+0.3 

19.0 

-0.3,  38.0;  +7.3 

48.1 

+4.2 

61.2 

+5.0 

66.3    +1.1 

71.  S 

+1.4 

69.5     +1.6 

61.8 

+0.8 

.52.  6 

+2.8 

38.  C 

+  1,2 

21.4 

-2.  8    47.  3 

+1.9 

Craftsbury  Common.. 

15.0 
19.0 
16.2 

+0.2 

13.6 
16.7 
14.2 

:::::  i:?|:::::: 

-1.213.5.1;  +7.2 

.57.0 
55.2 
.59.6 

■+.5.'2 

62.5 

62.  ol 

63.4'   +0.8 

65.6 
64.8 
62.7 

64.2 

56.8 

48.0 
48.0 
,50.  2 

33.4 

35. 0 

+  2.9I  38.8 

+  4,4 

15.9 
18.5 
17.6 

42.1 

44.7 

44  4i   +3. 1 

Enoshvirsf  Falls 

-0.6 

65.9     +6.4 

60.5 

+2.1 

-2.61  44.5 

+  1.8 

12.0 

13.4 

-3.8!  31.9,   +5.fi 

42.4'  +1.2 

.57.51  -2.4;  63.9    +0.4 

-1  4 

64.7  1  -0.7 

58.1;   +1.3 

48,2 

+2.7    32,8    -0.2 

14.4 

-5.5;  42.1 

-0.3 

Normneld 

17. -T 

+2.3 

15.3 

-1.11  33.5    +7.1 

44.1    +3.8 

57.  C|   +4.2  1  62.4]   +1.1 

6,5.7 

-0.2 

64.2  1  +0.8 

57.5    +1.4 

47  8 

+2.  ,i    33,  ;t,   +1,1 

17.5  1   -2.9;  43. C 

+1.6 

Rutland 

20.  2 

+0.6 

18.6 

-1  5|  36.61  +5.7 

47.3    +4.7 

.59.  4 

+  4.  4     65  0;   +0  8 

68.1 

-0.5 

65.  8  1  —0.6 

58.7    -0.4 

51.2 

+  2.H    :!S.  0,    +2.1 

21.7 

-2.3    45.9 

+L3 

St.  Albans 

17.4 

-2.2 

17.0 

-1.9,  35.  7t   +8.1 

46.0    +.3.0 

61. ( 

+  5.  5  ,  66. 1 

+0.6 

69  f 

—1.0 

68.4     +0.4 

61. 4;   +0.1 

51  5 

+  2  8    36  6'  -ho  7 

18  7 

-4.  4    45.  7 

+0.9 

8t.  Johnsbury 

17.0 

+0.8 

16.0'  -1.31  35.3 

+6.7 

44  9!   +2.8 

60.  2 

+3.0    64,6 

+0.6 

68  7 

+0.5 

67.7 

+  1.7 

60.  C 

+  1.2 

,50  0 

+2.6    34.6:   +0.4 

17.6 

-3.5   44.7 

+1.5 

Ifi? 

-Ofi 

+4.8 

40.91  +4.3 

53,  2 

58  8 

+1.2 

61  2 

.59  5 

-1.2 

,54.  5 

+0.6 

15  0 

-5.3 

White  River  Jet 

1.S.2 

17.3 35.0 

4.5.6 

.57.8 

6!.  8 

67.0 

6.5.2 

.58,7 

48.  8  1 

34.6 

19  4 

44.3 

Woodstock 

20.0 

+1.9 

18.4  1  -0.2   36.0 

+7.0 

47.2    +5.9 

59.7 

+5.6 

65  7 

+3.1 

+0.6 

66.7 

+  2.0 

60.0 

+2.4 

48.2     +1.4 

36.6 

+  1.9 

18.8 

-3. 6   45.  5 

+  2.3 

Massachiiselis. 

1 

19.9 
24.1 
2.i.4 

19.2   3.5.2 

24.0     +0.3   39.4 
24. 4     -0.  6!  .38. 0 

47.0 

49.8   +4.9 
48.0    +3.5 

57.8 
61  4 

65.0 
67  5 

70' 4 

64.9 
68  9 

69^ 

48  1    

52  6     +'>  3 

36,2 

21.0 
24  8 

45.0 

2  6   48  7 

Amherst        

+0  3 

+5.9 
+4.3 

-•-4  4 

+2  1 

+0.6 
-0.5 

+1.6 
+  1  3 

-L  n  1 

+  1.7 
+1-2 

Blue  Hill 

-0.2 

60.2 

+  4.4 

65.4 

+  1,2 

69  2 

68  I  1   +0.2 

62  9 

.w.r,  1  +2.4  4T  li  -+0.8 

25. 9 

-3.3,  4,8.5 

Boston 

2S.6 

+0.7 

27.0!  — l.s'  40.8 

+f,  2 

4'J.7l  +3.4 

60  8 

+  3.7 

67.4 

+0.9 

71.1 

-0.6 

70.  7  1  +0.  8 

64. 6i   +1.4'  .=,,").  ,s          ■  J     VA   i    +1  5 

28.6 

-3.9   .50.7 

+1.1 

Chestnut  Hill 

29.fi 

+2.2 

2S.7     +1.4    42.2    +6.2 

.52.4    4-5.6    63.6 

+  5.6 

+2.2 

73  2 

+1.2 

71.7     +1.8 

66,  ol   +2.7    ,-,',  _■             :     ,'  J    +3.5 

29.  5 

-I.4I  52.3 

+2.9 

Clinton 

25.0 

-0.8 

24.2     -0.7    3S  0   +3.6 

49.2!   +4.2    60.6 

+4.2     66.8 

+  1.4 

69.6 

-0.8 

68.5  1   +0  3 

6.i.0l   +1,2    ,-,J  "         _   .:     1  ,  ,i    +0.1 

26.  I 

-3.1!  48.7 

+L0 

Concord 

?.4.0 

+0.3 

24.8 

+1.2   39.2    +6.2 

48.91   +.3.9    60.4 

+4.0 

66.4 

+  2.1 

69.6 

0.0 

68.0     +0.9 

62.4    +2.2    .v.;,  r,       .,;.,,    ;;',;.„    +0.6 

24  5 

-2  81  48. S 

+1.8 

2fi.1 

-3.0 

27.4 

-0.7   39.9    +3.5 

47.31  +3.0|  59.2 

+4.0 

6.5.6 

+1.7 

70.  (; 

+0.2 

69.  0     -0. 1 

03  4    +1.  i;  fy.i  4  1   +1.4    12.1 

-  0.4 

27.9 

-4.1    49.2 

+0.5 

Fall  River 

24' 6 

-2.3 

26.8 

-1.5!  39.8'  +2.9 

48.  6.   +2.  5,  60.  6 

+  3.7 

66.6 

+  1.1 

71. ( 

-0.1 

70.0     +0.5 

64.71  +1.7    54.5 

+1.4    40.8 

—  1.9 

28.2 

-4.4'  49.  £ 

-0.2 

Fitchlmrg 

-0.3 

-0.71  38.  r  +4.1 

5U.2:  +4.4;  62.0 

+4.4 

67.8;   +1.6 

70  6 

-0.6 

70.  n      +1.0 

64.2    +2.5 

,53,  6 

+2.9    40.6 

+  1   8 

24.9 

-3.7]  49.2 

+0.3 

Framingham 

27.1 

+  0.6 

26.8 

+0.4   41.0    +5.2 

51.  6;  +4  7   6.3. 6 

+5.4 

68.4I   +1.6'  72.4 

+0.5 

70.6'   +1.2 

64.2,   +1.5 

51. 0 

+2.2   42.2 

+  1.4 

27,5 

-2.  4   50. 8 

+1.9 

Gloucester 

27.fi 
28.7 

-1.1 
-1.8 

27.1 
27.9 

+0.3'  38.6;  +4.4 
-1.3    38.7'    +2.2 

47.4    +3.9   57.2    +2.7  i  63.61  +O.II  68.2 
45.8    +1.1,  57.2    +2.2;  64,31  +0.31  69.0 

-0.3 
-1.5 

67.2  1   -O.H 
68.4     -1.0 

60.81   -0.2 
63.5    +0.4 

51.6 
54  4 

+  1.0:  41.8 
+  1.0    44.0 

+0.6 
+0  4 

28.2 
29.1 

-3.0I  48.2 
-4,8  49  2 

+0  6 

Hvannis   

-0.3 

Lawrence 

•2.5.2 

+0  6 

25.0 

+0.7;  38.8    +47 

49.0;   +3.6;  60.9'   +3.8     67.2    +1.1    70.7 

-1  0]  69.4      +0.1    64. 0;   +1.8 
-0.5   69.9     -O.ll  64.0;   +0  9 

53  4 

+2.4]  41.0 

+1.5 

25.8 

-2  5]  49  2 

+  1.5 

Lowell 

25.  4 

+0  4 

25. 6 

+  0.4    39.0    +4.3 

49.3    +3.51  61.51   +3.7  1  67.8'  +1   l'  71.6 
45.8'   +2.4'  56.1,   +3.8     63.2'  +2  2   686 

53.  4 

+  1.6   39.8 

-0  •' 

25.  8 

-3.1I  49.4 

+  1.0 

Nantucket 

31.4 

+0.1 

—2.1    39  7    -'•4.2 

+0.81  68.6     +0.8 

63.8'  +1.0;  .5.5.8 

+  1.6   45.6 

32.  3 

-3.5]  50. C 

+  1.1 

NewBeilford 

29.2 

-0.6 

28.0 

-1.0    40.2    +3.7 

48  0    +2  3    59.6;   +3,4     66.4]   +1.3    71.2 

+0  41  70.4,   +1.1 

6,5.1 

+  1.9|  56,6  1   +3.4    4.5.8 

+2,  3 

29.5 

-3,  7]  60,  8 

+  1.2 

pittsfield 

20  (1 

-3.2 

18.6:  -3.8   3.5.6    +4.3 

48.2'    +5  2   .59.6;   +2,7     66.6'   +1.1    69.5 

-0.9|  66.81  -1.5 

60.  (; 

+0.1    49.2  1   +O.4I  37.1 

-0  6 

21.8 

-4.9:  46.1 

-0.1 

Plymouth 

28.7 

-0.4 

27.3     -0.7    .39.7    +3  2 

48  8    +4.9    60  0;   +4.2     66.  Oi  +2.1    70.0 

+0.7;  69.3]   +2.1 

6;j.2 

+  l,6l  53.7 

+  1.5;  42.8 

+  0  9 

28.0 

—1.21  49.8 

+1.5 

Springtield...   

27.3 

-0.2 

26.2     -1.3    41  8    +4.8 

53  0'   +4.5   63.7,  +4.6  1  69.01  +0.9   72.8 

-0  3]  70.0     -1.4 

63.2 

-0.6!  ,54.4 

+0.  5,  42.  0 

-0.  2 

27.2 

-3.6 

,50.  !i 

+0.7 

Stockbridge 

20. 6 

-3  1 

20.8     -2.3,  36.61  +5.1 

47.8]   +4.9;  57.8 

+2  4     63. 0 

-0.6   66.5 

-1.4'  64.0     -2.1 

58.4 

-0.4    49.4 

+  1.6    38.1 

+  0,  5 

22.  6 

-4.2 

45.  5 

+0.1 

Swamp-scott 

2fi  .S 

-0.8 

24.6     -1.7    38.1 

+3.9 

46.0!   +3.0]  5.5.8 

+  1.9;  62.8 

+O.4I  67.2 

—0.6    66  6     -0.7 

60.6]       0.0151.6 

+  0.6    40  2 

-0.5 

25.  0 

-5.6 

47.1 

0.0 

Taunton 

2.5.9 

—1.1 

27.4     +0.8    40.2 

+5.0 

4.-<.3    +3.3'  61.2 

+5. 5  ]  66  2 

+2.1    70.4 

-'-O  8;  68  8'   +1   1 

63.8]   +2  8'  ,52.7 

+  2.2   41.4 

+  1.2 

27.4 

-2.7 

49,4 

+  1.7 

Weston 

2fi.4 

-0.4 

26.11       0.0   40.4 

+4.9 

.50.9    +5.  .5.  62.  C 

+4.7     67.0 

+  1.7,  71.0 

+0  6 

69.2     +0.4 

64.3    +1.91  54.2 

+3.5!  42.0 

+  2  (1 

27.0 

-2.C 

,50  (1 

Worcester 

24.  2 

-1.2 

23.3     -1.8   37.9 

+3.1 

49.6    +4.1,  60.6 

+  3.2    66.6 

+0. 4]  09.  4 

-1.7 

68.2 

-0.7 

62.6 

+o.»-- 

52.6 

+  1.2    39.8 

+  0.1 

24.  2 

-4.7 

48.2 

+0.2 

KhO'le    Islaud 

Block  Island 

30.4 

-0.6 

28  3    —2  1 

39.8 

+4  4 

45  4 

+1.4 

55. 8 

+3.0    63.9 

+2-1    69.2 

+0.8 

68.6 

+0.1 

6,3.3 

-0.1 

,56  0 

+1.1    45.8 

+1.2 

31.7 

-4.3 

49,8 

+0.5 

Kingston 

25.4 

-2.3 

27.6     +0.3 

39.6 

+4.3 

46.1 

+1.£ 

58  4 

+3.4,  64.6 

+1.0]  69.0 

-0.2 

67.4 

-0.6 

62.2 

+  0.3 

52. 1 

+0.6   41.2 

+0,3 

27.2 

-3.8 

48.4 

+0.4 

Portsmouth. .. 

28.4 

■+i.'8 

28  4 

An  0 

48.1 
50-5 

i;o  n 

-o.'e 

69.2 
71.5 

+6.'5 

'65.' 8 

+2.6 

5,5.3 
55.8 

•+3:6   43:7 

+3.3 

28.2 
28.7 

Providence  

28.1     -0.9   41.81  +6.1 

+3.9   62.01   +3.5'  68.7.  +6.4|  72.8 

-2,9   .51.6 

+  1.8 

Coiniecticiit. 

'    I    ! 

i           L    1 

Bridgeport. 

27.0 

-2.1 

27.7     -0.5    40  8    +3.3 

50.6    +3.0   61  7    +4.0;  68.0;  +0.8   72.6 

-0.2;  70.4     -0.7 

63, 9 

-0.9 

55.0     +l.l|43.7 

+  1.1 

27.8 

-4,11  50.8 

+0.4 

22.6 
2-3.0 

-LC 

+O.4I  67.4     +0.3;  62.2]    +1.3 
+  0.3'  67.8     -O.7I  62.6'   +1.3 

23  r) 

-3.71  47.6 

+  1.4 

Fans  Village 

-1.9 

24.7     -0.6   38.4    +4  4 

•50  0,  +.5.4    60.8    +4.5     67.  Ol  +].8|  70.8 

51  4|  +1.8)  39.6 

+  0  7 

25. 0 

-2  9    48.4 

+1.2 

2.5. 1 
28.7 

-0.4 
+0.5 

26.2     -1.0   40. 4i  +.5.4 
27.9;   -1.1    41.2'  +5.4 

50.6    +3.9    62.21   +4.7;  68.2]   +1.1]  72.4 
50.6;  +3.4    61.2    +3.3     68.4    +1.8'  73.2 

+  2,1 
+2. 2 

+  1.8 
+  1.4 

New  Haven 

+  1.4    70.9;   +0.6 

64  8    +0.7    ,5,5.8     +2.0   44.2 

2,8.6 

-3.9,  51.3 

New  London 

2i..« 

-0.1 

29.8  1   +0.5   41.  li  +3.5 

48.41   +1.3   6O.2I  +2.4;  66.9    +0.61  72.9 

+  1.3    70.4  1   -0.1 

64.9]   +0.4 

,56.3     +2.1,  45.6 

+  2.2 

32.7 

-0.1,  .51.6 

+  1.2 

Norwalk 

26.  (J 

-0.9 

2.8.1     +1.6    40. 4i   +4.6 

49.2:  +2.5   60.8|  +2.4|  66-9    -0-2i  71.6 
48  7 .59.3 ;  65.2 69.0 

-0.  5    69.  4  '  -0.  4 

63-91  +0-8 
61-8^ 

.54.  6  1   +2.  5    42.  8 

+  2-1 

27.6 

-2. 6:  50. 1 

+  1.0 

Putnam  ...  

24.(1 

2.5.4    38.7 

67.0   

52  3  '            1  39. 8 

24.0 

47.9 
-5,1    47.6 

Storrs  

24  S 

-1.2 

23.8     -16   37.3    +3.9 

48.5]   +3.3   59.4    -(2.9]  65.2]   +0.4;  69.2 

-0.3   67.1     -0.6 

60-81   -0.4 

.52.01  +1.2,  39.5 

-0.1 

24.0 

+  1.0 

Waterbury 

2.5.9 

25.8     -0.6    42.0    +.5.2 

.51  8    +.3.9   62.2    +2.9;  69.2    +1.4    73.2 

+0.7   70.1     -0-6 

62.4   -1.7 

54-8|+l-8|.... 

27.4 

Reference  letters  indicate  number  of  days  migging ; 


I  day,  b  two  dayg,  etc. 
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W.  B.  Boston-6-4-43-1225. 
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